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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

A 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 


v 



VV. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each, Omission of a catcgoiy 
in the listing for a docket indicates that no documents in that category were filed in the lime period of the report. 


The principal elements of the entries in the list are: 

0 P. Operating license stage documents & correspondence 

© ® 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended souiccs & cnviion conse- 
quences prior to issuing full power OL. 

0 SUGARMAN, RJ. 0 Sugarman, Denworth & Hcllcgcrs 0 
0 Denton, H. Office of Nuclear Reactor Regulation, Director (f) 
27628:356:27628:357 


84/11/21 

2pp. 


S 4 4 © 4 ) 


1. NRC/PDR Document category (sec Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that thcic is no personal author. 

5. Corporate, agency or nonindividual source, 

6. Date of document described. 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document, 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the nuinbot of the frame on which this document starts 

11 . The five-digit portion of this entry is (he number of the frame on which this document ends 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N.W Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be -Available at NRC” for sale; “Available at NTIS"; « 

Available at GPO, ’ 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by dale of nrinehv.l 

items. Entries indented and preceded by a dash are items thru worn i , . . °. 1 1 

- . . . , ., 1 , 7 m c llcms mal weic submitted as ciiclosmcs to principal items. 

In gMBral. mdemed Hems are not in accession number sequence, ir Ihc docketed document Inis it contract 
(FIN) number or . formal repo,, number, i, will a „ ar „, c offc ^ Howi „ g „ 

NONDOCKETED ITEMS 

10CFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE-Financial Disclosure Information 

r r M °T'T A " RcqMs a “ d feta*. 

CjEN TECH IS Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC— Public Document Room Miscellaneous 

NUREG— NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Pule 

PRM— Petition for Rulemaking 

PROJ— Projects — Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Correspondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categoiies and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 

3. 

4. 

5. 


6 . 

7. 

8 . 

9. 

10 . 
11 . 
12 . 


13. 


principal elements of the nondocketed items are: 

(T) NUREG— NUREG Reports and Related Correspondence 


© 




'8203090207^ NUREG/CR-1 672 V02* 


C . RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
I IN GEOLOGIC MEDIA. Technical Review of Documents 
© \ NUREG/CR-1 262, NUREG/CR-1376, NUREG/CR-1 377, NUREG/CR-1397 & 

l.NUREG/CR-1608. —"{6] 

© STEVENS, C.A., FULL WOOD, R.A., BASIN, S.L. Science ApplicafionsTlnc. 

0 FIN B-6694. SAI-262-81-PA. 82/02/28. Division of RiskAnalysis. 

123p. Available at NRC.j $6.00. + 12176:217: 1217"^ 


(n) (|2) 




<^® (m) 4) 



Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s), An, asterisk in this position indicates that there is no personal author, 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any). If the document has a secondary repoit number, it will 
appear following this entry. 

Secondary report number assigned by originator. 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC,' Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below, 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to, 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 
Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-039 SHEFFIELD, IL, U.S, ECOLOGY, INC. 1 

27-047 BARNWELL, SC, CHEM-NUCLEAR 1 

SYSTEMS, INC. 

27-048 RICHLAND, WA, U S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-1162 WESTERN NUCLEAR, INC., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 2 

CHICAGO, IL 

40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 2 

40-3453 ATLAS MINERALS, INC., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP , CASPER, 2 

WY 

40-6659 GETTY OIL/PETROTOMICS CO., 2 

SHIRLEY BASIN, WY 

40-7102 SHIELDALLOY CORP., NEWFIELD, NJ 2 

40-7455 WHITTAKER METALS, LOS ANGELES, 2 

CA 

40-8027 KERR-MCGEE NUCLEAR CORP., 2 

OKLAHOMA CITY, OK 

40-8102 EXXON CO., USA, HOUSTON, TX 2 

40-8452 BEAR CREEK URANIUM CO., CASPER, 2 

WY 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 3 

AZ 

40-8584 MINERALS EXPLORATION CO., LOS 3 

ANGELES, CA 

40-8681 UMETCO MINERALS CORP., GRAND 3 

JUNCTION, CO 

40-8684 MALAPAI RESOURCES CO., CASPER, 3 

WY 

40-8698 PLATEAU RESOURCES, LTD., GRAND 3 

JUNCTION, CO 

40-8714 CLEVELAND-CLIFFS IRON CO., 3 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 3 

40-8768 KERR-MCGEE NUCLEAR CORP., 3 

OKLAHOMA CITY, OK 

40-8829 FERRET EXPLORATION CO OF 3 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORP., CONVERSE 3 

COUNTY, WY 

40-8902 ANACONDA MINERALS CO., GRANTS, 4 

NM 


Docket Name Page 

40-8903 HOMESTAKE MINING CO , GRANTS, NM 4 

40-8904 BP AMERICA, INC./L-BAR URANIUM 4 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE CORP /QUIVIRA MINING 4 

CO , OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 4 

NM 

40-891 1 MOBIL ALTERNATIVE ENERGY, INC , 4 

BOULDER, CO 

40-8913 UNITED NUCLEAR CORP., GALLUP, NM 4 

40-8926 ALTAIR RESOURCES, INC., CASPER, WY 4 

40-8943 FERRET EXPLORATION CO. OF 4 

NEBRASKA, DENVER, CO 

40-8948 METALLURG, INC., NEWFIELD, NJ 4 

40-8964 SEQUOYAH FUELS CORP., OKLAHOMA 4 

CITY, OK 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 5 

50-3 INDIAN POINT STATION, UNIT 1 5 

50-5 PENNSYLVANIA STATE UNIV. 5 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION, 5 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 6 

TECHNOLOGY RESEARCH REACTOR 

50-29 YANKEE-ROWE NUCLEAR POWER 6 

STATION 

50-59 TEXAS A&M UNIV. RESEARCH 8 

REACTOR 

50-72 UNIV. OF UTAH RESEARCH REACTOR 8 

50-73 GENERAL ELECTRIC NUCLEAR TEST 0 

REACTOR 

50-83 UNIV. OF FLORIDA TRAINING REACTOR 8 

50-1 1 6 IOWA STATE UNIV. RESEARCH & 

REACTOR 

50-1 23 UNIV. OF MISSOURI RESEARCH 8 

REACTOR-ROLLA 

50-1 24 VIRGINIA POLYTECHNIC INSTITUTE 6 

TRAINING REACTOR 

50-1 28 TEXAS A&M UNIV. RESEARCH 3 

REACTOR 

50-131 OMAHA VETERANS ADMINISTRATION 8 

HOSPITAL RESEARCH REACTOR 

50-1 33 HUMBOLDT BAY POWER PLANT, UNIT 3 8 

50-141 STANFORD UNIV. RESEARCH REACTOR 9 

50-142 UCLA TRAINING REACTOR 9 

50-1 46 SAXTON NUCLEAR EXPERIMENTAL 1 0 

FACILITY 


ix 



Docket 

Name 

Page 

50-150 

OHIO STATE UNIV. RESEARCH 

REACTOR 

10 

50-155 

BIG ROCK POINT NUCLEAR PLANT 

11 

50-156 

UNIV OF WISCONSIN RESEARCH 
REACTOR 

12 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

12 

50-163 

GA TECHNOLOGIES 

13 

50-171 

PEACH BOTTOM ATOMIC POWER 
STATION, UNIT 1 

13 

50-182 

PURDUE UNIV. RESEARCH REACTOR 

13 

50-184 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

13 

50-186 

UNIV. OF MISSOURI RESEARCH 
REACTOR-COLUMBIA 

13 

50-188 

KANSAS STATE UNIV. RESEARCH 
REACTOR 

13 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

13 

50-193 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

13 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

1 

14 

50-213 

HADDAM NECK PLANT 

16 

50-219 

OYSTER CREEK NUCLEAR POWER 
PLANT 

17 

50-220 

NINE MILE POINT NUCLEAR STATION, 
UNIT 1 

20 

50-223 

UNIV. OF LOWELL RESEARCH 

REACTOR 

22 

50-224 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

22 

50-228 

AEROTEST RADIOGRAPHY & 

RESEARCH REACTOR 

22 

50-237 

DRESDEN NUCLEAR POWER STATION, 
UNIT 2 

22 

50-243 

OREGON STATE UNIV. RESEARCH 
REACTOR 

24 

50-244 

ROBERT EMMET GINNA NUCLEAR 
PLANT, UNIT 1 

24 

50-245 

MILLSTONE NUCLEAR POWER 

STATION, UNIT 1 

25 

50-247 

INDIAN POINT STATION, UNIT 2 

27 

50-249 

DRESDEN NUCLEAR POWER STATION, 
UNIT 3 

29 

50-250 

TURKEY POINT PLANT, UNIT 3 

30 

50-251 

TURKEY POINT PLANT, UNIT 4 

32 

50-252 

UNIV. OF NEW MEXICO RESEARCH 
REACTOR 

34 

50-254 

QUAD CITIES STATION, UNIT 1 

34 

50-255 

PALISADES NUCLEAR PLANT 

36 

50-259 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

37 

50-260 

BROWNS FERRY NUCLEAR POWER 
STATION. UNIT 2 

39 


Docket Name Pago 

50-261 H.B. ROBINSON PLANT, UNIT 2 41 

50-262 BRIGHAM YOUNG UNIV. RESEARCH 43 

REACTOR 

50-263 MONTICELLO NUCLEAR GENERATING 43 

PLANT 

50-265 QUAD-CITIES STATION, UNIT 2 44 

50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 45 

50-267 FORT ST. VRAIN NUCLEAR 47 

GENERATING STATION 

50-269 OCONEE NUCLEAR STATION, UNIT 1 50 

50-270 OCONEE NUCLEAR STATION, UNIT 2 61 

50-271 VERMONT YANKEE NUCLEAR POWER 63 

STATION 

50-272 SALEM NUCLEAR GENERATING 55 

STATION, UNIT 1 

50-274 U.S. GEOLOGICAL SURVEY RESEARCH 56 

REACTOR 

50-275 DIABLO CANYON NUCLEAR POWER 56 

PLANT. UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 59 

STATION, UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 61 

STATION, UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 63 

50-281 SURRY POWER STATION, UNIT 2 65 

50-282 PRAIRIE ISLAND NUCLEAR STATION, 67 

UNIT 1 

50-205 FORT CALHOUN STATION, UNIT 1 68 

50-206 INDIAN POINT STATION, UNIT 3 70 

50-287 OCONEE NUCLEAR STATION, UNIT 3 71 

50-289 THREE MILE ISLAND NUCLEAR 73 

STATION, UNIT 1 

50-293 PILGRIM NUCLEAR POWER STATION, 76 

UNIT 1 

50-295 ZION NUCLEAR POWER STATION, UNIT 78 

1 

50-296 BROWNS FERRY NUCLEAR POWER 79 

STATION, UNIT 3 

50-297 NORTH CAROLINA STATE UNIV. 81 

PULSTAR REACTOR 

50-298 COOPER NUCLEAR STATION 81 

50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 83 

50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 84 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 06 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 87 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 80 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 90 

50-311 SALEM NUCLEAR GENERATING 90 

STATION, UNIT 2 


X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-312 

RANCHO SECO NUCLEAR GENERATING 

92 

50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

148 


STATION 



3 


50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

94 

50-364 

JOSEPH IvL FARLEY NUCLEAR PLANT, 

150 

50-315 

DONALD C. COOK NUCLEAR POWER 

96 


UNIT 2 



PLANT, UNIT 1 


50-366 

EDWIN 1 HATCH NUCLEAR PLANT, UNIT 

152 

50-316 

DONALD C COOK NUCLEAR POWER 

98 


2 



PLANT, UNIT 2 


50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

154 

50-317 

CALVERT CLIFFS NUCLEAR POWER 

100 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

156 


PLANT, UNIT 1 



STATION, UNIT 1 


50-318 

CALVERT CLIFFS NUCLEAR POWER 

101 

50-370 

WILLIAM B. MCGUIRE NUCLEAR 

158 


PLANT, UNIT 2 



STATION, UNIT 2 


50-320 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 2 

102 

50-373 

LASALLE COUNTY STATION, UNIT 1 

160 



50-374 

LASALLE COUNTY STATION, UNIT 2 

161 

50-321 

EDWIN 1 HATCH NUCLEAR PLANT, UNIT 

1 

105 

50-382 

WATERFORD GENERATING STATION, 

163 




UNIT 3 


50-322 

SHOREHAM NUCLEAR POWER STATION 

106 

50-386 

NYC HALL OF SCIENCE RESEARCH 

166 

50-323 

DIABLO CANYON NUCLEAR POWER 

110 


REACTOR 



PLANT, UNIT 2 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

t66 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 

112 


STATION, UNIT 1 



UNIT 2 


50-388 

SUSQUEHANNA STEAM ELECTRIC 

168 

50-325 

BRUNSWICK STEAM ELECTRIC PLANT, 

114 


STATION, UNIT 2 



UNIT 1 


50-389 

ST. LUCIE PLANT, UNIT 2 

169 

50-327 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

115 

50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

170 

50-328 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

119 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

172 

50-329 

MIDLAND PLANT, UNIT 1 

122 

50-395 

VIRGIL C SUMMER NUCLEAR STATION, 

173 

50-330 

MIDLAND PLANT, UNIT 2 

122 


UNIT 1 


50-331 

DUANE ARNOLD ENERGY CENTER 

123 

50-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

175 

50-333 

JAMES A. FITZPATRICK NUCLEAR 

POWER PLANT 

124 

50-400 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

177 

50-334 

BEAVER VALLEY POWER STATION, 

125 

50-407 

UNIV OF UTAH RESEARCH REACTOR 

178 


UNIT 1 


50-409 

LA CROSSE BOILING WATER REACTOR 

178 

50-335 

ST LUCIE PLANT, UNIT 1 

127 

50-410 

NINE MILE POINT NUCLEAR STATION, 

179 

50-336 

MILLSTONE NUCLEAR POWER 

129 


UNIT 2 



STATION, UNIT 2 


50-412 

BEAVER VALLEY POWER STATION, 

181 

50-338 

NORTH ANNA POWER STATION, UNIT 1 

130 


UNIT 2 


50-339 

NORTH ANNA POWER STATION, UNIT 2 

132 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

183 

50-341 

ENRICO FERMI ATOMIC POWER PLANT, 

134 

50-414 

CATAWBA NUCLEAR STATION, UNIT 2 

185 


UNIT 2 


50-416 

GRAND GULF NUCLEAR STATION, UNIT 

167 

60-344 

TROJAN NUCLEAR PLANT 

136 


1 


50*346 

DAVIS-BESSE NUCLEAR POWER 

138 

50-417 

GRAND GULF NUCLEAR STATION, UNIT 

0 

190 


STATION, UNIT 1 



cL 


50-348 

JOSEPH M. FARLEY NUCLEAR PLANT, 
UNIT 1 

140 

50-423 

MILLSTONE NUCLEAR POWER 

STATION, UNITS 

192 

50-352 

LIMERICK GENERATING STATION, UNIT 

1 

142 

50-424 

ALVIN W, VOGTLE NUCLEAR PLANT, 

UNIT 1 

193 

50-353 

144 

50-425 

ALVIN W. VOGTLE NUCLEAR PLANT, 

195 

LIMERICK GENERATING STATION, UNIT 

0 

UNIT 2 


c 


STN-50- 

FLOATING NUCLEAR PLANT 

197 

50-354 

50-358 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

145 

437 

50-438 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

197 

WILLIAM H. ZIMMER NUCLEAR 

146 


STATION, UNIT 1 


50-439 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

1 96 

50-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

2 

146 

50-440 

PERRY NUCLEAR POWER PLANT, UNIT 

1 

198 


xi 



Docket 

Nam© 

Page 

50-441 

PERRY NUCLEAR POWER PLANT, UNIT 

2 

201 

50-443 

SEABROOK NUCLEAR STATION, UNIT t 

201 

50-444 

SEABROOK NUCLEAR STATION, UNIT 2 

221 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 1 

240 

50-446 

COMANCHE PEAK STEAM ELECTRIC 
STATION, UNIT 2 

244 

STN-50- 

447 

GESSAR-238 

247 

STN-50- 

454 

BYRON STATION, UNIT 1 

247 

STN-50- 

455 

BYRON STATION, UNIT 2 

249 

STN-50- 

456 

BRAIDWOOD STATION, UNIT 1 

250 

STN-50- 

457 

BRAIDWOOD STATION, UNIT 2 

252 

50-458 

RIVER BEND STATION, UNIT 1 

254 

60-460 

WPPSS NUCLEAR PROJECT, UNIT 1 

256 

60-461 

CLINTON POWER STATION, UNIT 1 

266 

STN-50- 

470 

CESSAR SYSTEM 80 

258 

STN-50- 
48 2 

WOLF CREEK GENERATING STATION 

258 

STN-50- 

483 

CALLAWAY PLANT, UNIT 1 

260 

STN-50- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

262 

STN-50- 

499 

SOUTH TEXAS PROJECT, UNIT 2 

265 

STN-60- 

508 

WPPSS NUCLEAR PROJECT, UNIT 3 

268 

STN-50- 

518 

HARTSVILLE NUCLEAR PLANT, UNIT 1 

268 

STN-50- 

519 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

268 

STN-50- 

520 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

268 

STN-50- 

521 

HARTSVILLE NUCLEAR PLANT, UNIT 4 

268 

STN-50- 

528 

PALO VERDE NUCLEAR STATION, UNIT 

1 

269 

STN-5G- 

529 

PALO VERDE NUCLEAR STATION, UNIT 

2 

271 

STN-50- 

530 

PALO VERDE NUCLEAR STATION, UNIT 

3 

273 

50-601 

RESAR SP/90 

275 

50-602 

UNIV. OF TEXAS RESEARCH REACTOR 

275 

50-603 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

275 

60-604 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

276 

STN-50- 

Rnc 

GE ADVANCED BWR DESIGN 

276 
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70-0008 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

270 

70-0027 

BABCOCK & WILCOX CO„ LYNCHBURG, 

VA 

276 

70-0036 

COMBUSTION ENGINEERING, INC., 
WINDSOR. CT 

277 

70-0135 

BABCOCK & WILCOX CO . APOLLO, PA 

277 

70-0143 

NUCLEAR FUEL SERVICES, INC., 

ERWIN, TN 

277 

70-0152 

PURDUE UNIV., WEST LAFAYETTE, IN 

277 

70-0223 

CALIFORNIA, UNIV. OF, LOS ANGELES, 

CA 

277 

70-0364 

BABCOCK & WILCOX CO., APOLLO, PA 

27 7 

70-0371 

UNC NAVAL PRODUCTS, INC., 
UNCASViLLE, CT 

270 

70-0687 

CINTICHEM, INC, TUXEDO, NY 

270 

70-0734 

GA TECHNOLOGIES, INC., SAN DIEGO, 

CA 

270 

70-0754 

GENERAL ELECTRIC CO., PLEASANTON, 
CA 

278 

70-0820 

UNC RECOVERY SYSTEMS, WOOD 

RIVER JUNCTION, Rl 

270 

70-0824 

BABCOCK & WILCOX CO., LYNCHBURG, 

VA 

278 

70-0925 

KERR-MCGEE NUCLEAR CORP., 
OKLAHOMA CITY, OK 

270 

70-1068 

FLORIDA, UNIV. OF, GAINESVILLE, FL 

278 

70-1100 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

278 

70-1113 

GENERAL ELECTRIC CO., WILMINGTON, 
NC 

278 

70-1151 

WESTJNGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

279 

70-1193 

KERR-MCGEE NUCLEAR CORP,, 
OKLAHOMA CITY, OK 

279 

70-1257 

ADVANCED NUCLEAR FUELS CORP., 
RICHLAND, WA 

279 

70-1300 

GENERAL ELECTRIC CO„ SAN JOSE, CA 

279 

70-2479 

TRANSNUCLEAR, INC., FALLS CHURCH, 
VA 

279 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 


71-0088 

BABCOCK & WILCOX CO. 

279 

71-0096 

PAN AMERICAN WORLD AIRWAYS, INC. 

279 

71-0102 

SOURCE PROD. & EQUIP. CO., INC. 

279 

71-0210 

GULF NUCLEAR, INC. 

279 

71-0275 

DUQUESNE LIGHT CO. 

279 

71-0498 

GEARHART-OWEN INDUSTRIES 

27 9 

71-0500 

E.l. DU PONT DE NEMOURS & CO., INC, 

279 
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71-0654 POWER INSPECTION, INC. 280 

71-3002 MODEL NR-10, NIPPON NUCLEAR FUEL 280 

DEVELOPMENT CO., LTD. 

71-5580 MODEL. S5W POWER UNIT, ENERGY, 280 

DEPT. OF 

71-5758 MODEL: S5W, ENERGY, DEPT. OF 280 

71-5760 MODEL: BB-250-2, COMBUSTION 280 

ENGINEERING, INC. 

71-5787 MODEL: D-38, ENERGY, DEPT. OF 280 

71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR 280 

SYSTEMS, INC. 

71-5814 MODEL: NRBK-41 , -42 & -43, ENERGY, 280 

DEPT. OF 

71-5875 MODEL: WAPD-39 & NRBK-44, ENERGY, 280 

DEPT. OF 

71-5957 MODEL: BMI-1, BATTELLE COLUMBUS 200 

LABORATORY 

71-6002 MODEL: S3W/S4W NEW SUB, ENERGY, 280 

DEPT. OF 

71-6078 MODEL: 927A1 & 927C1, COMBUSTION 280 

ENGINEERING, INC. 

71-6385 MODEL: SI W UNIRR, CORE, ENERGY, 280 

DEPT. OF 

71-6400 MODEL: 6400, WESTINGHOUSE 280 

ELECTRIC CORP. 

71-6553 MODEL PADUCAH TIGER, ENERGY, 280 

DEPT. OF 

71-6574 MODEL: HN-200, WESTINGHOUSE- 280 

HITTMAN NUCLEAR, INC. 

71-6613 MODEL: 702, TECH/OPS, INC. 281 

71-6639 MODEL: MH-1A, ENERGY, DEPT. OF 281 

71-6717 MODEL: 6717-B, GAMMA INDUSTRIES, 281 

INC. 

71-9006 MODEL: Al 500 SU, TECH/OPS, INC. 281 

71-9007 MODEL: 520, TECH/OPS, INC. 281 

71-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE 281 

CORP. 

71-9021 MODEL: 750, TECH/OPS, INC. 281 

71-9022 MODEL: CE-250-2, COMBUSTION 281 

ENGINEERING, INC. 

71-9027 MODEL: 741 & 741 E, TECH/OPS, INC. 281 

71-9028 MODEL: 684 & 684E, TECH/OPS, INC. 281 

71-9029 MODEL: 676 & 676E, TECH/OPS, INC. 281 

71-9032 MODEL: 650, TECH/OPS, INC. 201 

71-9033 MODEL: 660 & 660E, TECH/OPS, INC, 281 

71-9035 MODEL; 680 & 680E, TECH/OPS, INC. 202 

71-9036 MODEL; C-1, SOURCE PRODUCTION & 282 

EQUIPMENT CO., INC. 

71-9039 MODEL: 715, TECH/OPS, INC. 282 

71 -9053 MODEL; 603, TECH/OPS, INC. 282 

71-9056 MODEL: SPEC 2-T, SOURCE 282 

PRODUCTION & EQUIPMENT CO. 
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71-9074 MODEL; AP-100, ANEFCO, INC. 282 

71 -9080 MODEL: HN-600 & NUPAC 1 00, 282 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9086 MODEL: HN-100, SERIES 1, HITTMAN 282 

NUCLEAR & DEVELOPMENT 

71-9107 MODEL: 771, TECH/OPS, INC. 282 

71-9110 MODEL: MX-IC-100, MAGNAFLUX CORP. 282 

71-9126 MODEL: 20, 20A, 50, 50A, GAMMA 282 

INDUSTRIES, INC. 

71-9127 MODEL: 100, 100A, 200, 200A, GAMMA 282 

INDUSTRIES, INC. 

71 -91 28 MODEL C-8, GAMMA INDUSTRIES, INC. 283 

71-9132 MODEL: T-3, ENERGY, DEPT. OF 283 

71-9133 MODEL: C-10, GAMMA INDUSTRIES, INC. 283 

71-9135 MODEL: CENTURY S & SA, GAMMA 283 

INDUSTRIES, INC. 

71-9137 MODEL: 820, TECH/OPS, INC. 283 

71-9141 MODEL: 900, TECH/OPS, INC. 283 

71-9143 MODEL: 920, TECH/OPS, INC. 283 

71-9147 MODEL: 050, TECH/OPS, INC. 283 

71-9148 MODEL: 770, TECH/OPS, INC. 283 

71-9149 MODEL: 910, TECH/OPS, INC. 283 

71-9151 MODEL: HN-100 SERIES 3, 283 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9154 MODEL: 858, TECH/OPS, INC. 283 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 283 

CO. 

71-9157 MODEL; IR-100, INDUSTRIAL NUCLEAR 283 

CO. 

71-9169 MODEL: NUPAC 14/10OL, M & H, 283 

NUCLEAR PACKAGING, INC. 

71 -91 60 MODEL: 20-VS & 40-VS, GULF NUCLEAR, 283 
INC. 

71 -91 63 MODEL: GNG-20, GULF NUCLEAR, INC. 284 

71-9165 MODEL: 855, TECH/OPS, INC. 284 

71-9166 MODEL: 864, TECH/OPS, INC. 284 

71-9180 MODEL: 500-SU-OP, AUTOMATION 284 

INDUSTRIES, INC. 

71-9182 MODEL: HUSMAN IRRADIATOR, 284 

AGRICULTURE, DEPT. OF 

71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE 284 

CORP. 

71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR 284 

CO. 

71-9187 MODEL: 065, TECH/OPS, INC. 284 

71-9208 MODEL; NUPAC 10-142, NUCLEAR 284 

PACKAGING, INC. 

71-9216 MODEL: CNS 1-1 3G, CHEM-NUCLEAR 284 

SYSTEMS, INC. 

71-9217 MODEL: ANF-250, ADVANCED NUCLEAR 284 

FUELS CORP. 

71 -9220 MODEL; 884, AMERSHAM CORP. 284 
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71-9222 

MODEL: HN-215H, WESTINGHOUSE 
HITTMAN NUCLEAR, INC. 

204 

71-9226 

MODEL: GA-4. GENERAL ATOMICS 

284 

71-9227 

MODEL: GA-9, GENERAL ATOMICS 

284 

71-9228 

MODEL: 2000, GENERAL ELECTRIC CO. 

284 
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72-0003 CAROLINA POWER & LIGHT CO. 284 

72-0004 DUKE POWER CO., 50-269 284 
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Low Level Radwaste Disposal Sites - 
Docket 27 

BARNWELL, SC, CHEM-NUCLEAFt 27-047 1 

SYSTEMS, INC. 

RICHLAND, WA, U.S. ECOLOGY, INC. 27-048 1 

SHEFFIELD, IL, U.S. ECOLOGY, INC. 27-039 1 


Domestic Licensing of Source Material - 
Docket 40 

ALLIED-SIGNAL, INC., METROPOLIS, IL 40-3392 2 

ALTAIR RESOURCES, INC., CASPER, WY 40-8926 4 

AMERICAN NUCLEAR CORP., CASPER, WY 40-4492 2 

ANACONDA MINERALS CO., GRANTS, NM 40-8902 4 

ATLAS MINERALS, INC., DENVER, CO 40-3453 2 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 2 

BP AMERICA, INC./L-BAR URANIUM 40-8904 4 

FACILITY, SALT LAKE 

CHEMETRON CORP., CHICAGO, IL 40-8724 3 

CLEVELAND-CLIFFS IRON CO. r CLEVELAND, 40-8714 3 

OH 

EVEREST MINERALS CORP., CONVERSE 40-8857 3 

COUNTY, WY 

EXXON CO., USA, HOUSTON, TX 40-8102 2 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 4 

DENVER, CO 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8829 3 

INC., CRAWFORD, NE 

GETTY OIL/PETROTOMICS CO., SHIRLEY 40-6659 2 

BASIN, WY 

HOMESTAKE MINING CO., GRANTS, NM 40-8903 4 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 2 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 40-8905 4 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 2 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8768 3 

OKLAHOMA CITY, OK 

MALAPAI RESOURCES CO , CASPER, WY 40-8684 3 

MALAPAI RESOURCES CO„ PHOENIX, AZ 40-8502 3 

METALLURG, INC., NEWFIELD, NJ 40-8948 4 

MINERALS EXPLORATION CO., LOS 40-8584 3 

ANGELES, CA 

MOBIL ALTERNATIVE ENERGY, INC., 40-891 1 4 

BOULDER, CO 

PLATEAU RESOURCES, LTD., GRAND 40-8698 3 

JUNCTION, CO 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8964 4 

CITY, OK 

SHIELDALLOY CORP , NEWFIELD, NJ 40-71 02 2 
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Docket 
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TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA. TN 

40-1341 

1 

UMETCO MINERALS CORP., GRAND 
JUNCTION, CO 

40-8681 

3 

UMETCO MINERALS CORP., RIVERTON, WY 

40-0299 

1 

UNITED NUCLEAR CORP., GALLUP, NM 

40-8913 

4 

UNITED NUCLEAR CORP., SANTA FE, NM 

40-8907 

4 

WESTERN NUCLEAR, INC., JEFFREY CITY, 
WY 

40-1162 

1 

WHITTAKER METALS, LOS ANGELES. CA 

40-7455 

2 

Domestic Licensing of Production and 
Utilization Facilities ■ Docket 50 



AEROTEST RADIOGRAPHY & RESEARCH 
REACTOR 

50-228 

22 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

50-604 

276 

ALCHEMIE CENTRIFUGE ENRICHMENT 
PLANT 

50-603 

275 

ALVIN W VOGTLE NUCLEAR PLANT, UNIT 1 

50-424 

193 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-425 

195 

ARKANSAS NUCLEAR ONE. UNIT 1 

50-313 

94 

ARKANSAS NUCLEAR ONE, UNIT 2 

50-360 

154 

BEAVER VALLEY POWER STATION, UNIT 1 

50-334 

125 

BEAVER VALLEY POWER STATION, UNIT 2 

50-412 

181 

BELLEFONTE NUCLEAR PLANT, UNIT 1 

50-438 

197 

BELLEFONTE NUCLEAR PLANT, UNIT 2 

50-439 

198 

BIG ROCK POINT NUCLEAR PLANT 

50-155 

11 

BRAIDWOOD STATION, UNIT 1 

STN-50-456 

250 

BRAIDWOOD STATION, UNIT 2 

STN-50-457 

252 

BRIGHAM YOUNG UNIV. RESEARCH 
REACTOR 

50-262 

43 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 1 

50-259 

37 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 2 

50-260 

39 

BROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

50-296 

79 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 1 

50-325 

114 

BRUNSWICK STEAM ELECTRIC PLANT, 
UNIT 2 

50-324 

112 

BYRON STATION, UNIT 1 

STN-50-454 

247 

BYRON STATION, UNIT 2 

STN-50-455 

249 

CALLAWAY PLANT, UNIT 1 

STN-50-483 

260 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-31 7 
UNIT 1 

100 

CALVERT CLIFFS NUCLEAR POWER PLANT, 50-31 8 

101 


UNIT 2 


XV 



Wane 

Docket 

Page 

CATAWBA NUCLEAR STATION, UNIT 1 

50-413 

183 

CATAWBA NUCLEAR STATION, UNIT 2 

50 414 

185 

CESSAR SYSTEM 80 

STN-50-470 

258 

CLINTON POWER STATION. UNIT 1 

50-461 

256 

COMANCHE PEAK STEAM ELECTRIC 

50-445 

240 

STATION, UNIT 1 



COMANCHE PEAK STEAM ELECTRIC 

50-446 

244 

STATION, UNIT 2 



COOPER NUCLEAR STATION 

50-298 

SI 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

84 

DAVIS-8ESSE NUCLEAR POWER STATION, 

50-346 

138 

UNIT 1 



DIABLO CANYON NUCLEAR POWER PLANT, 50-275 

66 

UNIT 1 



DIABLO CANYON NUCLEAR POWER PLANT, 50-323 

110 

UNIT 2 



DONALD C COOK NUCLEAR POWER 

50-315 

96 

PLANT, UNIT 1 



DONALO C, COOK NUCLEAR POWER 

50-316 

98 

PLANT, UNIT 2 



DRESDEN NUCLEAR POWER STATION. 

50-10 

5 

UNIT 1 



DRESDEN NUCLEAR POWER STATION, 

50*237 

22 

UNIT 2 


DRESDEN NUCLEAR POWER STATION. 

50-249 

29 

UNIT 3 


DUANE ARNOLD ENERGY CENTER 

50-331 

123 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 1 

50-321 

105 

EDWIN 1 HATCH NUCLEAR PLANT, UNIT 2 

50-366 

152 

ENRICO PERM) ATOMIC POWER PLANT, 
UNIT 2 

50-341 

134 

FLOATING NUCLEAR PUNT 

STN-50-437 

197 

FORD NUCLEAR REACTOR 

50-2 

5 

FORT CALHOUN STATION, UNIT 1 

50-285 

68 

PORT ST VRAiN NUCLEAR GENERATING 

B0-267 

47 

GA TECHNOLOGIES 

50-163 

13 

GE ADVANCED BWR DESIGN 

STM-50-605 

276 

GENeRALELECTR 10 NUCLEAR TEST 
REACTOR 

50-73 

B 

GEORGIA INSTITUTE OF TECHNOLOGY 
RESEARCH REACTOR 

50-160 

12 

GESSAR-238 

STN-50-447 

247 

GRAND GULF NUCLEAR STATION, UNIT 1 

50-416 

107 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

190 

H.B ROBINSON PLANT, UNIT 2 

50-261 

41 

HADDAM NECK PUNT 

50-210 

16 

HARTSVILLE NUCLEAR PUNT, UNIT 1 

STN-50-516 

268 

HARTSVILLE NUCLEAR PLANT, UNIT 2 

STN-50-519 

268 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

STN-5CJ- 520 

268 


Name 

Docket 

Page 

HARTSVILLE NUCLEAR PLANT, UNIT 4 STN-50-521 

260 

HOPE CREEK NUCLEAR STATION, UNIT 1 

50-354 

145 

HUMBOLDT BAY POWER PLANT, UNIT 3 

50-133 

0 

INDIAN POINT STATION, UNIT 1 

50-3 

5 

INDIAN POINT STATION, UNIT 2 

50-247 

27 

INDIAN POINT STATION, UNIT 3 

50-206 

70 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

0 

JAMES A, FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

124 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 

1 

50-340 

140 

JOSEPH M, FARLEY NUCLEAR PLANT, UNIT 

2 

50-364 

150 

KANSAS STATE UNIV. RESEARCH 

REACTOR 

50-100 

10 

KEWAUNEE NUCLEAR POWER PLANT 

60-305 

07 

LA CROSSE BOILING WATER REACTOR 

50-409 

170 

LASALLE COUNTY STATION, UNIT 1 

50-373 

160 

LASALLE COUNTY STATION, UNIT 2 

50-374 

101 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

142 

LIMERICK GENERATING STATION, UNIT 2 

50-353 

144 

MAINE YANKEE ATOMIC POWER PLANT 

50-309 

90 

MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY RESEARCH REACTOR 

50-20 

6 

MIDLAND PLANT, UNIT 1 

50-329 

122 

MIDLAND PLANT, UNIT 2 

50-330 

122 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 1 

50-245 

25 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 2 

50-336 

129 

MILLSTONE NUCLEAR POWER STATION, 

UNIT 3 

50-423 

192 

MONTIGELLO NUCLEAR GENERATING 

PLANT 

50-263 

43 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

50-104 

13 

NINE MILE POINT NUCLEAR STATION, UNIT 

50-220 

20 

NINE MILE POINT NUCLEAR STATION. UNIT 

50-410 

179 

NORTH ANNA POWER STATION, UNIT 1 

50-338 

130 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

132 

NORTH CAROLINA STATE UNIV, PULSTAR 
REACTOR 

50-297 

81 

NYC HALL OF SCIENCE RESEARCH 

REACTOR 

50-386 

166 

OCONEE NUCLEAR STATION, UNIT 1 

50*269 

50 

OCONEE NUCLEAR STATION, UNIT 2 

50-270 

51 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

71 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

10 



Name 

Docket 

Page 

OMAHA VETERANS ADMINISTRATION 
HOSPITAL RESEARCH REACTOR 

50-131 

8 

OREGON STATE UNIV. RESEARCH 

REACTOR 

50-243 

24 

OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

17 

PALISADES NUCLEAR PLANT 

50-255 

36 

PALO VERDE NUCLEAR STATION, UNIT 1 STN-50-528 

269 

PALO VERDE NUCLEAR STATION, UNIT 2 STN-50-529 

271 

PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

273 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

13 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-277 

59 

PEACH BOTTOM ATOMIC POWER STATION, 
UNITS 

50-278 

61 

PENNSYLVANIA STATE UNIV. RESEARCH 
REACTOR 

50-5 

5 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50-440 

198 

PERRY NUCLEAR POWER PLANT, UNIT 2 

50-441 

201 

PILGRIM NUCLEAR POWER STATION. UNIT 

1 

50-293 

75 

POINT BEACH NUCLEAR PLANT, UNIT 1 

50-266 

45 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

83 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

67 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

88 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

13 

QUAD-CITIES STATION, UNIT 1 

50-254 

34 

QUAD-CITIES STATION, UNIT 2 

50-265 

44 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

92 

RESAR SP/90 

50-601 

275 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

50-1 93 

13 

RIVER BEND STATION, UNIT 1 

50-458 

254 

ROBERT EMMET GINNA NUCLEAR PLANT, 
UNIT 1 

50-244 

24 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

55 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

90 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

14 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

146 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

148 

SAXTON NUCLEAR EXPERIMENTAL 

FACILITY 

50-146 

10 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

201 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

221 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

115 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

119 


Name 

Docket 

Page 

SHEARON HARRIS NUCLEAR POWER 
PLANT, UNIT 1 

50-400 

177 

SHOREHAM NUCLEAR POWER STATION 

50-322 

106 

SOUTH TEXAS PROJECT, UNIT 1 

STN-50-498 

262 

SOUTH TEXAS PROJECT, UNIT 2 

STN-50-499 

265 

ST. LUCIE PLANT, UNIT 1 

50-335 

127 

ST. LUCIE PLANT, UNIT 2 

50-389 

169 

STANFORD UNIV. RESEARCH REACTOR 

50-141 

9 

SURRY POWER STATION, UNIT 1 

50-280 

63 

SURRY POWER STATION, UNIT 2 

50-281 

65 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 1 

50-387 

166 

SUSQUEHANNA STEAM ELECTRIC 
STATION, UNIT 2 

50-388 

168 

TEXAS A&M UNIV RESEARCH REACTOR 

50-59 

0 

TEXAS A&M UNIV RESEARCH REACTOR 

50-128 

8 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 1 

50-289 

73 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

102 

TROJAN NUCLEAR PLANT 

50-344 

136 

TURKEY POINT PLANT, UNIT 3 

50-250 

30 

TURKEY POINT PLANT, UNIT 4 

50-251 

32 

U.S. GEOLOGICAL SURVEY RESEARCH 
REACTOR 

50-274 

56 

UCLA TRAINING REACTOR 

50-142 

9 

UNIV. OF CALIFORNIA RESEARCH 
REACTOR 

50-224 

22 

UNIV. OF FLORIDA TRAINING REACTOR 

50-83 

8 

UNIV. OF LOWELL RESEARCH REACTOR 

50-223 

22 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

13 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

50-123 

8 

UNIV. OF NEW MEXICO RESEARCH 
REACTOR 

50-252 

34 

UNIV. OF TEXAS RESEARCH REACTOR 

50-602 

275 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

13 

UNIV. OF UTAH RESEARCH REACTOR 

50-407 

178 

UNIV OF UTAH RESEARCH REACTOR 

50-72 

8 

UNIV. OF WISCONSIN RESEARCH 
REACTOR 

50-156 

12 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

53 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

50-395 

173 

VIRGINIA POLYTECHNIC INSTITUTE 
TRAINING REACTOR 

50-124 

8 

WATERFORD GENERATING STATION, UNIT 50-382 

3 

163 

WATTS BAR NUCLEAR PLANT. UNIT 1 

50-390 

170 
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WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

172 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 1 

50-369 

156 

WILLIAM B MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

158 

WILLIAM H ZIMMER NUCLEAR STATION, 
UNIT 1 

50-358 

146 

WOLF CREEK GENERATING STATION STN-50-482 

258 

WPPSS NUCLEAR PROJECT, UNIT 1 

50-460 

256 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

175 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-5O-S08 

268 

YANKE E-ROWE NUCLEAR POWER STATION 

50-29 

6 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

78 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

86 

Domestic Licensing of Special Nuclear 
Material - Docket 70 



ADVANCED NUCLEAR FUELS CORP., 
RICHLAND, WA 

70-1257 

279 

BABCOCK & WILCOX CO , APOLLO, PA 

70-0364 

277 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0135 

277 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0024 

278 

BABCOCK & WILCOX CO , LYNCHBURG, VA 

70-0027 

276 

BATTELLE MEMORIAL INSTITUTE, 
COLUMBUS, OH 

70-0008 

276 

CALIFORNIA, UNIV OF, LOS ANGELES, CA 

70-0223 

277 

CINTICHEM, INC,, TUXEDO, NY 

70-0687 

278 

COMBUSTION ENGINEERING. INC, 
WINDSOR, CT 

70-1100 

278 

COMBUSTION ENGINEERING, INC, 
WINDSOR. CT 

70-0036 

277 

FLORIDA, UNIV. OF, GAINESVILLE, FL 

70-1060 

278 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

278 

GENERAL ELECTRIC CO., PLEASANTON, CA 

70-0754 

278 

GENERAL ELECTRIC CO , SAN JOSE, CA 

70-1308 

279 

GENERAL ELECTRIC CO.. WILMINGTON, NC 

70-1113 

278 

KERR-MCGEE NUCLEAR CORP , 

OKLAHOMA CITY, OK 

70-1193 

279 

KERR-MCGEE NUCLEAR CORP., 

OKLAHOMA CITY, OK 

70-0925 

278 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

277 

PURDUE UNIV,, WEST LAFAYETTE, IN 

70-0152 

277 

TRANSNUCLEAR, INC., FALLS CHURCH, VA 

70-2479 

279 

UNC NAVAL PRODUCTS, INC , UNCASVILLE, 
CT 

70-0371 

278 

UNC RECOVERY SYSTEMS, WOOD RIVER 
JUNCTION. Rl 

70-0820 

278 

WESTINGHOUSE ELECTRIC CORP 
COLUMBlA.SC 

70-1151 

279 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


BABCOCK & WILCOX CO 

71-0088 

279 

DUQUESNE LIGHT CO 

71-0275 

279 

E L DU PONT DE NEMOURS & CO., INC. 

71-0500 

279 

GEARHART-OWEN INDUSTRIES 

71-0498 

279 

GULF NUCLEAR, INC. 

71-0210 

279 

MODEL. 100, 100A, 200, 200A. GAMMA 
INDUSTRIES, INC. 

71-9127 

282 

MODEL: 20, 20A, 50, 50A, GAMMA 
INDUSTRIES, INC. 

71-9126 

282 

MODEL 20-VS & 40-VS, GULF NUCLEAR, 

INC, 

71-9160 

283 

MODEL: 2000, GENERAL ELECTRIC CO. 

71-9228 

204 

MODEL. 500-SU-OP, AUTOMATION 
INDUSTRIES, INC. 

71-9180 

284 

MODEL. 520, TECH/OPS, INC, 

71-9007 

281 

MODEL- 6400, WESTINGHOUSE ELECTRIC 
CORP. 

71-6400 

280 

MODEL- 650, TECH/OPS, INC. 

71-9032 

281 

MODEL: 660 & 660E, TECH/OPS, INC. 

71-9033 

281 

MODEL: 671 7-B, GAMMA INDUSTRIES, INC. 

71-6717 

281 

MODEL- 676 & 676E, TECH/OPS, INC. 

71-9029 

281 

MODEL. 680 & 680E, TECH/OPS, INC. 

71-9035 

282 

MODEL. 683, TECH/OPS, INC. 

71-9053 

282 

MODEL: 684 & 684 E, TECH/OPS, INC. 

71-9020 

281 

MODEL: 702, TECH/OPS, INC. 

71-6613 

281 

MODEL- 715, TECH/OPS, INC. 

71-9039 

282 

MODEL: 741 & 74 IE, TECH/OPS, INC. 

71 '9027 

281 

MODEL. 750, TECH/OPS, INC. 

71-9021 

281 

MODEL 770, TECH/OPS, INC. 

71-9148 

283 

MODEL: 771, TECH/OPS, INC. 

71-9107 

282 

MODEL. 820, TECH/OPS, INC. 

71-9137 

283 

MODEL. 850, TECH/OPS, INC. 

71-9147 

283 

MODEL: 855, TECH/OPS, INC 

71-9165 

284 

MODEL- 858, TECH/OPS, INC. 

71-9154 

283 

MODEL: 864, TECH/OPS, INC. 

71-9166 

284 

MODEL: 865, TECH/OPS, INC. 

71-9107 

284 

MODEL- 884, AMERSHAM CORP. 

71-9220 

284 

MODEL: 900, TECH/OPS, INC. 

71-9141 

283 

MODEL: 910, TECH70PS, INC. 

71-9149 

283 

MODEL: 920, TECH/OPS, INC. 

71-9143 

283 

MODEL: 927A1 & 927C1, COMBUSTION 
ENGINEERING, INC. 

71-6078 

280 

MODEL: Al 500 SU, TECH /OPS, INC. 

71-9006 

281 
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MODEL' ANF-250, ADVANCED NUCLEAR 
FUELS CORP. 

71-9217 

284 

MODEL AP-100, ANEFCO, INC. 

71-9074 

282 

MODEL: BB-250-2, COMBUSTION 
ENGINEERING, INC. 

71-5768 

280 

MODEL: BMM, BATTELLE COLUMBUS 
LABORATORY 

71-5957 

280 

MODEL: C-1, SOURCE PRODUCTION & 
EQUIPMENT CO , INC. 

71-9036 

282 

MODEL C-10, GAMMA INDUSTRIES, INC. 

71-9133 

283 

MODEL: C-8, GAMMA INDUSTRIES, INC. 

71-9128 

283 

MODEL: CE-250-2, COMBUSTION 
ENGINEERING, INC. 

71-9022 

281 

MODEL- CENTURY S & SA, GAMMA 
INDUSTRIES, INC. 

71-9135 

283 

MODEL: CNS 1-13G, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9216 

284 

MODEL: CNS 3-55, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-5805 

280 

MODEL: D-38, ENERGY, DEPT. OF 

71-5787 

280 

MODEL: GA-4, GENERAL ATOMICS 

71-9226 

284 

MODEL: GA-9, GENERAL ATOMICS 

71-9227 

284 

MODEL: GNG-20, GULF NUCLEAR, INC. 

71-9163 

284 

MODEL. HN-100 SERIES 3, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

283 

MODEL HN-100, SERIES 1, HITTMAN 
NUCLEAR & DEVELOPMENT 

71-9086 

282 

MODEL: HN-200, WESTINGHOUSE-HITTMAN 
NUCLEAR, INC. 

71-6574 

280 

MODEL: HN-215H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9222 

284 

MODEL: HN-600 & NUPAC 100, 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 

282 

MODEL: HUSMAN IRRADIATOR, 
AGRICULTURE, DEPT, OF 

71-9182 

284 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

283 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

71-9156 

283 

MODEL: MH-1A, ENERGY, DEPT. OF 

71-6639 

281 


Name 

Docket 

Page 

MODEL MX-IC-1 00, MAGNAFLUX CORP 

71-9110 

282 

MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9183 

284 

MODEL: NLI-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

281 

MODEL: NR-10, NIPPON NUCLEAR FUEL 
DEVELOPMENT CO., LTD. 

71-3002 

280 

MODEL NRBK-41, -42 & -43, ENERGY, 

DEPT. OF 

71-5814 

280 

MODEL: NUPAC 10-142, NUCLEAR 
PACKAGING, INC. 

71-9208 

284 

MODEL: NUPAC 14/1 90L, M & H, NUCLEAR 
PACKAGING, INC. 

71-9159 

283 

MODEL* OP-100, INDUSTRIAL NUCLEAR CO. 

71-9185 

284 

MODEL: PADUCAH TIGER, ENERGY, DEPT. 

OF 

71-6553 

200 

MODEL: S1W UNIRR. CORE. ENERGY, 

DEPT. OF 

71-6385 

280 

MODEL: S3W/S4W NEW SUB, ENERGY, 

DEPT. OF 

71-6002 

280 

MODEL. S5W POWER UNIT, ENERGY, DEPT 
OF 

71-5580 

280 

MODEL: S5W, ENERGY, DEPT. OF 

71-5750 

280 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

282 

MODEL: T-3, ENERGY, DEPT. OF 

71-9132 

283 

MODEL. WAPD-39 & NRBK-44, ENERGY, 
DEPT. OF 

71-5875 

280 

PAN AMERICAN WORLD AIRWAYS, INC. 

71-0096 

279 

POWER INSPECTION, INC. 

71-0654 

280 

SOURCE PROD. & EQUIP. CO., INC. 

71-0102 

279 

Licensing of Independent Spent Fuel 

Storage - Docket 72 



CAROLINA POWER & LIGHT CO. 

72-0003 

284 

DUKE POWER CO., 50-269 

72-0004 

284 

MORRIS OPERATIONS, GENERAL 

72-0001 

284 


ELECTRIC CO, 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 SHEFFIELD, IL, U.S. ECOLOGY, INC. 

8806280306 forwards draft memo re closure issues pertaining to Sheffield low level 
waste disposal site & draft technical position paper on environ monitoring of fow level 
radwaste disposal taclfitles.por request W/o encl 

LOHAUS.P H Operations Branch 89/06/08 VOLPE.J Kentucky, Commonwealth of 
2pp 45942 188-45942 109 


DOCKET 27-047 BARNWELL, SC, CHEM-NUCLEAR SYSTEMS, INC. 

8605270006 Discusses review of Chem-Nucloar Sys.lnc annual SNM rept for Barnwell 
low level waste disposal facility for CY07 Licensee in compliance 
PANGBURN.G C, Operations Branch 88/05/24 Operations Branch 2pp 45689 359 
45689 360 


DOCKET 27-040 RICHLAND, WA, U S, ECOLOGY, INC 

8806220209 Forwards monthly SNM receipt & burial rept for May 1 DOB per Condition 6 
of License 16*1 9204-01, rept of isotopic activity per State of WA requirement & revised 
rept for Mar 1988 

RITTERBERG.R BUS Ecology, Inc (formerly Nuclear Engineering, Inc ) B9/0B/09 
KNAPP, M R NRC - No Detailed Affiliation Given 334pp 45930 104-45931 150 

8000130348 “Gross Beta in Air for 800404-0509 " 

COLEMAN, C US Ecology, Inc (formorly Nuclear Engineering. Inc) 89/08/03 

THOM AS, R Region 5, Ofc of the Director INGERSOLL.CE Washington, Stale of 
2pp 46818*294*45918 295 

6806270274 Reports certain environ monitoring results obtained at facility Evaluation of 
data Indicates that none of results represents release of radioactive mall duo to oper- 
ation of facility 

COLEMAN, C U.S Ecology, Inc (formorly Nuclear Engineering, Inc ) 88/06/20 

THOMAS, R Region 5, Ofc of the Director SHAFFNER.J NRC - No Dotailod Affili 
allon Given INGERSOLL.C E, Washington, State of 2pp 45972 192-4507 2 193 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

8606060124 Advises that licensee proposed plan authorizing placement of fallings from 
Rlverlon UMTRAP In Pit A 0 at Gas Hills U Mill boing reevaluated for compliance w / 
lOCFR40,App A requirements, per NMSS request re Amend 1 to Lfcenso SUA-648 
SMITH, R D Uranium Recovery Field Ofc, R4 80/03/24 LYONS.P J UMETCO Miner- 
als Corp. (subs, of Union Carbide Corp ) 1 p 45726 004-45726 GB6 

-8806060205 Advises that proposed plan authorizing licensee to place tailings from Riv- 
erton UMTRAP In Pit A-9 at Gas Hills U Mill boing reevaluated for compnanco w/ro 
quirements of 10CFR40, App A, per NMSS request ro Amend 1 to License SUA G48 
SMITH, fl D Uranium Recovery Field Ofc, R4 80/03/24 ASKEW.L Wyoming, State 
oMp 45726 005-46726 085 

-8606060216 Advises that proposed plan authorizing licenseo to place tailings from Riv- 
erton UMTRAP in Pit A-9 at Gas Hills U Mill being reovaluated for compliance w/re- 

S enl9 of 10CFR40, App A, per NMSS requost ro Amend 1 to License SUA 649 
,RD Uranium Recovery Field Ofc, R4 08/03/24 ARTHUR, WJ Energy, Dept 
of. Ip. 45726.086 45726 006 

8606010074 Advises that review of proposad deloction monitoring proposal Indicates 
that selection should bo adequate to monitor distribution of seepage wators Proposed 
parameters should comply w/10CFR4O,Cntorion 5B{2)(a.b & c) 

HAWKINS, E.F Uranium Recovery Field Ofc, R4 09/04/05 UMETCO Minerals Corp 
(subs of Union Carbide Corp ) Ip. 45704*320 45704 320 

6806000128 Recommends that Liconso SUA-648 bo amended by modifying Condition 
54(E) ro reclamation activities lo read as stated, par llcensoo 880217 Hr & 050301 & 
15 tefcons 

HEYEfi.R.S , PETTENGILL.H J Uranium Recovery Field Ofc, R4 88/04/15 Uranium 
Recovery Fiefd Ofc, R4 3pp 46726 1 14-46726 116 

6806060192 Forwards Amend 4 to License SUA 648 in rosponse to 880217 
request Amend modifies Liconso Condition 54 to allow acceleration of Phasos 4,5 A G 
to Inactive tailings reclamation project Request acceptable 

SMITH, R.D. Uranium Recovery Field Ofc, R4 00/04/15 TRAMMELL, JW UMETCO 
Minerals Corp. (subs, of Union Carbide Corp) 2pp 45726 1 10-45726 151 

-6806060194 Amend 4 to Liconso SUA 640 for Umotco Minerals Corp.allowing accol 
eratlon of Phases 4,5 & 6 to inactive tailings reclamation project 
SMITH.R.D. Uranium Recovery Field Ofc, R4 80/04/15 14pp 45726 120-45726 151 

6806290232 Forwards addl copies of 1906 & 1067 geotechnical insp repls of evapora- 
tion ponds, per request & organizational chart for corporation 
TRAMMELL, J W. UMETCO Minerals Corp (subs of Union Carbide Corp ) 08/05/05 
HEYER.R Uranium Recovery Field Ofc, R4. 23pp. 46956 320-45056 342 

8606300330 Application for amend to License SUA OG40 1 amending 870910 & 16, 
"Modified Reclamation Plan tor A*9 Tailings Disposal Area " Feo paid 
LYONS, P.J UMETCO Minerals Corp. (subs of Union Carbldo Corp) 88/05/16 
HEYER.R S Uranium Recovery Field Ofc, R4 Ip 45975-090 45975 090 

6806260130 Forwards Insp Rept 40 0299/08-01 on 880607 No violations, deviations or 
open Items noted 

PETTENGILL,H.J. Uranium Recovery Field Ofc, R4 80/06/20 LYONS.P UMETCO 
Minerals Corp (subs, of Union Carbide Corp ) 2pp 45944 004-45944 015 


-8B0B280139 Insp Rept 40 0299/80 01 on 880607 No violations.deviations or open 
items noted Major areas inspected U milling operations & radiation safoty 
programjncludmg mat organization & controls/operations review 
HEYER.R S . PETTENGILL.H J Uranium Recovery Field Ofc, R4 88/06/20 lOpp 
45944 006 45944 015 


DOCKET 40-1162 WESTERN NUCLEAR, INC , JEFFREY CITY, WY 

6806060076 Forwards Amend 42 lo License SUA- 56 .revising Condition 28 to require ap- 
propriate surveys,applicatlon of interim cover & submission of decommissioning 
ropt.por licensee 871130 decommissioning plan 

SMITH.R D Uranium Recovery Field Ofc, R4 80/04/10 BAKER, S Western Nucfoar, 
Inc (subs of Phelps Dodge Corp) 2pp, 45726 005 45726030 

-0800060079 Amend 42 to License SUA-56 for Western Nuclear, Inc .revising License 
Condition 26 re decommissioning of Split Rock Mill, par licensee 671130 submittal 
SMITH.RD Uranium Recovory Field Ofc, R4 OB/04/10 16pp 45726 007-45726 030 

8806060084 Recommends that License Condition 28 re decommissioning of Split Rock 
Mill bo revised as stated.per licensee 071130 decommissioning plan & subsequent 
meetings 

HEYER.R S, PETTENGILL.H J Uranium Recovery Field Ofc, R4 0B/O4/1B Uranium 
Recovery Field Ofc, R4 5pp 45725 299 45725 303 

6806060125 Forwards Amend 43 to License SUA-56, modifying Conditions 30 by delat- 
ing fast paragraph & 33 to meet requirements of 10CFR40,App A. Criteria 8 
SMITH, R D Uranium Recovery Field Ofc, R4 88/04/19 BAKER, S Western Nuclear, 
Inc (subs of Phelps Dodge Corp ) 3pp 45726 087 45726 113 

-0006060129 Amend 43 to License SUA-56 for Westorn Nuclear.lnc, modifying Condi 
lions 30 by deleting last paragraph & 33 lo meet requirements of l0CFR40,App 
A.Criterfa 8 

SMITH, R D Uranium Recovery Field Ofc, R4 88/04/19 16pp 45726 090 45726113 

8806060205 Discusses cloanup of windblown tailings & interim stabilization plan & 1m 
plomentation schedule for Westorn Nuclear.lnc Split Rock mill tailings impoundment in 
rosponso to 870129 Itr Expansion will not meet requirements 

HEYER.R S Uranium Recovery Field Ofc, R4 80/04/19 Uranium Recovery Flold Ofc, 
R4 4pp 45743 087 45743 090 

8806290380 Forwards listed info, Including Annual Rept 1986, "Operator Reclamation 
Performance Bond Estimate," per 880419 meeting Info supports annual NRC rovlow 
of surety mechanism to assure sufficient funding for reclamation Feo paid 
BAKER.S J Western Nucfoar, Inc (sub9 of Phelps Dodge Corp) 88/04/26 

PETTENGILL.H J Uranium Recovory Field Ofc, R4 34pp 45964 273-45964 306 

8006020079 Ack receipt of "Program For Accelerated Dissipation of Tailings Pond 
Water" & "Proposed Alternative Concentration Limits," submitted by 880400 Itr Brief 
comments on each submittal listed 

HAWKINS.E F Uranium Recovery Field Ole, R4 88/04/27 BAKER.S Wostern Nuclo 
ar, Inc (subs, Of Pholps Dodge Corp ) 2pp 45709 095 45709 096 

8906290277 Application for amond to License SUA-SQ.changing date specified In 
Amend 42, License Condition 28B to 890930 & changing language in Amond 43, LI 
cen9Q Condition 33B from "Complolo” to "Commence Foe paid 
BAKER.S J Wostern Nuclear, fnc (subs, of Phelps Dodge Corp) 88/05/05 

PETTENGILL.H J Uranium Recovery Field Ofc, R4 2pp 45979 2B4-45979 265 

8806210029 Forwards Radiation Safety Insp 40 1162/8B 01 on 880518 No violations or 
deviations noted 

PETTENGILL.H J Uranium Recovory Field Ofc, R4 09/06/10, BAKER.S Western 
Nuclear, Inc (subs of Phelps Dodgo Corp ) 2pp. 45904 292 45904 301 

-9806210032 Insp Rept 40-1162/00-01 on 8805 18 No violations & deviations 
noted Major aroas inspected U milling operations & radiation safely program 
including, mgt organization & controls/ operations review, operator training & retraining 
HEYEFtfts, SCOVILL.VR, PETTENGILL.H J Uranium Recovery Field Ofc, R4 88/ 
06/10 Opp 45904 294 45904 301 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


8806020090 Informs that Part 40 of License SUA-91 6 amended by revising Condition 14 
A adding Condition 28 re monitoring programs 

SMITH, H D Uranium Recovery Field Ofc, R4 80/04/12 Tennessee Valley Authority 
3pp 45700 290-45709 302 

-6806020136 Amend 28 to License SUA 816 for TVA, authorizing possession & uso of 
residual contamination from previous & currently licensed activities until NRC deter- 
mines that decommissioning adequate 

SMITH.RD Uranium Recovery Flold Ofc, R4 88/04/12 lOpp 45709 293-45709 302 

8806020158 Recommends that License SUA-016 bo amended by revising Condition 14 
& adding Condition 28 re new groundwater detection monitoring program 
OLSEN, T T , HAWKINS.E F Uranium Recovery Flold Ofc, R4 88/04/12 Uranium Re- 
covery Flold Ofc, R4 3pp 45709 099*45700 101 

8806010112 Discusses third annual ALAR A audit for TVA Edgomont U mill in response 
to 060307 submittal All aspects of program adequate Updated procedure for release 
of oqulpmont will be reviewed by NRC during noxt site insp 

OLSEN, T T , HAWKINS.E F Uranium Recovory Field Ofc, R4 08/04/26 Uranium Re- 
covery Field Ofc. R4 3pp 45704 322-45704 324 

8806220186 Forwards Insp Rept 40-1341/80*01 on 880601-02 No violations noted 
HAWKINS.E F Uranium Recovory Field Ofc, R4 88/06/15 Tennossoe Valley Author- 
ity 2pp 45930 001 45930 012 


1 



2 DOCKETED ITEMS 


-8006220192 Insp Rept -40 1341/88 01 on 800601 02 No violations, deviations or open 
items noted Major areas inspected* radiation safety & QA programs to bo implement- 
ed during course of Edgomant Mill Decommissioning Project 
XONWINSKI.G R , OLSEN, T T, HAWKINS, E F UranSum Recovery Field OJc t R4 08/ 
06/16 10pp 45930003 45930012 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP , WEST CHICAGO, IL 

0806140019 Notice of appointment of adjudlcatoiy employee* Advises that WN Hrckoy 
of NMSS appointed to advise Commission on Issuos ro proceedings Servod on 
660606 

CHILK.S J Office of the Secretary of the Commission #200 6483 8&/06/03 2pp 
45792 087-45792 008 


DOCKET 40-3392 ALLIEO-StGNAL, INC,, METROPOLIS, IL 

0606290121 Forwards Amend 7 to license SUB 526, revising Condilion9 26, 27 & 22 & 
SEfi 

ROUSE, LC Fuel Cycle Safety Branch B8/06/15 BISHOP, JC Allied Signal Corp Ip 
45957 115 45957:122 

-0800290130 Amend 7 to License SUB-526 for Allied Slgnaljnc, authorizing use of 68 
million kg natural U & 100 mCl Cs 137 (or uso por Chapters C 1 1o C-7 of iiconso 
application al licensee existing facility, 

ROUSE, LC Division of Industrial & Medical Nuclear Safety (Post 870729) 60/00/ 15 
4pp 45957.1 16 46957,119 

-8606290134 SER supporting B70506 amend application ro proposed Increases to 
target fill wefghls & max fill Irmils for UF6 cylinders 

PENNINGTONAVS, SWIFT.JJ Fuel Cyclo Safety Branch 80/06/12 3pp 
45957 120 45D57 122 


DOCKET 40-3453 ATLAS MINERALS, JNC„ DENVER, CO 

8006070013 Responds to requests contalnodln recipient 080320 Itr ro proposal to wilh 
draw proposed rev 1o soil cover design for radon attenuation Roque si for add! lima to 
submit detailed decommissioning cost estimates unacceptable to NRC 
PETTENGILL.H J Uranium Recovery Field Ofc, R4 00/04/21 GLUUAUGH.nc Atlas 
Corp 2pp 45745 297 45745 298 


DOCKET 40-4492 AMERICAN NUCLEAR COUP., CASPER, WY 

80OSO3039O Ack receipt of lacensoo 660328 Hr raquostJnn withdrawal of pending liconq 
ing action re Riverton tailings 

HAWKINS, E F Uranium Recoveiy Field Ofc, R4 08/04/05 Amorlcan Nuclear Corn 
Ip 45715 137-45715 137 

8806280062 Forwards Radiation Safety Insp Rept 40 4492/00 01 on 680600 & DO & 
notice of deviation 

PETTENGIU.H J Uranium Rocovoiy Rold Ole. R4 80/06/21 FCHGUSON.J. Annul 
can Nuclear Corp 2pp, 45963 205 45903 294 

^S?,™?! 15006 N ? tiC i B of tf , ovifll ' on I 1 ™ l ns P & 08 Deviation noted licensee 

dc rrcS ® y L j n ? n 17 lon B callbr pftof to duo dato specified on InBlrumonl 

45e63 E 2a7 LL,HJ Uran ' Um Rpcovof V Reid Ofc, R4. 00/00/21 Ip 46063 267 

-8806280069 Insp Rapt 40 4492/8Q01 on 660600 & 08 violations A deviation# 
noted Major areas Inspected U milling operations A radiation safety program 

HEYER R m q 9 p r ^pwrIf?iS 0 i nt M l3; ? p0ra o 0n9 roviow 4 mdiaticn P f0t °cllon 
45963 R 2B8 45Q P 63294 NG LL,HJ ‘ Uran,lJm n ° COVOr y F|D ^ Ole, R4 00/00/21 7pp 


DOCKET 40 6659 GETTY OIL/PETROTOMICS CO,, SHIRLEY BASIN, WY 

88 n°oted° W F ° WardS lf>SJ> Repl 40 6659/88 01 on 000 ^No violation or deviation 
PpTENGILL.HJ Uranium Recovery Field Ofc, R4 00/05/26 JUDAYRA Pctmtn 

mlcs Co (formorly Getty/Pel/otomlcs Co,) Ip 45730,280 45730 286 ' 

-SESeSfiSBS^Asauau as 


DOCKET 40-7102 SHfELDALLOY CORP., NEWFIELD, NJ 

“pSSSS 18R ^‘ ff 

sg^sns 

**dale 9 (o*B6D630 per B806M»quiS l, * tom lnlo,nU!d of SM<lrei “'““on ol submittal 
R r«984 MO 4 S 64 F 3 U 4 9 i 05,010 Sa ' 0ty B,anch 88/00/2 '• Fl* Cyclo Solely 0nnch 


DOCKET 40-7455 WHITTAKER METALS, LOS ANQELES, CA 

8 aM* 3 ”Mono4im 9 soiutiimrt 1 Z,b?emm TA'ISomMor ^, 0,:l0 1 !lio, ' of llcons » « 
rn°nl lor ing <fa& also sncl. ^ p8CI disp0301 m ^opmoo 

4S705052-457950Bo' 9 ' C ° ,P ' 08/05/11 Fuel Cyclo Safely Branch 7pp 


8606290300 Forwards "fVogrHV. Kept for Or l 100/ 
LOU t TIT, G J Whittaker Corp l)J!/()5/,M HOUST.I 
45956 26? 45965310 


-6806290310 Trogrcm flnpl for Oil 11 Mi/ Mar mmu.fimn villa Kilo, lot 2,WhrltaH;er 

* Fnorgy tmpact A’ssorfatii'i dfl/OS/'ll 3<jpp 4W.(> ;>N4 45050310 


0806290371 Audit mpl «f rmliiwc Hvo mail lornlod noxl 
Motals.Grcienviflo.FA All iluni'i i tun k«ct aailsfai louly 
MILI FR,F l Wlllllnkar Itoip flB/IM/M ?pp 4MMM Upfi 


to Gre&rrviiia 


DOCKET 40 6027 KfcRJt MCflLF NUCl FAH CORP , OKLAHOMA CITY, OK 


6806200365 Hospowh to fl!)03?fl Itr ro mi'Mium.l) John-mn, concerns nhout u«» 
fortiljiar originating from Kerr Mi him pfnnl U>.» n( ammonium nilmlo sntutlnnLfl? 
Izer by Itcimsoo prwfurnn tin ginntei rink to public honllii A nnfnly on as ^ 

STLLLo.V Ofc of Hie 1 xocutivo IWrni icsr for Upmutlonn im/o r »/Pn nriAi»mi 
Sonatft 1?pp 45954 3IH4MH14 3aM 

8000270205 f orwnrds Amoml 10 !o I U uic,u film 10 It) A m'niuhtlnnn tiiiun. 
vhod to inctodn ifato'i fl/WVU A milM M A n< k tmuipi of rents ltd Ki^V* 
flG001ti 1 re&J)Outivolyri)ntf»linii 1 i M) A M tuklfHl to III nn ut ' 051219 4 

R()UvSfc,U: nrul C.yflo S.iluty llrmu ft Mil/oum S 1 AU 1 1 H JC t . 

Corp (mil in of Kerr McOtin fftit lunr Corp) ,’pp 4!i , 1?H p)f| ?if, 

-0300270207 Amornl III In I ken ,o Old Ini i.n ( ,i,riyi,l, | , ;or „ .. . 

censo In oniiroiy 1 ' 

nousr.l C hiultyinRilfoly llllimli lin/lWHi lipji <1M)Pf! Ui* 4fi8?f| 177 

3800279303 SI H nu^XHtlllji Anmml 111 to I li Milt 1l)|() 

RROVI NCHf It.M R , '.Wlff.fJ I uol t.ydo Snfnty Hrmu h 


459?IM/H 45926 ?l 5 


60/01]/ 14 6pp 


0600200267 I nr ward# Aim 1/ in Mmum, Mm mid.iiu oipomtlim M acfmmkf/^ 

livo^A reitrn tod nrna (Immjnu to Hurt Uu mem < niulilli>m,C,ha|ium ? & 3S?n ai» 

ftOUSf.fC Fuel (-pfo fnifnty Hrmuli mmunu S f Al I f I IU(, Romiovah 
(4)rp (auln ol Knn Mrfti'n Hm Injir I nip ) tfpji 4MI(ril ;>4t> <Ui1lfj0 ’ n 

- 6606200272 A mom I 1/ In tUcrrm Mill toil) U„ Sm|iinynU I ,mh ( orn mithorlnru 
Ghjinoo# In In *111,0 HHidifimi 1,1 hniitmu !' A 'i * wiwwnrinj 

(UH/fi! ,1 f Oivi .inn ul Ihihi’drinl A, Mndn nl fhnhmr fuifnlv ff’mt n/0/?fH nn/rvuin 
6pfi 4WLM I iMintUMN y ' 1 00/08/ 16 

-0B00290276 f>Hfuly nwdmdlnii r.upnniuiii) Ammid 1 / m I li itimn MJI1 inio 
PHOVI NLHHUU) h.lM,y.M !. Holy- Mmmh ‘.WIM.JJ Mivltilim oJ (ntfuslnel 8 
MciiirntNiirlciirfralnty (iVd It/O/ ' ( l) Ull/uir/ni ti () j, 4!iliMi *mS 4 jillllll PM UBlnal * 

8006309372 f Oiwarifi Amimd HI tt. I It hum* Milt mKi.milDurl/mu ofnaiwii 

U he an lino fide (Ul M In iMlurnl U Infmllm intfn In Ilf n mtiirtlun 1m IMv focnted Atffn 
coni lo U) ti <<jnv(MiNM fmility Hi Mnm,<lk fi mifnty nvidmillmi y> 

ROUST, I O I util t,pln Mifnly Hi.uMi Itn/lMi/UI 'WAUMfUC Rnmiovah I uAh 
Coff) ffttrlH of Kerr Rmi Mm In.ir 1 mp ) ,’pp 4MH.H NL* 4Mlf»n ^ 

- 88003 903 92 Amend Id In llim.»ti MIH mm hit !bri|miy,ih I indn t,i)rp, nulliWMfl 
coftvrrrilon of ruitumf U ImMilJmmJn (uf <,) t„ miluml U Inlmflunrltlu In Ul fi roduclw 
ffl<Jlity,tu(’flHnl erijat tint hi lil Imhiivhi ,h >ri fill ifily In ( mru/ J)\ 

45%d '' l> 4 V 4 ,l ' ,l |6 | | , ' J U> \1 Ui,tl ^ W< ‘ l " ‘ ll f,,M ,l,ar ,,nf,,1y ^ >ou1 f /(>/?□> 8O/OO/T0. 

’‘6600300401 M II lupin >i lino A'ni'od Vs in III 10 lO.iiiitlion/liig convoriiofl 

S V n ‘ 1 [ . ‘Im 0 ,' \* h : u n ,| m , runtnj.« In \» n fmh)< noil lodiiiy 

isw^ioiLoSJI'n* ,u ’ ‘ "" l <vt[o * ,iHp, y i»m«ui mt/oo/io 3pp 

0806109000 AiHKinH feu nvtiv P'd Im fiflt , InviHi u UHIMI A imtimiM mvlfiw In accord 
H£££ f r*tr n '* ll!< nivnlvumnni w/monllnr walls Incidental^ 

mfrlmtil A < nuM not rnihnruit.fy u rpun> uintml n ii n| mvimv rum. 

SnMnUAiV. ^ntinnynli f tuil 1 4 urp (m(|,n <4 K,m Mi.t ,.m Nuifnar Chip) 1)0/00/17 
IIU1 1 OWAY.Cr ,J I li iniM. I en Milling, 1ru1.it Itninrh J ,pp 4M1/0 ,M4 4MJ/03G3 


DOCKET 40 8 1 02 FXXON CO , U!1 A, 1 IUUH TON, TX 


8606200260 f Diw.wd 
Of 

ouliilnnlrj 

MANfiF,OM t xmiH illtniVO 

4pp d'W.JW ip/lfri, ti/ 


290260 loiw.wd'i 11)115 uiul.itu <i| iiind iim. u.ivny.in in 1 uuLimio w/ CondrllonSS 
Anuiml It) PHlfiuvn HtfA 1 TUi 'ii.ivny nnm hi mm h i.nmllur than tasl yrduolo 
iliO!* I fi'imition Nifti’jlni 1ml ohm eiiprovniMiy Atilu ml ?0 In Imirt’if. 


nj'l 

IIAWMN'1,1 I 1 fi 1 1 in um H I'M. very hold Ofc, fit 


0600200269 f uiwurd'k it|j|jin iilrun f, t to 1 1, .m- u MJA 1) 19 m urouml water do- 

1?ai r! 1 !*!'? TO'tjirtm ,<l thiii Jm “.in umiiUhiii lYujm I In CnnviiMiu Counly.WY 
1 p 4 V)!j if ! /4h la ' 1 m/l 1 ’ ” AW,ONS< 1 Hmiivury hold Ole, fit 


"0806200205 App|iu f ,|»nn fur h lh,-tn<. MIA 11 Pi inmfiKuiii nrouiKl WfllOhJo 

locilon mimiu,rnij) ' 

pat ton j t ) F mihk nip f^ v .funin omi 


a n,u,, toil h ‘iMl (ifjtiit'n |mr HMOTUi rnrintiM rn fnni.ty tailings recfi 
1 a Hu «'.initM*i 1 . lupMH >i f> u»muny ul pmlm tud lii.iir>(|S area foclama 
ijrrii fl , 5 ' iww, 9 f' 1 Im4mi>ii A w mk inlrnl (u'*tn uMn r.n( 1 

'ylljlmn I'Ar.r, im/p.1/,", pMiiNimui Uranium Rocovery 

hoWOfi,1M Kfp 
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8806290324 Forwards stability analysis for Bear Creek U Co tailings dam, In response to 
request, REAME uses Bishop method of slices to determine slope stability Drawing 03- 
C-172 also end W/o ends 

COPPIN.R J Union Pacific Resources (formerly Rocky Mountain Energy) 88/05/03 
JACOBY.D L Uranium Recovery Field Ofc. R4 Ip 45056 210-45956 210 

8806290256 Application for amend to License SUA-1310.de letlng ret to Exhibit 1 & 
870113 submittal re enhanced evaporalion sys Proposed enhanced evaporation ays 
will consist of approx 220 spray nozzles spaced at 20 It Intervals Fee paid 
SCOTT ,E Y Bear Creek Uranium Co 88/05/16 JACOBY.D L Uranium Recovery 
Field Ofc, R4 Ip 45962 360 45962 360 


DOCKET 40-0502 MALAPAI RESOURCES CO., PHOENIX, AZ 

8806080104 Forwards draft finding of no significant (mpacl ro major amond to License 
SUA-1341 for FR publication Comments should bo submitted within 30 days of date of 
publication In FR 

HAWKINS.E F Uranium Recovery Field Ofc, R4 00/03/30 MEYER.O Rules & Pro* 
cedures Branch Ip 45725 261-45725 263 

-8806060109 Oral! finding of no significant Impact ro major amend to License SUA- 
1341 .allowing In situ leach U recovery at 14,000 acre Christensen Ranch operation In 
Johnson & Campbell Counties In State of WY 

HAWKINS.E F Uranium Recovery Field Ofc. R4 80/03/30 2pp 45725 262- 
45725 263 

8806300391 Discharge monitoring rapt for Discharge Points 001 & 002 for First Quarter 
1980 W/880429 Itr 

WICHERS.D L Malapai Resources Co 88/03/31 WAGNER.J Wyoming, State of 
6pp. 45969,233-45969 238 

8808060165 Ack receipt of 080331 Itr re treating well field bldgs as restricted areas 
complete w/ posting & alpha monitor stations & advises to submit amended restricted 
area boundary for inclusion Into License SUA-1341 

HAWKINS.E F Uranium Recovery Field Ofc, R4 88/04/15 WICHERS.D Malapai Re 
sources Co Ip 45725 360 46726 360 

8806300406 "In Situ R&D License Renewal Rept,” annual rept of activities for 870402* 
B00430 W/880509 Itr, 

WICHERS.D.L Malapai Resources Co 88/04/30 GEESEY.L A Wyoming, Slato of 
3pp 45969 239 45969 241 

8006070039 Forwards environ assessment prepared In support of major license amend 
to License SUA 1341 for Malapai Resources Co, Christenson Ranch In situ leach sat- 
ellite operation 

KONWJNSKI.G R , HAWKINS, E.F Uranium Recovery Field Ofc, R4 88/05/04 Uronl 
um Recovery Field Ofc, R4 Ip 45745 235*45745 296, 

-8806070043 Environ assessment for Malapai ResourcGS.Co.Christonson Ranch In situ 
leach satellite operation In consideration of major amend to Lfcenso SUA-1341. 

• Uranium Recovery Field Ofc, R4 80/05/04 62pp, 45745-23 G 45745*296 

8806080197 AcK receipt of 080408 Itr requesting temporary suspension of freeboard ro 

a ulroment on evaporation pond 2A Freeboard requirement temporarily waived from 
ate of correspondence until 080931 No amend to license required 
HAWKINS, E.F Uranium Recovery Field Ofc, R4 08/05/05 WICHERS.D Malapai Rg- 
sources Co Ip, 45726, 1 52-45726, 1 52 

8008230203 Forwards responses to preliminary technical deficiencies Identified In 
880307 Itr Requests permission to commence w/ const & completion of weIJs for first 
producllon unit W/ two oversize figures 

WICHERS.D.L Malapai Resources Co 80/05/11 SHAFFER.R. Wyoming, State of 
147pp. 45901 012-45901*159 


DOCKET 40-8684 MINERALS EXPLORATION CO„ LOS ANGELES, CA 

8806060081 Advises that licensee roqulred to submit proposed compliance monitoring 
program, defining extent & concentration that selenium values exceeded threshold 
values,per 800424 telcon W/o NRC review of monitoring data. 

PETTENGILL.H J Uranium Recovery Reid Ofc, R4, 00/03/29 HILL.CZ Minerals Ex- 
ploration Co, (subs of Union Oil Co of California) 2pp, 45725*297-45725:290 

80062 1001 6 Forwards Radiation Safety fnsp 40-8584/88-01 on 800516*17. No viola- 
tions or deviations noted 

PETTENGILL.H J Uranium Rocovory Field Ofc, R4 88/06/10 Minerals Exploration 
Co. (subs of Union Oil Co of California) 2pp, 45909 197-45909 207. 

-8806210019 Insp Rept 40-8584/80-01 on 880616*17 No violations & deviations 
noted, Major areas Inspected radiation safety program Including, mgt organization & 
controls /opera I Ions rovfew.operator training & retraining & malnt surveillance 
HEYER.RS, SCOVILL.V.R, PETTENGILL.H J. Uranium Recovery Field Ofc, R4 80/ 
06/10. 9pp 45909.199 45909.207 


DOCKET 40-0681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

8806010172 Reviews UMETCO White Mesa Mill environ monitoring data for Second 
Half 1 987, submitted by G00229 Itr.per 10CFR40 65 & Condition 24 for License SUA- 
1358 All data submitted not significantly different from previously reviewed rept 
SCOVILL.VR, PETTENGILL.H J Uranium Recovery Field Ofc, R4. 08/03/2S, Urani- 
um Recovery Ffefd Ofc, R4 Ip 45704 326 45704:326. 

8006290244 Provides addl Info needed for obtaining approval for disposal of mails In 
White Mesa Mill 2 tellings impoundment Mails wilt be dumped into area south of ex- 
isting contaminated waste dump area & covered w/splgoloa tailings 
ALMAS, WJ Landmark Reclamation. 88/(14/28. PETTENGILL.H J Uranium Recovery 
Field Ofc, R4, 2pp 45964.250-45964 251. 


DOCKET 40-6604 MALAPAI RESOURCES CO., CASPER, WY 

6806300337 "NPDES Discharge Monitoring Rept, First Quarter 1988 " W/ 080429 Itr, 
WICHERS.D L Malapai Resources Co 80/03/31 WAGNER, J Wyoming, State of 
3pp 45976-1 24*46975.1 26 


8806290114 Forwards completed Forms U W 5 In application lor permits to appropriate 
groundwater Appropriation permits are for monitor wells to be installed for initial well* 
field at proposed Christensen Ranch U mining operation W/o end 
WICHERS.D L Malapai Resources Co 68/05/06 PENZ.M Wyoming, State of Ip 
45956 245-45956 245 


DOCKET 4O-B09B PLATEAU RESOURCES, LTD,, GRAND JUNCTION, CO 

8806030347 Dlscussos Amend 6 to License SUA* 1371, revising Shootermg Canyon Mill 
decommissioning & reclamation plan Recommends that plans In licensee 84 11 26 ap- 
plication & 800200 Itr be combined & License Condition 26 amended as staled 
SCOVILL.VR, PETTENGILL.H J Uranium Recovery Field Ofc, R4 80/04/19 Urani- 
um Recovery Field Ofc, R4 3pp 45714 117-45714 119 

8808060026 Forwards Amend 5 to License SUA-1 3 /I .revising Condition 26 to commit 
licensee to submit detailed decommissioning plan 12 months prior to decommission- 
ing activities In addition lo licenses 841 126 & 88D20B submittals 
SMITH, RD Uranium Recovery Field Ofc, R4 08/04/19 COLLINS, WH Plateau Re 
sources, LW 2pp 45725 308 457 2 5 327 

-6006060039 Amend 5 to License SUA-1371 for Plateau Resources, Ltd, revising Condi 
tlon 26 lo commit licensee to submit detailed decommissioning plan 12 months prior 
to decommissioning activities 

SMITH, HD Uranium Recovery Field Ofc, R4 80/04/19 9pp 45725 310-45725 327 


DOCKET 40-8714 CLEVELAND-CLIFFS IRON CO., CLEVELAND, OH 


88060200B1 Amends License SUA- 1352 by revising Condition 34 re disposal of plant 
cleanup waters in spill containment sump 

SMITH.R D Uranium Recovery Held Ofc, R4 68/03/29 AHO.G Cleveland Cliffs Iron 
Co 2pp 45709 097-45709 098 

8606280304 Forwards Safety Insp Rept 40 0714/88 01 on 080303 No violations noted, 
HAWKINS.E F Region 4, Ofc of I ho Director 88/08/15 Cleveland Cliffs iron Co 2pp 
45945 351 45945 361 

-BB06280386 Insp Rept 40-8714/80 01 on 880303 No violations & deviations 
noted Major areas Inspected U In situ operations & radiation safety program.Induding 
mgt organization & controls/oporation review & radiation protection 
KONWINSKI.GR, HAWKINS.E F Uronium Recovery Field Ofc, R4 BB/00/15. 9pp 
45945 353 45945 361 


DOCKET 40-8724 CHEMETRON CORP„ CHICAGO, IL 

0806300100 Informs that licensee required to respond to end demand for Info re decon 
tamlnation & decommissioning of facilities & ground of two sites per Condition 12 of 
License SUB-1357 

THOMPSGN.H L Office of Nuclear Material Safety & Safeguards, Director. 80/06/13, 
WILNER.S Chemotron Corp 2pp 45975 235 45975 230 

-8BO03OO13O Demand for info requiring licensee to submit Info.includlng decontamina- 
tion plan & docontamfnalion contractor, budget & timetable for Ha rvaref Avenue slto & 
progress In submitting decontamination & decommission plans for dump slto 
THOMPSON.HL Office of Nuclaar Material Safety & Safeguards, Director 00/08/13. 
3pp 45975.237-45975 239 


DOCKET 40*8768 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8806290175 Provides listed into in response to 880115 Itr ro Q-Sand In situ loach pilot 
located in Converse Couniy.WY Leaching operations In Q Sand pilot began In Oct 
1981 & continued until Nov 1904 

FREEMAN*M D Soquoyah Fuels Corp (subs of Kerr McGee Nuclear Corp) 88/01/ 
29. ENGELMANN.R Wyoming, State ol 3pp 45956 239 45956 241 


DOCKET 40-8829 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 


8806010283 Roviows Ferret Exploration Co Fourth Quarter 1907 environ rept for Crow 
Butte U project .submitted by 800208 Itr.per Condition 30 of License SUA-1441. Mining 
operations continued In Well 1 & restoration continued In Well 2 
GRACE.SR Uranium Recovery Field Ofc, R4 8B/04/07. Uranium Recovery Field 
Ofc, R4 7pp. 45704-333-46704 330 

8806020052 Reviews Ferret Exploration Co second 1907 semiannual ALARA ropl for 
Crow Butte R&D project.submltted by 800224 Itr.per Condition 34 of License SUA- 
1441 

GRACE.SR, HAWKINS.E F Uranium Recovery Field Ofc, R4 88/04/07 Uranium 
Recovery Field Ofc, R4 3pp 45709 304-45709.306 

6806240101 Forwards Radiation Safety Insp 40 0829/80 01 on 080531-0601 No non- 
compliance noted 

HAWKINS.E F Uranium Recovery Field Ofc, R4 80/06/15. Ferret Exploration Com 
pany of Nebraska, Inc 2pp 45941*229-45041-238 

-8806240106 Insp Rept 40 8829/88 01 on 080531-0601 No vlolalions & deviations 
noted Major areas Inspected-U in situ operations & radiation safety program, Including 
mgt organization & control/operatlons rovlow & radiation protection 
KONWINSKl.G R , OLSEN.T.T , HAWKINS.E F Uranium Recovery Field Ofc, R4 80/ 
06/15 0pp 45941*231-45941 *23 Q 


DOCKET 40-6857 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 


8806300147 Informs of work being done on pond Final mitigation acllon rept which in- 
cludes all required analytical data.mltlgative actions taken & results of actions will be 
forwarded once repairs on pond liners completed 

HILDENBRAND.P Everest Minerals Corp 80/04/18, OLSEN, T T Uranium Recovery 
Field Ofc, R4 Ip 45975.301-45975 301. 
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■6006010123 Forwards Amend 7 to Licenso SUA 1511 per B80322 application Amend 
changes license Condition 10 by revising permit boundary to reflect 3QQ It buffer 
zone between 30 sand production area & permit boundary 

SMITH R D Uranium Recovery Field Ole, FI4 06/04/26 Everest Minerals Corp 2pp 
45709 045 45709 071 

*-6006010137 Amend 7 1o license SUA 1511 lor Everest Minerals Corp, changing Li- 
cense Condition 10 by revising permit boundary to reflect 300 ft buffer zone between 
30 sand production area & permit boundary 

SMITH, R D Uranium Recovery Fiold Ofc. R4 68/04726 25pp 45709 047*45709 071 

8806290269 Forwards analytical data collected to date from M I on sampling program 
for excursion parameters w/ permit conditions Amend request for expanding 20 sand 
production area will be submitted m roar future 

MORZENTI.SP Everest Minerals Corp B8/05/10 OLSEN, T Uranium Recovery Field 
Ofc. R4 2pp 45657 071-45957 072 


DOCKET 40-8902 ANACONDA MINERALS CO , GRANTS, NM 

6806010083 Requests local regional max credible earthquake (MCE) faulting analysis to 
adequately characterize Anaconda site for ground acceleration pertinent to engineer- 
ing design ol pilo 

HAWKINS, EF Uranium Recovery Reid Ofc, R4 88/04/07 BERGSTROM, PD Allan 
tic Richlield Co (ARCO) Ip 45704 32145704 321 

0808290416 Forwards groundwater detection monitoring plan Plan modified to include 
listed responses to NRC 68040B comments Background wells, point ol compliance 
weils, statistical analysis & Criterion. 13 hazardous constituents addressed 
9ERGSTROM.P O Atlantic Richfield Co (ARCO) 88/05/04 HAWKINS, E F Uranium 
Recovery Field Ofc, R4 3pp 45962 275 45962 336 

-0606290427 "Groundwater Detection Monitoring Plan ” 

1 Anaconda Co (div of Atlantic Richfield Co) 88/05/31 59pp 45962 278- 
45962 336 


DOCKET 40-8903 HOMESTAKE MINING CO , GRANTS, NM 

8806020054 Reviews semiannual environ monitoring dal a for Homestake Mining Co for 
Second Half 1987, submitted by 8B022S Itrper 10CFR40 65 & Condition 15 of License 
SUA 1471, 

SHOPENN.N M , PFTTENGILL.H J Uranium Recovery Field Ofc, R4 86/04/07 Uram 
urn Recovery Field Ofc, R4 Ip 45709 303-45709 303 

860B3Q0071 Responds to E Hawkin 080412 Hr re contaminant detection in croundwat 
eis near licensee U mill & tailing facilities at Granls,NM & submits proposed detection 
monitoring program for approval 

KENNEDY.EE Home stako Mining Co 08/05/10 PETTENGILLH U/anium Recovery 
Field OfC, R4 3pp 45975 169 45975 171 


DOCKET 40-8904 BP AMERICA, INC./L-BAR URANIUM FACILITY, SALT LAKE 

8606010019 Forwards copies of correspondence w/Bntish Petroleum America L Bar mill 
silo, per agreement w/Cebolleta Land Grant 

GRACE.S Uranium Recov ary Field Cfc, R4 68/04/07 Cebollela, NM Ip 457C4 31-B 
45704 310 


8006080050 Advises that slnco time has passed beyond requested delivery date for ro 
sponse to NRC comments on surface water hydrology & erosion protection aspects ol 
tailings ^reclamation plan, cost eslimates may be submitted no later than 080429 
SMITH, RD Uranium Recovery Field Ofc, R4 88/04/22 LANGE, R H United Nuclear 
Corp (subs ol UNG Resources, Inc ) 2pp 45725 334 45725 340 

-0806060055 Requests submittal of detailed tailings reclamation plan by 861001 Topi- 
cal outline of ossentlal elements of reclamation plan end 

SMITH, RD Uranium Recovery Field Ofc, R4 86/06/06 VELASQUEZ, J United Nu 
clear Corp (subs of UNC Resources, Inc ), 5pp 45725 336 45725 340 


DOCKET 40 0911 MOBIL ALTERNATIVE ENERGY, INC., BOULDER, CO 


0006060122 Forwards final finding of no significant impact ro termination of license for 
FR publication 

HAWKINS, EF Uranium Recovery Field Ofc, R4 00/04/ 15 MEYER, D Uranium Re 
covory Field Ofc, R4 ip 45726 001 45726 004 

0806280234 Forwards Insp Rept 40*8911/88 01 on 880600 No violations or deviations 
noted 

HAWKINS,EF Uranium Recovery Field Ofc, R4 88/06/15 Mobil Alternative Energy 
Inc 2pp 45942 190 45942 196 

-*0806280252 Insp Ropt 40 8911/88 01 on OBO6O0 No violations & deviations 
noted Major areas inspected U in situ operations & radiation safety program, Including 
mat organization & controls/ operation reviow & operator training & roiraTnlnn 
KOWINSKI.GR, HAWKINS, EF Uranium Recovery Field Ofc, R4 80/06/15 5pp 
45942 192 45942 196 


DOCKET 40 8913 UNITED NUCLEAR CORP, GALLUP, NM 


8806080023 Advises that license SUA 1401 terminated effective Immodlntoly.por NRC 
B80330 insp & DOE official acceptance ol transfer of remaining mail undor liconso 
provided under 10CFR40 51 

SMITH.RO Uranium Recovory Field Ofc, R4 8B/04/15 VELASQUEZ, J United Nu 
clear Corp (subs of UNC Resources, Inc ) Ip. 45725 307 45725 307 


DOCKET 40 0926 ALTAIR RESOURCES, INC , CASPER, WY 


0006220202 Forwards Insp Repl 40 8926/BQ 01 on B80322 
HAWKINS.EF Uranium Recovery Fiold Ofc, R4 00/06/15 Altalr Resources. Inc 
2pp 45937’037 45937 050 

-*0808220214 Insp Rept 4OB026/G8O1 on BB0323 No violnllons.dovlallons or opon 
Items noled Major areas Inspected groundwater restoration activities & radiation safety 
program Including mat organization & control separation rovlow & rodwasto mnl 
KONWINSKI.gr, HAWKINS.EF Uranium Recovery Fiold Ofc, R 4 08/06/15 i2on 
45937 039 45037 050 ' ' 


DOCKET 40-8943 FERRET EXPLORATION CO OF NEBRASKA, DENVER, CO 


) Recovery 


8806060114 Concludes that no further action necessary re licensee 070729 decommls 
slonlng ropi based on Indication that licensee has performed & documented docom 
missioning activities per requirements ol license SUA 1472 
GABCIA.P J , PETTENGILL.H J Uranium Recovery Field Ofc, R4 88/04/12 Uranium 
Recovery Field Ofc, R4 3pp 45725 357 45725 359, 

8806290407 Documents L-Bar U tailings facility to conditions of DP-150 discharge plan 
renewal Itr.dld 87 1002,100 lading Condition 1, ‘ Monitor Walls " Recipient Q0O5O4 Ur to 
aulhor oncl 

GRISAK,GE INTERA Technologies, Inc 89/04/25 MITZELFELT.R Wyoming, Slate 
Of 4pp 45964 333 45964 336 

8806290503 Forwards atfdl mall to suppl 060330 application for amend to License SUA* 
1 472, inc-qrpora ting provisions of License Condition 2B ro windblown contamination 
OSBORN ,T.G INTER A Technologies, tnc 68/04/27 GRACE, S NRC - No detailed 
Affiliation Glvon H3pp 45955 304 45955 316 

8806290265 Confirms 880506 tolcon to timing of L Bar const loaders Verbal confirms 
™>n on P® h * ,f ° f BP AMERICA, foi written design approval by 080523 requested 
GRISAK.GE INI ERA Technologies, Inc 80/05/05 HAWKINS.E Uranium flee 
Field Ofc, R4 Ip 45957 077-45957 077 

8906300412 Forwards dosign data for L-Bar U Mine surface water control sys & tailings 
area drainage plan Info supplemented to current version ol L-Bar mine reclamation A 
closure plan 

aa/05 ' 05 ' GF,ACEiS Uron " jm 

POCKET <0-8905 KERR MCQEE CORP./QUIVIRA MINING CO., OKLAHOMA CITY, 
8 T/ 3 f.f,lL?= rV ', a ± F S uro !• ,,Lo . ca ' loa Ma P to Backgiound A Compliance Monitor- 

teL^wSneo»ot°efcr 5 ' n< ” m on = ,nal subml " al -PO f 8805 10 

olc% E 4 U 2 N p p J ,5 9 0°MM5To7T^ 88/05/18 GRACE ' S Ura '" um R®“vory Paid 

DOCKET 40 8907 UNITED NUCLEAR CORP., SANTA FE, NM 

“USSIJS!?.,™"”* ¥?' P ar ty w,shed 10 conduct In-silu solution mining In or near 
,r0 ™ NRC Al * rs3em d ° ""I have ap 

o| M 1 T P H 45?64 I 319 45704319 ^ Fl<,l(l °' C ' R4 58/04/09 ‘•OWERY.C Arizona. Slate 


8006139240 Summary of 880405 meeting w/Slato of NE.Dept of Environ Control & 
EPA.Reglon VII in Kansas City ( KS,ro acqulfor exemption rcquosl undor 40CFR146 
"Underground Injection Control Program Criteria & Stds ” Allondoas list oncl, 
GRACE.SR, HAWKINS.EF Uranium Recovery Field Ofc, R4 00/05/03 Uranium 
Recovery Field Ofc, R4 4pp 45793 300 45793 31 1 

0806230206 Forwards revised pages tor licenso application Pngoe chango several do 
tails ro proposed ov&pormion ponds Enginnenng dosiyn ropt for evaporation ponds 
v/Jfl bo submitted fn noar future 

COLUNGS.SP rerret Exploration Company of Nebraska, Inc 00/05/ifl 
KONWINSKI.G Uranium Rocovory Field Ofc, R4 Ip 45Q0G 034-45096 045 

-8006230306 Errata to application lor liconso & supporting environ ropi Changes mado 
as result ol 00042? engineering design ropi for evaporation poruls by Woslern Walor 
Consullanls.lnc W/two oversize figures 

Ferret Exploration Company of Nobraska, Inc 00/05/10 IDpp 45896 035 
45096,045 


DOCKET 40-B948 METALLURQ, INC , NEWFIELD, NJ 

8809240176 Forwards "Radio logical Survey of Shioldalloy Corp Silo, Cambridge, OH " 
final ropi w 

BERGER J,0 Oak Ridge Associated Umvs O0/O6/O8 ROUSE, LC Office ol Nucloar 
Material Safety & Safeguards, Dlroctor 2pp 45926 312 45926 340 

'' 8 n?ny c °n B ?n‘ R SvcSfc a k S , u W Shlokfalloy Corp Sito.Cnmbrldgo, OH," final rept 
na ’ jJX§°vL Q, 3 J 0ak m * B Associated Univs HN A-00Q3 ORAU 00/D 

28 80/05/31. NRC - No Dolalled Affiliation Given 36pp 4592G 314 45926 340 

DOCKET 40-8964 SEQUOYAH FUELS CORP,, OKLAHOMA CITY, OK 

0606010143 Ack receipt of 8B0331 application for commercial scalo m silu loach oper 
alien referred lo as bmilh Ranch project NRC conducted an acceptance review ol 
application & concludes that application acceptable 

r.^ K j* NS,E , F . Uran J u JP Recovery Field Ofc, R4 08/04/15 FREEMAN, M Sequoyah 
Fuels Corp (subs ol Kerr McGee Nucloar Corp) Ip 45704 325 45704 326 

C8Q82M 507 F (y wa r cl3 replacement sols ol Hydrology Section, Attachment O, App B ol 

XLSK? SPJ? „ & W showing location ol BJU Smith Mine underground do 

vefopmenl ro shaft & mining Umla 36*1 & 30 2 

Fuols £°W i subs 01 K « f f*McGoo Nucloar Corp) 00/05/ 
10 GRACE.S Uranium Recovory Field Ofc, R4, ip 450G4 341-45064 341 



DOCKETED ITEMS 


5 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 60-2 FORD NUCLEAR REACTOR 


F. Security, medical, emergency & fire protection plans 

8806020302 Revised nuclear reactor emergency plan,App 3, “Area Evacuation Plan ” 
VOGEL, S J Michigan, Umv of, Ann Arbor, Ml 0B/O5/2G 17pp 45713 333 45713 351 


DOCKET 50<3 INDIAN POINT STATION, UNIT 1 


H. General correspondence 

8808030138 Responds to 8004 19 Itr to M Hasse of FERC re reported discharge of ra 
dioaclive water from facility NRC aware of public perception problems of such 
events All known releases reported to NRC & repts from all plants published annually 
STELLO.V Ofc of the Executive Director for Operations 80/05/25 GILMAN.BA 
House of Rep 4pp 45725 125 45725 131 

*♦8806030 146 Forwards Itr of 0A Gilman re facility for further response 
KENNEDY, JM Federal Energy Regulatory Commission 6B/04/21 KAMMERER.CC 
Congressional Affairs 3pp 45725 129*45725 131 


J, Insurance & Indemnity Information 

8806100243 Forwards Endorsement 159 to NELIA Policy NF-lOO.Endorsement 140 to 
MAELU Policy MF-29,EndorsemGnl 01 to NEUA Policy NF* 195, Endorsement 64 to 
MAELU Policy MF 91, Endorsement 106 to NELIA Policy NF 161 & Endorsement 89 
MAELU Policy MF-46 

O'CONNOR, DJ Marsh & McLennan, Inc 6B/06/01 DtNITZ.I Office of Nuclear Re- 
actor Regulation, Director (Post 070411) 19pp 45791.030 457D1 048 


P. Operating license atage documents & correspondence 

8806280320 Forwards application lor amend to Licenses DPR-5 & DPR-21, changing 
Tech Specs re organizational charts 

BRAM.S B Consolidated Edison Co of Now York, Inc 80/06/15 Document Control 
Branch (Document Control Desk) Ip 45945 082*4594 5 094 

-8606280326 Application for amends to Licenses DPR 5 & OPR*2e,amonding Tech 
Specs to remove Figures 31 & 3 2 of Uml 1 Tech Specs & Figures 6 2 1 & 6 2 2 of 
Unit 2 Tech Specs per guidance In Generic Lfr 88 06 Foe paid 
BRAM.S Consolidated Edison Co of New York, Inc 00/06/15 tp 45945 083* 
45945:0B3 

-8806280332 Proposed Tech Spoc9, deleting Figures 3 1 & 3,2 from Unit 1 Tech Specs 
& Figures 62 1 & 6 22 from Unit 2 Tech Specs per guidance of Generic Ltr 60 06 
* Consolidated Edison Co of Now York, Inc 88/06/30 llpp 45945 084 45945 094 

0806290163 Forwards Wo9lmghouso Owners Group Notification Ltr OG 80*21 .Identify- 
ing midloop concerns.per Generic Ur 87*12, ‘'Loss of HHR While RCS Partially Filletr 
& 000428 meeting agreement 

NEWTON, R A. wosllnghouso Operating Plants Owners Group 00/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 


Q, Inspection reports, IE Bulletins & correspondence 

8606240028 NRC Info Notice 88*033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device *’ Svc list end 

BURNeTT.R F, Division of Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co, of New York, Inc 120pp 46GB3.1 58*45603 277 

8605240090 Suppt 1 lo NRC Info Notice 07*061, “Failure of Wostlnghouse W*2*Type 
Circuit Breaker Coll Switches " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co. of Now York, Inc 120pp 45633 030*46663 157 

0805240215 NRC Info Notice 00 034, “Nuclear Mall Conlrol & Accountability of Nonfuel 
SNM ai Power Reactors " Svc list one! 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, fnc 122pp 45780 1 88 45790,308 

8005270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end. 

ROSSI, CE Division of Oporatfona! Events Assessment (Post 870411) 08/06/03, 
Consolidated Edison Co of New York, Inc 120pp 45790 060*45790 187 

8606020047 NRC Info Notice 08 036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation," Svc list oncf 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 00/06/08, 
Consolidated Edison Co of New York, Inc. 120pp. 45965 152-45965 271 

6806090301 Suppl 2 to NRC Buflelm 07*002, "Fastener Testing to Determine Conform 
ance W/Appllcable Mafl Specs “ Svc (1st end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45916 327. 

6806080025 NRC Info Notice 68*037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list enci. 

ROSSI, CE Division of Operational Events Assessment (Post 07041 1) 80/06/14, 
Consolidated Edison Co. of New York, Inc 126pp 45946 001*45646 125. 

8608080211 NRC Bulletin 88-006, “Actions To Be Taken for Transportalion of Model 
Spec 2-T Radiographic Exposure Device " Svc list end. 

BURNETT, RF, Division of Safeguards & Transportalion (Post 870413) 80/06/14 
Consolidated Edison Co of New York, fnc, 108pp 45935 211*45935 318 


8808090194 NRC Info Notice 88 038, “Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Nev/ York, Inc 1 1 1pp 45946 1 26 45946 236 

8806150013 NRC Bulletin 88*007, “Power Oscillations in BWRs " Svc 1st end 
ROSSI, CE Division of Operational Events Assessment (Post D70411) 88/06/15 
Consolidated Edison Co of Now York. Inc 114pp 45929 115 45929 228 

8806150186 Suppl 1 to NRC Bull's! in 80-005, “Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at WilUamstown.NJ " Svc list enci 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 1 51 

8806200051 NRC Info Notice 08-042, “'Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Boils " Svc fist end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc lOBpp 45977 287*45978 033 

8606200306 NRC Info Notice 80 043, “Solenoid Valve Problems ” Svc list end 
ROSSf.CE Division of Operational Events Assessment (Post 870411) 08/06/23. 
Consolidated Edison Co of Now York, inc 123pp 45977 164-45977 266 


S. Reportable occurrences, LERs & related correspondence 

8B0B200177 NPDES noncompliance notification on 071024 .visible oil sheen observed in 
discharge canal Copy of required rapt previously submitted to NRC for Unit 3 on 
880405 

BRAM.S B, Consolidated Edison Co of New York, Inc 80/06/09 Document Control 
Branch (Document Control Desk) 2pp 45901 171 45901 172 


DOCKET 50*5 PENNSYLVANIA STATE UNIV. RESEARCH REACTOR 


F. Security, medical, emergency & tfre protection plans 

8806060253 Forwards description of space reassignment & necessitated changes to 
physical security plan End withhold 

HOSIER, CL Pennsylvania Slate Umv, University Park, PA 88/05/17 Document 
Control Branch (Document Control Desk) Ip 45769 184 45763 104 


DOCKET 50*10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 

8806010081 Forwards Rev 24 to security plan to correct & make current Identification 
on number of vital area doors on various levels Rov withhold (ref 10CFR79 21) 

BUSS.H E, Commonwealth Edison Co. 00/05/27 Document Control Branch (Docu- 
ment Control Dosk) Ip 45718 320-45718 329 

8806080255 Rov 2 to Emergency Plan Implementing Procedure DEOP 100 3, “Reactor 
Power Conlrol " 

* Commonwealth Edison Co 88/05/27, 1 1pp 46756 134 45756 144 

8806090163 Rev 3 to Emergency Plan Implementing Procedures DEOP 200 3, "Torus 
Water Temp Control " 

* Commonwealth Edison Co 80/05/27 5pp 45763 102 45763 106 

8806000200 Rev 3 to Emergency Plan Implementing Procedure DEOP 200-1, “Primary 
Containment Pressure Control * 

‘ Commonwealth Edison Co 00/05/27 lOpp 45765001-45765 010 

8806100190 Rev 2 to Emergency Plan Implementing Procedure DEOP 500 3, “Alternate 
Water Infection Sys " 

‘ Commonwealth Edison Co, 80/05/27 22pp 45771 209 45771 310 

8806090210 Rov 2 to Emorgency Plan Implementing Procedure DEOP 300, "Secondary 
Contalnment/Radloactive Release Control " 

MOHR.T Commonwealth Edison Co CB/O5/31,0pp 45766 164 45766 171 

8806090218 Rev 2 lo Emergency Plan Implementing Procedure DEOP 200 4, "Torus 
Level Control ” 

MOHR.T Commonwealth Edison Co 88/05/31 llpp 45766 200 45768 210 

8806090237 Rov 3 to Emergency Plan Implementing Procedure DEOP 200-2, “DrywalJ 
Temp Control " 

MOHR.T , KOTOWSKI.J Commonwealth Edison Co 88/05/31 7pp. 45766 103 
45766 189 

8806090262 Rev 2 to Emergency Plan Implementing Procedure DEOP 400 4, “Lovol/ 
Power Control/’ 

‘ Commonwealth Edison Co 88/05/31. 13pp 45764 322-45764 334 

8806090273 Rev 2 to Emergency Plan Implementing Procedure DEOP*100, "Reactor 
Control." 

* Commonwealth Edison Co 08/05/31 4pp 45766 046 45766049 

8006090316 Rev 3 to Emergency Plan Implementing Procedure DEOP 010, "General 
Precautions " 

* Commonwealth Edison Co 88/05/31 8pp 45790 321*45790 328 

8006100071 Rev 3 to DEOP 500*2, "Bypassing Interlocks & Isolations " 

* Commonwealth Edison Co 08/05/31 15pp 45772,306-45772 320 

8006100133 Rev 2 to DEOP 100-1, “Reactor Level Control" 

MOHR.T, KOTOWSKI.J Commonwealth Edison Co 88/05/31 9pp 45772 102* 
46772 190 

8806100200 Rev 2 to Emergency Plan Implementing Procedure DEOP 300*1, "Second 
ary Containment Temp/Radiation 4 Offsite Release Control “ 

* Commonwealth Edison Co 80/05/31 7pp 45772 165 45772 161 
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DOCKETED ITEMS 


8806100280 Rev 2 lo Emergency Plan Implementing Procedure DEOP 500 4, "Conlain- 

* Commonwealth Edison Co 60/05/3-1 6pp 45771 242 45771 247 

8806130023 Rev 3 to Emergency Plan Implementing Procedure DEOP 400 3, “Reactor 
Pressure Vessel Flooding” 

* Commonwealth Edison Co 80/05/31 15pp 45791 112 45791 126 

8806150003 Forwards response to NRC 880503 Itr no violations noted in Insp Repts 50- 
010/68 02.50 237/88 07 & 50 249/68 08 Corrective actions withheld 
SILADY.J A Commonwealth Edison Co 88/06/02 DAVIS, A 8 Region 3, Ole of the 
Director Ip 45838061-45038 061 

8806220029 Rev 5a to Page DA 5-7 (Table DA 6 1, emergency action levels) of station 
annex 

* Commonwealth Edison Co 80/08/06 2pp 45870 019 45B70 020 


j. fnaurance 6 Indemnity Information 

8806010057 forwards Endorsements 197 to NELIA Policy NF-43, 171 to MAELU Policy 
MF-22,50 lo NELIA policy NF-253,32 to MAELU Policy MF 104,109 lo NELIA Policy 
NF-1B7 & 92 to MAELU Policy MF-54 

OSIER, J Commonwealth Edison Co 88/05/19 DINITZ.I Document Control Branch 
(Document Control Desk) 7pp 45605 192-45685 198 


p. Operating license stage documents & correspondence 

8006290163 Forwards Westinghouse Owners Group Notification Llr OG 88*21, Idenlify 
mg midloop concerns,per Gonenc Ltr 87 12. “Lose of RHfl While RCS Partially Fifled” 
& 680428 meeting agreement 

NEWTON. R A Westrnghouse Operating Plants Owners Group 88/06/ 20 
HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 


Q, Inspection reports, IE Bulletins & correspondence 

8005240028 NRC Info Notice 88 033. “Recent Problems Involving Model Spec 2-T Ra 
diogzaphic Exposure Device ” Svc list end 

BURNETT, RF Division of Safeguards & Transport a Iron (Post 870413) B0/O5/27 
Consolidated Edison Co of New York, tnc 120pp 45683 15B-45B83 277 

8005240099 Suppl 1 to NRC Info Notice 87-061, “Failure of Westrnghouse W 2-Type 
Circuit Breaker Cell Switches ” Svc list end 

ROSSI.CE. Division of Operallonal Everts Assessment (Post 670411) OB/05/31 
Consolidated Edison Co of Now York, Inc 120pp 456B3 030-45683 157 

8805240216 NRC Info Notice 00-034, “Nuclear Mall Control & Accountably of Nonf-uol 
SNM at Powor Reactors ” Svc list end 

ROSSI.CE (Division of Operational Events Assessment (Post 870411) 88/05/31, 
Consolidated Edison Co of New York, Inc 122pp 45760 188-45780 308 


R. Periodic operating reports 6 related correspondence 

6806150239 “Dresden Station Radwaste & Envfron Monitoring Annual Rept 1987 " 

* Teledyne Isolopes Midwest Laboratory 07/12/31 121 pp 45834 105-45034 225 


DOCKET 50 20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


8. Reportable occurrences, LERs & relaled correspondence 

8806029030 RO 50 20/1988-1 on BOOS 11 .incipient fuel clad defect detected Causod by 
small blister on one element MIT-12 fuol plate Efemont MIT- 12 removed from core 
KWOK.KS, BERNARDS A , CLARK, L Massachusetts Institute of Technology, Cam 
bridge/ MA 86/05/26 Office of Nuclear Reactor Regulation, Director (Post 87041 1) 
4pp 45733 282 45733 285 


DOCKET 50-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

8006080252 Forwards Rev 19 to security plan, In eluding const projects on plant silo 
which change drawings In plan & mod to metal dotoctor criteria Rev withhold 
PAPANIC.G Yankee Atomic Electric Co 86/05/24 Office of Nuclear Roactor Roguln 
lion, Director (Post 070411) 2pp 45763 105 45763 106 

8806109158 Rov 1 to Emergency Plan Implementing Procoduro OP-3315, “Control 
Room During Emergency" & Rov 1 to OP 3324, "Technical Support Ctr (TSC) Oper- 
ations "■ 

4 Yankee Atomic Electric Co 80/06/01 IIOpp 45771 322-45772,071 

0806150451 Forwards Safety Insp Rept 50-029/06-00 on 800426-20 No violations 
noted Plant performance during exorcise demonstrated ability to implement emorgon* 
cy plan & implementing procedures In manner to protect public safety 
BELlAMY.RR Region 1, Ofc of iho Director 88/06/07. DRAWBRIDGES L Yankee 
Atomic Electric Co 2pp 45837 344-45037 352 

-8006150455 Insp Rept 50 029/88 00 on 003426 28 No violations notod Major erona 
fnspoctod emergency preparednoss insp & observation of licensee annual omorgoncy 
exorcise performed on 080-1 26 

TUCCINARDIJ E , LAZARUS, W Region 1, Ofc of the Director 08/06/02 7pp 
45037 346 45037 352 

8806160160 Requests permission from util lo uso site & company pronorty for contln 
nancy to (acorn muni cations at plant omorgoncy opornlions facility List of frequencies 
mat NRC oquipmonl may uso oncl 

MARTIN, TT Region 1, Ofc of Ihe Director. 00/00/08 HEIDER.L II Yankoo Atomic 
Electric Co 3pp 45023.141 45823 143 


8806150003 Forwards response to NRC B00593 Itr i© violations noted in Insp Repts 50* 
010/08-02,50-237/88 07 & 50-249/68 0B Corrective actions withhold 
SI LADY, J A Commonwealth Edison Co 88/06/02 DAVIS, A B Region 3, Ore of the 
Director tp 45838 061-45Q3S 061 

8805270306 NRC Info Notice 00-035, “Inadequate Licenses Performed Vendor Audits " 
Svc list end 

ROSSI.CE. Division of Operalional Evonls Assessmant (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45700 068 45790 107 

8806020047 NRC Info Notice 80 036, "Passible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc list encS 

ROSSI.CE. Division of Operational Events Assessment (Post B70411) 89/06/08 
Consolidated Edison Co of New York, Inc 120pp 45065 152-45965 271 

0806090301 Suppl 2 to NRC Bulletin 8-7 002, "Fosloner Tesllng to Dolomnlno Conform 
ance W/ Applicable Mall Specs " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 209 45916 327 

8806080025 NRC Info Notice 80 037, "How Blockage of Cooling Walar to Safoty Sys 
Components ” Svc hsl oncl 

ROSSI.CE Division of Operational Evonls Assessmenl (Post 870411) 80/06/14, 
Consolidated Edison Co, of New York, Inc 125pp 45946 001 45946 1 25. 

6806080211 NRC Bulletin 88 006, "Actions To Be Taken for Transportalion of Mode! 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 80/06/14, 
Consolidated Edison Co of Now York, Inc 108pp 45935 21 1 45935 31 5 


0806090194 NRC Info Nolle© 08-039, “Failure of Undervoltage Trip Attachment on G 
Circuit Breakers Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 00/06/1 
Consolidated Edison Co of New York, fnc. 1 1 ipp 45946 126-45946 236, 

® a 2SoS?i!i W 9 C B , u1!elin 60 ° 07 - " p0W0f Oscillations in BWRs " Svc list end 
HUbSLO t. Division ol Operational Events Assessment (Post 070411) 80/06/ 11 
Consolidated Edison Co of New York, (nc I14pp 45929 115-45929 229 

^^Suppl?es,fnc a^FoffionrW.? A* w*«i kM^S^L^/!Pi , ] 


e8 S°dL R ,? In, .° N ° tlc , 0 ?, 8042 ' "Circuit Breaker Failures Due to Loose Cham 
oKS?ir c 0r m? un ' in ®® 0 H 9, s vc list end y 

°P!f att< S ai , tv ^nl8 Assessment (Post 070411) 80/06/, 
consolidated Edison Co of Now York, Inc 108pp 45977,287 45978 033 

88 '® 43 ' “Solenoid Valve Problems/* Svc Hal end 
ConSlidaterlpEr?! Ooerallanal Events Assessment (Post 870411) 88/08/; 
L-onsoiiaated Edison Co of Nbw York, Ino, 123 pp 45977,104-45977 2B6 


P, Operating license stage documents & correspondence 

8005270068 Application for amend to Llconsa DPR-3, revising Toch Spoc 4 9 7 2 ro 
spont fuol pit Foo paid 

DEVINCENTIS.J Yankoo Atomic Electric Co 00/05/10 FAIRTILE.M D Pro jo cl Dire c 
toratol 3 3pp 45691,1 16 45891 119 

-0805270 072 Proposed Tech Spoc 4 9 7 2, "Spont Fuol Pit " 

‘ Yankoo Atomic Electric Co, B0/05/19 Ip 45091 110 45691 110 

80OSO2OO16 Responds to Gonoric Ltr CB 05 ro boric acid corrosion of carbon Blaul ro 
actor pressure boundary (RPB) components Initialing & documenting ovatuollon ol 
abnormal leakage effecting RPB will bo procoduralizod by 800001 
DRAWDRIDGE.B L Yankoo Atomic Electric Co 00/05/25 Documont Control Branch 
(Document Conlrol Desk) 2pp 45734 016 45734,017 

0000020025 Responds to Gonoric Ltr BG 03 re rosolutlon of Gonoric Issua 93, "Slonm 
Blndcng of Auxiliary Feedwater Pumps " Procedures & prnctlcoa in placo bnsod on 
review & previous response & will bo maintained 

DRAWBRIDGE, B L Yankoo Atomic Eloctrlo Co 08/05/25 Doc umon l Control Branch 
(Documont Control Dosk) 2pp, 45737,049 45737 060 

8006030033 Informs NRC of util intent lo uso documont ontitlod, "Gtildnnco for Dovol- 
opmont of Simulation Facility to Moot Requirements of 10CFnG5 45," as mothodology 
to follow in developing simulation facility Plan details oncl 

PAPANIC.G Yankoo Atomic Electric Co 00/05/26 Document Control Branch (Docu 
ment Conlrol Dosk), 5pp, 45716 180 45716 192 

0806100125 Forwards exemption fvom ATWS ruto 10CFR50 C2,por uW 
851015,070 1 2 1 ,880122 & 0425 llr$ 

VARGA, S A Division ol Roactor Projects ♦ I/ll (Post 070411), 00/05/26 PAPANIC.G 
Yankee Atomic Etaclrfc Co, 5pp 46793 037-45793 046 

-8806030266 Exemption from 10CFR50 62 ATWS requlremonts.ln rosponso to 051015 
request, cilfnfl probabilistic safoty study indicating that risk imposod by facility small & 
that ATWS rot major risk contributor, 

VARGA, S A. Division of Reactor Projects - I/ll (Post 070411) G0/05/20 Yankoo 
Atomic Electric Co 0pp 45703,042*46793.046 

8806130319 Notification of contract oxocutlon.Mod t.to “Local Tofophono Svc lor 
Yankee Rowe, Vermont Yankoo.Malno Yankoo, Pilgrim & Soabraok Rosldont Silos” 
Contractor.Now England Telophono Co, 

DORSE Y,M Contract Administration Branch FIN C-1012 00/00/01 GODY.A Region 
1, Ofc of tho DIroctor, YATCZILLA.G NRC - No Dotailod Affiliation Givon Ip 
45795.021 45795 023 * 


-8806130325 Corrected Mod 1, restoring funds lhat was deobllgated & providing final 
increment of funding to conlracl.to "Local Telophono Svc for Ynnkoo Rowo.Vormonl 
Yankoo, Maine Yankoo, Pilgrim & Seabrook Rosldont Silos " 

* Now England Bell Telophono Co HAGAN, TF Division of Contracts (070413- 
880514) FIN C-1012. 03/06/01 2pp, 45795 022 45795 023 
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8806130047 Notice of issuance of environ assessment & finding of no significant impact 
fo B70915 request for change to Ol_ authorizing extension to expiration date for plant 
from 971 104 to 200709 H 

FAIRTILE.M B Project Directorate I 3 88/06/02 5pp 45793 183*45793 187 

8806200149 Forwards NRC 800601 hr to MJ Kirby .Chairman Util Simulation Facility 
Group for info & use Requests attention to actions called for by each group member 
util to obtain NRC approval of plant specific simulation facility 
FA1RTILE.M Project Directorate 1*3 88/06/06 PAPANIC.G Yankoe Atomic electric 
Co 2pp 45844 210*45044 219 

—8806130317 Comments on review of Mar 1988 Rev 2 to '‘Guidance for Development 
of Simulation Facility to Meet Requirements of 10CFR55 46 " Rev satisfactorily ad* 
dresses majority of questions & concerns raised during 071207 nioetino W/encI 
HAN NON ,J N Operator Licensing Urancn 86/06/01 KIRBY, M J Utility Simulation Fa 
cility Group KIRBY, M J Southern California Edison Co 6pp 45844 220-45044 224 

8006210238 Forwards Amend 108 to Uconse DPR 3 & safety evaluation Amend 
changes OL expiration date from 971104 to 000709 

FAIRTILE.M B Project Directorate I 3 80/06/09 PAPANIC.G Yankoe Atomic Electric 
Co 2pp 45058 317-45858 326 

-8806210249 Amend 100 to Uconse DPR 3, changing OL expiration date from 971104 
to QQ07G9 

WESSMAN.RH Project Directorate I 3 80/06/09 2pp 45056 319 45850 320 

-8806210255 Safety evaluation supporting Amond 100 to License DPR*3 

* Office of Nuclear Reactor Regulation, Director {Post 07041 1) 80/06/09 6pp 

45058 321 45058 326 H 

0606210274 Environ assessment & finding of no significant Impact ro revising Tech 
Specs ro control rod position Indication, per ulil 071223 application for amend to Li 
cense DPR-3 

WESSMAN.RH Project Dire do rate | 3 00/06/13 4pp 45850 297*45658 300 

8806220213 Forwards Amend 109 to Llconso DPR-3 & safety evaluation Amond do 
lotos refs to Mode 5 (cold shutdown) in Tech Spec Tables 3 3-2 8 4 3-2 
FAIRTILE.M B Project Directorate ( 3 08/06/13 PAPANIC.G Yankee Atomic Electric 
Co 2pp 45895156 45895166 

-8006220217 Amend 109 to Llconso DPR 3,dofeting rots to Mode 5 In Tech Spec 
Tables 3 3 2 & 4 3 2 

WESSMAN.RH Project Direct oratQ 1-3 00/06/13 7pp 45095 150 45095 164 

-0806220233 Satoty evaluation supporting Amond 109 to licenso DPR 3 

* Offico of Nuclear Reactor Rogulallon, Director (Post 870411) 08/06/13 2pp 
45895165 45005 166 

8000290351 Forwards Amend 110 to License DPR 3 & safety evaluation Amend re- 
vises Tech Specs ro control rod position indication & corrects minor error In Toch 
Specs 

FAIRTILE.MB Project Directorate 1-3 08/06/17 PAPANIC.G Yankoe Atomic Electric 
Co 3pp 45964 307-45964 317 

-8006290354 Amond 110 to f Iconso DPR*3,rovising Toch Specs ro control rod position 
Indication & correcting minor error In Toch Specs 

WESSMAN,RH Project Di roc torfl to 1-3 80/06/17 6pp 45964 310 45964 315 

-8800280356 Safoty evaluation supporting Amond 1 10 to Llconso DPR 3 

* Offico of Nuclear Reactor Regulation, Director (Post 870411) 88/06' 17, 2pp 
45904 , 316 45964 317 

8606200163 Towards Woatlnghouse Owners Group Notification Ur OG 08-21 .Identify- 
ing midloop concorns.por Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled” 
& 800420 mooting agroemont 

NEWTON, R A Wostinghouso Operating Plants Owners Group 08/06/20 

HODGES, W. Roactor Systorns Branch 7pp 45973 330 45973 344 

8806300362 Advises that ulil 080525 response to Generic Ltr 08 03 re steam binding of 
auxiliary toed water pumps sal is factory & no further action noc ossary 
FAIRTILE.M B Project Directorate I 3 08/06/22 PAPANIC.G Yenkoo Atomic Electric 
Co 2pp 45969 200*45969,201 


Q. Inspection reports, IE Bulletins & correspondence 

8800020927 Responds to NRC 8B0427 ltr ro violations noted in Insp Ropt 50 029/00 
02 Corrective actions program for dedicating commerclal-grndo fuses to bo used In GA 
applications established, consistent w/ Plant Procedure A P 0212. 

DRAWBRIDGE.B L Yankee Atomic Electric Co 80/05/25 Document Control Branch 
(Document Control Desk) 3pp 45733 347 45733 349 

8006020046 Advises that commitment to implement new nomograms for calculating site 
boundary thyroid dose rates met & modifies implementation dato of upgraded HP41-C 
calculator methodology until 001231 

PAPANIC.G Yankee Alomlc Efeclrlc Co 80/05/25 Documont Centro) Branch (Docu- 
ment Conlrol Desk) 2pp 45720.323 45720 324 

8805240020 NRC Info Notice 80*033, “Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 46603 150*45683 277 

0805240090 Suppl 1 to NRC Info Notice 07*061, “Failure of Westlnghouse W*2*Type 
Circuit Breaker Cell Switches “ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/05/31, 
Consolidated Edison Co of New York, Inc 120pp 45683 038 45603 167 

8805240215 NRC Info Notice 88 034, “Nucfear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors “ Svc fist end, 

ROSSI, CE. Division of Operational Events Assessment (Post 070411), 08/05/31 
Consolidated Edison Co of New YorK, Inc 122pp 45790 180 45790 308 

6605270306 NRC Info Notice 88 035, “Inadequate Licensee Performed Vondor Audits “ 
Svc fist end 

ROSSI.CE, Division of Operational Evenls Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060-45790 187. 


8806150451 Forwards Safety Insp Ropt 50 029/68-00 on 880426 28 No violations 
noted Plant performance during exercise demonstrated ability lo Implement emergen- 
cy plan & implementing procedures In manner to protect public safety 
BElLAMY.R R, Region 1, Ofc of the Director 88/06/07 DRAWBRIDGE.B L Yankee 
Atomic Electric Co 2pp 45837 344 45037 352 

-8606150455 fnsp Rept 50 029/86 08 on 880426 20 No violations nolod Major areas 
inspected emergency preparedness Insp & observalfon of licensee annual emergency 
exercise performed on 080426 

TUCCINARDI.T E . LAZARUS, W Region 1, Ofc of the Director 00/06/02 7pp 
45037 346 45037 352 

6606200096 Forwards 1907 Inservice insp resulls for Steam Generator 2 & reanalysis of 
1904 eddv current data for Steam Generators 3 & 4 

PAPANIC.G Yankee Atomic Electric Co 80/06/07 Document Conlrol Branch (Docu 
men! Contra) Desk) Ip 45903 001-45903 012 

-8806200042 “Steam Generator 2 Inservice Insp Results “ 

MAY.DX, MELLOR.R A Yankoe Atomic Electric Co 87/08/30 8pp 45903 002* 
46903 007 

-8800200047 “Reanalysls of 10B4 Eddy Current Data (or Steam Generators 3 & 4," 
supplemental rept 

MAY.DF, MELlOR.RA Yankeo Atomic Electric Co, 88/00/03 5pp, 45903.000- 
45903 012 

8606020047 NRC Info Notice 00 030, “Possible Sudden Loss of RCS Inventory During 
Low Coolant level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/08 
Consolidated Edison Co of New York, Inc 120pp, 45965 152*45965 271 

0806090301 Suppl 2 lo NRC Bulletin 87*002, "Fastener Testing to Determine Conform- 
ance W/Applfcablo Mall Specs " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 00/06/10, 
Consolidated Edison Co of Now York, fnc 120pp 45916 208 45916 327, 

0OO6OBOO25 NRC Info Notice 00 037, “Flow Blockage of Cooling Water to Safety Sya 
Components M Svc list end 

ROSSI.CE Oivtglon of Operational Events Assessment (Post 070411) 08/06/ 14, 
Consolidated Edison Co of New York. Inc 125pp. 45946 001*45046-125 

8000000211 NRC Bulletin 08-006, "Actions To Be Taken for Transportation of Model 
Sqqc 2-T Radiographic Exposure Device " Svg list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 08/00/14 
Consolidated Edison Co of New York, Inc. 100pp. 45935 211 45935 318. 

8808090194 NRC Info Notice 00*030, “Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 08/06/15 
Consolidated Edison Co. of Now York, Inc, lllpp 45946.126 45046 230. 

0806150013 NRC aulfolin 80 007, "Power Oscillations In BWRs " Svc fist end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 0D/O6/15 
Consolidated Edison Co of New York, fnc 1 14pp 45929 1 15 45929,220 

0806 150 186 Suppl t to NRC Bulletin 00 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Wllllam9town,NJ ” Svc list one/ 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965:032*45965rt61 

0806200051 NRC Info Notico 00 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list encf, 

ROSSI.CE Division of Operational Events Assessment (Post 070411 >, 00/06/23, 
Consolidated Edison Co of New York, Jnc, 108pp 46977.207-45970.033 

8806200306 NRC Info Notice 00 043, “Solenoid Valve Problems ” Svc fist onef. 

ROSSI, C,E Division of Operational Events Assessment (Post 070411) 88/06/23 
Consolidated Edison Co, ofNew York, fnc 123pp. 45977 164 45977 206 


R. Periodic operating reports & related correspondence 

8006130328 Monlhly Statistical Ropt 08-05 for May 1908 for Yankeo Alomlc Nucloar 
Power Station W/8Q0607 Hr 

WHIPPLE, S , BERRY, R.L Yankeo Atomic Electric Co 80/05/31 6pp 45821 059* 
45021 064. 


S, Reportable occurrences, LERe & related correspondence 

8008010197 Part 21 rept ro design defect In Automatic Switch Co trlpolnl SB12BMR/ 
TL10A22 pressure switches Surveillance cycle increased from monthly to semimonthly 
& mfg to assist in determining cause of failure 

DEVINCENTISJ, Yankee Atomic Eloclrfc Co 08/04/26 RUSSELL.WT Region 1, Ofc 
of the Director 3pp. 45735 043<45736 , 04S, 

8806010007 PNO-l 08 05lA.licensee determined that tampering w/plant equipment did 
nol occur Interviews w/plant operators showed lhat Individual who made discovery 
was mistaken about switch position as bolna In trip position 
KAUCHER.J , BLOUGH.B Region 1, Ofc of tho Director, 08/05/20. Ip 45719.349 
45710:349. 

8806020318 LER 88 007 00 on 080430, prassurlzer solenoid operated relief valve Inad 
vertently opened, Caused by personnel error. Instrumentation & control testers & tech- 
nicians counseled & Identification of to9t circuits Improved W/80 0527 ltr 
MELLOR.RA., ST LAURENT, NN, Yankee Atomic Electric Co, 00/05/27 3pp. 
45713-354*45713.356. 

8806220201 LER B0 006 on 86051 7, reactor turbine tripped Caused by loss of generator 
field oxcltalion & turbine acceleration due lo apparoni fault on <*126 transmission 
line, Static excltor removed from svc pending Investigation W/880616 ltr. 

MELLOR.R.A., ST LAURENT, N N. Yankee Atomic Electric Co 88/00/16. 3pp. 
45869 285 45869 287 
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8-806230237 PNS I aaOG3on BBOBIB.Massachuselts Stale Police received anonymous 
phone call staling that two Individual's observed to be loading boxes marked “explo- 
sives" Into vehicle & plant name was mentioned in overheard conversalroi 
KEIMIG.R . BEOAMY.R R Region 1, Ofc Ol the Director BQ/06/17 2pp 45946 054- 
45948 055 


DOCKET 50-59 TEXAS A&M UNIV RESEARCH REACTOR 


P Operating license stage documents & correspondence 

8806100244 Forwards summary of RSB subcommittee for reviav/ of NSC experiments & 
r adiotogic a I co n tr o I B80 520 me e 1 1 n g 

JENNINGS, F O Texas A&M Un«v , Collage Station, TX 08/05/10 CHANEY, D Region 
4, Ofc of the Diredor Ip 45778 358 45776,360 

-*6806100255 Summary of RSB subcommittee for review of NSC experiments & radio 
logical control 860520 mealing 

FELTZ.O E Texas ASM UniV , College Stalron, TX 88/05/20 Texas A&M Univ, Col 
lego Station, TX 2pp 4577B 359 45778 360 

8606140386 Forwards minutes of reactor safety board subcommitee for review of nucle 
ar science ctr experiment & radiological control Q 80530 meeting 
JENNINGS.FD Texas A&M Univ , College Station, TX 68/06/07 CHANEY, O Region 
4, Ofc of the Director 2pp 45831 00 1 -45831 004 

-8806140389 Summary of 880530 meeting of reactor safely board subcommittee for 
review of nuclear science ctr experiments & radiological control In College Station TX 
FELT4DE Texas A&M Univ, ColCe^o Station, TX 08/05/30 Texas A&M Univ , Col 
lege Station-, TX 2pp 45831 003 45831 004 


V Operator Examinations 

8805310260 Forwards Rev 2 to "Operator Requalificalion Program, 1 ' per 880422 re- 
quest 

■STRAKA.M Missouri, Univ of, Rolla, MO 88/05/20 Document Control Branch (Doc- 
ument Control Desk) Ip 45719 20S 45719 225 

-0805310337 Rev 2 to "Operator Requalificalion Program " 

* Missouri, Univ of, Rolla, MO 08/05/31 I9pp 45719 207 45719 225 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 


0. Inspection reports, IE Bulletins & correspondence 


6806060241 Forwards Insp Rept 50*124/88 01 on 880404 No violations or deviations 
noted 

COLLINS.DM Region 2, Ofc of tha Director 88/05/24 FURR, A K Virginia Polyloch 
nlc Institute & State Univ, Blacksburg, VA 2pp 45761 001-45761 072 

-8806060245 insp Rept 50 124/80-01 on DB0404 No violations or deviations 
noted Major areas inspected confirmatory surveys of malls transferred from Virginia 
Tech Argonaut Reactor facility to Ipcensea landfill due to decommissioning activities 
KUZO.GB. HOSEY,CM Region 2, Ofc of the Director 88/05/24 9pp 4576t.003- 
45761 072 


DOCKET 50-128 TEXAS A&M UNIV RESEARCH REACTOR 


DOCKET 50-72 UNIV, OF UTAH RESEARCH REACTOR 


H General correspondence 

8806229125 Informs that DK Gehmlich.Associate Doan for Academic Affairs, replaced 
RE Stephenson as reactor administrator effective on 800609 Current membership ol 
reactor safety committee listed 

BENNIQN.J S Utah, Univ of, Salt Lake City, UT 88/05/13 AOAMS.A Standardiza- 
tion & Non-Power Reactor Project Directorate Ip 45869 246 45869 246 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


S. Reportable occurrences, LERs & related correspondence 

0806180096 PNO V-B8 038 on B80612, earthquake occurred on Calaveras Tault within 
50 miles of idenldied facilities All reactors shutdown at time of earthquake No seismic 
trips observed Insp revealed no signs of damage at facilities 
NORTH.H S, YU HAS, (3 P Region 5, Ofc of tha Director 8B/06/13 Ip 45B30 1 06 
45939 106 


DOCKET 50-B3 UNIV, OF FLORIDA TRAINING REACTOR 


Q, Inspection reports, tE Bulletins & correspondence 

9005130010 Responds to NRC 11/ re violations noted in Insp Ropt 50 003/86 01 Correc- 
tive actions scheduled Ar-41 measurement postponed unlil analysis to assure con 
servatism ot present methodology documented & effluent isotopo counting planned 
VERNETSON.W.G Florida. Univ of, Gainesville, FL 80/05/06 Document Control 
Branch (Document Control Desk) 5pp 45740 164 45740 168 

88060201 13 Ack receipt of 8B050B Itr Informing NRC of stops taken to correct violations 
noted fn Insp Rept 50 083/BB-Ot 

COLUNS.DM Region 2, Ofc of the Director 88/05/19 TULENKO.J S Florida, l/niv 
of, Gainesville, FI Ip 45733 31 1 45733 311, 


S. Reportable occurrences, LERs & related correspondence 

8806290012 Final ROon 8 8 040 Occurrence of safety Channel 1 circuit to provide 
proper power indication occurred after return to normal operations on 690401 follow 
fngprovJous failures on 800315 & 10 Caution memo issued to operators 
VERNETSON.WG Florida, Univ, of, Gainesville, FL 88/06/09- GRACE, JN Region 2, 
Ofc of the Director 1 1pp 45950 109 45950 119 


P. Operating license stage documents & correspondence 


8806100244 Forwards summary of RSB subcommittee for review of NSC experiments & 
radiological control 800520 mealing 

JENNINGS.FD Texas A&M Univ, College Station, TX QB/05/10 CHANEY.D. Region 
4, Ofc of the Director Ip 45778 358-45778 360 

-8806100255 Summary of RSB subcommiltea for review of NSC experiments & radio 
logical control 080520 mooting 

FeLTZ.DE Toxas A&M Univ, College Station, TX 88/05/20. Texas A&M Univ, Col- 
lege Station, TX 2pp 45778 359-45770 360, 

8806140366 Forwards minutes of reactor safety board subcommitee for review of nucle- 
ar science ctr experiment & radiological control 8B0530 meeting 
JENNINGS.FD Texas A&M Univ , College Station, TX 08/06/07 CHANEY.D Region 
4. Ofc of tho Director 2pp 4 5831 001 45831 004 

-8006140369 Summary of BB0530 meeting of reactor safety board subcommittee for 
review of nuclear science ctr experiment & radiological control fn College Stalion TX. 
FELTZ,D E Texas A&M Univ, College Station. TX 88/05/30 Texas A&M Univ, Col 
lego Stalion, TX 2pp 45831 003 45831 004 

8806230159 Advises that lorm "exploswo mails" used fn Tech Specs means Class A 
explosives per DOT regulation 49FR Chapter 1 Malls not defined as Class A explo 
bivgs must be roviowed per Tech Spec Sechon 4 6 prior to being placed in reactor 
MICHAELS.TS Slandaraizalion & Non Power Reactor Protect Directorate 00/06/10 
FELTZ.DE Texas A&M Univ , College Station, TX 3pp 45907.190 45907.192 


Q. Inspection reports, JE Bulletins & correspondence 

8806220164 Forwards fnsp Rept 50-120/08 03 on 0BD41 M2. Violations will bo ad 
dressed in separate corf-GBpor.denco 

CALLAN, L J Region 4, Ole ol tho Director. 08/06/13 RICHARDSON.H H. Texas 
A&M Univ , Colioga -Stalion, TX 2pp 45930 018-45930 031 

-8006220167 insp Rept 50-120/QB03 on 88041 1 12 Violation noted Major a/oas 
Inspected been so & radiation proteclion program, radiological surveys Including inde- 
pendent radiation spectrum measurements of reactor Beam Port 1 
CHANEY.H D , BAER.R E Rogion 4, Ofc of tha Oirector 88/05/25 12pp 45930.020- 
45930 031 


DOCKET 50*131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 
REACTOR 


F. Security, medical, emergency & fire protection plans 


DOCKET 50-116 IOWA STATE UNJV. RESEARCH REACTOR 
P. Operating license stage documents & correspondence 


0806030189 Advises that 870604 changes to physical security plan consistent w/provl- 
slons of 10CFR50 54(p) & acceptable 

MURRAY, 0 Region 4, Ofc of tho Di/octor 80/05/26 TURCOTTE.R L Veterans Ad 
ministration Ip 45717*311 45717311 


8606230149 Extends deadline for submittal ot application for conversion from high to 
tow enriched U until 88083 t,ln response to 0005 ID request 
SflStKSiS’iS. Standardization & Non-Power Reactor Project Directorate 08/06/10 
HENDRICKSON, R fowa Slate Univ, Amos, IA 3pp 45907200-45907 202 


8806200095 Advises that chance;, to facility emergency pfan submitted w/ B80303 Itr In 
compliance w/IOCFRDO 54(qj & Industry stds & license conditions & acceptable 
ADAMS, A Standardization & Non Power Reactor Project Directorate 88/06/03 
TURCOTTE.R L Velerans Admin Medical Conler, Omaha, NE 3pp, 45030,266- 
45830 26B 


DOCKET 50-123 UNIV, OF MISSOURI RESEARCH REACTOR-ROLLA 


DOCKET 50-133 HUMBOLDT SAY POWER PLANT, UNIT 3 


R Periodic operating reports & related correspondence 

90520 83 19&7-l088 ( Unrv of Missouri Rolla Nuclear Reaclor Facility" 

45607 ‘ STFIAKAlM ' M,s souri, Univ Of, Rolla, MO 80/03/3t 27 pp 45687 317- 


F, Security, medical, emergency & tire protection plans 

8006010254 Rev 1 to "Humbofdt Say Power Plant Emergency Plan for SAFSTOR,” W/ 
0B0523 Hr 

SHIPPER ,J D Pacific Gas & Eleclnc Co GB/05/23 07pp 45691*250 46681 316. 
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6606240013 informs that portions of Rev 2 to Nov 1986 physical security plan consist- 
ent W/1DCFR50 54(p) & acceptable Util instructed to follow previously approved plan 
for noted Inconsistent portion, per 10CFR73 57 Enel withheld (ref 10DFR73 21) 
SCARANO.RA, Region 5. Ofc of the Director 88/06/16 SHIFFER.J 0 Pacific Gas & 
Electric Co 3pp 45910134 45910136 


P. Operating license stage documents & correspondence 

8B053 10256 Forwards replacement pages for proposed SAFSTOR Tech Specs, Rev 
O.per 880505 discussions w/NRC 

SHIFFER.J O , LOCKE.R F Pacific Gas & Electric Co 88/05/23 Oocumont Control 
Branch (Document Control Desk) 2pp 45718 044-45718 052 

-8805310264 Replacement pages for proposed SAFSTOR Tech Specs.Rov 0 
« Pacific Gas & Electric Co 88/05/23 7pp 45718 046 45710 052 

8606030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available al PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (870413 880514) 88/05/26 

WE1SSMAN.S California, Stale of 3pp 45784 16 6 45784 160 

♦*8109150342 Forwards responses to 010408 Ur to President Reagan ro concerns about 
effects of facility low level emissions, waste storage.Qmergoncy plan inadequacy & 
roximity to earthquake fault VA Hill marked-up responses Included 
ISENHUT.DG Division of Licensing (800428 051 124) 01/08/20 HILL.VA Univer- 
sal Life Church Opp 45704 189 45784 196 

6606140339 Requests NRC concurrence to utilize security seals on spool fuel storage 
pool at plant Uso of seals will simplify annual physical inventory of spent fuel stored m 
pool & minimize radiation exposures to workers & contamination 
SHIFFER.J D Pacific Gas & Electric Co 80/06/06 Document Control Branch (Docu- 
ment Control Desk) 2pp 45826 359 45026 360 

8006290163 Forwards Westinghouse Ownors Group Notification Ltr OG BB 21, Identify 
ing midloop concerns.per Generic Ltr 87 12, “Loss of RHR While RCS Partially Filled" 
& 880428 meeting agreement 

NEWTON, R A Westmghouso Operating Plants Owners Group 08/06/20 

HODGES, W Reactor Systems Branch 7pp 45973 338 450/3 344 

8806300229 Forwards request for addl Info ro use of tamper indicating security seals on 
spent fuel storage pool to allow change from prosenl annual inventories of SNMs to 
Invontorfos every 5 yrsjn response to 880606 Ur 

ERICKSON, P B Standardization & Non Power Reactor Project Directorate 08/06/21 
SHIFFER.J D Pacific Gas & Eloctnc Co 4pp 45975 341-45975 344 


G. Inspection reports, IE Bulletins & correspondence 

0805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 T Ra- 
diographic Exposure Device " Svc list oncl 

BURNETT, R r Division of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158-45603 277 

8605240090 Suppl 1 to NRC Info Notice 07 061, “Failure of Westmghouso W*2Type 
Circuit Broaker Celt Switch os " Svc list unci 

ROSSI, C E, Division of Oporalionol Events Assossmont (Post 870411) 08/05/31 
Consolidated Edison Co of Now York, Inc I20pp 45683 030 45683 157 

8805240216 NRC Info Notice 80-034, “Nucloar Mall Control & Accountability of Nonfuol 
SNM al Powof Reactors " Svc list oncl 

ROSSLCE Division of Operational Events Assessment (Post 0704 1 1 ) 80/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 180 45790 308 

8805270306 NRC Info Notice 88 035, "InadoquatG Licensee Performed Vendor Audits " 
Svc list end 

ROSSI t CE Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of Now York, Inc, 120pp 45790 068 45790 107 

8806020047 NRC Info Notice 08 036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation M Svc fist oncl, 

ROSSI.C E Division of Operational Events Assessment (Posl 070411) 8B/06/00 
Consolidated Edison Co or Now York, Inc 120pp 45965 152-45965 271 

8806090301 Suppl 2 to NRC Bulletin 07-002, “Fastener Tosling to Determine Conform- 
ance W/Applicablo Matf Specs " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Posl 070411) 80/06/10 
Consolidated Edison Co. of Now York, fnc 120pp 45916 208 45916 327 

8806000025 NRC Info Notlco 88 037, “Flow Blockage of Cooling Water to Safety Sys 
Components." Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/06/14 
Consotldated Edison Co of New York, Inc 125pp 45946 001-45946*125 

8606060211 NRC Bulletin 08 006, “Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 00/06/14 
Consolidated Edison Co of Now York, Inc lOOpp 45935 21 1 45935 310 

6808090194 NRC Info Notice 88 036, “Failure of Undervoltage Tup Altachment on GE 
Circuit Breakers " Svc fist oncl 

ROSSLCE Oivision of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 126 45946*236 

8606150013 NRC Bulletin 88 007, “Powor Oscillations in OWRs “ Svc fist end 
ROSSLCE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co or New York, fnc 1 1 4pp 45929 1 15-45929 228. 

6806150186 Suppl 1 to NRC Bulletin 88-005, “Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Wiltiamstown.NJ " Svc list oncl 
ROSSI ,C, E Division of Operational Events Assossmont (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

8806200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of New York, Inc 108pp 46977 207-45978033 


0806200306 NRC Info Nolicd 00 043, "Solenoid Valve Problems ,r Svc lisl end 
ROSSI.C E Division of Operational Events Assessment (Post 87041 1) 80/06/23, 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


S. Reportable occurrences* LERs & related correspondence 

8006200323 LER 08 002 00 on 880521,gas treatment sys actuated Caused by degrada- 
tion of resistor in 66 ft elevation Isolation monitor due to aging Resistor replaced & 
Isolalion monitors not required will be layed up for SAFSTOR period W/ 6 80620 ltr 
RIGNEY.P E , SHIFFER.J D Pacific Gas & Electric Co 88/06/20 4pp 45945 095- 
45045 098 


DOCKET 50-141 STANFORD UNIV. RESEARCH REACTOR 


p. Operating license stage documents & correspondence 

0006130188 Informs of planned demolition of Ryan Lab on Stanford campus Lab once 
housed pool reader which was shutdown In 1973 & decommissioned by NRC on 
B30621, terminating license 

FINSTON.R A Stanford Umv. Slanford, CA 88/06/01 California, State of 3pp 
45794 120 45794 130 


DOCKET 50*142 UCLA TRAINING REACTOR 


F, Security, medical, emergency & fire protection plans 

8000200274 Partial response lo FOIA request for documents Forwards App E 
documents App D & E documents available in PDR 

GRIMSLEY.DH Division of Rules & Records (070413-880514) 88/06/03 

AFTERGOOD.S Committee to Bridge tho Gap 4pp 45050 001-45858 2B6 

-88062 10059 Forwards revised security plan & replacement pages for App A to replace 
740821 original text of security plan & to replace 740829,1020 & 1127 llrs of correc- 
tions & additions 

HICKS.TE California, Unlv of, Los Angeles, CA 75/00/20 GIAMBUSSO.A Division 
of Reactor Licensing (NHR 1975 only) Ip 4585B 108 45858 10B 

-9306210070 Sanitized Hr submilling revised security plan for nuclear energy lab at 
UCLA per 10CFR50 34 & 73 40 

HICKS.TE California, Univ of, Los Angelos, CA 75/00/20 GIAMBUSSO.A Division 
of Reactor Licensing (NRR-1975 only) 0pp. 45850 109 45858 1 16 

-0906210160 Informs that UCLA security plan unacceptable w/ respect to ono Hem Enel 
nolico should be forwar-dod to llconsoe 

HOUSTON.R W NRC No Detailed Affiliation Given 75/09/05 LEAR.G £. Oporaling 
Reactors Branch 3 (Pre 790625) 2pp 45850 124 45058*125 

-8006210161 Informs that proposed revs, did 750620 & 0715, to security plan for UCLA 
training roactor acceplablo except for provision described In oncl Requests rosponsa 
within 30 days 

GOLLER.KR Oivision of Reactor Licensing (NRR-1975 only) 75/09/25 HiCKS.TE 
California, Univ of, Los Angelos, CA 2pp 45058,126 45058 127, 

-8806210166 Forwards replacement pages for revised security plan for UCLA training 
roactor dtd 750620. to correct error on page 7 & to updato subj plan 
KASTENBERG.W.E California, Univ of, Los Angelos, CA 75/10/21 GOLLER.KR 
Division of Roactor Licensing (NRR-1975 only) 3pp 45B58.120 4505B 130. 

-8006210160 Submits physical security plan for nuclear energy lab at UCLA per 
1QCFR73 40 

KASTENBERG.WE California, Univ, of, Los Angelos, CA 76/04/01 RUSCHE.0 C 
Office of Nucloar Roaclor Rogulalion, Director 8pp 46050 131*45858 138 

-0006210197 Informs that UCLA 760401 proposed change to security plan meets re 
quirements of 10CFR50 34(c) & 10CFR73 40 & acceptable 

HOUSTON.R W Industrial Security & Emergency Planning Branch 76/05/11 
LEAR.G E Operating Reactors Branch 3 (Pre 790625) Ip 45850 139 46858:139 

-8006210200 Evaluation of UCLA security plan 
VAN NIEL.CR Industrial Security & Emergency Planning Branch 76/05/10 2pp 
45B5G 140-45056 141 

-8006210203 Forwards figures & replacement for Page 14 of App A of 760401 revised 
security plan for UCLA training roactor 

KASTENBERG.WE California, Univ. of, Los Angelos, CA 76/05/26 RUSCHE.BC 
Office of Nuclear Reactor Regulation, Director 28pp 45050 142-45858*1 B9. 

-8806210208 Requests approval of 760401 proposed changes to security plan (or 
UCLA training reactor tor reasons listed 

KASTENBERG.WE, California, Umv of, Los Angeles, CA 76/00/09 RUSCHE.BC 
Office of Nuclear Roactor Regulation, Olroctor 2pp 45860 170-45058 171. 

-8806210209 Evaluation of UCLA security plan 
VAN NIEL.CR Industrial Security & Emergency Planning Branch 76/07/12. Ip 
458G8 172 45858 172 

-8806210287 Forwards draft security plan for UCLA nuclear onergy lab 
CATTON.I California, Univ of. Los Angeles, CA 76/09/30 HUSCHE.B C Office of 
Nuclear Reactor Regulation, Director 23pp 45850 164-45850 206 

-'■8806210334 Submits revised physical security plan for nuclear energy fab at UCLA as 
required by 10CFR73 40 

CATTON.I California, Umv of, Los Angeles, CA 77/01/20 RUSCHE.BC, Office ol 
Nuclear Reactor Regulation, Diroctor 22pp 45850 212-45058*233 

-8006210353 Informs that licensee 770120 changes lo security plan for UCLA nuclear 
energy lab not acceptable Statement for Iransmiltal to licensee, identifying areas that 
must be changed.encl 

CLARK.RA Assistant Director for Reactor Safeguards 77/03/31 LEAR.G E Operat- 
ing Reactors Branch 3 (Pro 700625) 2pp 45050 234 45858 235 
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-88C6210361 Forwards results of evaluation of UCLA 770120 security plan 
MCPEEK.EW Assistant Director for Reactor Safeguards 77/03/31 CLARK.FtA As- 
sistant Director for Reactor Safeguards 2pp 4 5-0 58 236-4585B 238 

-8806210367 Forwards Amend 1 to 770120 security plan in response to NRC 770412 
Hr 

CATTON.I California, Unlv of, L03 Angeles. CA 77/05/13 CASE.E G Office of Nu- 
clear Reactor Regulation, Director 5pp 45858 239 45859 243 

-8806210375 Forwards Amend 2 of 770120 security plan for UCLA reactor Requests 
to replace pages & make addition referred to in end Cation transmittal Itr. 

BROWN.H. V California, Umv of, Los Angeles, CA 77/08/31 CASE.E G Office of 
Nuclear Roactor Regulation, Director ip 45B58 244-45859 244 


-8806210382 Forwards Amend 2 to licensee 770120 security plan 
CATTON.I California, Umv of, Los Angeles, CA 77/08/24 CASE.E G Office of Nu 
clear Reactor Regulation, Director fipp 45958 245-45858 252 

-8808210389 Forward's revised security plan for licensee reactor 
BROWKHV California, Unlv of, Los Angeles. CA 79/03/13. CASE.E G Office of 
Nuclear Reactor Regulation, Director. Ip 45858 253 45859 253 

-8886210397 Forwards Amend 3 to licensee 770129 security plan 
CATTON.I, California, Untv of, Lea Anqeles, CA 78/03/10 CASE.E G Office of Nu- 
clear Reactor Regulation, Director, Ip 45858 254-4S85B 254 

-8806210410 Submits Amend 3 to physical security plan for nuclear energy fab at 
UCLA per 10CFR73 40 

CATTON.I California, Unrv of, Los Angeles, CA 77/01/20 Office of Nuclear Reactor 
Regulalfon, Director 0pp 45858 255-45858 262 

-0006210442 Forwards proposed Amend 3 to reactor security plan for License R-71 In 
response to verbal questions from NRC 

BROWN, H V. California, Univ of, Los Angeles, CA 78/07/06 CASE.E G Office of 
Nuclear Reactor Regulation, Director Ip 45958 263 45050 263, 

-8808210457 Discourses on proposed Amend 3 1o physical security plan & requests 
approval of subj amend as submitted 

CATTON.I California, (Jnfv of, Los Angeles. CA 79/97/93 CASE.E G Office of Nu- 
clear Reactor Regulation, Director 2pp 45B58 264-45858 205 

-8806210473 Forwards evaluation of UCLA amended security plan w/ recommendation 
that amend be accepted provided certain mods made which would effectively dison 
□ago reactor control panel when control room not occupied by Lovof A personnel 
SINISGALU.AA Assistant Director for Reactor Safeguards 78/08/03 CLARK, R A 
Assistant Director for Reactor Safeguards 4pp 4506B2QQ 45858 26 & 

“9808210461 Forwards Itr from Director of UCLA nuclear energy lab answering ques 
tlons ro soil protection (K>CFR73.6b) in NRC Itr 

BROWN.H V California, Unlv. of, Los Angeles, CA 79/09/17 CASE.E, SINJSGALLI 
Office of Nuclear Reactor Regulation, Director. Ip, 45059 270 45059 270, 

-8806210516 Submits Amend 4 1o physical security plan for nuclear energy lab at 

CATTON.I California, Untv. of, Los Angeles, CA 77/01/20 Office of Nucfear Reactor 
Regulation, Director Spp 45953 278-45858 298, 


-8806220105 Forwards replacement Page 15 of App A of revised security plan for 
UCLA training reactor did 760401 

CATTON.I California, Umv. of, Los Angales, CA 76/00/03 RUSCH.B C Office of Nu 
clear Reactor Regulation, Director 2pp 45850:173 45059 183 


8806240079 Partial response to FOIA request for documents App F documents and & 
available in PDA 

GRIMSLEY.DH Division of Rules & Records (870413-680514) 89/06/13 

AFTERGOOD, S Committee to Bridge the Gap. 2pp 45946-245-45947*029. 


-8B06240097 Forwards memo to CE Ashbaugh advising of rev to security plan Campus 
police will receive annually abrcviated course Includmg.radiatlon & emergency proco- 


8ROWN.HV, California, Univ of, Los Angelos, CA 76/06/16 ENGELKEN.RH 
Region 6, Ofc of the Director. Ip 49946‘252-4 594 6 262, 


-8806240093 Forwards Safeguards Insp Repts 60-142/75-03 & 70 0223/75 01 on 
750520 

RIZZOLO.V.N. Region 5, Ofc of foe Director. 75/06/19 THORNBURG, H.D Ofc of In- 
spection & Enforce men!. Ofo of the Director Ip 45946263 45046 276. 


“6808240096 Ack receipt of 760820 response to 760813 Itr re physical protection Insp, 
RIZZOLO.VN Region 5, Ofc of the Director. 76/08/24, CATTON.I California, Univ 
Of, Los Angeles, CA, Ip, 45949 270-45946 279, 


~ & ,£?£ 24M99 Disc usses special, unannounced, physical security fnsp on 760729 A 
30 .Security plan for facility In process of being revised to Incorporate all previously 
approved changes A new mods, 

CATTON.I California, Univ, of, Los Angolas, CA. 76/08/20 RIZZOLO.V.N Region 6, 
Ofc of the Director 2pp 45046:280 45946324 


-8806290242 Forwards safeguards Insp repls for jnsps conducted during 1975*1993 All 
EP/S?'," proprietary Info except for Rept SO 142/83-02, 

NOROE RHAUG.LR Region 5, Ofo of the Director 84/02/29. WOODHEAD.C, Office 
of the Executive Legal Director (Pre 860701). Ip 45946*325-45947*029. 


B8061 40272 Forwards "Rept of UCLA Reactor Decommissioning, Guide (or Phase 
II.Fmal Phase" Rept covers removal of remaining structures Expeditious review to 
enable distribution of request tor proposal to prospective contractors requested 
MCLAUGHLIN, J E California, Umv of, Los Angelas, CA 88/06/10 ADAMS, A Docu- 
ment Control Branch (Document Control Desk) 2 pp 15823 110 45023 132 

-8806140275 "Repl of UCLA Reactor Decommlssioning.Guide for Phase If, Final 
Phase " 

* California, Umv of, Los Angeles, CA 80/06/09 21 pp 45B23 112-45823 132 

88Q62S0020 Forwards Pages 6,12,15 & 16 for placement in Phase II plan for former 
reactor facility sent on 860610 Editorial changes made to pages 
MCLAUGHLIN, J E California, Umv of, Los Angeles, CA 88/06/21 ADAMS.A NRC 
No Detailed Affiliation Given 6pp 45942 272 45942 277 

0606280078 Forward's revised pages for Phase II plan for former reactor facility Some 
editorial corrections made on Pages 6,12,15 A 16 

MCLAUGHLIN, J E California, Umv of, Los Angolas, CA 88/06/21 ADAMS.A Docu 
monl Control Branch (Document Control Desk) 6pp 45942 308 45942 313 


O Inspection reports, IE Bulletins & correspondence 


8806240079 Partial response to FOIA request for documents App F documents end & 
available in PDR 

GRIMSLEY.DH Division of Rules & Records (870413 880514) 88/06/13 

AFTERGOQD.S Commltleo 10 Bridge tho Gap 2pp 45946 245 45947 029 

-8006240084 Ack receipt of 780816 response to 750529 notice of 
v^latlon Understands that necessary irainmg of police officers will be completed In Jul 

ENGELKEN.R H Region 5, Ofc of the Director 88/06/24 BROWN.H V California, 
Umv of, Los Angolas, CA Ip 45946 251 45946,251 

-8806240093 Forwards Safeguards Insp Repls 50 142/75 03 & 70 0223/75 01 on 
750520 

RIZZOLO.VN Region 5, Ofc of the Director 75/06/19 THORNBURG, H.D Ofc of In- 
spectlon & Enforcement, Ofo oflho Drrector Ip 45946 263-45946 270 

-8808240096 Ack receipt ol 760020 response to 760813 fir re physical protection Insp 
RIZZOLO.VN Region 5, Ofc of the Director 76/08/24 CATTON.I California, Unlv 
of, Los Angeles, CA Ip 45946 279-45946 279 

-6906290242 Forwards safeguards insp repts for msps conducted during 1975-1983 All 
rept9 may contain proprietary info oxcopt for Rept 50-142/83-02 
NuRDERHAUG.LR Region 5, Ofc of the Director 04/02/29 WOODHEAD.C Office 
of the Executive Legal Director (Pre 860701) ip 45946 325 45947 029 


DOCKET 50-146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


CL Inspection reports, JE Bulletins & correspondence 

8806060209 Forwards Insp Ropt 50 164/80 01 on 880427-29 & 0503 & notlco of viola- 
tion 

BELLAMY.RR Region 1, Ofc of tho (Director 8B/05/27 HEWARD.R W Saxton Nu 
clear Experimental Corp 3pp 45764 OBI 45764 093 

-8806060211 Nolle© of violation Irom insp on 880427-29 & 0503 Violation noted failure 
to maintain records showing result ol radiological surveys 
4 Region 1, Ofo of the Director 80/05/27 Ip 457G4 084-45764 0B4 

-0008060214 Insp Rept 50 140/8B 01 on 880427 09 &0503 Violations noted Major 
areas Inspected review of radialion protoclion aclivitfes associated w/deconlaminatlon 
of Saxton Nuclear Experi mental Corporation 

WEADOCK.A, SHABANSKY.MM Region 1, Ofc of the Director. 68/05/25 9pp 
45764 085 45764 093 


DOCKET 60*150 OHIO STATE UNIV RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

8806060154 Forwards responses 1o questions ra conversion to low onrlchmont U 
fuel Modified Tech Specs which reflect initial operation w/low enrichment U at current 
10 kW steady slato thermal power level also end 

REDMOND, RF. Ohio State Unlv, Columbus, OH 00/05/06 MICHAELS, T S Stand- 
ardization & Non-Power Reactor Project Directorate 20pp 45753 051-45763 070 


Q. Inspection reports, IE Bulletins & correspondence 


8606170218 Forwards Exam Rept 50-150/OL-88 01 of exam administered during wk of 
080502 Exam & answer key for senior reactor operator also end 
WRIGHT.G.C Region 3, Ofc oMho Director 88/06/10 TZAGOURNIS.M Ohio State 
Unlv , Columbus, OH 2pp. 45047*167-45047.216 


P. Operating license stage documents & correspondence 

8806200274 Partial response lo FOIA request for documents.Forwarda App 
A e documents available In PDR. 

^Diyisian of Rules &. Records (870413 880514), 08/OO/( 
AFTERGOOD, S. Commitlee lo Bridge the Gap. 4pp 45858 001-45858 296. 

*? su ^ s r8V few of reactor fuel status re sell-protection cri 
non of 10CFR73.6,b Lock procurement to Implement Stage 1 Implemented Immediai 

0 ’-/S 3 A JS«les. CA. 78/08/17. CASE.E.G , SINfSGAl 
Office of Nuclear Reactor Regulation, director 2pp, 46858*271 -45856:277. 


-8806170225 Exam Ropt 50-1 50/OL-80-01 on 880503 04 Exam results both candi- 
dates passed exams. 

DA MON, D J , JORDAN, MJ Region 3, Ofc of (he Director 88/06/08 47pp, 
45847 169 45047 215 KK 


V. Operator Examinations 


8806170218 Forwards Exam Rept 50 150/OL-88 01 of exam administered during wk of 
880502 Exam & answer key for senior reactor operator also end 
WRIGHT, GC Region 3, Ofc of the Director 08/06/10. TZAGOURNIS.M Ohio State 
Umv, Columbus, OH. 2pp 45847167 45847 215 
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-0806170525 Exam Rept 50 150/OL-88 01 on 0805 03 04 Exam results both candr 
dates passed exams 

DAMON, DJ„ JOHDAN.MJ Region 3, Ofc of the Director 88/06/08 47pp 
45047 169 45047 216 


DOCKET 50*155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plans 

8606070247 Forwards Safety fnsp Rept 50-155/08 06 on 880321 25 No violations 
noted Acceptability of certain engineering analyses to satisfy App R criteria remains 
undetermined pending further review by NRR 

HARRISON.JJ Region 3, Ofc of the Director 80/05/10 HEINS.G L Consumers 
Power CO 2pp 45770 100*45770 135 

-6806070250 fnsp Rept 50 155/00 06 on 800321 25 & 0503 No violations noted Major 
areas inspected licensee action on previous insp findings & selective assessment of 
license compliance w/ Sections III G & L of App R 

ULIE.JM, FRESCO, A, PARKINSON. K Region 3, Ofc of the Director 08/05/16 
34pp 45770 102 45770 135 

8606090142 Rev 10 to Site Emergency Plan Implementing Procedure EPJP 5£. “Coro 
Spray Sampling & Estimating Less Than 10% Coro Damage M 
NOBE.MA Consumers Power Co 88/05/25 13pp 45766 290*45766 303 

6606010303 Forwards scenario for emergency plan exercise on 880719 Comments 
must be submitted by 800024 to allow for mod of packago & adequate controller 
preparatlon.Revised packages will bo supplied to NRC Insp staff during entrance 
mooting 

JOHNSON, 0D Consumers Power Co 80/05/27 Document Control Branch (Docu 
ment Control Desk) Ip 45603 278 45683 278 

8806210223 Advises that review of 880505 scope & seven objectives for plant plan 
emergency exercise scheduled for 000719 acceplable Further comments will be pro 
vlded In 2 to 3 wks before exercise 

SHAFER, WD Region 3. Ofc of the Director 80/06/13 HOFFMAN.D P Consumers 
Power Co Ip 45845 360 45846 360 

880B280057 Rev 86 to Vo) 9, “Site Emergency Plan " 

HO0E,M A Consumers Power Co 80/06/ 13 43pp 45964 001*45064 041 

6806230078 Vol 9 table of contents, Rev 86 to plant manual site emergency plan, 

* Consumers Power Co 80/06/15 2pp 45902 191-45902 192 

6606280196 Forwards Rev A of NRC draft Insp Procedure 82412, "Emergency Re 
sponse Facilities Evaluation, 1 " which will bo utilized by Insp team evaluating emergency 
facilities on 000718 21. 

SHAFER, W.D Region 3, Ofc of the Director 00/06/17. HOFFMAN.D P Consumers 
Power Co 39pp 45942.319 45942 , 357 


J. insurance & Indemnity Information 

6006070169 Forwards Endorsement 117 1o NELIA Policy NF-117 
FROUNFELKER.R Consumers Power Co 80/05/19 DINITZJ NRC - No Detailed Af- 
filiation Given 3pp 45745 040 45745 050 


P. Operating license stage documents & correspondence 

6606010040 Forwards “Simulation Facility Plan for Big Rock Point to Moot 
10CFR65 45(b), 11 assessing simulation noeds for training & testing of plant operators 
FRISCH, R R Consumers Power Co. 08/05/26 Document Control Branch (Document 
Control Desk) 2pp 45733 037-45733 074 

-0006010066 “Simulation Facility Plan for Big Rock Point to Moot 10CFR55 45(b) " 

* Consumers Power Co 00/05/26 36pp 45733 039 45733 074 

8606090306 DIscusbqs reactor depressurization sys full stroke tasting commitments 
from 800602 telcon Util will Inspect Internals of one depro99urizing valvo each refuel- 
ing outage Tech Spec changes & ASME Code relief roquost will bo submitted 
SORDINE, TC Consumers Power Co 08/06/03. Document Control Branch (Docu 
ment Control Desk) Ip 45794*086 45794 086 

8606160344 Forwards safely ©valuation supporting util responses to Generic Ur 83* 
28, Item 2 1 (Part 1), “Equipment Classification ” Item 2 1 considered resolved 
SCOTT, WE Project Directorate IIM. 80/06/06 BERRY, K W Consumers Power Co, 
3pp. 46823 340 45823:345 

-8606160354 Safoty evaluation supporting util responses to Generic Llr 03-20, Horn 2 1 
(Part 1), "Equipment Classification." 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/06, 3pp 
45023'343*46023.345 

6606200149 Forwards NRC 880601 Itr to MJ Kirby, Chairman Util Simulation Facility 
Group for Info & use, Requests attention to actions called for by each group member 
util to obtain NRC approval of plant specific simulation facility 
FAIRTILE.M. Project Directorate 1*3 80/00/06 PAPANIC.G Yankee Atomic Electric 
Co 2pp 45044:218*45044*219. 

-8806130317 Comments on review of Mar 1908 Rev 2 to "Guidance tor Development 
of Simulation Facility to Meet Requirements of 10CFR55 45" Rev satisfactorily ad* 
dresses majonty of questions & concerns raised during 871207 meeting W/ancI 
HANNON,JN. Operator Licensing Branch 00/06/01 KIRBY, MJ. Utility Simulation Fa* 
cllity Group. KIRBY, M J. Southern California Edison Co 6pp, 45044 220-45B44 224. 

8006200060 Forwards F Miragfla 680527 memo for review & requesls proposed prior* 
Itlos for actions on project manager rept by C O E3 000600 

MULLER, DR, Project Directorate IIM. 88/06/07 Project Directorate 111-1 2pp 
45030 238-46030*265 

-8806060206 Discusses updating project managers rept (PMR) In accordance w/now 
priority ranking sys Mods have Deen made so that PMR will now accept now priority 
data Old priority data will be deleted during wk of 000530 Sample data formal end 
MIRAGLIA,F.J Associate Director for Projects (Post 870411) 80/05/27, Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 3pp 45830 240-45030 242 


~8 B062001 04 Discusses priority ranking for review efforts Priority ranking sys developed 
primarily for use in licensing action process but encompasses most expected 
activities Examples of actions/issues within each prioritization category end 
MURLEY,TE Office of Nuclear Reactor Regulation, Director (Post 670411) 88/04/ 
29 MARTIN,! T Associate Director for Inspection & Technical Assessment (Post 
87041 1) MIRAGUA.FJ Associate Director for Projects (Post 870411) 12pp 
45830 243 45030 265 

0606230340 Forwards EG&G Technical Evaluation Rept EGG PHY 8079, “Tehcnlcal 
Evaluation Rept (or Evaluation of Updated Offsite Dose Calculation Manual (Updated 
Through 870827) Big Rock Point Plant " Util should respond to noted discrepances 
SCOTT.W E Project Directorate fll-1 88/06/10 BERRY, KW Consumers Power Co 
3pp 45900 190 45908,229 

-8B05 170255 "Technical Evaluation Rept for Evaluation of Updated Offsite Dose Calcu 
latfon Manual (Updated Through 870827), Big Rock Plant ” 

SERRANO, W , YOUNG, T E EG&G Idaho. Inc (subs ot EG&G, inc ) SERRANO, W 
Idaho National Engineering Laboratory FIN D 6034, EGG-PHY 8079 80/04/30 NRC 
* No Detailed Affiliation Given 36pp. 45908 193*45900 228 

0806210210 Forwards background info on overflight restrictions al nuclear power 
facilities FAA & NRC have no formal restrictions re commercial overflights NRC re 
views flight paths on case by-case basis for each facility 

BUCKLEY, JT Technical Roview Branch 80/06/13 BALLARD, R L Technical Review 
Branch 2pp 45914 012*45914 075 

-8101160171 Discusses use of facility fl3 practice bombing targot Requests that Big 
Rock Point be removed from practice targot list Nuclear installations should nol be 
used as practice targets 

PRICE.HL Atomic Enorgy Commission 63/11/29 BETTS, A W Air Force, Dept of 
2pp 45914 023 45914 024 

-8101160163 Responds to AEG 631129 memo re use of nuclear reactors as practice 
targets Facility will rot be used for target practice effective 631212 
CROWS ON, D L Air Forca, Dept of 63/12/24 PRICE.H L Atomic Energy Commis- 
sion Ip 45914 025 45914 025 

-8101160143 Ack receipt of 631224 memo, stating that Air Force will not continue use 
of atomic reactors as practice targets 

PRICE.HL Atomic Energy Commission 63/12/26 CROWSON.DL Air Force, Depl 
Of Ip 46914 026 45914 026 

-0808210220 Advises that author has signed attached memo (or Info re overflights al 
subj plant Author in procoss of getting copies of correspondence w/MLC Price will bo 
informed of problem & that further dleusslon w/MLC nocessary 
LOW.D NRC - No Detailed Affiliation Given 71/01/15, MORRIS, PA NRC * No De- 
tailed Affiliation Given 3pp 45914 029 45914 032 

-0806210224 Requests mooling to discuss proposed answers to util questions re mill 
lory flights over reactors Util wants 1o know how fong military has been using aroa 
around subj plant for making simulated teat runs In unarmed B*52s 
BOYD.R S Atomic Energy Commission 71/01/27 MORRIS, P, A Atomic Energy Com- 
mission Ip 45914 033 45914 033 

-8806218229 Submits rept ro plant overflights for Info Military tracking stallon provided 
listed data averaged over 6 monlhs.Util has son! Itr to Congressman Ford requesting 
assistance In stopping or limiting ovorflrghts 

LOW.ID Atomic Energy Commission 71/01/14 MORRIS, PA Atomic Enorgy Com- 
mission 4pp 45914 034*45914 040 

-8103020332 Forwards draft US Air Force Hr to HL Price re flying on Interim Bayshoro 
route resumption about 710701 & JH Campbell (CPC) 710603 response io Air Force 
710519 risk analysis ro accident Involving aircraft & facility 

MAC VEAN.C.R Defense, Dept of 71/06/09 BOYD,R S Atomic Energy Commis- 
sion 3pp 65080 229 65000 232 

—6806210259 Discusses encl proposed Air Force press release on resumption of low 
love) Strategic Air Command flights near plant Nothing said re proximity of plant or 
plannod eventual roulo relocation Requests comments by 71 0009 
GRIMES, B. Atomic Enorgy Commission 71/00/04, MORRIS, PA Atomic Enorgy Com 
mission 4pp 45914 072 45914 075 


Q Inspection reports, IE Bulletins & correspondence 

8006070247 Forwards Safety Insp Rapt 50-155/88 08 on 800321*25 No violations 
noted Acceptability of certain engineering analyses to satisfy App R criteria remains 
undetermined pending further review by NRR. 

HARRISON.J J. Rogion 3, Ofc of the Director 00/05/18 HEINS.G L Consumers 
Power Co. 2pp 45770 100*^15770.135 

-6006070250 Insp Rept 50*155/80 00 on 080321-26 & 0503 No violations noted Major 
areas Inspected licenses action on previous insp findings & selective assessment of 
license compliance w/ Sections III G & L of App R 

ULIE.JM,, FRESCO, A, PARKINSON.K Region 9, Ofc of the Director. 80/05/16 
34p p, 45770 102 45770 135 

8805240026 NRC Info Notice 08-033, “Recent Problems Involving Mode) Spec 2-T Ra- 
diographic Exposure Device " Svc list encl 

BURNETT.R.F Division of Safeguards & Transportation (Post 870413). 08/05/27 
Consolidated Edison Co. of New York, Inc 120pp 45603 168*45683 277 

8B06010303 Forwards scenario for emergency plan exercise on 880719 Comments 
must be submitted by 800624 to allow for mod of package & adequate controller 
preparation Revised packages wilt be supplied to NRC Insp staff during entrance 
meeting 

JOHN50NJ3 D Consumers Power Co 08/05/27 Document Control Branch (Docu- 
ment Control Desk) ip 45683 278-45603 278. 

8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Westmghouse W-2*Typa 
Circuit Breaker Cell Switches " Svc list end, 

ROSSI, C E Division of Operational Events Assessment (Post 070411). 88/05/31. 
Consolidated Edison Co of New York, fnc. 120pp 45683 038 45683 157 
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0005-240215 NRC Info Notice 88 034, "Nuclear Matl Control 1 & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

FOSSI.CE Division of Operational Events Assessmenl {Post 870411) 88/05/31 
Consolidated Edison Co of New York. Inc 122pp 45790 188*45790 308 

8BO0100TO4 Forwards response to IE Bulletin 85 003,Suppi 1, including design basis for 
operation of added valvo & 160 day schedule for completion of items b-d of bulJelm & 
NRC 0805 f 1 request for addl info on original JE Bulletin 85 003 
BERRY, KW Consumers Power Co 88/06/02 Document Control Branch (Document 
Control Desk) 13pp 45813017-45818 045 

-eeoei 00100 Rev 30 to Procedure 73 0 22, "ECCS Valve Tests " 

HORONJO Consumers Power Co 88/04/06 16pp 45018 030 45818 045 

8605270306 NRC Info Notice 88 035, 'inadequate Licensee Performed Vendor Audits" 
Svc fist end 

ROSSI, CE Division ot Operahonal Events Assessment (Posl 870411) 00/06/03 
Consolidated Edison Co of New York, Inc 120pp, 45790068-45790 187 

00O6O2OO47 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory Ourmg 
low Coolant Level Operation ’’ Svc list end 

ROSSI.CE Division Of Operational Evenls Assessment (Post 870411) 88/06/06 
Consolidated Edison Co of Now York, Inc 120pp 45965*152-45965 271 

8806150438 Subnets analysis results for gross betaJntium.Sr 89 & Sr-90 from liquid 
samp le split on 87 1 2 1 8 

FRISCH.R R Consumers Power Co 88/06/08 Document Control Branch (Document 
Control Desk) Ip 45838014 46838 014 

B6O609O3O1 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform 
ance W/ Applicable Mall Specs " Svc list end 

ROSSI.CE Division of Operational Evenls Assessment (Posl 870411) 88/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208-45916 327 

8808080025 NRC fnfo Notice 88-037, "'Flow Blockage of Coding Water to Safety Sys 
Components ’* Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 0 0 1 45946,125 

8006080211 NRC Bulletin 88 006, "Actions To Be Taken for Transportation ot Model 
Spec 2-T Radiographic Exposure Devrce " Svc list end 

BURNETT, RF Division of Safeguards & Transportalion (Post B70413) 08/06/14 
Consolidated Edison Co of New York, Inc ICBpp 4593 5 21 1-45935318 

8006090194 NRC fnfo Nolica 88 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers ” Svc list unci 

ROSSI.CE Division of Operational Events Assessment (Rost 070411) 80/06/15 
Consolidated Edison Co of New York, Inc Jllpp 46946 1 26-4594 6 2 3 6 

B806150013 NRC Bulletin 80 007, "Power Oscillations fn 0WR$ " Svc hsl end 
ROSSI.CE Division of Opera lional Evenls Assessment (Post 870411) 38/06/ 15 
Consolidated Edison Co of New York, fnc 1 1 4pp 45929 115 45929.228 

8 8 06 ISO IBB Suppf 1 to NRC Bulletin 8fi 005, "Nonconforming Matts Supplied by Piping 
Supplies, Inc al Folsom, NJ & Weal Jersey Mfg Co ftl Wiflia ms town.NJ '* Svc list encf 
ROSSI.CE Division of Operational Events Assessmenl (Post 870411) 88/06/15 
Consolidated Edison Co of Naw York, Inc 120pp 45965 D32-45965,151 

8CO623O09O Provides summary of safety valve low lift settings per request at exit meet- 
ing ra 880502 insp of steam drum re leaf vatvo touting conducted during 1980 resoling 
outage 

FRISCH.R R Consumers Power Co 83/06/17 Document Control Branch (Documenl 
Control Desk) 2pp 459 48 111-45948 112 

8806280198 Forwards Rev A -of NRC draft Insp Procedure 82412, "Emergency Re 
sponse Facilitios Evaluation,” which wilt be utilized by insp team evaluating emergency 
faci !iti os on 880718-21. 

SHAFER.WD Rogfon 3, OJc of Ihe Director, 88/06/17 HOFFMAN,D P. Consumers 
Power Co 39pp 45942 319 46942057. 

800620005 1 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svc list end 

ROSSI.CE Division 01 Operations) Events Assessment (Post 070411) 88/06/23, 
Consolidated Edison Co of New York, Inc 108pp 45977 287 45978 033 

8606200306 NRC Info Notice 88 043, "Solenoid Valve Problems" Svc list end 
ROSSI.CE, Division of Operational Events Assessmom (Post 670411) 88/06/23 
Consolidated Edison Co of Naw York, Inc mpp 45977 164 45977 286, 


8800210210 Forwards background info on overflight restrictions at nuclear power 
facilities FAA & NRC have no- formal restrictions re commercial overflights NRC re 
views fliqht paths on case-by case basis for each facility 

BUCKL^Y.JT Technical Review Branch 88/06/13, BALLARD, R L Technical Review 
Branch 2pp 45914 012 45914 022 

-8806210234 Discusses addl info re evenls following 0*52 crash near subj plant w/re 
sped to Bayshore training route & possibility of low level military flights near other 
plants Plans to notify licensees of resulls of further discussions noted 
PRICE, H.L Atomic Energy Commission 71/04/26 BAUSER.E J Congress, Joint 
Commute e on Atomic Energy 1 2pp 45914 041-45914 052 

-8 G 062 10239 Discusses addl info ra events following B 52 crash near subj plant w/re 
sped to Bayshore training route & possibility of low level military flights near other 
nuclear installations 

PRICE.H L Atomic Energy Commission 71/05/11 BAUSER.E J Congress, Joint 
Committee on Atomic Energy 8pp 45914 053*45914 062 

0806220082 Advises that LERs 68 004 through 68*008 transmitted on 880404,26,0531 
& 0613 for Palisades & LERs 08-002 £ 68 003 transmitted on 880307 & 08 for Pig 
Rock Point comamed sequence numbers beginning w/B7 instead of 08 
KUEMIN.JL Consumers Power Co 88/06/14 Document Control Branch (Document 
Control Desk) tp 45069 233 45869 233 

8006220320 LER 88-004 00 on B0053 1 .determined that lubricant fn limit switch assem 
bly of environmentally qualified limitorque operators was different than std recom 
mended by vendor Caused by misinterpretation of procedure W/880617 ftr, 

EVANS.E M , ALEXANDERS, FRISCH.R R Consumers Power Co 68/06/17 5pp 
45869,092 45869 096 


V. Operator Examinations 


8805250305 Requests that end list of ref mall be submitted at feast 60 days prior to 
operator & senior operator licensing exams scheduled for wk of 880829 Requirements 
for conducting exams & rules & guidance also end 

W RIGHT, G C Region 3. Ofc of the Director BB/05/12 HEINS, G,L Consumers Power 
Co 0pp 45686 202-45686 210 


OOCKET 50-156 UNJV. OF WISCONSIN RESEARCH REACTOR 


Q. Inspection reports, IE Bulletins A correspondence 


8006210116 Forwards Exam Rapt 50-156/OL 80 01 administered on 800524- 25 
WRIGHT.GC Region 3, Ofc of the Director 80/06/13 CASHWELL.R J Wisconsin, 
Umv of, Madison, Wl 2pp 45909 145 45009 196 

--B80 6-2 10124 Exam Rcpt 50-156/OL-88-01 admmisterod on 060613 Exam results all 
candidates passed exam 

HARE.S M , JORDAN, M J Region 3, Ofc of Ihe Director 00/00/13 50pp. 45909 147* 
45909 J 96 


V, Operator Examinations 


8806210116 Forwards Exam Rapt 5O-150/OL-8Q 01 administered on 880524- 25 
WRIGHT.GC Region 3, Ofc of tho Director 80/06/13 CASHWELL.R J. Wisconsin, 
Umv of, Madison, W! 2pp 45909 145-45909 190 

-8806210124 Exam Ropl 50 156/OLG8 01 administered on 880613 Exam results all 
candidates passed exam 

HARE.S M , JORDAN.M J Region 3, Ofc of the Director 80/06/13 50pp 45909 147- 
45909,196 


DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


R, Periodic operating reports 4 related correspondence 


F. Security, medical, emergency l lire protection plans 


8805050024 Forwards "Big Rock Point Nuclear Plan! Annual Radiological Environ Oper- 
ating Repl 1 987," per Tech Spec G 2 0 1 

FIRSCH.R R Consumers Power Co. 80/04/29 Documenl Control Branch (Document 
Control Desk) Ip 45666 269 45667 052 


-8805050028 "Big Rock Point Nuclear Plant Annual Radiological Environ Operating 
Repl 1987*' y 

4 Consumers Power Co 87/12/31 145pp 45666 2 70 45668 322 


*8805050^43 “Radiological Environ Monitoring Program for Big Rock Point Nuclear 
Generating Plant, 1 987." 

HUEBNER.LG Teledyne Isotopes Midwest Laboratory 87/12/31, 91pp, 45666 323- 

AW rr 


fla 5?J?5?? 3 Momh| / operating repl for May 1988 lor Big Rock Point Nuclear Pianl.W/ 
86G601 1U. 

JOHNSTON.J R , ELWARD.TW Consumers Power Co 88/05/31, 6pp 45818,119 


3. Reportable occurrences, LERs & related correspondence 


8006280275 Forwards summary of 860516 mgt meeting fn Atlanta, G A re status update 
ol Neely Nuclear Research Ctr 1980 action plan Advisos that NRC believes rool 
cause Is tack of upper mgt attontfon to operations List of attendees also end 
GRACE.JN Region 2, Ofc of tho Director. 88/06/16 CRECfNE.J P. Georgia Institute 
of Technology, Atlanta, GA 5pp, 45973 3 32-45973 336 


P. Operating license stage document* & correspondence 


8606020077 Forwards Neely Nuclear Research Ctr response to NRC concerns re 
progress toward renewed Georgia Tech research reactor operallon Subj response fn 
tenm rcpt only & Informs that Georgia Tech president will request for renewed oper- 
ation, 

KARAM.R A Georgia Institute of Technology, Atlanta, GA 88/05/13 GRACE, JN 
Region 2, Ofc of Ihe Director Ip 45737 060-45737,142 

• 8806020154 "Neely Nuclear Research Ctr Response to NRC Concerns " 

‘ Georgia institute of Technology, Atlanta, GA 86/04/19, 83pp, 45737 061 
45737 142 


8806090275 Special repton 080428, diesel fire pump sefeclor switch placed to off posi 
tion defeating aulo start feature of pump for more than 7 days Temporary change to 
ballery test procedure restored battery sves prior to oporabilily 
JOHNSON.BD Consumers Power Co 60/06/03 Documenl Control Branch /Docu 
mem Control Desk). 2pp 45803 263 45803.264 


0806280275 Forwards summary of 0BQ516 mgt meeting in Atlanta, GA re status update 
of Neely Nuclear Research Ctr 1988 action plan Advises that NRC believes root 
cause is lack of upper mgt attention (o operations List of attendees also end 
GRACE, J N Region 2, Ofc of the Diroclor, 88/06/16 CRECJNE.JP Georgia Institute 
of Technology, Atlanta, GA 5pp 45973 332*45973 336 
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DOCKET 50-103 GA TECHNOLOGIES 


P Operating license stage documents & correspondence 


8Q06030209 Forwards request for addl Info re 671222 application for amend to License 
R-67 Response requested within 30 days of Itr date 

ADA MS, A Standardization & Non Power Reactor Project Directorate 80/05/25 
ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 4pp 45715 036 45715 039 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


J. Insurance & Indemnity Information 


8006070082 Forwards Endorsement 123 to NELIA Policy NF-140 & Endorsement 73 to 
MAELU Policy MF 67 

BRADLEY, E J Philadelphia Electric Co B8/05/27 OINI fZ.I NRC - No Detailed Affili 
atlon Given 5pp 4574B 213-45748 217 


O Advisory Committee on Reactor Safeguards reports & correspondence 


8806030156 Recommends that ACRS begin review schedules upon agreement that 
viable util restart plan established & that ACRS consider subcommittee site visit & 
meeting in early Jul followed by full committee meeting in mld-Jul 
STELLO.V Ofc of the Executive Director for Operations 80/05/25 FRALEY.R F 
ACRS - Advisory Cammittoe on Reactor Safeguards 2pp 45715 042 45715 046 

-0806030174 Requests to be Informed of date that NRC will be ready for ACRS 
raview.to permit scheduling of ACRS activities In order to not delay Commission 
action, 

FRALEY.R F ACRS * Advisory Committee on Reactor Safeguards 68/05/11 
STELLO.V, REHM.T Ofc of the Executive Director for Operations Ip 45715 044- 
45715 044 

-8806030194 Requests close coordination w/EDO to ensure that review of shuldown 
nuclear power plants dtd 80041? complete 

ZECH.LW Commissioners 80/04/20 KERR.W ACRS - Advisory Committee on Ro 
actor Safeguards Ip 45715 045 45715 045 


P, Operating license stage documents & correspondence 


■0006030207 Advises that ACRS will not Issuo ropts prior to restart decision unless 
brought to Commission immediate attention re review of shutdown planls 
KERR.W ACRS - Advisory Committee on Reactor Safeguards GG/04/12 ZECH.LW 
Office of Nucloar Reactor Regulation, Director (851125 870411) Ip 45715046 
45716-046 


DOCKET 50-182 PURDUE UNIV. RESEARCH REACTOR 


F, Security, medical, emergency & fire protection plans 

8805250350 Forwards Safety Insp Ropts 50-102/08 01 & 70 0152/86 01 on 800411* 
14. No noncompliance noted 

SHAFER, W D Region 3, Ofc of tho Director B0/05/03 LYKOUDIS.P Purdue Umv , 
West Lafayette, IN 2pp 45735 128-45735 137. 

-0805250360 Insp Ropts 50-102/00-01 & 70 0152/00 01 on 68041 M4,No violations or 
significant safety issues notod Major areas inspected rocordsjogs & 
organlzation.roview & audit funclions.requalificatlon training & emergency planning 
RIDGWAY.KR, GREGER.LR Region 3, Ofc of the Director 88/05/02 8pp 
45735-130*45735 137 


Q. Inspection reports, IE Bulletins & correspondence 


8805250350 Forwards Safety Insp Rapts 50-182/08 01 & 70 0152/80 01 on 800411- 
14 No noncompliance noted 

SHAFER.W D Region 3. Ofc of Iho Director 88/05/03 LYKOUDIS.P Purdue Umv , 
West Lafayette, IN. 2pp 45735 120 45735 137. 

-8805250360 Insp Ropts 50-182/08 01 & 70 0152/08 01 on 80041 1-14 No violations or 
significant safety Issuos notod Major areas inspected, records.logs & 

organization, review & audit funclions.requalificatlon training & emergency planning 
RIDGWAY.K.R., GREGER.LR Rogfon 3, Ofc of tho Director 00/05/02 8pp 
45735.130-45735 137 


V. Operator Examinations 


8805250358 Forwards Safety Insp Ropts 50-182/08*01 & 70 0152/88 01 on 800411- 
14 No noncompliance noted 

SHAFER.W D Region 3. Ofc of the Director 00/05/03 LYKOUDIS.P, Purdue Umv , 
West Lafayette, IN 2pp 45735-128 45735 137. 

-8805260360 Insp Repts 60-182/08 01 & 70 0152/00 01 on 00041 1-14, No violations or 
significant safoty Issues noted Major areas inspected records, logs & 

organlzation.roview & audit functions.requalificallon training & emergency planning 
R IDG WAY, K R , GREGER.LR Rogion 3, Ofc of the Director 88/05/02 0pp 
45735.130 45735-137. 


DOCKET 50-184 NATIONAL BUREAU OF STANDARDS REACTOR 


P. Operating license stage documents & correspondence 

8006030295 Forwards addl info re application for amend to NBSR Tech Specs per NRC 
071217 request 

CARTE R,RS Commerce, Depl of, National Bureau of Standards 88/05/18 
MICHAELS, T S Standardization & Non Power Reactor Project Directorate 4 pp 
45752 316 45752 319 

8006210366 Forwards Amend 6 to License TR-5 & safety evaluation Amend changes 
Tech Specs to require that new guide tube isolation valves be either operable or 
closed like other isolation valves in ventilation & process piping penelralion 
MICHAELS, T S Standardization & Non Power Reactor Project Directorate 86/06/19 
CARTER, RJ Commerce, Dept of, National Bureau of Standards 4pp 45888 102* 
45880 191 

-8806210396 Amend 6 to License TR-5, changing Toch Specs to require that new guide 
tube isolation valves be oilher operable or closed like other isolation valves in ventila 
tion & process piping penetration 

RUBENSTEIN.LS Standardization & Non Power Reactor Project Directorate 08/06/ 
10 4pp 45808 186 45880 109 

-6806210399 Safely evaluation supporting Amend 6 to License TR 5 
’ Office of Nuclear Reactor Regulation, Director (Post 870411) 88/06/10 2pp 
45808 190 45880 191 


DOCKET 50-186 UNIV, OF MISSOURI RESEARCH REACTOR-COLUMBIA 


F Security, medical, emergency & fire protection plans 

8B06030183 Advisos that 880517 changes lo physical security plan consistent w/provi 
slons of 1GCFR50 54(p) & acceptable 

MALIETT.BS Region 3, Ofc of the Oirector 88/05/24 HULTSCH.R A Missouri, 
Umv of, Rolla.MO 2pp 45717 309 45717 310 


P Operating license stage documents & correspondence 

8806200058 Forwards request for addl info in order to continue evaluation of B60912 
application for amend lo Liconso R-1.03, authorizing use of extended life aluminfde 
fuol In reactor 

ADAMS, A Standardization & Non Power Reactor Project Directorate 88/06/10 
BRUGGER.R M Missouri, Umv ol. Columbia, MO 5pp 45039 349 45830 353 


DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR 


Q Inspection reports, IE Bulletins & correspondence 

8805260339 Responds to NRC 080419 fir ro violations notod in Insp Rept 50-108/88 
01 Corrective actions 10CFR55 53(f) will bo interpreted to moan that continuous pres 
once of reactor operator required 

FAW.R E Kansas State Unlv , Manhattan, KS 68/05/11 CALLAN.LJ. Region 4, Ofc 
ol the Director 5pp 45701 217 45701 221 

8806090127 Ack receipt of 88051 1 Ur informing NRC of stops taken to correct violations 
& deviations noted In Insp nopl 50 l8G/B8 01Addl clarification warranted as dis- 
cussed during 080526 tolcon re listed deviation 

CALLAN.LJ Rogion 4, Ofc of the Director 88/06/03. FAW.R E Kansas State Umv , 
Manhattan, KS Ip 45766 1 10 45766 1 10 


DOCKET 50-192 UNIV. OF TEXAS RESEARCH REACTOR 


Q Inspection reports, IE Bulletins & correspondence 

0806140527 Ack receipt of 000422 llr informing NRC of steps taken to correct violations 
noted in Insp Ropts 50-192/00 01 & 50-602/80 01 Based on listed understanding ol 
util response, per 880516 tolcon, actions rosponsivo to NRC concerns 
CALLAN.LJ Rogion 1, Ofc of tho Director. 08/06/08 KLEIN, DE Texas, Umv. of, 
Austin, TX 2pp. 45804 322-45804 323 


V. Operator Examinations 

0006230133 Confirms tolcon arrange merits for administration of operator licensing 
exams at facility during wk of 080912 Mtg requested to furnish approved rof mail 
listod In end before 88071 1 deadline 

CALLAN.LJ Region 4, Ofc of the Director 08/06/17 KLEIN.DE Texas, Unlv of. 
Austin, TX 10pp 45902 155-45902 164 


DOCKET 50-193 RHODE ISLAND & PROVIDENCE PLANTATfONS AEC 


Q Inspection reports, IE Bulletins & correspondence 

0806140011 Responds to NRC 880511 Itr re violations noted In Insp Rept 50 193/08- 
01 Corrective action full compliance w/Tech Specs achieved & calculations will be 
performed at least quarterly 

DIMEGLIO, A F Rhode Island, Slate of 8B/05/10 BETTENHAUSEN.L Offico of Nu- 
cloar Reactor Regulation, Director (Post 070411) Ip 45821 217-45821 217 


S, Reportable occurrences, LERs & related correspondence 

8805260354 RO on 8O0512,s1andby power sys generalor failed Repeated starling & 
slopping of generalor performed w/o difficulty Generator ran for approx 2 h w/o diffi- 
culty & w/normal characteristics 

DIMEGLIO, A F Rhode Island, State of 00/05/12 MCCABE.E C Rogion 1, Ofc of the 
Director 3pp 45702 074-45702 075 
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DOCKET 50*206 SAM OHOFRE NUCLEAR STATION, UNIT I 


F, Security, medical! emergency & fire protection plana 

06O615Q2OS Ack receipt of 880511 Iran&miltal forwarding scops & objectives lor 1988 
annua) emergency plan exercise Obiectives reviewed & found appropnate 
FISN.R F Region 5. Ofc of the Director. 88/06/08 BASKIN, KP Southern California 
Edison Co Ip 45847 137 45847 137 


J. Insurance & Indemnity Information 

8806070158 Forwards Endorsements 124.125 & 126 to NEUA Policy NF 146 & En 
dorsements 109,110 & 111 to MAELU Policy WF 38 

AOAMS.J B Southern California Edison Co 88/06/23 DINITZ.I NRC No Detailed 
Affiliation Given 7pp 45745 05 M 5745 057. 


8806200341 Requests add I info supporting util 661010 submittal re control room 
habitability .including info on single failures of active components, sys 
actuation, protection against toxic gases & confuted area releases a smoke 
TRAMMELL, CM Project Directorate V 88/05/31 BASKIN, K P Southern California 
Edison Co I0pp 45B57 288 45857 297 

8806220137 Forwards notice of environ assessment & finding of no significant Impact re 
util 860415 request for NRC approval ot proposal to replace nuclear instrumentation 
sys & related Tech Specs 

TRAMMELLED M Protect Directorate V 68/06/03 BASKIN, K P Southern California 
Edison Co 3pp 45092.353-45892 358 

60062001 49 Forwards NRC 880601 Hr to MJ Kirby, Chairman Util Simulation Facility 
Group for into & use Requests attention to actions called for by each group member 
util to obiam NRC approval of plant-specific simulation facility 
FAfRTlLE.M Project Directorate I 3 88/06/06 PAPANIC.G Yankee Atomic Electnc 
Co 2pp 45844 21B 45G44 219 


8806210189 Forwards Endorsements 127 & 112 to NEUA Policy NF-146 & MAELU 
Policy MF-aB.respecItvely.tor fi nal 1987 addl premium 

ADAMS, JB Southern California Edison Co 6S/06Y15 DINITZ.I NRC - No Detailed 
Affiliation Given 3pp 45849 290 45049 292 


P. Operating license stage documents & correspondence 

8800260203 "San Onofra Nuclear Generating Station Unit 1 Reactor Contalnmant Bldg 
Integrated Leak Rate Test,” final rep! w/a 00602 Hr 

MORGAN.HE Southern California Edison Co 88/03/31 16pp 45943 108 45943 123 

8806020128 Forwards request for addl Info to conlmuo review of 880401 llr re 
SPDS Response requested wilhin 45 day$ of receipt of llr 

TRAMMELL.CM Project Directorate V 88/05/18 BASKIN, KP Southern California 
Edison Co 4pp 45709 326 45709 329 

8806030227 Forwards Amend 102 to License DPR-13 & safety evaluation Amend 
Changes App A Tech Specs to incorporate limiting conditions for operation & surveil 
lance requirements for overpressure mitigation sys 

TRAMMELL, CM Project Directorate V 88/05/23. BA$KIN,KP Southern California 
EdfsonCo 4pp 45714 303 45714 331. 


“0006130317 Comments on review of Mar 198B Rev 2 to "Guidance for Development 
of Simulation Facility to Meet Requirements ot 10CFR55 45" Rev satisfactorily ad 
drosses majority of questions & concerns raised durinq 871207 mooting W/encI 
HANNON, J N Operator Licensing Branch 88/06/01 KIRBY, M J Utility Simulation Fa 
cility Group KIRBY, M J Southern California Edison Co 6pp 45844 220-45844 224 

8006210403 Advises lhat ulrl BQ0404 request to change Tech Spec 4 3 1 ro contain 
mom integrated leak rate testing to improve clarity adequately clear 
TRAMMELL, CM Project Directorate V 80/00/06 BASKIN, K P Southern California 
EdisonCo 4pp 45071 301-45671304 

8806160094 Forwards prioritized list of significant unit licensing actions List will be up- 
dated monthly in order to reflect changes In priorities & progress on various issues 
MEDFORD, MO Southern California Edison Co 88/06/07 Document Control Branch 
(Document Control Desk) 2pp 45038 101-45838102 

8808150411 Forwards response 1o NRC 870709 comments re emergency operating in 
structlons procedures generation package Responses Indicate util plans to update 
emergency operating Instructions 6 writer guide 

MEDFO-RD.M O Southern California Edison Co 00/06/00 Document Control Branch 
(Document Control Desk) 25pp 46835 280 45835 304 


-8600030232 Amend 102 to License DPR IS.changlng App A Tech Specs to incorpo 
rate limiting conditions for operation & surveillance requirements for overpressure mltl 
gaton sys 

KNIGHTON, G W Project Directorate V. 88/05/23 2 2pp 45714.307 45714 328 

“8806030233 Safety evaluation supporting Amend 102 to License OPR-13 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/05/23 3pp, 
45714 329-45714 331 

6806030358 Requests response to NRC observation of conflict in licensee 870504 itr & 
NRC 800711 safety evaluation re 0 67g modified response spectrum (Housner vs 
No mark) wrtmn 30 days 

TRAMMELL, CM Project Directorate V 00/05/23 BASKIN, K P. Soulhern California 
Edison Co 3pp 45714 264-45714 260 

8606020057 Forwards Amend Application 1&1 to License DPFt* 13, changing Tech Specs 
re control rod insertion fpmils.Fee paid 

BASKIN, KP Southern California Edison Co 08/05/26 Document Control Branch 
(Document Control Desk) 1 p 45719' 1 20 457 19 1 40 

-8806020059 Amend Application 151 to License DPR-13, revising Toch Spec 3 5 2, 
"Control Group Insertion Limits "to preclude insertion of Control Group 1 during plant 
operation 

BASKIN, K P Southern California Edison Co 80/05/26 llpp 45719 121 45719 131. 

-0006020063 Proposed Tech Specs revising 3 52 to preclude insertion of Control 
Group i during plant operation 

* Southern California Edison Co, 88/05/26 9pp 45719 132*45719 140 

0006070148 Notification of 089603 mealing w/util in Rockville, MO to discuss rerackfng 
of spent fuel pool al Units 2 A 3 

BRADFUTE.JO Project Directorate V. 08/05/26 KNIGHTON, G W Project Director- 
ate V 6pp 45745 092*45745 096, J 

00O6OfQl71 Forwards info to resolve discrepancies Identified during revlaw of environ 

& ( 2 ) 

Branch 


qualification master iisunciuoing results of review of HKJFR50 4Bb(1) 
equipment Cables, Including cables traversed in harsh environs also reviewed 
MEDFORD, M.O Soulhorn California Edison Co. 88/05/27. Doc 


(Document Control Desk) 9pp 45663 324 45683332. 


, Document Control 


0806220026 Denies 880208 request for exemption from annual fee requirements of 
10CFR171 Assessment of annual fees will not havo adverse economic Impact & not 
Increase on per customer basis minimal Invoice for Third Quarter 1988 oncl 
STELLO.V Ofc of the Executive Director for Operations 80/06/09 BASKIN, KP. 
Soul hern California Edison Co 4pp 45896 003 45006 006 

0806150502 Forwards responses to NRC quoslions ro efforts to transship Unit 1 spent 
fuel to Unit 2 & 3 fuel handling bldgs for storago 

MEDFORD, M O Southern California Edison Co 60/06/10 Document Control Branch 
(Document Control Desk) 27pp 45837 317-45837 343 

0806210369 Forwards Amend 103 to License DPR-13 & safety evaluation Amend re- 
vises Tech Specs to require that all Ihroo reactor coolant pumps be In operation when 
reactor Inp breakers closed in Mode 3 (hot standby) 

TRAMMELL,C M Project Dlrocloraio V 88/00/10 BASKJN.K P Southern California 
Edison Co 3pp, 45857 194-45057 206 

-8806210379 Amend 103 to License DPR Iarovising Toch Specs to require thal all 
Ihroo reactor coolant pumps bo In operalson when reactor trip breakers closed in 
Modo 3 (hot standby) 

KNJGHTON.G W. Project Directorate V 8B/06/09 7pp 45857' 107-45857*203. 

-0866210304 Safely evaluation supporting Amend 103 lo License DPR-13, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/08/09, 3pp 
45057 204 45 B 57 206 K 

0606220286 Advises that util amend application lo elimlnato differences belwoon util 
version of Tech Specs & official version of Tech Specs maintained at NRC headquar- 
ters will be submitted by 880019, In response to NRC 880405 Itr 
MEDF0RD.M O South orn California Edison Co 88/00/17 Document Control Branch 
(Document Control Desk) Ip 45069 230 45069 230. 

0006220387 Forwards Change Notico 27 to “QA Program SCE-1-A" reflecting changes 
in organization & responsibilities Change notice will be Incorporator! In next amend to 
topical rept, 

MEDFORp.MO Southern California Edison Co 68/06/17. Document Control Branch 
(Document Control Desk). Ip 45060 184-45868 107 


8880890272 Submits addl Info ra util plans to Install replacement nuclear inslrumenla 
8on sys, including 'drawings & equipment qualification data Test program scheduled to 
be completed & documented in Westinghouse repls by 000817. 

MEDFORD.M O Southern California Edison Co 68/05/27 Document Control Branch 
(Document Confrol Dosk) Ip 4579B'280 45768 286 

8806090315 Forwards sixth edition of Integrated Implementation schedule (IIS) per Li 
5?I? a *£2 n ?*!? r ! 5 J «Pj 0Vl i ln 9 u Pd*t 0 08 changes & progress re mods scheduled for 
,or & later outages planned for next IIS edition 

M EDFORD,M O Southern California Edison Co 88/05/27 Document Control Branch 
(Document Control Desk). 7pp 45798 215-45798 221. 

0806030152 Requests fee re 880405 application for approval of "Guidance for Develop- 
ment of Simulation Facility to Meet Requirements of fOCFfl5545:' 

DiGGS.n.M. License Fee Management Branch 80/05/31, BASKIN.K.T Southern 
California Edison Co Ip 45715 041 45715 041 

aa 2rt?r?l eS Responds to Generic Ltr 80 05 re boric acid corroston of carbon steel 
HCPB.Rev to nonconformance rept program lo address boric acid leakage will be 
ulrSrnnrfu 7 ^ W|l{ bo Imptemanted re boric add leakage control, 

MEOFORD.M O Southern California Edison Co 88/05/31, Document Control Branch 
(Document Control Desk). 4pp. 45746.279 45746 282 

48.06200134 Fo/wds request for addl Into ra plant specific ATWS mlllqatirn sys octu 
Tn&uu«' rV r i u r9 | P °- ,,S f £ u " B8 ? 1 ?? & Itrs lor response duowilhFn & days 

E"t“i0pp ffiKK ae ' 05 ' 31 - BASKW ' KP ' S ‘ Ulhe( " 


“8006230205 Change Notico 27 to Pago 17.2*8 of Amend 10 to QA Program SCE-1- 
AChango consists of arganiz alional realignments & additions In fuel & mall mgl 
dspl.engfn soring & const dept & nuclear gonoralion site dept 
* Soulhorn California Edison Co SCE 1-A 88/06/17 3pp, 45888 105 45868,107. 

8006230310 Forwarda Chang© Nolfco 2G lo Amend 10 to QA Program SCE-l-A, clarify- 
ing responsibilities for station tost result ©valuations Change will be incorporated In 
next amend to topical rept 

MEDFORD.M O. Southern California Edison Co 80/06/17 Document Control Branch 
(Document Control Desk) Ip 45B0234G 45902 349 

“8806230321 Change Notice 26 to Pages 17 2-35 & 17 2-36 to QA Program SCE-1- 
A.Amend 10, clarifying responsibilities for (©si result evaluation & adding responslbll 
riles of tost organization & matol support organization 

BASKIN, KP Southern California EdisonCo. 88/06/17 3pp 45902 347*46902.349 

8006290163 Forwards Wosting house Owners Group Notification Ltr OG 88-21 .Identify- 
ing midloop concerns, per Gononc Ltr 87-12, “Loss of RHR While RCS Partially Rlled ,, 
& 860420 meeting agreement 

NEWTON.R A Wostlnghouse Operating Plants Owners Group 88/06/20, 
HODGES, VV. Reactor Systems Branch 7pp 45973,330 45973*344. 

8006230247 Forwards final Cycle X mod design descripllons for recirculation 
valve, MOV-35Q & revised pagos to Enel 1 of 071120 submittal Revised pages clarify 
design dascrlptto ns of Integration of third pump into auxiliary feedwater sys. 

MEDFORD, MO Southern California Edison Co 88/06/21 Document Control Branch 
(Document Conlrol Dosk) 7pp 45940 096.45948 102 
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6806290470 Notification of 800628 meeting w/util at plant site to discuss licensing proc- 
ess & 10CFR50 59 reviews 

TRAMMELL, CM Project Directorate V 88/06/21 KNIGHTON, GW Project Director- 
ate V 6pp 45962 349-45962 353 

8606300357 Forwards Amends 63 & 52 to Licenses NPF 10 & NPF-15, respectively & 
safety evaluation Amends allowing storage of spent fuel produced In Unit 1 in eilhor 
Unit 2 or 3 

HICKMAN.DE Project Directorate V 88/06/22 BASKtN.K P Southern California 
Edison Co 4pp 45969 202-45969 209 

-8806300371 Amends 03 & 52 to Licenses NPF-10 & NPF-15, respectively, allowing 
storage of spent (uol produced In Unit 1 In either Unit 1 or 2 
KNIGHTON, GW Project Directorate V 80/06/22 4pp 45969 206-45969 209 

-8606300376 Safety evaluation supporting Amends 63 & 52 to Licenses NPF-10 & 
NPF- Irrespectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/22 lOpp 
45969 210 45969 219 


Q. Inspection reports, IE Bulletins A correspondence 

8805270008 Forwards Insp Repts 50 206/08 12,50 361/88-09 & 50*362/88 09 on 
880404 08 No violations noted 

ZIMMERMAN, R P Region 5, Ofc of the Director 88/05/03 BASKIN.K P Southern 
California Edison Co 2pp 46691 093-45691 103 

-BB05270011 Insp Repts 50-206/88*12,50-361/88 09 & 50 362/86 09 On 0BD4O4* 
08 No violations or deviations noted Major areas Inspected followup on vendor related 
mods for reactor trip breakers, surveillance testing & calibr program 
CALDWELL, C W . JOHNSON.PH Region 5, Ofc of the Director 88/05/02 9pp 
46691 095 45691 103 

8805260325 Forwards Insp Repts 50-206/08 08,60-361/08 00 & 50 362/80 08 on 
880226-0409 No violations noted 

2IMMERMAN.RP Region 6, Ofc of the Director 88/05/10 BASKIN.K P Southern 
California Edison Co 2pp 45701*133 46701 152 

“8805260328 Insp Repts 50-206/68 08,50-361/08 08 & 50*362/88 00 on 080228- 
0409 No violations noted Major areas inspected operational safety 
verification, evaluation of plant trips & events, monthly surveillanco activities & LER 
review 

HUEY.FR, TATUM, J E , HON, A L Region 5, Ofc of the Director 08/05/06 16pp 
45701.135-45701 152 

8805270095 Responds to NRC 000415 Itr ro violations noted In Insp Repts 50-206/00* 
03,50 361/88-03 & 50 362/00 03 Correctlvo actions depleted nitrogen bottles on 
backup nitrogen sya, including one w/leaklng regulator volvo.replaced on next day 
shift 

BASKIN.K, P. Southarn California Edison Co 88/05/16 Document Control Branch 
(Document Control Desk) 6pp 45700 217 45700 222 

8805310165 Forwards “1980 Intergranular Attack Assessment,” for NRC review, per 
NRC 800415 request for addl detail to support licensee conclusion that (ntorgranular 
attack not progressing In steam generators at plant. 

MEDFORD.M 0, Southern California Edison Co 06/05/23 Document Control Branch 
(Document Control Desk) tp 45711 258-45711 282 

“8805310167 ''1988 Intergranular Attack Assessment " 

* Southern California Edison Co 88/05/31 24pp 45711.259 45711,202 

8805240028 NRC Info Notice 80 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc fist oncl 

BURNETT.R.F. Division of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York. Inc 120pp 45G83 158-45603 277 

8805240090 Suppl 1 to NRC Info Notice 07-061, Taltura of Westlnghouso W-2*Type 
Circuit Sroaker Call Switches " Svc list oncl 

ROSSI, CE, Division of Operational Events Assessment (Post 070411) GB/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45603,030*45683 157 

8805240215 NRC Info Notice 80 034, "Nuclear Matl Control & Accountability of Nontuol 
SNM at Power Reactors '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45700,180*45790 308 

8805270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc fist end. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 80/06/03 
Consolidated Edison Co of Now York, inc 120pp 45790 068*45790 187 

8800220099 Forwards Insp Repta 50*206/80*15,60 361/08*14 & 50 362/80-15 on 
880518*20 No violations noted 

WENSLAWSKI.F A. Region 5, Ofc of the Director 08/06/06 BASKIN.K P Southern 
California Edison Co, 2pp 46913*311 45913 324. 

“6806220103 Insp Roots 50*206/80*15,50*361/88-14 & 50-362/88-15 on 880516- 
20.No violations noted Major areas inspeclad’planl water chemistry control & chemical 
analysis, radiochemical analysis, post-accident sampling & QA of plant chemistry 
TENBROOK.WK, YUHAS.G P Region 5, Ofc of the Director 08/06/03, 12pp 
46913,313 45913.324. 

0808020047 NRC Info Notice 00 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation." Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 8B/OB/0B 
Consolidated Edison Co of New York, Inc. 120pp 45965 152-45905 271 

8806160414 EN 08-050’on 880610, notice of violation & proposed imposition of civil pen- 
alty In amount of $160,000 will be Issued to licensee Action based on violations of 
equipment qualification requirements of 10CFR60 49 

WONG.H, UEBERMAN.J Ofc of Enforcement (Post 870413) 88/06/09 Ip 
45840,161-45840.161. 

8006090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform- 
ance W/App lie able Mall Specs " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 80/06/10, 
Consolidated Edison Co of New York, Inc 120pp 45916 208*45916 327 


8806230067 Discusses Insp Rept 50-206/80-10 & forwards notice of violation & pro 
posed imposition of civil penalty 

MARTJN.J B Region 5, Ofc of the Director 88/06/10 BASKIN.K P Southern Califor- 
nia Edison Co 4pp 45932 208*45932 224 

“8006230068 Notice of violation & proposed imposition of civil penalty in amount of 
$150,000 Noncompliance noted listed electric components, required to be qualified per 
10CFR50 49(b) not included in master list of qualified equipment 
MARTIN.J B Region 5, Ofc of the Director 80/06/10 4pp 45932 212-45932 224 

8806080025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45940 001*45946 125 

08O0OBO21 1 NRC Bullolln 80 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45935 211-45935 310 

8806090194 NRC Info Notice 08 036, “Failure of Undervoitago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post B70411) 68/06/15 
Consolidated Edison Co of New York, Inc lllpp 45946 126 45946 236 

8806150013 NRC Bulletin 80-007, "Power Oscillations In BWRs" Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/15, 
Consolidated Edison Co of New York, fnc 1 14pp 45929 1 15*45929 228 

8800 1501 86 Suppl 1 to NRC Bulletin SB-005, "Nonconforming Malls Supptled by Piping 
Supplloa.lnc at Folsom, NJ & West Jersey Mfg Co at Willlamsiown.NJ." Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 070411), GB/OB/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45905 151 

0806200144 EN 06 054 on 80061 5,order suspending License 6010*2 (effective immedi 
ately) & notice of denial of application for renewal of license Issued to MP 
Acosta Action based on licensee failuro of drug tests conducted by util 
ROSANO.R., UEBERMAN.J Ofc of Enforcement (Post 070413) 88/06/15 Ip 
45902 001-45902 001 

8606270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (870413 6B0514) 80/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project. 24pp 45990 208 45999 150 

“8806270193 Informs of establishment of SALP Board & notifies of 860521 meeting at 
Region V ofc Projoctod date for SALP meeting w/ licenses tentatively scheduled for 
060618, 

KIRSCH.D F Region 5, Ofc of the Director B6/03/26 CHAFFEE.A , JOHNSON.P, 
NARBUT.P Roglon 5, Ofc of the Director 4pp 45998 347-45998 350 

8806200351 NRC Info Notice 80 042, "Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolta " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411), 80/06/23 
Consolidated Edison Co. of New York, Inc lOBpp 45977 287 45978 033 

0806200306 NRC Info Notice 88-043, “Solenoid Valve Problems ” Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 670411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 206 


R. Periodic operating reports A related correspondence 


8B061 60347 Forwards biweekly notice of applicalions & amends to OL Involving 
NSHC.dtd 080516.W/O end, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 06/05/31 

BASKIN.K P Southern California Edison Co 4pp 45023 349 45B23 352 

8806210455 Monthly oporating rept for May 1908 W/QB0615 Itr. 

SIACOR.E.R, MORGAN.H.E. Southern California Edison Co 88/05/31, 6pp 
45904*306-46904*313 


S. Reportable occurrences, LERs & related correspondence 


8805270170 Part 21 rept re defect In loft camshaft bracket of 20 cylinder EMD Modal 
G645E4 engine 

KULCHAK.RD, Morris on- Knud son Engineers, Inc. 80/05/10 MURLEY.T Office of 
Nuclear Reactor Regulation, Director (Post 870411) 2pp. 45699,140 45099 141. 

0805260342 Addendum 1 to Supplemental Part 21 Rept 145 ro potential problem w/F- 
573-156 pressure sonsor/lube oil trip.lnitlally reported on B8042B Addl M/8-inch dl* 
ametor w/deop counterbone In pressure head added lo actlvato valve 
BLOCK.L R IMO Dolaval, Inc 00/05/12, Ofc of Enforcement (Post 870413) 2pp 
45701.222*45701.223 

6006210445 Special repWiro detection Instrumentation & fire spray/ sprinkler sys inoper- 
able for greater lhan 14 days.SInce current mid cycle outage had been extended, work 
undertaken to perform mods consistent w/10CFR50 49 

MORGAN, H E Southern California Edison Co, 00/06/14. Document Control Branch 
(Document Control Desk) 2 pp 45904 277-45904 278. 


V* Operator Examinations 


8805130142 Informs Commission of status of program revs to NRC administration of 
requalification exams required under 10CFH55 67 

STELLO.V Ofc of the Executive Director for Operations SECY-88-105 88/04/15 
51pp. 45714.047 46714.097. 
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DOCKET 50*213 HADDAM NECK PLANT 


F. Security, medical, emergency & lire protection plans 

8806220239 Forwards Ccnt/oiler Evaluator Manual, "Connelicul Yankee Atomic Power 
Co Heddam Nock Plant Emergency Exercise June 1980/’ lor NR C review 
MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Util* 
i If os 60/04/12 Document Control Branch (Document Control Desk) 2pp 45912 001 
45913 162 

-8806220274 '“Connecticut Yankee Atomic Power Co Hatfdam Neck Plant Emergency 
Response Exercise, Juno 1998" 

* Connecticut Yankee Atomic Power Co 88/06/30 621 pp 45912 003 45913 162 

8806000209 Forwards Insp Repl 50 213/88 00 on 680405 0516 No violalions noted Ack 
receipl of 8-80418 3 0506 Itrs describing corrective actions lor violations noted in Insp 
Rents 50-213/06*01 & 50*21 3 /67*2e.fespec lively 

BETTENHAUSEN.L Region 1, Ofc of the Director 86/05/27 MROCZKA.EJ Con 
fleet! cut Yankee Atomic Power Co 2pp 45788 1 62-45788 185 


8fl0 6 170330 Forwards Amend 103 to License DPR 61 & safety evaluation Amend re- 
numbers manual HPSI throve valves in Tech Spec 3 6 B 2 to be consistent w/planl 
loop numbering scheme 

WANG, A B Project Directorate 1*4 08/05/26 MHOCZKA.EJ Connecticut Yankee 
Atomic Power Co 2pp 46825 272-45825 279 

-8 B 06 170331 Amend 103 to License DPH-61, renumbering manual HPSI throttle valves 
in Tech Spec 3 6B 2 to ho consistent vv/ plant loop numbering scheme 
STOLZJF Pro jecL Directorate M 80/05/26 4pp 45825 274*45825 277 

-6806170333 Safety evaluation supporting Amend 103 to License DPR-61 
* Office cf Nuclear Reactor Regulation, Director (Post 0704 1 1) 88/05/26 2pp 
45825 278 45925 279 

8306100025 Responds to JNRC 800303 request for addl Info re how util will maintain 
facility for remaining lifetime within conditions assumed for ATWS analysis Process In 
1 0CFR5O 59 will govern all mods 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Util 
ities 88/05/27 Document Control Branch (Document Control Desk) 2pp 45819 347- 
46819348 


-8606080212 Safety Insp Repl 50*213/88 08 on 800405 0516 No violations 
noted Major areas Inspected plant operations.radjalion protochon.fire 
protectlon.security.inaint, surveillance tasting A Generic Lira 87-12 & 81-21 
MCCABE.6C Re&ron 1, Ofc of the Director 88/05/27 22pp 45768 164-45780 185 

6806140533 Revised emergency plan implementEng procedures^ eluding Rev 33 to 
EPIP 1 5 2, " Notification & Communication," Rev 10 lo EPIP 1 5 4, "ALERT” & Rev 9 
to EPIP 15 14, "Evacuation & Assembly " W/8806Q7 Itr 

MROCZKA.EJ Connecticut Yankee Alomrc Power Co MROC2KA.E J Northeast Uhl 
Hies 88/05/07 47pp 45805 003*45805 040 

8606150015 Forwards addl Info re fire protection of safe shutdown capability.per 
t0CFR50,App R & NRC 87DD30 request Rev to plant App R compliance 
review jeflectmg responses should be submitted to NRC by 881231 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Util 
Hies 06/06/ 10 Document Control Branch (Document Control Desk) 19pp 
45B34 312-45634 330 

0808150469 Forwards Rev 17 to modified amended security plan Rev withheld (ref 
10CFR73 21 & 2 790) 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Utit 
illes 08/06/14 Document Control Branch (Docum on t Control Desk) Ip 45B3Q049 
45838 040 

0806210167 Revised emergency plan implementing procodures,including Rev 8 to EPIP 
1 5-3, "Notification of Unusual Event" & Rev 11 to EPIP-1,5 27, "Manager of On9ito 
Resources " W/080614 It/ 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu 
dear Energy Co (subs of Northeast Ulifities) 00/06/14 Document Control Branch 
(Document Control Desk) 96pp 45850 020 45850 121 


P, Operating license stage documents & correspondence 


6605270041 Forwards proposed Rev 1 1 to "Northeast UliJs QA Program (NUQAP) Topi- 
cal 1 Repl ” Fee paid 

MROCZKA.EJ. Northeasl Utilities Service Co (subs of Northaasl Ulrlihos) 
MROCZKA.EJ Northeasl Utilities 06/05/10 Document Control Branch (Document 
Control Desk), 5pp 45690 009 45690 205 

“8005270043 Rev 1 1 to "Northeast Ulils QA Program (NUQAP) Topical Repl 11 
* Northeast Utilities Sarvfce Co (subs of Northeast Utilities) 88/05/10, ISOpp 
45690 074 45590 205. 

8805310065 Submits Info confirming Implementation of momloring & corrective proco 
dures Identified to resolve Generic Llr 80 03, "Steam Binding of Auxiliary Feedwater 
Pumps" 

MROC2KA.E J Connecticut Yankee Atomic Power Co MROCZKA.EJ Northaasl Nu- 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities- 8B/ 
05/23 Document Control Branch (Document Conl/ol Desk) 3pp 45694,294- 

45694 266 

6806030009 Advises that payment for Invoices of costs Incurred In review of 10CFR50 
submittals ■& 10CFR55 sves will bo wire transferred on 080603 
MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ. Northeast Nu- 
clear Energy Co (subs of Northeast Utilities] MROCZKA.E J Northeast Utilities 06/ 
05/23 Document Control Branch (Document Control Desk) 2pp 45716 1 71* 


0666020305 Summary of 800510 mooting w/Connecticiit Yankee Atomic Power Co & 
Northeast Utilities to discuss pfans to convert from stainless sloel to zircaJoy core List 
of attendees A handout end 

WANG, A B Project Directorate 14 80/05/24 Project Directorate 14, 4 1 pp 

45710183 45710 223 

0606020320 Summary of 800510 meeting w/ulil re single failure problem w/charging 
pumps sys list of attendees end 

WANG, A B Profecl Directorate 1-4 88/05/24 Prolecl Diroclorate f 4, 9pp 45710 224 

AATln O'lO 


8806030173 Responds to NRC 680503 request for addl Info on non LOCA Iranslont 
analyses Charging pumps not automatically sequenced onlo emergency ac buses fol- 
lowing loss o f off- site power 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Ulfl 
Hies 88/05/24 Document Conl/ol Branch (Document Control Desk). 3pp. 45742 349 


0806030204 Application for amends to licenses DPR-61JDPR-21.DPR 67 & NPF-49,re- 
vising Tech Specs ro administrative controls. Changes eliminate conflicting submittal 
directions for correspondence w/NRC Fee paid 

MROCZKA.EJ. Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
°° t 8l>bs Nodheasl Unties), MROCZKA.EJ, Northeast Utilities 08/ 
05/25 Document Control Branch (Document Control Desk) 3pp 45759338 


-HOBOSOSII Proposed Tech Specs ro administrative controls reporting requlromer 
Connecticut Yankee Atemlc Power Co BC/05/25 15pp 45759,341 45759 355 


8806100032 Retracts BQ0512 reouest for amend to License DPR 61 lo correct ECCS 
single failure vulnerabilities.por 0BO513 telcon NRC determined request did not consti- 
tute unrevlewod safety question & amend not required 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROC2KA.E J Northeast Util 
Hies 08/05/27 Documont Conlrol Branch (Document Control Desk) 3pp 45Q19 349- 
45019 351 

8B06 140233 Responds to Generic Ur 08 05, "Boric Acid Corrosion of Carbon Steel Ro 
acto/ Pressure Boundary Components In PWfl Plants " Source of RCS leakage deter- 
mined by insp to bo at reactor vessel head O Ring 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Ulrlrtioa) 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Ulil 
iltes 80/05/27 Document Control Branch (Document Conlrol Desk) 6pp 45023 013- 
45023 019 

6005310015 "Coro XV Startup Physics Test Repl " W/880S24 Itr 
CLAFFEY.S F , STANFORD.J , MROCZKA.E J Connecticut Yankeo Atomic Power Co 
66/05/31 3 Ipp 45700.046 45700 076 

8006130106 Forwards ropfacomont Page 14 lo util 870602 response to NRC request for 
addl info re small break LOCA analysis Small break LOCA analysis computer code will 
bo modified to reflect chango 

MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast U1II 
Ittes 08/05/31 Document Conlrol Branch (Document Conlrol Desk) 3pp 45004 053- 
45804 055 

8666170123 Forwards Amend 104 lo License DPR 61 & safety ovokialion Amend In- 
creases required number of Halon storage cylinders In switchgear room (SR) in Tech 
Spec 3 22 C 1 from 7 to 0 & of smoko detectors In SR from 32 to 35 In Tabfo 3 22 2 
WANG, A B Project Directorate 14 88/06/01 MROCZKA.EJ Connecticut Yankee 
Atomic Power Co 2pp 45825 326 45025 336 

-0006170125 Amend 104 to license DPR-16,mcreaslng required number of Hafon stor- 
age cylinders In switchgoar (SR) In Tech Spec 3 22 Cl from 7 lo 8 & number of 
smoke detectors In SR from 32 to 35 in Table 3 22 2 
STOLZ.JF Pzojoct Directorate I 4 8B/C6/01 5pp 45025 33D-45B25 334 

-0006170129 Safety evaluation supporting Amend 104 lo License DPR 13 
* Protect Directorate M 00/06/01 2pp 45825 335 45B25 336 

8006130208 Responds lo NRC 071215 request for addl info on SEP Topic IJI 6* "Sets- 
mfc Reovaluatlon" A clarifies qusslions raised during 000406 mooting W/13 oversizo 
drawings 

MROCZKA.E J Connecticut Yankeo Atomic Power Co MROCZKA.EJ Northeast Nu- 
clear Energy Co (subs of Northeast Uttlilios) MROCZKA.EJ Northeast Utilities 80/ 
06/03 Documont Control Branch (Document Control Dosk) 100pp 45811,005 
45B11 266 

8806140350 Forwards proposed methodology to resolve SEP Topics 111*2 & lll-4A,por 
080407 meeting w/NRC Util has determined that proposed methodology utilizing prob- 
abilistic techniques is sound & reasonable as moans of resolution of topics 
MROCZKA.EJ Connecticut Yankoo Atomic Powor Co MROCZKA.EJ Northeast Util- 
ities 88/ OB/03 Document Control Branch (Documont Control Dosk) 13pp 
45931 344-45931 356 

8000170187 Advises that response to NRC Q00303 request for foe for 800100 plans to 
convert from stainless steel to zlrcaloy fuel cladding, not received Fee requested within 
16 days of ftr receipt 

D1GGS.R M license Fee Management Branch 00/09/09 MROCZKA.E J Connect! 
cut Yankee Atomic Power Co fp 45B27 357 45B27 357. 

0806300028 Advises that 000523 response to Generic Ur 88 03 confirmed that naco9 
sary procedures In place & will bo maintained Response doomed satisfactory & no 
further aclion necessary 

WANG.A8 Project Directorate 14 80/06/16 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Utilities), 2pp 45975 154 45975,155 

8006260364 Forwards addl info re third 10-yr interval inservlce testing program, per NRC 
080511 request Revised third 10 yr inservlce testing program will be submitted by 
8B0901 

MROCZKA.EJ Connecticut Yankeo Atomic Power Co. MROCZKA.EJ Northeast Util- 
ities 80/06/20 Documeml Conlrol Branch (Document Control Desk) 23pp 
45940 246 4594B 268 

6006290163 Forwards Wo sting house Owners Group Notification Ltr OG-8 9* 21, identify- 
ing midloop concorns.por Generic Ltr 07-12, "Loss of RHR While RCS Partially Fiilec” 
& 880428 meolma agreement 

NEWTON, R A Wostlnghouse Oporalfng Planls Owners Group 88/06/20 

HODGES.W Reactor Systems Branch 7pp 45973 330 45973 344 

8006290237 Forwards NRC revised pagos to Tech Spec Section 3 6 re operation of 
charging pumps after safoty injection signal, proposed In u(IJ 880512 Itr Agrees w/utll 
that nroposod change wifi not affect safoty of plant 

WANG, A 0 Project Directorate 14 8B/06/20 MROCZKA.EJ Connecticut Yankee 
Atomic Power Co 4pp 45062.3 56 45962 359 
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O Inspection reports, IE Bulletins & correspondence 

8605270225 Forwards addl info re plant third 10 yr interval inservice insp program 
plan, per NRC 0803 18 request 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Util 
dies 08/05/24 Document Conlrol Branch (Document Control Desk) 200dd 
45691 135-45692 101 ' w 

-8605270239 "Haddam Neck Plant Revised Inservice Insp Program Plan Summary” 

• Connecticut Yankee Atomic Power Co 88/05/31 100pp 45691 135-45692 101 

6605240026 NRC Info Notice 86 033, “Recent Problems Involving Model Spec 2-T Ra 
dlographic Exposure Device ” Svc fist end 

BUHNETT.R F Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158-45603 277 

8806080209 Forwards Insp Rept 50-213/80 08 on 880405 0516 No violations noted Ack 
receipt of 080418 & 0506 lira describing corrective actions for violations noted in Insp 
Repts 50-21 3/08 01 & 50-2 1 3/87-28,respectivoly 

BETTENHAUSEN.L Region 1, Ofc of the Director 80/05/27 MROCZKA.E J Con- 
necticut Yankee Atomic Power Co 2pp 45780 162 45788 185 

-8806060212 Safety fnsp Ropt 50 213/08 08 on 080405 0516 No violations 
noted Major areas inspected plant oporatlons.radiation protection.firo 
p rotectio n, sa cu rlty , m a In t , su rvo If I a n ce testing & Generic Ltrs 87*12 & 81-21 
MCCABE.EC Region 1, Ofc of the Director 88/05/27 22pp 45708 164 45700 105 

6006140233 Responds to Generic Ltr 80-05, “Boric Acid Corrosion of Carbon Sieel Re 
actor Pressure Boundary Components in PWR Plants " Source of RCS leakage deter 
mined by Insp to be at reactor vessel head O Ring 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Ulllities) 8B/05/27 
Document Control Branch (Document Conlrol Desk) 6pp 45023 013 45823,018 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westinghouse W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York. Inc 120pp 45683 030 45603 157 

8805240215 NRC Info Notice 80 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, fnc 122pp 45790 108 45700 300 

8805270306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audits ” 
Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1 J 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 187 

8006020047 NRC Info Notice 0B 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Lovol Operation " Svc list end 

ROSSI, C£ Division of Oporalional Events Assessment (Post 070411) 80/0Q/0B 
Consolidated Edison Co of Now York, Inc 120pp 45965 152 45965 271 

8606180395 Ack rocolpt of 000506 Hr Informing NRC of steps taken lo correct violations 
noted In Insp Repl 60 213/07-20 

DURR.JP Region 1, Ofc of the Director 80/06/08 MROCZKA.E J Connecticut 
Yankee Atomic Power Co 2pp 45042 010 45042 019 

0806160433 Ack receipt of 000410 ltr Informing NRC of steps taken to correct violations 
noted In Insp Rept 50 213/08 01 

DURR.JP Region 1, Ofc ol the Director 88/06/09 MROCZKA.E J Connecticut 
Yonkoo Atomic Power Co 2pp. 45040 286 45040 292 

8806090301 Suppl 2 to NRC Bulletin 07*002, "Fastener Tostmg to Determine Conform 
ance W/ Applicable Matl Specs " Svc list one! 

ROSSf.C E Division ol Operational Evonts Assessment (Post 070411) 08/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200 45916 327 

8606220011 Informs that listing of all nonsafety related suppliers & matl specs requirod 
In roaponso to NRC Bulletin 07 002,Supp1 1, “Fastener Testing to Determine Con 
formanco w/ Applicable Matl Specs," would consume many man liours & not foasiblo 
MROCZKA.E J Connecticut Yankoo Atomic Power Co MROCZKA.E J Northeast Nu 
clear Energy Co (suba of Northeast Utilities) MROCZKA.E J Northeast Utilities 08/ 
06/13 Document Conlrol Branch (Document Conlrol Desk) 2pp 45913 248* 
45913 249 

8808080025 NRC Info Notice 00 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 80/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001*45946 125 

8006080211 NRC Bulletin 00 006, "Actions To Be Takon for Transportation of Model 
Spoc 2*T Radiographic Exposure Device." Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 08/06/14, 
Consolidated Edison Co of Now York, Inc 108pp 45935 21 1*45935 310 

8806090194 NRC Info Nollce 88 030, "Failure of Undervoltago Trip Atlachmont on GE 
Circuit Breakers " Svc list encl 

ROSSI.CE Division of Operational Events Assessment <Po3t 870411) 80/06/15 
Consolidated Edison Co of New York, fnc lllpp 45940*126 45946*236 

0806160013 NRC Bulletin 88 007, "Power Oscillations fn BWRs " Svc list encl 
ROSSI.CE Division ol Operational Evonts Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc. 114pp 45929 116-45929 228 

8806150186 Suppl 1 to NRC Bulletin 86 005, “Nonconforming Malls Supplied by Piping 
Supplles.lnc at Folsom, NJ & Wost Jersey Mfg Co at Willlamslown.NJ A Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032*45965 151, 

8806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDRApp A documents also available in 
PDR.Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por* 
tlon encl 

GRIMSLEY.DH Division of Rules & Records (870413*000514). 00/06/15 BO LEY, K. 
Public Citizen’s Critical Mass Energy Project 24pp 45998 208-4599B.350 


-8806280124 Forwards SALP input lor plant insp during assessment period Mar 1986 - 
Mar 1987 

CAPHTGN.D L Region 1, Ofc of the Director 87/03/19 MCCABE, E C Region 1, Ofc 
of the Director 3pp 45999 068*45999 070 

0806200051 NRC Info Notice 88-042, "Circuit Breaker Failures Duo to Loose Chargsng 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) QQ/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977*287*45973 033 

8806200306 NRC Info Notice 8B 043, "Solenoid Valve Problems " Svc list encl 
ROSSI, C.E Division of Operational Events Assessment (Post 67041 1) 89/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164*45977 286 


R Periodic operating reports & related correspondence 


0806140573 Monthly operating rept for May 1988 for Haddam Neck Plant W/800615 
ltr 

WALL,K,C , MILLER.DB Connecticut Yankoo Atomic Power Co 88/05/31 IQpn 
45833 347*45833 356 


8B06140041 Forwards Bimonthly Progress Rept 10 re major milestone schedule for con 
9tructlon of new switchgear bldg.per 860930 commitment 

MROCZKA.E J Connecticut Yankee Atomfc Power Co MROCZKA.E J Northeast Util- 
ities 88/06/03 Document Conlrol Branch (Document Conlrol Oesk) 6pp 45921 144 
45821 149 


S. Reportable occurrences, LERs & related correspondence 


8806030016 LER 8B 012 00 on 8B0430, reactor trip occurred Caused by false trip signal 
due to Improper installation of turbine slop valve cam swi 1c he 9 Switches repaired & 
tested & malnt procedure ro subj switches will bo developed W/880527 ltr 
FLYNN.B J , MILLER, D B. Connecticut Yankee Atomic Power Co 88/05/27 4pp 
45716 1B4-45716 187 

8806090258 LER 68 013 00 on 80O5O2,vcl control tank isolation valve failed to closo 
during surveillance testing Caused by binding of mechanical interlock within reversing 
starter assembly Starter replacod w/new mode) W/880531 ltr 
PETSCHAUER.K L , MILLER.DB Connecticut Yankee Atomic Power Co 06/05/31 
6pp 45766 111-45766 116 

880B1300B6 LER 68 014 0D.on 88051 1 .determined that effluent sample pump P 6*1 A 
taken out of svc for maint on 880510 rendering svc water effluent radiation monitor FI- 
18 inoperable Caused by personnel error Instruction wrMen W/G8G6Q7 ltr 
TREJO.RJ, MILLER.DB Connecticut Yankoo Atomic Power Co 88/05/07 4pp 
46794 144-46794 t47 

0806170065 LER 08 015 00 on 880518, design dokcloncy identified in RHR pump seal 
coolers.which could disable both RHR pumps dunngi hypothetical LOCA Check vaivo 
installed In each RHR pump & in each RHR pump cooling water imoW/8B06l4 ltr 
MARTIN, CW„ MILLER.DB Connecticut Yankee Atomic Power Co 09/06/14 5pp 
45061-112*45061 116 ^ 


DOCKET 50*219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 


8806010246 Forwards Safety Insp Rapt 50*219/88 09 on 000320 0423 No violations 
noted Increased mgt attention should be considered re proper planning & controlling 
of malnl activities at site 

BETTENHAUSEN.L Region 1, Ofc of the Director 00/05/26 FITZPATRICK, E Gen 
oral Pubirc Utilities Corp - GPU Service Corp 2pp 45719 354-46719 009 

-0006010248 Insp Rept 50-219/88-09 on 080320 0423 No violations notod Major 
areas Inspected plant operations.radlatlon control, physical security.survelllance.malnt 
& environ qualification files for reactor vessel pressure switches 
COWGILL.G Region 1, Ofc of the Director 88/05/26 14pp 45710 356 45710 009 

8806170057 Revised emergency plan Implementing procedures, including Rev 6 to 9473* 
ADM 1319 01, "Oyster Creek Emergency Proparednoss Program," Rev 4 lo 9473 
IMP-1300 26, "Technical Support Clr” & Rev 5 to 9473-IMP-1300 35, "Radiological 
ConlroJs ” 

BARTON ,J J General Public Utilities Corp - GPU Service Corp 88/06/10. 77pp 
458B 4, 224-46864*300, 

8006230052 Forwards Safety Insp Rept 50-219/8B 13 on G80424 0521 & notice of vlo 
latlon, 

BETTENHAUSEN.L Region 1, Ofc of the Director 80/06/14 FITZPATRICK, E Gen 
oral Public Utilities Corp - GPU Service Corp 2pp 45915 001*45915 027. 

-8806230057 Insp Rept 60-219/08-13 on 880424 0521 One violation noted Major 
areas Inspected, plant operatlons.physlcal security, radiation controLhousekeepIngJirQ 
protection & emergency preparedness & annual emergency exercise participation 
COWGILL.C Region 1, Ofc of the Director. 80/00/14. 24pp 45915,004-45915 027 

8808270149 Firsl partial response to FOIA request for documenls Forwards Apps S & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documenls withhold (ref FOIA Exemption 5) Releasable por 
tion encl 

GRIMSLEY.DH Division of Rules & Records (070413 6G0514) 8B/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45990 20B-45998 350 

-0006280284 Forwards emergency preparedness SALP Input for 061016 B710QI for 
plant 

BELLAMY, R.R. Region 1, Ofc of the Director 07/10/20 BETTENHAUSEN.L Region 
1, Ofc of the Director 1 1p p 45999 109 45999 119 
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J* Insurance & Indemnity Information 

6S 06 1 60223 Forwards Endorsement 129 to NELIA Policy NF-164 & Endorsement 106 to 
MAELU Policy MF-44 & amended Page 2 to Worker Certificates NW-78 & MW- 
Ifl.changing 4 addng nama of GPU Nuclear Corp, respectively 
HOFFMAN, J Marsh & McLennan, Inc 88/05/31 GEYER,N General Public UtifiUes 
Corp - GPU Service Corp 5pp 45838 079 45838 0B3 

3606090295 Forwards Endorsements 4 & 4 to NELIA Certificate NW-78 & MAELU Cer 
tificate MW-1B & Endorsements 3 & 3 to NELIA Certificate NW 125 4 MAELU Cortifi 
cate MW 4 6, respectively 

HOFFMAN, J Marsh 4 McLennan, Inc 88/06/03 DINITZ.I NRC No Delailed Affilr 
anon Given 5pp 4 5 764 3 1 7 4 5764 321 


K Utility Final Safety Analyst* Report <FSAR) & amends 

8306070122 Rev 3 to updated FSAR for Oyster Creek Generating Station W/ 8Q0527 
Itr W/one oversize figure end 

FITZPATRICK, E General Public Utilities Corp . GPU Service Corp 68/02/29 
MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 870411) l.OOOpp 
45772326 45774 115 


6006160198 Forwards fee for BB0219 request for exemption from 10CFR50, App J 
requirements.per 10CFR 170 Exemption would allow utilization of mass point calcula- 
tions! method for containment leak rate testing 

FITZPATRICK, E General Public Utilities Corp GPU Service Corp 88/06/03 Office 
of Nuclear Roactor Regulation, Director (Post 070411) 2pp 45022 177-45022 177 

8806200102 Responds to 000503 request for info ro radiation exposure at plant during 
yrs 1980 & lOBS.including SALP for same period NUREG 0713 & other repls on rncfi 
ation exposure available In PDR 

MURLEYJE Office of Nuclear Reactor Regulation, Director (Posl 070411) 08/06/ 
10 ZARINJJ Zann, IJ 24pp 45042 121-45044 217 

-8109290028 informs lhat Environ Policy Council Issued 010902 press reloaso on occu 
pational radiation exposures In 1980 at LWRs Points of clariflcotlon listed 
KHEGER.W E Assislant Director for Radiation Protection 0 /09/03 DENTON, H R 
Office of Nucfear Reaclor Regulation, Director (pro 851126) 2pp 45042 145 
45842 146 

-8006200105 "Analysis of NRC Dale on Nuclear Powor Plant Worker Exposures to Rn 
diation " 

MILLAR.F, ALVAREZ.B Environmental Policy Ins li lute 81/0D/01 lOpp 4504214/- 
45842 164 


P Operating license stage documents & correspondence 


8605260162 Application for amend to License DPR-16 consisting of Tech Spec Change 
Request 1G9 Amend changes Paragraph 2C for future cote spray sparger ms-ps by 
uLitmng visual msp technique Fee paid Certificate of Svc encl 
WILSON, R F General Public Utilities Corp - GPU Service Gorp 08/05/13 Document 
Control Branch (Document Control Desk) 1 tpp 45689 001 45669 012 

—8805260208 Proposed Tech Spec Change 169 re unique reporting requirements 
’ General Public Utilities Corp - GPU Service Corp 88/05/13 ip 45689 012 


8805260221 Forwards response to 880122 request for add! info re Generic Ltr 83 
ZB , item 2 2 Ull has completed review of classified sys listed on quality classification 
list & broken sys down to component level 

WILSON, R F General Public Utilities Corp • GPU Service Corp B8/05/18 Document 
Control Branch (Document Control Desk) 4pp 45701 308 45701 31 1 


8 B 06070 130 Forwards application for amend to License DPR- 16, consisting of Tech 
Spec Change Request 168,clantyng requirements in Tech Spec Sections 6 5 & 6 8 for 
of Procures & mods to unit structures & sys Fee paid 
F TZPATRICK.E General Pubfrc Utilities Corp - GPU Service Corp 88/05/26 Office 
ol Nuclear Reactor Regulation, Director (Post 870411) 3pp 45774 146 45774 156 

-8306070134 Appltcabon for amend to License DPR-IB^onsisUng ol Tech Spec 
Change Request tSa.changing Tech Spec Pages 1 0-7,6 8, 0 9 & 6 15 to clanfy exist- 
& P rov,ds roor® consistent terminology, per NUREG 0123 
?£yL?l« era! PublJC utjlllJes Corp- * GPU Service Corp 88/05/26 4pp 
40/ 149-457/4 152 


-8109230172 Forwards proposed Commission info paper ro unusually high occtunallonnl 
radiation doses reported for powor reactors operating in 1900, Possible hoalth Impacts 
of mandated safety Improvements per ACRS 810724 mooting to bo evaluated 
PENTON.H R Office of Nuclear Roactor Regulation, Olroctor (pro 8S1 125) 01/00/25 
DIRCKS.W J Ofc of the Executive Director for Operations Ip 45842 165-45042,105 

-8107140904 Informs of significant Increases in toial person rom dosos to roactor plant 
workers during CY0O, relative to prior yrs 

KREGER.WE Assistant Director for Radiation Protoclion 81/00/19. DENTON, II n 
Office of Nuclear Reactor Regulation, Director (pro-051125) 3pp 45042'10« 
45842 174 ' K 


-8411060370 Forwards compilation & analysis of LWR occupational radiation dosos fur 
1982 Average person rems per reactor decreased for second yr In row 
CONGEL.FJ Radiological Assessment Branch 04/10/24 MULLER, DR Asalslant Dl 
rector for Radiation Protection Opp 45B42 175 45042 182 


-8501070426 Forwards LWR occupational doso data for CY83 
CONGEL.FJ Radiological Assessment Branch 84/12/12 MULLER.D R 
rector for Radiation Protection 9pp 45042 103-45042 313. 


Assistant Ol- 


.. . maim a uur vuimomuu «MJUS WHICH WUm CinS8lllUU 

as areas of weaknesses in SALP rept 

« Pu , blj ° C °'P - GPU Servlco Corp 02/05/00 

STAROSTECKI.R Region 1 , Ole oftho Director 10pp 45042 314 45842 331 


-8806200147 SALP root for period Aug 1979 ♦ Jul 1900 
45B42 31? 4^3 nan H ‘ AUAN ‘ J ^ Ra 3 fon ^ 0fc of lhQ Director, 00/00/22 74pp 


—8806070 137 Proposed Tech Spec Pages 10-7,6 8,6-9 & 6-15,clanfying existlnq re 
quuemenis & providing consistent terminology y 

p ^hlic Utilities Corp - GPU Service Corp 88/05/26 4pp 45774 153- 

8806130322 Forwards notice of consideration of issuance of amend to License DPR-16 

a ,0f h f Garir ! 9 K 0 2 8 ?? 705 fe ^ U0&! re fev T ech Spec Sections 3 2,4 2 & 

f enriched sodium penlaborate solution 

DR°MER|CK.AW Project Directorate 1-4 88/05/27. FITZPATRICK E General Public 
Utilities Corp - GPU Sendee Corp 2pp 45793 356 45793 361, 

01 « onsi 2 era1j °n of issuance of amend to License DPR-16 & pro 
2^2°* 6 2*? rtun,t * f of faring Amend changes Tech Spec 5ec- 

nSSulmr A 6 u2 o r ? ne t c * us * of Bnnc ™ d sodium partabgrate solulion 
DROMERICK.A.W Project Directorate \ 4 80/05/27 4pp 45793 358 45793 361 

S 80S 17003 5 Forwards Amend 172 to license DPR-16 S safety evaluation Amend mcor. 
porates requirement to adhere to ptan lor long- range planning program tor "ac K 

nonliSU ?! nW e rT 9 ehan 9 aa 10 wn “ 6nls * 

a—-** 

^170037 Amend 122 to License DPR- 16, incorporating requirement to ariharn tn 
P ' amn9 ,0 ' ,0CI "* 4 

STOLZ.JF. Project Directorate M 8B/05/27. 3pp 45827 189-45827 191 
-8866170040 Safety evaluation supporting Amend 122 to license DPR 16 
^SeinV^^Vig" 030 ' 0 ' ° l ' SCl °' < P ° sl ™41 1) 66/05/27. 22pp 


3 anal* 


^a M^n P iT^amun^analysia ,S,reSS8<IeO,,dlti0nS in torus a,,ached P'P'ng r 
ol^udear' (pjjgt 87044 tf.°)5pp ^5^18 O-tMSat 6060 

* , Wfl^6*euS^0O5l3 F appilMli^nAmend l a*| r rnInates*rern^ anC0 ?'i a T nd lo Licens6 

results for core spray r, earners 6 obtalnbraNRC ainhlirt qu i ,6n,e ? ? r docfeelln 9 ol insp 
OROWERICK.AVV /rofSl&rectoTae iS 9 MrOR/ne^fT ,esl « rt 
USIidas Corp. - GPU SrWeCorp. Spp -t 5844 3S2 «8lI 35? ' E & eneral Public 

W^NlHC^ermnXnTo^Hlin^ DPR ' 1S & P ro ’ 

fer»r' 1 sp ^^ 


“oouoxuuiui repi ror period Auo 1980 - Jan 190t 
45843046 45844 214 H ‘ ALLAN,J ^ Roflion 1( 0,0 of ,ha Director 01/OR/OP 70pp 

’* 8 ,i,S 0 ca?^ inf0 ro J l o' radiation at plant during yra 1090 & 1003, In 
eluding SALP tor same perrod 

45844 217 2afin * * J 88/05/03 - No Dotallod Affiliation Glvon 3pp 4G044 21S« 

8806210240 Forwards addl Info re Topical Ropt 045, per NRC 060512 fir, Incfurllnn do- 

leld3lc d w e &&^p^L HETRAN 1,01 ° hannel of iuaKM 

Documon ' 

fte “ 108 addl lnto ro uti) 800415 submlllal of proposod rov to OA plan In 

flnn V rnio?/f qUGS n C l C ari ^ J ^ ation » u<| l 8ho ^ l£i fol| ow requlromenls of 10CFRG0 54 Final 
ffiwQTnL ?A^ w U bG ? omin 9°nt u P° n will response to ltr 

Reg i 0 m.tt 0,c of tho GIroclor 00/06/14 ROCHE.M.O Goneral 
Public Utilities Corp - GPU Service Corp 3pp, 45009 241-45069 243 

8806230300 Recommends thal NRC consider fisted two alternatives to u 1 1 1 1 Tnrh 

f C ,S f n fi RGqU0st 164 t0 dBfolQ Sa, oly Limit 2 1 E7requlhng°at leas two rodrS'a 
n 'u M Dp . Dn GXC0 cf l when roQClof head t^on of/ 0 r00lrculn 

ffig 0 V3pp J ffl' D0CUmenl Comr01 Branch 

r«lT Q W P flr ^ J ^sponse to FOIA roquost for documonls App C EF&G dne 

gs«Mx» ! -bs’.js'!r B 

"“rg^^^mptn 1 atTclK 'fiJE?* 0( pe, T know,od 9 B o( ™t an « * olhor 

safely opIrnTotecllrty “V-Conce™ oxprossoct over credibility & ability of util to 
45927!®" N °' A3S ' Dn6d 0m7/07 - ZECH .LW Commlsslonera Ip 46027 000 

,o t ' ,8c,,9s “ 

4 3w 45S*74'4ttS76 reCt0,0te ' " 88/06/16 ST0 ^ JF Ptofnct Directorate I- 
Q. Inspection reports, IE Bullottns S correspondence 

Pfblio Utilities Corp - GPU Settee G ° n0r< " 



DOCKETED ITEMS 19 


-0805250223 Notice of violation from insp on 88041 1*15 Violation noted several work- 
ers entered drywell torus room & worked in areas in which radiation fields had not 
been properly surveyed to ensure compliance W/10CFR20 101 & 202 
' Region 1, Ofc of the Director 88/05/13 Ip 45687 233 456B7 233 

-8605250224 Safety Insp Rept 50 219/08 11 on 00041 1-15 Violations noted Major 
areas inspected status of items identified during 1967 Integrated Performance Assess- 
ment Team msp & status of measures to control drywell access 
SHERBINI.S , SHANBAKY.MM Region 1, Ofc of the Direclor 88/05/11 12pp 
45687 234*45607 245 

8005260162 Application for amend to License DPR 16 consisting of Tech Spec Change 
Request 169 Amend changes Paragraph 2 C for future core spray sparger Insps By 
Utilizing visual msp technique Foo paid Certificate of Svc end 
WILSON, R F General Public Utilities Corp, GPU {Service Corp 88/05/13 Document 
Control Branch (Document Control Desk) lip p 45609 001*45689 012 

8805260117 Discusses Immediate actions taken re reactor bldg low temp conditions on 
80O1O6,por Insp Ropt 50 219/80 02 Temp surveys taken to assure inat bldg temps 
returned to proper levels & procedures will be revised to Include increased monllonng 
FITZPATRICK.E General Public Utilities Carp - GPU Service Corp 80/05/16 Docu 
ment Control Branch (Document Control Desk) 2pp 45607 344 45607 345 

8806010246 Forwards Safoty Insp Rapt 50*210/08-09 on 880320 0423 No violations 
noted Increased mgt attention should be considered re proper planning & controlling 
of mainl activities at site 

BETTENHAUSEN.L Region 1, Ofc of the Director 08/05/26 FITZPATRICK.E Gem 
oral Public Utilities Corp • GPU Service Corp 2pp 45710 354-46719 009 

-8806010248 Insp Rept 50 219/86 09 on 000320 0423 No violations noted Major 
areas inspected plant operations, radiation control, physical security.surveillance.maint 
& environ qualification files for reactor vessel pressure switches 
COWGILL.C Region 1, Ofc of the Director 08/05/26 14pp 45710 356*45710 009, 

8805240028 NRC Info Notice 80 033, “Recent Problems Involving Modol Spec 2 T Ra- 
diographic Exposure Dovice " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 08/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 158 45603 277 

B805240090 Suppl 1 to NRC Info Notice 07 061, "Failure of Wostlnghouse W 2-Typo 
Circuit Breaker Cell Switches ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 030-45683 157 

8605240216 NRC Info Notice 08-034, "Nuclear Mall Control A Accountability of Nonfual 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of New York, Inc 122pp 46790 100 45790 308 

8806160151 Responds to NRC 880503 Itr re violations noted In Insp Ropt 50 219/00- 
06 Violation denied Audit rept reviewed w/lead auditor confirming that scope of audit 
coverage In area In quostlon adequate to satisfy 10CFR50 54{t) requirements 
FITZPATRICK.E General Pubtlc Utilities Corp * GPU Sorvlco Corp 00/06/01 
BELLAMYS R Region 1, Ofc of tho Direclor 2pp 45063 251 46063 252 

0B0614O260 Responds to Suppl 1 to NRC Bulletin 05 003, "Motor-Operated Volvo 
Common Mode Failures During Plant Transients Due to Improper Switch Settings” 
Response to IE Bulletin 05-003 did 080115 Included all valves required by Suppl 1 
FITZPATRICK.E General Public Utilities Corp - GPU Servico Corp 86/00/02 Office 
of Nuclear Roactor Regulation, Director (Post 070411) 2pp 45023 133-45823 134 

0806200404 Forwards FR notico of consideration of issuance of amend to License 
0PR-16 ro util 880513 a ppil call on Amend eliminates requirement for docketing of insp 
results for core spray spargers & obtaining NRC authorization of refueling restart 
DROMERICK.AW Project Directorate I 4 08/06/02 FITZPATRICK.E General Public 
Utilitios Corp - GPU Service Corp 2pp 45044 352*45044 357 

“8006200422 Notice of consideration of Issuance of amend to License OPR 16 & pro 
posed NSHC determination & opportunity for hearing Amend eliminates roquiremont 
for docketing fnsp results on core spray spargers & authorization for restarts 
FERFUSON.R L Projoct Directorate 1-4, 08/06/02 4pp 45044 354 45044 357 

0805270306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI, C.E Division of Operational Events Assossmont (Post 870411) 00/06/03 
Consolidated Edison Co of New York, tnc 12Gpp 45790 068*45790 187 

8B06020047 NRC Info Notice 08-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant LqvgI Operation " Svc list end 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) 88/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965 162 45065 271 

8806160066 Responds to violations noted In Insp Rept 50-219/00 04 Corrective 
action revs to Procedures 301 & 31 8 completed Progress of procedures being revised 
tracked through review cycle & followup noticos Issued to responsible person 
FITZPATRICK.E General Public Utilities Corp - GPU Service Corp 80/06/08 Office 
of Nuclear Reactor Regulation, Director (Post 870411) Gpp 45830 021 45030 020 

8806170195 Responds to NRC Bulletin 08*003, "Inadequate Latch Engagement in HFA* 
Type Latching Relays Mfg by GE " Insp revealed lhat util does not utilize HFA rolays 
In safely* related sys & three relays Identified in nonsafety aroas 
FITZPATRICK.E General Public Utilities Corp * GPU Service Corp 88/06/00 Office 
of Nuclear Reactor Regulation, Director (Post 87041 1) 2pp 45864.091*45864 092 

8806230012 Responds to NRC 880513 Itr re licensee Identified violations noted In Insp 
Ropt 50*219/88-11 Corrective actions .expo sure assessment performed tor all Individ- 
uals that worked In area & evaluation to establish long term actions performed 
FITZPATRICK.E General Public Utilities Corp - GPU Service Corp 00/06/09 
BELLAMY, R R Region 1, Ofc of tho Director 3pp 45937 124 45937 126 

8806090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform 
ance W/Applicable Mali Specs" Svc list end 

ROSSI.CE Division of Operational Evenlq Assessment (Post 870411) 80/06/10 
Consolidated Edison Co Of New York, Inc 120pp 45916 208-45916 327 

G806200102 Responds to 080503 request for Info re radiation exposure at plant during 
yrs 1980 & 1983, Including SALP for same period NUREG 0713 & othor repts on radi- 
ation exposure available In PDR 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 87041 1) 88/06/ 
10 ZARIN.I J. Zarfn, I J 24pp 45842 121*45844-217 


— 8606200 117 Forwards responses to maint & surveillance areas which were classified 
as areas of weaknesses in SALP rept 

CLARK.P R General Public Utilities Corp * GPU Service Corp, 82/05/06 
STAPOSTECKI.R Region 1, Ofc of the Director IQpp 45842 314 45842 331. 

-8806200147 SALP rept lor period Aug 1979 - Jul 1980 
MARTIN.T T , SMITH.G H, ALLAN, J M Region 1, Ofc of the Director 60/09/22 74pp 
45842 332*45843 045 

“8806200151 SALP rept for period Aug 1980 - Jan 1901 
MARTIN.T T , SMJTH,G H , ALLAN, JW Region 1, Ofc of the Director 81/03/02 70pp 
45043 046*45044 214 

“8806200122 Requests info re exposure of radiation at plant during yrs 1980 & 1903, in 
eluding SALP for same period 

ZARIN.I J Zarfn, I J 66/05/03 NRC - No Detailed Affiliation Given 3pp 45844 215 
45844 217 

8806080025 NRC Info Notico 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list enct, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

8B06080211 NRC Bullolm 08 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 00/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45935 211*45935310 

8806230052 Forwards Safety Insp Rept 50 219/OB 13 on 880424 0521 & notice of vlo 
I alien 

BETTENHAUSEN.L Region 1, Ofc of tho Director 80/06/14 FITZPATRICK, E Gon 
eral Public Utilities Corp * GPU Service Corp 2pp 45915 001-45915 027 

—8806230053 Notice of violation from Insp on 680424 0521 Violation noted QC Inspec- 
tor observed Inside posted contaminated area while not dressed In accordance w/mln 
anil contamination clothing requirements of Procedure 9300 ADM-4110 04 

# Region 1, Ofc of the Director GB/06/14 Ip 45915 003 46916 003 

-8806230057 Jnsp Rept 50-219/80-13 on 880424 0521 Ono violation noted Major 
areas inspected plant operations, physical security, radiation control.housekoeplnafiro 
protection & emergency preparedness & annual emergency exercise participation 
COWGILL.C Region 1, Ofc of the Director 80/08/14 24pp 45915 004-45915 027 

0BO6O9O194 NRC Info Notice 80-038, "Failure of Undorvollage Trip Attachment on GE 
Circuit Breakers " Svc list on cl 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc lllpp 46946.126 45946 236 

8006150013 NRC Bulletin 80 007, "Power Oscillations In BWRs " Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc 114pp 45929,115-45920 228, 

8808150186 Suppl 1 to NRC Bulletin 00 905, "Nonconforming Malls Supplied by Piping 
Supplios.lnc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ " Svc list oncT 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032-45965-151 

0806270149 First partial responso to FOIA request (or documents Forwards Apps B A 
C documents, Documents available In PDR App A documents also available In 
PDR Apps D through G documents withhold (ref FOIA Exemption 6) Releasablo por 
tion end 

GRIMSLEY.D.H. Division of Rules & Records (870413-080514) 88/06/15 BOLEY.K. 
Public Citizen’s Critical Mass Energy Projoct 24pp 45998 208 45990 350 

—8606280284 Forwards emergency preparedness SALP input Tor 861016 871001 for 
plant 

BELLAMY, R R Rogfon 1, Ofc of the Director. 07/10/20 BETTENHAUSEN.L Region 
1, Ofc of the Director 1 1pp 45999 109-45999 1 19 

8006290326 Summary of 800526 meeting w/util In Rockville, MD re matters on Oyster 
Croek*12R Outage 1GSCC insp/atress improvement plan as described In licensee Hr 
dtd 060216 Inps/stross Improvement plans ropt end 

DROMERICK.AW Project Directorate 1*4 00/06/16 Project Directorate 14 3pp 
45966 255*45966 260 

“8006290331 "Oyster Creek, 12R Outage.lGSCC Insp/SIress Improvement Plans” 

* Project Directorate I 4. 00/05/26 1 1pp 45966 25B 45966 269 

8006200051 NRC Info Notice 80 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts M Svc list encl 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 88/86/23 
Consolidated Edison Co of New York, Inc lODpp 45977 207*45978 033 

8808200306 NRC Info Notice 88-043, "Solenoid Valve Problems" Svc list encl 
ROSSI.C.E, Division of Operational Events Assessment (Post 670411). 00/08/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164-45977 286 


R. Periodic operating reports & related correspondence 

8806030387 "1987 Radiological Environ Monitoring Rept” 

4 General Public Utilities Corp - GPU Service Corp 87/12/31 172pp 45760 001 
45760.172 


S. Reportable occurrences, LERa & related correspondence 


8806200027 LER 88 003 00 on 80 0520, discovered that containment particulate monitor 
sample fine isolation valve control circuitry does not meet single failure criteria Causod 
by design deficiency Direction provided.Vv/000616 Itr 

GAYLE Y,R B., FITZPATRICK.E, General Public Utilities Corp * GPU Servico Corp 08/ 
06/16 4pp 45942 280 45942 2B3 
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DOCKET 50-220 WINE MILE POINT NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire prelection plans 


8505270318 Forwards Rev 5 lo physical security plan Rev withheld (ref 10CFR73 21) 
0ERATTA.JP Niagara Mohawk Power Carp 00/05/24 Office of Nuclear Reactor 
R ego' a ton Director (Post 070411) Ip 4 5701 199 4 5701 199 

8806080236 Forwards Insp Repts 50 220/08 08 & 50 410/88 07 on 800401 0505 & 
notice of vtc fat ion Response should ref actions taken or planned to address sub| 
violations, including failure to prevent recurrence of missed firewatch patrols 
WENZINGEREC Region 1, Ofc of the Director 08/05/25 MANGAN.C V Niagara 
Mohawk Power Corp 2pp 45791 220 45791 238 


-6806080239 Notice of v.olation from insp on 080401 0505 Violation noted actions 
taken to correct cause of failure to perform firewatch patrols on 870222,0618 & 
07 i 027 ineffective & primary containment sample not taken & analyzed 
* Region 1, Ofc of the Director 88/05/25 2pp 45791 222 45791 223 

-8806080240 Insp Repts SO 220/88 0Q & 50 410/08 07 on 800401 0505 Violations & 
unresolved items noted Ma|0/ areas inspected Unit 1 refueling outage activities util 
action on previously identified ilems.physical security & plant tours 
JOHNSON, J R Reg on 1, Ofc of the Director 88/05/25 15pp 45791 224 45791 230 

8806140314 Forwards updated ‘Tire Hazards Analysis," par Generic Ur B6 10, "Irnple 
mentation of Fire Protection Requirements” Updated analysis will be ref m next FSAR 
update lo be submitted in June 1988 

TERRY.CD Niagara Mohawk Power Corp 88,06/01 Document Control 1 Branch 
(Document Control Desk) Ip 45831 154 45B31 343 


-0806140320 Rev 1 to ’ Fire Hazards Analysis " 

’ Niaga.a Mohawk Power Corp 87/1 2/31 200pp 45831 155 45831 343 


8806150465 Forwards Insp Repts 50 220/88-15 & 50 410/8B-15 on 880506-24 Viola 
tion deferred pend.ng outcome of enforcement conference Concern expressed re im- 
plementation of fire protection program at Unit l 

KANE.WF Region 1, Ofc of the Director 83/06/07 MANGAN.C V Niagara Mohawk 
Power Corp 2pp 45034 081-45834 0-95 “ * 


-6606150466 Insp Rc-pis 50 220/08 15 & £0 410/60 15 on 880506 24 Apparent viola 
ions noted Major areas inspected licensee action on previously identified items olant 
saJJJV , s y s watkdowns & review ol Unit 1 App FI compliance 
JQHNSON.Jfi Region 1. Ofc of Ihe Director 88/06/02 I3pp 45834 083 45834 095 


8606100113 Lists tests performed or will be performed io confirm oporabllity of scrum 
discharge instrument vol sys Periodic testing program to assuro contimioa oporabilily 
of sys will be submitted by 880901 

TERRY.CD Niagara Mohawk Power Corp 80/06/03 Document Control Branch 
(Document Conlrol Desk) 2pp 45021 01 1-45821 012 

8606080022 Notification of 8B0609 mealing w/util In Rockville, MD lo discuss Isolation 
valve leak testing per end agenda 

BENEDICTS A Project Directorate II 88/06/06 MURLEY.T . SNIEZEK.J , 
MIRAGLIAT NRC No Detailed Affiliation Given 6pp 45757 101 45757 100 

0806150362 Forwards response to request (or add! info to supporl NRC Mark I Contain 
menl Enhancement Program Proposals for improvement of containment roquostod io 
be submitted to BWR Owners Group for review & comment 

TERRY.CD Niagara Mohawk Power Corp 08/06/06 Document Control Branch 
(Document Control Desk) 6pp 45827 085-45827 000 

8806160183 Forwards revised Page 2 of Amend 98 to Liconao DPR-G3 Distributed 
amend did not conlain signed signature page for amend 

CARRARA Project Directorate 1-1 88/06/07 MANGAN.C V Niagara Mo hawk Powor 
Corp Ip 45023 177 45023 179 


-0806160107 Revised Pago 2 to Amend 08 to Licenso DPR 63 
CAPRA, R A Project Directorate I 1 08/05/23 2pp 45823 170 45023 1 /0 

8006230100 Forwards Amend 90 to License DPR 63 & snfoly ovaluallon Amond 
changes Tech Specs to permit RCS pressure toslmg & conlrol rod scram timo lostlnn 
w/mode switch in refuel posilion & reactor coolant lomp groalor than 212 F 
BENEDICTS A Project Directorate I 1 88/06/00 MANGAN.C V NJanarn Mohawk 
Power Corp 3pp 45908 081 45908 096 


-0606230104 Amend 99 to Licenso DPR 63, changing Tech Spout to pormit RCS pros 
sure tesling & control rod scram testing io bo performed w/modo switch In rofuof no 
sition & reactor coolant temp greater than 212 r 
CAPRA, R A Projecl Directorate I 1 88/06/09 8pp 45900 084 45908 001 


-0806230105 Safety evaluation supporting Amond 99 lo Llconso DPR 03 
‘ NRC • No Delaifed Affiliation Given 60/06/09 5pp 45908 002 45908,000 


8606210114 Submits summary of util surveillance capsufo rosulls & evaluation of impaci 
?rE2JS m ^ t( mix U P. t) ca P slj|e tosl mall heats on curronl prossuro/tomp llmih 
TERRY.CO i Niagara Mohawk Power Corp 08/06/16 Document Conlrol Branch 
(Document Control Desk) 4pp 45849 313 45849 316 


J. Insurance & Indemnity information 


'S [ a NEM Po,lc y NF-100, Endorsement 140 « 
mlm £°5 V urn?f n 2° ,somenl S, 1 .' 0 NELIA P® 1 ** NF.195.Endorsoment 64 U 
MAELU Policy MF F 4 9 6 ' EndC ' SeniSnl W t0 NEUA P01 "* NF 161 4 Endorse ™''t 8! 
0'CONN°ap J Marsh £ McLennan, Inc 88/06/01 DINITZ.I Office ol Nuclear Be 
ado/ Regulation, Director (Posl 870411) 19pp 45791 030 45791 040 


vT , „ , lu 'uvisu uouoarr commitment ro rnicj cycro tniCKnoss 

measurements & perform torus shell thickness moasuromonls ovory 0 months Noxl 
measurements will be completed by 890430 

TERRY.CD Niagara Mohawk Powor Corp 00/06/17 Document Conlrol Branch 
(Document Control Desk) Ip 45935 321-45935 321 


Q. Inspection reports, IE BuJIelfns & correspondence 


P. Operating license stage documents & correspondence 
8686020106 Forwards Amend 98 to License DPR 63 & safety evaluation Amend re 
ASME CodeBase N 499 ral“«pSb?e' V '“ ' nSP 4 ' 0£l,nQ p,0fl,ams Use ol 

C^^p^7f30 D «« M aB/05/23 - MANGAN.C V hhagara Mchawk Power 

W leslin(f programs 63,f8v,sln 9 Tech Specs 328 » 4 96 « in- 

CAPRA.R A Project Directorate 1 1 08/05/23 6pp 4570733545707340 

~ 88 eva i, uatJ ^ supporting Amend 9B to License OPR 63 

45707 34 M5707 343 Re0ulallOni Or<K:l0f < Posl M>411) 8B/05/23 3 pp 

aeS6§§° rt NRC 1 — 

pKXSiJm 88/05/25 MANGAN ' CV **■>* 
T“fn a SgtS W 2 U T r 1 M » Mft 

(Document Control Desk) 43pp 45767 m 457 $ kq 7 D ° Cument Con1ro} Branch 

-^n^f 2 7 Re qu .o men1s foa N ,ne M„e 

IsJUfflo* E "9‘ ne * 0n a Se’V'Fhs TR 6801 2 R 0 , 88/01/29 230PP 45767 223- 


... Spec 
revising 


rwfwdrus. ^o.u, y map nupi ou u/uu uo on (J 80222 ?b No vlolotlnrm 
tinned ?raming anCf03 Wen1,nod in docume n1ation of licensod opomlor rotmlnlno & con 

Power 8 Corp 2p^ 4573 1^320*4573 68/05/20 MANGAN ’° V NlhflOfu Mohawk 

-.8005310309 Insp flepl 50 220/8B 05 on 000222 25 No violations notod Mnlor nrons 

na^rovle w^oUrfl m in n°m r n;d C ? 1 In ’! 1 n ® lminin 9 n r °n r ^ (^qualification training) Includ 
ing reviews oUrmning reco«fj.bainlnfl program nrocoduroa & Intorvlown 

4573i:k5573H333 E, ° ^ 1( 6ic ° f ,ho f3Jrocl0r ^PP 

81 rSKttS ConlTO ' 3 ln9p Rop,s 60 220/08 12 4 »<'««•« 

M ohaw4( Powo r Co B rp °2p p ’ 45 720°2 97*45 720*3 00 86/05/20 MANQAN ' C V. NhgM 

w8 A 6 f?ni 0 in°?o 8 M RacJI ° f °9 ical Conirols Insp Roptg 50 220/00-12 & 60 410/08-12 n» 
linrtngs.AL/inA'a lnsp<,1:lod llconso ° Pilous 

45720 299 «720 L 3bf HANBAKV,MM ’ R ° 0lOn '' 0fc tho DI,0C|0 ' 00/05/10 

61 M 4 Amend re- 

ASME Code Case N 409 nol accepiablo Sfl 4 lnS0,vi<:0 t08,ln t> P'Ofl'nnia Use ol 

Corp Spp^s^O^MO^I/o/laJs 1 "' 88/05/23 MANGAN.C V Niagara Molmwk Powor 

"SS l”° e 63 ' r ° V,,ilna Toch Sp0C8 320 4 > 8 l» 

CAPRA.R A Projocl Dlrocloroto 1*1 80/05/23 6pp 45707 335 45707 340 

*' 081 nSSi 1 !?! S M ,e ! y 0va ' UQ(, on supporting Amond 90 to Liconao npn nq 
45707 341-45707 343 SaCt ° r R0flufa,ior} ' Dfroctor (Post 870411) 08/05/23 3pp 

86 no 6 o°^o( 8 vS^orfRjap P ns0 P shou O d 2 f O | /66 °on^ Inhon* n /8 °| 02 0n , O 8040 '' 0305 4 

vipfalfonsjncluding lalluro to proven I recu™^ p,Qn , n ? d 10 Q ^oas aubj 

WENZINGER.E C Ronion 1 olr VIS! f ?i!5?,te Wa1ch l ,a,ro15 
Mohawk Power Corp 2pp 45791 220 45791 2a$ r fl0/OS/2S MANGAN.C V Niagara 

takIn a to Z3 «)rrec l | IC cauas W of la fa(ruao r0 to por&rm n lirawai* h° 5 °i 5 Y lol * llon n °t°d act | on8 

^rea^ed° items noud Atelw^roas 8 kumwiad^UniM on ( 88 ,l ) ' 101 0505 Violations & 



TERRY, C O Niagara Mohawk 9 p|we[ Corp 88/0I/03 6 2pp 8 45799 019 457 m 020 

"*Sal“ SSTSaiS PSrofom^Saf^ 462 ' J ' ^ or B a 
Spec Secbona 6 1. 62.65.S6 S 6 7,rel1ec5rvg3mMSi ia C U,e 4 F ,0 P° sed Tech 
Nragara Mohawk Powe. Corp 68/06/03 ' 7l^°3s799 021 «79§ 03S 

BS S?^S s '^ j "*' n °' be 

(Oocumenl ConSoiSjsk^ip’^ss^eo/s'^SS^ 88 ?^ 6 '' 03 DMume '" C8n,f °l Branch 
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8006020006 Responds to Supp! 1 to IE Bulletin 85 003, ’’Motor-Operated Valve 
Common Mode Failures During Plant Transients Oue to Improper Switch Settings” dtd 
680427 Rept attached to 8G0918 & 080512 Itrs addressed valves covered by original 
bulletin 

TERRY, C D Niagara Mohawk Power Corp 08/05/26 Document Control Branch 
(Document Control Desk) 2pp 45737 051-45737 052 

8805240020 NRC Info Notico 08 033, ’’Recent Problems Involving Model Spec 2 T Ra- 
diographic Exposure Device ” Svc list end 

BURNETT, R F Division ot Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45663 150 45603 277 

0805240090 Suppl 1 to NRC Info Notice 07 061, "Failure of Westinghouso W 2-Type 
Circuit Breaker Cell Switches ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co or New York, Inc 120pp 45603 030-45603 157 

8805240215 NRC Info Notice 80 034, "Nuclear Matl Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45700 100-45790 300 

8605270306 NRC Info Notice 08 035, “Inadequate Licensee Performed Vendor Audits ” 
Svc list end 

ROSSI.C E {Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 068 45790 187 

0806150465 Forwards Insp Ropts 50 220/08-15 & 50-410/80 15 on 880506-24 Viola- 
tion deferred pending outcome of enforcement conference Concern expressed ro Im- 
lomentatlon of firo protection program at Unit 1 

ANE.WF Region 1, Ofc of the Director 88/06/07 MANGAN.C V Niagara Mohawk 
Power Corp 2pp 45034 001-45834 095 

-8806150466 Insp ReptS 50 220/66-15 & 50 410/80-15 on 080506 24 Apparent viola 
tions noted, Major areas Inspected licensee action on previously identified ilems.plant 
tours, safety sys walkdowns & review of Unit 1 App R compliance 
JOHNSON.JR Region 1, Ofc oftho Director 08/06/02 13pp 45034 083-45034 095 

8806020047 NRC Info Notice 08 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 8B/06/00, 
Consolidated Edison Co of New York, Inc 120pp 45965.152-45965 271 

0806150008 Forwards comments on SALP Repts 50 220/86-99 & 50 410/87-99 Com- 
ments discussed ot 000510 meeting w/NRC Sept 1900 mooting w/NRC to discuss 
finding re performance improvement suggested 

MANGAN.CV. Niagara Mohawk Power Corp 00/06/09 Document Control Branch 
(Document Control Desk) lOpp 45838 049 45830 058 

0006230008 Forwaids Safety Insp Rept 50 220/80-10 on 080322 25 Noted violations 
under consideration for enforcement action Enforcement action being planned 
JOHNSTON, WV Roglon 1, Ofc of the Director 88/0G/0D MANGAN.CV Niagara 
Mohawk Power Corp 2pp 45932 236 45932 249 

-0006230010 Insp Rept 50-220/88-10 on 080322-25 No violations noted Major areas 
Inspected license operator & sonlor license operator requalification training program & 
outage mod training 

LANGE, D J , GALLO, R M Roglon 1, Ofc of the Director 08/00/00 12pp 45932 23B 
45932 249 

6806090301 Suppl 2 to NRC Bulletin 87 002, ’’Fastener Tosling to Determine Conform- 
anco W/Appticable Mall Spocs ” Svc list end 

ROSSI.C E Oivision of Operational Events Assessment (Post 070411), 8B/Q6/10 
Consolidated Edison Co of New York, Inc 120pp 46916 208 4591G 327 

0000100383 Forwards Safoty Insp Ropts 50 220/80 09 & 50 410/88-09 on 800307-11 
& 0404-00 & notice ot violation 

DURR.JP Region 1, Ofc of the Director 08/06/10 MANGAN.CV Niagara Mohawk 
Power Corp 2pp 45063 192-45063 240 

—8808160384 Notice of violation from insp on 800404 08 Violation noted Site Proco 
dures CBt-SC I.Rev 0 & NES-8042433,Rev 3 did not establish adequate controls over 
nondestructive testing process for making precision thickness measurements 
• Region 1, Ofc of the Director QB/00/10 tp 45063 194-45063 194 

-0806160307 fnsp Repts 50 220/80 09 & 50-410/08 09 on 800307-11 & 0404- 06 Vio- 
lations noted Major areas Inspected mservico insp program ro first 10 yr insp Interval & 
augmented exams conducted by llconseojncluding procedures, 

MCOREARTY.R A , KERCH, H W , HARRIS, R H Region 1, Ofc of the Director 08/05/ 
19, 54pp. 45863 195 45863 240 

0808220144 Forwards Safety Insp Repts 50-220/00-14 & 50 410/08 13 on 000425- 
29 No violations noted 

BELLAMY, R R Region 1, Ofc of the Director. 88/08/10 MANGAN,C.V Niagara 
Mohawk Powor Corp 2pp 45937.111 45937 118 

-8006220147 Insp Ropts 60-220/80-14 & 50 410/80 13 on 000425 29 No violations 
noted Major areas inspected llcenseo action on previous Insp findings of post-accident 
& airborne offluent sampling sys 

KIRKWOOD, A S , KOTTAN.J J , PASCIAK.W J Region 1, Ofc of the Diroctor 00/06/ 
10 6pp 45937.113-45937*116 

8806080025 NRC Info Notice 08-037, "Flow Blockage of Cooling Water to Safoty Sys 
Components " Svc list end. 

ROSSI.C E Oivision of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of Now York, (nc 125pp 45946 001-45946 125 

8806080211 NRC Bulletin 88 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45935 211-45935 318 

8806090194 NRC Info Notice 80 038, “Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411.) 80/06/15 
Consolidated Edison Co of New York, Inc 111 pp 45946 126 45946 236 

6006150013 NRC Bulletin 08 007, "Power Oscillations In BWRs ” Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) BB/0G/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15 45929 228 


8806150186 Suppl 1 to NRC Bulletin 88 005, “Nonconforming Malls Supplied by Piping 
Suppltesjnc at Folsom, NJ & West Jersey Mfg Co at Williams town.NJ Svc list encf 
ROSSI.C E Oivision ol Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc t20pp 45965 032-45965 151 

8806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PDR App A documents also available In 
PDRApps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (070413 880514) 08/06/15 BOLEY.K 
Public Citizen’s Critical Mass Energy Project 24pp 4599B 208 45998 350 

-6806280263 Forwards input to SALP repts for period from Nov 061101- 880214 & 
870131-080214 Evaluation based ■on Insps conducted during assessment periods 
HUNTER, J G Region 1, Ofc of the Director 08/02/25 JOHNSON, J R Region 1, Ofc 
of the Director tp 45999 102-4 5999 102 

-8006280281 Forwards proposed updated SALP evaluations for facililios from Nov 
1986 - Feb 1980 & Feb 1957 • Feb 1 988 Evaluation based en Insp & examiner re- 
views conducted during SALP perEod 

GALLO.R M Region 1, Ofc of the Director 08/03/07 JOHNSON, J R Region 1, Ofc 
of tho Director 6pp, 45999 103 45999 108 

8BOG20O2O1 Forwards Safety Insp Repts 50 220/80 07 & 50-410/00 06 on 800229 
0305 & 0321-25 No violations noted Attention directed to Paragraph 4 2 2 re satisfac- 
tory completion of reactor bldg closod loop cooling HX/niping stress analysis 
JOHNSTON, WV Region 1, Ofc of the Director 88/06/15 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 45943 069 45943 107 

-8006280204 Insp Repts 50 220/8B-07 & 50 410/88 06 on 800229 0304 & 0321 -26 No 
violations identified Major areas inspected refueling outage act tv tltes, plant malnl 
mods.ptant surveillances for Unit i & action on previous Insp finding 
BLUMBERG.NJ, GALLO.R M Region 1, Ofc of the Director 00/06/14 37pp 
45943 071-45943 107 

0806210138 Responds lo violations noted In Insp Rept 50 220/88 01 Corrective 
action extensive review of first & second 10 yr interval mservico insp programs 
conducted Listed concerns Identified 

TERRY.C D Niagara Mohawk Power Corp 80/06/16 Document Control Branch 
(Document Control Desk) 4pp 45914 160-45914 163 

8B06230002 Forwards Safety Insp Rept 50-220/08 11 on 880411-15 No viotot.ons 
noted 

GALLO.R M Region 1, Ofc of tho Director 08/06/16 MANGAN.CV Niagara Mohawk 
Power Corp 2pp 45914 352 46914 360 

—8806230005 Safety Insp Repl 50-220/80-11 on 880411-15 No violations noted Major 
areas inspected licensed operator & senior oporator requalification programs & re- 
sponse to Confirmatory Action Ltr CAL 08 1 3 dtd 880320 

CRESCENZO.FJ, LANGE.D J Region 1, Ole of the Diroctor 88/06/10 7pp 
45014 354 45914 360 

0000200051 NRC tnfo Notice 88-042, "Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolt9 " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 670411) 00/00/23 
Consolidated Edison Co ofNaw York, Inc lOOpp 45977 287-45978 033 

0006200306 NRC Info Notico 8G 043, “Solenoid Valve Problems ” Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Now York, Inc, 123pp 45977 164 45977.2B6 


R. Periodic operating reports A related correspondence 


8606170200 Revised monthly operating rept for Apr 1966 (or Nine Milo Point Unit 1 W/ 
000608 ltr 

ROMAN.T,, WILLIS.J L Niagara Mohawk Power Corp 08/04/30 3pp 45864 0/2- 
45864 074 

8606170090 Monthly operating rept for May 1900 for Nino Mile Point Unit 1 W/Q60G1O 
ltr 

ROMAN.T, WILLIS.J L Niagara Mohawk Powor Corp 88/05/31 8pp 45864 03/- 
45864 044 

8006200229 rorwards revised monthly operating rept for Apr 1986 tor Nine Mile Point 
Unit 1 Item 11 ro hours In reporting period did not account for daylight savings time 
WILLIS.J L Niagara Mohawk Powor Corp 88/06/0B Document Control Branch (Doc- 
ument Control Desk) ip 45065 210 45865 211. 

-8806200236 Revised monthly operating rept (or Apr 1988 for Nine Milo Point Unil 1 
ROMAN.T Niagara Mohawk Power Corp 89/04/30 Ip 45065 211 45865 211. 


S. Reportable occurrences, LERs A related correspondence 

0806020323 LER 88-002 00 on 000427, failure to establish firo watch polrcl resulted In 
Tech Spoc violation Caused by personnel error due to mlscommumcatlon Dotoction in 
affected areas veniied & fire watch patrol established W/080526 ltr 
MAZARERRO.P A , PERKINS, TJ Niagara Mohawk Power Corp 00/05/20 6pp 
45713 252 45713 257. 

8006160141 LER 88 014 00 on GOO 510, full-open to full closed stroke timo for core spray 
high point vent isolation valve 40 30 in excess of Tech Spec limits Identified Caused 
by personnel error Procedure will be revised W/GB06Q9 ltr 

MAZZAFERRO.P A , WILLIS.J L Niagara Mohawk Power Corp 08/06/00 Opp 
45B63.265-45B63 270 

8806200126 LER 88 013 00 on G60 5 12, discovered that 125 voil dc sys electrical design 
not In compliance w/FSAR Caused by personnel error Battery charging MG Sets 101 
& 171 reclassified as safety related components W/880613 ltr 
MAZZAFERRO.P.A , PERKINS, TJ Niagara Mohawk Powor Corp 83/06/13 5pp 
45065 212 45065 216 
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V. Operator Examinations 


S. Reportable occurrences, LEfls & related correspondence 


0805310300 Forwards Safety Insp Rept 50 220/88 05 on 880222 26 No violations 
noted Discrepancies identified in documentation of licensed operator retraining & con 
tinned training 

GALLO, fl M, Region 1, Ofc of the Director 88/05/20 MANGAN.C V Niagara Mohawk 
Power Corp 2pp 45731 328-45731 333 

*•8805310309 Insp Rept 50 220/88-05 on 880222-25 No violations noted Major areas 
inspected licensed operator continuing tracing program (requatificalion training) fnclud 
fng reviews of training records.tramlng program procedures & interviews 
LUMB.T , SISCO, C, LANGE.D Region 1, Ofc of the Director 63/05/18 4pp 
45731 330-45731 333 

0006150000 Forwards commenls on SALP Rents 50 220/86-99 & 50-410/87-99 Com 
ments discussed at 880510 meeting w/NRCSept 1908 meeting w/NRC to discuss 
finding re performance Improvement suggested 

MANGAN.C V Niagara Mohawk Power Corp 88/06/09 Document Control Branch 
(Document Control Desk} lOpp 46838 049 45838 050 

8808230008 Forwards Safety Insp Rept 50 220/80 10 on 880322-25 Noted violations 
under consrderatfon for enforcement action Enforcement action being planned 
JOHNSTON.WV Region 1, Ofc of the Director 38/06/09 MAN GAN ,C V Niagara 
Mohawk Power Corp 2pp 45932 236 45932 249 

-8006230010 Insp Rept 50 220/80 10 on 800322-25 No violations noted Major areas 
inspected liconso operator 4 senior license operator ^qualification training program & 
outage mod training 

LANGE.D J, GALLO, RM Region 1, Ofc of the Director 68/06/08 l2pp 45932 238 
45932 249 

0006230002 Forwards Safety Insp Rapt 50 220/88-11 on 880411 15 No violations 
noted 

GALLON M Region 1, Ofc of the Director 08/06/16 MANGAN.C V Niagara Mohawk 
Power Corp Ppp 45914 352 45914 360 

“8806230005 Safety Insp Rept 50 220/86 11 on 080411 15, No violations noted Major 
areas inspected licensed operator & senior operator ^qualification programs & ra 
sponsa to Confirmatory Action Ur CAL-B8-13 dtd 880328 

CRESCENZO.FJ, LANGE.D J Region 1, Ofc of lh» Director 80/06/16 7pp 
45914-354 45914 360 


DOCKET 50*223 UNfV, OF LOWELL RESEARCH REACTOR 


O. Inspection reports, IE Bufletfns & correspondence 

0805260295 Responds to concerns raised In Insp Rept 50 223/86-01 & during SB0429 
enforcement conference Corrective actions new charter drafted for reactor safety sub- 
commlltea to include sections requiring specific membership review A signature 
0EGHIAN.LE Lowell, Urw of, Lowell, MA 00/05/19, kAnE.WF Region 1. Ofc of 
the Director. 5pp 45702 117-45702,122 


DOCKET 50-224 UNlV OF CALIFORNIA RESEARCH REACTOR 


F. Security, me d leaf, omergancy & tire protection plans 

8 096 2 00274 Partial response to FOIA request for documents Forwards App E 
documents App D & E documents available In FOR, 

GRIMSLEY.DH Division of Rules & Records (870413-080514) 90/06/03 

AFTER G OO D ( S, Committee to Bridge the Gap 4pp 45850 001-45053 296 

“8306219151 Updates security plan & provides addl info on status of security sys fol- 
lowing 750520 secunty fnsp Forwards emergency procedure 
HICKS J E California. Umv. of, Los Angeles, CA 75/07/15 GfAMBUSSO,A Division 
of Reactor Uconslng {NRR 1975 only} 2pp 45050-11 7*45655 1 1B 

-88062 101 S4 Revised emergency plan implementing procedures for UCLA nuclear 
energy lab 

* California, Unlv of, Los Angeles, CA 75/07/31 &pp 45856 119 45358 123 


0806160096 PNO-V-88-038 on 3 BO 6 12, earthquake occurred on Calaveras Fault within 
50 miles of identified facilities All reactors shutdown at time of earthquake No seismic 
trips observed insp revealed no signs of damage at facilities 
NORTH.H S Region 5, Ofc of the Director 88/06/13 Ip 45B38 106 45838 106 


DOCKET 50-228 AEflOTEST RADIOGRAPHY & RESEARCH REACTOR 


Q Inspection reports, fE Bulletins & correspondence 

8806130337 Forwards Exam Rept 5O-220/OL-8B 01 of exams administered on 000413, 
PATE.R J Region 5, Ofc of the Director 08/05/25 NEWACHECK.R L Aerotest Opor 
ationsjnc 2pp 45Q07 145 45807 302 

“8806130339 Exam Ropl 50 220/QL-O8-O1 on 880413 Exam results of two candidates 
administered test, one passed & given senior reader operator license & one failed 
wrilten exam & not granted license Master copy of test end 

COE,D H , EL1N.J Region 5, Ofc ot the Director 88/05/23 156pp 45807:147- 
45807 302 


S. Reportable occurrences, LERs & related correspondence 

0000160096 PNO V'80-038 on 88061 2, earthquake occurred on Calaveras Faull wilhln 
50 miles of identified facilitfegAll reactors shutdown at time of earthquake No seismic 
trips ob sowed insp revealed no signs of dam ago at facilities 
NORTH.H S , YUHAS.G P Region 5, Ofc of the Director 88/06/13, Ip 45830 106 
45638:106 


V. Operator Examinations 

8006130337 Forwards Exam Ropl 50 220/0 L-8B 01 of exams administered on 080413. 
PATE.R J Region 5, Ofc ofthe Director 88/05/25 NEWACHECK.R L Aoro lest Opor 
aliens, Inc 2pp 45607 145 45807 302 

“3806130339 Exam Rept 50 228/OL-88-01 on 080413 Exam results, of two candidates 
admlnlslerod tosl.ono passed & given senior reactor operator Ifcenso & one failed 
wrilten exam & not granted license Maslor copy of lest enc) 

COE.DH, ELIN.J Region 5. Ofc of the Director 80/05/23 156pp 45807 147 
45007 302 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency 4 fire protection plana 

3800010031 Forwards Rev 24 to security plan to correct & make current Identification 
on numbor of vital area doors on various levels Rev withhold (ref 10CFR73 21) 

BLISS, H E Commonwealth Edison Co 08/05/27 Document Controf Branch (Docu 
ment Control Desk) Ip 45 718 320 4 5710 329 

6006080243 Rev 2 lo Emergency Plan Implementing Procedure DEOP 500 1, "Alternate 
Slandby Liquid Control Injection ” 

1 Commonwealth Edison Co 08/05/27 17pp 45756-140-45756,164 

3906000255 Rav 2 to Emergency Plan fmplementlng Procedure DEOP 100-3, "Reactor 
Power Control ” 

* Commonweallh Edison Co 08/05/27 llpp 46756 104 45756 144 

6806080423 Rev 1 to Emergency Plan Implementing Procedure DEOP 200, "Primary 
Contejnment Controf" 

* Commonwealth Edison Co 80/05/27, 6pp 45740 344-45740 349 

3006890153 Rov 3 to Emergency Plan fmplemenling Procedures DEOP 200-3, "Torus 
Wafer Temp Control " 

* Commonweal 111 Edison Co aa/05/27 5pp, 45763,102*46763 106. 


G. Adjudicatory correspondence 

8006080040 Memorandum & order (re l/ileresi of city of Berkeley) * City of Berkeley es- 
tablished Interesl/standlng in proceeding & requested to file supp! to potilron to Inter- 
vene (Eating contentions for litigation within 30 days Served cr> 880525 
WOLFE.SJ, BftIGHT.GO, CARPENTER.JH Atomic Safety and Licensing Board 
Panel #288 6 427* 88/05/25 Berkeley, CA 4pp 45740 240 45740 243 

8806140203 Forwards svc list utilized by NRC In proceeding per Wolfe requesLLIst 
should be modified to reflect sub/ mailer ot pleading A parson * sorvina 
pleadmaCortiflcate of Svc encJ 

FIUTSEmG.J Assistant General Counsel for Hearings, #288 6401 86/05/31 

GORDON, M, BARKER, BS California, Umv of, Berkeley, CA 2pp 45792 029 
45792 030 


3306090200 Rev 3 to Emergency Plan Implementing Procedure DEOP 200-1, "Primary 
Containment Pressure Control " 

1 Commonwealth Edison Co 88/05/27. I0pp 45705001-45765 010 

8306100163 Rov 2 to Emergency Plan Implementing Procedure DEOP 100 2, "Reactor 
Pressure Vessel Pressure Control ” 

• Commonwealth Edison Co 88/05/27 I4pp 45771.215 45771 220 

0QO61GOT9O Rov 2 to Emorgoncy Plan Implementing Procedure DEOP 500 3, "Alternate 
Water infection Sys " 

* Commonwealth Edison Co 08/05/27. 22 pp 45771 289-45771.310, 

8806090210 Rev 2 to Emergency Plan Implementing Procedure DEOP 300, "Secondary 
Contammonl/Radioactlvo Release Control " 

MOHR.T Commonwealth Edison Co 00/05/31, Bpp 45766164-45766.171. 


6800140213 Forwards svc list utilized by NRC in proceeding, par Wolfe request Svc ftsl 
should be modified to rolled subj mailer of pleading & person serving pleading W/ 
Certificate of Svc 0 * 

PPJSERGJ. Assistant General CounsoJ for Hearings #203 6492 86/05/31 
ELMER ,V. Berkeley, CA. 2pp 45792 046 45702 047 

0098170077 Forwards BP Cotter 980311 memo requesting thal all parties in proceeding 
Include ASLB on svc fist ’ 

WOLFE, S J Atomic Safety and Licanslng Board Panel #280 6513. 08/06/14. Office 
of the General Counsel 2pp 45820.017-45020,018 

8806300035 Order (gran ling licensee A petitioner Joint motion to stay proceedings), 4 
Joinl molten granted & proceedings stayed tor 90 days unless slay earfrer dissolved 
« ‘fj'ggww in Paragraph 8 of stipulation Served on 380622 
WCLFE.S J. Atomic Safety and Licensing Board Panof #203 6567 06/06/22 Califor- 
nia, Unw of, Berkeley, CA 2pp. 45959-394-46959 305 


8806090216 Rev 2 to Emergency Plan Implementing Procedure DEOP 200 4, "Torus 
LoveJ Conlrol " 

MOHR.T Commonwealth Edison Co 83/05/31 1 1pp. 45766.200 45766 210. 

6606090237 Rov 3 to Emergency Pian Implementing Procedure DEOP 200-2, “Drywell 
Temp Control/ 1 

MOHR.T, KOTOWSKU Commonwealth Edison Go 88/05/31, 7pp 45766183- 
45766 109. 

0806090262 Rev 2 to Emergency Plan fmplemenlmg Procedure DEOP 400-4, "Level/ 
Power Control," 

• Commonweallh Edison Co BB/D5/31, 13pp 45764 322-45764 334. 

3806000273 Rev 2 lo Emergency Plan Implementing Procedure DEOP-IOO, "Reactor 
Control." 

1 Commonweallh Edison Co 88/05/31 4pp 45766,046-45766 049 
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8806090316 Rev 3 lo Emergency Plan Implementing Procedure OEOP 010, "General 
Precautions " 

* Commonwealth Edison Co 88/05/31 8pp 45790 321*45790 328 

8806100071 Rev 3 to DEOP 500 2 , "Bypassing Interlocks & Isolations" 

* Commonwoatth Edison Co 08/05/31 15pp 45772 308*45772 320 

8806100096 Rev 2 to Emergency Plan Implementing Procedure DEOP 400-2, “Emer- 
gency Reactor Pressure Vessel Depressurization " 

* Commonwealth Edison Co 88/05/31 5pp, 45772 243-45772 247 

8806100133 Rev 2 to DEOP 100*1, "Reactor Level Control ” 

MOHR.T, KOTOWSKI.J Commonwealth Edison Co 88/05/31 9pp 45772182- 
45772 190 

8806100177 Rev 2 to Emergency Plan Implementing Procedure DEOP 400-1, "Level 
Restoration " 

' Commonwealth Edison Co 88/05/31 lOpp 457Q4 298-45784 313 

8806100200 Rev 2 to Emergency Plan Implementing Procedure DFOP 300*1, "Second 
ary Containment Temp/Rndlallon & Offsite Release Control " 

* Commonwealth Edison Co 88/05/31 7pp 45772 155 45772 161 

8806100280 Rev 2 lo Emorgoncy Plan Implementing Procedure DEOP 500 4, "Contain* 
ment Venting " 

' Commonwealth Edison Co 80/05/31 0pp 45771 242*45771 247 

8806130023 Rev 3 to Emergency Ran Implementing Procedure OEOP 400 3, "Reactor 
Pressure Vessel Flooding w 

* Commonwealth Edison Co 88/05/31 15pp 45791 112-45791 126 

8B06160003 Forwards response to NRC 000503 lir re violations noted in Insp Repls 50 
010/00*02,50 237/88 07 & 50-249/60 00 Corrective actions withhold 
SILADY.J A Commonwealth Edison Co 80/06/02 DAVIS, A B Region 3, Ofc of the 
Director, Ip 45838 061-45830 061 

8606220029 Rev 5a to Page DA 5-7 (Table DA 5*1, emergency action levels) of station 
annex 

* Commonwealth Edison Co 00/06/06 2pp 46870 019 45B70 020 


P, Operating license stage documents & correspondence 

8606150002 Submits supplemental response to allegations re radiation protection & fit 
nos9 (or duty, Enel expands on 071229 rosponse & more thoroughly documents bases 
for conclusions 

SILADY.J A Commonwealth Edison Co 00/03/15 DAVIS.A B Region 3, Ofc of the 
Director 5pp 45834 331-45034 335 

6006010181 Forwards summary of 000323 tolcon w/P Kang & results of Sargent & 
Lundy Enginoors evaluations addressing NRR questions ralsod during 080205 
tolcon Third evaluation re breaker coordination will be provided whon finalized 
SILADY.J A Commonwealth Edison Co, 00/05/13 MURLEY.TE Office of Nuclear 
Roaclor Regulation, Director (Post 870411) 22pp 45696 073-45696 094 

8806100233 Confirmatory Action Hr CAL-Rlll-00-12 re corrective actions for M5IV fail- 
ures during slow loss of operating air test Concludes that short-term actions will 
ensure that isolation will occur on slow toss of air 

DAVIS.A B Region 3. Ofc of the Director. 00/05/25 REED.C Commonwealth Edison 
Co. 2pp 45004 036*45804 030 

8006070377 Advises that environ qualification test ropt for Mobllux-EPO grease used In 
Limitorquo actuators will be delayed until Oct 1980 Util will use other Mobil lubricants 
based on listed evaluations until lesling completed 

SILADY.J A, Commonwealth Edison Co, 06/05/31 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 070411) 2pp 45774 230-45774 231. 

8806230334 Summary of 800603 mooting w/utll in Rockville, MD ro overall Improvement 
to Tech Spec action plan Util proposed to submit 88 requested Tech Spec changos in 
15 to 25 amend packages between Juno & Nov 1980 

SIEGEL, BL Project Directorate 111*2 88/06/08 NQRRHOLM.LJ Project Directorate 
111-2 20 pp 45907-26 1-45907-304 

8806200002 Requests withdrawal of !M Johnson 070904 Hr to Murley ro request for per- 
mission to uso Reg Guido 1 61 damping Util no longer requires use of higher damping 
value in order to establish operability of LPCI piping 

JOHNSON,! M Commonwealth Edison Co 08/06/09 MURLEY, T.E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 2pp 45071,061-45871,062 

8806220019 Forwards summary of proposed licensing approach (or Cycle 12 reload, per 
880520 telconUli! believes strategy will allow core lo be redesigned In timely 
fashion, meet licensing schedule contracts & all NRC requirements 
SILADY.J A Commonwealth Edison Co 68/06/14 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 070411). 3pp. 45925.115 45925 117 

6606260043 Documents results of 880615 telcon re schedule for human engineering 
discrepancies for common diesel generator control & Indication considered acceptable 
under listed conditions 

SILADY.J A Commonwealth Edison Co 80/06/15 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 870411). 3pp 45963 343-45963 345 

6806290163 Forwards Westlnghouse Ownern Group Notification Ltr OG-QG 21, identify- 
ing midloop concerns, per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled" 
& 880428 meeting agreement 

NEWTON.R A westlnghouse Operating Plants Owners Group GB/06/20. 

HODGES, W. Reactor Systems Branch 7pp 45973 330-45973 344 

68082801 62 Forwards "Effects of Postulated DC Power Failures on ECCS 
Aval I ability, Quad Cities Unit 1," by Sargent & Lundy, demonstrating that battery failure 
could lead to degraded ECCS equipment availability or Isolated design weakness 
SILADY.J A Commonwealth Edison Co 88/06/21 MURLEY, T.E Office of Nuclear 
Reactor Regulation, Director (Post 070411). Ip 45981 221*46981-221 


Q. inspection reports, IE Bulletins & correspondence 

B806100007 Provides Info on containment fluod head anchors in response lo Insp 
Repts 50-237/87-30,50 249/07 29,50*254/07-28 & 50 265/87*28 Operability assess* 
ment on core spray flued head anchor being performed & NRC will be notified of re 
suits 

JOHNSON,! M Commonwealth Edison Co 00/01/29 DAVIS.A B Region 3, Ofc of 
the Director 5pp 45814 301-45014 305 

8806070371 Forwards Safety Insp Repts 50-237/88 09 & 50 249/88 11 on 880420- 
29 No violations noted Licensee has not met intent of Generic Ltr 02-12 requirements 
for limiting rad/chem technician hours of work 

SHAFER, W D Region 3, Ofc of the Director 08/05/18 REED.C Commonwealth 
Edison Co 2pp 45776 276 45776 287 

—8806070375 Insp RoptS 50 237/88*09 & 50*249/88*11 on 880420*29 No violations or 
deviations noted Major areas Inspected radiation protection program during outage & 
past open items Including Generic Ltr 82-12 

MULER.D E , GRANT, W B , GREGER.L R Region 3, Ofc of the Director 88/05/18 
Opp 45776 278*45776 285 

-8804140170 Responds to 880302 request for assistance (n resolving applicability of 
Generic Ltr 82-12 to radiation protection staff Performing radiological survey In support 
of malnl work does not meet Intent of Commission policy statement 
CUNN1NGHAM.LJ Radiation Prolectlon Branch 80/04/01 SHAFER, WD Region 3, 
Ofc of the Director 2pp 45776 206 45776 287 

8806100046 Forwards Safety Insp Repts 50*237/88 06 & 50 249/8 B 07 on 880318* 
0509 & notice of violation 

FORNEY.WL Region 3, Ofc of the Director 08/05/25, REED.C Commonwealth 
Edison Co 2pp 45614 326*45014 341. 

-BB06100050 Insp Ropts 50 237/BB 06 & 50*249/88 07 on 9B0318 0509 Violations 
noted Major areas inspected operational safety verification, followup of events, LER 
followup.monlhly malnl observation & monthly surveillance observation 
RING.MA Region 3, Ofc of the Olroclor 08/05/25 13pp 46014 328 46814 340 

-0606100053 Notice of violation from insp on 000318 0509,Violation noted procedures 
or instructions in place to control rigging activities that could affect quality found inad 
equate 

FORNEY, W L Region 3, Ofc of the Director 08/05/25. Ip 45014.341*45814 341 

0805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2*T Ra 
diogmphic Exposure Device " Svc list oriel 

BURNETT.R F, Division of Safeguards & Transportation (Post 870413). 88/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45603 158 45663 277 

0805240090 Suppl 1 to NRC Info Notice 07*061, "Failure of Westlnghouse W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, fnc 120pp. 45603 038 45663 157 

8005240215 NRC Info Notice 68 034, "Nucloar Mall Control &. Accountability of Nontuel 
SNM a! Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 4 5790*168 45790 308 

8806150003 Forwards response lo NRC GB0503 ltr re violations noted in Insp Ropts 50* 
010/88-02,50 237/88 07 & 50-249/00 0G Corrective actions withheld 
SILADY.J, A. Commonwealth Edison Co 80/06/02 DAVIS.A B. Region 3, Ofc of the 
Director. Ip 45838 001 45838061 

8605270306 NRC Info Notice 08*035, "Inadequate Licensee Performed Vendor Audits" 
Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 88/06/03. 
Consolidated Edison Co of New York, Inc 120pp 45790 060*45790.107, 

6B06100137 Responds to IE Bulletin 85 003, Suppl 1 re safoly-relalod motor operated 
valves In selected high pressure sys During current Dresden Unit 3 refueling 
outage, (our addl HPCI & isolation condenser valves will be tasted using MOV ATS 
MORGAN, WE Commonwealth Edison Co 88/06/03 Document Control Branch 
(Document Control Desk) 3pp. 45821 013*45021 016 

8006100293 Forwards Insp Repts 50-237/80*08 & 50-249/0B-09 on 860411*16 & 26 
29 No violations noted 

HARRISON.J.J, Region 3, Ofc of the Director OB/O0/O3. REED.C Commonwealth 
Edison Co 2pp 46017-202-45817 216 

-8006100295 Insp Repts 50*237/86 08 & 50-249/08 09 on 800411*15 & 25 29 No vio 
lations noted Major areas inspected maint activities & licensee action on previous tnsp 
finding, using selected portions of Insp Modules 62700,62702,62704 & 62705 
CHOULES.N C , EICK.S D , JABLONSKI.F J Region 3, Ofc of the Director. 80/06/03 
13pp 45817 204*45017 216 

8006200024 Provides util response lo Homs discussed In attachment to Dresden insp 
rept. Concerns originally raised by BNL during 080126 28 insp of fluod head anchor 
assomblv dasEan 

JOHNSON, I.M. Commonwealth Edison Co. 88/06/06 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411). 13pp 45870 293 45870.385 

8806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list encl 

ROSSI.CE Division of Operational Evants Assessment (Post 870411). 68/06/00 
Consolidated Edison Co of New York, Inc, 120pp. 45965 152 46965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002. "Fastener Testing to Determine Conform 
ance W/Applicable Mall Specs " Svc list encl. 

ROSSI.CE. Division of Operational Events Assessment (Post 670411) 08/06/ 10 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327. 

8806080025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components." Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/14. 
Consolidated Edison Co of New York, Inc 125pp 45946 001*45946,126, 
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6806030211 NRG Bulletin 68 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device." Svc list end 

0UFINETT, FI F Division of Safeguards & Transportation (Post 670413) 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 318 

6806090194 NRC (nfo Notice 68 038, "failure of Undervoltage Trip Attachment on GE 
Circuit Breakers r ’ Svc fist end 

HO SSI, C E Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, fnc 1 1 ipp 45946 126 4 5946 236 

8 B 66 1500 13 NRC Bui fell n 88 007, "Power Oscillations in BWRs ” Svc fist end 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 60/06/15 
Consolidated Edison Co of New York, fnc 114pp 45929 115 45929 228 

66061 50 1B6 Suppl 1 to NRC Bulialrn 88 005, "Nonconforming Walls Supplied by Piping 
Suppliesjnc at Folsom.NJ &. West Jersey Mfg Co at Wilriamstown.NJ" Svc fist encf 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032-45965151 

6806210271 Responds to NRC Bulletin 00-003 re insps to ensure GE lalchmo HFA 
relays have adequate latch engagement Results of fnsps will be reported vvitnJn 30 
days 

MORGAN, W E Commonweaith Edison Co 08/06/15 Document Control Branch 
(Document Control Desk) 2pp 4 5906 033 45906 034 

0806200051 NRC Info Nolrce 00-042, "Circuit Breaker Failures Due to Loose Charging 
Sprmo Motor Mounting Bolts " Svc list end 

ROSSI, CE Division of Operalional Events Assessment (Posl 870411) 0B/O6/23 
Consolidated Edison Co of New York, fnc, 1O0pp 45977 287-45978 033 

8006200306 NRC Info Notice 68 043, "Solenoid Valve Problems " Svc lisl anc! 

ROSSP t C E Division of Operational Events Assessment (Post 870411) 8B/06/23 
Consolidated Edison Co of New York, fnc 123pp 45977 164 45977 286 


Ft. Periodic operating reports St related correspondence 

8806150239 "Dresden Station Radwasle S Environ Monitoring Annual Rept 1987 " 

' Teledyne Isotopes Midwest Laboratory 87/12/31 121pp 45834 , 105 45B34 225 

8806280080 Forwards monthly operating repts for May 19B8 for Dresden 
Stall on Corrected copy for Apr 1988 for Dresden Unit II also end 
EENIGENBURG.E, Commonwealth Edison Co 88/06/01 Office of Nuclear Reactor 
Regulation, Director (Posl 070411) Ip 45942 139-45942 164 

-0808130290 Monthly operating /opts for May I960 
MAXWELL, DC Commonweal! h> Edison Co 88/05/31 23pp 45942 140 45942 163 

-0806280093 Corrected monthly operating rapt for Apr 1986 for Dresden Unit II 
MAXWELL, DC Commonwealth Edison Co 88/04/30 Ip 45942 164 45942 104 


S Reportable occurrence?, LERs & rotated correspondence 

8006010255 LER 88-005 ODon &60426,reactof bldg ventilation sys (RBVS) 
tnppodjnitiating siandby gas treatment A sys train Caused by spurious instanianoous 
spike on Unit 2 RBVSCahbr check of Unit 2 RBVS performed satisfactorily W/&&0517 
Ilf 

ANANDAPPA.A , EENIGENBURG.E Commonweafth Edison Co 00/05/17 4pp. 
45695 241 45695244 

8806070004 Confirmatory Action Ltr CAL-Rfi 1-83- 12, confirming 800510 tolcon re fnlluro 
of MSIVs to dose during planned loss of air tesl on 880516 & 1 7 Understands that 
startup wiJP rot occur until determination has beon made 

OAVfS.AB Region 3, Ofc of the Director 80/05/10 REED.C Commonwealth Edison 
Co 2pp 45753 299 45753 300 

8806020166 LER 88-006 00 on 0804 29, prim ary nitrogen Ino-ring makeup sys lino kfnked 
h cracked Caused by personnel error & rigging procedure deficiency Rigging proce 
dure improvement Initiated & add! rigging operations training planned W/80O525 Hr 
A NAN DAP PA, A , EENIGENBURG.t Commonwealth Edison Co 80/05/25 
4 5698 204-45698 208 


6pp 


0806100247 LER 88 008 00 on 000506, reactor bldg ventilalion sys automatically (ripped 
& standby gas Irealment tram aulo started Caused by error In Chemistry Procedure 
2000-5 Radiation source removed from monitor VY/98Q525 Ifr 

EENIGENBURG.E Commonweafth Edison Co 88/05/25 5pp 45772 137- 

45772 141 

M PiSSfl 00W PNO III 80 04 6 A updates augmented Insp loam Investigation of failure of 
MSivs lo close during test On 8 80525/ egron determined thal licensee completed 
commitments, per 800516 confirmatory action llr Unit 2 startup scheduled on 030526 
FORNEY.W Region 3, Ofc of (ho Director, 88/05/28, Ip 45775 009* 

45775 009 

8806000151 LER 88-007-00 on 880504 .discovered that CRD scram lasting surveillance 
interval exceeded Caused by scram testing procedure deficiency Strip chart event re 
corder wired, utilizing wrre pfug-ln Jacks VY/8606O1 ltr 

?^766 070 ’45760078 NB ^ RG,E ' Commonwoa1lh EdfSOn 00 fiB/00/01. 0pp 

88-009 00 on 880509, HPCI sys Inoperable following gtend seal teak 
oil pump top Caused by broken brush bolder Inside pump motor & subsequent otectrj- 
f f-1 f^ m P:rtiotor replaced per work request 74010 W/flBoeoi ltr 

r^^ni«Jh^n!? lGENB . l i? G ‘. E S°nimonwealth Edison Co 86/06/01 Document 
Control Branch (Oocument Control Desk) 4pp, 45831 ISO 45831 163. 

?? 01 cn seals associated w/maln steam Jmo piping 

EfS 0 ?,!r ons t 071 ] secondary containment no Jonger In place Caused by contractors 
b k ° 5 De 9^^ d boot seals repaired.W/000613 Hr 
4 5 0 6 9 m-4586 9 n 6^ GEH9UR G<E Commonwealth Edison Co 86/06/13 5pp 

89 occur?9dr fl S 8 h ° 10 '° 0on . 09a51 ^planned reactor protection ays actuation 
adKco-W/laoeniK e,,0fEvent rovtewBtl w *d. «rtdual re procedural 

?5 A 90M2MS™?9 ENBURG ' E Comraonwaollh Edlson c ° 88/06/13. 4pp 


8806230193 LER 88-012-00 on 80Q517.MSIVs declared inoperable due to failure to fully 
close on loss of pneumatic supply Caused by high drag forces exerted on valve stem 
by valve packing All MSIYs repacked w/new style packing W/6B061 5 ltr 
WELCHJ, EENIGENBUHG.E Commonwealth Edison Co 88/06/15 14pp 
45902 267 45902 230 


DOCKET 50-243 OREGON STATE UNIV. RESEARCH REACTOR 


S, Reportable occurrences, LERs & related correspondence 

8805260237 RO re Jan 1989 event in which procedures consistent w/new NRC policy 
used rather lhar> exact written procedures Reactor Operations Committee meeting on 
88051 3 proceeded Into for review Staff instructed to use exact procedures 
JOHNSORA G Oregon State Umv, Corvallis, OR 08/05/17, Document Control 
Branch (Document Control Desk) 4pp 46701 099 45701 102 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & lire protection plans 

8606070269 Fo rwards Safety in sp Ropl 60 244/80 08 on 080406 0508 & nollco of 
violation Response lo notree should address concerns re program for control of 

g roper sys alignment & failure to meet NUREG 0737, Item I C 6 requirements 
ETTENHAUSEN.L Region 1 , Ofc of the Director 00/05/26 KOBER.R W Rochester 
Gas & Electric Corp 2pp 45707 076 4 5707 005 

-880607 0777 insp Rept 50-244/88 OB Violation noted Major areas inspected plant 
opera lions, bo rrc acid sys,surveillance testing, maint, emergency diesel 

genera for, physical security, control of valve positions & periodic 8 special roots 
COWGILL.CJ Region 1, Ofc of the Director 08/05/26 7pp 45787079-45707005 

8806270149 First partial response to FOJA request for documents Forwards Apps B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (870413-800514) 08/06/15 0OLEY,K 
Public Oilmen's Cnlrcat Mass Energy Project 24pp 45990 200 45998 350 

**0006280110 Forwards SALP input ro omergrncy preparedness at plant for June 1906 - 
Nov 1907 

BELLAMY, R fl NRC - No Delplled Affiliation Given 87/12/10 BETTENHAUSEN.L 
NRC - No Delailed Affiliation Given 4pp 45909 064-45099 067 


O. Adjudicatory correspondence 

8806300252 Joint molion to stay proceedings for 90 days & order thoreon * Slay of 
procoecJings.fndudlng time to file suppl to polilion tor leave to intervene requested VV/ 
Certified© of Svc 

ALBUQUERQU'E.M Berketoy, CA GORDON, M California, Umv, of, Berkeley, CA 
0288 6602 00/06/20 Atomic Safety and Licensing Board Panel 7pp. 46960160 
45960 1G4 


J, Insurance A Indemnity Information 

0006100243 f orwards Enrforsomenl 159 lo NELIA Polrcy NF-1 00, Endorsement 140 to 
MAELU Policy MF-29,Eridorsament 01 to NELIA Policy NF-195, Endorsement 64 to 
MAELU Policy MF-91, Endorsement 106 to NELIA Policy NF-161 & Endorsement 09 
MAELU Policy ME 46 

O'CONNOR.QJ Marsh A McLennan, fnc D0/O6/O1 PJNITZJ Office of Nucloar Ro 
actor Regulation, Director (Posl 87041 1) 19pp 45791 030-45791 0-10 


P, Qperallng license stage documents & correspondence 

0805270086 P/ovrdaa fnfo re LOFTTF2 computer program & schedule for updating 
methodology & revising WCAP-1166Q resulls to account for steam generator tube rup 
ture uncovery during steam generator tube event 

SNOW.B A Rochostor Gas A Electric Corp, 88/05/23 STAHLE.C NRC - No Detailed 
Affiliation Given 4pp 45609 351-45089 354 

8805310040 Confirms lhal procerfures In place & wifi be maintained to monitor fluid con 
ditions wilhrn auxiliary feedwater sys A siandby sys & stops included fn procedures for 
recognizing steam binding, per Generic Llr 88*03. "Sleam Binding of " 

SNOW.B A Rochester Gas & Electric Corp 88/05/24 STAHLE t C NRC - No Detailed 
Affiliation Given 2pp 457OO079 457OOO0O 

8886020281 Forwards licensee steam generator snubber replacement 
program Techs leaf fovrew & SER requested wilhfn 90 days, per R Wessnnan memo W/ 
o and 

STAHLE.C Project Directorate 1-3 80/05/27 MARSH.L B Division of Engfneerfng S 
Systems Technology (Post 070411) Ip 45707 354 45707 354 

8806080280 Informs of drafting of leak detection procedures m response to Generic Ltr 
98 05 re boric acid corrosion of carbon stool reactor pressure boundary components 
m PWR plants Subj procedures will be finalized & approved by 080610 
SNOW.B A Rochester Gas A Electee Corp 00/05/31 STAHLE.C Document Control 
Branch (Document Control Desk) 2pp 45790:233-45790 234 

8006090283 Forwards Amend 27 to License DPR- 10 & safely evaluation Amend re- 
vises Tech Specs to change reporting requirements for iodine spiking & eliminate re- 
quirement for plant shutdown if Iodine activity exceeded for 800 h In 12 months 
STAHLE.C Project Directorate 1-3 88/05/31 KOBER.R W Rochostor Gas & Electric 
Corp 5pp 45784 265 46704 260 

-8006090283 Amond 27 to License DPR-10, re vising Tech Specs to change reporting 
requirement for iodine spiking & eliminating requirement for plant shutdown If iodine 
activity limits exceeded for 800 h In 12 month period 
WESSMAN.R H, Project Directorate I 3 80/05/31 7pp 45704,271-45784 278 
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--8606090290 Safety evaluation supporting Amend 27 to License DPR-18 

* Office of Nuclear Reactor Regulation, Director {Post 870411) 88/05/31 2pp 
45784 279*45704 200 

0006130122 Forwards Amend 28 to License DPR-ia & safety evaluation Amend re* 
vises Tech Specs to remove organizational charts & revise other administrative re- 
uirements 

TAHLE.C Project Directorate 1*3 88/05/31 K08ER.R W Rochester Gas & Electric 
Corp 6pp 45803 001 45BQ3 019 

-8806130131 Amend 20 to License DPR»10,revising Tech Specs to remove orgenlza 
Itonal charts & oihor administrative requirements 

WESSMAN.RH Project Directorate 1-3 08/05/31 8pp 45003 007 45003 014 

-0806130133 Safety evaluation supporting Amend 20 to License DPR- 18 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 08/05/31 5pp 
45803 015-45B03 019 

8006290163 Forwards Weslmghouse Owners Group Notification Ltr OG 08 21, identify- 
Ing midloop concerns.per Generic Llr 87*12, "Loss of RHR While RCS Partially Filled” 
& 080428 meeting agreement 

NEWTON.R A Weslmghouse Operating Plants Owners Group 80/06/20 
HODGES.W Roactor Systems Branch 7pp 45973 338 45973 344 


Q. Inspection reports, IE Bulletins & correspondence 

6005240235 Forwards Safely Insp Rcpt 50 244/88 07 on 880404-07 No violations or 
deviations noted 

GALLO.R M Region 1, Oic of the Director 80/05/17 SNOW, BA Rochester Gas & 
Electric Corp 2pp 45727 345 45727 351 

-8605240237 Insp Rept 50-244/08 07 on 000404 07 No violations or deviations 
noted Major areas Inspected licensed operator training program content & Implemen 
tali on 

PRELL.J A , YACHIMIAK.E , ESELGROTH.P W Region 1, Ofc of Ihe Director 88/05/ 
09 5pp 45727 347 45727 351 

0005250146 Responds to violations noted In Insp Rept 50*244/00 04 Corrective 
actions Procedure A-1002 ro qualification of Insp personnel will bo reviewed & revised 
as necessary & visual oxam of ASME Section VT2.VT3 & VT4 will ho conducted 
SNOW, BA Rochester Gas & Electric Corp 80/05/10 RUSSELL, WT Region 1, Ofc 
ol the Director 3pp 45675 101 45675 103 

0606070269 Forwards Safety Insp Rept 50 244/86 00 on 00O4OB 0508 & notice of 
violation, Rosponse to notice should addross concerns ro program for control of 
proper sys alignment & failure io moot NUREG 0737Jtom I C 6 requirements 
BETTENHAUSEN.L Region 1, Ofc of tho Director 80/05/26 KOBER.RW Rochoster 
Gas & Electric Corp 2pp 45707.076 45787 005 

-8006070274 Notico of violation from insp on 000406 0508 Violation noted safety mjoc 
lion test line oulsido containment Isolation valvo unlocked & open while plant operat- 
ing at approx 100% powor & valve repositioning not verified 
1 Region 1, Ofc of tho Director 80/05/26 Ip 45707 070 45707 078 

-0006070277 Insp Rept 50 244/80 00 Violation noted Major areas Inspected plant 
operations, boric acid sys.survoillanco testing, maint, emergency aiosel 

generator, physical security, control of valve positions & periodic & special repts 
COWG1LUCJ Region 1, Ofc of tho Director 08/O5/2Q 7pp 45707 079 45707-005 

0605240026 NRC Info Nollco 00 033, "Recent Problems Involving Model Spec 2*T Ra- 
diographic Exposure Dovico " Svc list end 

BURNETT, RT Division of Safeguards & Transportation (Post 870413) 00/05/27 
Consolidated Edison Co of Now York, tnc 120pp 45603 150 456B3 277 

0805240090 Suppl 1 to NRC tnfo Notice 87 061, "Failure of Wostlnghouso W-2-Type 
Circuit Breaker Cell Switches " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45683 157 

9605240215 NRC Info Notice 00 034, "Nucloar Matl Control & Accountability of Nontuol 
SNM at Powor Reactors " Svc list oncl 

ROSSI, CE Division of Operational Evonls Assessment {Post 070411) 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45700 100*45790 308 

8005270306 NRC Info Notice 00 035, "Inadequate Licensee Performed Vendor Audits " 
Svc fist end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 00/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45700 060 45790 107 

8006130301 Responds to NRC 800503 Hr ro violations noted In Insp Rept 50 244/88 
05 Util corporate mgt shares concern & will increase omphasis in reaching resolution 
KOBER.RW Rochester Gas & Electric Corp 88/06/06 RUSSELL, WT Rogion 1, 
Ofc of tho Director 14pp 45799 118-45799 131 

0806020047 NRC Info Notice 00 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Level Op oration,” Svc list oncl 

ROSSI, CE, Division of Operational Events Assessment {Post 870411) 08/06/08 
Consolidated Edison Co, of New York, Inc 120pp 45965 152 45965 271 

8006090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform- 
ance W/Appllcablo Matl Specs " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co ol Now York, Inc 120pp 45916 200 45916-327 

6006220140 Forwards fnsp Rept 50 244/08*10 on 000516 20 Violations to be discussed 
at 800624 enforcement conference 

JOHNSTON, WV Region 1, Ofc of Iho Director 08/06/10 SNOW, BA Rochoster 
Gas & Electric Corp 3pp 45930 174-45930 193 

-0006220149 Insp Rept 50 244/08 10 on 080516 20 Violations noted Major areas 
Inspected implementation of inservice testing activities to assess adequacy & to verify 
adherence to regulatory requirements & licensee commitments 
PRIVIDY.L J„ EAPEN.PK Region 1, Ofc of Ihe Director 08/06/00 17pp 45930 177* 
45930,193 


0006000025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 879411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

8006080211 NRC Bulletin 88 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45935 211-45935 318 

0006210204 Ack receipt of 880518 Hr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50 244/88 04 

JOHNSTON.WV Region 1. Ofc of the Director 68/06/14 SNOW.BA Rochester 
Gas & Electric Corp 2pp 45906 005-45906 009 

8606090194 NRC Info Notice 88-038, "Failure of Undervollage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 80/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

0006160013 NRC Bulletin 88 007, "Power Oscillations In BWRs 11 Svc list end 
ROSSt.CE, Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115-45929 220 

8006150186 Suppl 1 to NRC Bulletin 86 005, "Nonconforming Matls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Williams town.NJ Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

8806270149 First partial response to FOIA request (or documents Forwards Apps B & 
C documents Documents available in PDRApp A documents also available in 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion oncl 

GRIMSLEY.DH Division of Rules & Records (070413 B80514) 88/06/15, BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45996 208 45998 350 

-0008200003 Forwards Input to SALP rent for 860608 871 130 SALP input summarizes 
strengths, weaknesses & othor observations noted in Individual Insp repts & accompa 
nymg SALP input 

HUNTER, J G. Rogion 3, Ofc of the Director 87/12/09 BLOUGH.AR Region 3, Ofc 
of the Director Ip 45999 063-45999 063 

-8806280110 Forwards SALP Input ro omorgmey preparedness at plant for June 1986 * 
Nov 1987 

BELLAMY.RR NRC No Dot ailed Affiliation Given 87/12/10 BETTENHAUSEN.L 
NRC No Qolailed Affiliation Glvon 4pp 45999 064*15999 067 

6006200051 NRC Info Nollco 08-042, "Cfrcuil Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/23 
Consolidated Edison Co of New York, Inc 10Qpp 45977 287 45976 033 

8606200306 NRC Info Notice 80 043, "Solonold Valve Problems " Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) O0/O6/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164 45977 206 


R. Periodic operating reports & related correspondence 


0006150181 "Somlannual Radioactive Eflluonl Reloaso Ropl.Jul-Dec 1007 ” W/000229 
ltr 

SNOW.BA Rochoster Gas & Electric Corp 87/12/31 RUSSELL, W T Region 1, Ofc 
of tho Director C2pp 45B47 049-45047 108 

8606220090 Monthly operating rept (or May 1980 for RE Gtnna Nuclear Power Plant W/ 
880614 ltr 

MGNAMARA.AE, SNOW.BA Rochoster Gos & Electric Corp 88/05/31 6pp 
45026 054 45926 059 


S. Reportable occurrences, LERs & related correspondence 


0806010238 PNO 1*00 057 on 000525, Individual from Neutron Productsjnc found exiling 
contaminated aroa & identified as contaminated w/nonremovablo Co 60 on soles of 
shoos & on Inside & outsldo of briefcase No contamination found on body 
SHANBAKY.M , MCGRATH, J Rogion 1, Ofc of Ihe Director 00/05/20 Ip 
45731,360*45731 360 

8006230198 PNO I 80 059 on 080601 .reactor trip occurred Caused by low steam goner 
ator level w/indicaled steam flow greater than feed flow causing pressure drop below 
ESF actuation sotpolnt & safety Injection signal generated Trip will bo reviewed 
BANERJEE.M , COWGILL.C Region 1, Ofc of the Director 08/06/02 Ip 45941 207 
45941 207 


V. Operator Examinations 


B605240235 Forwards Safety Insp Rept 50-244/00 07 on 800404 07 No violations or 
deviations noted 

GALLO.R M Region 1, Ofc of the Director 80/05/17. SNOW.BA Rochoster Gas & 
Eloctric Corp 2pp 45727 346 45727 351 

-0805240237 fnsp Rept 50 244/88-07 on 000404 07 No violations or deviations 
noted Major areas Inspected licensed operator training program content & Implemen 
tation 

PRELL.J A„ YACHIMIAK.E, ESELGROTH.PW Reqion 1, Ofc of tho Director 00/05/ 
09 5pp 45727 347-45727 351 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 



26 DOCKETED ITEMS 


F. Security, mud leaf, emergency & fire protection plans 

£805250092 Advises tit at Rev 3 & 4 to emerpency plan implemented on 830412 & 
26, respectively Flev 3 reflects changes to emergency action level tables Rev 4 reflects 
chances to site emergency plan including deletion of primary access point 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities} 
MHOCZKA.E J, Northeast Utilities B8/05/12 Document Control Branch (Document 
Control Desk) 2pp 45686264 45686 265. 

8805270 1 15 Forwards Insp Rept 50-245/8B-05 on B80322 0425 No violation noted 
BETTENHAUSEN.L Region 1. Ofc of the Director, 88/05/17 MROCZKA.E J North- 
east Nuclear Energy Co (subs of Northeast Utilities) 2pp 45692264*45692 280 

-8805270119 Insp Rept 50 245/88 05 on 860322-0425 No violations noted, Major 
areas inspected plant ope rations, physical security, potential fouling of ECCS suction 
strainers by fibrous msulallomsuiveillanceXER A committee activities 
MCCABE ,ELC, Region 1, Ota at the director 87/05/12 16pp 45692 266 45692 280 

6806070349 Forwards Amends 17.129.& 19 to Licenses DPR 21, DPR-65 & NPF-49,re- 
spectivety & safety evaluation Amends modify Paragraphs 2 C (4) of Licenses DPR 21 
A DPR-65 & Paragraph 2 E of License NPF-49 to require compliance w/secunty plan 
STOL2,JF. Project Directorate 1 4 88/D5/2S MROC2KA, Northeast Nuclear Energy 
Co (subs of Northeast Utilities) 2pp 45744,168-45744 131 

-6806070361 Amends 17,129 A 19 lo Licenses DPR 21, DPR -55 & NPF 49, 
raspactively^modifymg Paragraph 2C (4) of Licenses DPR 21 & DPR-65 A Paragraph 
2 E ol License NPF 49 to require compliance w/ revised plant security plan 
STOLZ.JF Project Directorate r 4 68/05/26 9pp 45744 170-45744 178 

-68060703 66 Safety evaluation supporting Amends 17,129 & 19 to Licenses OPR- 
21, DPR-65 & NPF-t9.respeclrvely 

4 NRC • No Detailed Affiliation Given &3/05/2B 3pp 4574*179-45744 181 

8806030008 Forwards Rev 5 to physical security plan- & Rev 7 to suit ability, training & 
qualification plan flavs withheld (ref 10CFR2 790), 

MROC2KAEJ Northeast Nuclear Energy Co. (subs of Northeast UliMfes) 
MROCZKA.E J Northeast Utilities 89/05/27 Document Centro) Branch (Document 
Control Desk) 2pp 45763 169 45763 170. 

0886150422 Forwards Safeguards Insp Repts 50 245/80 00,50 33B/8B-1 1 A 50-423/ 
88-09 on 880502 03 No violations noted 

BELLAMY, R R Region 1, 01c of lha Dweetor 66/06/07 MROCZKA.E J Northeast 
Nuclear Energy Co (subs of Northeast Utilities} 2pp 45834,226 45834 229 

-8606 150423 Physical Security Insp Repts 60-245/80 00,50-336/00-11 & 50 423/86 09 
on 880502-03 No violations noted Major areas Inspected licensee Initial Implementa- 
tion of strike plans & compliance w/NRC-approved security A contingency plans 
MARTIN.WG Region 1, Ofc of the Director 83/06/01 2pp 45834 228 45834 229 

9806160122 Rev 1 to EPIP 4616, "Emergency Preparedness Facilities A Emergency 
Equipment/' Rev t to EPIP 4616*1, "ERF 5 Quarters Emergency Preparedness Moni- 
toring Plan" & Rev 1 to EPIP 4616-2, "ERF Quarterly Emergency W/880607 llr 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities} 

MROCZKA.E J. Northeast Utilities, 80/06/07, Document Control Branch (Document 
Control Desk) 60pp 45821 269 45021 328. 

0QQ021O1O1 Rev O to Emergency Flan Implementing Procedure EPIP 4508, "Sys Sabo 
tage/' W/680614 llr & list of other procedures 

MhQCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities], 

MROCZKA.E J, Northaasl Utilities 88/06/14 22pp 45645 20045345 229 


H. Genera? correspondence 


8806030009 Advises that payment for Invoices of costs Incurred fn review of 10CFR50 
submittals A 10CFR55 sves will be wire transferred on 880603 
MRQCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 88/ 
05/23 Document Control Branch (Document Control Desk) 2pp 45716 171- 

45716172 

8806030204 Application for amends to Licenses DPR 61,DPR-21,DPR-67 A NPF*49,ro 
vising Tech Specs ro administrative controls Changes eliminate conflicting submittal 
directions for correspondence w/NRC Fee paid 

MROCZKA.E J Ccnneclfcut Yankee Atomic Power Co MROCZKA.E J Northeast Nu 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 08/ 
05/25 Document Control Branch (Document Control Desk} 3pp 45759 338 

45759 355 

-8806030211 Proposed Tech Specs re administrative controls reporting requirements 

* Connecticut Yankee Atomic Power Co 88/05/25 15pp 45759 341-45759 355 

8006070349 Forwards Amends 17,129,& 19 to licenses DPR-21.DPR 65 & NPF 49, ro 
spectively & safety evaluation Amends modify Paragraphs 2C{4) of Licenses OPR-21 
& DPR-65 & Paragraph 2 E of License NPF-49 to require compliance w/security plan 
STOLZ,J F Project Directorate I 4 88/05/26 MROCZKA, Northeast Nuclear Energy 
Co (subs of Northeast Utilities) 2pp 45744 168 45744 181 

-8806070361 Amends 17,129 A 19 to Licenses OPR 21, DPR-65 & NPF 49, 
ro s peel ively, mod i tying Paragraph 2C(4) of Licenses DPR-21 A DPR-65 & Paragraph 
2 E of License NPF 49 to require compliance w/revised plant security plan 
STOLZ.JF Project Directorate P 4 80/05/26 9pp 45744 170-45744-178 

-0806070366 Safety evaluation supporting Amends 17,129 A 19 to Licenses DPR- 
21 ,OPR-65 & NPF-19, respectively 

4 NRC - No Detailed Affiliation Given 08/05/26 3pp 45744 179-4574 4 181 

000606007 7 Forwards Rev 3 to “Insorvlce Pump & Valve Tesl Program," Current class! 
ficaticn A testing requirements for all sys addressed in program rev adequate to 
ensure continued high reliability ol sys 

MROCZKA.E J Northeast Nuclear Energy Co (subs ol Northeast Utilities) 

MROCZKA.E J Northeast Utilities 68/05/2r Document Control Branch (Document 
Control Desk). 3pp 45761 128 45761-292 

-8806060002 Rev 3 to "Inservice Pump & Valve Test Program " 

* Northeast Nuclear Energy Co (subs of Northeast Utilities) 00/05/27 158pp 
45761 131 45761 292 

8808170145 Application for amend to License DPR-21 .revising Tech Specs to reduce 
MAPLHGR limn by 2%.Change necessary to compensate tor potentially degraded 
ECCS ilo-w duo to debris Induced strainer plugging following LOCA Feo paid 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Northeast Utilities Q0/C6/Q3 Document Control Branch (Document 
Control Dosk) 5pp 45A&S 031-45865 030 

-&B06170147 Proposed Tech Specs reducing MAPLHGR limit by 2% 

* Northoasl Nuclear Energy Co (subs of Northeast Ullfitles) 80/06/03 3pp, 
45665038-45665 036 

8006130341 Notification of 660617 meeting w/ulil in Rockville, MD to discuss radwasto 
recess control program 

OYLE.M L Protect Directorate 14 8D/06/06 STOLZ.J F Project Directorate 14 
Opp, 45796 168 45796 170, 

8006210456 Notification of Q80616 meeting w/util in Rockville, MD lo discuss proposed 
spsnl fuel pool rorack A schedule 

BOYLE, M L Project Directorate 1-4. 08/06/14 MURLEY.T , SNIEZEK.J , MIRAGLIA.F 
NRC -NO Ootallad Affiliation Given 3pp 4500B 233-45088 235 


0806080360 Responds to 600510 llr re concerns of HJ Lloyd NRC review of subf con 
cems. concluded that described odor not allnbulabfe to subj planl Ltr addressing HJ 
Lloyd concerns end 

STELLO.V Ofc of the Executive Director for Operations 00/06/01 WEICKEtt.L 
Senate 3 pp 45757 019-45767,030 

-8006080368 Describes followup on 880416 telcon to NRC resident inspector ofo at 
plant Foul metallic odor at reciplenl home not caused by radlalfon In water discharged 
by planl Radiation released from plants too low to cause smell 
MCCABE, E C Redon 1, Ofc of the Director 68/05/20 LLOYD, H J Affiliation Not As 
sFgnad 7p p 45757 022-45757*028 

-8606060373 Requests Investigation be Initiated to determine whether mall release oc- 
curred at listed planLConstitoent ftr end 

WEICKEfl.L, Senate 68/05/10 ZECH.LAV Commissioners ?pp 45757 029 
45757.030, 

8806090261 Ack receipt of 000506 Hr re HJ Lloyd concerns about odor from plant Lloyd 
has been advised that radiation releases from nuclear power plants do not cause 
smells & review did not identify source of odor 

STELLO.V Ofc of the Executive Director for Opera I Jons, 88/06/01 DODD.CJ 
Senate 2pp 45764.254-45704-282, 

-0006090265 Forwards HJ Lloyd 680418 llr re strong odor from plant on 860417 Ro 
.spoose to HJ Lloyd concern requested 

DODD.CJ Senaie 66/05/06 BRADBURNE.J.C, Congressional Affairs, 2op, 
45784 261-45764 262 


P, Operating license stage documents A correspondence 


6605270041 Forwards proposed Ray 11 to ‘’Northeast Utils QA Program (NUQAPJ Topi- 
cal Repl . ' Fee paid > 

MSSSSfiMH .Northeast Utilities Service Co (subs ol Northeast Utilities} 
MROCZKA.E J Northeast Ulilities 08/05/18 Document Control Branch (Document 
Control Desk), 6pp 45690 069 45690 205 


•80O527W3 Rev 11 to "Northaasl UWs QA Program (NUQAP) Topical Rep! ” 
45690074 °° 0f ™ Oflfl0a&l ^HIILss). 06/05/16 150pp 


8006290163 Forwards Wosllngbouse Owners Group Notification Llr OG-BB- 21, Identify- 
ing midJoop concerns.per Generic Llr 07-12, ‘’Loss of RHR While RCS Partially Filled" 
A a 8042Q meeting agreement 

NEWTON, R A, Wostmghouso Operating Plants Owners Group 88/06/20 
HODGES, W, Reactor Systems Branch 7pp 45973-338 45073 344. 


Q Inspection reports, IE Bulletins 4 correspondence 

6005270115 Forwards Insp Rept 60 245/68 05 on 800322 0425 No violation noted. 
BETTENHAUSEN.L Region 1, Ofc of the Director, 88/05/17. MROCZKA.E J North 
east Nuclear Energy Co (subs, of Northeast Utilities) 2pp 45692 264-45692 280 

-0805270119 Insp Ropl 50 245/68-05 on 880322-0425 No violations noted Major 
areas in spoc ted plant op era! ions, physical security, potential fouling ol ECCS auction 
strainers by fibrous insulation, surve Ilian co.LER A committee activities 
MCCABE.fcC Region 1, Ofc of the Director 87/05/12 15pp 45092 266 45692.280. 

8005240020 NRC fnfo Notice 88-033, ’’Recent Problems Involving Model Speo 2-T Ra- 
diographic Exposure Device ** Svc list one) 

BURNETT.R F, Division of Safeguards A Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of New York, Inc 120pp 456Q3 158-45683 277. 

6806060072 Responds lo SALP Repts 50 245/00 99 & 60-336/80 99 tor June 1906 - 
Dec 1907 Uti) responding w/ particular emphasis on Board recommendations for indt 
vlduaf evaluation categories 

MROCZKA.E J Northaasl Nuclear Energy Co (subs, of Northeast Utilities). 
MROCZKA.E J, Northeast Utilities (38/05/27 Document Control Branch (Document 
Control Desk) 29pp 45765 317 45765 345 

9806080184 Forwards frtsp flopts 50-245/88-06,50-336/88 09 & 50-423/80-07 On 
80041 1-16 A nolice of violation 

BELLA MY, R R Region 1, Ofc of the Director 08/05/27 MROCZKA.E.J Northeast 
Nuclear Energy Co. (subs of Northeast Utilities) 2pp, 45788-186-45768 198, 

-8806080191 Notice ol violation from Insp on 88041 1-15 Violation noted evaluations 
made to ensure compliance W/10CFR20 103 during reactor containment entry on 
060109 inadequate Samples taken not representative ol air concentration at work lo- 
cations 

• Region 1, Ofc of the Director. 86/05/24. Ip, 45708 108*45708 108 
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-8606080198 Insp Ropts 50 2/15/80 06,50.336/08-09 & 50 <123/88 07 on 880411- 
IS Violations noted Major areas inspected radiation protection activities.lnctuding inter- 
nal & external exposure controls & station ALARA practices 

THOMAS.W , GRESICK.J, WEADOCK.A Region 1, Ofc of the Director 08/05/24 
lOpp 45700 189 45700 190 

8806140278 Advises that no addl work sub) to NRC Bulletin 05 003, Sup pi 1, “Motor- 
Operated Vatve Common Mode Failures;' necessary for Unit 1 
MROCZKA.E J Northeast Nuclear Energy Co {subs of Northeast Utilities) 
MROCZKA.E J Northeast Utilities 88/05/27 Document Control Branch (Document 
Control Desk) 2pp 45827 083-45827 084 

8605240090 Suppl 1 to NRC Info Notice 07 061, “Failure of Westinghouse W 2-Typo 
Circuit Breaker Cell Switches “ Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 030*45683 157 

8B05240215 NRC Info Notice 08 034, “Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 1 80-45790 308 

8805270306 NRC Into Notice 88 035, ' Inadequate Licensee Performed Vendor Audits" 
Svc list enc! 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/06/03 
Consolidated Edison Co of New York, Inc I20pp 45790 060 45790 187 

8606150422 Forwards Safeguards Insp Ropts 50 245/80 08,50 336/80 11 & 50 423/ 
88 09 on 8 B0 502 03 No violations noted 

BELLAMY, R R Region 1 , Ofc of the Director 80/06/07 MROCZKA.E J Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 45034 226 45034 229 

-0806150423 Physical Security Insp Repts 50 245/08 08,50 336/88 11 & 50 423/88 09 
on B80502 03 No violations noted Major areas Inspected licensee Initial Implomenta 
lion of strike plans & compliance w/NRC approved security & contingency plans 
MARTIN, W G , KEIMIG.R R Region 1, Ofc of tho Director 80/06/01 2pp 45834 220 
45034 229 

8608020047 NRC Info Nollco 88 036, "Posslbto Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/06/00 
Consolidated Edison Co of Now York, Inc 120pp 45965 152*45965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002, “Fastener Testing to Determine Conform 
ance W/Applicablo Matt Specs " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) B8/O0/1O 
Consolidated Edison Co of Now York, Inc 120pp 45916 200-45916 327 

8006220011 Informs that listing of all nonsafety related suppliers & mall specs required 
In response to NRC Bulletin 07 002, Suppl 1, "Fastener Testing to Determine Con 
formanco w/Appllcablo Mat! Specs/’ would consume many man hours & not foaslblo 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.EJ Northeast Nu 
cloar Energy Co (subs of Northeast Utilities) MROCZKA.E J. Northeast Utilities 0B/ 
06/13 Oocumont Control Branch (Documont Control Desk) 2pp 45913 240 
45913 240 

8006080025 NRC Info Notice 08 037, “Flow Blockage ot Cooling Water to Safety Sys 
Components " Svc list encl 

ROSSI.CE Division of Operational Events Assossrnonl (Post 870411) 80/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

0806080211 NRC Bulletin 80 006, “Actions To 9o Taken for Transportation of Model 
Spec 2*T Radiographic Exposure Devico “ Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 80/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211*45935 310 

0806090194 NRC Info Notice 80 030, "Fnlluro ot Undervollage Trip Attachment on GE 
Circuit Breakers “ Svc list one) 

ROSSI.CE, Division of Oporalional Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

88061 5001 3 NRC Bulletin 00 007, “Powor Oscillations In BWRs " Svc fist encl 
ROSSI.CE. Division of Operational Evonls Assessment (Po9t 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115 45929 220 

0806150106 Suppl 1 to NRC Bulletin 06 005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & Wost Jersey Mfg Co ot Willlamstown.NJ, Svc list enc[ 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45065 151 

0806270149 First partial rosponse to FOIA roquest (or documents Forwards Apps B & 
C documents Documents available In PDRApp A documents also availablo in 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion encl 

GRIMSLEY.D H Division of Rulos & Records (070413 000514) 08/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45990 200*45998 350 

-8806260205 rorwards input for SALP rept covering period from Juno 1986 - Dec 
1987 Input based on Insps conducted during asssossment period W/o end 
STROSNIDER.J Region 1, Ofc of tho Director 08/02/00 MCCABE, E Region 1, Ofc 
of the Oirector 3pp 45999 091 45999 093 

8806200051 NRC Info Notice 89 042, “Circuit Breaker Failures Due lo Loose Charging 
Spring Motor Mounting Bolts “ Svc list encl 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 89/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977,287*45978 033 

8806200306 NRC Info Notice 68 043, "Solenoid Valve Problems " Svc list encl 
ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164-45977 206 


R. Periodic operating reports & related correspondence 

8806140400 Monthly operating rept for May 1908 W/080609 Itr 
NEWBURGH, G , SCACE.S E Northeast Nuclear Energy Co (subs of Northeast Utili- 
ties). SC AC E.S E Northeast Utilities 88/05/31 6pp 45027 006 45027,010 


S. Reportable occurrences, LERs & related correspondence 


8806020315 LER 08 004 01 on 880316, determined potential fouling of ECCS suction 
strainers Caused by insufficient area of existing strainers Project assignment initialed 
to replace ECCS suction strainers W/680527 Itr 

KANE.SE., SCACE.S E, Northeast Nuclear Energy Co (subs of Northeast Utilities) 
SCACE.SE Northeast utilities 88/05/27 4pp 45713 240*45713 251 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 


8006010202 Forwards Safeguards Insp Rept 50*247/06-12 on 860407 No violations 
noted 

BELLAMY, R R Region 1, Ofc of the Director 88/05/25 BRAM.S Consolidated 
Edison Co ol New York, tnc, 2pp 45732 250*45732 261 

-8806010206 Physical Security Insp Rept 50*247/08*12 on 800407 No noncompliance 
noted Major areas inspected program for protection of safeguards Info, per 
10CFR73 21. including use of required Biorage repositories & handling procedures 
MARTIN.W G , KEIMIG.R R Region 1 , Ofc of the Director 0G/05/24 2pp 45732 260 
45732 261 

8806010280 Forwards Safety Insp Rept SO 247/86 11 on 880324 No vlolatlon.de viatic ns 
or unresolved items noted 

BELLAMY, R.R Region 1, Ofc of tho Director 88/05/25 BRAM.S Consolidated 
Edison Co of New York, Inc 2pp 45712 124 45712 130 

-8806010281 Insp Rept 50-247/00*11 on 880324 No violations, deviations, or unresolved 
items noted Major areas inspected licensee emergency preparedness program & alter- 
nate emergency operations facility 

AMATO, C G , FOX.EF, LAZARUS, W J Region 1, Ofc of tho Director 00/05/20 5pp 
45712 126 45712 130 

8B061 60250 Requests that recipient suppl annual 871217 Hr to util re access of NRC 
personnel to facility Suppl should add SA McNeil McNeil will be member of Integrated 
Performance Assessment Team insp being conducted at plant 
BOGER.B A Assistant Director for Region I Reactors 88/06/03 HARRISON ,T L 
Region 1, Ofc of the Director Ip 45023 184-45823 104 


H. General correspondonce 


0B06030138 Responds to 080419 Itr to M Hesse of FERC re reported discharge of ra- 
dioactive wator from facility NRC aware ol public perception problems of such 
events All known releases reported to NRC 8, repls from all plants published annually 
STELLO.V Ofc ot the Executive Director for Operations 88/05/25 GILMAN, 8 A 
House of Rep 4pp 45725-125 45725 131 

-8B0Q030146 ForwardB Itr of BA Gilman re facility for further response 
KENNEDY, J.M. Federal Energy Regulatory Commission 80/04/21 KAMMERER.C C 
Congressional Affairs 3pp 45725 129 45725 131 


J, Insurance & Indemnity Information 


8806100243 Forwards Endorsement 159 lo NELIA Policy NF-100, Endorsement 140 to 
MAELU Policy MF-29, Endorsement 81 to NELIA Policy NF 195, Endorsement 64 to 
MAELU Policy MF-OI.Endorsomonl 106 to NELIA Policy NF 161 & Endorsement 69 
MAELU Policy Mr-40 

O'CONNOR, DJ. Marsh & McLennan, Inc, 68/06/01 DINIT2J Office of Nuclear Ra 
actor Regulation, Director (Post 870411) 19pp 45701 030 46791:048 


P. Operating license stage documents & correspondence 


8805310017 Responds to Generic Ltr 86 03 re Generic Safety Issue 93, "Steam Binding 
of Auxiliary Feedwater Pumps" Listed precautionary moasures & correctivo actions 
Implemented to address concerns 

BRAM.S B Consolidated Edison Co of Now York, Inc 08/05/19. Documont Control 
Branch (Document Control Desk). 3pp 45694 260 45094 202 

0806010252 Forwards nonpropriotary & proprietary Rev 2 lo WCAP-10976 & WCAP- 
10977 1 respoc1ivoly, "Technical Bases for Eliminating Large Primary Loop Pipa Rupture 
as Structural Design Basis for Indian Point Unit 2 " Proprietary rept withheld. 

BRAM.S B, Consolidated Edison Co of New York, Inc 00/05/23 Document Control 
Branch (Document Control Desk) 16pp 45718 238 45718-327 

-8806010266 Requests that encl proprietary Rev 2 to WCAP-10977, "Technical Bases 
for Eliminating Large Primary Loop Pups Rupture as Structural Design for Indian Point 
Unit 2," be withhold, per 10CFR2 790(b)(4) 

WIESEMANN.R A Westinghouse Electric Corp 86/03/20 DENTON.H R Office of 
Nuclear Reactor Regulation, Director (051126*070411) 7pp 45718 253-46710 259. 

-0806010260 Rev 2 to “Technical Bases for Eliminating Large Primary Loop Pipe Rup 
lure as Structural Design Basis for Indian Point Unit 2 

BISHOP.B A , SWAMY.S A., LEE.Y.S Westinghouse Electric Corp WCAP-10976 R02 
06/12/31 70pp 45718-260 46710 327, 

0806 130321 Responds to Generic Ur 0B-05, “Boric Acid Corrosion of Carbon Stool Re- 
actor Pressure Boundary Components in PWR Plants," Systematic program to Idontify 
locations where small leaks may exist Implemented. 

BRAM.S B, Consolidated Edison Co of New York, Inc 00/05/31. Document Control 
Branch (Document Control Desk) 3pp. 45623 004 45023 006 

8806280320 Forwards application for amend to Licenses DPR-5 & DPR-21, changing 
Tech Specs re organizational charts 

BRAM.S 8 Consolidated Edison Co of Now York, Inc 08/06/15. Documont Control 
Branch (Document Control Desk) Ip 45945-002-45945 094. 
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--6606200325 Application for amends to Licenses DPR 5 & DPR-26 H amendmg Tech 
Spocs to remove Figures 3 1 & 3 2 of Unit 1 Tech Specs & Figures 6 2 1 & 6 22 of 
Unit 2 Tech Specs per guidance in Genenc Ur 86-06 Fee paid 
BRAM.S Consolidated Edison Co of New York, Inc 88/06/15 ip 45945 0B3 
45945063 

“8800230332 Proposed Tech Specs, deleting Figures 3 1 & 3 2 from Unil 1 Tech Specs 
& Figures 62 1 A 62 2 from Unit 2 Tech Specs per guidance of Genaric Ur 88 06 
* Consolidated Edison Co of New York, Inc 80/06/30 llpp 45945 084 45945094 

8806290183 Forwards Wesimghouse Owners Group Notification Ltr OG Dfl 21, identify- 
ing mldloop concerns.per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled" 
A 800428 meeli n a ag moment 

NEWTON.R A We stjng house Operating Plants Owners Group 88/06/20 
HODGES, W Reactor Systems 8 ranch 7pp 45973 338 45973 344 


O Inspection reports, IE Bulletins & correspondence 

8805260398 Responds to NRC 680421 ltr ra violations noted in Insp Rept 50 247/88- 
€9 Corrective aclronsannual 10CFR 50 59(b) rept now more closely worked w'annual 
updated FSAR rev A Stalion Administrative Order SAG 125 revised.per 
10Cfft505S<b> 

BRAM,S6 Consolidated Edison Co of Now York, fnc 88/05/ 18 Document Control 
Branch (Document Control Desk) 4pp 45686 235 45686 238 

8805240174 Ack receipt of BB0428 ltr informing NRC of actions taken to correct viola- 
tions noted in Insp Ropt 50 247/88 02 

JOHNSTON.W V Region 1, Ofc of lha Director 68/05/19 BRAM.S Consolidated 
Edison Co of Now York, Inc Ip 45673 143 45673 145 

0806010178 Discusses evaluation of SALT* Rept 50 247/86 99 on 8B0317 & forwards 
list of attendees from 800412 mealing Response dtd BB0512 addresses concerns ex- 
pressed In rept No changes deemed necessary based on discussions during mgt 
mealing 

RUSSELLW T Region 1, Ofc of the Director 80/05/23 BRAM.S Consolidated 
Edison Co of New York, Inc 4pp 46736306 45737 026 

“0806010195 Responds to issues fdenlrtiod in SALP rept for facility dtd 800404 A at 
880412 moating discussing rept Brief discussion of strategy & goals for improvement 
A discussion of further programs reengineering support functional area end 
BRAM.S B Consolidated Edison Co of New York, Inc 83/05/12 RUSSELL, W 
Region 1, Ofc of the Director 6pp 45737.021-45737 026 

6B06010209 Forwards Insp Rept 50 247/68*13 on 860405 0502 A notice of violation 
WENZINGER.EC Region 1, Ofc of the Director 86/05/23 BRAM.S Consolidated 
Edison Co of New York, Inc 2p p 45732 275-45732 285 

-8806010210 Notice of violation from insp on 880404-0502 Violations noted final repairs 
not made lo svc water strainer blowdown valve by B8O401 A change in responsibility 
for QA engineering group not reviewed - A approved by station orders 
* Region 1, Ofc of the Director 88/05/23, 2pp 45732 277 45732 270 

-8006010212 Insp Ropt 50-247/B8-13 on 680405 0502 Violations noted Major areas 
Inspected licensee actions on previously Identified msp 
fmdirgs.operationg.mamt, review of periodic A special iepts,GA A allegation closeout 
ROSSBACH.L, SWETLAND.P Region 1, Ofc of the Director 63/05/23 7pp 
45732 279 45732 285 

6606010202 Forwards Safeguards Insp Ropt 50-247/80 12 on BBG407 No violations 
noted 

BELLAMY, R R Region 1, Ofc of the Director 66/05/25. BRAM.S Consolidated 
Edison Co of New York, Inc 2pp 45732 258 45732 261 

--8806010206 Physical Security Insp Rept 50 247/88 12 on 680407 No noncompfsanco 
noted Major areas Inspected program for protection of safeguards Info, per 
10CFR73 21Jncluding use of required storage repositories & handling procedures 
MARTIN, W G . KEIMIG.R R Region 1, Ofc of the Director 60/05/24 2pp 45732 260 
45732 261 

8006010280 Forwards Safety (nsp Rept 50 247/88 1 1 on 860324-No violatlon.deviallons 
or unresolved Items noted 

BELLAMY, R.R Region 1, Ofc of the OlrectoL 08/05/25 BRAM.S Consolidated 
Edison Co of New York, fnc. 2pp, 45712 124 45712 130, 

“8306010281 Insp Rept 50 247/88 11 on 600324 No violafjons.devialpons^f unresolved 
Hems noled Major areas Inspected licensee emergency preparedness program & alter- 
nate emerge n cv opera lion s f acili ty 

AMATO.CG, FOX,EF. LA2ARUS.WJ Region I.Ofc of the Director 88/05/20 5pp 
45712 126-45712 130 

8806020013 Suppls B801 22 request lor NRC review A approval of proposed exam 
schedule In accordance w/Tech Spec 4 13 C 5 re 1987 steam generator tube mserv 
Ice Insp program Info submitted per NRC BB05D3 request, 

BRAM.S B Consolidated Edison Co of New York, Inc 08/05/25 Document Control 
Branch (Document Control Oesk) 15pp 45734 001-45734 015 

8605240028 NRC Info Notice 0B 033, "flecenl Problems Involving Model Spec 2 T Ra 
dFomphlo Exposure Device/' Svc list enci 

BURNETT, RF Division of Safeguards & Transport alien (Post 870413} 8B/05/27, 
Consolidated Edison Co of New York, Inc 120pp. 45683 158 45683 277 


0805270306 NRC Info Notice 88 035, "inadequate Licensee Performed Vendor Audita" 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) B8/06/03, 
Consolidated Edison Co of New York, Inc 120 pp 45790 068-45790 1B7 

8006160250 Requests that recipient suppl annual 871217 ltr to util re access of NRC 
personnel to facility Suppl should add SA McNeil McNeil will be member of Integrated 
Performance Assessment Team Insp being conducted at planl 
BOGER.BA Assistanl Director for Region J Reactors 80/06/03 HARRISON, TL 
Region 1, Ofc of the Director Ip 45823 184-45623 104 

0806140543 Responds to NRC 880502 ltr re inspector concern that licensed operators 
received conflicting instructions during (raining as noted in Insp Rept 50-247/60 
07 Training & operations sections reinforced stated policy 

BRAM.S B Consolidated Edison Co of New York, Inc 88/06/07 Document Control 
Branch (Document Control Desk) 3pp 45823 107 45823 109 

8806160251 Forwards Safety Insp Rept 50 247/88-14 on 080411-15 A 0502 06 & 
notice of violation Util requested to provide initiatives 1o enhance insorvice test pro 
gram 

DURR.J P Region 1, Ofc of the Director 88/06/07 BRAM.S Consolidated Edison 
Co of New York, Inc 2pp 45040 120 45840 140 

--8806 160253 Notice of violation from Insp on 880411-15 & 0502-06 Violation 
nolea eight valves listed In Procedures PT-Q13 & FT-Q33 changed but not maintained 
on monthly test frequency when stroke time exceeded IWV-3417 criteria 
* Region 1, Ofc of the Director BB/06/07 Ip 45840 130 45840 130 

-8006160254 Insp Rept 50 247/88 14 on 880411-15 & 0502 06 Violation noted Major 
areas inspected implementation of provisions of Inservice test program for pumps & 
valves & results of Dec 1987 containment integrated leak rate test 
GOLLA.J A , EAPEN.P K Region 1, Ofc of the Direclor 88/05/31 lOpp 45040 131- 
45840 140 


8806210237 Forwards Insp Repl 50 247/88 20 on 880125 0219 No violations noled 
VARGA, S A Division of Reactor Projects - I/ll (Posl 0704 1 1 ) 88/06/07 BRAM.S B 
Consolidated Edison Co of New York, Inc 7pp 45857 298 45057 357 

-0806210247 Insp Repl 50-247/88-200 on 880125 021 9 No violations noted Major 
areas inspected assessment of operational readiness of component cooling water & 
svc water sys & corresponding auxiliary support ays 

ARCHIT2EL.R E Division of Reactor Inspection A Safeguards (Post 870411) 
HAUGHNEY.CJ Special Inspection Branch 86/05/13 53pp^ 45857 305 45857 357 

8806020047 NRC Info Notice 88 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list one! 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/08 
Consolidated Edison Co of New York, Inc I20pp 45965 152*45965 271 

0806090301 Suppl 2 lo NRC BuHelin 87-002, "Fastener Testing 1o Determine Conform 
ance W/ Applicable Matl Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) B0/OG/1O 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327 

0006170130 Notifies that enforcement conference scheduled on 900610 In region ofc ra 
violations noted during msps on 860512 16 & 071214-18 

JOHNSTON.W V Region 1, Ofc of the Director 08/05/10 BRAM.S Consolidated 
Edison Co of Now York, fnc 2pp 45864 033 45864 034 

8006080025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safoty Sys 
Components " Svc list end 

ROSSI.CE Division of Operalicnal Evenls Assessment (Post 870411) 08/00/14 
Consolidated Ed, son Co of Now York, Inc 125pp 45940 001-45940 125 

0606000211 NHC Bulletin 88 006, "Actions To Be Taken for Transportation of Modol 
Spec 2 T Radiographic Exposure Device." Svc lisl unci 

BURNETT.flF Division ol Safeguards & Transportation (Post 870413) 00/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 318 

8806230206 Ack receipt of 88031 1 ltr Informing NRC of stops taken to correct violations 
noted m Insp Ropt 50 247/87-38 

JOHNSTON.W V Region 1, Ofc of the Director 88/06/14 BRAM.S Consolidated 
EdlsonCo Of New York, fnc ip 45937*127 45937 129 

6006090194 NRC Info Notice 88 038, "Failure of Undervoflage Trip Attachment on GE 
Circuit Breakers 11 Svc list end 

ROSSI.CE Division uf Operational Events Assessment (Post 870411) 80/08/16 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 126 45946 236 

6606150013 NRC Bulletin 88-007, "Power Oscillations in BWRs " Svc fist end 
ROSSI.CE Division of Operational Evenls Assessment (Post 870411). 0B/06/15 
Consolidated Edison Co. of Now York, Inc 1l4pp 45929 115 45929 228 

8606150186 Suppl I lo NRC Bullelm 8B 005, "Nonconforming Matls Supplied by Piping 
life'll 0 al Fo| som 4 NJ & Weal Jersey Mfg Co at Williamstown.NJ " Svc list encf 
ROSSI.CE Division of Operational Evenls Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032-45905 151. 


8606240090 Suppl 1 to NRC Info Notice 87 061, "Failure of WestmohousB W-2-Tvne 
Circuit Breaker Cell Switches 11 Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 68/05/31 
Consolidated Edison Co of New York, Inc 120 pp 45683,036 45603 157 

a 80524O21S NRC info Notice 8B-034, "Nuclear Mat? Control & Accountability of Nonfuel 
SNM al Power Reactors " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/05/31, 
Consolidated Edison Co. of New York, Inc 122pp 45790 100 45790 308 

0806130321 Responds to Generic Ur 88-05, "Boric Acid Corrosion of Carbon Steel Ro* 
actor Pressure Boundary Components in PWR Plants " Syatemalic program to identify 
locations where small leaks may exist implemented 7 

BRAM.S B Consolidated Edison Co of New York, Pnc 88/05/31. Document Control 
Branch (document Control Desk) 3pp 45823:034 45823 006, 


6006270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PORApp A documents also available in 
hon encP S D through G documents withheld (rof FOIA Exemption 5) Releasable por 

£ R IMSLEY,DH, Division of Rules & Records (870413-880514) 88/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45998 208 45998 350 

-•68O&200 199 Forwards Input for SALP rept for Aug 1986 - Nov 1987 
GALLO, R Region 1, Ofc of the Direclor 87/12/01 WENZINGERJS Region 1, Ofc of 
the Director Ip 45999 076 45999 075 

-8006280202 Forwards proposed updated SALP evaluation for plant Evaluation based 
82, OTjj £ examiner reviews conducted during SALP period form 860001-070207. 
KELLER^ GALLO, R Region 1, Ole of the Director 08/02/16 WENZINGER.E. 
Region 1, Ofc of tho Director 15pp. 45999.076 45999 090 
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8806200061 NRC Info Notice 80 042, ‘’Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSSI, C E Division o( Operational Events Assessment {Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 287 45978 033 

0806200306 NRC Info Notico 88 043, “Solenoid Valve Problems ” Svc list oncl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164-45977 206 


R Periodic operating reporta & related correapondence 

6805260380 Monthly operating rept for Apr 1980 W/8B0515 Itr 
KRIEGER.K , BRAM.S B Consolidafod Edison Co of Now York, Inc 88/04/30 6pp 
45607 356 456B7 361 


S, Reportable occurrences, LERs & related correspondence 

8806290254 LER 07-013 02 on 871105.ESF inadvertently actuated Caused by lack of 
pre established parameter conditions within steps of Procedure 1C PM 347 Relay Sl- 
21X reloased & EFS actuation terminated & relay insp to be revised W/ 8 8 06 14 Itr 
DEL PERICO.JG , BRAM.S B Consolidated Edison Co of New York, Inc 00/05/18 
Spp 45949 130-45049 134 

8806140241 ROon 880419,27 & 0505, several penetration fire barriers between primary 
auxiliary bldg & electrical tunnel, central control room (CCR) floor & cable spreading 
room (CSR) & CCR & CSR found Inoperable, respectively Repairs scheduled 
BRAM.S B Consolidated Edison Co of New York, Inc 88/06/24 Document Control 
Branch (Document Control Desk) 2pp 45827,021-45027 022 

8806200177 NPDES noncompliance notification on 871024, visible oil sheen observed In 
discharge canal Copy of required repl previously submitted to NRC for Unit 3 on 
080 405 

BRAM.S B Consolidated Edison Co of Now York, Inc 80/06/09 Document Control 
Branch (Document Control Desk) 2pp 45901 171-45901 172 

8806290167 PNO I 88 065 on 88061 7,unit tripped duo to high wator level In stoam gen 
orator 22 Caused by contractor cleaner Inadvertently activating boiler food 
pump Licensee elected to enter cold shutdown to repair connoseals 
ROSSBACH.L, SWETLAND.P Region 1, Ofc of the Director 80/06/20 Ip 
45962 107 45962 107 


V, Operator Examinations 

8806140543 Responds to NRC 880502 Mr re Inspector concern that licensed operators 
received conflicting Instructions during training as notod In Insp Rept 50 247/88- 
07 Training & operations sections reinforced slated policy 

BRAM.S, B Consolidated Edison Co of New York, Inc B0/DG/O7, Document Control 
Branch (Document Control Dosk), 3pp 45023 107-45023 109 


DOCKET 60-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & ffro protection plans 

B8QQ0100Q1 Forwards Rev 24 to security plan to correct & make current identification 
on number of vital area doors on various levels Rev withheld (ref 10CrR73 21 } 

BLISS, H E Commonwealth Edison Co 08/05/27 Document Control Branch (Docu- 
ment Conlrol Dosk) ip 45710 329-45710,320 

BB060B0243 Rev 2 to Emergency Plan Implementing Procoduro DEOP 500 1, ’’Alternate 
Standby Liquid Control Injection " 

* Commonwealth Edison Co 00/05/27 17pp 45750 148 45758,164 

0606080255 Rev 2 to Emergency Plan Implementing Procedure DEOP 100 3, “Reactor 
Power Control " 

* Commonwealth Edison Co 80/05/27 1 1 pp 45760 134 45750 144 

B80B080423 Rev 1 lo Emergency Plan Implementing Procedure DEOP 200, “Primary 
Containment Control " 

* Commonwealth Edison Co 08/05/27 Gpp. 45740 344 45740,349 

8B06090153 Rov 3 to Emergency Plan Implementing Procedures DEOP 200 3, “Torus 
Water Temp Control " 

' Commonwealth Edison Co 08/05/27 6pp 46763 102-45763 106 

8B06090200 Rev 3 to Emergency Plan Implementing Procedure DEOP 200 1, “Primary 
Containment Pressure Control 

* Commonwealth Edison Co 08/05/27 10pp. 45765 001*46765 010 

8B06100183 Rov 2 to Emergency Plan Implementing Procoduro OEOP 100-2, “Reactor 
Pressure Vessel Pressure Control “ 

* Commonwealth Edison Co 08/05/27 14pp 45771*215 45771 220 

8606100190 Rov 2 lo Emergency Plan Implementing Procoduro DEOP 500 3, “Alternate 
Water Injection Sys ” 

* Commonwealth Edison Co 00/05/27 22pp 45771,289 45771 310 

8806090210 Rev 2 to Emergency Plan Implementing Procedure DEOP 300, " Secondary 
Containment/Radioactive Release Control “ 

MOHR,T Commonwealth Edison Co 88/05/31, 8pp 45766,164 45766 171 

8806090216 Rev 2 to Emergency Plan Implementing Procedure DEOP 200-4, “Torus 
Level Conlrol " 

MOHR.T, Commonwealth Edison Co 88/05/31, 1 1pp. 45766 200-45766 210 

8806090237 Rev 3 to Emergency Plan Implementing Procedure DEOP 200 2, "Drywell 
Temp Control ” 

MOHR.T, KOTOWSKI.J Commonwealth Edison Co 80/05/31 7pp 45766 183- 
45766 180 

8806090262 Rev 2 to Emergency Plan Implementing Procedure DEOP 400-4, "Level/ 
Power Control " 

* Commonwealth Edison Co 88/05/31 13pp 45764 322 45764 334 


8006090273 Rev 2 to Emergency Plan Implementing Procedure OEOP-IOD, “Reactor 
Control ” 

* Commonwealth Edison Co 88/05/31 4pp 45766 046 45766 049 

0806090316 Rev 3 to Emergency Plan Implementing Procedure DEOP 010, "General 
Precautions ” 

* Commonwealth Edison Co 88/05/31 Opp 45790 321 45790 328 

BB061 00071 Rev 3 to OEOP 500-2, “Bypassing Interlocks & Isolations " 

* Commonwealth Edison Co 88/05/31 1 Spp 45772 306 45772 320 

8B06 100096 Rev 2 to Emergency Plan Implementing Procedure DEOP 400 2, “Emer- 
gency Reactor Pressure Vessel Depressurization “ 
v Commonwealth Edison Co 08/05/31 6pp 45772 243 45772 247 

B006100133 Rev 2 to DEOP 100-1, “Reactor Level Conlrol ” 

MOHR.T, KOTOWSKI.J Commonwealth Edison. Co 88/05/31, Qpp 45772 162- 
45772 190 

0006100177 Rev 2 to Emergency Plan Implementing Procedure DEOP 4D0-1, “Level 
Restoration ’* 

* Commonwealth Edison Co BB/05/31 lOpp 45704 290 45784 313 

0806100200 Rev 2 to Emergency Plan Implementing Procedure DEOP 300 1, “Second- 
ary Containment Temp/ Radiation & Offsite Reteaso Control " 

* Commonwealth Edison Co 08/05/31 7pp 45772 155 45772 161, 

880B 100200 Rev 2 to Emergency Plan Implementing Procedure DEOP 500 4, “Contain- 
ment Venting " 

* Commonwealth Edison Co 80/05/31 6pp 45771 242 45771,247. 

8806130023 Rev 3 to Emergency Plan Implementing Procedure DEOP 400*3, ’’Reactor 
Pressure Vessel Flooding ” 

* Commonwealth Edison Co 00/05/31 15pp 45791 112-45701 126 

0806150003 Forwards response to NRC 8B0503 Mr re violations noted In Insp Roots 50- 
010/88 02,60-237/88 07 & 50-249/08 08 Corrective actions withhold 
SI LADY, J A Commonwealth Edison Co 88/06/02 DAVIS, A B Region 3, Ofc of the 
Director Ip 45038 061-45038 061 

8606220029 Rev 5a to Page DA 5 7 (Table DA 5-1, emergency action levels) of station 
annex 

* Commonwealth Edison Co 80/06/06 2pp 45B70 010 45870,020 


P. Operating license stage documents & correapondence 

8006150002 Submits supplemental response to allegations re radiation protection & fit- 
ness for duty Enel expands on 071229 response & more thoroughly documents bases 
for conclusions. 

SILADY.J A CommonwoaMh Edison Co, 80/03/15 DA VIS, A B Region 3, Ofo of the 
Director 5pp 45834 331 45034 335 

BB060101G1 Forwards summary of 680323 talcon w/P Kang & resells of Sargent & 
Lundy Engineers evaluations addrossing NRR questions roisod during 880205 
telcon Third evaluation re breaker coordination will bo provided when finalized 
SILADY.J A Commonwealth Edison Co 88/05/13 MURLEY.T E Qflice of Nuclear 
Roactor Regulation, Director (Post 870411) 22pp, 45896,073-45696,694 

BB06100233 Confirmatory Action Ltr CAL-RIII 00-1 2 ro corrective actions for MSIV fail- 
ures during slow loss of operating air test Concludes that short-term actions will 
ensure that isolation will occur on slow loss of air 

DAVIS.A B. Roglon 3, Ofc of the Director 08/05/25 REED.C, Commonwealth Edison 
Co 2pp 45004 036 45004 038 

BB06070377 Advises that environ qualification test rept for Mobllux-EPO groaso used In 
Umltorquo actuators will be delayed until Oct 1980, Util will use other Mobil lubricants 
based on listed evaluations until testing compfetod 

SILADY.J A Commonwealth Edison Co 88/05/31 MURLEY.T E Office of Nucloar 
Reactor Regulation, Director (Post 87041 1) 2pp 45774 230-45774 231 

8806230334 Summary of 000603 meeting w/utll In Rockville, MD ro overall Improvement 
to Tech Spec action plan Util proposed to submit 88 requested Tech Spec changes in 
15 to 25 amend packages between June & Nov 1988 

SIEGEL, B.L Pro act Directorate III 2 0B/06/08, NORRHOLM.LJ Project Directorate 
III 2 20pp 45907*261-45907 304 

880B260043 Documents results of 880615 telcon re schodute for human engineering 
discrepancies for common diesel generator control & indication considered acceptable 
under fisted conditions 

SILADY.J A Commonwealth Edison Co. 08/06/15 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 3pp 45963 343-45963 345. 

8806280031 Forwards two pages Inadvertently omllted from Enel E of 880309 Cycle 11 
reload amend submittal 

SILADY.J A Commonwealth Edison Co 88/06/17 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 3pp 45963 354 45963 356 

8806290163 Forwards Westinghouso Owners Group Notification Ltr OG 08*21 .Identify- 
ing midloop concerns,per Generic Ltr 87 12, “Loss of RHR While RCS Partially Fllleti" 
& 8B0428 meeting agreement 

NEWTON.R A, Westinghouse Operating Plants Owners Group 88/06/20, 
HODGES.W Reactor Systems Branch 7pp 45973 338-45973 344 


Q Inspection reports, IE Bulletins & correspondence 


8806100007 Provides Into on containment flued head anchors In response to Insp 
Repls 50 237/87-30,60 249/87-20,50 254/07-28 & 59 265/67-20 Operability assess- 
ment on core spray ffued head anchor being performed & NRC will bo notified of re- 
sults 

JOHNSON,! M Commonwealth Edison Co 08/01/29 DAVIS, A 0 Region 3, Ofc of 
the Director 5pp 45014 301*45014 305 
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080607-0371 Forwards Safety fnsp Repta 50 237/8B09 & 50 249/80 11 on 880420 
29 No violations noted Lice nsee has rol met intent of Generic Ltr 02-12 requirement 5 
for limiting rad/chem technician hours of work 

SHAFEH.WD Region 3, Ofc of the Director 89/05/10 REED.C Commonwealth 
Edison CO 2pp 45776276-45776 287 

-8606070375 fnsp Repts 50-237/66 09 & 50 249/89 11 on 8B0420 29 No violalions or 
deviation a nolea Major areas inspected radiation protection program during outage & 
past open items including Generic Ur 82-12 

MILLGR.DE, GRANT.WB, QREGER.lR Region 3, Ofc of the Director 80/05/16 
Opp 45776 278 45776 265 

8006100046 Forwards Safety |nsp Repts 50-237/8B06 & 50-249/B8-07 o/> 680318- 
0509 & notice ol viotaLort 

FORNEY,W L Region 3, Ofc of the Director 80/05/25 REED.C Commonwealth 
EdJsOn Co 2pp 45614 326 45814 341 

-0006100050 fnsp Ftepte 60 237/86 06 A 50 249/83 07 an 880316-0509 Vrdanons 
noted Major areas inspected operational safety verificalionjollowup of events, LER 
followup.monthry main! observation & monthly surveillance observation 
RING.M A Region 3, Ofc of the Director 88/05/25 13pp 45814 328-45014 340 

-0806100053 Notice Of violation from msp on 800318 0509 Violation noted procedures 
or Instructions in place to control rigging activities that could affect quality round mad 
equate 

FORNEY ,W L Region 3. 01c ot the Director 88/05/25 Ip 45B14 341-45814*341 

8005240028 NRC Into Notice 88 033, “Recent Problems Involving Model Spec 2-T Ra- 
di o gra phlc Expo s ore D e vice " ' Svc lis t on cl 

aURNETT.R F Division of Safeguards & Transportation (Post 870413) 88/05/2? 
Consolidaiod Ed'scn Co of New York, Inc 120pp 45663 150 46603 277 

8805240090 Suppl 1 to NRC Info Notice 07 061, “Failure of Westinghouite W-2 Type 
Circuit Breaker Cell Switches " Svc list end 

F10SSI.C E Division of Operational Events Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 036 45883 157 

8005240215 NRC Info Notice 08 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors ” Svc list end 

ROSSl.C E Division of Operational Events Assessment {Post 878411) 00/05/31 
Consolidated Edison Co of New York, fnc 122pp 45700 180-45790 308 

6006150003 Forwards response to NRC 800503 Hr ra violations noted rn Insp Repls 50 
010/68 02,50 237/ea 07 & 50-249/8 8-08 Corrective actions withheld 
SILADY.J A Commonwealth Edison Co 88/06/02. OA VISAS Region 3, Ofc of the 
Director Ip 45B38 061-45838 061 

0805276306 NRC Info Notice 08 035, ''Inadequate Licenses Performed Vendor Audits " 
Svc list one I 

ROSSP.CE DcvisJon of Operational Evonls Assessment {Post 070411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 187 

8006100137 Responds to 1C Bulletin 85 003, Suppl 1 re safely-related motor-operated 
valves in selected high pressure sys During current Dresden l/nlt 3 refueling 
outage dour addl JHPCl & isolation condonser valves will be tested using MOVATS 
MORGAN, WE Commonwealth Edison Co 88/06/03 Document Control Branch 
(Document Control Desk) 3pp 45821 013 45821 016 

&0O61O0293 Forwards Insp Ropls 50 237/80 08 & 50-249/08 09 on 0BO411 15 & 2$- 
20, No violations noted 

HARRISON.J J Region 3, Ofc of the Director 88/06/03 REED.C Commonweallh 
Edison Co 2pp 45817 202 45817 21B 

-8806100295 Insp RoptS 60-237/00 08 & SO 249/88-09 on 80041 1 15 A 25 29 NO vio- 
lations noted Major areas inspected malnt activities & licensee action on previous Insp 
llndmo, using selected portions ol Insp Modules 62700,62702,62704 & S2705 
CHOULES.N.C, EICK.SD, JABLONSKI.F J Region 3, Ofc of Iho Director 88/06/03 
I3pp 45817 204-45617 216 

8806200024 provides util response to items discussed in attachment to Dresden insp 
ropt Concerns originally raised by BNL during 800126-28 msp of fiuod head anchor 
assembly design 

JOHNSON, fM Commonwealth Edison Co 08/06/06 MUflLEY/T E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 13pp 45870 293-45870 305 

9806020047 NRC Info Notice 68 036, "Possible Sudden loss oJ RCS Inventory During 
Low Coolant Love! Operation ” Svc lisl end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 80/06/00 
Consolidated Edison Co of Now York, lac 120pp 45965 152 45965 271 

0806090301 Suppl 2 to NRC Bull aim C7 002, "Fastener Tasting to Dotormfne Conform- 
ance W/Appncabto Matl Specs " Svc list end 

ROSS I, C E, Division of Operational Events Assessment (Post 070411), 88/06/10 
Consolidated Edison Co of New York, Inc I20pp 45916,200 45916 327, 

6806080025 NRC Info Notice 88-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end. 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) B0/O6/14, 
Consolidated Edison Co of Now York, Inc 125 pp 45040001-45946 125 

660608021 f NRC Bulletin 88 006, "Actions To Bo Taken for Transportation of ModoJ 
Spec 2-T Radiographic Exposure Device." Svc Pisl end 

BURNETT, RF Division ol Safeguards & Transportation (Post 870413) 86/06/14 
Consolidated EcfisonCo of Now York, InC 108pp 45935 211 45935 316 

0006090194 NRC fnfo Notice 88-038, "Failure of Undorvoftage Trip Attachment on CE 
Circuit Breakers ” Svc list end 

ROSSI, CE Orvlsion of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co oi New York, InC 1 1 1pp 45946 126 45945 236 

8809160013 NRC Bulletin. 88 Q07, "Power Oscillations In BWRs " Svc fist encf 
ROSS1.CE Division of Operational Events Assessment (Post 070411) 68/06/15 
Consolidated Edison Co of New York, Inc 114pp. 45929 115 45920 228 

0006150188 Suppl 1 to NRC Bulletin 60 005, "Nonconforming Matls Supplied by Piping 
Supplies, Inc at Folsom, NJ A West Jersey Mfg Co at Wiilramsfown.NJ Svc list encf 
ROSSI, CE Dwision ot Operational Events Assessment (Post B70411), 88/06/15 
Consotrdated Edison Co of New York, f rue 120pp 45955 032-45965:151 


8806210271 Responds to NRC Bulletin 66 003 re Insps to ensure GE latching HFA 
relays have adequate latch engagement Results of insps will be reported within 30 

MORGAN, WE Commonweallh Edison Co 86/06/15 Document Control Branch 
(Document Control Desk) 2pp 45906 033 45906 034 

8006280048 Forwards summary of augmented IGSCC piping & olher insp activities 
during currant facility refueling outage 

StLADY.JA Commonwealth Edison Co. 88/06/17 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 07041 1) 5pp 45962 266 45962 270 

8806200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounlmg Bolts Svc list end 

ROSSI, C E Divrsion of Operational Events Assessment (Post 87041 1) 60/06/23, 
Consolidated Edison Co of Now York, fnc 100pp. 45977 287-45070 033 

8806200306 NRC Info Notice 08 043. "Solenoid Valve Problems “ Svc hat end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 60/06/23. 
Consolidated Edison Co of Now York, Inc I23pp 45977 164 45977 266 


R. Periodic operating reports A related correspondence 

6806150239 "Dresden Slatlon Radwaste & Environ Monitoring Annual Rapt 1987 " 

' Toledyne Isotopes Midwest Laboratory 67/12/31 1 21 pp 45834.105-45834 226. 

8806280088 Forwards monthly operatrng ropts for May 1968 for Dresden 
Station Corrected copy for Apr 1980 for Dresden Unit II also oncl 
EENIGENBUflG.E Commonwealth Edison Co 86/06/01 Office of Nuclear Reactor 
Regulation, Director (Post 870411) Ip 45942 139 45942 164 

-8806130290 Monthly operating repts for May 19BB 
MAXWELL.DC Com monwoaflh Edison Co, 88/05/31 23pp 45942 140-45942163, 


S. Reportable occurrences, l£Rs & related correspondence 

8006070004 Confirmatory Achon Ltr CAL R 111-68-1 2, confirming 880510 telcon ra failure 
of MSIVs to cfese during planned loss of air test on O0D510 & 1 7 Understands lhat 
startup will not occur unli) determination has been made 

DAVIS.A 0 Region 3, Ofc of the Director 06/05/16 REED.C Commonweallh Edison 
Co 2pp 45753 299 45753 300 

8806170159 LER 67 026 01 on 6709 15. Channel B reactor vessel low water level scram 
setpoint found 13 inches below Instrument zoro Caused by instrument drift of master 
trip unit logic card Unit adjusted & fogfc card replaced W/ 680520 Jtr 
QIHLMANjLE, EENIGENBURG.E Commonwealth Edison Co 80/05/20 4pp 
45864 093 45864 096 

6806080019 PNO W-BB-046A updates augmented Insp team Investigation of failure of 
MSIVs to close during tost On 080525, region determined that licensee completed 
commitments, per 000510 confirmatory action ltr Unit 2 startup scheduled on 800528. 
RINGM , FORNEY.W Region 3, Ofc of tho Diroctor 08/05/26 Ip 45775009- 
45775 009 

8806100251 LER 88 009 00, on 00050 5. Groups. /I & III primary containment isolation oc- 
curred during shutdown for scheduled refueling outage Caused by mgt deficiency tor 
failure to Implement corrective actions from previous event W/800603 ltr, 

BIHLMAN.L, EENIGENBURG.E Commonwealth Edison Co 83/06/03 5pp 
45772 132-45772 136 

8006160168 LER 8a 008 00 on 8B0513, secondary containment Integrity violated due to 
personnel Interlock door circuitry failure Caused by loose power supply fuse in local 
interlock door circuitry panel Fuse tlghlly inserted W/380606 ltr 
ANANDAPPA.A, EENIGENBURG.E Commonwealth Edison Co. 88/06/06 4pp 
45840 321-45340 324 


DOCKET 60-260 TURKEY POINT PLANT, UNIT 3 


F. Security, medical, emergency & flra protection plana 

8806080322 Rev 17 to "Turkey Point Plant Radiological Emergency Plan" W/880524 
ltr 

CONWAY, W F Ffonda Power & Light Co 88/04/20 169pp 45762 042-45762 210 

8B05250207 Forwards summary ol 060421 enforcement conference re emergency pre- 
paredness issues from Insp Repts 60 250/88-01 & 50 261/88 OI.LIst of attendees & 
related Info also oncl 

GRACE, JN RogJon 2, Ofc of the Director. 06/05/11 CONWAY, WF Florida Power * 
Light Co 28pp 45686 282 45686 309 

6006020032 Forwards Insp Rept 50 250/88-09 & 50-251/88-09 on 800418-22 No vio- 
lations or deviations noted, 

CLINE, W E Region 2, Ofc of the Director. 88/05/23 WOODY, CO Florida Power & 
Light Co 2pp 45733 325 46733 327 

-8006020035 Partially wilhheld Physical Security Insp Ropt 50-250/88-09 & 50-251/06' 
09 on 680418-22 (ref 10CFR2 79O & 73 21) Major areas in spec ted. mgl 

effectiveness, security organization, security program airdil & testing & malnt 
MASNYK.O , MCGUIRE, DR Region 2, Ofc of the Director 88/05/23 Ip 45733 327- 
45733 327 

8806 100269 Revised Emergency Plan Implementing Procedure 20125, “Onsite Emor 
gency Organization " W/880003 Hr 

CONWAY.WF Florida Power & Light Co 88/06/03 6pp 45771.262-45771*267 

8006170203 Forwards Rev 13 to physical security plan, per NUREG-O900 
upgrade Upgraded plan wifi be Implemented effective 080831 Explanation of changes 
also end Ends withheld (ref 10CFR2 790 S 73 21 L 

CON WAY, W F Florida Power & Light Co 88/06/14. Document Control Branch (Docu 
menl Control Desk) 2pp 45937 024-45937 025 



8806210065 Advises (hat G0U411 Rev 13 to physical security plan consistent w/provl 
sion of 10CFR50 54(p) & acceptable Violation will bo issued during next physical so 
cunty insp for falling to rept one of changes within 60 days 

CLINE, W E Region 2, Ofc of the Director 88/06/15 CON WAY, WF Florida Power & 
Light Co 4pp 45045 198 45845 201 

8806280271 Forwards Rev 14 to physical security plan Incorporating miscellaneous plan 
changes Rev withhold (ref 10CFR2 790(d) & 73 21) 

CONWAY ,W F Florida Power & Light Co 88/06/23 Document Control Branch (Oocu 
mont Control Dosk) 2pp 45962 257*45062 258 


O. Adjudicatory correspondence 

8006030377 Notice of assigning AS Rosenthal, Chairman, CN Kohl & HA Wilber as panol 
members to serve as ASLAB for spent fuel pool oxpansion proceoding.by 
chairman, ASLAP per 10CFR2 787 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel 80/05/26 ip 
45714 267*45714-269 

8806080067 informs that listed members of ASLAP assigned to serve as ASLAB for 
spent fuel pool expansion proceeding 

ROSENTHAL, A S Atomic Safety and Licensing Appeal Panol 0288 6431 88/05/26 
Atomic Safety and Licensing Appeal Panol Ip 45740 198 45740 190 

8800080041 Advises that author provided assignment to J Lorion & M Young & names 
added to OLA-2 svc list Order of Appeal Board served on 800527 on all 
parti09 Served on 880527 

JULIAN.EL Docketing & Services Branch #200 6421 08/05/27 Atomic Safety and 
Licensing Board Panel Ip 45739 243-45739 243 

8800000105 Order * Advisos that no appeals taken from Board 880419 decision in OL 
amend proceeding ro expansion of capacity of facitity spent fuel pools Completion of 
review & further order ponding Served on 880527 

SHOEMAKER, CJ Atomic Safety and Licensing Appeal Panel #208 6419 08/05/27 
2pp 45740 159 45740 160 


H. General correspondence 

8806020083 Advises that A Schubert no longer w/Ofc of Radiation Control JD Nash Is 
new public health physicist manager 

HOUSTON, N Florida, State of, 88/05/ 12 GRACE, J N Region 2, Ofc of I ho Director 
Ip 45733,324-45733 324 


J, Insurance & Indemnity Information 

8B0B01O135 Forwards Endorsement 92 to NELIA Policy NF-105 & Endorsoment 79 to 
MAELU Policy MF-55 

CARTER, R J Marsh & McLennan, tnc 88/05/26, DINJTZ.1 Office of Nuclear Reactor 
Regulation, Director (Post 870411) 3pp 45605 355 45605 357 


P. Operating license stage documents & correspondence 

8805260181 Forwards summary of 080422 moollng w/utll ro mgt on shift program & 
SALP Catogorv 3 aroas, Including plant status rept, update of STS project & two qual- 
ity improvement program team repts Hat of attendees & agenda oncl 
GRACE, J N Region 2, Ofc of tho Director 08/05/1 1 CONWAY, W,F Florida Power & 
Light Co 4pp 45606.192 45606 105. 

8806030191 Torwards safety evaluation accepting util proposal to meol requirements of 
ATWS rule till} should continue w/schoduiod installation & implementation of ATWS 
design utilizing administratively controlled procedures 

EDISON, GE. Projoct Directorate 11-2 00/65/19 CONWAY, W F Honda Powor & Light 
Co 3pp. 45714 350 45714 360 

-8B06030195 Safoty evaluation accepting util proposod design to meol requirements of 
ATWS rule 10CFR50 62 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 80/05/19. 8pp 
45714*353 45714 360 

8806030005 Summary of 880518 meeting w/licenseo in Bothosda.MD ro integrated 
schedule for plant.Atlencfance list oncl 

EDISON, GE Protect Directorate 11-2 88/05/23 Project Directorate 11-2 3pp 
46715 047-45716 049 

6806010116 Responds to Generic Ltr 88-03, "Resolution of Generic Safety Issue 93, 
'Steam Binding of Auxiliary Feedwater Pumps •" Procedural controls will be Identified 
in plant procedures as NRC commitments, to ensure that controls maintained 
CONWAY, W F Florida Power & Light Co 80/05/24 Document Control Branch (Docu- 
ment Control Desk) 3pp 45720 024 45720 026 

8806020175 Notification of 880602 meeting w/utll In Rockville, MD to discuss seismic 
qualification of equipment (Genoric Ltr 87 02) 

EDISON, G B , TOURIGNY,E G Project Directorate 11-2 00/05/24, BERKOW.H N. 
Project Directorate 11-2 4pp. 45704 355 45704 358 

8606070315 Requests that util submit for NRR review & approval, prior to 
testing, appropriate documents describing the methods which will be used for supple- 
mental fracture toughness testing 

EDISON, G.E Projoct Directorate 11-2 80/05/25 CONWAY, W F Florida Powor & Light 
Co 2pp 45744 162-45744*163 

8006100027 Confirms 880518 telcon between S Ferroll & HO Christiansen ro mgt meet- 
ing on 880610 at plant site to discuss status of performance enhancement program & 
other Issues Proposod agenda end 

GRACE, J.N. Region 3, Ofc of the Director 88/05/27 CONWAY ,W F, Florida Power & 
Light CO 3pp 45772 275 45772 278 

-8606100035 Notification of 880610 meeting w/llcensee at plant site to d.scuss status 
of performance enhancement program & mgt on-shift program 
CRLENJAK.R.V Region 2, Ofc of the Director 80/05/27 Region 2, Ofc of the Direc- 
tor Ip 45772 270-45772 27B 


8B06 140044 Provides util work plan & schedule for proposed enhancement of existing 
onsite power distribution sys Util will give presentation on emergency power sys en 
hancemenl in near future 

CONWAY,W.F Florida Power & Light Co 88/05/27 Document Control Branch (Docu 
ment Control Desk) 5pp 45821,192 45021 196 

8B06070211 Forwards safety evaluation Identifying need for addl analysis & data acqui- 
sition to determine adequacy of safety margins In vessels when charpy upper shelf 
energy below 50 ft lb requirement 

EDISON.G E Project Directorate 11-2 88/05/31 CONWAY.W F Florida Power & Light 
Co 4pp 45744 109 45744 116 

— 8B06070215 Safety evaluation ro reactor vessel toughnoss Addl analysis & matf test 
data needed to confirm that reactor vessels will meet safety margins of App G of 
ASME Code & 10CFR50 for 40 EFPY 

* NRC - No Detailed Affiliation Given 88/05/31 4pp 45744 113-45744 116 

8806090296 Responds to Generic Ltr 88 05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components in PWR Plants " Program Implemented to 
momlor.ldentify, evaluate & correct small primary coolant leaks 
CONWAY.W F Florida Power & Light Co 88/05/31. Document Control Branch (Docu 
ment Control Desk) 6pp 45791 322-45791 326 

8806100215 Requests that remaining portions of Project 1,Task 5 1, "Romove Tempo 
rary Facilities," bo terminated, por Section IV of NRC 860012 confirmatory order Only 
16 of 56 trailers occupied & not accounted for In original scope of project 
CONWAY.W F Florida Power & Light Co 88/06/06 Document Control Branch (Docu 
menl Control Desk) Ip 45771 268 45771 260, 

0806160300 Forwards Rev 11 to FPLTQAR 1-76A, "Topical QA Rept" & marked up 
Rev 10 Revs are organizational changes 

CONWAY.W F Florida Power & Light Co 88/06/07 Document Conlrol Branch (Docu 
mont Control Dosk) 57pp 45062 315 45863 152 

—8806160303 Rav 11 to, "Topical OA Ropt" 

* Florida Power & Light Co 89/05/10 195pp 45063 012-45063 152 

8806200130 Forwards proof & review version of revised Tech Specs, for comment by 
000708 

EDiSON.G E Project Directorate 11*2. 80/06/09 CONWAY.W F Florida Powor & Light 
Co 400pp 45829*153 45830 237 

0806210370 Informs that 800524 response to Genoric Ltr 80 03 satisfactory & no fur- 
ther action nocessary.Multiplant Action B 98 6 TACs 67205 & 67206 closed 
EDISON.G E Project Directorate 11-2 00/08/15 CONWAY, W.F. Florida Power & Light 
Co 2pp 45888.200 45088 207 

8606220351 Forwards May 1908 progross summary of select sys assessment, per 
860812 NRC order 

CONWAY.W F, Florida Power & Light Co 88/08/15 Document Control Branch (Docu- 
ment Control Dosk) 2pp 45069 117-45069 1 10 

8006260163 Forwards Wostinghouso Owners Group Notification Ltr OG 88 21, Identify 
ing midloop concerns, per Generic Ltr 07-12, "Loss of RHR While RCS Partially Filled" 
& B80420 mooting agreomont 

NEWTON, Ft A Wesllnghouso Operating Plants Owners Group BB/06/20 

HODGES, W. Reactor Systems Branch, 7pp, 45973 338 45973 344, 


Q. Inspection reports, IE Bulletins & correspondence 


8805250181 Forwards summary of 080422 meeting w/util re mgt on shift program & 
SALP Category 3 areosjnclutflng plant status ropt, update of STS projoct & two qual- 
ity Improvement program loom ropls List of attendees & agenda oncl 
GRACE.J N Region 2, Ofc of tho Director. 80/05/11, CONWAY.W f Florida Powor & 
Light Co. 4pp. 456B6, 192-45606 195 

8805250207 Forwards summary of 8B0421 enforcement conference ro emergency pre- 
paredness issues from Insp Hopts 50-250/88-01 & 50 251/08*01 List of attendees & 
relatod info also oncl, 

GRACE.J N Region 2, Ofc of the Director, 80/05/1 1 CONWAY.W F. Florida Powor & 
Light Co. 20pp. 45680 202 45086.309, 

8805250268 Responds to viofallons noted in Insp Repts 50-250/00-02 & 50-251/08* 
02 Corrective actions llr Issued discussing event A Importance of procedural comptl 
ance w/Admlnlstratfve Procedure 0103,41, "Caution Tag Clearance Procedure" 
CONWAY.W F Florida Power & Light Co 80/05/16 Oocument Control Branch (Docu- 
ment Control Desk) 4pp, 45604 069*45664 072 

8006020032 Forwards Insp Ropt 50*250/88 09 & 50-251/00 09 on 880418 22 No vio- 
lations or deviations noted 

CLINE, W.E. Region 2, Ofc of the Director, 88/05/23 WOODY, C.O Florida Power & 
Light Co 2pp 45733:325-45733 327 

“8806020035 Partially withheld Physical Security Insp Rept 60-260/80 09 & 50-251/88- 
09 on 880418-22 (ref 10CFR2 790 & 73.2l),Major aroa9 Inspecled.mgt 
effectiveness, security organization, security program audit & testing A malnt 
MASNYK.O,, MCGUIRE, D R Region 2, Ofc of tho Director 88/05/23 Ip 45733.32 7- 
45733*327, 

BQ06010116 Responds to Generic Ltr 88-03, "Resolution of Generic Safety Issue 93. 
'Steam Binding of Auxiliary Feedwater Pumps Procedural controls will be Identified 
in plant procedures as NRC commitments, to ensure lhal controls maintained, 
CONWAY, W.F. Florida Power & Light Co 08/05/24. Document Control Branch (Docu- 
ment Control Desk) 3pp 45720 024 45720 026 

8006070200 Forwards Insp Repts 50-250/80-10 & 50-251/80-10 on BB0425-29 No vlo 
lations or deviations noted Rept documents oral commitment made by util representa 
tive & discussed In exit interview 

HERDT.A.R. Region 2. Ofc of the Director. 80/05/24 CONWAY.W F Florida Power & 
Light Co 2pp 45779.127-45779,132 



32 DOCKETED ITEMS 


-*8.806070203 Insp Repis 50-250/88-10 & 50*251/83 10 on 800425 20 No Violations or 
deviations noted Major areas inspected heal Iracing surveillance & testing Review of 
open items also made 

SZCZEPANIEC.A. JAPE.F Region 2 , Ofc of the Director 88/05/19 4pp 45779 129 
45779 132 

0806070253 Ack receipt of 860314 & 29 responses to violations noted in Repis 50 250/ 
87 33,50*251/87-38,50 250/07 47 & 50-251/87-47 & payment in amount ol 5150,000 
for civil penalty imposed by NFC 880211 Itr Notice of violation end 
GRACE.N E Region 2, Ofc of ihe Director 80/05/25 CONWAY, W F Florida Power & 
Light Co 2pp 45786 336 45786 338 

'-8806070256 Nolice ol violation from review of 680314 & 29 responses to notice of 
violation & proposed imposition of civil penalty Violation noled inconsistent dates 
used rn responses re ccmplelioo of proven live maml program for focks 
GRACE, J N Region 2, Ofc of the Director 00/05/25 Ip 45786 333 45786 338 

0006070291 Forwards insp Repis 50 250/08 Ofl & 50*251/66 03 on 800325 0425 Viola- 
tion not cited oecause ail criteria tor categorization of licensee identified violations 
met 

WILSON, BA Region 2, Ofc of the Director 89/05/25 CONWAY.W F Florida Power 

6 Light Co 2pp 45787 099 45707 1 19 

- 8806070294 Insp Repis 50 250/88 08 & 50-251/68 00 on 680325 0425 Violation 
noted Major areas inspected annual & monthly surveiifance/nainl observations & 
reviews, ESFs, operational safety.facility mods & plant avonts 
BREWER, D R , MCELHINNEY.T F , SCHNEBLLG A Region 2, Ofc of the Director 08/ 
05/23 19pp 45787 101 45787 119 

8806010235 Responds to violations noted in Insp Repts 50 250/88 07 & 50 251/88 

07 Corrective actions pfanl change/mods implemented to provide seismic gauges 
which will remain valve d in al all limes 

CONWAY.W F Florida Power & Light Co 88/05/26 Document Control Branch (Docu* 
menl Control Desk) 5pp 45712 131 45712 135 

8805240028 NRC Info Notice 68-033, "Recanl P/obtems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list cncl 

BURNETT, RF Division of Safeguards 5 Transportalion (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 158 45633 277 

6&06070382 Ack receipt of 000425 Hr informing NRC of sleps taken to correct violations 
noted in Insp Repts 50*250/87-54 & 50*251/87-54 

WILSON, B A Region 2, Ofc ol Iho Director 88/05/27 CONWAY.B A Florida Power 
A Light Co Ip 45774 223 45774 229 

6805240090 Suppf 1 to NRC Cnfo Notice 07 061, ‘'Failure of Wesiinghouso W-2-Type 
Circuit Breaker Coll Switches " Svc lisl end 

ROSSI, C £ Division of Operational Events Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of New York, fnc 120pp 45633 030 45603 157 

860524021$ NRC Info Notice Ofl 034 t "‘Nuclear Mat! Control & Accountability of Nonfuel 
SNM at Power Reactors M Svc list end 

ROSSI.CE Division ol Operational Evorils Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of New York, Inc, 122pp 45790 188 45790 308 

0605278300 NRC Info Notice 88 035, “Inadequate Licensee Performed Vendor Audits " 
Svc 1st encl 

ROSSI.CE Division ol Operational Evenls Assessment (Post 070411) 08/06/03 
Consolidated Edison Co of New York, Inc I20pp 45790 060 45790 107 

8806020047 NRC Info Notice 88-036, "Possible Sudtfcn Loss of RCS Inventory During 
Low Coolant Level Operation “ Svc li$l end 

ROSSI.CE Division of Operational Everts Assessment (Post 070411) 06/06/08 
Consolidated Edison Co of Now York, Ire I20pp 45965152 46965 271 

8806090301 Suppl 2 Jo NRC Bulletin B7-002, “Fastener Testing to Determine Conform 
ance W/ Applicable Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 88/06/10 
Consolidated Edison Co of New York, Inc IZOpp 45916 200 45016327 

0006000025 NRC Infa Notice 80 037, “Flaw Blockage ol Cooling Water 1o Safety Sys 
Components ” Svc fist and 

ROSSLCE Division ol Operational Events Assessment (Posl 870411) 80/06/14 
Consolidated Edison Co of Now York, fnc 125pp 4504 6 001-45948 125 

8006000211 NRC Bulletin 60 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device “ Svc list one! 

BURNETT.R F Division of Safeguards & Transportalion fPost 870413} G0/Q6/14 
Consolidated Edison Co of New York, Inc iQSpp 45935 211 45935 318 

8806090194 NRC Info Notice 88-038, "Failure ol Undervoltage Trip Attachment on GE 
Circuit Breakers " Svo list end 

ROSSI.CE Division of Operational Evenls Assessment (Post 37041 1 5 88/00/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

8306160013 NRC Bulletin 88 007, "Power Oscillations In -BWRs " Svc list end 
ROSSI.CE Division of Operational Everts Assossmenl (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45029,115 45929 220 


0806080111 Forwards mgt on-shill weekly summary rept for wk slartmg 880509 
CONWAY.W F Florida Power & Light Co 83/05/18 GRACE, J N Region 2, Ofc of iho 
Director 55pp 45760 260 45760 314 

8806020073 Forwards monthly slatus rept for planl W/o end 
GRACE.J N Region 2, Ofc of the Director 88/05/23 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 5pp 45787 281 45787 285 

8008070224 Forwards mgt on shift weekly repts.por NRC 871019 order 
CONWAY.W F Florida Power & Light Co 88/05/25 GRACE.J N Region 2, Ofc of iho 
Director 43pp 45777 065 45777 107 

0306220050 Monthly operaltng repis for May 1908 for Turkoy Point Units 3 & 4 a St 
Lucie Unils 1 & 2 W/080615 Itr 

GRANT.N W , CONWAY.W F Florida Power & Light Co 88/05/31 17pp 45913 204- 
45913310 

0806100228 Forwards summary rept of integrated schedule generated for Apr 1938, par 
migrated schedule plan 

CONWAY.W F Florida Power & Light Co 88/08/03 Document Control Branch (Docu- 
ment Control Desk} 2pp 45788 203 45788 204 

0806160923 Forwards 6montn rept ol integrated schedule tor plant Schedule reltocls 
mfo as of G80520 issuance date Changes to schedules reviewed w/NRC per integral 
ed schedule plan 

CONWAY.W F Florida Power & Llghl Co 0B/O6/O8 Document Control Branch (Docu 
marl Conlrol Desk) 33pp 45863 328 45863 360 

0306280276 Forwards summary of mgl-on shift(MOS) weekly repts lor 000530 0606,pG/ 
NRC 871019 order PS N MOS repl9 also included 

CONWAY.W F Florida Power & Light Co 60/06/08 GRACE.J N Region 2, Ofc of the 
Director, 42pp 45945 155 45945 196 

8806220246 Forwards written summary of mfo presented 1o NRC during 080610 monlli 
ly Hint meeting re por/ormanco enhancement program quarterly update 
CONWAY.W F Florida Power & Llghl Co 88/06/15 Document Conlrol Branch (Docu 
menl Control Desk) 10pp 45869 273-45BG9 282 


S. Reportable occurrences, LERb & related correspondence 

0QO60 10002 LER ao 006 00 on 80040 B .surveillance of hydrogen & oxygen conconlra 
Iron of mservjcQ gas decay Link missed Caused by personnel error Surveillance Incor 
porated Into chemistry primary daily worksheet & personnel counseled W/8G0523 Hr, 
SALAMON.G , CONWAY.W F Florida Power & Light Co 88/05/23 4pp 45695 255 
45695 256 

0306130051 LER BB* 00 7-00 on 080427, 3A intake cooling wator (ICW) pump out of svc 
due to discharge pressure gauge piping failure Caused by corrosion of coupling at 
laching pressure gauge piping to ICW discharge pipe Piping repaired W/ 880527 Itr 
SALAMON.G . CONWAY.WF Florida Power & Light Co 08/05/27. 4pp 45701 139 
45791 142 

8BD6140251 Special repl fire protection sys (FPS) Impairments Incurred during porform 
ance of plant mod & FPS features fail duo to component failure Causod by number of 
performed mods & FPS equipment malfunction Compensatory measures fmpfomonlod 
CONWAY.W F Florida Powor & Light Co 08/06/06 Document Control Branch (Docu 
monl Conlrol Desk) 4pp 45827 023 45027 026 

8806170177 LER 08 OOfl oo on 800613,flowpath which could result In Insufficient NPSH 
to certain pumps during LOCA recirculalion Identified Procedures revised to maintain 
Valvo 087 locked In fulty open position W/880613 Hr 

SALAMON.G, CONWAY.WF Florida Powor & Light Co 80/06/13 4pp 45870045 
45870 040 


DOCKET 60*251 TURKEY POINT PLANT, UNIT 4 


F, Security, modfcal, emorgency & fJro protection plans 

0006000322 Rov 17 to “Turkey Point Plant Radiological Emergency Plan" W/0G0524 
Itr 

CONWAY.W F Florida Power & Light Co 88/04/26 169pp 45762 042-45762 210 

00D525O2O7 Forwards summary ol 8BCM21 enlorcemeni conference re emergency pro 
paredness issues from Insp Repis 50 250/08 01 & 50 251/80 01 Lisl of attendees & 
refaled Info also end 

GRACE.J N Region 2, Ofc of the Director 88/05/11 CONWAY.W F Florida Power & 
Light Co 20pp 456D6 202 45686 309 

0806020032 Forwards Insp Repl 50 250/00 09 & 50*251/88 09 on 080418-22 No vio 
lations or deviations noted 

CLINE, W E, Region 2, Ofc ol Hie Director 88/05/23 WOODY.C O Florida Powor & 
Llghl Co 2pp 45733 325 45733 327 


8806150186 Suppl 1 to NRC Bulletin 08 005, “Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mrg Co nt William stown.NJ " Svc lisl one) 
ROSSI.CE. Division of Operational Evenls Assessment (Post 870411) 0B/06/ 15 
Consolidated Edison Co of New York, Inc I20pp 45965 032-45965,151. 


-0006020035 Partially withheld Physical Security Insp Rept 50*250/88 09 & 50-251 /flB 
09 on 830410-22 (ref 1CCFR2 790 & 73 21) Major areas Inspected mgl 

offoctivonoss.secunty organization, security program audit & tesllng & main! 
MASNYK.O Region 2, Ofc of the Director 06/05/23 4p 45733 327-45733 327 


0BC028OO51 NRC Info Notice 86 042. ’ Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls “ Svc lisl oncl 

R0SSf.CE Division of Caere tional Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc 1O0pp 45977 287-45973 033 

8806200306 NRC Info Nolice 00 043. "-Solenord Valvo Problems- “ Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Posl 870411) 88/06/23 
Consolidated Edison Co of New York, Inc I23pp 45977 164 45977 286 


R. Periodic operating reporta & related correspondence 


88 S 8 ??? 083 Fo ™ ar <* s summary ol mgl on-sluit repts for wk begmni 
CONWAY.W F Florida Power & Light Co 00/05/11 GRACE J N 
Direclor 62pp 45760 173-45760234 


1080502 

legion 2, Ofc of the 


8006100259 Revised Emergency Plan Impfomenllng Procedure 20125, "Onsite Emer- 
gency Orgam zalion " W/8806D3 Hr 

CONWAY.WF Honda Power & Light Co 88/06/03 6pp, 45771 262*45771 267 

8006170203 Forwards Rov 13 to physfeal security plan.per NUREG 0908 
upgrade Upgraded plan will be Implemented effective GB0Q31 Explanation of changes 
also oncl Enc?s wilhhefd (ref 10CFR2 790 & 73 21) 

CONWAY.WF Florida Power & Llghl Co 88/06/14 Document Control Branch (Docu 
mont Control Desk) 2pp 45937 024 45937 025 

O8O621O0B5 Advises dial 0804 11 Rov 13 to physical security plan consistent w/provl 
sion of 10CFR5Q 54(p) & acceptable Violation will be Issued during next physical se* 
curity insp for failing to ropt one of changes wilhm 60 days 

CLINE, WE Region 2, Ofc of the Direclor 08/06/16 CONWAY.WF Florida Power & 
Light CO 4pp 45645 198 45045 201 
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8806280271 Forwards Rev 14 to physical security plan incorporating miscellaneous plan 
changes Rev withheld (ref 10CFR2 790(d) & 73 21) 

CONWAY.W.F Florida Power & Light Co 80/06/23 Document Control Branch (Docu 
ment Control Desk) 2pp 45962 257-45962 256 


G. Adjudicatory correspondence 

6606030377 Notice of assigning AS Rosenthal.Chairman.CN Kohl & HA Wilber as panol 
members to ser/e os ASLAB for spent fuel pool expansion proceeding, by 
ch airman, AS LAP per 10CFR2 787 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel 88/05/26 tp 
45714 267-45714 269 

6606080067 Informs that listed membors of ASLAP assigned to servo as ASLAB for 
spent fuel pool expansion proceeding 

ROSENTHAL.AS Atomic Safety and Licensing Appeal Panel #208 6431 88/05/26 
Atomic Safety and Licensing Appeal Panel Ip 45/40 198 45/40 198 

8806060041 Advises that author provided assignment to J Lonon & M Young & names 
added to OLA-2 svc list Order of Appeal Board served on 680627 on all 
parties Served on 660527 

JULIAN.EL Oocketing & Services Branch //2 08 6421 88/05/27 Atomic Safety and 
Licensing Board Panol Ip 45730 243*45739 243 

8806080105 Order * Advises that no appeals taken from Board 860419 decision in OL 
amend proceeding re expansion of capacity of facility spent fuel pools Completion of 
review & (urthor order ponding Served on 880527 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel //2 08 6419 80/05/27 
2pp 46740 159*45740 160. 


H. General correspondence 

8806020083 Advises that A Schubert no longer w/Ofc of Radiation Control JD Nash is 
now public health physicist manager 

HOUSTON, N Florida, State of 88/05/12 GRACE.J N Region 2, Ofc of the (Director 
Ip. 45733-324-45733*324 


J, Insurance & indemnity Information 

8806010135 Forwards Endorsement 92 lo NELIA Policy NF 185 & Endorsement 79 to 
MAELU Policy MF-55 

CARTER, R J Marsh & McLennan, Inc 80/05/26 DINITZJ Offlco of Nuclear Reactor 
Regulation, Director (Post 07041 1). 3pp 45685 355 45685 357 


P, Operating license stage documents & correspondence 

8805250181 Forwards summary of 880422 meeting w/util ro mg! on shift program & 
SALP Category 3 are as.ln chiding plant status rept, update of STS project & two qual- 
ity Improvement program team repls List of attendees & agenda end 
GRACE.J N Region 2, Ofc of the Director. 88/05/1 1 CON WAY, W F Florida Power & 
Light Co. 4pp 45606 192-45606 195 

8806030191 Forwards safety evaluation accepting util proposal to moot requirements of 
ATWS rule UIH should continue w/achedulod Installation & implementation of ATWS 
design utilizing administratively controlled procedures 

EDJSON.G E Projoct Directorate 11-2 88/05/19. CON WAY, W F Florida Power & Light 
CO 3pp 45714 350 45714 360 

-8606030195 Safety evaluation accepting ulil proposed design to meot requirements of 
ATWS rule 10CFR50.62 

' Offlco of Nuclear Reactor Regulation, Director (Past 870411) 80/05/19 Opp 
45714:353 45714 360 

8806030065 Summary of 080518 meeting w/flconsso in Balhasda.MD ro integrated 
schedule for plant Attendance list end 

EDISON, G E Project Directorate 11-2 00/05/23 Project Directorate 11-2 3pp 
45715 047-45716 049. 

8606010116 Responds to Generic Ltr 08 03, “Resolution of Generic Safety Issue 93, 
’Steam Binding of Auxiliary Feedwater Pumps Procedural controls will be Identified 
In plant procedures as NRG commitments, to ensure that controls maintained 
CONWAY.W.F. Florida Power & Light Co 88/05/24 Document Control Branch (Docu- 
ment Control Desk) 3pp 45720.024-45720 028 

8806020175 Notification of 080602 meeting w/utll In Rockville, MD to discuss seismic 
qualification of equipment (Generic Ltr 87-02) 

EDISON.G E , TOURIGNY.E G Projoct Directorate 1(2 88/05/24 BERKOW.HN 
Project Directorate 11*2 4pp 45704 355 45704 358, 

8806070315 Requests that util submil for NRR review & approval, prior lo 
lesling.appropriate documents describing the methods which will be used for supple- 
mental fracture toughness testing, 

EDISON.G E. Project Directorate lf-2 88/05/25 CONWAY, W F Florida Power & Light 
Co 2pp. 46744, 1 62-4574 4, 1 63 

8806100027 Confirms 880518 tefcon between S Ferrelf & HO Christianson ro mgt meet- 
ing on 880610 at plant site lo discuss status of performance enhancement program & 
other Issues. Proposed agenda end 

GRACE, J.N Region 3, Ofc of the Oirector 88/05/27 CONWAY, W F Florida Power & 
Light Co. Opp 46772*275-45772:278 

-8806100035 Notification of 800610 meeting w/liconsee at plant site lo discuss status 
of performance enhancement program & mgt*on shift program 
CRLENJAK.R.V. Region 2, Ofc of the Director 08/05/27 Region 2. Ofc of the Direc- 
tor. Ip. 45772 , 278-45772‘27fl, 

6606140044 Provides util work plan & schedule for proposed enhancement of existing 
onsite power distribution sys.Utlf will give presentation on emergency power sys on 
hancement in near future 

CONWAY, W.F Florida Power & Light Co 88/05/27 Documont Control Branch (Docu 
ment Control Desk) 5pp 45021:192*45021 196 


8806070211 Forwards safety evaluation identifying need for addl analysis & data acqui 
sition to determine adequacy of safety margins In vessels when cnarpy upper shelf 
energy below 50 ft lb requirement 

EDISON.G E Project Directorate 11-2 BB/05/31 CONWAY.W F Florida Power & Light 
Co 4pp 45744 109 45744 116 

-8606070215 Safety evaluation re reactor vessel toughness Addl analysis & matl test 
data needed to confirm that reactor vessels will meet safety margins of App G of 
ASME Code & 10CFR50 for 40 EFPY 

‘ NRC - No Detailed Affiliation Givon 80/05/31 4pp 45744 113 45744 116 

8006090296 Responds lo Generic Ltr 88 05, "Boric Add Corrosion of Carbon Sleet Re 
actor Pressure Boundary Components in PWR Plants" Program implemented to 
momtor.idonlify.ovaluato & correct small primary coolant leaks 
CONWAY.W F Florida Power & Light Co 88/05/31 Document Control Branch (Docu 
menl Control Desk) 5pp 45791 322-45791 326 

0806100215 Requests that remaining portions of Project I.Task 5 1, "Remove Tempo 
rary Facilities." bo terminated, per Seclton IV of NRC 860812 confirmatory order Only 
16 of 56 trailers occupied & not accounted for in original scope of project 
CONWAY.W F Florida Power & Light Co 88/06/06 Document Control Branch (Docu- 
ment Control Desk) Ip 45771 268-45771 260 

880G160300 Forwards Rev 11 to FPLTQAR 1-76A, ’Topical QA Rept 11 & marked up 
Rev 10 Revs aro organizational changos 

CONWAY.W F Florida Powor & Lighl Co 88/06/07 Document Control Branch (Docu- 
ment Control Desk) 57pp 45062 315 45B63 152 

-B806160303 Rov 11 to, "Topical QA Repl " 

* Florida Power & Light Co 88/05/10 195pp 45863 012-45063 152 

8806200130 Forwards proof & reviow version of revised Tech Specs, for comment by 
880708 

EDISON.G E Projoct Directorate fl 2 88/06/09 CONWAY.W F Florida Powor & Light 
Co 40Qpp 45829153 45830 237 

8006210370 Informs that 880524 responso to Gonoric Ltr 08-03 satisfactory & no fur- 
ther action necessary Mulliplant Action B-98 & TACs 67285 & 67286 closod 
EDISON.G E Projoct Directorate 11-2 BG/08/15 CONWAY.W F Florida Powor & Light 
Co 2pp 4500Q 206 45088 207 

0006220351 Forwards May 1900 progress summary of select sys assessment, per 
8G0812 NRC order 

CONWAY.W F Florida Powor & Light Co 88/00/15 Document Coni rol Branch (Docu- 
ment Control Desk) 2pp 45069 117 45B69 118 

0806290163 Forwards Wostmghouso Owners Group Notification Ltr OG 0B 21 .Identify- 
ing midloop concerns, per Gonoric Ltr 87-12, "Loss of RHR While RCS Partially Filled” 
& 880428 meeting agreement 

NEWTON.R A Westinghouso Operating Plants Owners Group 68/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330 45973 344 


Q. Inspection reports, IE Bulletins & correspondence 


0805250181 Forwards summary of 800422 meeting w/ulil ro mol on shift program & 
SALP Category 3 areas, Including plant status rept, update of STS project & two qual 
Ity improvomont program team ropts.llst of ottondoos & agenda 
GRACE.J N Region 2, Ofc of the Director 00/05/11 CONWAY.W F Florida Power & 
Light Co 4pp 45686 102-45686 195 

8805250207 Forwards summary of 080421 enforcement conference ro emergency pre- 
paredness issues from Insp Repts 50 250/80 01 & 50 251/08 01 List of attendees & 
related info also end 

GRACE.J N Region 2, Ofc of the Director 80/05/11 CONWAY.W F Florida Power & 
Light Co 20pp 45606 262-45686 309 

0805250268 Responds to vlolalions noted In Insp Ropts 50-250/88 02 & 50 251/88 
02Corroctivo actions ltr Issued discussing event & Importance of procedural compli 
anco w/Admlnlstratlve Procedure 0103 41, "Caution Tag Clearance Procedure " 
CONWAY.W F. Florida Power & Light Co 88/05/16 Document Control Branch (Docu 
ment Control Desk) 4pp 45664.069 45664 072 

9806020032 Forwards Insp Rept 50 250/88 09 & 50 251/00 09 on 080418-22 No vlo 
Jations or dovlations noted 

CLINE, W E Region 2, Ofc of tho Director 80/05/23 WOODY ,C O Florida Powor & 
Light Co 2pp 45733 325 46733 327 

-8800020036 Partially withheld Physical Security Insp Rept 50-250/00 09 & 50 251/08 
09 on 880410-22 (ref 10CFR2 790 & 73 21) Major areas inspected mg t 

effectiveness, security organization, security program audit & testing & malnt 
MASNYK.O,. MCGUIRE, D P Region 2, Ofc of the Director 80/05/23 Ip 45733 327- 
45733 327 

8006010116 Responds to Gonoric Ltr 00 03, "Resolution of Gonoric Safely Issuo 93, 
'Steam Binding of Auxiliary Foedwator Pumps Procedural controls will be identified 
In plant procedures as NRC commitments, to ensure that controls maintained 
CONWAY.W F Florida Power & Light Co 88/05/24 Document Conlrol Branch (Docu- 
ment Conlrol Desk) 3pp 45720 024-45720 026 

8006070200 Forwards fnsp Repls 50-250/68 10 & 50 251/88-10 on 800425 29 No vio 
lations or deviations noted Rept documents oral commitment mado by ulil representa- 
tive & discussed in exit interview 

HERDT.A R Region 2, Ofc of tho Director 88/05/24 CONWAY.W F Florida Power & 
Light Co 2pp 45779 127 45779 132 

-8606070203 Insp Repts 50 250/00-10 & 50 251/08 10 on 800425 29 No violations or 
dovlalions noted Major areas Inspected heat tracing surveillance & testing Reviow of 
open items also made 

SZCZEPANfEC.A . JAPE.F Region 2, Ole of the Director 06/05/19 4pp 45779 129 
45779 132 
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0&OOO7O253 Ack receipt of 880314 & 29 responses to violations noted in Repls 50 250/ 
87-3 8 t 50 251/87-38,50-250/87 47 & 50 251787-47 & payment in amount of $150,000 
for civil penalty Imposed by NRC 880211 Hr Notice of violation end 
GRACE.N E Region 2. Ofc of the Director 88/05/25 CONWAY.W F Florida Power & 
Light Co 2pf> 45766 336 45786338 

-8006070256 Notice of violation from review of 880314 a 29 responses to nolice of 
violation a proposed imposition of civil penalty Violation noted Inconsistent dates 
used In responses re completion of preventive mafnt program for locks 
GRACE.J N Region 2, Ofc of the Director 88/05/25 tp 45786 33 0 4578 6 338 

8606070291 Forwards Insp flepts 50-250/88 08 & 50 251/88 08 on 600325-0425 Viola 
tion not cited because all criteria for categorization of lice rises Identified violations 
mei 

WILSON.B A Region 2, Ofc of the Director 89/05/25 CONWAY.W F Florida Power 
& Light Co 2pp 45767 099 45787 119 

-8606070294 Insp Repts 50-250/88 00 & 50 251/flBOQ on 800325 0425 Violation 
noted Major areas Inspected annual &. monthly surveilfance.mami observations & 
reviews, ESFs f aperati&nal safely, facility mods & plant events 

BREWER.Dfl , MCELHJNNEY.T F , SCHNEBLl.G A Region 2, Ofc of t bo Director 88/ 
05/23 19pp 46787101-45787 119 

8806010205 Responds to violations noted in Insp Repls 50-250/06-07 & 50-251 /flo- 
or Corrective actions plant chango/mods Implemented to provide seismic gauges 
which will remain valved In at all times 

CONWAY.W F Florida Power & Light Co 88/05/26 Document Control Branch (Docu- 
ment Control Oesk) 5pp 45712 131 45712 135 

6605240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Devlco " Svc list end 

BURNETT.R F Division of Safeguards & Transporialton (Post 070413) 88/05/27 
Consolidated Edison Co of Now York, Ire 120pp 45603 158 45603 277 

8806070302 Ack receipt at 880425 Hr informing NRC of steps taken to correct violations 
noted In Insp Repls 50 250/87 54 & 50 251/87 54, 

WILSON.B A Region 2, Ofc of tho Director 88/05/27 CONWAY, B A Florida Power 
& Light Co ip 45774 229 45774 229 

8605240090 Suppl 1 to NRC Into Notice 87-06! ( “Failure of Westing house W-2-Type 
Circuit Breaker Cell Switches Svc list encf 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/05/31, 
Consolidated Edison Cc of New York, Inc 120pp 45633,038-45603 157 

0806240216 NRC Info Notice 08-834, "Nuclear Mat! Conlrol & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 86/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 109-45700 300 


0085270306 NRC Info Notice 08 035, "Inadequate Llcenseo Performed Vendor Audits " 
Svc fist end 

ROSSI t CE Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790.008 45790 107 


6808020047 NRC fnfo Notice 00-038, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation * Svc list end 

ROSSI ,C,E Division of Operational Events Assessment (Posl 870411) 88/08/08, 
Consolidated Edison Co of New York, (nc 120pp 45965,152 45965 271 

600609 0301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
ance W/Applicable Mall Specs " Svc list end, 

ROSSLCE Division of Operational Events Assessment (Post 07041 1) 86/06/10 
Consolidated Edison Co of New York, fnc 120pp 45916200 45016 327 

88O6O60D25 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of New York, fnc, >25pp 45946 OD1-45946 125 

0008080211 NRC Bulletin 88 006, "Actions To Be Taken for Transportation of Model 
Spec 2 T Radiographic Exposure Device ” Svc hot end 

BURNETT.R F Division oi Safeguards & Transportation (Post 070413) 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 318, 


8006090194 NRC info Notice 88-030, ‘'Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/15 
ConsoMatod Edison Co. of New York, Inc 111 pp 45946,1 26 45946 236, 

8806160013 NRC Bulletin 88 007* "Power Oscillations In BWRs M Svc list end 
ROSSI, CE. Division of Operational Events Assessment (Post 07041 1) 68/06/15 
Consolidated Edison Co of Now York, Inc. 114pp 45929,115 45929 220 


8866150106 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Malls Suppfiod by Piping 
Supplies, fnc at Folsom, NJ & West Jersey Mfg Co at William a to wn.NJ ,v Svc list one) 
ROSSLCE Division of Operational Events Assessment (Post 670411) 88/06/15 
Consolidated Edison Co of New York, fnc. 120pp 45965 032-45965 t51 


8806200051 NRC Info Notice 80 042, "Circuit Breaker Failures Due to Loose Charnln 
Spring Motor Mounling Bolls " Svc Ls( end 

ROSSLCE, Division of Operational Events Assessment (Post 070411) Q0/O6/2i 
Consolidated Edison Co of New York, ( pc 108pp 45977207 45976 033 


88 Sl 2 i !?.% NRC ! ,f ? f0 N R 1Ice 68 ' 043 < "Solenoid Valve Problems," Svc list end 
ROSSLCE DMsIon of Operational Events Assessment (Post 870411). 8B/06/23 
Consolidated Edison Co of Now York, Inc 1 23pp 45977 164 45977-206 


R. Periodic operating reports & related correspondence 

fl0 5JS???A 8 v Porwarda summary of rngt-orvshm rents for wk beginning 600502, 
CONWAY.W F Honda Power A Light Co. 60/05/1 1 GRACE.J N lie 


Director 6?pp 45760’ 173 45760,234, 


legion 2, Ofc of ihe 


88 rn°M wlv '"gj* 0 " ' 3h J r t summary rept for wk starting 8B0509. 

Ktem 9 ,* C ° 8B/05/l8 - GRACE ' J N Re8l0fl * 0,C 01 


6808020073 Forwards monthly stalus rept for plant W/o end 
GRACE.J N Region 2, Ofc of the Director 96/05/23 MURLEYJE Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 5pp 45787 281-45707 285 

8606070224 Forwards mat-on-shift weekly repts.por NRC 071019 order 
CONY/AY.W F Florida Power A l ight Co 00/05/25 GRACE.J N Region 2, Ole of Ihe 
Director 43pp 45777 065 45777 107 

8866220050 Monthly operating repts for May 198B tor Turkey Point Units 3 & 4 & St 
Lucia Units 1 & 2 W/000615 Hr 

GRANT.NW, CONWAY.W F Florida Power & Light Co 00/05/31 17pp 45913 294 
45913 310 

8606100228 Forwards summary rept of integrated schedule generated for Apr ISQB.por 
integrated schedule plan 

CONWAY.W F Florida Power 8 Light Co 80/06/03 Oocumont Conlrol Branch (Docu 
monl Conlrol Desk) 2pp 45780 203-45768 204 

0506160023 Forwards 6 month rept of integrated schedule for plant Schedule reflects 
info as of 880520 Issuance date Changes to schedules reviewed w/NRC per integral 
ed schedule plan 

CONWAY.W F Florida Power & Light Co, 60/06/08 Document Conlrol Branch (Docu 
monl Conlrol Desk) 33pp 45063 320-45063 360 

6806260276 Forwards summary of mgt on shifl(MOS) weekly ropts tor 080530 060G.por 
NRC 87 1 01 9 order PS-N MOS repls also included 

CONWAY.W F Florida Power & Light Co 00/06/08 GRACE.J N Region 2, Ofc of |ho 
Director 42pp 45945 155 45945196 

8006220248 Forwards written summary of Info presented to NRC during 880610 month 
ly mgt meeting re performance enhancement program quarterly updato 
CONWAY, W F Florida Power & Light Co 88/06/ 15 Document Control Branch (Docu 
ment Control Desk) lOpp 45859 273 45869 282 


S. Reportable occurrences, LERs & related correspondence 

8006020092 LER 88 005 00 on 880425,calibr of nuclear instrumentation sys power 
ran go detectors perform od late Caused by personnel orror Digital data processing ays 
repaired & group responsible for performance discussed event W/8B0524 Itr 
SALAMON.G , CONWAY.W F. Florida Power & Light Co 86/05/24. 4pp 45696 175 
456GB 178 

8806140261 Special repl fire protection sys (FPS) impairments incurred during perform 
ance of plant mod & FPS features fail duo to component fpiluro Caused by number of 
performed mods & FPS equipment malfunction Compensatory measures implemented 
CONWAYWF Florida Power & Light Co 06/06/06 Docu rnont Control Branch (Docu 
menl Conlrol Desk) 4pp 45027 023 45827 020 


DOCKET 50-252 UNIV. OF NEW MEXICO RESEARCH REACTOR 


Q inspection reports, IE Bulletins & correspondence 

8C05270096 Responds to viofallons noted In Insp Rept 50 252/66 01 on 800328 
31 Correct! vo actions 1907 annual ropt completed & submitted on 060391 & staff 
made aware that ropt must be submitted before Sept 30 of each yr 
WILLIAMS.F L New Mexico, Unfv of, AEbuquerquo, NM 08/05/16 MURRAY.B 
Region 4, Ofc of tfio Dlrocfor 2pp 45680 356-45600 356 

0806020159 Ack rocerpt of 880516 Itr informing NRC of steps taken to corroct violations 
noted fn Insp Rept 50 252/88-01 

MURRAY.B Rogfon 4, Ofc of the Director 68/05/27 WILLIAMS.F Now Mexico, Unlv 
Of, Albuquerque, NM 2pp 45733 397 4 573 3 338 


DOCKET 50-254 QUAD-CITIES STATION, UNIT 1 


F. Security, medical, emergency & fJro protection plans 


0805310284 Rev 11 to Emergency Plan Implementing Procedure QEP 110 2, "Acting 
Station Director (Shift Engineer) implementing Procedure " 

* Commonwealth Edison Co 08/05/03 topp 45716 212-45718*221 

8005310297 Rev 3 to Procedure QEP 520 3, "Training Program for Station Emergency 
Preparedness Coordinator " W/Rev 16 to QEP 520 0, "Training" table of content 
' Commonwealth Edison Co 88/05/11 5pp 46731 354-45731 358 

8606210129 Rov 24 to Emergency Plan Implementing Procedure GEP3I0T3, "Priori 
trzod Notification Listing" W/rovlsed table nf contents 
*■ Commonwoollh Edison Co. 88/05/31 i4pp 45845 164-45645 197 

CQD6230307 Forwards Amends 100 & 103 to Llconsos DPR-29 & DPR-30, respectively 
& safeguards evaluation repl Amends modify Paragraph 3 E of each license to require 
compliance w/ revised physical security plan 

ROSS.T. Project Directorate llf-2 80/06/00 BL/SS.H Commonwealth Edison Co 
5pp 45907 003-45907 011 

-0000230314 Amends 108 & 103 to Uconsos DPR 29 & DPR-30, re spec lively, changing 
Paragraph 3 E of each license lo require compliance w/revised physical security plan 
NORRHQLM.L Project Directorate ill-2 68/06/09 4pp 45907*008-45907 01 1 

8806239320 Safeguards evaluation rept supporting Amends 106 & 103 to Licenses 
DPR-29 & DPR-30 } respectively 

' Oiflco ot Nuclear Reactor Regulation, Director (Post Q70411) 88/06/09 3pp 
45907 01 2-45S07 014 

6806210423 Advises that NRC received allegations ro adequacy & implementation of 
various security activities at plant Util requested to fully analyze alienations & Initiate 
In-depth Investigation Ei >cl withheld (ref 10CFR2 790), 

NQRELIUS.C E Region 3, Ofc of the Director. 88/06/15 REED.C Commonwealth 
Edison Co 2p 45845 257 45845 256 



DOCKETED ITEMS 35 


J Insurance & Indemnity Information 


0006010057 Forwards Endorsements 197 to NELIA Policy NF 43,171 to MAELU Policy 
Mr *22,50 to NELIA policy NF-253,32 to MAELU Policy MF-104,109 to NELIA Policy 
NF-187 & 92 to MAELU Policy MF-S4, 

OSTER.J Commonweallh Edison Co 8Q/05/19 DINITZ.I Document Control Branch 
(Document Control Desk) 7pp 45605 192 45605 198 


P. Operating license stage documents & correspondence 

8806010181 Forwards summary of 880323 telcon w/P Kang & results of Sargent & 
Lundy Engineers evaluations addressing NRR questions raised during 080205 
tolcon Third evaluation re breaker coordination will be provided when finalized 
SILADY.JA Commonwealth Edison Co 80/05/13 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 22pp 45096 073 45696 094 

B605310084 Application for amends to Licenses DPR-29 & DPR-30, clarifying rod block 
monitor operability & bypass time requirements Foe paid 

JOHNSON, I.M Commonweallh Edison Co 80/05/17 MURLEY.TE Olflca of Nuclear 
Reactor Regulation, Director (Post 870411) 3pp 45694 208 45694 230 

-8805310005 Proposed Tech Specs, clarifying rod block monitor oporabllily & bypass 
time requirements 

' Commonwoallh Edison Co 08/05/17 20pp 45694 21 1-45694 230 

0006230307 Forwards Amends 100 & 103 to Licenses DPR 29 & DPR 30, respectively 
& safeguards evaluation rept Amends modify Paragraph 3 E of each license to require 
compliance w/ revised physical security plan 

ROSS.T Project Directorate 111*2 88/06/09 BLISS.H Commonwealth Edison Co 
5pp 45907 003-45907 011 

-0006230314 Amends 108 & 103 to Licenses DPR-29 & DPR-30, respectively, changing 
Paragraph 3 E of each license to require compliance w/revlsed physical security plan 
NORRHOLM.L Project Directorate I lf*2 08/06/09 4pp 45907 000*45907 011 

6606230320 Safeguards evaluation rept supporting Amends 100 & 103 to Licenses 
DPR-29 & DPR 30, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/06/09 3pp 
45907 012-45907 014 

0806210423 Advlsos that NRC received allegations re adequacy & Implementalion of 
various security aclivitles at plant Uti! requested to fully analyze allegations & Initiate 
In depth investigation Enel withhold (ref 10CFR2 790) 

NORELtUS.CE Region 3, Ofc of the Director 00/00/15, REED.C, Commonwealth 
Edison Co 2p 45045 257*45845 258 

0006280023 Advises thal ulil committed to performing mods addressing human ongl 
nearing discrepancies Identified during DCRDR per NUREG-0737 
JOHNSON,! M Commonwealth Edison Co 88/06/17 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 070411) 4pp 45973 186 45973 189 

0808290163 Forwards Wostmghouso Owners Group Notification Llr OG 88*21 .Idonlify- 
ing midloop concorns.por Generic Ur 07*12, “Loss of RHR While RCS Partially rilled" 
8, 080428 mooting agreement 

NEWTON, R A Westlnghouse Operating Plants Owners Group 80/06/20 

HODGES, W. Reactor Sysloms Branch 7pp 45973 338-45973-344 


Q, Inspection reports, IE Bulletins & correspondence 


8B06100007 Provides Info on containment flued head anchors In response to Insp 
Repts 50-237/87-30,50 249/87*29,50 254/07*20 & 60-265/87*20 Operability assoss 
mont on core spray flued hoad anchor being performed & NRC will bo notified of re 
suits 

JOHNSON,! M Commonwoallh Edison Co 00/01/29 DAVIS, A B Region 3, Ofc of 
(ho Director 5pp 46814 301 45814 305 

8806070003 Forwards summary of Insp & Investigation conducted re allogalion concern 
ing contractor performance at planl DOJ determined that prosecution unwarranted No 
further action by ulil necessary since subi contractor no longor onslto 
GREENMAN.EG. Roglon 3, Ofc of the Director 08/05/18 REED.C Commonwealth 
Edison Co 5pp 45753 192-45753 196 

8006200123 Forwards corrected response to IE Bulletin 05*003, "Motor Operated Volvo 
Common Mode Failures During Plant Transients due to Impropor Switch Sellings” 
SubJ responso supersedes 880502 res pons o 

MORGAN.W E Commonwealth Edison Co 88/05/10 DAVIS, A B Region 3, Ofc of 
the Pi rector 33pp 45065,084-45865 116 

8605240028 NRC Info Notice 08-033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device ” Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co. of New York, fnc 120pp 45603 150 45603.277 

8005240090 Suppl 1 to NRC info Notice 07*081, "Failure of Weatinghouse W-2-Typo 
Circuit Breaker Cell Switches ” Svc list oncl, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 030 45603,157 

6605240215 NRC Info Notice 00-034, "Nuclear Mall Conlrol & Accountability of Nonfuo! 
SNM at Power Reactors " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 87041 1) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 46790 108*45790 308 

8806140057 Forwards addl info re Fall 1987 Intorgranular stress corrosion cracking Insp 
per request 

JOHNSON,! M Commonwealth Edison Co 88/05/31, MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 19pp 45819*187-45819 274 

-8606140067 Rev 1 to "Evaluation & Disposition of Flaws at Quad Cities Nuclear 
Power Plant Unit 1 (1907 Outage)." 

COFIE.N.G, SHEFFIELD, J R , FROEHLICH.C H NUTECH Englneors, Inc CWE-15* 
203 R01 80/05/31 G9pp 45819 206-46B19 274 


8606140501 Informs of intent to perform team Insp of emergency operating procedures 
at facility on 880725 0805 & requests assistance in accomplishing task Scope of Insp 
will focus on procedural adequocy.lrainlng & staff capabilities 

GREENMAN.EG Region 3, Ofc of the Director 88/05/31 REED.C Commonwealth 
Edison Co Ip 45804 303 45804 303 

8805270306 NRC Info Notice 80 035, "Inode quale Licensee Performed Vendor Audits" 1 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co or New York, Inc I20pp 45790 068-45790 187 

8806100137 Responds to IE Bulletin 05 003,SuppJ 1 re safety related motor operated 
valves In selected high pressure sy&Dunng current Dresden Unit 3 refueling 
outage, four addl HPCI & isolation condenser valves will bo tested using MOV ATS 
MORGAN.W E Commonwealth Edison Co 88/06/03, Document Conlrol Branch 
(Document Control Desk) 3pp 45021 013-45021 015 

8606140369 Forwards Safety Insp Repts 50-264/88 09 & 50 265/00 10 on 080403 
OG04 No violations noted 

FORNEY, W L Region 3, Ofc of the Director 88/06/06 REED.C Commonwealth 
Edison Co 2pp 45B33 303 45033 315 

-0806140372 Insp Ropls 50 254/08 09 & 50-265/80-10 on 080403-0604 No violations 
noled Major areas Inspected operations, maint, surveillance, LER re view, routine 
repts, temporary Instructions & administrative controls affecting quality 
RING.MA Region 3, Ofc of the Director 08/06/07 1 1pp 45833 305 45833 315 

8806200024 Provides util response to items discussed in attachment to Dresden insp 
rept Concerns originally raised by BNL during 8801 26 20 insp of flued head anchor 
assembly design 

JOHNSON,! M Commonwealth Edison Co 03/06/06 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 070411) 13pp 45870 293 45870 305 

0806020047 NRC Into Nolfce 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI, C E (Division of Operational Events Assessment (Post 070411) 88/06/08 
Consolidated Edison Co of New York, Irtc 12Dpp 45965 152-45965 271 

0806090301 Supp) 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
ance W/Appllcable Mall Specs " Svc list oncl 

ROSSI.CE Division Of Operational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of Now York, Inc 1 20pp 45916 208 45916 327 

0806219135 Confirms plans discussed on 880613 between N Smith & MA Ring to hold 
880624 enforcement conference at Region III ofc re findings from recent malnt insp at 
facilities 

GREENMAN.EG Region 3, Ofc of the Director 00/06/13 REED,C Commonwealth 
Edison Co Ip 45045 103 45045 183 

8806080026 NRC Info Nollco 00 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-4594G 125 

8G06080211 NRC Bulletin 0B 006, "Aclions To Bo Taken for Transportation of Modol 
Spoc 2*T Radiographic Exposure Devico " Svc fist oncl 

BlIRNETT.R F Division of Safeguards & Transportation (Post 070413) 80/06/14 
Consolidated Edison Co of New York, fnc lOBpp 45935 211*45935 318 

8000090191 NHC Info Nollco 80 030, "Failure of Undorvollage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc 1 1 Ipp 45946 128*45046 236. 

88061G0013 NRC Bulletin 88 007, "Powor Oscillations in BWRs " Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 070411) BB/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115 45929 228 

8806150186 Supp! 1 to NRC Bultelm 00 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Willlamstown.NJ Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) BB/06/15 
Consolldaled Edison Co of New York, Inc. 120pp 45965 032 45065 151 

8806210086 Forwards Safoly Insp Rept 50-254/00-13 & 50*265/00-13 on 600510 20 & 
notice of violation 

SHAFER, WD Region 3, Ofc of the Director 80/08/15 REED.C Commonwealth 
Edison Co 2pp 45902 035 45902-05B 

-8806210090 Notice of violation from insp on £300510 20 Violation noted on 071025 & 
0805 17, two workers failed to comply w/protectivo clothing requirements while working 
on underwater camera equipment removed from fuel pool & roaclor cavity 
SHAFER, W D, Region 3, Ofc of the Director 8B/06/15 Ip 45902 037 45902 037. 

-0806210095 Insp Repts 50 254/88 13 & 50*265/88-13 on 000510*20 Violation 
noted Major areas inspected radwasto mat & radiation protection programs during re 
rueting & malnt outage Including organization & mgt controls 
SLAWJNSKI.W J , C3REGER.LR Region 3, Ofc of the Director BB/06/15 21pp 
45902 030 45902.058 

0006210271 Responds to NRC Bullolin 80*003 re insps to ensure GE latching HFA 
relays have adoqualo latch engagement Results of Insps will bo reported within 30 
days 

MORGAN.W E Commonweallh Edison Co 00/06/15 Document Control Branch 
( (Document Control Desk) 2pp 45906 033 45906 034 

8606280097 Forwards Safety Insp Repts 50 254/08*10 & 60-265/88-11 on 080418* 
29 No violations noted Written responso required for Unresolvod Item 50 265/88*11/ 
04 Response should address results of ulil reviow of personnel qualification 
HARRISON.JJ Region 3, Ofc of tho Director. 00/06/21. REED.C Commonwealth 
Edison Co 2pp 45973 303 45073 314, 

-0806200106 Insp Repts 50 254/80*10 & 50 265/08 11 on 80O410-20NO violations 
noted Major areas inspected safety related piping woldments.components & supports 
selected from plant mod packages & mservlcs Insp plan 

KERCH, H W , HARRJS.R H , STROSNIDER.m Region 1, Ofc of the Director 06/06/ 
06. lOpp 45973 305*45973 314 
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6806280223 Fcrw^ds Sa f ety fnsp Repts 50 254/08 11 & 50 265/08 12 on 880418- 
22C502 C-6 1131 & OCG 1 Vnolatsns nOTedConcerns raised re performance of 
rrirtf~.cS & c. a ear on of prcC'e-ms for root cause liiuslraloni. of concerns fisted 
M.UERHJ Rcgon 3, Ofc of me D, rector 88/06/22 REEO.C Commonwealth 
Ed '.on Co 2pp 45073 254 45373 276 

-8808280231 Insp fUpts 50 254/00 11 & 50 265/88*12 on 8B0422 0601 Violalrons 
ncLtfMacr fi/cas inspect'd rr.S'nt act-silics & followup on previous identified msp 
/errs us no sc'cctad portons of listed msp modules 

WALKER H A KROPPWJ FALEVlT-S 1 Reg, on 3 Ofc of lh© Director 88/06/21 
2 tpp 45373 256 45973 276 


8806020335 Responds to 000421 request to reovafuato thermal dogratJnllon of 2„4()0 
volt bus (seder cables Util concludes that feeder cablo has useful Hio of DO yra 
beyond 88051 G Cable safety significance wilt bo reduced when mod dono 
BERRY, K W Consumers Power Co 88/05/25 Documont Control Brunch (Docuinonl 
Conlrof Desk) 139pp 15716 032-45716 170 

8806030074 Informs lhat Itconseo 880509 response lo NRC 800217 Qunorlc l ir lift 03, 
"Steam Binding of Auxiliary feedwater Pumps, 1 ' satisfactory & no further action rim 
essary 

WAMBACH.TV Project Directorate III- 1 00/05/25 BERRY, J< W Conauinom Pnwvor 
Co 3pp 45715 050-45715 052 


6806200051 NRC tn'a Nol.cs 83 042, Circuit Breaker Faitures Due to Loose Charging 
Spr^g Mj'cr Mcun* ng Bo-fts " Svc 1st end 

ROSS! CE D/’son of Operational Events Assessment (Post 870411) 8B/0S/23 
Cor s:Jda'c 3 Ed' son Co of New Ycr* lac 108pp 45977287-45978 033 

M0620030G NRC Info Nc ce 08 043, So’cnod Valve Problems " Svc list encl 
ROSSI.C E Di.mcn ol Opjrat-onal Events Assessment (Posl 870411} 68/06/23 
Ccnso'djttd Ed son Co of New York, Inc 123pp 45977 164 45977 286 


R Periodic operating reports & related correspondence 

8806220023 Quad Cites Nuclear Power Station Units 1 & 2 Monthly Performance Rept 
for Ms/ 1983 W/000531 Hr 

DEELSN/OER L ROBEYRa Commonwealth Edison Co 88/05/31 22pp 
45925 118 45925 139 

880628023-3 Forwards 1' sting of changes, tests & experiments completed during May 
1988 per 10CFR53 59 

ROBE/.R A Commonwealth Edison Co 88/05/31 NRC - No Detailed Affiliation 
Grvcn 16pp 45944 093 45944 108 


S Reportable occurrences, LERa & refated correspondence 


6805030332 LER 88 002 01 on 0601 12,calrfar & functional tests missed Caused by in 
adequate procedure Tests performed.procedufo checklist used & other similar check' 
*?£ "*5™ issucd fo instrument mamt personnel re event W/880526 Itr 

V/ ^I Ef ! SS ’ Commonwealth Edison Co B8/05/26 6pp 45763 173- 

45763 178 


DOCKET 50-255 PALfSAOES NUCLEAR PLANT 


8806020162 Forwards request for addf info ro 0/1223 A 800325 Mibmlttnlft ru unit !ur 
protection sys mod A Toch Spec changos 

WAMBACH.TV Project Directorate IIM GQ/05/2G DERRY.K W OofiBURlOM J*uwur 
Co 5pp 45707 344 45707 340 

8006090314 Rosponds to Generic Ltr 08 05, "Bone Arid Corrosion of Carbon SUml Hu 
actor Pressure Boundary Components in PWR Planls " Goliovos actions lo dnlci A phi 
fosophy of plant well aligned w/NUMARC recommondntiona A gonorlc Hr 
BERRY.K W Consumers Pov/or Co 08/06/03 Oocumonl Control Dranch (Docuninnl 
Control Desk) 5pp 45794 087-45794 091 

888620008B Forwards F MJraglia 880527 memo (or rovlow A roquostn propound prlur 
Hies for flclions on project manager rent by C O B 080609 

MULLER, DR Project Dtrecloralo IIM 88/06/07 Project Dlroctowlo Ilf I ?jii> 
45830 238 45030 239 


-8806060206 Discusses updating project managors ropt (PMH) In ftccordmiPci w/nnw 
priority ranking sys Mods have boon made so that PMn will now no cop l nuw prlurily 
dataOld priority data will bo dolotod during wk of 080530 Samp lo clntn fornwl mu I 
MIRAGLIA.FJ Associate Director for Projects (Post 870411) 00/06/2/ Office of Nu 
dear Reactor Regulation, Director (Post 87041 1) 3pp 45030 240 46090 ?42 

8806160016 Requests delay until 001014 to respond to 000415 roquoBl for add! Inin ro 
ulil 870529 response to Generic Llr 86 06 ro paramolor solpolnts A Inslrumonl uiuiu 
tamties tor primary coolant pump irip two - loavo two strategy 
KUEMIN.JL Consumers Power Co 88/06/10 Document Conlrol Hrnnch (Docutiienl 
Conlrcl Desk) 2pp 45841 184 45841 185 


6806160019 Submils correction lo info In cover llr for 000525 mmlyoh, dolormlrilfm 
useful hfo of Bus IE feeder cablo from facility powor transformer boood on Arrhonlid 
methodology Less than 2 yrs of 9 9 useful llfo will bo ruqiilrori 

€ffi , D«^^!!MO^&ffl,319 /08/,0 D0CUn,1Q, " Co " tro1 n ' nn<ih < Doa "' 


F Security, medical, emergency 4 fire protection plana 

8806010006 Section 7 of Rev 6 to "Palisades Plant Site Emergency Plan " 

Consumers Power Co 88/05/12 2pp 45695 235 45695 236 

8, SAmdQ n r!Ana)Js,s Ei:ne,aCn,:y ^ lmp ’ amen,in 9 Pwe<iu "> El-7 2, "Emergency 
* Consumers Power Co 88/05/12 ip 45685 358 45695 359 

M n?° l ?n 1 A S ? ev 2 *° Emergency Implementation Procedure El 7 3 "Hvdroaen & 
e Analysis of Post Accident Samples " nyarpgen & 

45695267’ 0RUNET ' J R &***»«• Power Co 68/05/13 2pp 45695 286- 

“nliod”’ 5 F0wa,ds Sa,e 9 ua/ds Uisp nepl 50 255/88 13 on 880502 05 No violations 
K1^?Si^A? 9D " ec, « 88/05/24 HEINS, GL Consumers 

"fXjSen?? 9 ,?,. n a " y w l thhe[d lns P Repl 50 255/88-13 on 880502-05 (rof 

45732003 CF,EE0 ' Jn ne 9“ n 3- Of the O, rector 88/05/24 Ip 45732 003 

16 Mam? wif '^Pi^^^hlrng procedures.includmq Rev 2 to El- 

f'cSn Eme ' 9 * p r Cla ss'ftcLon^wyravrsed pr« JSures , re( V 5«f>Sn n ° ( ^ Eme,8enc l’ 

Consumers Power Co 88/05/26 69pp 45821 329 45822 038 

,nSP Repl 50255/8910 - 880405 0502 Violations 
sumers Paiw'cf 45784 A oa2 ^ G ^ 0n 80/05/27 HEINS -G L Con- 
noted Major areas ePl ins^ctVd folJov^J n ° davfations 

45784 067 45784 082 3 ' 0fc of Dtr «Ctor 68/05/27 16pp 

4 Insurance & Indemnity Information 

e S 6 ,? o rrM?% End0r5Cmem ,m '« NEE 'A Policy NF .70 8 E „ d0 , semen, 87 , 0 
r.S N S E ^ 80/05/18 D'NIT2,I NRC No Detailed A, 

P. Operating Hcente stage document. * correspondence 

IPs^ 

rr»nlSolDesM n |^7p S 457l7Ts6^57 a ?| / ?70 25 Oocumonl Contr ol Branch |Docu- 


rinr !oIL[; Ml raspoHM to FOIA Toquost for cJotumonla Torwurdn Aiij> D 
fret FO^A Exe^mphon 0 ^^ 00 S avar 0 n ^PP E documonh complotofy withliulil 

M^^ E ii£na/?i of ln,om «" (on * Pulilktntlan Sorvlotm (Post 

45857 5 )42° 8/0S/ 3 MAXWEI L,e Co6 " loa Brooclciisllno Corp 0|)|i <15053 2(111 

' 0 L sonl " TP 1 ™°«»0 a submits pnrllal llnll.ifi o( Irtulr 
" p/oblora '' /0 '"' or lnv0l ' ,0<l & t-oin/Kjnom/lB'jHO o( 

oMhe Ddector 22pp 3 ^1505 3 7 13? 45057 C '° r n ° /03/M DAV,S ' A ” "‘>V'° n 

88 ^ 1041 k Con,(r a nis 80062/1 mooting w/ulil In Glon Ellyn.ll to dlacimu major nlnni 

a;a & dro s „c ^ Ils ,0C,:^6o6 ' ,, ' , i,f a con,iou ™ ,ion ^ s-To!:::; 

ers E p E ower A C<; E ip °S0°5 26°t Ol,ootor M/00/ ' 0 l lOITMAN.t) I* Ooiieutt, 

’TSancoSCogrom ,nOOI ' n0 W/U '" C ° Va, '' M ' 10 dlscl "> 8 NrK; *P«hM 

ersp“<i E t p S n 022°507°Jl022 D '' O<:IOr M/06/, ° H0ErMAN ' D P Con » 1 "" 

rsffianatt . o5 f onso ,o ,>, . n .9 ,a 3 u ° 81 ,or n< ’ di |n, ° «• r/oioc 

Conlrol Deekl 3app m 45 , a07 O 0 W 0 O | , 45°960 l! l , BB /l7 Doalmonl Con, '' 0, B '« n d' (Docuimmt 

Wh ,0f 

NFB6 9KNP) 80/06/1 3 ^ Nlld00r C ° 1 ,nc > XN 
' Modl " od noi ' c ' 0 ' P'0'ncHon Sys n. P ,. 

ANF^87 E 15O{NPp/O^ n 08/O6/ J 1 C 3 e T67p^45967 3 O63 d 459 J 07 250 Xdri NUClt,W °° ‘ lnC) 

" Pmaa ° S MOd, ' l(,d ndQC,0/ p /o,oollOn By. 
06/?3 UI 324pp R 45967' 1 2 C 56-4596B 8 | r 89 UQ ' S C °' P (,0,m0,l >' E * >(0f ' Nuclotu Co , Inc J 08/ 

a. Inspection reports, IE Bulletins A correspondence 

OOCorrelivo°achonsln d ororotato' t oflac!u v | 0la !' 0 S 8 no,od in lns P Flop! 50-205/00 

tng ol containment volva ^nno nowor onnlntJ^^ S , poos w V llHrl ,hal IdonUltod open 
BEHRY.K.W Consumers Poi3or P Cn nAr P nc5SS' 1S r 1 l0 1,0 00 ™ la '™l «"CE STS ' 
Conlrol Desk) 5pp 45604 255 45694 259 ^ 33 Oocumonl Conlrol Branch (Document 

M noM m F °' wa,ds Safeguards Insp Ropt 50-255/00 13 on 000502 05 No vlolallona 
PcweVcJ’ 2 p S p «%2 n 00 3 1.4 O 5732°003 h8 D ' reC,0r B8/05/2 ‘' HEI « S .Q *- Consumore 
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••$605310293 Parliafly withhold Insp Rept 50 255/88-13 of) 080502-05 (ref 
10CFR73 21) Major areas inspected security plan/ implementing procedures.mgt 
effectiveness, security organization, testing & marnt & security sys power supply 
DROUJN.B, CREED, JR Region 3, Ofc of the Director 88/05/24 Ip 45732 003 
45732 003 

0806030254 Responds to util 860515 & 0904 Itrs re response to JEB 05 003, "Motor- 
Operated Valve Common Mode Failure During Plant Transients Quo to Improper 
Switch Settings " Program to assure valve operability of bulletin acceptable 
GREENMAN.EG Rogion 3, Ofc of the Director 88/05/24 HEINS.G L Consumers 
Power Co 2pp 45717 326 45717 327 

3305240020 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc lisl end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 150 45603 277 

0806080207 Forwards Safety Insp Ropt 50 255/88 10 on 080405 0502 Violations 
noted, but no citation issued 

GULDEMOND.W G NRC - No Detailed Atfillalion Given 80/05/27 HEINS.G L Con 
sumors Power Co 2pp 4 5784 065*45704 082 

-8806080277 Insp Rept 50 255/00-10 on 080405-0502 Six violations & no deviations 
noted Major areas inspected followup of previous insp tmdings.operational 
secunty.malnt, physical secunty, survoillance.radiologlcal protection & bulletins 
BURGESS, B L , SWANSON, E R Region 3, Ofc of Ihe Director- 88/05/27 1 Gpp 
45704 067-45704 082 


8805240090 Suppl 1 1o NRC Info Notice 87 061, "Failure of Westfnghouso W-2-Type 
Circuit Breaker Cell Switcnes " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York, Inu 120pp 45683 030 45683 157 

8805240216 NRC Info Notice 00 034, "Nuclear Mati Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 ISO 45700 300 

0806150275 Forwards Safety Insp Rept 50 255/00 1 1 on 000425 20 & 0502 05 No vio 
Inti on s noted 

WRIGHT, G C Region 3, Ofc of the Director 00/05/31 HEINS.G L Consumers Powor 
Co 2pp 45047 151-45047 164 

-BB061 60346 Insp Hept 50 255/06 1 1 on 000425 29 & 0502-05 No violations or devi 
atlons noted Major areas Inspected progross & results of llconseo configuration con- 
trol project & Impact on implementation of design changes, mods & info verification 
SUTPHIN.R.N , PHILLIPS, MP Region 3, Ofc of Iho Director 0B/05/31 I2pp 
46847.163 45847 164, 

8806130260 Notification of 800609 meeting w/utils & Hafa Inti Inc In Rockville, MD to 
discuss results of tosting using inslrumontod techniques on various sys & proposal to 
apply instrumonlod techniques on various sys at plants 

wAMBACH.TV Projoct Directorate III 1 TAM, PS Project Directorate 14 88/06/02 
MULLER, D R Project Directorate 111-1 STOLZ.J F Project Directorate' 1-4 4pp 
45794-352 45794 355 

8805270306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vondor Audits " 
Svc Its! oncl 

ROSSI, CE Division of Operational Events Assessment (Posl 070411) 00/06/03 
Consolidated Edison Co of Now York, Jnc 120pp 45700 060 45790 107 

8806020047 NRC Info Notice 08 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSLCE. Division of Operational Evonts Assessment (Post 070411) 00/06/00 
Consolidated Edison Co of New York, fnc l20pp 45965 162-45965 271 

8806090301 Supp! 2 to NRC Bulletin 07 002, "Fastener Testing to Determine Conform- 
ance W/Applicnble Mali Specs " Svc fist oncl 

ROSSI, Ct Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of Now York, Inc IFOpp 45916 200 45016 327 

8806080025 NRC Into Notice 00 037, Tlow Blockage of Cooling Water to Safety Sys 
Components " Svc list encf 

ROSSLCE Division of Operational Evonts Assessment (Post 870411) 08/06/14, 
Consolidated Edison Co of Now York, Inc 125pp 45048 001 45046 125 

8806060211 NRC Bulletin 08 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc list end 

BURNETT, RF Olviskm of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-45935 318 

8806090194 NRC Info Notice 80 038, "Failure of Undorvollage Trip Attachment on GE 
Circuit Breakers," Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/16 
Consolidated Edison Co of Now York, Inc 111 pp 45946 126 45946236 

8008160013 NRC Bulletin 80 007, "Powor Oscillations in BWRs " Svc (1st end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/16 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115 45929 228 

8808160186 Supp! 1 to NRC Bulletin 80 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at rolsorn,NJ & West Jersey Mfg Co at William stown.NJ ’ Svc list encl 
ROSSLCE Division of Operational Events Assessment (Posl 070411) 00/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

8806200051 NRC Info Nolico 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts *' Svc lisl encl 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 88/06/23 
Consolidated Edison Co. of New York, fnc lOQpp 45977 207-45978 033 

6806200306 NRC Info Nolico 88 043, "Solenoid Valve Problems " Svc list end. 
ROSSLCE Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, fnc 123pp 45077 164-45977 286 


R Periodic operating reports & related correspondence 


8806160324 Monthly operating rept for May 1988 for Palisades Nuclear Plant W/B806QB 
Itr 

PACKARD.G C , GORALSKI.G Consumers Powor Co 88/05/31 5pp 45041 353 
45B41 357 


8006160110 Forwards corrective work order backlog & open control room deficiencies 
lor Apr & May 1900 

JOHNSON, B D Consumers Powor Co 80/06/10 Document Conlrol Branch (Docu 
ment Control Desk) 2pp 45038 152 45038 153 


S. Reportable occurrences, LERo & related correspondence 


8895260145 Part 21 rept re missing colter pin in iTE breaker trip mechanism resulting in 
breaker failing to dose Initially reported on 000513 Breakor re paired .cotter pin inserted 
& breaker reinstalled 

8EHRY t K W Consumers Power Go 08/05/20 Office of Nuclear Reactor Regulation. 
Director (Post 870411) 2pp 45600 360 45680 36* 

8006010295 Part 21 rept re failure of Ashcroft glycerin filled bourdon lube pressure 
gauges that failed at pressure withm operating range Caused by separated weld Faulty 
auges replaced 

ERRY.K W Consumers Power Co 8B/05/25 Office of Nuclear Reactor Regulation, 
Director (Post 870411) Ip 45712 136 45712 136 

0806030306 LER 08 007-00 on 800429,auxiliary feedwater actuation sys 
actuated Caused by Surveillance Procedure? RO-21 Inadequacy that permitted input of 
tost signal to result in quick open signal generation Procedure corrected & tested W/ 
880531 Itr 

KOZUP.CS, JOHNSON, 9 D Consumers Power Co 68/05/31 5pp 45752 103 
45752 197 


8806070049 Forwards NPDES violation rept to State of Ml for Nov 1987 Apr 1980 & 
rept of Aug 1907 oil.salt or polluting mall loss 

JOHNSON, B D Consumers Power Co 88/05/31 Documonl Control Branch (Docu 
mant Control Desk) 2pp. 45764 230 45764 235 

-8806070051 NPDES non compliance notification on 680130-31, plant experienced ex- 
cursion of thermal discharge limit of 1,300 M0tu/h Caused by failure to adequately 
monitor & control blowdown from closed cycle cooling sys 
FOBESJLL Consumers Power Co 00/02/09 2pp 45764 232-45764 233 

-0806070052 NPDES noncompliance notification on 070810,50 gallons of Stauffer EHC 
fluid released In Lake Michigan Caused by high pressure lino failure resulting In 
loss Majority of fluid captured w/oil sorbont matl.No apparent damago noted 
♦ Consumers Power Co 07/03/20 2pp 45784 234 45764 235 

6606220101 LER 00 008 00 on 880512,contalnmont ponotration declared inoperabfo 
duo to failure to complete required focal leak rote last withm prescribed time 
limitation Caused by data entry error Test schodulo verified W/800613 Ur 
KOZUP.C.S, KUEMIN.J L Consumers Powor Co 88/06/13 7PP 45069 234 

45869 240 

8806220062 Advises that LERs 88-004 through 08 OOB transmitted on 000404,26,0531 
& 0613 for Palisades & LERs 08 002 & 80 003 transmitted on 060307 & 00 for Big 
Rock Point contained sequence numbers beginning w/87 Instead of 80 
KUEMIN.J L Consumers Power Co 00/06/14 Document Conlrol Branch (Documont 
Conlrol Desk) Ip 45069 233-45869 233 

0806210365 LER 80 009 00 on 00051 Q.falluro to mainlaln continuous (ire watch as ro 
quired by Tech Spoc 3 22 3 occurred Caused by poor porlormanco of security 
officer Review conducted.only to determine problom as being Isolated W/8006 15 Itr 
KOSUP.CS, KUEMIN.J L Consumers Power Co 66/06/15 5pp 45845 269 

45045 273 


DOCKET 50-259 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 


8006010054 forwards rosponse to NRC request for addl Info re Rev 0 to physical socu 
rity/ contingency plan Encl withhold (ref 10CFR73 21) 

GRIDLEY.RL Tennessee Volley Aulhorlty 88/05/24 Documonl Contro! Branch 
(Document Control Oesk) 2pp 45730 002 45730 003 

8806010058 Forwards supplemental response to JA Zwolinski 070628 request for addl 
Info ro deficiency resolution Response withheld (rof 10CFR73 21) 

GRIDLEY.R, Tennessee Valley Authority. 00/05/24 Documont Control Branch (Docu 
ment Control Desk), 2pp, 45730 270-45730 279 

8806170086 Rev 2 to Emergency Pian Implementing Procedure EPIP 10, "Medical 
Emergency Procedure," W/800613 Ltr 

GRIDLEY.R Tennessee Valley Authority 00/06/13 25pp 45065 005 45865 030 

8806290298 Rov 1 to Emergency Plan Implementing Procedure EPIP-1, "Emergency 
Plan Ctossrftcallcn Logic" W/ 6806 17 Hr 

MARTIN, J, GRIDLEY.R Tennessee Valley Authority 08/06/17 26pp 45949 097- 
45949 124 


H, General correspondence 

8806090148 Nolifles of changes being made within ofc of nuclear power & to rept In 
accordance w/NRC SER NUREG-1232 forwarded by 070720 Hr Nuclear power group 
encl 

GRIDLEY.RL Tennessee Valley Authority 88/06/03 EBNETER.SD Ofc of Special 
Projects 4pp 45766 066 45766 069 



38 DOCKETED ITEMS 


6906300101 Responds to B6050 2 Sir re oltccl ol proposed fS 

at oe at plant Proposed landWI mould bo taken into account in emergency plan review 

EBNETERSQ 3 ^ Ofc'ol Special Protects 60/06/21 SLEDGE.L Concerned Citizens 
LandMI Committee 4pp 45981 038 45981 041 

j Insurance A Indemnity Information 

68-06030177 Forwards pofcy endowments including Endowments 
WEUA Pol.c^s NF 252,NF-2atNF*182 & NF 238, respectively & Endorsements 
32 20 72 A 65 to MAELU Pofiaes MF 108, MF 1 f 2.MF 61 A MF 9 3 - r especl.ve y 
SANNALJ Marsh & McLennan, Inc 80/05/26 DINITZ.I Office 0 Nuclear Reactor 
Relation, Director (Post 870411) 37pp 45717 273 45717 30fl 

8806020283 Forwards master work paficibs for P^ntsjncluding Endorsements 1.2 A 3 
IQ NELIA Certificates MW 105 A 154 A Endorsements 1,2 A 3 to MAELU Certificates 
MV/ 39 A MW 185 A certificates of insurance _ . 

SANNA.LJ Marsh A McLennan fnc 80/05/27 DtNlTZd Office of Nuclear Reactor 
Regulation. Director {Post 870411) 150pp 45713 001 45713 240 


-6806230335 Proposed Tech Specs, delotlng organizational chatte 8 rots front hart 

?V T ann h a&7y G rhon^aO 8 /S0 6 /l7 ,. 2 pp 45037 164 45037 275 


» Group — 


8006290434 Forwards page madvortonlly omitted from summary of OOOGOO niautlng ro 

KELLVjT^Ofc' 'of 1 Special Projects 00/08/20. Tennossoo Valley Authority 4|)|> 
45964 349 45964 352 


6806200064 Requests approval of Tech Spec Changes 246 & 00-12 by ' 10 L j M [] 

pleto implementation of agency wldo crganlzationaf changes util has prupunod to 
achieve more effective A responsive organization 

GRIDLEYR Tennessee Valley Authority 00/00/24 Documont Control Drench (Ooc ir 
moni nnnimi Dnakl 2 dd 459o2 273 45962 274 


p Operating license stage documents & correspondence 


Q. Inspection reports, IE Bulletins A correspondence 


88O6O2027O Summary of 68042 6 meeting w/TVA re restart testing program at plant List 
of attendees A viewgraphs encl . _ , „ , 

MORAM.O H Ofc of Special Projects 68/05/24 Ofc of Special Projects 26pp 
45710 010-45710010 

8806020141 Notification of 880602 meeting w/util »n Rockville, MD to discuss implernen- 
tafion of ATWS aife,10CFR50 62 _ 

K6LLY.J L Ofc of Special Promts 08/05/25 BLACK, S Ofc of Special Propels 3pp 
45709 279 45709 281 

8806010016 Submits list of commitments re evaluation of structures for reinforcing bar 

GnfoiEY R Tennessee Valley Authority 88/05/26 Documenl Control Branch (Docu 
merit Control Desk) 4pp 456B3 279-45683 282 

8806020015 Forwards description of program for sessmic qualification of conduit.per RJ 
Clark 860731 request Program for resoMng issue A mlenm operability criteria encl 
GRIOLEY.R Tennessee Valley Authority 68/05/27 Document Control Branch (Docu 
ment Control Desk) 6pp 45737 041 45737 040 


8606060093 Ack receipt of 080422 Itr Informing NRC of stopo tflkon 10 cow , I vmlAliom 
noted in Insp Ropts 50 438/07 08, 60 439/07 00,50 259/07 30,50 260/0/ JB,M) 200/ 
87-38, 50-327/87 68,50-320/87 69,50 300/07 18 & 50 391 8/-10 
BARR.KP Ofc of Special Projects 0B/05/17 WHITE.S A Tonnobwu Vulloy Author 
ity 2pp 45760 335 45760 336 


8005260287 Forwards supplemental response to Item I, A of Insp Repin 50 i'M/W) 
56,50-260/88 56 A 50 296/06 56 Corrective actions outlines sofurnlc cnbli) tray pro 
grams which aro being Implemented „ , .. . 

GRIDLEYR Tennessee Valley Authority. 08/05/19 Documenl Control Branch (Dorn 
ment Control Desk) 9pp 45680 322 4568Q'330 


8805260225 Discusses fuel insp & reconstilutlon process 10 achieve com rolothf for Unit 
2 Util Inlonds to Inspect Unit 1 fuel assemblies concurronl w/fuof )iisp/for onnliliilion 
activities at Unit 2 _ „ , „ 

GRIDLEY.R Tennessee Valley Authority 00/05/20 Document Control ftrwirh (Deni 
ment Control Dosk), 2pp 45702 072 45/02 073 


8806130068 Summary of 880518 meeting w/TVA re resolution of restart item identified 
as plant PR A List of attendees & slides encl 

GEARS, G E Ofc of Special Projects 08/05/27 Ofc of Special Projects 21pp 
45796 027 46795 047 

8806060152 Application for amends to Licenses DPR 33.DPR-52 A DPR 68, consisting 
of Tech Spec Change 240,changfrg definitions & adding notes to remove ambiguity 
from definitions of mode of ope ratio n.core alteration A reactor conditions Fee paid 
GRIDLEY.R Tennessee Valley Authority 08/05/3$ Document Control Branch (Docu 
ment Control Desk) 2pp 45742 215 45742 336 


8006030 3B0 Forwards Insp Ropts 50 259/00 05,50 260/00 05 A 50 200/001)5 on 
080301*31 A notice of violation Unre sol vod Items ro proper doolfjimtlon of nflnmnlu 
plant operations reviow commhtoo chalrmon & O list programmatic doflclonokn noted 
BARR,K P Ofc of Special Projects 00/05/20 WHITE, S A Tonrtonsoo Vnlluy Author 
Ity 3pp 45746,358 45747 043 

-*0806030301 Notrce of violation from Insp on 000301 31 Violations Motor! folium to 
adhere to Tech Spec administrative) controls Involving plant oporallons rovlnw commit 
tee activities A failure lo provide required retraining In nrons of QA/OC 
BARRK P OfC of Special Projects, 00/05/20 4pp 45/47 001 4574/004 


-8806060195 Proposed Tech Spec, changing definitions A adding notes to remove am 
biguity from definitions of mode of ope ration, core arteralion A reactor conditions 
* Tennessee Vailey Authonty 88/05/31 lOOpp 45742 217 45742 336 

0806070119 Application for amends to Licenses DPR 33.DPR-52 A DPR-68, changing 
operability requirements for standby gas treatment A control room emergency venlila 
lion sys in order to proceed w/fuel insp A reconstitution program Fee paid 
GRIDLEY.R Tennessee Valley Authority 8Q/06/01 Document Conlrol Branch (Docu- 
ment Control Desk) 3p p 45774 124-45774 145 

-8B06070126 Proposed Tech Specs.changmg operability requirements for standby gas 
treatment sys A conlrol room emergency ventilation sys in order to proceed w/fuol 
insp A reconstitution program 

' Tennessee Valley Authority 06/06/01 I9pp 45774 127 45774 145 


-0806030382 Insp Repts 50 259/00 05,50 260/00 05 & 50 200/00 05 on 111101(11 
31 Violations noted Major areas Inspector! opornllonnl anfoly/iuilnt 
obsorvaiion.surveiilanco testing observation, ROs A plant operations review rommil 

PAULK.GL, IGNATONIS.AJ Region 2 t Ofc of (ho Director 1)0/05/11 ;it)pp 
45747 005-45747 043 

8005250407 Responds to NRC 080420 Hr ro violations notod In Insp Ropte 50 
06,50 260/80 06 & 5O-296/0B 06 Corrective actions foreign nrlldoB retrieved from ro 
actor vessel & supervisor wil) contlnuo to onsuro porsonnol proporly trained 
GRIDLEY.R Tennessee Vallov Authority 00/05/23 Documont Control (Ira rich (t)oui 
ment Control Desk) 5pp, 46686 196 45606 201. 


8806210458 Notification of BB0616 meeting w/util in Rockville, MD to discuss pipe A 
pipe supports seismic design methodology 

KELLY. J L Ofc of Special Pro,ects B8/06/09 BLACK.S Ofc of Special Protects 3pp 
45871 063 45871 065 

8006290170 Summary of 0BO518 meetng w/util to address NRC questions re interim 
design criteria for seismic design program Related info including fist of attendees encl 
KELlY.JL Ofc of Special Projects 88/06/09 Ofc of Special Projects S2pd 


-8806290180 “Summary Rept for HVAC Oucts Seismic Qualification A Venficatior>/)m 
prove ment Program " 

’ Tennessee Valley Authority MA2-19 1 79/06/16 I47pp 45957 10B 45956 121 


8806170001 Application for amends to Licenses DPR-33.DPR 52 A DPR-68 chanqJ 
valve timing lor containment isolation valves 

GRtDLEY fl Tennessee Valley Authonty 80/06/13 Document Control Branch (Dor 
ment Conlrol Desk) 6pp 45864 076-45864 084 1 


8805260031 Responds to NRC 080324 Mr ro violations notod In Insp Ftoptf) 60 250/111) 
04,50-260/08-04 A 50 296/88 04 Corrodive actions section will ho provldocl in ‘ftig 
orous Analysis Handbook’' to establish quldollnos for dosfgn of lloxlbfo joints 
GRIDLEY.R, Tennessee Valley Authority. 00/05/23 Oocumonl Control Branch (Dam 
ment Control Desk) 9pp 45609.329 45609 337 

8006010210 Rogponds to NRC 680419 fir ro violations notod in Inop Ropts f>0 250/B/ 
29,50*260/87-29 A 5O-296/07-29.Corroctivo actions Tochnlcnl Instruction TM4 no^ 
clearly assigns designated reprosontativo if reaclor onglnooring nuporvloor ahttonl 
GRIDLEY.R Tennesson Valley Authority, 80/05/23 Document Control Branch (Docu 
ment Control Desk). 8pp. 45733 015 45733 0 22 

8606070330 Forwards correction to Insp Ropts 60 250/00 05,50-200/00 05 A 60 ?D0/ 
00 05 Notice of violation.inadvortonlly omittod, now oncl Rasponao ronuoslod within 
30 days of (tr date ' 1 

BARR.K P Ofc of Special Projects 8B/05/25, WHITE, S A Tonnoaaoo Valkiy Atilhor 
ity 2pp 45776 270 45776 276 


-0806170002 Proposed Tech Specs, changing valve liming for two containment Isolation 
valves associated w/HHR sys 

* Tennessee Valley Authonty 80/00/13. 3pp 45864 082-45864 084 

"J Licenses ; DPR 33, OPR-52 4 DPfl 68. consisting 
of Tech Spec 243 adding instrumentation used to t/ip & isolate HPCI & RCIC sys on 
roin u -rfi y P ressu l r f hjgh turbine exhaust pressure to Tables 3 2 B & 4 2 B 
SSS) cSTSS Document Contzol Branch (Doc- 

-8806170013 Proposed Tech Specs updating Tables 32BA42Bby addma Instru- 
HPCI * RC ' C " 6 " he ' supply Assure or 

’ Tennessee Valley Auihonty 80/06/13 19pp 45870055 45570073 

W'«>bp n lor amends to Licenses DPR-33.DPR-52 A DPR-68 consistmo 

* urn M¥4 4 p^ etlnJ " fla ™“ ,lonal iwn Tech Spec Secton fiipe? S 

sassaiasrss Documeni con,,o, B,anch idku - 


Tf,, g T 


miv niiu nvuud uu vuug riuvum r( 

dioorapWc Eyposuye Device M Svc list oncl 
BURNETT.RF, Division of Safeguards A Transportation (Post 070413) 00/05/2/ 
Consolidated Edison Co. of New York, Inc, 120pp. 45G03. 150-45003 27/ 

88 S 4 ,?°n 9 ^„? up ?! ), c° W C K °T 081. "Falluro ol Wostlnflhouso VV 2 Typo 
Circuit Breaker Cell Switches." Svc list encl. 

5? SS !£^ .Ojvjslon of Operational Events AsBOSsmonl (Post 070411) 08/05/3! 
Consolidated Edison Co. of New York, Inc 120pp 45603 030 46003 16/ 

o’ NRC Info Notice 88 034, “Nucloar Mall Control & Accountability of NonteH 
bNM at Power Reactors Svc list ©net. 

Operational Events Assossmont (Poet 870411) 0B/05/31 
Consolidated Edison Co of New York, fnc 122pp 45790 108 45790 300 1 

A PP! ica «^n for amends to Licenses DPR-33.DPR-52 & DPR 60. changing 
Son^vs'K t/eatment & control room emergency vonlila 

nmn^rv d F t r 0 P roc0 x Q . d w/fue] insp & reconstitution program Fee paid 

SSSftSrt®?® WS mStSub' 01, Documonl Con ' , ° l Branc " (!)oc " 
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-BB06070126 Proposed Tech Specs.changmg operability requirements tor standby gas 
treatment sys & control room emergency ventilation sys in ordor to proceed w/fuel 
insp & reconstitution program 

1 Tennessee Valley Authority 80/06/01 19pp 45774 127-45774 145 

6806000269 Responds to NRC 880428 Itr re violations noted in Insp Ropts 50-259/80- 
02.50-260/88 02 & 50 29G/8B 02,por request (or extension unlit 080603 to respond to 
12 inspector concerns Evaluation of adequacy o( field routed piping undorway 
GRIDLEY.R Tennessee Valley Authority 88/06/02 Oocument Control Branch (Docu 
ment Control Desk) 7pp 45814 214 45814 220 

BB05270306 NRC Info Notice 80-035. ‘'Inadequate Licensee Performed Vendor Audits ” 
Svc fist end 

ROSSI. C E Division of Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45790 187 

8606200405 Forwards Insp Ropts 50 259/88-10,50 260/00-10 & 50 296/80 10 on 
880401-30 & notice ol violation Advises that Inspector followup Item addressed in 
Paragraph 6 of ropt requires satisfactory resolution prior to fuel toad 
BARfl.K P Ofc or Special Projects 80/06/03 WHITE, S A Tennosseo Valley Author- 
ity 2pp 45903 070 45903 097 

-8806200416 Notice of violation from insp on 880401 30 Violation noted Administrative 
Procedure PMP 0602 01 found to bo inadequate duo to lack of any requirement or 
guidance on uso of draft Info in preparation of licensing submittals 
BARR.K P Ofc of Special Projects 00/06/03 2pp 45903 072 45903 073 

—8806200425 Insp Ropts 50 259/66-10.50-260/08 10 & 50 296/80 10 on 080401- 
30 Violation noted Major areas inspected Q-llsl, operational safety.malnt 
observation, surveillance testing observation, ROs & restart tost program 
PAULK. G L , IGNATONIS.AJ Region 2. Ofc of the Director 80/06/03 24pp 
45903 074-45903 007 

8806140391 Forwards description of util commitments & program developed to meel 
commitments re Independent safety engineering qroup (ISEG),por NRC need for addl 
detail to wnto SER re ISEG 

GRIDLEY.R L Tennessee Valley Authority 08/06/06 Document Control Branch 
(Document Control Desk) Opp 45823 037 45023 044 

8806200141 Forwards Insp Repts 50 259/08 16,50 260/00-15 & 50 296/08-15 on 
800506-10 No violations or deviations noted 

BARR.KP Ofc of Special Projecls 88/06/06 WHITE.S A Tennessoo Valley Author- 
ity 2pp 45865 124-45865 135 

-8806200145 Insp Repls 50 259/80 15.50 260/88-15 & 50-296/08*15 on 000506 
10 No violations or deviations noted Major areas inspected ultrasonic exam of Unit 2 
reactor vosso! shroud access covors per NRC Info Notice 88 003 & Unit 3 LERs 
COLEY, J L , BLAKE, JJ Region 2, Ofc of the Director 88/05/31 lOpp 45065 126 
45865 135. 

8806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Lovel Operation '* Svc list oncl 

ROSSf.C E Division of Operational Evonls Assessment (Post 8704 11) 80/0C/08 
Consolidated Edison Co of New York, Inc 120pp 45965 162*45965 271 

8006000301 Suppl 2 to NRC Bullolm 87 002, "Fastonor Testing to Determine Conform 
anco W/ Applicable Mat! Specs " Svc fist oncl 

ROSSt.C E Division of Operational Events Assessment (Post 870411) 80/06/ to 
Consolidated Edison Co. of Now York, Inc 120pp 45916 208 45916 327 

8806240005 Ack receipt of 080523 Ur Informing NRC of steps taken to correct violations 
noted in Insp Ropt 50-259/80-04, 50-260/88-04 A 50 296/00 04 
MCCOY, FR Ofc of Spoclal Projects 00/06/13 WHITE.S A Tennosseo Valley Au 
thonty 2pp 45941 210 45941 211 

6606080025 NRC Info Notico 00 037, "Flow Blockage of Cooling Water to Safoty Sys 
Components ” Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 08/06/14 
Consolidated Edison Co of New York, fnc 125pp 45946 001-45046 125 

080608021 1 NRC Bulletin 80 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovico " Svc list oncl 

BURNETT, R.F Division of Safeguards & Transportation (Post 070413) 08/06/14 
Consolidated Edison Co of New York, fnc lOOpp 45935 21 1 45035 310 

0806090194 NRC Info Notice 88 030, "Foifuro of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list oncl. 

ROSSI ,C E Division of Operational Events Assessment (Post 070411), 80/06/15 
Consolidated Edison Co ofNow York, Inc 1 1 1pp 45946 126 45046 236 

BB06160013 NRC Bulletin 00 007. "Power Oscillations In BWRs " Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp. 45929 115 45920,220 

8806160186 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Malls Supplied by Piping 
Supplies, fnc at Folsom, NJ & West Jersey Mfg Co at WilflamsIown.NJ ” Svc list oncl 
ROSSI.C E Division of Operational Evonts Assessment (Post 070411) 00/06/15 
Consolidated Edison Co. of Now York, Inc 120pp 45965 032 45905 151 

8806200051 NRC Info Notice 08 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06723 
Consolidated Edison Co of New York, Inc lOOpp 45977 287-45970 033 

8806200306 NRC Jnfo Notico 00 043, "Solenoid Valve Problems " Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 1 64-459 77 206 


R. Periodic operating reports & related correspondence 

0805260293 Forwards addl jnfo ra Inoperable radioactive effluent Instruments provided 
fn semiannual radloaclive effluent release rept & update (o corrective action program 
GRIDLEY.R. Tennessee Valley Authority 60/05/23 Document Control Branch (Docu 
ment Conlrol Desk) 5pp 45701 . 200 - 46/01 204 

8806130202 Forwards weekly schedule of TVA activities for wks 080530 & 0606 
KELLY ,J L Ofc of Special Projects 08/05/31 BLACK.S Ofc of Special Projects 4pp 
45703 334 45793 337 


8606280064 Monthly operating ropts for Browns Ferry Nuclear Plant Units 1,2 & 3 W/ 
000616 Itr 

CRAWFORD, J 0 . WALKER, J,G Tennessee Valley Authority, 66705/31 74pp 
45963 204-45963 284 


8806100099 Forwards weekly schedule of TVA activities for wks of 880606 & 13 
KELLY, J L Ofc of Special Projects 86/06/0,3 BLACK.S Ofc of Special Projects 4pp 
45705 349 45785 352 


S Reportable occurrences, LERs & related correspondence 


8006160168 LER 88 015 02 on 080508, failure to perform 4 h sample How check of off- 
gas stack effluents noted Caused by procedural inadequacy & personnel 
error Procedure SI 4 0 B 1 a 2 will be revised & lab technician counselled W/undtd Itr 
BAKER.RL, WALKER, JG Tennessee Valley Authority 08/06/03 5pp 415822 101- 
45022 185 

8B06230079 NPDES noncompliance notification on 800404, leak of sodium nitrile 
identified Less than 25 lbs entered Tennessee River Location of leak Identified & 
chillers repaired 

BROOKS, R H Tennessee Valley Authority 08/00/16 HORN.C Alabama, State of 
2pp 45937 300 45937 309 


V. Operator Examinations 

8605260364 Roquests that NRC reconsider plan for retesting of Group IV 
operators Schedule for exams represent considerable Impact to util In that Group IV 
operators will have to bo removed! from shifts instead of preparing for startup 
GRIDLEY.R Tennessee Valiev Authority, 00/05/16 Document Conlrol Branch (Docu 
ment Conlrol Desk) 3pp 45609 051-45609 053 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


8806010054 Forwards response lo NRC roquost for addl info re Rev 8 lo physical socu 
nty/contlngency plan End withhold (ref 10CFR73 21) 

GRIDLEY.R L Tennessee Valley Authority 08/05/24 Document Conlrol Branch 
(Document Control Desk) 2pp 45730 002 45730 003. 

0806010050 Forwards supplemental response to JA Zwollnski 870928 request for addl 
Info ro deficiency resolution Response withheld (rel 10CFR73 21), 

GRIDLEY.R Tennosseo Volley Authority 00/05/24 Document Control Branch (Docu 
ment Conlrol Desk) 2pp 45730 278 45730 270 

8806030026 Confirms 000800 1 2 as dato for special Insp ol compliance w/ 
10CFR50,App R,Sec1ion9 IlLG.IIfJ & MIL & associated fire proleclion 
features Notification in writing at least 30 days In advance if date cannot bo met ro 
quested 

BLACK.S Ofc of Spacial Projects 00/05/24 WHITE, S,A Tennosseo Valley Authority 
3pp, 45725,226-46725 231 

80061700B6 Rev 2 to Emergency Plan Implementing Procedure EPiP 10. "Medical 
Emergency Procedure " W/ 0006 13 Ltr 

GRIDLEY.R Tennessee Valley Authority 88/06/13 25pp 45065.005 45065 030 

080629029B Rev 1 to Emergency Plan Implementing Procedure EPIP 1, "Emergency 
Plan Classification Logic " W/08OG 1 7 Itr. 

MARTIN.J, GRIDLEY.R. Tennosseo Valley Authority 88/06/17 20pp. 45949 007- 
45940 124 


H, General correspondence 


8806090148 Notifies of changes being made within ofc of nuclear power & to repl in 
accordance w/NRC SER NUREG-1232 forwarded by 070720 Hr, Nuclear power group 
end 

GRIDLEY.R, L. Tennessee Valloy Authority, 88/06/03 EBNETER.S D Ofc of Spoclal 
Projecls 4pp 45766 066 45766 069 

8G06300101 Responds to 000602 Itr re effect of proposed landfill on emergency ovacu 
alion al plant Proposed landfill would be taken Into account in omorgency plan revlow 
to reflect increased traffic. 

EBNETER.S D Ofc ol Special Projects, 80/06/21 SLEDGE, L. Concerned Citizens 
Landfill Committee 4pp 45901.030 45901 041 


J. Insurance & Indemnity Information 


8006020283 Forwards master work policies for planls.lncludmg Endorsements 1,2 & 3 
to NELIA Certificates NW-105 & 154 & Endorsements 1,2 & 3 to MAELU Certificates 
MW-39 & MW-105 & certificates of Insurance 

SANNA.LJ Marsh & McLennan, Inc 80/05/27 DINITZ.L Office of Nuclear Reactor 
Regulation, Director (Post 070411) 150pp 45713.001 45713.240. 


P. Operating license stage documents & correspondence 


8806020270 Summary of 800426 mooting w/TVA ro restart testing program at plant List 
of attendees & vlewgrapha end 

MORAN, DH Ofc of Special Projects 80/05/24. Ofc of Special Projects 26pp 
45710 010 45710 010 

8806020141 Notiflcallon of 800602 meeting w/utll in Rockville, MD lo discuss implemen- 
tation of ATWS rule,10CFR50 62 

KELLY.J L Ofc of Spoclal Projects 88/05/25 BLACK.S Ofc of Special Projects 3pp 
45709 279 45709 201 
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6606010016 Submits lisl of commitments re evaluation of structures for reinforcing bar 
cuts 

GRIDLEY.R Tennessee Valley Authority 68/05/26 Document Control Branch (Doc u 
men! Canvof Deskj 4pp -15683 279*45683 282 

86060200! 5 Forwards description of program, for saisrmc qualification of conduit, per RJ 
Clark 860-731 request Program tor reserving issue & interim operability criteria end 
GRIDLEY.R Tennessee Vail ay Authority 86/05/27 Document Co ntrot Branch (Docu- 
ment Control Desk) 8pp 45737 041 *45737 046 

8606130068 Summary of 890518 meeting w/TVA re resolution of restart item identified 
as plant PRA List of attendees & slides end 

GEARS.G E Ofc ct Special Projects 88/05/27 OFc of Special Projects 21pp 
45795 027 45795047 

8806060162 Application for amends to Licenses DPR 33.DPR 52 & DPR 68, consisting 
of Tech Spec Change 240,changirig defi nitrons & adding notes to remove ambiguity 
from definitions of mode of ope ration, core alteration & reactor conditions. Fee paid 
GRIDLEY,R Tennessee Valley Authority 88/05/31 Document Control Branch (Docu 
menl Control Desk) 2pp 45742 215 45742 336 

-8806060195 Proposed Tech Spec, changing definitions & adding notes to remove am 
biguity from definitions of mode of operation.core alteration & reactor conditions 
* Tennessee Valle* Authority 88/05/31 lOOpp 45742 217-45742 336 

8806070119 Application tor amends to Licenses DPR-33,OPR 52 & DPR-68, changing 
operability requirements for standby gas treatment & controf room emergency vontila 
lion sys in order to proceod w/fuel insp & reconstitution program Fee paid 
GRIDLEY.R Tennessee Valley Authority 88/06/01 Document Control Branch (Docu 
merit Control Desk). 3pp 45774 124 45774 145 

-8806070126 Proposed Tech Specs.changing operability requirements for standby gas 
treatment sys & control room emergency ventilation sys in order to proceed vr/fuel 
insp & reconstitution program 

4 Tennessee Valley Authority 8B/06/O1 I9pp 45774 127*45774 145 

88QS160398 Summary of 880511 moating w/util to discuss TVA response to Generic Llr 
86 01 & restart Item identified as IGSCC Attendance list & TVA summary slides end 
GEARS.G E Ofc of Special Projects 68/06/02 Ofc of Special Projects T6pp 
45823 263*46623 278 

889621:0450 Notification of 880616 meeting w/util in Rockville, MD 1o discuss pipe & 
pipe supports sejsmfc design methodology. 

kELLY.JL Ofc of Special Projects 88/06/09 BLACK ,S Ofc of Special Projects 3pp 
45871 063-45871.065 

8806299178 Summary of 660518 meeting w/ulil to address NRC questions re interim 
design criteria for seismic dasinn program Related info including list of attendees end 
KELLY.JL Ofc cl Special Projects 80/06/09 Ofc o! Special Projects 52pp 
45957.136-45956' 121. 


Q. Inspection reports, IE Bulletins & correspondence 

8806060093 Ack receipt of 800422 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts 60 430/87 98, 50 439/87 08,50*259/67-30.50 260/87-38,50 29 0/ 
87-38. 50 327/87 68.50 320/87 68,50-390/87-18 & 50-391-87*18 
BARR.K P Ofc of Special Projects 88/05/17 WHITE.SA Tennessee Valley Author- 
ity 2pp 45760 335 45760 336 

8805260287 Forwards supplemental response to Item f A of Insp Repts 50*259/06 

56.50- 260/88 56 & 50 296/66 56 Corrective actions outlines seismic cable tray pro 
grams which are being implemented 

GRIDLEY.R Tennessee valley Authority 8B/05/19 Document Control Branch (Docu- 
ment Control Dosk) Spp 4568B 322-45608 330 

8805260225 Discusses fuel msp & reconstitution process to achieve core reload for Unit 
2 Ulil intends to inspect Unit 1 fuel assemblies concurrent w/fuol Insp /reconstitution 
acbvilves at Uni! 2 

GRIOLEY.R Tennessee Valley Authority 8B/05/20 Document Control Branch (Docu 
ment Control Desk) 2pp 45702 072-45702 073 

88QG030380 Forwards Insp Repts 50-259/88 05,50 260/88 05 & 50*296/88 05 on 
880301 31 & notice of violation Unresolved items ro proper designation of alternate 
plant operations review committee chairmen & Q list programmatic deficiencies noted 
BARR.K P Ofc of Special Projects 88/05/20 WHITE.SA Tennessee Valley Author- 
ity 3pp 45746 358 45747 043 

-680G 030301 Notice of violation from insp on 880301-31 Violations noted failure to 
adhere to Tech Spec administrative controls Involving plant operations review commit- 
tee activjtios & failure to provide required retraining in areas of QA/QC 
BARR.K P Ofc of Special Projects 80/05/20 4pp 45747 001 45747.004 

-0806030382 Insp Repts 50 259/80-05,50 260/88*05 & 50*296/88 05 on 680301 
31 Violations noted Major areas inspected operational safety, maml 

observation^ urvoilfance testing observation, RDs & plant operations review commit- 
Ice 

PAULK.G L , [GNATQNiS.A J Region 2, Ofc ol tho Director 08/05/11 39pp 
45747 005 45747 043 

8005250407 Responds to NRC 600420 Itr re violations noled In Insp Repts 50 259/80 

06,50 260/06 06 & 50 295/68 06 Corrective actions foreign articles retrieved from re 
aclor vessel & supervisor will continue to ensure personnel properly trained 
GRIDLEY.R Tennessee Valley Authority 88/05/23 Document Control Branch (Docu 
menl Control Desk) 5pp 45B6G 1 96-45686 201 

0805260031 Responds to NRC 800324 Itr re violations noted in Insp Repts 50 250/80 

04.50- 200/60-04 & 50 296/06 04 Corrective actions section will be provided In "Rig 
orous Analysis Handbook" to establish quldelmes for design of flexible joints 
GRIDLEY.R Tennessee Valley Authority 88/05/23, Document Control Branch (Docu- 
ment Control Desk) 9pp 45609 329 45609 337 


-8899290180 ''Summary Rep! for HVAC Ducts Seismic Qualification & Verification /lm 
provemenl Program “ 

* Tennessee Valtey Authority MA2 19 1 79/06/16 147pp 45957,188 45959 121 

8806170001 Application for amends to Licenses DPR 33.DPR-52 A DPR 88, changing 
valve Ij m i n g for con tai n menl < solati on valves 

GRIDLEY.R Tennessee Valley Authority 68/06/13 Document Control Branch (Docu 
menl Control Desk) 6pp 45864 076 45864 004 

-8006170002 Proposed Tech Specs .changing vaivo timing for two conlarnmenl isolation 
valves associated w/RHR sys 

* Tennessee Valley Authority 80/06/13 3pp 45864 082-45864 004 

0806170012 Application for amends to Licenses DPR 33.DPR-52 & DPR 66, consisting 
ol Tech Spec 243 adding Instrumentation used to trip & isolate HPCf & RCfC sys on 
tow steam supply pressure or high turbine exhaust pressure to Tables 3 2 B A 4 2 B 
GRIDLEY.R Tennessee Valley Authority 88/06/13 Documont Control Branch (Docu 
ment Control Desk) 6pp 45870 050 45B70 073. 


0806010218 Responds to NRC 060419 llr ro violations noted In Insp Ropts 60*259/07* 

29,50 260/67-29 & 50 296/87*29 Corrective actions Technical Instruction TI-14 now 
clearly assigns designated representative if reactor engineering supervisor absent 
GRIDLEY.R Tennessee* Valfoy Authority 88/05/23 Dorument Control Branch (Docu- 
ment Control Desk) flpp 45733 015 45733 022 

8006030028 Confirms 8BOQO0 12 as date for special insp of compliance w/ 
1 0CFR5O, App fl.Soctions IIIG.ItlJ A 111 L & associated fire protection 
tealures Notification in writing at toast 30 days in advanco if date cannot bo mol ro 
quested 

BLACK.S Ofc of Special Projects 08/05/24 WHITE.SA Tennessee Valley Authorlly 
3pp 4572 5 226 45725 231 

0006070330 Forwards correction to Insp Repts 50 259/88-05,50*260/80-05 & 50 200/ 
68 05 Notice of violation, inadvertently omitted, now end Rosponse requested within 
30 days of Hr date, 

BARR.K P Ofc of Spaclnl Projects BB/05/25 WHITE.SA Ten nos so a Valley Author 
Ity 2pp 45776 270-45776 275 


-8886170013 Proposed Tech Specs updating Tables 32B&42Bby adding mstru 
mentation used to trip & Isolate HPCi & RC1C on either low steam supply pressure or 
high turbine exhaust pressure 

* Tennessee Valfoy Authority. 88/06/13 iepp 45870 055 4 5870.073 


8005240020 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Rfl 
diographlc Exposure O a vice " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 08/05/27. 
Consolidated Edison Co of Now York Jnc 120pp 45603 158-45683 277. 


6006290151) Notification of 800621 mooting w/tilil in Rockville, MD to discuss restart teat 
program 

MORAN, DM Ole of Special Projects 00/06/16 BLACK, S Ofc of Special Projecls 
3pp 45957 133-45957H 35 


8805240090 Suppl 1 to NRC Info Notice 87*061, “Failure of Westlnghouse W*2-TypQ 
Circuit Breaker Coll Switches " Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co Of New York, Inc 120pp 45603038 45683.167 


0006230333 Application for amends to Licenses OPR'33,DPR 52 & DPR 68, consisting 
of Tech Spec 246, deleting organizational chads from Tech Spec Section 6,per Gener 
ic Ltr 08 06 Fee paid 

GRIDLEY.R Tennessee Valiey Aulhority. 80/06/17 Document Control Branch (Docu- 
ment Control Desk) 4pp 45937 160 46937 275 


-0806230335 Proposed Tech Specs, deleting organizational charts & rots from Section 6 
ol Tech Specs, per Generic Ur B8-0S 

* Tennessee Valley Authority. 66/06/17 112pp 45937 184 45937,276 


8806290163 Forwards Woslfnghouso Owners Group Notification Ltr OG 68*21, identify 
ing midloop conceins,per Generic LU 67 12, "Loss of RHR While RCS Partially Filled" 
& 0B9428 meeting agree monl 

KrSHP&PA Wostinghouso Operating Plante Owners Group 86/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330 45973 344 


8B0624Q215 NRC Info Notice 86 034, "Nuclear Mali Control & Accountability of Nonfufll 
SNM at Power Reactors " Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 06/05/31, 
Consolidated Edison Co of New York, fnc 122pp 45790 188 45790.308 

8006070119 Application for amends to Licenses OPR-33.DPR-62 & DPR 68, changing 
operability requirements for standby gas treatment & controf room emergency vontila 
tion sys in order to proceod w/fuol Insp & roconstitulion program Fee paid. 

GRIDLEY.R Tennessee Valley Authority. 88/06/01. Document Control Branch (Docu- 
ment Control Desk) 3pp. 45774 124*45774 145 

-8806070126 Proposed Tech Specs, changing operability requirements for standby ga6 
treatment sys & controf room emergency vonlllation sys In order to proceed w/fuel 
insp 8 roconstitulion program 

* Tennessee Valley Authority 68/06/01 19pp 45774 127-45774 145 


8806290434 Forwards page Inadvertently omitted from summary of 080609 moetmo re 
seismic qualification y 

45m^/n4B ^°^ oc * s Tennessee Valley Authority. 4pp 


8806280084 Requo3te approval of Tech Spec Changes 246 & 60 12 by 680701 to com 
plele implementation of agency wide organizational changes util has proposed jo 
achieve more effective 8 responsive organization 

GRfDLEY.R. Tennessee Valiev Authority. 08/06/24 Document Control Branch (Docu* 
menl Control Desk) 2pp 45962273 45962 274 


8006090269 Responds lo NRC 680428 Itr re violations noted in Insp Repts 60*259/68' 

02,50 260/80 02 A 50*296/68 02,per request for extension until 060603 to respond to 
12 inspector concerns Evaluation of adequacy ol field rouled piping underway. 
GRIDLEY.R Tennessee Valley Aulhority 8B/06/02 Document Control Branch (Docu 
ment Control Desk) 7pp 45014 214 45014*220 

8805270306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audils" 
Svc list sncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/03 
Consolidated Edison Co or New York, fnc 120pp 45700 068-45790 187 
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8806200405 Forwards Insp Repls 50 259/00-10,50 260/88 10 6 50 206/88 10 on 
680401-30 & notice of violation Advises that inspector followup Horn addressed In 
Paragraph 6 of rent requires satisfactory resolution prior to fuel load 
BARR.KP Ofc of Special Projects 88/06/03 WHITE, S A Tennessee Valley Author- 
ity 2pp 45903 070 45903 097 

-8606200418 Notice of violation from Insp on Q80401 30 Violation noted Administrative 
Procedure PMP 0602 01 found to be inadeauato due to lack of any requirement or 
guidance on use of draft Info in preparation of licensing submittals 
BARR.K P Ofc of Special Projects 80/06/03 2pp 45003 072-45903 073 

-6606200425 Insp Ropts 50-250/88-10,50 260/08-10 & 50 296/86-10 on 880401- 
30 Violation notod Major areas inspected Q-lisI, operational safety.mamt 
observation. surveillance testing observation, R Os & restart test program 
PAULK, G L , IGNATONIS.AJ Region 2, Ofc of tho Director 08/06/03 24pp 
45003 074-45903 007 

8606140391 Forwards description of ulii commitments & program developed to meet 
commitments re Independent safety engineering group (ISEG),par NRC need for addl 
detail to write SER ro ISEG 

GRIDLEY.R L Tennessee Valley Authority 88/06/06 Document Control Branch 
(Document Control Desk) Gpp 45623 037-45823 044 

8806200141 Forwards Insp Ropts 50-259/86-15,50 260/80-15 & 50 296/88-15 on 
880506 10 No violations or deviations noted 

BARR.KP Ofc of Special Projects 88/06/06 WHITE, S A Tonnossoo Valley Author- 
ity 2pp 45865124-45865135 

--8806200145 Insp Repls 50 259/80-15,50 260/88-15 & 50 200/88-15 on 8B050B- 
10 No violalions or deviations noted Major areas inspector! ultrasonic exam of Unit 2 
reactor vessel shroud access covers por NRC Info Notice 88-003 & Unit 3 LERs 
COLEY ,J L , BLAKE, JJ Region 2, Ofc of tho Director 08/05/31 lOpp 45065 126 
45665 135 

8806020047 NRC Info Nolico 00 036, "Possiblo Sudden Loss of RCS Inventory During 
Low Coolant Level Operation." Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 00/06/08 
Consolidated Edison Co of Now York, Inc I20pp 45965 152-45965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Tesling to Determine Conform 
anco W/Applicable Mall Spocs " Svc (1st end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 66/06/10 
Consolidated Edison Co of New York, Inc 120pp 45016 208-45916 327 

8806210411 Notification of 800620 mooting w/TVA in Rockvillo.MD to discuss safety 
sys functional Insp 

GEARS.GE Ole of Spodal Projects 06/06/10 BLACK, S Ofc of Special Projects 
3pp 46671 313-45071 315 

8806240085 Ack receipt of 800523 itr Informing NRC of Steps taken to correct violations 
noted in Insp Ropt 50 250/86 04, 50 260/88 04 & 50-296/8B-O4 
MCCOY.FR Ofc of Special Projects 88/06/13 WHITE, S A Tennessoo Valley Au- 
thority 2pp 45941 210 45041 211 

8806080026 NRC Info Notice 80 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSl.C.E Division of Operational Events Assessment (Posl 070411), 06/06/14 
Consolidated Edison Co of Now York, Inc. 125pp 45946 001-45046 125 

8806080211 NRC Bulletin 08 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposuro Device ” Svc list oncl 

BURNGTT.R.F Division of Safeguards & Transportation (Posl 870413) B0/06/14 
Consolidated Edison Co of Now York, Inc lOBpp 45035 211 45935 318, 

8806090194 NRC Info Notice 00 030, Tailuro of Undorvoltago Trip Attachment on GE 
Circuit Broakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 06/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 126-45046 236 

0806150013 NRC Bulletin 00-007, "Power Oscillalions In BWRs " Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 60/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115 45929 220 

8808150186 Supp) 1 to NRC Bullotm 80 005, "Nonconforming Matts Suppllod by Piping 
SuppJies.fnc at Folsom, NJ & West Jersey Mfg Co at WIIIInmstown.NJ " Svc list oncf 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 06/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45065 032-45965 151 

8806200051 NRC Info Notice 08-042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.C E, Division of Operational Events Assessment (Post 070411) OB/06/23 
Consolidated Edison Co of Now York, Inc tOOpp 45077 287-45976.033 

8806200306 NRC Info Notice 80 043, "Solenoid Valve Problems " Svc list end 
ROSSI.C E. Division of Operational Events Assessment (Post 070411) OB/06/23 
Consolidated Edison Co of New York, Inc, 123pp 45077 164-45077 286 


R. Periodic operating reports & related correspondence 

8605260293 Forwards addl Info re Inoperable radioactive effluent instrumonls provided 
In semiannual radioactive effluent release repl & update to corrective action program 
GRIDLEY.R Tennessoo Valley Authority 86/05/23 Document Control Branch (Docu- 
men t Control Des k) 6pp 45701 *200-4 5 70 1 . 204 

8606130202 Forwards weekly schedule ol TVA activities for wks CQD530 & 0606 
KELLY ,J L Ofc of Special Projects 80/05/31, BLACK, S Ofc of Special Projects, 4pp 
45793 334-46793-337 

8806280064 Monthly operating repls for Browns Ferry Nuclear Plant Units 1,2 & 3W/ 
680616 Hr 

CRAWFORD.J D , WALKER, JG Tennessee Valley Authority, 08/05/31 74pp 
45963 204-45963 204 

0806100099 Forwards weekly schedule of TVA activities for wks of 090606 & 13 
KELLY, JL Ofc of Special Projects 80/06/03 BLACK, S Ofc of Special Projects 4pp 
45785 349-45785 352 


S, Reportable occurrences, LERs 4 related correspondence 

600B160220 LER 88-001 00 on 880510, diesel generator 3A started due to madvertenl 
start signal Caused by movement of relay cycling causing boots to fall off contact 
arm Experiments conducted w/ldentica! relays & boot mad W/680609 llr 
WILLARD.SC , WALKER.J G Tennessee Valley Authority 08/06/09 4pp 45830 125 
45830 128 

8606230079 NPDES noncompNance notification on a0O404,leak of sodium nitrite 
fdenlifretf Less than 25 lbs entered Tennessee River Location of leak identified & 
chillers repaired 

BROOKS.R H Tennessee Valley Authority 80/06/16 HORN.C Alabama, State of 
2pp 45937 308 45937 309 


V Operator Examinations 

8805260364 Requests that NRC reconsider plan for retesting of Group IV 
operators Schedule for exams represents considerable impact to utiT In that Group IV 
operators will have to be removed from shills Instead of preparing for startup 
GRIDLEY.R Tennessee Valley Authority 68/05/16 Document Control Branch (Doc u 
ment Conlro) Desk) 3pp 45609 051 45689 053 


DOCKET 50-261 H,B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8806020346 Revised emergency plan Implementing procedures, In eluding Rev 17 to 
PEP-301, "Initial Dose Projections" & Rev 18 lo PEP-402, "Radioactive Source Term 
Release Estimates Based on Direct Radiation Monitor Readings " W/600524 Hr 
* Carolina Power & Light Co 06/05/24 lip 45716 011-45716 021 

8606070260 Forwards Insp Rept 50 261/88 07 on 080411 0510 & nolico of violation 
VERRELLI.D M Region 2, Ofc ol the Director OB/05/25 UTLEY, E E Carolina Power 
& Light Co 2pp 45787 086 45787 090 

-0006070263 Nolico of violation from Insp on 080411 0510 Violation noted failure to 
properly Implement Emergency Plan Implementing Procedure PEP-101 In that unusual 
event not doclared until 6 h after allowable RCS leak ralo exceeded 
VERRELU.OM, Region 2, Ole of the Director 80/05/25 Ip 45787 003 45787 068 

-8806070267 Insp Ropt 50 261/88 07 on 08041 1-0510 Violation nolod Major areas 
Inspected operational safoty verilicatlon.physlcal pro toe lion, surveillance & mainl 
observallon.ESF sys watkdown & onsite review comm il too 

GARNER.L W , LATTA.R M , FREDRICKSON, P Region 2, Ofc ol the Director 08/05/ 
25 I0pp 45787.009 45767 098 

8B06200071 Forwards Amend 1 18 to License DPR 23 & safety evaluation Amend modi 
fios Paragraph 3 F ol license to require compliance w/amondod physFcal security 
plan, per 10CFR73 55 

LO.R H Projocl Directorate) 11-1 00/06/06 UTLEY, EE Carolina Power & Light Co 
4pp 45630 312-45030 320 

--8Q0620Q078 Amend 118 to License DPR -23 .revising Paragraph 3.F to require compli 
anco w/amonded physical security plan.per 10CFR73 65 
ADENSAM.EG Project Directorate 11-1 88/06/06 2pp 45330 316 45030 317 

-0006200061 Safeguards evaluation supporting Amend 1 10 to License? DPR-23 
' NRC - No Detailed Affiliation Glvon 80/06/06 3pp 45830 310 45G3D 320 

8006160270 Rev 20 to Plant Emergency Procedure PEP-204, "Notification ol Off-Duty 
Personnel " W/060610 Hr, 

MORRON.MC, JOHNSON, R R , MORGAN, R E Carolina Powor & Light Co 80/08/ 
10. 5pp 45841 192-45041 196 

8B0B280087 Responds to violations noted In Insp Repl 50-261/60 07 Corrective 
actions other plant operation procedures will bo reviewed to assure sutficlent guidance 

g rovidod on when plant emergency plan should bo consulted 
EATTY.G P Carolina Power & Light Co 00/06/24 Document Conlrol Branch (Docu 
mont Control Desk) 6pp 45962 241-45962 245 


P, Operating license stage documents 4 correspondence 

8806020024 Forwards description of & schodulo for planned implementation of activities 
ro efforts to reconstitute dasfgn basis for safety-related sys at facility, por 680119 ro 
quest 

CUTTER, A B Carolina Power & Light Co 80/05/03 GRACE.J N, Region 2, Ofc of the 
Director. 5pp 45733 350 45733 354 

8805250167 Responds to Generic Ltr 66 03, "Steam Binding of Auxiliary Feedwater 
(AFW) Pumps, 1 Procedures requiring monitoring of fluid temp at EFW discharge each 
shift In place & procedures for recognizing steam binding of AFW pumps in effect 
MCDUFFIE.M A Carolina Power & Light Co 80/05/20 Document Control Branch 
(Document Control Desk) 3pp 45673 164-45073*166 

8805270297 Application for amend to License DPR-23,dole1mg organization charls Foe 
paid 

EURY.LW Carolina Powor & Light Co 80/05/25 Document Control Branch (Docu- 
ment Control Desk) Gpp 45700,105 45700 113 

-8805270300 Proposed Tech Specs supporting deletion of organizational charls 
4 Carolina Power & Light Co 88/05/25 6pp 45700.1 OB-45700 113 

8806070317 Confirms 060512 telcon ro mgt meeting w/util in Atlanta, GA on 600607 Util 
requested meeting lo discuss mgt overview ol nucloar program 
GRACE.J N Region 2, Ole of ihe Director 00/05/25 UTLEY, E E Carolina Power & 
Light Co Ip 45779 155 45779 155 

6606010222 Forwards Cycle 11 Startup Test Ropt" & " Cycle 12 Starlup Test 
Repl." 

LOFLIN.L I Carolina Power & Light Co 06/05/20 Document Control Branch (Docu- 
ment Control Desk) Ip 45735*159-45736 305 
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-8006010225 "HB Robinson Unit 2, Cycle 11 Startup Tost Rept ” 

GARCIA.J, ZIEGLER, W R Carolina Power & Light Co 86/06/30- 6-tpp 45735 160- 
45735 223 

—8806010226 "HB Robinson Unit 2, Cycle 12 Startup Tosl Rept " 

ZIEGLER, WR Carolina Power & Light Co 67/08/31 250pp 45735 224-45736 305 

8806060141 Responds to Generic Ltr 89 05, "Bone Add Corrosion of Carbon Steal Re- 
actor Pressure Boundary Components in PWfi Plants/' por 10CFR50 54(f) 

EURY.LW Carolina Power A Light Co 88/05/ 27 Document Control Branch (Docu 
menl Control Desk)- 2pp 45760 360-45760 361 

8606130357 Requests NRC approval of withdrawal of commitment date of 880601 to 
begin flow rate monftonng to resolve concern re excessive pump vibration during 
testing Flow monitoring Implementation schedule will be provided within 45 days 
RICMEY.fi B Carolina Power & Light Co 89/06/03 Document Control Branch (Docu- 
ment Cont/of Desk) Ip 45821 06? 4562 1 065 

8696200071 Forwards Amend 118 to License DPR-23 & safety evaluation Amend modi- 
fies Paragraph 3 F of license to require compliance w/amended physical security 

E lan, per IOCFR73 55 

0,0 H Project Directorate 11-1 88/06/03 UTIEY.E E Carolina Power & Light Co 
4pp. 45830 312 45830 320 

-0896200079 Amend 118 to License DPR Za.revislrg Paragraph 3 F 1o require complJ 
ance w/amended physical security plan, par 10CFR73 55 
ADEN S AM. E G Project Directorate 1/ 1 98/06/06 2pp 45930 316 45830 317 

-8806200081 Safeguards evaluation supporting Amend 1 1 a to License DPR-23 
* NRC - No Data fled Affiliation Given 89/06/06 3pp 45830 318-45630 320 

0806210210 Forwards background info on overflight resirlctions ot nuclear power 
facilities FAA & NRC have no formal reslnctions re commorefal overflights NRC re- 
views ftiahl paths on case by case basis for each facility 

BUCKLEY , JT Technfce! Review Branch, B8/06/13 BALLARD, R L Technical Review 
Branch 2pp 45914 012-45014 022 

-0006210246 Summarizes 710524 lelcon w/MacVean re military overflights over 
facilityper CO 710513 ltr Nearest outer boundary of low level aircraft route 3 miles 
from facility Mac Ve an checking to sea If aircraft originating from Marins base 
EISENHUT.DG Atomic Energy Commission 71/05/26 BOYD.RS Atomic Energy 
Commission 2pp 45914 063-45914 094 

-8006210260 Advises thal C MacVean will look Into natter re military overflight & 
check w/Army concerning involvement w/plant Industrial secunty planMacVean ex 
pressed concern re plan 1o publish safety quide on Industrial sabotage 
GRIMES, BK Atomic Energy Commission 71/05/24 MORRIS.PA Atomic Energy 
Commission 5pp 45914 065 46914 0G6 

-8806210259 Discusses oncl proposed Air Force press release on resumption of low 
level Strategic Air Command flights near plant Nothing said re proximity of plant or 
planned eventual routo relocalfon Requests commonls By 710809 
GRIMES, B Atomic Energy Commission 7f/09/04 MORRIS.PA Atomic Energy Com- 
mission 4pp. 459 f A 072-45914 075 

8006290163 Forwards Westing-house Owners Group Notification Ltr OG-88-21, identify- 
ing midfoop concerns.per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled" 
& 000426 mealing agreement 

NEWTON, R A Westinghouse Operalinfl Plants Owners Group B8/06/20 

HODGES, W Reactor Systems Branch 7pp, 46973 338 45973 344 

B80G2B0460 Nolfce of issuance of Amend 119 Co License DPR 23, modifying Tech 
Spocs to remove restriction limillng operating power to 1,380 MWt when only two 
safely Iniectfon pumps are ope ratio & permitting ope/alion at steady stela reactor 
core love) 

A DENS AM. E G Prefect Directorate II l. 99/06/20, 2pp, 45S62 347 45962 348 

8003300346 Forwards Amend 110 to License DPR-23 & safety evaluation Amend re 
moves restriction limiting operating power to 1,3B0 MWt w/two operable safety Injec- 
tion pumps & Increases power peaking (actor value from 2 26 to 2,32. 

LO.RH. Project Directorate |l 1. 00/00/20 UTtEY.E E, Carolina Power & Light Co 
3pp 45969-182-45969 199 

-8006300355 Amend 119 to License DPR -23, removing restriction limiting operating 
power 1o 1 380 MWt w/two satoty injection pumps & increases power peaking factor 
from value of 2 26 to 2 32, 

ADENSAM.E G Project Directorate IM, 80/06/20. Iflpp 45969 105-45069 194 

-0006300368 Safety evaluation supporting Amend 119 to License DPR 23 
* Office of Nuclear Reactor Regulation, Director (Post 670411). 86/06/20 5po 
45969 195-45969.169 H 


-8006070267 Insp Rept 50 261/86 07 on 80041 1-0510 Violation notedMajor areas 
Inspected operational safely verification.physicnl protectron.surveillanco & malnl 
observation.ESF sys walkdown & onsite review committee 

GARNER, L W , LATTA.R M , FREDRICKSON.P Region 2, Ofc of the Director 80/05/ 
25 lOpp 457Q7 089-45787 090 

8006030302 Responds to NRC ltr re violations noted in Insp Rept 50 261/80 04 Correc- 
tive action main! work requests accomplished to correct hanger discrepancies & Cor- 
r active Mamt Procedure CIA 403 revised 

BEATTY, G P Carclrnfi. Power & Light Co 86/05/26 Document Control Branch (Ooai 
ment Control Desk) 5pp 45752 260-45752 27 2 

0805240020 NBC (nfo Nolrce 80-033, ‘Recent Problems Involving Model Spec 2 T Ra 
biographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 00/05/27 
Consolidated Edison Co of New York, fnc 120pp, 45603 150 45603 277 

8805240090 Suppl 1 1 o NRC Info Notice 07 061, "Failure of Westmghouso W 2 Type 
Circuil Broakor Cell Switches ” Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 030 45603 157 

8005240215 NRC frYo Notice 00 034, "Nuclear Mall Control & Accountability of NonfucP 
SNM al Power Reactors ,f Svc list onct 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of New York, Inc 122pp 45700 100 45790:308 

8805270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc lisl end 

ROSSI, ce Division of Operational Events Assessment (Post 870411) 68/00/03 
Consolidated Edison Co of New York, fnc 120pp 45790 06B 45790 187 

8806020047 NRC fnfo Notice 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc fist end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) ao/0G/08 
Consolidated Edison Co ol How York, Inc 120pp 45965 152-45965 271 

8006210107 Ack receipl of 8G0513 ltr informing NRC of actions taken to correct viola 
tionB noted m Insp Rept 50 261/80 01 

JULIAN, C A Region 2, Ofc of the Director 88/06/09 UTLEY, E E Carolina Power 0 
LighlCo Ip 4 5 0 4 5 2 0 7-45045 207 

8806090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Detormlno Conform 
anco W/Appllcablo Matt Specs ” Svc list encf 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200 45916 327 

80D821O11? EN 80 051 on 08O6)5,nolico ot proposed Imposition of civii penally in 
amounl of 550,000 will be issued to licensee Action based on Severity Level III vfolfl. 
lions tor failure ot 10CFR50,App K required ECCS safety injection subsystem 
STEFANO.J , LIEBERMAN.J Ofc of Enforcement (Post 070413) 00/06/10 ip 
45908-276 4590B 276 

8006080025 NRC Info Nobco 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc Net end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 00/06/14 
Consolidated Edrson Co of Now York, Inc 125pp 45946 001-45946 125 

0800080211 NRC Bulletin 80 006, "Actions To Bo Taken for Transportation of Modd 
Spec 2-T Radiographrc Exposure Dovice " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 08/06/14 
Consolidated Edison Co olttew York, tnc lOapp 45935 211 45935 v 31 8 

8806090194 NRC Info Notice 08 030, "Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers " Svc fist end 

ROSSI.C E Division ot Operational Events Assessment (Post 670411) 80/06/15 
Consol [dated Edison Co of New York, Inc lllpp 45946 126 45946 236 

8806160013 NRC Bulletin 80 007, "Power Oscillations In BWRs " Svc fist encf 
ROSSf.CE Division of Operational Events Assessment (Post 670411) 80/06/15, 
Consolidated Edison Co of Now York, Inc 114pp 45929 1 15 45929 228 

8006 1501 86 Suppt 1 to NRC Bulletin 88 005, "Nonconforming Malls Supplied by Piping 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co at WII/lamstown.NJ ' Svc list encf 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032-45965 151 


Q. tnapaetfoA reports, IE Bullcllris A correspondence 


8805250167 Responds to Generic Ltr 88-03, "Steam Binding of Auxiliary Feedwater 
(AFW) Pumps " Procedures requiring monitoring of fluid temp at EFW discharge each 
shift In place & procedures for recognizing steam binding of AFW pumps in effocl 
MCDliFFlE.M A Ca/ohna Power & Light Co. 89/05/20 Documenl Control Branch 
(Document Control Desk) 3pp 45673 164 45673,166 


8806060272 Forwards Insp Rapt 50 261/68-09 on 600502-06 No VfoMons or devi- 
ations noted. 

COLLINS, DM Region 2, Ofc of the Oireclor 68/05/24 UTLEY.E E Carolina Power & 
Ughl Co 2pp 46779 113-45779 124 


8806220027 EN 00 056 on C0G61C, notice of proposed Imposition of civil penalty ln> 
amount of $450,000 issued to licensee Action based on violations of equipment quali 
fication requirements of 10CFR60 49 

LUEHMAN.J, LIEBERMAN.J, Ofc of Enforcement (Post 870413). 88/06/16, Ip 
45913 235 45913:235. 

6806230227 Discusses Insp Rept 50 261/07-10 on 880504-08 & forwards notice of vio 
tatfon & proposed imposition of civil penafty in amount of $450,000 based on equip 
men! qualification dnficiencies,per Generic Ltr 80 07 

GRACE, J N, Region 2, Ofc ol the Director 08/06/16 UTLEY.E E Carolina Power & 
Light Co 4pp. 45937 276-45937 290. 


*'8806060274 Insp Rapt 50 261/88-Q9 on 880502 C6 No violations or deviate 
1 a* ["specter!, Hqute & gaseous radwasle processing & effluents. 
KMLE.JB Region 2, Ofc ol the Director. 88/05/19. I0p 
45 7 79 1 1 6-45770. 1 24. 


-0806230244 Notice of violation & proposed imposition of civil penalty In amount of 
$450,000 from insp on 800504 08 violations noted files did not contain documentation 
ot environ qualification of plant electrical cables 

GRACE.J N Region 2, Ofc of the Director 08/06/16 4pp 45937 279-45937-290 


Forwards insp Rept 50-261/88 07 on 800411 0510 & notice ot violation. 
VERHELLLD M Region 2, Ofc of tho Director. 08/O5/25, UTLEYJE E Carolina Power 
4 Light Co. 2pp 45787086-45767,098 

—8806070263 Notice of violation from insp on 88041 1-051 0 Violation noted, failure to 
properly implement Emergency Plan Implementing Procedure PEP-101 In thal unusual 
?S c i? rad VJri1j ' 6 h at1er sawable RCS leak rata exceeded 
VERRELLf.O M Region 2, Ofc of Ihe Director 88/05/25 Ip 45707 068 45787 OflB. 


8006200051 NRC Info Notice 08-042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSSI.C E Division of Op eral tonal Events Assessment (Post 870411). 80/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 207*45978 033 

0606200306 NRC Jnfc Notice 88-043, "Solenoid Valve Problems " Svc list oncl 
ROSSf.CE Division of Operational Events Assessment (Post 070411) 00/06/23, 
Consolidated Edison Co of New York, Inc 123pp 45977-164-45977 286 
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$806260156 Forwards Relief Requests 15*10 lor exemption from ASME boiler & pres 
sure vessel code re Inservice insp Relief from volumetric exam of welds A visual exam 
of Internal surfaces of reactor coolant pump casing requestor! 

RfCHEY.R B Carolina Power A Light Co 88/06/23 Document Control Branch {Docu- 
ment Control Desk) 6pp 45973 172 45973 177 

8806280087 Responds lo violations noted in fnsp Rept 50 261/88 07 Corrective 
actions other plant operation procedures will be reviewed to assure sufficient guidance 
provided on when plant emergency plan should be consulted 
BEATTY, G.P Carolina Power A Light Co 88/06/24 Document Control Branch (Docu- 
ment Control Desk) 5pp 45062 241-45962 245 


R. Periodic operating reports & related correspondence 


6606170084 Monthly operating ropt for May 1908 for HB Robinson Unit 2 W/8G0610 
Ur 

HAYNESWORTH.V . MORGAN.R E Carolina Power & Light Co 00/05/31 6pp 
45864 156-45B64'161 


$. Reportable occurrences, LERs & related correspondence 


8806020139 LER 80 010 00 on 880502, reactor tripped from reactor/turbine trip logic re- 
sulting from turbine trip from main generator lockout Caused by elect rohydraullc (E-H) 
controls sya malfunction Dofocts In E H sys repaired W/88052G Itr 
LEGETT.FL, MORGAN.R E Carolina Power & Light Co 00/05/25 4pp 45698 196- 
45698.199 

6606020146 LER 88 008 00 on 80O324,error In analytic factor decks used to process In* 
core detector measurements & for core power distributing mapping Identified Caused 
by oversight Fuel vendor revised In core input decks W/880528 Itr 
LEGETTE.F.L , MORGAN.R E Carolina Power A Light Co 0B/O5/26 4pp 45098 200 
45698:203, 

8808140476 LER 80 002 01 on 98050 6. nuclear fuel vendor notified licensee of Inaccu 
racy In recalculation of min departure for nucleate boiling ratio Plant Tech Specs will 
be changed prior to startup following rotuellng oulago.W/800G06 Mr 
SAYRE.D,, MORGAN.R, E. Carolina Power & Light Co 00/00/06 5pp 45002 319* 
45802.323 

8806160152 LER 88 01 1-00:on 80O5l2,automatlc reactor trpp/turbine trip occurred while 
surveillance testing of turbine redundant ovorspeod trip sys, Caused by dogradod Insu- 
lation of two speed Drobes duo to oil Impingement to leads W/000609 Hr. 
LEGETTE.F.L, MORGAN.R.E Carolina Power & Light Co. 00/06/09 4pp 45038 091* 
45830 094. 

8808220342 LER 88 01 3 00 on 00051 e.monthly operation surveillance tost exceeding 
Tech Spec Section 4 0 Idontlfled.Caused by surveillance tracking mechanism not alert- 
ing personnel that Tech Spec would bo exceeded Procedure revised W/880616 Hr 
LEGGETTE.F.L , MORGAN.R E Carolina Powor A Lfght Co. 00/00/15 4pp 
45069:101-45809 104. 


V. Operator Examinations 


8805130142 Informs Commission of status of program revs to NRC administration of 
requallficatfon exams required undor 10CFR55 57 

STELLO.V. Ofc of the Executive Director for Operations SECY 08*105 08/04/15 
51pp. 4671 4.047-4571 4*097 

8806280125 Expresses appreciation for acceptance of Invitalion to speak at dinner 
meeting on 800707 A lo present certificates to fourteen candidates that passed NRC 
licensing exam for operators 

MCDUFFIE, M A Carolina Power & Light Co. 00/O6/OQ GRACE.J N. Region 2, Ofc of 
the Director. Ip 46942.314 45942*314. 

8808230264 Trip rept of 080400 workshop In Atlanta.GA conducted by NUMARC to de- 
velop guidance for Industry preparation for NRC req unification exam process Agenda 
for workshop end 

HANNON.J N « WIENS, L A , PIL0ERG.S, Operator Licensing Branch 88/06/13. 
ROE.J.W, Division of Licensee Performance & Quality Evaluation (Post 070411) 16pp 
45975:072-45975 087. 

-8803010359 Forwards rev to guidance for trial NRC re qualification exams, por lessons 
learned from requaliflcatlon exams administered in Doc 1987,Final version will bo in- 
corporated into examiner stds when trlaf program complete. 

ROE.J.W, Division of Licensee Performance & Quality Evaluation (Post 870411) 80/ 
02/18 HANNON.J N. Operator Licensing Branch Ip 45975 0BB 45975 009 


Y, Dry Cask Independent Spent Fuel Storage Installations 


8806170235 Documents definition of contamination limits In Section 2, "Functional A 
Operating Limits" & Secllon 4, "Surveillance Requirements" appended to ISFSI Li- 
cense SNM-2602, 

RICHEY, R.B. Carolina Power A Light Co 88/06/03 GRACE, J.N Region 2, Ofc of the 
Director. 2pp. 45893.320-46093.321 


DOCKET 60-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR 


Q, Inspection reports. IE Bulletins A correspondence 

8806160302 Advises that records do not Indicate receipt of any parts from WJM or PS1 
during 1976 to present. Reactor currently secured, Fuel shipped offslto & decommis- 
sioning being pursued, per NRC Bulletin 88 005 

JACKSON, E. Brigham Young Unlv , Provo, UT 00/06/02 Document Control Branch 
(Document Control Desk). Ip 45816.091-45816 091 


DOCKET 50*263 MONTICELLO NUCLEAR GENERATING PLANT 


F. Security, medical, emergency & fire protection plans 

8005310166 Provides current status of security task force items Identified In Insp Ropt 
50 263/87-17 & addl accomplishments re sys Improvements 

LARSON.C E Northern States Power Co 88/04/14 NORELfUS.C E Region 3, Ofc of 
thO Director 3pp 45720 244 45720 246 

8806010029 Advises that Rev 0 to security force training & qualification plan, transmitted 
by 080412 Itr consistent w/ provisions of 10CFR50 54(p) & acceptable 
MALLETT.B S Region 3, Ofc of the Director 88/05/19 LARSON.CE Northern 
States Power Co 3pp 45681 350 45681 360 

8000140570 Advises that 080412 Rev 2 to safeguards contingency plan consistent w / 
provisions of 10CFR50 54(p) & acceptable 

MALLETT.B S Region 3, Ofc of Iho Director 80/05/26 LARSON.CE Northern 
States Power Co 2pp 45607 358 45807 359 

8806070008 Confirms 800615 meeting In Glen EllynJL to discuss security problems & 
corrective actions at plant 

GREENMAN.E G Region 3, Ofc of the Director 88/05/31 LARSON.CE Northern 
Slates Powor Co Ip 457/4 1 16-45774 116 

8806230106 Forwards Safeguards Insp Ropt 50-263/00 08 on BB0425 29 & 0502 
03 Violations noted Util will be notified by separato correspondence of decision re en 
lorcemont action tor violations items Concern re security expressed 
NOREUUS.CE Region 3, Ofc of the Director BB/06/13 LARSON.CE Northern 
States Power Co 3pp 45932 198 45932 202 

-8806230109 Partially withheld Physical Security Insp Rept 50 263/0Q-O8 on 800423- 
0503 (ref 10CFR73 21 (c)(2)), Violations noted Major areas inspected mgl 
effectiveness, security organization, security organizatlon.rocords.ropts.malnts & vital 
areas 

MADEDA.T J , FUNK.D E , GALANTf.D M Region 3, Ofc of the Director 00/06/13 
4pp 45932 200-45932 202 


P. Operating license stage documents & correspondence 

8805240212 Provides addl info re status & schedule for CRDR items, Summary of tasks 
completed & schedule for tasks not yet completed end Safety significance of oach 
improvement used to prioritize mods 

MUSOLF.D Northern Slates Power Co 08/05/12 Office of Nuclear Reactor Regula- 
tion, Director (Post 870411), 4pp 45673 139 45673*142 

8000030219 Forwards roquost for addl Info ro Topical Ropt NSPNAD-0608, "Reload 
Safety Evaluation Methods for Application to Nuclear Generating Plant" Items 23,26 
& 27 need to be expanded as result of 880426 meeting 

WRIGHT.R Project Directorate III 1 88/05/27 MUSOLF.D M Northern States Powor 
Co. 4pp 45726 039*45725 042 

0806160099 Rosponds to NRC 880404 Mr re findings & Tech Spec comments concern 

M llcatlon for amend to License DPR-22 on control room vontllallon sys per 
0737, Item III D 3 4 Safety related control room equipment addressed 
MUSOLF.D Northern Slates Power Co 88/06/06 Office of Nucloar Reactor Regula- 
tion, Director (Post 070411). lOpp 45041 213 45841 231 

8006200080 Forwards F Mlraglia 000527 mo mo for review A requests proposed prior- 
ities for actions on project manager ropt by C O.B 080609 

MULLER, DR Protect Directorate Mil 00/06/07 Project Directorate ltl-1 2pp 
46B30 230-45030 239 

—8806060206 Discusses updating project managers rept (PMR) In accordance w/now 
priority ranking sys Mods have boon made so that PMR will now accept now priority 
data, Old priority data will be deleted during wk of 080530 Sample data format encf 
MIRAGLIA.FJ Associate Director for Projects (Post 870411). 00/05/27 Office of Nu 
clear Reactor Regulation, Director (Post 870411), 3pp 45830 240-45830 242 

8806160086 Forwards addl Info In support of util 000222 & 0322 responses to Generic 
Llr 83 28, "Equipment Classification Program," per NRC 800520 request 
MUSOLF.D. Northern States Power Co. 88/06/09. Office of Nuclear Roactor Regula- 
tion. Director (Post 070411) 0pp 45830 107-45030 114 

8806270311 Provides addl info re Gone/fc Ltr 03-28, Item 4 5.3 NEDC 30044, "BWR 
Owners Group Response to NRC Generic Ltr 83-28," providing basis acceptable to 
NRC for resolution subj to confirmation of plant specific applicability 
MUSOLF.D Northern Slates Power Co 80/06/17 Office of Nuclear Reactor Regula- 
tion, Director (Post 070411) Ip 45936 301 45936.301 

8806280356 Informs that T Ffoolick qualifications acceptable to permit acting as supple- 
mental radiation protection manager to J Swalles for 2-yr period 
WRIGHT.R J, Project Directorate 111-1 60/06/17 MUSOLF.D M Norlhorn States 
Power Co. 5pp, 45953 341-45953.345. 

6006290163 Forwards Woslmghouse Owners Group Notificallon Ur OG 08 21, Identify- 
ing midloop concerns, per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled" 
& 080428 meeting agreement. 

NEWTON, R A Westfnghouso Operating Plants Ownors Group 00/06/20. 

HODGES, W. Reactor Systems Branch 7pp, 45973:338-45973*344 


Q. Inspection reports, IE Bulletins & correspondence 

6805310168 Provides current status of security task force Items Identified In Insp Rept 
50 263/07*17 & addl accomplishments re sys improvements 

LARSON.CE Northern States Power Co 00/04/14 NORELIUS.C.E Region 3, Ofc of 
the Director 3pp 45720 244-45720 246 

8806010273 Advises that util response to IE Bulletin 05 003, "Motor* Operated Valve 
Common Mode Failuros During Plant Transients Due to will be submitted wtlhln 30 
days of completion of BWR Owners Group generic technical basis, 

LARSON.C E, Northern States Power Co 88/05/26 Document Control Branch (Docu- 
ment Control Desk) 2pp 45732.205 45732 296 
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6305240028 NRC Info Notice 80-033, “Recent Problems Involving Model Spec 2T Ra- 
diographic Exposure Device ” Svc list ere I 

BURNETT.R F Division of Safeguards & Transportation (Post 970413) 8B/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45663 158 45683 277 

BflO-5-240090 SuppJ 1 to NRC Info Notice 67 061, “Failure of Westmghouse W 2-Type 
Circuit Breaker Cell Switches " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, Inc I20pp 45683 038 45683 157 

0805240215 NRC Info Notice 88 034, “Nuclear Mall Conlrol 8 Accountability of Nonfuel 
SNM at Power Reactors " Svc ('&♦ and 

ROSSI, CE Divisfon of Operal-ional Events Assessment (Post 670411) 88/05/31. 
Consolidated Edison Co of Now York, Inc 122pp 45790 189 15790 309 

8806870008 Confirms 800615 maoling in Glen Ellyn, IL to discuss security problems & 
corrective ac lions at plan I 

GREENMAN, EG Region 3, Ofc of the Director 80/05/31 LARSON, CE Northern 
States Power Co Ip 45774 1 1 6 45774 116 

8806140465 Informs that NRC intends to perform team Insp of emergency operating 
procedures al facility on 880611 0722 5 requests assistance tn accomplishing task, 
GREEWMAN.EG Region 3, Ofc of the Director 88/05/31 LARSON, CE Northern 
Stales Power Co Ip 45802 343 45802 343 

0905270306 NRC Info Nohco 88 035, “Inadequate Licensee Performed Yendor Audits ” 
Svc list Orel 

fiOS-SI.CE Division of Operational Events Assessment {Post 670411) 88/06/03 
Consolidated Edison Co of Maw York, In c 120pp 457Q0 068 45790 187 

8006020047 NRC Info Notice 88 036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc list encl 

ROSSI, CE Division of Operational Evenls Assessmenl (Post 070411) 80/06/09 
Consolidated Edison Co of New York, Inc 120pA 45905 152 45965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002, “Fastener Testing to Determine Conform- 
ance W/ Applicable Mali Specs “ Svc Lsl and 

ROSSI, CE Otvislon of Operational Events Assessment (Post 670411) 88/06/10 
Consolidated Edison Co of Now York, fnc I20pp 45916 200 '459 16 327 

0006230106 Forwards Safeguards Insp Ropl 50 263/88 08 on 880425 29 & 0502 
03 Violations noted Util will be nolifioa by separate correspondence of decision re on 
forcement action for violations items Concern re security expressed 
NOR ELI US, C E Region 3, Ofc of the Director 80/06/13 LARSON, CE Northern 
States Power Co 3pp 45932 198-45932 202 

*41000230109 Partially withheld Physical Security insp Repl 50 263/88 03 on 800423- 
0503 (rof 10CFR73 21(c)(2)) Violations noted Major areas Inspected mgl 
effectiveness security organization, security ofgarlzalion.records.reptsmalnts & vital 
areas 

MADED/VTJ, FUNK.DE, GALANTI.DM Region 3, Ofc of the Director 06/06/13 
4pp 45932 200 45932 202 

8606086025 NRC Into Nollce 00-037, “Flow Blockage of Coaling Water to Safety Sys 
Components H Svc list end 

ROSSI, C,E Division of Operational Events Assessmenl fPosI 870411) 98/00/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45046 125 

8006060211 NRC Bulletin 88 006, “Actions To Be Taken for Transportation of Modal 
Spoc 2 T Radiographic Exposure Device “ Svc list end 

BURNETT, RF Division of Safeguards & Tran sports iron (Post 870413) 08/06/14 
Consolidated Edison Co. -of New York, Inc 1O0pp 45935 211-45935,318 

8000090194 NRC Info Notice 88 038, ' Failure of Undarvoltago Trip Attachment on GE 
Circuit Brea kora 11 Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45046 1 26 4 594 6 2 36 

8606150013 NRC Bulletin 8B 007, “Power Oscillations In BWRs “ Svc Hit encl 
ROSSLCE, Oivision of Operational Events Assessment (Post 870411) 89/06/15 
Consolidated Edison Co, of New York, Inc 1 14pp 45929 1 15 46929 228 

8806150186 Suppl 1 to NRC Bulletin 08-005, “Nonconforming Malls Supplied by Piping 
Supplfes.lnc at Foteom.NJ & West Jersey Mfg Co at Williamstown.NJ ” Svc fist encl 
ROSS!,C,e Division of OperaUonaf Events Assessment (Posl 870411), 68/06/15 
Consolidated Edison Co of New York, Inc 120pp 45955 032-45965,151 

6006200051 NRC Info Notice 88 042. “Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc hsl encf 

ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc IDBpp 45977.287*4 5978 033 

8806200306 NRC Info Notice 00 043, ' Solenoid Valve Problems ” Svc list encl, 

ROSSI ,C E. Division of Operational Evenls Assessment (Post 670411) 80/06/23 
Consolidated Edison Co at New York, lac. 123pp 45977 164 45977 266, 


R, Periodic operating reports & related correspond a nee 

3906220014 Monthly operating repl for May 1988 for Monlrceflo Nuclear Geromtina 
Station W/88061 011/ y 

MYRA90.A L „ MUSOLF.D. Northern States Power Co 68/05/31 5pp 45930068 
45830 072 


>0CKET 60-265 QUAD-CITIES STATION, UNIT 2 


Security, medical, emergency & fire pretec Hon plana 

805310284 Rev 11 to Emergency plan Implemonting Procedure GEP 110 2, “Acting 
St alien Director (Shift Engineer) I mplo meriting Procedure " 

• Commonweal 111 Edison Co 88/05/03 10pp 45718 212 45718 22t 

805310297 Rev 3 to Procedure OEP 520-3, “Training Program for Stalfon Emergency 
Preparedness Coordinator “ W/Rov 16 to GEP 520 0, “Training" table of content 

* Commonwealth Edison Co 83/05/11 5pp 45731,354 45731 358 


8606210129 Rev 24 to Emergency Plan Implementing Procedure QEP310T3, “Priori 
tized Notification Lfslmg " W/revised table of contents 
1 Commonwealth Edison Co 88/05/31 I4pp 45845 184 45045 197 

6006230307 Forwards Amends 108 & 103 to Licenses DPR-29 & DPR 30, rospoc lively 
& safeguards evafualion repl Amends modify Paragraph 3 E of each license lo require 
compliance w/ revised physical security plan 

RQSSJ Protect Directorate tJI-2, 00/06/09 BLISS, H Commonwealth Edison Co 
5pp 45907.003-45907 01 1 

-0806230314 Amends 100 & 103 to Liconses DPR 29 & DPR 30, respectively, changing 
Paragraph 3 £ of each license to require compliance w/rovised physical socurilypton 
NORRHOLM.L Project Directorate llf-2 80/06/09 4pp 45907 008-45907 011 

8806230320 Safeguards evafualion rept supporting Amends 100 & 103 lo Licenses 
DPR-29 & DPR -30, r os pec lively 

* Office of Nuclear Reactor Regulation, Director (Post 87041 1) 80/06/09 3pn 
45907012 45907 014 


6806220025 Advises that Unit 2 mod completed & released for operation on 800513 por 
671120 request for App R exemption 

JOHNSON,! M Commonwealth Edison Co 88/06/ 13 MURLEYJE Of fico of Nuclear 
Reactor Regulation, Drroctor (Post 870411) 2pp 45937 051-45937 052 

8006210423 Advises that NRC received allegations ro adequacy & Implomontalion ol 
various security aclivittes at plant Ulil requested to fully analyze allegations 6 Inmate 
in depth investigation Eric) withhold (ret 10CFR? 790) 

NORELIUS.C £ Region 3, Ofc ol the Director 80/06/15 REED.C Commonwealth 
Edison CO 2p 45B45 257-45845 258 


R Operating license stage documents & correspondence 


8006010181 Forwards summary of 890323 telcon w/P Kang & rosults of Sargoni & 
Lundy Engineers evaluations addressing NRR questions misod during 080205 
telcon Third evaluation ro breaker coordination will bo providod whon finalized 
SILADY.JA Com mo nweallh Edison Co 80/05/13 MUR LEY ,7 E Oltico of Nucteftr 
Reactor Regulation, Director (Post 070411) 22pp 45696 073 45606,094 

8805310084 Application for amends to Liconses DPR 29 & DPR 30, clarifying rod block 
monitor operability & bypass time requirements Foe paid 

JOHNSON.I M Com monwoallh Edison Co 80/05/17 MURLEY.T E Of lico of Nuclear 
Roaclor Regulation, Director (Post 870411) 3pp 45694 200 45694 230 

“B8053100B5 Proposed Tech Specs, clarify mg rod block momlor oporabifity & bypass 
time requirements 

* Commonwealth Edison Co 08/05/17 20pp 45694 21 1 45694 230 

6606230307 Forwards Amends 108 & 103 to Licenses DPR-29 & DPR 30, respectively 
<5 safeguards evaluation rept Amends modify Paragraph 3 E of each llconso to requito 
compliance w/ revised physical security plon, 

ROSS J Project Directorate III 2 83/06/09 BLISS, I f Commonwealth Edison Co 
5pp 45907 003-4 5907 011 

-8008230314 Amends 108 & 103 to Licenses DPR-29 & DPR GO.rospcctivoly, changing 
Paragraph 3 E of each license to require compliance w/ro vised physical security plan 
NORRHOLM.L Project Directorate ill-2 80/06/09, 4pp 45907 008 46907 011 

8606230320 Safeguards evaluation rent supporting Amends 108 & 103 to Licenses 
DPR-29 A DPR 30, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/09 3pp 
45907,012-46907 014 

8800210423 Advises that NRC received allegations ro adequacy & implementation ol 
various security activities al plant Uli) requested to fully analyzo allegations & Initiate 
In-depth Investigation Encj withheld (rof 10CFR2 790) 

NOREUUS.CE Region 3, Ofc of tho Director 08/06/15 REED.C Commonweals 
Edison Co 2p 458 45* 257-45045,258 

8808260023 Advises lhat util committed to performing mods addressing human engi- 
neering discrepancies Identified during DCROR per NUHEG-0737 
JOHNSON.m Commonwealth Edison Co 00/06/17 MURLEY.T E Office of Nuclear 
Reaclo/ Regulation, Director (Post 8704 1 1) 4pp 45973 106 45973 109 

8006290163 Forwards Westfnghouse Owners Group Notification Ltr OG-88 21 Jdonlifv 
ing midloop concerns.per Generic Ltr 07- i 2, "Loss of RHR While RCS Partially Filled” 
& 880428 meeting agreement 

NEWTQN.R A Westinghouso Operating Plants Owners Group 80/06/20 

HODGESAV Reactor Systems Branch 7pp 45973 330-45973 344 

8606280152 Forwards “Effects of Postulated DC Power Failures on CCCS 
AvallabJIity.Quad Cities Unit 1," by Sargent & Lundy, demonstrating that battery failure 
could lead lo degraded ECCS equip men! availability or Isolated do9ign weakness 
SILADY.J A Commonwealth Edison Co 80/00/21 MURLEY.T E Offico of Nuclear 
Reactor Regulation, Director (Post 870411). Ip 45001 221-45981 221 


Q. Inspection reports, IE Bulletins & correspondence 


6806100007 Provides Info on containment fluod head anchors in response to Insp 
Repts 50 237/07-30,50-249/07-29,50 254/07-28 & 50-265/87-28 Operability assess 
merit on core spray fluod head anchor being performed & NRC will be notified of ro 
suite 

JOHNSONJM Commonwealth Edison Co 68/01/29 DAVIS, A B Region 3, Ofc of 
the Director 5pp. 45014 301-45014 305 

8006070003 Forwards summary of insp & Investigation conducted ro allegation concern 
lng contractor performance at pfanIDOJ determined lhal prosecution unwarranted No 
further action by util necessary since subj contractor no longer onsite 
GREENMAN,E,G Region 3, Ofc of Ihe Director 80/05/18 REED.C Commonwealth 
Edison CO 5pp. 45753.1 92-45753*196 
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6006200123 Forwards corrected response to IE Builelin 05 003, ‘'Motor Operated Valve 
Common Mode Failures During Plant Transients due to Improper Switch Sottlnas “ 
Subj responso supersedes 660502 response 

MORGAN.W E Commonwealth Edison Co 80/05/ IQ OAVIS.A a Region 3. Otc of 
the Director 33pp 45065 004*45065 116 a 


8606160106 Suppl 1 to NRC Bulletin 8B 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Williams to wn.N J " Svc lisl encT 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 


6605240020 NRC Info Notice 08-003, "Recent Problems Involving Model Spec 2 T Ra 
diographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 08/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 158-45603 277 

6605240090 Suppl 1 io NRC Info Nolice 87-061, "Failure of Wastinghouso W-2-Typo 
Circuit Breaker Coll Switches " Svc list end 

ROSSICE Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45083 038 45683 157 


8B S?,?? 0215 NRC lnfo No1,co 08 ° 34 - “Nuclear Mali Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI.C E Division of Oporalional Events Assessment (Po9t 070411) 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45700 188 45790 308 


8806210086 Forwards Safely tnsp Rept 50 254/88 13 & 50 265/88-13 on 000510 20 & 
notice of violation 

SHAFER, WD Region 3, Ofc of the Director 88/06/15 REED.C Commonweallh 
Edison Co 2pp 45902 035 45902 058 

-6606210090 Notice of violation from insp on 800510 20 Violation noted on 871025 & 
8805 17, two workers failed to comply w/protochvo clothing requirements whilo working 
on underwater camera equipment removed from fuel pool & ronclor cavity 
SHAFER.W D Region 3, Ofc of the Director 08/06/15 Ip 45002 037 45902 037 

-8606210095 Insp Ropls 50 254/80 13 & 50 265/8B 13 on 880510 20 Violation 
noted Major areas Inspected radwaslo mgl & radiation protection programs during re- 
fueling & malnt outage Including organization & met conlrols 
SLAWINSKI.W J , GREGER.L R Region 3, Ofc of Iho Director 86/06/15 21 pp 
45902 030 45902 058 1 K 


6006140501 Informs of Inlont to perform team insp of emergency operating procedures 
at facility on 000725 0805 & rcquosls assistance in accomplishing task Scope of Insp 
will focus on procedural adoquacy, training & staff capabilities 
GREENMAN.EG Rogion 3, Ofc of Ihe Director 08/05/31 REEO.C Commonwealth 
Edison Co Ip 45804 303 45804 303 


8806210271 Rosponds to NRC Bulletin 88 003 re Insps to ensure GE latching HFA 
relays have adequate latch engagement Results of Insps will bo reported witnin 30 
days 


nnunumN,vY e commonweal m toison co bo/ob/i 5 Document Conlrol Branch 


(Oocumont Control Desk) 2pp 45906 033 45906 034 


a8 2?J5?, 1 i e ds Rev 1 t0 Vo > 1 of SIR-80 010, "Design Rept for Recirculation & 
RWCLf Sys Evaluations & Ropalrs Performed Ourlng 1980 Refueling Outago de- 
scriblnallawstoiind & actions taken re IGSCC during Spring 1000 piping insp 
JOHNSON,! M Commonwealth Edison Co 88/06/01 MURLEVJE Office of Nuclear 
Reactor Regulnlion, Director (Post 870411) 2pp 45820 201-45820 337 


0806280097 Forwards Safely Insp Ropls 50-254/68-10 & 50-265/88 11 on 0804 IB- 
29 No violations noted Wntlon rosponsa required for Unresolved Item 50 265/88-11/ 
04 Response should address results of util review of personnel qualification 
HARRISON, JJ Region 3, Ofc of the Director 06/06/21 REED.C Commonweallh 
Edison Co 2pp 45973 303 45973 314 


■8806 1 00 163 Rev 1,Vol 1 to, "Design Rept for Recirculation & RWCU Sys Evaluations 
& Repairs Performed During 1000 Refueling Outage at Quad Cities Nuclear Power 
Plant Unit 2 " 


AUSTIN, H L , TANG.S S , GIANNUZZI.A J Structural Integrity Associates SIR 00 010 
V01 R01 88/05/31 134pp 45020 203 45820 337 


-8806280106 Insp Repts 50 254/88-10 & 60 265/08 11 on 000418 29No violations 
noted Major areas Inspoctod safety rotated piping weldments.compononls & supports 
selected from plant mod packages & Insorvlce Insp plan 

KERCH.H W , HARRIS, R H , STROSNIDER.J R Region 1, Ofc of the Director 88/06/ 
06 lOpp 45973 305 45973 314 


6605270306 NRC Info Notice 88-035, "Inadequate Licensee Performed Vendor Audits 11 
Svc list onct 

ROSSI.CE Division of Operational Events Assessment (Post B704fn 00/06/03 
Consolidated Edison Co of Now York, Inc I20pp 45790 068 45790 107 


8806100137 Rosponds to IE Bulletin 85 003, Suppl 1 ra safely related motor-operated 
valvos In seloctod high prossuro sys During current Dresden Unit 3 refuoiinn 
outaqo.four add! HPCI & isolation condonsor valvos will be tostod using MOVATS 
MORGAN.W E Commonwonllh Edison Co 88/06/03 Document Control Branch 
(Document Control Desk) 3pp 45021 013-45821 015 


0608140369 Forwards Safely Insp Ropts 50 254/86 00 & 50 265/flO 10 on 080403 
0004 No violations noted 

FORNEY, WL. Rogion 3, Ofc of the Director 00/06/06 REED.C Commonwealth 
Edison Co. 2pp 45833 303 45033 315 


-6606140372 tnsp Ropls 50 254/08 00 & 50-265/80 10 on 080403 0604 No violations 
noted Major arous Inspected opora lions, malnt. surveillance, LER roviow, routine 

ropts, temporary Instructions & administrative controls affecting quality 
RING.M A Region 3, Ofc of iho Director 88/06/07 1 1 pp 45D33 305 45833 315 

8806200024 Provides util response 1o Homs discussed In attachment to Dresden Insp 
repl Concerns originally reisod by BNL during 880126-28 Insp of fluod Hoad anchor 
assembly dosign 

JOHNSONJ M Commonwoallh Edison Co 00/00/06 MUR LEY, TE Office of Nuclear 
Reactor Regulation, Dlroctor (Post 870411) 13pp 45070 293 45070 305 

8806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Oporatlan " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 07041 1) 80/06/08 
Consolidated Edison Co of Now York, Jnc 120pp 45965 152 45985 271. 

8606090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Dotermino Conform 
anco W/Appllcablo Mail Spoc9 " Svc list end 

ROSSI.CE Division of Operational Events Assessment {Post 070411) 08/06/10 
Consolidated Edison Co, of Now York, Inc 120pp 45916 200 45910 327 

8806210135 Confirms plans discussed on 000G13 batweon N Smith & MA Ring to hold 
080024 enforcement conference at Rogion III ofc ro findings from recent malnt insp at 
facilities 

GREENMAN.E G Region 3, Ofc of Ihe Director 08/06/13 REED.C Commonwealth 
Edison Co. Ip 45045 103-45045*183 


0806200223 Forwards Safety Insp Repts 50 254/08 11 & 50 265/80-12 on 880410- 
22,0502 06,11,31 ft 0601 Violations noted Concei ns raised re performance of 
malnt, mods & evaluation of problems for root causo Illustrations of concerns listed 
MILLER.HJ Region 3, Ofc of Iho Director 08/06/22 REED.C Commonweallh 
Edison Co 2pp 45973 254 45973 276 

-6800280231 Insp Ropts 50-254/00 11 ft 50 265/08-12 on 800422 0601 Violations 
noted Major areas Inspected malnt activities ft followup on previous Ide milled Insp 
Items using selected portions of listed Insp modules 

WALKER.H A , KROPP.WJ, FALEVITS.Z Rogion 3, Ofc of Iho Director 80/06/21 
2 Ipp 45973 256 45973 276 

0806200051 NnC Info Notice 80 042, "Circuit Breaker Failures Duo lo Loose Charging 
Spring Motor Mounting Colts " Svc list oncl 

ROSSI.CE Division of Oporalional Events Assossmanl (Posl B70411) 80/06/23 
Consolidated Edison Co or New York, Inc 108pp 45977 207-45970 033 

0OO62OO3OG NRC Info Notlco 80-043, "Solenoid Valve Problams " Svc lisl oncl 
ROSSI.CE Division of Operational Evonts Assessment (Posl 070411), 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 206 


R. Periodic operating reports & related correspondence 

8006220023 "Quad Cities Nuclear Powor Station Units 1 A 2 Monthly Performance Repl 
for May 1900 " W/880531 Itr H 

DEELSNYDER.L , ROBEY, R A Commonwealth Edison Co 68/05/31 22pp 

45925 110-45925 139 

8606280233 Forwards listing of changes.lesls & experiments completed durlna Mav 
1908jDor 10CFR50 59 u ' 

ROBfcY.R A Commonwoallh Edison Co 08/05/31 NRC • No Dotallad Affilialion 
Given 16pp 45944 093 45944 108 


S. Reportable occurrences, LER a & related correspondence 

0806100117 LER OOOOOOOon 0005 04, ultrasonic examination on RWCU revealed 
through wall crack Indication Causo undotorminod, but postulated that IGSCC mode of 
failure All Hawod wofds repaired w/fulf structural dosign overlay W/8B0524 Itr 
TAGATZ.G , BAX.R L Commonwealth Edison Co 80/05/24 5j>p 46771.174- 


8806220018 Submits addl info on recirculation sys piping IGSCC insp preliminary stress 
analysis results for cap to header weld overlay 02A SI 0, per 800601 tclcon Ultrasonic 
Insp program relies on use of automated insp techniques to detect flaw, 

JOHNSON,! M Commonweallh Edison Co 08/06/13 MURLEY.TE Document Con- 
trol Branch (Document Conlrol Desk) 14pp 45908 321-45908 334 


8806100236 LER 08 009 00 on 880507,125 volt baltory failed performance discharge 
tost Caused by five high resistance connections Cablo replaced .procedure revised & 
™J0W«I & weekly, monthly & quarterly trending & monitoring Increased W/C 80526 Itr 
DOLECHECK.D , BAX.R L Commonwealth Edison Co 00/05/26 8pp 45771 142- 
45771 149 


8B060B0025 NRC Info Notice 80 037, "Flow Blockage of Cooling Water to Safety Svs 
Compononts " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 00/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

8606060211 NRC Bulletin 86 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc lisl oncl 

BURNETT, R F Division of Safeguards A Transportation (Post 870413) 80/06/14 
Consolidated Edison Co ol New York, Inc 108pp 45935 211 45935 310 


8808220227 LER 08 01 1-00 on 060522, roaclor scram signal occurred whan mode 
switch moved past target position Caused by design deficiency resulting In uncertain 
switch position Switch will be replaced when new switch available W/80060Q Itr 
THOMANN.R F , BAX.R L Commonwealth Edison Co BB/06/09 5pp 45069 255 
45869 269 


DOCKET 60-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


8806090194 NRC Info Notice 88 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc (1st end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 08/OB/15 
Consolidated Edison Co of New York, Inc 111 pp 4S946 1 26 45946 236 

8806150013 NRC Bulletin 80 007, "Power Oscillations In BWRs " Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45920,115-45929 220 


F Security, medical, emergency & fire protection plana 

8806020247 Forwards exemption lo 10CFR50,App R, Section ill G 
requirements, permitting operation of plant w/o fixed fire suppression sys In compo 
nent cooling water Ha & boric acid lank room & Instrument rack room 6 safety oval 
ualion 1 

WAGNER.DH Projoct Directorate Itl 3 86/05/12 FAY.CW Wisconsin Elec trie Powor 
Co 2pp 45710 150 45710 160 
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-880S020264 Grants exompbon from lOCFRSO.App fl.Sochorc HfG 
require ments.per mi tting operation of plant w/o fixed fir© suppression sys In compo 
nenl cooling water HX & boric acid lark room & computer & instrument rack room 
CRUTCHFIELD.D Division of Reactor Prelects - III.IV.V & Special Prefects (Post 
07041 1) 88/05/25 Wisconsin Electric Power Co 5pp 45710 152*45710 156 

-8806020280 Safety evaluation supporting exemption from 1QCFR50.App R ( Section 
ill G 0 b requi rema nt s-.p e rm Ittm-Q operation of plant w/o fixed fire suppression sys In 
component cooling water HX A boric acid tank room & computer £ instrument rack 
room 

4 Office of Nuclear Reactor Regulation, Director (Post 870411) 00/05/12 4pp 
45710 157 45710:160 

8805230206 Forwards Insp Repls 50 266/88*09 & 50 301/88 09 on 890316* 0430 & 
notice of violation Areas Inspected procedures & representative records.observations 
A interviews w / personnel 

KNOP.RC Region 3, Ofc ol the Director, 88/05/16 FAY.CW Wisconsin Electric 
Power Co 2pp 45664 169*45664 102 

-8805250277 Insp Repls 50 266/88 09 & 50 301/80 09 on 800316-0430 Violations 
noted Major areas Inspected licensee action on previous Insp findings.operaUcnal 
safety, main!, physical secunty.surveillanca A radiological protection 
DEFAYETTE.R Region 3, Ofc of the Director 66/05/16 llpp 45664 172*45664,182 

8806220330 Advises that B80415 revs to emrgency plan, consisting of Rev 29 to EP 
5 Q.Rev 27 to EP 60 & Rev 27 to EP TO.cons.steM w/10CFR50&4{q) & 
acceptable Oeteting emergency action level re unusual aircralt as unusual event also 
acceptable 

SHAFERWD Region 3, Ofc oHhe Director 68/06/09 FAY.CW Wisconsin Electric 
Power Co 2pp 45929 310 4 5929 311 

8808290368 Forwards Amends 115 A 118 to Lfcensos DPR 24 & DFR-27, respectively 
& safety evaluation Amends modify Paragraph 3 F of licenses to require compliance 
w/am ended physical security plan 

WAGNER.D H Project Directorate lfl-3 88/06/09 FAY.C W, Wisconsin Electric Power 
Co 3pp 45956 124*45956 133 

-8808290375 Amends 115 & 118 to Licenses DPR 24 & DPR 27,re sportively. amend- 
ing Paragraph 3 F Ol licenses to require compliance w/ amended physical security 
plan 

PERKINS.K E Project Directorate lli-3 08/06/09 4pp 45956 127-46956 130 

-8806290378 Safety evaluation supporting Amends 115 & 118 (0 Licenses DPR 24 & 
DPR 27, reaped ively 

• Office ol Nuclear Reactor Regulation, Director [Post 870411) 80/06/09 3pp 
45956 131*45956 133 


8006070311 Application for amends to Licenses DPR 24 & DPR-27 re Tech Spec Table 
15 4 1-1, "Mm Frequencies lor Ghecks.Calibr & Test Instrument Channels” Amends 
change testing frequency for nuclear power ranae from biweekly to monthly Fee paid 
FAY.CW Wisconsin Electric Power Co 08/05/24 Document Control Branch (Docu 
meat Control Desk) 3pp 45779 156 45779 160 

-8806070314 Proposed Tech Spec Table 15 4 1-1, “Mm Frequencies for Checks.Calibr 
A Test instrument Channels,” changing testing frequency of nuclear power range from 
biweekly to monthly 

4 Wisconsin Electee Power Co 83/05/24 2pp 45779 159 45779 160 

8806000215 Forwards revrsed 000125 inservice insp relief request for second 10 yr Insp 
Interval Util agrees to revise proposed alternative Category B 1-1 & B-L-2 exams ol 
one Unit 1 & one Unit 2 reactor coolant pump casmgs.per 800414 suggestions 
FAY.CW Wisconsin Electric Power Co 00/05/31 WAGNER, D Project Directorate 
111*3 15pp 45780 071-45706 0B5 

8806290368 Forwards Amends 115 8 118 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation Amends modify Paragraph 3T of licenses to require compliance 
w/amended physical security plan 

WAGNEFLDH Project Dire do rat© 1113 00/06/09 FAY.CW Wisconsin Electric Powor 
Co 3pp, 4505 6 124 46956 133 

-8BD6290375 Amends 1 15 & 118 to Licenses DPR 24 & DPR 27, respectively, amend 
ing Paragraph 3 F of licenses 10 require compliance w/ amanded physical security 
plan 

PERKINS, K E Protect Diractorale III 3 88/06/09 4pp 45956 127 45956 130 

-8806290379 Safety evaluation supporting Amends 115 & 118 to Licenses DPR-24 & 
DPR 27, respectively 

* Office of Nuclear Reactor Regulation, Director (Port 870411) 08/06/09 3pp 
45956 131-46956 133 

0806170191 Submils latest revs to FSAR.Section 1 8 re OA program Changes nol con 
steered reduction in QA program commitments Horn Mjnvolvlng retention oJ 
radiographs .reflects commitment change 

FAY.CW Wisconsin Electric Power Co 0B/O6/13 Document Conlrol Branch (Docu 
mont Control Desk) 35pp 45064 103 45064 137 

6806210087 Partial response to FOIA request for documents Forwards App D 
documents App C documents available In PDR App E documents completely withhold 
(ref FOIA Exomplron 5) 

GRIMSLEY.DH Division of Freedom of Information & Publication Servicos (Post 
080515) 88/06/13 MAXWELL, B Cosmos Broadcasting Corp. 9pp 45053 268 
45057 142 


0600210244 Forwards response to NFC 080516 request for add! Info ro (Inal rept of 
conduit fire protection research program Agrees that mealing to discuss Issues would 
be mutually beneficial 

FAY.CW Wisconsin Electric Power Co 08/06/15 MCCRACKEN.C.E Chemical Engl 
neenng Branch 5pp 45845 355*45045 359 


X Insurance & Indemnity Information 

8806150351 Forwards Endorsements 91 A 75 lo NELfA Policy NF-178 & MAELU Policy 
MF-53, respectively 

DUN DAS ,W J Wisconsin Electric Power Co 0B/D5/25 DINITZ.f NRC - No Del a Hod 
Affiliation Given 5pp 45014 141-45814-145 


K. Utility Final Safety Analysis Report (FSAR) & amends 


-0806210137 Discusses topics for senior mat meellnQ & submits partial Haling of facill 
ties whom vendor support has been probtom.vGndor involved & compononl/lssuo ol 
Interesl W/copyrighted mail 

GREETNMAN.E G Ttoglon 3. Ofc of the Director 08/03/09 DA VIS, A 0 Region 3, Ofc 
cf the Director 22pp 45857 131 4 5057 142 

8806290163 Forwards Westlnghouse Owners Group Notilicalion Ltr OG-flfl-21,idontify 
lng mldioop concerns.por Generic Ltr 67*12, “Loss of RHR While RCS Partially Filled" 
& 680426 meeting ogroomont 

NEWTON,R,A Wcstmghouso Operating Plants Owners Group 80/06/20 
HODQES.W Reactor Systems Branch 7pp 4597333045973344 

8808280061 Forwards revised version of Figure 1 8, “Wisconsin Electric Powor Co Or 
ganlzailons w/QA ffdorfaco to Planl " 

FAY.CW Wisconsin Electric Power Co 08/06/23 Document Control Branch (Docu 
ment Conlrol Desk) 2pp 45963 205 45003 296 


8008170191 -Submits latest revs to FSAR, Section 1.8 f© OA program Changes not con- 
sidered reduction In OA program commitment Hem Mjnvolvlng retention of 
radiographs, reflects commilmenl change 

FAY.CW Wisconsin Electric Power Co 88/06/ 13 Document Conlrol Branch (Docu 
menl Control Desk) 35 pp 45864 103 45064,137, 


P, Operating license stage documents & correspondence 


O. inspection reports, IE Bulletins A correspondence 

8805230206 Forwards Insp Repls 50-266/00*09 & 50 301/80*09 On 800316* 0430 & 
nobco of violation Areas inspected procedures & representative records.obsorvationB 
& interviews w/ personnel 

KNOP.RC Region 3, Ofc of the Director 80/05/16 FAY.CW Wisconsin Eloclrlc 
Powor Co, 2pp 45064,169-45664 162 


8005240204 Confprms Ibat all components required to trip reactor Identified as safety- 
related on relevant documents.psr Generic Ltr 03*28, "Required Actions Based or> 
Generic Implications ot Salem ATWS Evanis." 

FAY.CW Wisconsin Electric Power Co BS/0S/11 WAGNER, D Project Directorate 
111*3 2pp 46673' V4& 45673 147 


■8005260276 Notice of violation from Imp on 000316 0430 Violation noted instrument & 
control supervisor submitted request for equipment isolation to duty shift supervisor 
w/o specifying time & dal© of ptennetf work activity 

KNOP.RC Region 3, Ofc of 1h© Director 88/05/16 ip 45664 171 45664 171 


000602024? Forwards exemption to tOCFRSO.App R .Section IILG 

requirements, permitting operation of plant w/o bxenf tire suppression sys In compo 
nenl cooling water HX & bone acid tank room A Instrument rack room 4 safety ova! 
uatfon 

WAGNER, D H. Project Directorate fll*3. 88/05/12. FAY.CW. Wisconsin Electric Power 
Cq 2pf> 45710,150 46710,160. 


-8806020284 Grants exemption from 10CFR50,App R.Sectlon IILG 
requirements, permitting operation ol plant w/o fixed fire suppression sys in compo- 
nent cooling water HX & boric acre# tank room & computer A instrument rack room, 
CR LITCHFIELD, O Division of Roactor Projects * llUv.V & Special Projects (Post 
670411), 88/05/23 Wisconsin Electee Powor Co. 5pp. 45710*1 52 45710-156 


^8806(120280 Safety evaluation supporbng exemption from 10CFR50,App R. Section 
III G3b requirements, permitting operation of plant w/o fixed fire suppression sys In 
component cooling wafer HX & boric acid tank room & computer & instrument rack 
room 

* Office of Nuclear Reartor Regulation, Director (Pogt 070-411) 86/05/12 4pp 

AK7in i flrt ^ 


*-8005250277 Insp Repts 60 266/0B-09 & 50 301/00 09 on 080316 0430 Violations 
noted Ma[or areas Inspectedflccnsee aciton on previous insp findings, operational 
safoty.mainl.ohysfcal security, snivel Ifanco & radiological protection 
DEFAYETTE.R, Region 3. Ofc of the Director 08/05/16 11pp. 45664 172-456 64 102 

0805010304 Responds to NRC 880413 Hr re violations noted in Insp Repls 50-266/06 
00 & 50-301/80-08 Corrective actions withhold (ref 10CFR73 21) 

FAY.CW Wisconsin Electric Power Co 88/05/16 DAViS.AB. NOREUUS.CE 
Region 3, Ofc of Iho Director 2pp 45731*352 45731 353 

8806 150252 Forwards Insp Repts 5Q260/8B-13 & 50 301/00-12 on 000418-22 & notice 
ot violation 

SHAFER.W D Region 3, Ofc of Ihe Director 00/05/19 FAY.CW Wisconsin Electee 
Powor Co 2pp. 45041 308 45041 3113. 

-8006150263 Nolfce of violation from insp on 000418 22 Violation noted failure to use 
flashing red light as warning device when dose rate exceeded 1000 m/h & radialion 
surveys performed while fuef ©lament fn stationary position 
SHAFER.W D. Region 3, Ofc of the Director 00/05/19, Ip 45841 310 45841 310 


0805310050 Forwards list of program elemenls & provFdos discussion of circumstances 
or measures in place or under development al plant, per Generic Llr 88*05 Probability 
L a P idi Z propagating failure or rupture of boundary very low, 
FAY.CW Wisconsin Electric Power Co 88/05/24. Document Conlrol Branch (Docu- 
ment Control Desk) 5pp 45694 203 45904 207 


-8806150256 Insp Repts 50 266/88-13 & 50-301/88-12 on 800410 22 Violations 
noted Major areas inspected organization & implementation controls, changes in 
organization, personnel, foe H Hies, equipment & procedures & planning A preparation 
PAUL.R A , GREGER.L R Region 3. Ofc of the Director 88/OS/lfl Opp 45841 311 
45041*318 
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8806130175 Concurs w/util that Bulletin GO 003 not applicable to plant since 88041 1 llr 
stated that GE-typa HFA rolays not used at plant 

WAGNER, D.H Project Directorate 111-3 88/05/26 FAY.CW Wisconsin Electric Power 
Co 2pp 45796 243 45796 244 

8805240028 NRC Info Notice 80 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 0G/05/27, 
Consolidated Edison Co of New York, Inc 120pp 45603 158-45603 277 

BB05240090 Suppl 1 to NRC Info Notice 67-061, “Failure of Woslinghouso W-2-Type 
Circuit Breaker Coll Switches " Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 86/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683.030 45683 157 

8805240215 NRC Info Notice 88 034, "Nuclear Mat! Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45700 30B 

8806060215 Forwards revised 080125 Inservlce Insp relief request for second 10-yr fnsp 
Interval Util agrees to revise proposed alternative Category B-L-1 & B-L-2 exams of 
one Unit 1 & one Unit 2 reactor coolant pump casings.per 8Q0414 suggestions. 
FAY.C.W Wisconsin Electric Power Co 88/05/31 WAGNER.D Project Directorate 
IN 3 15pp 46708 071-45708 085 

BB06080409 Forwards Safely Insp Ropt 60*266/88-10 on 880412*14,19-21 & 0510 
12, No violations noted 

HARRISON, JJ, Region 3, Ofc of Iho Director 80/05/31 FAY.CW Wisconsin Electric 
Power Co 2pp 45787 135 45707.144 

-0800080411 Insp Repl 50 266/80-10 on 080412-14,19 21 & 0510-12 No violations or 
deviations notod.MaJor areas inspected inservlce insp activities including roviow of 
program, procedures & observation of work & work activities 
SCHAPKER.JF, DANIELSON.D H Region 3, Ofc of tho Director 0B/05/27. 8pp 
45787 137-45787.144 

8806080414 Forwards Safely Insp Repts 50 266/88-1 1 & 50 301/8B-10 on 060503- 
05 No violations noted 

MARFISON.J.J Region 3, Ofc of tho Director 80/05/31 FAY.CW, Wisconsin Electric 
Power Co 2pp 45700 043 45788 049. 

-8808080415 Insp Ropts 50-260/80 11 & 50-301/80-10 on 880503 05 Violations 
noted Major areas Inspected licensee action on 16 Bulletin 79-14 & snubber functional 
testing & survolllnrice 

GAVULA.J.A., DANIELSON, DH Region 3, Ofc of the Director 00/05/26 5pp. 
45780 045 45788 049 

8805270300 NRC (nfo Notice 80 035, "Inadequate Licensee Performed Vondor Audits " 
Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Ce of Now York, Inc 120pp 45790,060 45790 107, 

6606020047 NRC Info Nolico GO 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation." Svc fist end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 08/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965152*45965 271. 

6606090301 Suppl 2 to NRC Bulletin 87 002, “Fastener Testing to Determine Conform- 
ance W/Appllcablo Matt Spocs " Svc fist end 

ROSSI, C,E, Division of Operalional Events Assessment (Post 070411) 08/06/10 
Consolidated Edison Co of Now York, Inc. 120pp 45916 208 46916 327 

8806170210 Provides summary of 880606 mooting re IE Bulletin 79 14 open Item Identl 
fled during 880503-06 special safety Insp Plans for future activities lo assess adequa- 
cy of as-built documentation rosulllng from bulletin program also providod 
FAY.CW, Wisconsin Electric Power Co 88/06/13 DAVIS, A B, Region 3, Ofc of the 
Director 4pp 45865.001 46865:004, 

6806080025 NRC Info Notice 88-037, Tlow Blockage of Cooling Water to Safety Sys 
Components" Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post Q70411) 88/06/14 
Consolidated Edison Co, or New York, Inc I25pp 45946 001-45946 125 

B6O6O0O211 NRC Bulletin 80 008, “Actions To Bo Taken for Trans portal Ion of Model 
Spec 2-T Radiographic Exposure Device " Svc list encL 

BURNETT.R.F Division of Safeguards & Transportation (Post 070413) 08/06/14 
Consolidated Edison Co. of Now York, Inc. 108pp 45935,211 45935-318 

8806216446 Concurs that IE Bulletin 88-001, "Delects In Wostlnghousa Circuit Break- 
ers" not applicable to facility. 

WAGNER, DH Project Directorate 111-3 88/06/14 FAY.C.W, Wisconsin Electric Power 
Co. 2pp. 45800-231-45808.232 

6606090194 NRC Info Notice 88*038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers,” Svc list end 

ROSSf,C,E, Division of Operational Events Assessment (Post 870411). 89/06/15 
Consolidated Edison Co of New York, Inc. Ill pp 45946 126 45946*236 

8806150013 NRC Bulletin 88-007, "Power Oscillations In BWRs" Svc list end 
ROSSI, C.E. Division of Operational Events Assessment {Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929,1 1 5 45929 228 

86061 60 106 Suppl 1 to NRC Bulletin 86 005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ, Svc list end 
ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co, of New York, Inc 120pp. 45965 032-45965:151. 

6806210492 Responds to NRC 880516 Ur re violations noted in Insp Repts 50*266/88* 
00 & 50-301/08 OQ.Corrective actlons-"Equlpment Isolation Procedure" should be In- 
cluded In request for tagout per PBNP 4,13. 

FAY.CW Wisconsin Electric Power Co 88/06/16. Document Control Branch (Docu- 
ment Control Desk). 3pp. 45904 303-45904 305 

8806260300 Advises that selection of applicable safety-related valves requested by IE 
Bulletin 85 003,Actlon Item e, acceptable, per review of 870505 response to request for 
addl Info. 

GREENMAN.E.G Region 3, Ofc of the Director. 80/00/16 FAY.C.W. Wisconsin Elec- 
tric Power Co 2pp, 45 9 6 6*2 9 8 -45960 299 


8806230062 Responds to NRC 080518 Itr re violations notod in Insp Repls 50-266/08- 
13 & 50 301/68 12 Corrective actions two areas Identified in auxiliary bldg Immediately 
osled & controlled In accordance w/Procedure HP 3 2 

AY,C W Wisconsin Eloclric Power Co 08/06/17 Document Control Branch (Docu- 
ment Control Desk) 4pp 45932 229-45932 232 

8006200051 NRC Info Nolice 80-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts," Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/00/23 
Consolidated Edison Co of New York, Inc lOBpp 45977 287-45978 033 

8806200306 NRC Info Notice 88 043, "Solenoid Valve Problems " Svc list encf 
ROSSI.CE Division of Operational Events Assessment (Post 870411) B0/O0/23 
Consolidated Edison Co of New York, Inc. 123pp 45977 164 45977 206 


R. Periodic operating reports & related correspondence 


0805240341 “Slate of Wl 19B5 Point Beach Environ Radioactivity Survey" 

* Wisconsin, State of NRC-30-83 647 85/12/31 30pp 45719.140 45719 185, 

8006130305 Monthly operating repts for May 1900.W/880810 Itr 
KRAUSE, C.W, FAY.CW Wisconsin Electric Power Co 88/05/31 9pp 45799 180 
45799-108 


S. Reportable occurrences, LERs 4 rerated correspondence 

8806160044 NPDES noncompliance notification on 8B0525,dally max total rosldual chlo- 
rine limitation exceeded Causod by failure of temporary dechlorination sys to provide 
adequate vol of sodium blsulfate Permanent flowmeter will be installed 
FAY.C W Wisconsin Efectric Power Co 08/06/03 Wisconsin, Slate of Ip 
45864-009-45864 009 

8806230170 LER 68 005 00 on O0O51G,Tech Specs violated Caused by exclusion of 
placing delta T channols in trip during callbr of power range nuclear instrumentation 
channel In procedure Procedures revised W/6GQ617 Itr 
FAY,C W Wisconsin Electric Powor Co 88/00/ 17 6pp 45902 260 45902 265, 
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F, Security, medical, emergency & fire protection plans 

8003070253 Forwards draft proposal, "Miscellaneous Amends & Search Requirements 
to Protect Secondary Power Supply as Vital." Proposal withhold (ref 10CFR73 21) 
WAREMBOURG.D W Public Service Co of Colorado 00/02/25 Document Conlrof 
Branch (Document Control Desk) 2pp 44656 027 44656 026. 

8805310097 Issue 8 to "Radiological Emergency Response Plan, Section 4 " W/080513 
Itr 

FULLER, C H. Public Son/lco Co of Colorado 80/05/13 281pp 45094 301- 

45695 225 

0005260331 Forwards Insp Ropt 50-267/8B-07 on 880301 31 & nolico of violation 
CALLAN.L J Roglon 4, Ofc of the Director 08/05/17 WILLIAMS, RO Public Service 
Co of Colorado 3pp 45686 241-45686 263 

-0805250337 Insp Rept 50 287/08 07 on 080301 31 Violations noted Major areas 
Inspoctod.followup of licensee action on previously identified findings^perallonnl 
safoty verification, review of 10CFR50.50 safety evaluations & radiological protection. 
FARRELL, R E„ MICHAUD, P.W , MULLIKIN.R.P. Region 4, Ofc of tho Director 80/05/ 
12 10pp. 45686-246-45686:263. 

8806020078 Responds lo 871117 Itr ro Rev 20 to plant physical security, training & 
qualification & contingency plans Certain portions of rev inconsistent w/ 
10CFR50 54 (p) & require util to follow previous plan re subj Items Enel whhheld 
CALLAN.L J Region 4, Ofc of tho Director. 00/05/26 WILLI AMS, R O Public Service 
Co of Colorado 2pp, 45696 101-45696 102 

8800030373 Documents 080605 mooting w/util at Region IV ofc re proposed change to 
physical security program.as result of vloJallon noted In Insp Ropt 50 267/87-29 At- 
tendance list end 

CALLAN.L J Region 4, Ole of Iho Diroctor 00/05/26 WILLIAMS, R O, Public Sorvice 
Co of Colorado 3pp, 45746 323-46746 32S 

8006010091 Responds lo NRC 800107 Ur re violations noted In Insp Repl 50-267/07* 
2D Response withheld (ref 10CFR73 21) 

FULLER, C,H. Public Sorvice Co of Colorado 88/05/27 Documenl Control Branch 
(Document Control Desk). 2pp, 45730 270-45730 272 

8806090065 Advises that portions of G71117 Rev 20 to security plan for 
protecllon.recelpl & storage of SNM & special measures during refueling operation 
consistent w/provislons of 10CFR50 64{p) & acceptable Corrections to plan request 
ed. 

C ALLAN, LJ Region 4, Ofc of the Director. 88/05/31, WILLIAMS, R O Public Service 
Co of Colorado 2pp 45801.007-45801-000, 

0806130042 Forwards Insp Rept 60*267/88-1 1 on 800425*29 & nolico of violation 
CALLAN,L J Region 4, Ofc of tho Director 00/06/02 WILLIAMS, R.O Public Service 
Co of Colorado 2pp 45821.110 45821 120, 

-B8061 30053 Notice of violation from Insp on 880425 29, Viol at I on noted inadequate 
training of personnel assigned to emergency response organization & failure to notify 
state in required lime after declaring emergency. 

* Region 4, Ofc of the Director 88/06/02, 3pp 46821 112 45621 ‘114 

-8006130054 Insp Rept 60 267/B8-11 on 880426 29 Violations noted Major areas 
inspected emergency rosponse program,lncluding training, emergency 

facililios, equipment, Instrumentation & supplier 

HACKNEY.CA, FJSHER.W-L, Region 4, Ofc of the Director 00/05/25. 6pp 
45821*115*45821.120 
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08O629O35B Revised radiological emergency response plan (RERP) 
procedures, including Issue 3 of RE HP-CORE, " Procedure Core Damage Evafua 
lion’* & Issue 1 of RERP EVAC. "HEAP Implementing Procedure Evacuation of Sile 
W/680606 ftr 

FULLER ,C H Public Service Co of Colorado 88/CB/06 69pp 45954 264 45954 332 


6-805140 IS 1 Forwards Insp Rept 50-267/88 10 on 880401*30 & notice of 
violation Unresolved item & actions taken w/regard to previously Identified insp find 
ings ictaniihed in Paragraphs 5 & 2,roapectively 

CALLAN.Il J Region 4 Ofc of the Director 88/06/10 WILLIAMS.RO Public Service 
Co of Colorado 2pp 45818 308*45818 324 


— 8808 140204 Insp Aepl 50-267/88 10 on 880401-30 Violations noted Major areas 
inspected followup of licensee action on previously identified findmgs.foirowup of AIPe 
nation 88-A 01, operaltona! safety verification & fire protection 
FARRELLJTE. MICHAUD.PW. SINGH, A Region 4, Ofc of Iho Director 68/06/08 
14pp 45816 311-45916 324 


6806160039 Responds lo Confirmation of Action Ur 88 07 received as result, of 880429 
conversatron re Emergency Preparedness Insp Rept 50*267/68 11 Refresher training 
& testing of fill licensed operators completed on 880531 

WILLIAMS.RO Public Service Co of Colorado 88/06/10 Document Control Branch 
(Document Control Desk) 5pp 45862 305 45862309 


8806210009 Forwards addl info to support NRC review of revised final draft of upgraded 
Tech Specs for plant.including revised Tech Specs to delete charcoal filter test oxcop 
lions after painting & revise util organization 

BREYHL Public Service Co of Colorado 08/06/14 CALVO.J A Project Directorate 
IV 43pp 45911 202*45911 250 

•*0006210012 Revised Draft Tech Specs 3/4 6 5 2,dolotmg charcoal filter test oxcep- 
lions. after painting w/low solvent paints r 6 5 1 2 & 6 2 3 3, ref fading recent util roorga 
mzation & 3/4 7 1 5 & 3/4 7,1 6, requiring one oporable valve per loop 

* Public Service Co of Colorado 88/06/14 I4pp 4591 1 245 4591 1 250 

0806270109 Forwards safety evaluation re util 880502 submittal of addl info on destruc- 
tive oxsrrt rept for Fuol Test Assembly 2 Results of lasting, demonstrated lhal fuel ns 
sembfy graphite & fuel performed within design limits for 483 EFPDs 
HEITNEFLK Project Directorate IV 80/06/15 WILLIAMS.R O Public Service Co of 
Colorado 4pp 45929 DOO 45929 09B 

- 8806270192 Safely evaluation rc destructive oxam repl for Fuel Test Assembly 2 Fuel 
represented by Fuel Test Assembly^ predicted lo ho safe for operation in facilily lor 
1,600 EFPDs 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 80/06/15 5pp 
*15929 094 45929 09 B 


8806290023 Forwards response to NRC 860429 request for addl Info re facility fire pro* 
lection program plan W /ih re o oversize drawings 

WJLLPAMS.RO Public Service Co of Colorado 88/06/13, Document Control Branch 
(Document Control Desk) 2O0pp 45968 190 45069 115 


8006290160 Forwards 660501 fir re "Guidance for Development of Simulation Facility to 
Moot Rofluiromenls of 10CFR55 45, Rov 2," lo assuro proper distribution 
HEITNERKL Projecl Directorate IV 80/06/15 WILLIAMS.RO Public Sorvico Co of 
Colorado 4pp 45057 094 45957102 


J. Inatirartce & Indemnity Information 

0808150031 Forwards Endorsements 73,74,76.77,76,70.80,83.84,85 8 68 to NELIA 
Policy NF-192,Endor5ements 63,64,65.66,67.68,71.72 S 75 to MAELU Policy MF 
^.Endorsements 4,5,6.7 & 8 to NELIA Policy N 33 8 Endorsements 4,5.6, 7 & 0 to 
MAELU Policy M 33 

XORSTAD.DC Johnson & Higgins Insurance 88/05/09 DINITZ.I Office of Nuclear 
Reactor Regulation, Director (Post 870411) 31pp 45812 291-45812 321 


P Operating license singe documents & correspondence 

9806010067 Forwards plan to develop simulation facility for plant by 1990 Application 
for approval of simulation facility will bo made upon completion Util also pursuing ap- 
proval of training program using completed pah-la sk simulator of controls 
WILLIAMS.RO Public Service Co of Coforado 08/05/24, Document Control Branch 
(Document Control Desk) Ip 45738 258 46739 051 

-880601009a "Simulation Facility Program Plan" 

‘ Public Service Co of Co torn do 0B/05/26 30pp 45738 259 45738 280 

-8B06010094 Rov 2 to “Guidance? for Development of Simulation Facility lo Moot Re 
quifomcnts of 10CFRSS45” 

* Public Service Co Ol Colorado 68/03/31 123pp 45730 2 8 9 4 5 739 051 

8006020304 Provides update of technical states of Issues provided to Ofc of Inspector 
& Auditor during plant Investigation, in response to- 800504 request 
M'iRAGUA.FJ Associate Director for Projects (Post 070411) 08705/24 

MULLEY.G A Office of Inspector & Auditor 6pp 45709 08B-45709 093 

8806030362 Forwards safety evaluation partially accepting util 800205 requost for 
changes to administrative control section of Tech Specs Clarification ct issues wUhm 
30 days requested 

MEITNER, K L Project Directorate IV 00/05/24 WILLIAMS.RO Public Service Co of 
Colorado 4pp 46715 065-45715 071 

-8806030367 Safety evaluation partially accepting util 880205 requost to change admfn 
istralive controls section cl Tech Specs as stated 

- Office ol Nuclear Reactor Regulation, Director (Post 870411) 80/05/24 3pp 
45716069 45715071 

80060 to 241 Forwards for proof & rev iovv, re vised final draft of Tech Spec upgrade 
program Tech Specs responsive to goals of improving clarity & completeness 
BREV.HL Public Service Co ol Colorado OG/05/27. CAlvO.J A Project Directorate 
IV 625pp 45720 189 45730 001 

8008210436 Forwards nollco of environ assessment & finding of no significant impact re 
Uhl 880200 applicatron concerning setpoints tor planl proloctive sys 
HEITNER.K L, Project Directorate IV 08/06/03 WILUAMS.R O Public Service Co of 
Colorado 4pp 450B8 223 45888 229 

-08O621O449 Nobce of environ assessment & finding of no significant Impact ro util 
Q 00208 proposed revised setpoints for plant protective sys to allow for administrative 
errors Commission has decided not to prepare EfS 
CAL VO, J A Project Directorate IV 80/00/03 3pp 45800 227-4580B 229. 

8608200149 Forwards NRC 880601 Hr to MJ Kirby, Chairman UtiJ Simulation Facility 
Group for Info & use Requests attention to actions called for by each group member 
util lo obtain NRC approval ol planl specific simufation facility 
FAIRTJLE,M Projocl Directorate I 3 88/06/06 PAPANIC.G Yankee Atomic Elect nc 
Co 2pp 45844 210 45644 219 

—8808130317 Comments on review of Mar 1980 Rev 2 lo “Guidance for Development 
ol Simulation Facility lo Meat Requirements of lOCFRSS^ 1 * Rev satisfactorily ad 
dresses majority of questions & concerns raised during 871207 meGhug.W/*ncl 
HANNON, JN Operator Licensing Branch 83/06/01 KIRDY.M J Lfti lily Simulation Fa 
cility Group 6pp 45844 220-4 5B4 4 224 

BS0621C2IQ Forwards background info on ovorf light restrictions at nuclear power 
facilities FAA &. NRC have no formal restrictions re commercial ovrrflights.NRC re 
views flight paths on caso-by case basis for each facility 

BUCKL&Y.JT Technical Review Branch 88/06/13 BALLARD, R L Technical Rovlew 
Branch 2pp 45914 012-45914 0 22 

-8806210250 Advises that C MacVoan woll took into malter re ml Mary over flights ■& 
check w/Army concerning involvoroenl w/plant industrial security planMacVean ex- 
pressed concern ro plan fo publish safety guide on Industrial sabolago 
GRIMES, B K Atomic Energy Commission, 71/05/24 MORRJS.PA Atomic Energy 
Commission 5pp 45914 065-45914 066 


0000290334 Forv/arcs SER concurring w/ulil proposed corrective actions in engineering 
rept entitled, “Helium Circulator S/N C 2101 Damage & Intel Piping S/N 2001 Repair 
& Mod Activities " 

MEITNER, K L Projecl Directoralo IV 80/06/15 WILLIAMS.RO Public Sorvico Co of 
Colorado 4pp 45956 140 -459 5S 147 

-8006200335 SER concurring w/util proposod corrective aclions in engineering ropt on 
titled. "Rept of Helium Circulator S/N 2101 Oamage & Intel Piping S/N 2001 Repair & 
Mod Activities " 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 08/06/15 4pp 
45956 144 45956 147 

6806300366 Notice of Issuance of Amend 60 to License DPR-34 Amend revised certain 
setpoints for plant protective sys lo allow for Instrumentation errors 
HEITNER.K L Project Directorate IV 00/06/20 2pp 45969 220 45969 221 


Q, Inspection reports, JE Bulletins & correspondence 

8806140569 Responds to NRC Q60331 fir re violations rolod tn Insp Ropt 50 267/Gfl 
93 Corrective actions Procedure SR RE-17-W revised to include slop by step inslruc 
lions for accomplishing spood cable changes 

WILLIAMS.R O Public Sorvice Co of Colorado 00/04/29 Document Control Branch 
(Document Conlrcl Desk) 5pp, 45827 037 4502/041 

0095250331 Forwards Insp Rept 50 267/08 07 on 000301 31 & notice of violation 
CALLAN.LJ Region 4, Ofc of tho Director 08/05/ 17 WILLIAMS.RO Public Soivico 
Co of Colorado 3pp 45606 241 45606 263 

-8005260333 Notice of violation from Insp on 800301 31 Violation noted two valves for 
emergency dioso! generators air starting sys In position not in accordance w/applica 
bio procedure or drawing 

- Region 4, Ofc of tho Director 08/05/17. 2pp 456B6 244-45086 245 

-0805250337 Insp Ropl 50 267/00 07 on 800301 31 Violations noted Major areas 
Inspected followup of licensee action on previously identified findings, operational 
safoty vonficfltion.ro viow of loCf"R50 59 safely evaluations & radiological protection 
FARRELL.RE, MtCHAUD.PW, MULLIKIN.R P Region 4. Ofc of tho Director 08/05/ 
12 I8pp 45686 246 45686 263 

0805310199 Forwards Insp Rept 50 267/00 09 on 8B0411-15 & notice ol violnllon 
CALLAN.L J Region 4, Ofc of the Director 80/05/24 WILLIAMS, R O Public Service 
Co of Colorado 2pp 4571 1 31S 4571 4 342 

-8005310202 Notice of violation from insp on 8B0411-I5 Violation noted water chomis* 
try Inslrumenl QC charts tor analyses for chloride by Ion chromatography & s>llica by 
spectroscopy not proporly evaluated 

* Region 4, Ofc of Iho Director BB/05/24 2pp 4571 1 318 4571 1 319 

-8006310203 Insp Rept 50 267/80 09 on 000411 15 No violations or deviations 
noted Major areas inspected llcensoe chemistry/ radiochomlstry program & water 
chemistry & radiochemistry confirmatory measurements 

NICHOLASES , WJSE.R , BAER.R E Region 4. Ofc of the Director 00/05/13 22pp 
45711 320 45711 342 

8006020107 Ack receipt of 880108 & 0422 responses to NRC 071210 Hr re corrective 
actions taken In response lo concerns raised in Insp Rept 50 267/07 30 
CALLAN.LJ Region 4. Ofc of tho Director 00/05/24 WILLIAMS.RO Public Sorvico 
Co of Colorado 2pp 45698 187-45698 188 

0006030373 Documents 8G05O5 meeting w/uhl at Region IV ofc re proposed change to 
physical security program.as result of violation noted In Insp Rept 50 267/07-29 A1 
tendance list end 

CALLAN.LJ, Region 4, Ofc of tho Director 09/05/26 WILLJAMSRO Public Service 
Co of Colorado 3pp 4574 6 323 4 5 746 325 

8806240029 NRC Info Notice 00 033. "Recent Problems Involving Model Spec 2*T Ra 
diographic Exposure Device ” Svc lial end 

BURNETT RF Division of Safeguards & Tranaporiation (Post 870413) 80/05/27 
Consolidated Edison Co of New York, tnc 120pp 456B3 150-45683 277 

9006010001 Responds lo NRC 000107 Hr ro violations noted In Insp Rept 50-267/07 
29 Response withheld (ref 1QCFR73 21) 

FULLERC H Public Service Co of Colorado 8B/05/27 Document Control Branch 
(Document Control Desk) 2pp 45730 270 45730 272 
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8806030222 Responds to |E Bulletin 05-001 & Generic Ltr 80 03 re steam binding 
concerns Steam bindings precluded at plant for feedwater pumps, condensate pumps 
& fire water pumps due to existing design, configuration & procedural requirements 
WILLIAMS.R O Public Service Co of Colorado 88/05/27 Document Control Branch 
(Document Control Desk) 5pp 45746 352 45746 356 

8805240090 Suppl 1 to NRC Info Notica 87-061, “Failure of Westmqhouse W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 038-45683 157 

080524021 6 NRC Info Notice 88 034, "Nuclear Mali Control & Accountability of Nonfuel 
SNM at Power Reactors “ Svc list end 

ROSSt.C E Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 180 45790 30B 

8806130004 Responds to NRC 000427 ltr re violalions noted In Insp Rept 50 267/88- 
08 Correclive actions engineering & QA personnel conducted audit of special handling 
drawing sets & Purchase Order N0446 revised on 0G041 1 

WILUAMS.RO Public Service Co of Colorado 88/05/31 Document Control Branch 
(Document Control Desk) 7pp 45807 304 45807 310 

6806130042 Forwards insp Ropt 50 267/88 1 1 on 880425-20 & notice of violation 
CALLAN.LJ Roglon 4, Ofe of tho Director 00/06/02 WILUAMS.RO Public Service 
Co Of Colorado 2pp 45021 110-45821 120 

-8806130053 Nalico of violation from insp on 880425 20 Violation noted Inadequate 
training of personnel asslgnod lo emergency responso organization & failure to notify 
state in required limo after declaring emergency 

* Region 4, Ofc of tho Director 88/06/02 3pp 45821 1 12 45821 1 14 

-8808130054 Insp Rept 50-267/88-11 on 880425 29 Violations notod Major areas 
inspected emergency response program,fncluding training .emergency 
facilities, oqulpment.lnslrumontalion & supplios 

HACKNEY, C, A, FISHER.W L Region 4, Ofc or the Dlroclor 80/05/25 6pp 
46821 115-45821 120 

8805270306 NRC Info Notico 88 035, “Inadequate Ucensco Performed Vendor Audits " 
Svc list end 

ROSSf.CE Division of Oporallonal Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of Now York, Inc I20pp 45790 068-45790 107 

8806140242 Forwards request lor addl info ro roviow of ulil responses to IE Bulletin 05- 
003, “Mo tor-Opera tod Valve Common Failures During Plant Transient Duo to Impropor 
Switch Settings " Info requested within 30 day9 of ltr dato 

CALLAN.L J Region 4, Ofc of tho Director 88/06/07 WILLIAMS, R O Public Service 
Co of Colorado 3pp 45833 344-45033 346 

BBQ602Q047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Oporalion “ Svc list oncl 

ROSSI, CE Division of Operational Evonts Assessment (Post 870411) 88/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965 152 45965 271 

0806090301 Suppl 2 to NRC Bulletin 07 002, “Fastener Testing to Dotormlno Conform- 
anco W//teplicablo Mail Specs " Svc list end 

ROSSI, CE Division of Operational Evonts Assessment (Post 070411) BQ/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200 45916 327 

8806t4019l Forwards tnsp Ropt 50 267/80-10 on 000401-30 & notico of 
violation Lfnrosolvod item & actions taken w/regard to previously identified insp find 
inns Identified In Paragraphs 5 & 2,rospaclivoly 

CALLAN.LJ Roglon 4, Ofc of tho Director 00/06/10 WILLIAMS, R O. Public Service 
Co, of Colorado 2pp 45818 308 45810 324 

-8806140197 Notice of violation from Insp on 800401-30 Violation noted lack of proce- 
dural guldanco contributing to mlsoporalion of nitrogen storage valves resulting In un- 
plannod release of radioactivity on 8004 26 

• Roglon 4, Ofc of Iho Director 00/06/10 Ip 45810 310 45818 310 

-8806140204 Insp Ropt 50 267/00-10 on 880401-30 Violations noted Major areas 
Inspoctod followup of licensee action on previously Identified findings.followup of Alle- 
gation B0-A-01, operational safely verification & fire protection 
FARRELL, R E , MICHAUD, P.W, SINGH, A Region 4, Ofc of tho Director. 88/06/00 
14pp 45018 311-45818 324 

8806150213 Ack receipt of 880429 ltr Informing NRG of steps taken lo correct violations 
noted In Insp 60-267/80 03 

CALLAN.L / Region 4, Ofc of the Director 00/06/10 WILLIAMS, R O Public Service 
Co of Colorado 2pp 45012 099 45812 100 

8606160039 Responds to Confirmation of Action Ltr 80 07 received as result of 880429 
conversation re Emergoncy Preparedness Insp Rept 60-267/00*11 Refroshor training 
& testing of all licensed operators completed on 000531, 

WILLIAMS, R.O Public Service Co of Colorado 80/06/10 Document Conlro) Branch 
(Document Control Desk) 5pp 45862 305-45062 309 

8806080025 NRC Info Notico 00 037, "Flow Blockage of Cooling Water lo Safety Sys 
Components " Svc list oncf 

ROSS1.C E Division of Operational Events Assessment (Post 870411), 00/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001*45046 125 

8606060211 NRC Bulletin 00 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device “ Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 88/06/14 
Consolidatecf Edison Co ol New York, (nc 108pp 45935 211-45935 310 

8806090194 NRC Info Notice 08 030, "Failure of UndarvoHago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI, C.E, Division of Operational Events Assessment (Posl 070411) 88/06/16 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 126 45946 236 

8806150013 NRC Bulletin 88 007, “Power Oscillations In BWRs " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 670411) 00/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115 45929 228 

8806150186 Suppl 1 to NRC Bulletin 80 005, “Nonconforming Matls Supplied by Piping 
Supplies, Inc at Folsom, NJ & Wost Jersey Mfg Co at Williamstown.NJ Svc list end 
ROSSI, CE Division of Operational Evonls Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 


8806230018 Ack receipt of 8B0527 Hr Informing NRC of steps taken to correct violations 
noted in Insp Rept 50-267/87*29, 

CALLAN.L J Region 4, Ofc of the Director 08/06/15 WILUAMS.RO Public Service 
Co of Colorado 2pp 45932 147-45932 150 

8006270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PDFI App A documents also available in 
RDR Apps D through G documents withhold (ref FOIA Exemption 5) Releasable por- 
tion encl 

GRiMSLEY.DH Division of Rules & Records (870413 080514) 08/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45996:200 45990 359 

-0806270252 Informs that Iwo senior operators passed exams administered in Fob 
1904 Plant roquaiiflcatlon program evaluated as satisfactory.based on sample of II 
censed personnel In Jul 1 9B4 

COOLEY.R Region 4, Ofc of tho Director 03/03/06 PLUMLEE.G L Region 4, Ofc of 
the Director Ip 45999 021 45999 021 

-0806280059 Discusses replacement exams administered during SALP reporlmg period 
from 860507-070430 Plant roquallfication program audited during performance period 

6 found marginally satisfactory 

COOLEY.R A Region 4, Ofc of the Director 07/06/03 JAUDON.J Region 4, Ofc of 
the Director Ip 45999 039-45999 039 

8806230233 Forwards inservlce Insp & testing program plan scopo & 
guldallnes.updating status of util elforts t o enhance program separalo from Tech 
Specs Plan proposed to be Implemented after fifth refueling outage 
WILUAMS.RO Public Service Co of Colorado 80/06/17 CALVO.JA Project Direc 
torate JV 5pp 45902 301 45902 305 

8006230308 Confirms that GE UFA latchlnn-typo relays not ulilizod In safety rolaled ap 
plications at plant, par NRC Bullotln 80 003 

WILLIAMS.RO Public Service Co of Colorado 00/08/17 Doc umonl Control Branch 
(Document Control Desk) 2pp 45931 353-45031 354 

0896280165 Responds to NRC 080517 ltr re violations noted in Insp Rept 50-267/88 

07 Corrective actions diesel generator sys valve lineup, w/indepondenl verification 
completed Affected valves scaled shut & placed on ptant sealed & critical valve list 
WILLIAMS.R O, Public Sorvica Co of Colorado 08/06/17 Document Control Branch 
(Document Control Desk) 4pp 45944 184-45944 107 

8006300211 Advises that no further action required ro 000330 response to NRG Bulletin 
BO 001, "Defects in Westinghouse Circuit Breakers," since no subj breakers utilized at 
facility 

HEITNER.KL Project Directorate IV 00/06/20 WILLIAMS, R,0 Public Service Co of 
Colorado 3pp 45075 114*45075 116 

8006200051 NRC Info Notico OB 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts “ Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Posl 870411} 80/06/23 
Consolidated Edison Co of New York, Inc 108pp. 45977 207*45978 033 

8806200306 NRC Info Notice 09 043, "Solenoid Valve Problems “ Svc list end 
ROSSI.CE Division of Operational Evonls Assossmonl (Post 070411) GG/06/23 
Consolidated Edison Co of Now York, (no 123pp 45977 164 45977 280 


S, Reportable occurrences, LERb & related correspondence 

8806100207 LER 00 009 OO'on 0 00506, reactor scram on high hot reheat steam temp 
occurrod following trip of B helium circulator Caused by malfunction of analog avorag 
Ing instrument Hot reheat steam temp circuit functionally tostori W/800006 ltr 
JOSEPH.M A, FULLER, C H , CASTOR, J Public Sorvico Co of Colorado 00/06/05 
9pp 45772 146-45772 154 

8006170169 LER 08 010 00 on 000509, reactor scram srgnal (nitrated when min aclu 
ation logic completed duo to trip on scram Channel B Caused by noise induction into 
channel from unidentified source W/0006G0 fir. 

JOSEPH.M A, HILL.J, FULLER, C H. Public Sorvico Co of Colorado 00/06/09 5pp 
45026 052 45826 056 

8806280086 LER 87-004 02 on 870216, liquid effluent rolofiso initiation discovered & 
reported Caused by personnel not obtaining & analyzing samples prior to release Now 
policy & procedure changes implemented to provide more controls W/060 624 Hr 
JOSEPH.M A, FULLER, CH Public Sorvfco Co of Colorado 0B/06/24 0pp 
46962 246 45962*263 


V, Operator Examinations 

8806160039 Responds to Confirmation of Action Ltr 08 07 received as result of 000429 
conversation ro Emergency Preparedness Insp Rept 50 267/8B 1 1 .Refresher training 
& testing of all licensed operators completed on 080531, 

WILLIAMS.R O. Public Service Co. of Colorado, 08/06/10 Document Control Branch 
(Document Control Desk). 5pp 4S862 305 45862 309 

8B06270149 First partial responso to FOIA roquost for documents Forwards Apps B & 
C documents Documents available in PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable par 
tlon enc) 

GRIMSLEY.DH Division of Rules & Records (070413 0BO51 4) 08/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45998 208 45998 350 

-8806270252 Informs that iwo senior operators passed oxams administered m Feb 
1984 Plant requalification program evaluated as satisfa ctory.be sod on sample of li 
censed personnel In Jul 1964 

COOLEY.R Region 4, Ofc of the Director 03/03/06 PLUMLEE.G L Rogmn 4, Ofc of 
the Director Ip 45999.021 45999 021 

-8806280059 Discusses replacement oxams administered during SALP reporting period 
from 860507-070430 Plant roquallfication program audited during performance period 
& found marginally satisfactory 

COOLEY.R A Region 4, Ofc of tho Diroctor B7/O6/03 JAUDON.J Region 4, Ofc of 
the Director. Ip 45999 039 45909 039 
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DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & lire protection plans 

8806160452 Forwards comments on review of l-SFSI physical security plan Revised re 
SDOnso reeuested within 45 days of receipt of llr Whether illumination will be sitfficlonl 
for assessment & surveillance should be stated 

BRACH.E W Licensing Branch 88/04/26 TUCKER.N B Duke Power Co 2pp 
45023 286 45323 269 

0805260150 Forwards response to NRC 880421 llr re violations noted In Insp Repts 50- 
269/8 8- 10, 50 -2 70/8 8- 10 & 50 287/83 10 Response withheld (ret 10CFR73 21) 
TUCKER.H 0 Duke Power Co 80/05/20 document Control Grancb tDocument Con 
trot Desk} 3pp 45701 106 45701 198, 


8006170155 Advises that safety 8 performance improvement program implementation 
schedule wilt be submitted w/B&W Owners Group latest recommendation tracking sys 
rept to NRC, per NRC 800429 request for Implementation schedule by 080601 
TUCKER.H B Duke Power Co 00/05/27 VARGA.S A Division of Reactor Projects - 
I /II (Post 870411) 2pp 45B26 13 1 45826:132 

6606990225 Application for amends to Licenses DPR-38.PPR-47 & DPR-55 changing 
Tech Spec 3 16 4 re primary to secondary leakage rate limit through both steam 
generators Other changes Include deletion of Tech Spec 4 17 6 c Fee paid 
TUCKER, HB Duke Power Co 08/05/31 Document Control Branch (Document Con 
trot Desk) 5pp 45801 200 45001 224 

-8806090231 Proposed Tech Spec 3 1 6 4 re increasing limit of total primary to second 
ary leakage through both steam generators per unit from 0 3 gpm to 1 0 gpm 
• Duke Power Co 86/05/31 12pp 45601 213 45801 224 


0006010010 Forwards Rev 25 lo security plan re physical barkers m subterranean pro 
tected areas 8 vital areas Enel withhold (ref 10CFR73 2t> 

TUCKER.HB Duke Power Co 88/05/25 Document Control Branch (Documenl Con- 
trol Desk) ip 45730 273-45730 273 

0006200200 Forwards Insp Repls 50-269/88-12,50 270/0042 & 50-287/88-12 on 
8804 19 0516 No violations or deviations noted 

BROWNLEE.VL Region 2. Ofc of tho Direclor 80/05/02 TUCKER.HB Duke Power 
Co 2pp 45901 244-46901 258 

-8806200206 Insp Repts 50 269/89 12.50-270/08-12 & 50 287/8 B 1 2 on 890419 
0516 No violations noted Major areas inspected operations, surveillance, ma I nt. physical 
security, radiation protec tion.ESFs lineups & nonroutmo reporling 
SKINNER.P H Region 2, Ofc o i the Director 80/06/01 13pp 45901 246 45901 258 

8806176302 Forwards Amends 166, 1 66 & 163 to Licenses DPR-30.DPR 47 & DPR- 
55 v respectively & safety evaluation Amands revise Tech Specs re firo hose stations 
PASTIS.H N Project Directorate 113 80/06/07 TUCKER.H 0 Duke Power Co 3pp 
45827 132-45027 144 

-8 0D6-1 70300 Amends 168,166 & 163 to Licenses DPR-38.DPR-47 6 DPR-55, 
re spec lively, revising Tech Specs re fire hoso stations 
MATTHEWS.DB Project Directorate II 3 88/06/07 0pp 45027 135-45B27 142 

-8006170310 Safety evaluation supporting Amends 160,166 & 163 to Licenses DPR- 
30,DPR-47 & DPR 55,ffl spec lively 

4 Office of Nuclear Reactor Regulation. Dlroctor (Post 870411) 0B/O6/O7 2pp 
45927 143 45627 144 

8808210024 Discusses actions taken lo correct weaknoss in emergency preparedness 
noted Insp Repts 50-269/80 09,50-270/08 09 £, 50 287/80 09 
TUCKER.HB Duke Power Co 0B/O6/OB Document Control Branch (Document Con- 
trol Desk). Ip 45904 302-45904 302. 


J. Insurance & indemnity Information 


0906070352 Forwards notice of consideration of issuance of amends to Llcensos DPR 
38.DPR-47 & DPR 65 & opportunity for hearing re 800122 request Amends would 
revise Tech Specs to update LOCA con coming limited max allowable linear heat rate, 
PASTiS.KN Project Directorate 11-3 00/06/01, TUCKER.H B Duke Power Co 2pp 
45744 191 45744 199 

-9906070357 Notice of consideration of Issuance of amends to Licenses DPR GB.DPfl 
47 & DPR 55 & opportunity for hearing Amends revise Tech Specs to update LOCA 
limited max allowable linear heat rate to reflect B&W Owners Group topical rept 
MATTHEWS.DB Project Directorate II 3 88/05/26 7pp 45744 193-45744 199 

0806000292 Advises that B&W proprietary BAW 200 IP, "Low Pre-Pressure Fuel Ftod 
Program Burnup Extension LOCA Analysis," will be withheld, per 10CFR2 790(b)(5) A 
uti! 060122 request 

PASTIS.H N Project Directorate fl-3 89/06/02 TUCKER.H B Duke Power Co 3pp 
45757 039-45757 041 

8006170302 Forwards Amends 166,166 & 163 to Licenses DPR 38.DPR 47 & DPR 
55, respectively & safety evaluation Amends revise Tech Specs ro fire hoso stations 
PASTIS.H N Project Directorate 113 06/06/07 TUCKER.HB. Duke Power Co 3pp 
45827M 32-45027 144. 

-8006170308 Amends 166,166 & 163 to Licenses DFR-38.DPR-47 & DPR-55, 
respectively, revising Tech Specs re firo hoso stations, 

MATTHEWS.DB Project Directorate 11-3 80/06/07 8pp 45627 135 45027 142 

-88061703 10 Safety evaluation supporting Amends 166,166 & 163 to Licenses DPR 
30.DPR-47 & DPR 6 5, respectively 

* Office ot Nuclear Reactor Regulation, Director (Post 670411) 00/06/07 2pp 
45627*143 46827 144 

8806210416 Application for amends lo Licenses DPR-30.DPR-47 & DPR-55, changing 
Tech Spec 3 3 3 ro core flood tank sys Fee paid 

TUCKER.H 8 Duko Power Co, 88/06/00- Document Control Branch (Document Con 
trot Desk) 3pp 46029 229 45929 237 


8006030177 Forwards policy endorsmente.lncluding Endorsmonls 51,36,91 & 77 to 
NELfA Policlos NF-252.NF 201.NF-182 & NF 238, respectively & Endorsements 
32,26,72 & 65 to MAELU Policies MF-1O0.MFM 12.MF-61 & MF 93, respectively 
SANNA.L J Marsh & McLennan, Inc 88/05/26 DJNITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 07041 1) 37pp 45717 273 45717 306 


P. Operating license stage documents & correspondences 


-880'621Q424 Proposed Tech Spec 3 3 3 re core flood tank sys 
* Duke Power Co 00/06/08 6pp 45929 232-45929 237 

8BO6280228 Responds to NRC 800321 It* ro potential problems duo to falluro of non 
vital power supply Vnlvos at Wostlnghouso plant Interlocked w/prossuro Ira ns m It tors 
to prevent overprossurizatlon -of HPI suction pump 

TUCKER.H 8, Duke Po wor Co 00/06/09 Document Control Branch (Document Con 
trol Desk). 2pp. 45942 216 46942 216 


6605270075 Application for amends to Licenses DPR-30.DPR 47 & DPR-55, revising 
Tech Specs to support operation at lull rated power during Cycle II.Feo paid 
OWEN.WH Duke Power Co. 88/05/10 Document Conlrol Branch (Document Control 
Desk) 4pp 45700 149-45700 200 

-8805270079 Proposed Tech Specs, supporting operation at full rated power durinq 
Cycle 11 r 

* Duka Power Co 88/05/16. 17pp 45700 153-45700 169 

-880527008 J "Ocanee Unit 3,Cycle 1 1, Reload Rapt," 

* Duko Power Co DPCRD2011 09/05/31 31pp 45700,170 45700 200 

9006010077 Forwards addi info re accumulator tank love) S pressure, pressurizer 
3,alua & safety relief valve position or mainstream flow, per 
R° v,sc,d schedule for Reg Guide 1 97, Rev 2 implementation stated, 
TUCKER.HB Duke Power Co 88/05/18 Documen Conlrol Branch (Document Con 
Irol Desk) 6pp 45686 073-45680 076 1 

0000010040 Informs that util will provide scheduler info for development & fmplomenla- 
D?nn°™ ™ anced scrams & procedures S detailed response to Generic Ur 86 05 by 

<j B&&01 1 

Docume '” Con '' 0, a,flnch (Doc<, ™ n ' Co "‘ 

0806000230 Responds to Generic Llr 88 03 to steam binding of auxiliary feedwater 
pumps Plant not susceptible to sub) event Procedures in place to ensure that omer- 
l irlSS al S f v SyS D (feFW k m ^ n J^ r l? Qfich sh3fl & t0 ensure EFW pump recovery 

mon ' Conlro1 B,a,,ch < ° ocurnont Can 

8 fShi 7 nt cV/wJS l i i0, t i ,N ^ iC0 n° r Consideration of Issuance of Amends to Fa- 

cllity OLs a Opportunity for Hearing, modifying Tech Specs to Include operability & 
SfraKfu T ® c 1 g, I fOm0nls tor inadequate core cooling instrumental fon ^ 

45744 ll3 45744 21 g DfeCl0fatS 00/05/26 TUCKER.HB Duko Power Co 2pp 

i°nDD ct>f >M d Sj;atFon of issuance of amends to Llcensos DPR-38.DPR- 

47 & DPR-55 Amends revise Tech Specs to IncJuda operability A surveillance require 
wtmfSj 1 !?' cor0 coo3in 9 Instrumentations q 

MATTEWS.D B Project Directorate II 3 88/05/27. 5pp, 45744 215 45744; 2 19, 

Spocs ohanga roquosls lor McOuiro be based upon 

SShlttSd tX™a^ S uV^P ,aC, '“ d 0n Col0WbaRalyped P80<>s shDU,d 

5pM5744 S tfl4?l 57™iTs7 DlraCl<> ' ata "' 3 89/05/27 tucker HB Duke Power Co 


0806240076 Submits status summary rept on Multi Plant Action B-6G, "Natural Circuit 
tion Cooldown ” Near term OLs should not be added to Safety Issues Mgt Sys listing 
foraubj acllon 

CAPRA, R A Project Directorate J-1. HODGES.M W Reactor Systems Branch 08/06/ 
10, VARGA.S A Division of Reactor Projects - I/ll (Post 070411) Gpp 45927 001 
45927.006 

0806210322 Forwards suppl to safety evaluation on five listed items re training program 
dealing w/proventlon or mitigation of reactor vessel voiding. Response to first four 
items acceptable Revised responso to Hem 5 requested 

PASTIS.H N. Project Directorate 11-3. 08/06/13 TUCKER.HB Duke Powor Co 3pp 
45871 346 45071-350, 

-- 880621 0333 Suppl to safoty evaluation re training program dealing vv/ prevention or 
mitigation of reactor vessel voiding 

4 Office of Nuclear Reactor Regulation. Director (Post 070411) 00/06/13 2pn 
45G71 349-45071-35O 

8806220294 Advisos lhat util determined that mod to fnslall cavllaling venturis in each 
emergency feedwater line does not constitute unreviewed safety question or require 
Tech Spec change Addl info will be provldod by 060815 

TUCKER.H B Duko Power Co 88/06/13. Document Control Branch (Document Con- 
lrol Desk) 2pp 45069 231-45860 232 

8806210300 Forwards Amends 167,167 & 164 to Licenses DPR-38.DPR-47 & DPR 
55, respectively & safety evaluation Amend changes Tech Specs re transfer of radio 
active effluonls to chemical treatment pond 

PASTIS.H N Project Directorate II 3 00/06/15. TUCKER, H.B. Duke Power Co 3pp 
45859 340 45850 361 

-0806210321 Amends 107,167 & 164 to Licenses DPR-38JDPR 47 & DPR-55, 
respoclivoly, changing Tech Specs ro transfer of radioactive effluents to chemical 
treatment pond. 

MATTHEWS.D.B Project Directorate 11-3 08/06/16, 8pp 45858.351*45850.350 

-8806210327 Safety evaluation supporting Amends 167,167 & 164 to Licenses DPR 
SB, DPR 47 & DPR 55, respectively 

* Office of Ntrcloar Reactor Regulation, Director (Post 07041 1). 88/06/15 Gpp 
45958t359-45C58 ,301 

8BO6290106 Advises that BNL assisting RES In resolving generic issue on human fac- 
tors deficiencies at local control stations, LI sled Individuals wJlf lour plant on 880630 to 
obsorve conlrol room 

MATTHEWS.DB, Project Directorate IE-3. 86/06/17. TUCKER.H B Duke Power Co 
2pp 4695S 222-45956*223 
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8006290163 Forwards Weslinghouse Owners Group Notification Ltr OG-88 21,idenlily- 
ing midloop concerns, por Generic Ur 87-12, “Loss of RHR While RCS Partially Filled'' 
S 880420 meeting agreement 

NEWTON.R A weslinghouse Operating Piants Owners Group 00/00/20 
HODGES, W Reactor Systems Branch 7pp 45973 330-45973 344 

BB06290222 Appeals NRC denial of backfitting claim re containment integrated leak rate 
testing Util maintains view that two NRC positions not supported by App J constitute 
backfits for facilities 

TUCKER, H B Duko Power Co 06/06/20 Document Control Branch (Document Con 
trol Desk) 9pp 45948 342-45948 350 


Q. Inspection reports, IE Bulletins & correspondence 

6B0526O15O Forwards response to NRC 000421 ltr t& violations noted In Insp Repts 50- 
269/00-10,50 270/80-10 & 50 287/80-10 Response withheld (ref 10CFR73 21) 
TUCKER, H B Duke Power Co 08/05/20 Document Control Branch (Documont Con 
trol Desk) 3pp 45701 196 45701 190 

8806010233 Ack receipt of 080520 ltr Informing NRC of steps taken to correct violations 
noted In Insp Rents 50-269/08 10, 50-270/88-10 & 50 287/88 10 
CLINE,W E Region 2, Ofc of the Director 88/05/25 TUCKER, H B Duke Power Co 
ip 45733 001-45/33 004 

0808080126 Forwards Insp Rcpls 50 269/88 03,50-270/00 03 & 50 287/88 03 on 
880222-26 Violations discussed In oncl Insp ropt under consideration for escalated en 
forcemont action 

GRACE, J N Region 2, Ole of the Director 80/05/25 TUCKER, H 0 Duke Power Co 
2pp 45775 037 45775 061 

—8006000129 Insp Re pis 50-269/88 03,50 270/08 03 & 50-287/00 03 on 800222- 
26 Violations identified Major areas Inspected licensee Implementation of 10CFR50 49 
requirements for facility & insp of environ qualification equipment 
RUFF.A, CONLON.T Region 2, Ofc of the Director 80/05/17 23pp 45775 030- 
45775 061 

B 005240028 NRC Info Notice 80 033, “Recent Problems Involving Model Spoc 2-T Ra 
dlographlc Exposure Device " Svc list end 

BURNETT, R r Division of Safeguards 6 Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 150-45603 277 

8805240090 Suppl 1 to NRC Info Notice 07 061, “Failure of Westlnghouso W 2-Typo 
Circuit Breaker Coll Switches " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411). 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45603 157 

0BO524Q215 NRC Info Nollco 08*034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI, CE Olvislon of Oporallonal Events Assessment (Post 870411) 86/05/31 
Consolidated Edison Co of Now York, Inc I22pp 45790 180-45790 300 

8006200462 Confirms 000614 & 15 meetings at silo in preparation for malnt team Insp 
of plant during 800711-15 6 25-29, per 800525 telcon Malls that team would like to 
have available for preparation review Identified in oncl 

HERDT.A R Region 2, Ofc of the Director 08/05/31 TUCKER, H B Duko Power Co 
4pp 45901 202*45901 205 

BB06090319 Responds 1o NRC 800503 ltr re violations noted in Insp Ropls 50 269/00- 
08,50-270/00 00 & 50-287/88 00 Corrective actions appropriate malnt porsonnol pro 
vlded explicit written Instructions on correct methods of component identification 
TUCKER, H B Duko Power Co 00/06/02 Document Control Branch (Document Con 
trol Desk) 2pp 45790 213 45790 214 

8806200200 Forwards Insp Ropls 50 269/08 12,50-270/00-12 & 50 207/08 12 on 
000419 0516 No violations or deviations noted 

BROWNLEE, V L Roglon 2, Ofc of the Director, 08/06/02 TUCKER, H B Duko Power 
Co 2pp 45901 244 45901-258 

--B0O62OO2O0 Insp Ropls 50 269/00-12,50-270/88-12 & 50-207/00-12 on 0004 IQ- 
0510 No violations noted Major areas inspected operations, surveillance, malnt, physical 
socunty, radial Ion protection, ESFs lineups 4 nonroutlno reporting 
SKINNER.P.N , WERT.L D., PEEBLESJ A Region 2, Ofc ol the Director 88/06/01 
13pp 45901 246-45901 250 

8805270306 NRC Info Notice 88-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/03. 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45790 107 

8806020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/00 
Consolidated Edison Co of New York, Inc, 120pp 4&965.1 52-459 65 271 

8806210024 Discusses actions taken to correct weakness in emergency preparedness 
noted Insp Ropts 50 269/08 09,50 270/80 09 & 50-287/08 09 
TUCKER.H B Duko Power Co 88/06/08 Document Control Branch (Document Con 
trol Desk) Ip 45904 302 45904 302. 

0806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform- 
ance W/Appllcablo Mall Specs." Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of Now York, Inc 120pp, 45916 200-45916 327 

8806080025 NRC Info Notice 08-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc fi9l end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of Now York, fnc, 126pp 45946 001-45946,125 

0806080211 NRC Bulletin 88-006, "Actions To Be Taken for Transportation of Model 
Spoc 2-T Radiographic Exposure Device " Svc list end. 

BURNETT, RF. Division of Safeguards & Transportation (Post 870413) 8B/06/14, 
Consolidated Edison Co, of New York, Inc 108pp 46935,21 1 45935 318 

8806090194 NRC Info Notice 00-030, "Failure of Undorvoltage Trip Attachment on G£ 
Circuit Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Po9t 870411) 80/06/15 
Consolidated Edison Co of New York, Inc, 11 Ipp 45646 126 45946 236 


0806150013 NRC Bullotln 68-007, “Power Oscillations in BWRs " Svc list oncl 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115 45929 220 

8B0B150186 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Matls Supplied by Piping 
Supplles.lnc at Folsom, NJ & We9l Jersey Mfg Co at Willlamstown.NJ " Svc list encf 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032 45965 151 

8806280073 Ack receipt of 000602 itr informing NRC of stops taken to correct violations 
noted in Insp Repts 50 269/88-00, 50 270/88 08 & 50-287/88 08 
BROWNLEE.V L Region 2, Ofc of the Director 80/06/16, TUCKER.H 0 Duke Power 
Co ip 45962 238-45062 238 

8008200051 NRC Info Notico Q0 042, “Circuit Breaker Failures Dua to Loose Charging 
Spring Motor Mounting Bolts " Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 00/06/23 
Consolidated Edison Co of New York, Inc lOOpp 45977 287-45978 033 

8806200306 NRC fnfo Notice 88-043, "Solenoid Valve Problems “ Svc list end 
ROSSI, C E Division of Operational Events Assessment (Post Q7041 1 ) 88/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164-45977 286 


R. Periodic operating reports & related correspondence 

0805260319 Monthly operating ropts for Apr 1908 W/880513 Itr 
REAVIS, J A , TUCKER, H B Duke Power Co 08/04/30 10pp 45701 316 45701-333 

0806220056 Monthly operating ropts for May 190B for Oconee Nuclear Statlon.Umts 1,2 
& 3W/06OG15 Hr 

REAVIS.J A , TUCKER.H B Duko Powor Co 80/05/31 17pp 45930 051-45930 067 


S Reportable occurrences, LERa & related correspondence 

0806200446 Confirms 880531 lolcon re 880607 mgl mooting lo discuss Issues sur- 
rounding recent events at plant Proposed agenda end 

REYEST A Roglon 2, Ofc of the Director. 80/06/03 TUCKER.H B Duko Powor Co 
2pp 45901 217-45901 218 

8006270349 LER 00 005 00 on 0BO516,106 penetration fire barriers declared Inoperablo 
because qualifying documentation not substantiated Caused by design 
doliclency Inoperable barriers Idonlltied & firo watch patrols begun W/0BO62O Itr. 
NORTH.P J, TUCKER.H B Duke Powor Co 00/08/20 9PP 45930 003 45936 091 


V Operator Examinations 

8006060076 Requests util provide ref mails fisted In onct for operator licensing replace- 
ment exams scheduled for wk of 001017 Facility responsible for providing adequate 
space & accommodations to properly conduct written oxonris 
JULIAN, C A Roglon 2. Ofc of the Director OB/05/17 TUCKER.H B Duko Powor Co 
10pp 45769 303 45769 312 


Y. Dry Cask Independent Spent Fuel Storage Installations 

0806160452 Forwards comments on review of ISFSI physical security plan Revised re 
sponse requested within 45 days of rocelpl of Itr Whether illumination will bo sufficient 
(or assessment & surveillance should be stated 

BRACH.EW Licensing Branch 88/04/26 TUCKER.H 6 Duke Power Co, 2pp 
45823-280-45023 209 

8006290177 Confirms plans to visit plant on 000714 In connection w / preparation of 
environ assessment for ISFSI List ol NRC & contractor personnel touring site oncl. 
ROBERTS, J P Fuel Cycle Safety Branch B8/06/09 TUCKER.H B. Duke Powor Co 
2pp 45962 354 45962 355 
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F Security, medical, emergency & fire protection plans 

8006 1604 62 Forwards comments on review of ISFSI physical security plan Revised re- 
sponse requested within 45 days of receipt of Hr, Whether illumination will be sufficient 
for assessment & surveillance should bo stated 

BRACH.EW Licensing Branch 00/04/26, TUCKER.H B Duke Power Co 2pp. 
45023 200 45023 209 

8805260150 Forwards response to NRC 080421 ltr ro violations noted In Insp Repts 50- 
269/00 10,50 270/00 10 & 50 287/00-10 Response withhold (ref 10CFR73 21) 
TUCKER.H B Duke Power Co 80/05/20 Document Control Branch (Document Con- 
trol Desk) 3pp 45701 190 45701 190 

8806010010 Forwards Rev 25 to security plan re physical barriers In subterranean pro- 
tected areas & vital areas Enel withhold (ref 10CFR73 21) 

TUCKER.H B Duke Powor Co 88/05/25. Documont Control Branch (Document Con- 
trol Dosk) Ip 45730 273 45730 273 

8806200200 Forwards Insp Repts 50-269/88 1 2,50 270/00-12 & 50 207/88*12 on 
060419 0516 No violations or deviations noted 

BROWNLEE, V.L Region 2, Ofc of the Director 08/00/02 TUCKER, H.B Duko Powor 
Co 2pp 45901-244 45901 250 

-8806200208 Insp Repts 50 269/88-1 2,60-270/OB* 12 & 50-287/08-12 on 080410* 
051 6, No violations noted Major areas Inspected- operations, surveillance, malnt, physical 
security, radiation protection, ESFs lineups & nonroutlno reporting 
SKINNER.PH Region 2, Ofc of the Director. 00/06/01 13pp 45901 246 45901 258 

8806170302 Forwards Amends 166,166 & 163 to Licenses DPR 3 8, DPR 47 & DPR- 
55, respectively & safety evaluation Amends revise Tech Specs re fire hose stations 
PASTIS.HN Project Directorate lt-3 08/06/07 TUCKER, H B Duke Power Co 3pp 
45827 132-45027 144 
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*'8606170308 Amends 166,166 & 163 to Licenses DPR 38,0 PR -47 & DPR-55, 
re spa ctiveJy.ro vising Tech Specs re tiro Hose stations 

MATTHEWS.D 0 Propel Directorate 11-3 68/06/07 Bpp 45827 135 45327 142 

-8806170310 Safety evaluation supporting Amends 166,166 & 163 to Licenses DPR 
33.DPFM7 & DPR 55,respQC lively 

• Office of Nuclear Reactor Regulation, Director (Post 870411} 68/06/07 2pp 
45027 143-45B27 144 

0008210024 Discusses actions taken to correct v/eakness in emergency preparedness 
noted fnsp Rep Is 50-269/88 09,50-270/00 09 & 50 287/66-09 
TUCKER, N B Duke Power Co 88/06/08 Document Control Branch (Document Con 
trot Desk} Ip 45904 302-45904 302 


P. Operating license stage documents A correspondence 


88O6€9029 , 8 '"Reactor Containment Bldg Integrated Leak Rate Test" W/880601 Hr 
ROHDE, K G , CffEA.K , HUBBARO.DM Duke Power Co 83/04/30 62pp 45801 256- 
45601 307 

8805270075 Application for amends to Licenses OPR-38,DPR-47 & DPR 55, revising 
Tech Specs to support operation at full rated power during Cycle 11 Fee paid 
OWEN.WH Duke Power Co 33/05/16 Document Control Branch (Documant Control 
Desk) 4pp 45700. 1 49-45700 2DD 

-8805270079 Proposed Tech Specs, suppolirg operation at full rated power during 
Cycle 1 1 

' Duke Power Co 88/05/16 17pp 45700 153 45700 169 

-3805270083 "Oconee Unit 3, Cycle 11, Reload Rept" 

* Duke Power Co DPC-RD2011 88/05/31 31pp 45700 170 45700 200 

8606010077 Forwards adcfl info ro accumulator tank level A pressure, prossurizer 
level p res sunzer hoater status & safety relief valve position or mainstream flow, per 
NRC 880315 SER Revised schedule for Reg Guido 1 &7,Rov 2 implementation staled 
TUCKER.H B, Duko Power Co B8/05/18 Document Conirol Branch (Document Con- 
trol Desk). 6pp 45606 073 45686 078 

8806010040 Informs ihai util will provide scheduler Info for development & implements 
tion of enhanced programs A procedures & detailed response lo Generic Ltr 08 05 6v 
880801 

TUCKER.H B Duko Power Co 86/05/23 Document Control Branch (Documonl Con 
trot Desk) 2pp 45720 202 45720 263 

0805080238 Responds to Generic Ltr 08 03 re steam binding of auxiliary feedwater 
pumps Planl nol susceptible to subj event Procedures In place to ensure that emer- 
gency feedwater sys (FFW) monitored each shift & to ensure EFW pump recovery 
TUCKER.H B Duke Power Co 88/05/25 Document Control Branch (Document Con- 
trol Desk} 2pp 45767.154-45767.155 

8B06073402 Forwards for Info, ‘'Notice of Consideration of issuance of Amends lo Fa- 
cility Ols & Opportunity for Hearing," modifying Teen Specs to Include operablfrly & 
surveillance requirements for inadequate core cooling instrumentation. 

PASTIS.H N Project Doreclorato 11-3 68/05/26 TUCKER.H B Duko Power Co 2pp 
45744 213 45744 219 


-8008070416 Notice of consideration of Issuance of amends to Licenses OPR 3B.DPFI 
47 & DPR 55 Amends revise Tech Specs to Include operability & surveillance requite 
menls for Inadequate coro cooling Instrumentations 

WATTEWSAB Project Directorate 113 88/05/27 5pp 45744 215 45744 219 

8806070338 Requests that Tech Specs change requests for McGuire bo based upon 
pen & ink (donlifiod changes, as presently practiced on Caiawba Retyped pages should 
continue (o be used for Oconeo requests 

MATTHEWS, OB Project Directc/sta 113 83/05/27 TUCKER.H B Duko Powor Co 
4 pp 45744 1S4 45744 (07 

8806170155 Advises that safety & performance improvement program implementation 
schedule will bo submitted w/a&W Owners Group lalest recommendation tracking sys 
ropt to NRC, per NRC 880429 request for Impfe mentation schedule by 680501 
TUCKER.H B Duke Power Co 09/05/27 VARGA, S A Division of Reactor Projects • 
F/ll (Post 870411} 2pp. 45026 131 45026 132. 


8806090225 Application for emends to Licenses DPR 3B.DRR 47 A DPR-55 changing 
Tech Spec 3 1,04 re primary to secondary leakage rata limit through both steam 
generators Other changes Include deletion or Tech Spec 4 17 6 c Fee paid 
TUCKER.H B Duka Power Co 08/05/31 Document Conirof Branch fcocumenl Con- 
trol Desk). 6pp 45901 208 45801.224 


-8006090231 Proposed Tech Spec 3 1 6 4 re Increasing Ijmll of toial primary to second 
ary leakage through bolh steam generators per unit from 0 3 gpm to 1 0 apm 
* Duke Power Co 8B/05/3I I2pp 45001 213 45801 224 

8806070352 Forwards molrca of consideration of issuance of amends to Licenses DPR 
38.DPR-47 ' & DPR 55 & opportunity for hearing ro 900122 request Amends would 
revise J??!l Specs lo update LOCA concorning limited max allowable linear boat rate 
PASTIS.HN Project Directorate (1-3 88/06/01. TUCKER.H B Duke Power Co 2pp 
45744,191-45744 199 


*-8806070357 Nolice ot considers tren of Issuance of amends lo Licenses OPR-38,OPR- 
47 & DPR* 55 A. opportunity tor hearing Amends revise Tech Specs lo update LOCA 
ft!£5f2^ J I owabla l,nGaf heal ra!a *o reflect Q& W Owners Group topical rept 
MATTHEWS, D,B Project Directorate If 3 60/05/25 7pp 45744 193-45744 199 

BBM0B0292 Advises that B&W proprietary BAW 200 1 P, "Low Pre-Pressure Fuol Rod 
P W™ m ™ UFflup ex,cnslon LOCA Analysis," will be wilhhold.por 10CPR2 790(b)(5) & 
ubl B8D122 request 

45757l^5757 041 D ' rW, ° rate "’ 3 88/06/02 MUCKER, H 0. Duke Power Co 3pp 

BB08170302 Forwards Amends 166,166 & 163 (o Licenses DPR-38.DPR 47 & DPR. 
dactSq^u K e 2 0 y slua<i <jn Amends revise Tech Specs re lire hose stations 

45827 ^32-4 5 027 ^4 4 Directorate 113 88/06/07 TUCKER, HB Duke Power Co. 3pp 

-8006170308 Amends 166,166 A 163 to Licenses DPR-3Q.OPR-47 & DPR 55, 
T0ch s P GCS ie fite hos0 stations 

MATTHEW S.D B Pro) eel Directorate H 3 80/08/07 8pp 45027 135-45827:142 


-0806170310 Safety evaluation supporting Amends 166,166 & 163 to Licenses DPR 
38.DPR-47 A DPR-55, respectively 

1 Office of Nuclear Reactor Re pula lion, Director (Post 870411) 80/06/07 2pp 
45827 143 45027 144 

8006210416 Application for amends to Licenses DPR 38.DPR-47 & DPR-55, changing 
Tech Spec 3 3 3 ro core flood lank sys Fee paid 

TUCKER.H B Duke Powor Co 00/06/08 Document Control Branch (Documonl Con 
trot Desk). 3pp 45929 229 45929 237. 

-8006210424 Proposed Tech Spec 33 3 ro core flood lank sys 

* Duke Power Co 58/06/00 6pp 46929 232-45929 237 

8306280226 Responds to NRC 890321 Hr re potential problems due to failure of non 
vital power supply Valves at Westmghouse plant interlocked w/prassure transmitters 
te proven! overpressunzalion of HPI suction pump 

7UCKER„H B Duke Power Co 80/06/09, Document Control Branch (Documonl Con 
trol Desk) 2pp 45942 215 45042 216 

8606240076 Submils status summary rept on Multi Plant Action 0 66, "Natural Circula 
lion Cooldown " Near-term OLs should not bo added to Safety Issues Mgt Sys listing 
(or sub) action 

CAPRA.RA Project Directorate 1-1 HODGES, MW Reactor Systems Branch 00/06/ 
10 VARGA.SA Dmsron of Reactor Projects - J/ll (Post 870411) 6pp 45927 001 
45927 006 

0806210322 Forwards suppl to safety evaluation on five (bled items ro (raining program 
dealing ^/prevention o; mitigation ol reactor vassal voiding Response to first four 
items acceptable Revised response to Item 5 requested 

PASTIS.HN Project Directorate 11-3 68/06/13 TUCKER.H B Duke Power Co, 3pp 
45071 346-45B7 1 350 

-6B062 10333 Suppl to safety evaluation ro training program dealing w/ prevention or 
mitigation of reactor vessel voiding 

4 Office of Nuclear Reactor Regulation, Director (Post 870411) 80/06/13 2pp 
45871 349 45071 350 

C 006220294 Advises that util determined (hat mod to install cavitating vonturis In oneb 
emergency feedwater lino does not constitute unroviewod safely question or require 
Tech Spec change Addl rnfo will bo provided by 880015 

TUCKER.H B Duko Power Co 88/06/13 Document Control Branch (Document Con 
trol Desk} 2pp 4 5969 231-45069 232 

0B0621Q3D6 Forwards Amends 167,167 & 164 to Licenses DPR 38, DPR 47 & DPR 
55, respectively & safely evaluation Amend changes Tech Specs ro transfer of rmlio 
active effluents to-chamicaf treatment pond 

PASTIS.HN Prolocl Directorate ||-3 08/06/16, TUCKER.H B Duke Powor Co 3pp 

45058 348-45050 361 

-0806210321 Amends 167.167 & 164 to Licenses DPR-30.DPR 47 & DPR 55, 
respectively, changing Tech Specs ro transfer of radioactive effluents to chemical 
Ireatment pond 

MATTHEWS, DB Project Psrectorala II 3 88/06/15 Opp 45858 351 4585Q350 

-8006210327 Safety evaluation supporting Amends 167,167 & 164 to Ucensos CPR- 
3B.DPR 47 & DPR 55. reap cc lively 

* Office of Nuclear Reactor Regulation, Director (Po9l 870411) 80/06/15 3pp 

45059 359-45858 361 

8800290106 Advises lhal BNL assisting RES In resolving generic Issue on human fac 
tors deficiencies at local control stallons Listed Individuals will tour plant on 080030 lo 
observe control room 

MATTHEWS, DB Project Directorate ||<3 88/06/17 TUCKER.H B, Duke Powor Co 
2pp 45956 222 46956 223 

8006290163 Forwards We sting house Owners Group Notification Ltr OG 00-21 .Identify 
Ing mfdloop concerns, per Generic Ltr 07-12. "Loss of RHR While RCS Partially Filled" 
A 800428 meeting agreement 

NEWTON, R A Wostlnghouso Operating Plants Owners Group 80/06/20 

HODGES.W. Reactor Systems Branch 7pp 45973 330 45973 344 

8806290222 Appeals NRC denial of backfilling claim re containment Integrated loak rate 
testing UUl maintains view that two NRC positions not supported by App J constitute 
Uackfiis tor facilities, 

TUCKER.H B Duke Power Co 80/08/20 Document Conirof Branch (Document Con* 
trol Desk) 9pp. 45948 342-45948 350 


Q„ Inspection reports, IE Bulletins & correspondence 

8805260150 Forwards response to NRC 880421 ltr ro violations noted In Insp Repls 50* 
269/68-10.50*270/80-10 & 50-207/88 10 Response withhold (ref 10CFR73 21) 
TUCKER.H B. Duke Power Co 08/05/20 Documant Control Branch (Document Con 
Irof Desk) app 45701 1B6 45701,199 

8006010233 Ack receipt of 800520 ftr Informing NRC of steps taken to correct violation 
noted In Insp Repls 50 269/88-10, SO 270/BQ-10 ft 50 287/80-10 
CLfNE.WE Region 2, Ote of the Director 88/05/25 TUCKER.H B Duke Power Co 
Ip 45733 001 45733 004 

8806080126 Forwards Insp Repts 50-269/88 03,60-270/88-03 A 50-287/80 03 on 
800222-26, Violations discussed In end Insp rept under consideration for escalated on 
force men t action 

GRACE, J N Region 2, Ofo of the Director 88/05/25 TUCKER.H B Duke Power Co 
2pp 46775 037-45775 061 

-8806000129 Insp Repts 50-269/88-03,50-270/80 03 & 50-287/88 03 on 880222- 
26 Violations Identified Major areas inspected licensee implemenlaiion of 10CFR5049 
requirements for facility A Insp of environ qualification equipment 
RUFF, A, CONLON.T Region 2, Ofc of the Director 88/06/17 23pp. 46775 039 
45775 061, 

JB80524002B NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 -T Ra 
drographlc Exposure Device " Svc list end 

BURNETT,RF. Division ol Safeguards & Transportation (Post 870413) 08/05/27 
Consolidated Edison Co of New York, fnc 120pp, 45683 168-45683 277 
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0005240090 Suppl t to NRC Info Nolice 87*061, "Failure ol Westinghouse W*2-Type 
Circuit Breaker Coll Switches M Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of Now York, Inc 120pp 456Q3 038 45683 157 

8805240215 NRC Info Notice 88 034, "Nuclear Mail Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI, C E Division ol Operalional Events Assessment (Post 870411) 63/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 108 4 5790 300 

8006200462 Confirms 800614 & 15 meetings nl site in preparation for mamt leam insp 
ol plant during 089711 15 & 25 PO.per 600525 tolcon Malls that team would like to 
have available for preparation review identified in end 

HERDT,A R Region 2, Ofc of the Director 00/05/31 TUCKER.HB Duke Power Co 
4pp 45901 202-45901 205 

8006090319 Responds to NRC 880503 llr ro violations noted in Insp Repls 50 269/B0 
06,50 270/86 00 & 50 267/00 08 Corrective actions appropriate main! personnel pro 
vidod explicit written Instructions on correct methods of component idonlificallon 
TUCKER, H B Duke Power Co 08/06/02 Document Control Branch (Document Con 
trol Desk) 2pp 45798 213 45790 214 

8006200200 Forwards Insp RoptS 50 269/80*12,50 270/00*12 & 50 207/88-12 on 
680419 0516 No violations or deviations noted 

BROWNLEE, V L Region 2, Ofc of tho Director 68/06/02 TUCKER, H B Duke Power 
Co 2pp 45901 244 45901 250 

-•0006200208 Insp Repts 50 269/00-12,50 270/00-12 & 50 287/06 12 on 800419 
0516 No violations noted Major areas mspoctod oporations, surveillance, marnt, physical 
security, radiation protection, ESFs llnoups & nonroulmo reporting 
SKINNER, P H , WERT,L D , PEEBLES, T A Region 2, Ofc cf Ihe Director 80/06/01 
t3pp 45901 246 45901 250 

8805270306 NRC Info Notice 80 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list oncl 

ROSS(,C E Division of Operational Events Assessment (Post 070411) 08/06/03 
Consolidated Edison Co of New York, fnc 120pp 45790 060 4 5700 187 

8806020047 NRC Info Notice 80 036, "Possihlo Suddon Loss of RCS Inventory During 
Low Coolant Lovol Operation " Svc list end 

ROSSI.C E Oivislon of Operational Events Assessment (Post 870411) 80/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

8806210024 Dlscussos actions lakon to corroct weaknoss In omorqoncy preparedness 
notod Insp Repts 50-269/88 09,50 270/08 09 ft 50 207/80 09 
TUCKER.H B Duke Powor Co 80/06/08 Document Control Brandi (Document Con- 
trol Desk) Ip 45904 302 45004 302 

6606090301 Suppl 2 to NRC Bulletin 87 002, "Fnstonor Testing to Determlno Conform- 
anco W/Appficablo Matl Specs ” Svc Nat end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45916,327. 

6606000025 NRC Info Notice 00 03/, "Flow Blockaga of Cooling Water to Safety Sys 
Components 1 ' Svc list oncl 

ROSSI.C E Division of Operalional Events Assessment (Post 870411) 80/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45040 001 45940 125 

0806000211 NRC BuHolin 0a 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovico 11 Svc list oncl 

BURNETT, RF Division of Safeguards & i rensportatton (Post 070413) R8/C6/14 
Consolidated Edison Co of Now York, Inc tOQpp 45035 211 45035 310 

0006090194 NRC Info Notice 80 030, "Fniluro of Undorvoltago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of New York, Inc 111 pp 45946 126 45946 236 

0806150013 NRC Bulletin 08 007, "Power Oscillations In BWRs " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of Now York, Inc 114pp 45929 1 15 45929 220 

8G0G1601Q6 Suppl 1 to NRC Bulletin 08 005, "Nonconforming Mails Supplied by Piping 
Supjnlies.lnc al Folsom, NJ & Wosl Jorsoy Mfg Co at Williamstown.NJ " Svc list oncl 
ROSSI.C E Olvlslon of Operational Events Assessment (Post 870411) 08/06/ 15 
Consolidated Edison Co, of Now York, Inc 120pp 45965 032-46965151 

8806280073 Ack receipt ol 080602 Ur informing NRC of steps taken to correct violations 
notod in Insp Repts 50 269/00 OO, 50-270/80 00 ft 50-287/88 00 
BROWNLEE, VL Region 2. Ofc of the Director 08/06/16 TUCKER.HB Duke Power 
Co Ip 45902 238*45962 230 

8B08200186 Forwards Rov 0 to "Insorvlco Insp Ropt.Unit 2 1908 Refueling Outage 0" 
TUCKER.H B Duke Power Co 00/06/20 Document Control Branch (Document Con- 
trol Desk) 2pp 45903 039 45963 199 

-8806280186 Rev 0 to "Inservico Insp Rept, Unit 2 1908 Refueling Oulage 9 " 
HOGGE.AJ Duke Powor Co 08/06/15 155pp 45963 041*45963 109 

6606200051 NRC Into Nottco 00 042, "Circuit Breaker Failures Due to Looso Charging 
Spring Motor Mounting Bolts " Svc fist end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co or New York, Inc 108pp 45977 287 45978 033 

8806200306 NRC Info Notice 88 043, "Solenoid Valve Problems'" Svc list encl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 459/7 286 


R, Periodic operating reports & related correspondence 

8805260319 Monthly operating repts for Apr 1980 W/800513 itr 
REAVIS, J A , TUCKER.H B Duke Power Co 88/04/30 ICpp 45701 316 45701 333 

8806220058 Monthly operating repts for May 1988 lor Oconee Nuclear Station, Units 1,2 
& 3 W/880615 Itr 

REAVIS, J A , TUCKER.H B Duke Powor Co 80/05/31 17pp 45930 051-45930 067 


S Reportable occurrences, UERs ft related correspondence 

0806020125 LER 88 002 00 on 0BO426.capacitanco across replacement power circuit 
breakers 26 & 27 induced resonance condition in CT2 transformer circuit Caused by 
design deficiency Starlup transformer CT2 declared Inoperable W/880526 llr 
NORTH,PJ , TUCKER.HB Duke Power Co 08/05/26 12pp 45701001-45701 013 

8806200446 Confirms 880531 telcon ro 0BO6O7 mgt meeting to discuss issues sur- 
rounding recent events at plant Proposed agenda encl 

REYES.l A Region 2, Ofc of the Director 80/06/03 TUCKER.HB Duke Powor Co 
2pp 45901 217-45901 218 


V Operator Examinations 

08O6O6OD75 Requests util provide ref mails listed In encl for operator licensing replace 
mont exams scheduled for wk of 001017 Facility rosponslblo for providing adequate 
apace & accommodations to properly conduct written exams 

JULiAN.C A Region 2, Ofc ot the Director. 08/05/17 TUCKER.HB Duko Power Co 
lOpp 45769 303 45769 312 


Y Dry Cask Independent Spent Fuel Storngo Installations 

8006160452 Forwards comments on review of ISFSI physical security plan Rovisod ro 
sponso requested within 45 days of rocofpt of Itr Whether Illumination will bo sufficient 
for assessment & surveillance should bo stated 

BRACH.EW Licensing Branch 0B/O4/26 TUCKER.HB Duko Power Co 2pp 
45023 288 45023 289 

8006290177 Confirms plans to visit plant on 000714 in connection w/ preparation of 
environ assessment for ISFSt List of NRC & contractor personnel touring site encl 
ROBERTS, J P Fuel Cycle Safety Branch 00/06/09 TUCKER.H B Duke Power Co 
2pp 4 5902 354 45962 355 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F, Security, medical, emergency & fire protection plans 

0806030175 Requests cosl ostlmato for installation of acfdl circuitry at emergency oper 
ations facility & permission to uso site & util property lor contingency 
telecommunications Frequencies that NRC equipment may uso at each sito encl 
MARTIN, TT Region I, Ofc of the Director 88/05/25 MURPHY, W P Vermont 
Yankeo Nucloar Powor Corp, 3pp 45717 270*45717 272 

8806100260 Forwards Safety Insp Rept 50-271/8B00 on 880322*0516 Rosponso A 
supplemental response did 800325 rocoived & corrective actions appear responsive 
to NRC concerns 

WtGGINS.J T Region 1, Ole of Ihe Oiroctor 08/0G/02 MURPHY, WP Vermont 
Yankee Nucloar Powor Corp 3pp 45803 3G4-45004 035 

-8006100209 Insp Ropt 50 271/00 06 on 000322 0516 Violations noted Major areas 
Inspoctod actions on previous Insp findings, operational safGty.aocurity, plant 

a iorations.malnt & survolllanco.LER.porlodrc rept & engineering support 
AVERKAMP.DR Rog.on 1, Ofc of the Director 00/06/01 39pp 45003 357- 
45004 035 

0806 140443 Forwards Rev 15 to physical security plan ro recent enhancements to plant 
securily program Prior NRC approval not required for rov nov withhold (ref 
10CFR73 21) 

MURPHY.W P Vermont Yankee Nuclear Powor Corp D8/06/OQ Document Control 
Branch (Document Conlrol Desk) Ip 45047 026 45047 026 


G. Adjudicatory correspondence 

8006000039 Forwards documents Issued by NRC on 880520 re issuance of amond au- 
thorizing util to place now racks designed to accommodate 2,070 spent fuel assom 
biles in spent fuel pool Amond authorizes use of rocks for only 2,000 assemblies 
HODGDON.AP Assistant General Counsel for Hearings, // 200 6415 00/05/20 
BECHHOEFER.C , CARPENTER, J H , BRIGHT.GO Atomic Safety and Licensing 
Board Panel 40pp 45739 004 45739 123 

8006080048 NRC Staff response to Slate of VT & Commonwealth of MA petition to in- 
tervene * States have established standing to intervene & have identified aspect ol 
proposed amend roquost Certificate of Svc oncl 

HODGDON.AP Assistant General Counsel for Hearings ft 280 0410 88/05/20 
Atomic Safety and Licensing Board Panel 9pp 45739 071-45739 079 

8800000031 Notice of prehoaring stales conference* Applicant requested to rept al 
conference, Inter alia, schedule for submitting addl application document respecting fuel 
pool cooling sys Served on 080524 

BECHHOEFER.C Atomic Safety and Licensing Board Panel #288 6413 80/05/24 
ip 45739 003 45739 003 

8806080035 Notice of prehoaring conference * Matters 1o bo considered at conference 
are intervention petitions submitted by two petitioners for intorvontion.dolmeatlon of 
koy issues for contentions ft establishment of schedules. Served on 000524 
BECHHOEFER.C Alomlc Safety and Licensing Board Panel 7/288 0414 88/05/24 
3pp 45730 000-45739 002 

0006000000 Memorandum & order (mlervontion requests & prehoaring conference) * 
Discusses deadline for filing of contentions & responses re participation In hearing on 
proposed amend to plant Tech Specs Prehearing scheduled lor 000628 
BECHHOEFER.C Atomic Safety and Licensing Board Panel //20B 6412 08/05/24 
Vermont, State of 3pp 45740,156 45740 150 

8B06230031 Requests deletion of JA Rllschor & addition of RK Gad to util svc 
list Related correspondence 

KERR,K Atomic Safety and Licensing Board Pane) 02 86 6533 88/05/31 Docketing 
& Services Branch Ip 45059 200*45859 280 
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8806140022 Notice of appearance * Advsses lhal AC Ferster will on tor appearance m 
proceeding on behalf of New England Coalition on Nuclear Pofljlron W/Certificata of 

FEflSTER.A C New England Coalition on Nuclear Pc Ik/tion FERSTER.A C Harmon & 
Weiss #288 6464 83/06/02 3pp 4579-2009*45792 031 

8806140126 Joml motion for NRC Staff.State of VT 0 Vermont Yankee Nuclear Power 
Corp <o terminate proceeding * Slate of VT 880225 petition should be dismissed since 
no contention submitted A proceeding terminated W/Cerlificate cf Svc 
HGDGOON.A P Assistant General Counsel for Heanngs MULLETTOJ Vermont, 
Stale of GAD, FI K Vermont Yankee Nuclear Power Ctorp #283 649? BB/05/03 
Atomic Sstety and Licensing Board Panel 7pp 45792 177-45792 183 

6806170027 Joint motion of Commonwealth of MA & New England Coalition on Nuteear 
Power for order staying etfeelrveness of License Amend 104 granted to Vermont 
Yankee Nuclear Power Corp by Staff on 880520 * W/related Info & Certificate of Svc 
SHANNONS M Massachuselts. Commonwealth ol WEISS, ER Now England Coali- 
tion on Nuclear Pollution WEJSS.E R Harmon 5 Weiss #28B 6526 88/06/13 
Atomic Safely and Licensing Board Pane) 58pp 45920 132 45820 190 

8806230065 Joint contention ol Slate of VT & Commonwealth of MA * Contention filed 
on basis that confidence in reljability of util safety sys adversely affected d testing of 
■operable components removed Certificate of Svc end 

MULLETT.DJ Vermont, Stale of DEAN.G B Massachusetts, Commonwealth ol 
#288 6541 80/06/13 Atomic Safety and Licensing Board Panel 5pp 45859 288- 
45859 292 

8606300085 Motion 1o enlarge lime (response to joint motion of Commonwealth of MA 
& Now England Coalition on Nuclear Pollution for order slaying eliectiveness.olt) * 
Extension unfjl 880707 requested W/Certiticate of Svc 

GAD, Ft K Vermont Yankee Nuclear Powar Corp GAO.fi K Ropes A Gray #20B 
6607 86/08/22 Atomic Safety and Licensing Board Panel 3pp 45950 133 

45960 135 

0006300092 NRC Staff response to joint contention of State of VT & Commonwealth of 
MA ” Proposed contention should be admitted In hearing W/CortifJcaie of Svc 
HODGDONAP Assistant General Counsel for Hearings #288 6504 00/06/22 
Atomic Safety and Licensing Board Pane! 6pp 459-59 148-45959 153 

8808300131 Motion to enlarge lima (response to [oint motion of Commonwealth of MA 
A New England Coalition on Nuclear Pollution for ordor staying effectiveness, ate) * 
Served on 880623 Granted for Board on 880523 

GAD*R K Vermont Yankee Nuclear Power Corp GAO,R K Ropes & Gray #280 
6581 68/06/22 Atomic Safety and Licensing Board Panel 2pp 45959 182- 

45959 183. 

0806300077 Forwards- motion to enlarge time responding to joint motion of Common- 
wealth of MA & Now England Coalition on Nuclear Pollution for order staying effec- 
tiveness Inadvertently filed under incorrect Docket OLA 2 on 880622 
GAD.RK Vermont Yankoo Nuclear Power Corp GAD.RK Ropes & Gray #206 
6606 88/06/23 Office of Ilia Secretary of tho Commission fp 45960 120- 

45960 132 

-88O03OCO8? Motion to enlarge lime {response to jolnl motion of Commonwealth of MA 
& New England Coalition on Nuclear Pollution for order staying effoctivoness,alc} * 
ExtensFon of lime unlit 880707 requested W/Certificato of Svc 
GAD, ft K Vermont Yankee Nuclear Power Corp GA0,RK Ropes & Grey 68/06723 
Atomic Safety and Licensing Board Panel 4pp 45960 120 45960 132 

0000 300279 Licensee response to joint contention of State of VT & Commonwealth of 
MA * Contention should bo excluded 0 petitions for leave to Intervene should bo 
denied based on contention having no basis Certificate of Svc encf 
GAD.RK Vermont Yankee Nuclear Power Corp GAD,R K Ropes & Gray #280 
660 B 88/06/23 Atomic Safety and Licensing Board Panel Bpp 45961 000- 
45961.037 

8006300272 Response of State ol VT to joint motion of Commonwealth -of MA & New 
England Coalition on Nuclear Pollution for order slaying effectiveness of License 
Amend 104 • Joins in 880613 motion W/Comficale of Svc 

MUILETT.DJ Vermont, State of #209 6605 GD/06/24 Commissioners 4pp 
45960 143 45960.146 


P. Operating license stage- documents & correspondence 


0005200133 Application for amend to License DPR-P0,chnnglfig fuel assembly typo to 
maintain operation cycle len-glh of 16 monlhs while maintaining applicable safety 
limits, Fee paid 

MURPHY.W P Vermont Yankee Nuclear Power Corp 00/05/23 Document Control 
Branch (Document Control Desk) 8pp 45609 304-45669 328 


-0805260137 Proposed Tech Specs, changing new fuel assembly type to maintain oper- 
ation cycle length of 10 monlhs while maintaining applicable safaty limits 
‘ Vermont Yankee Nuclear Powar Corp 60/05/23 17pp 45689 312-45689 328 


0885310001 Forwards "Rept on Containment Safety at Vermont Yankee, " describing 
current status of all containment improvement/ severe accident fnilratlve items (or 
Slate ol VT Uhl wtll await NRG formal guidance prior to settling accident Issues 
MURPHY, WP Varfnonl Yankea Nuclear Power Corp 60/05/24 MURLEY.TE 0/ficfl 
Of Nuclear Reactor Regulation, Director (Posl 6704 11) Ip, 45699 221-45699 330 


-0805310002 "Rept on Containment Safety at Vermont Yankee " 

* Vermont Yankee Nuclear Power Corp 60/04729 1 1 0pp 45989 030 45988 - 138 


8006130319 Notification of contract execution, Mod 1 ,to "Local Telephone Svc for 
Yankee Rowe, Vermont Yankee, Maine- Yankee, Pilgrim S Soabrook Resident Sites " 
Contractor New England Telephone Co 

DORSE Y.M Contract Administration Branch FIN C 1012, 00/06701 GODYA Region 
457^5 C 021-45795 , 023 O/ VA7CZ1UA>G NRC * No Detailed Affiliation Given Ip, 


-0006130325 Corrected Mod 1, restoring funds that was deobfigatod 8 providing final 
Increment ol funding to contract, to "Local Telephone Svc for Yankee Rowe. Vermont 
Yankee, Maine Yankee, Pilgrim & Seabrook Ffesldenl Sites " 

00 HAGAN.TF, Division of Contracts (870413 
880514), FIN C-101 2 88/06/0) 2pp, 45?95;D22 45795 023 


8600150435 Forwards description of enhanced spent fuel poo) cooling sys in format of 
revised FSAR Issuance of Amend 104 to license allowing use oi full 2,070 storage 
positions for storage of fuel assemblies in spenl fuel storage pool requested 
MURPHY, WP Vermont Yankee Nuclear Power Corp 60/06/07 Documonl Control 
Branch (Document Conlrol Desk) 23pp 45035 169 45035 21 1 


q, inspection reports, IE Bulletins & correspondence 

8805260343 Responds <o NRC 080401 Hr re violations noted In fnsp Rept 50 271/09 
03 Corrective actions svc water sys procedure revised to require that operators chock 
function of svc water radiation monitor following shifting of mode 
MURPHYJWP Vermont Yankee Nuclear Power Corp 06/05/17 Do cu mo nt Control 
Branch (Document Control Desk) 3pp 45702 069 45702 071 

0805240020 NRC Info Notice 80 033, "Recent Problems Involving Model Spec 2T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413), 68/05/27 
Consolidated Edison Co of New York, inc 120pp 45683 150 45683 277 

8B05240090 Suppl 1 1 to NRC Info Notice 87-061, “Failure of Westlnghouso W 2 Typo 
GrcuA Breaker Coll Switches" Svc list end 

ROSSLCE Division of Operational Evenls Assessment (Post 87041 1) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45GQ3 038-45683 157 

6005240215 NRC Info Notice GO 034, “Nuclear Mail Conlrol & Accountability of Nonluol 
5NM at Power Reactors ” Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 60/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45790 308 

0806060220 Forwards Amend 1 to Rav 9 to "taservice Insp Program “ Amend 1 pro 
vides listed additions & mods 

MURPHY.W P Vermont Yankee Nuclear Power Corp 80/06/01 Document Conlioi 
Branch (Document Control Desk) 2pp 45753 100 45753 191 

-8006060229 Amend 1 to Rev 9 to "Insorvice fnsp Program " 

' Vermont Yankee Nuclear Power Corp BB/00/01 DDpp 45753 102-45753 191 

0800100206 Forwards Safety Insp Ropt 50 271/80 06 on 080322-0516 Response A 
supplemental response dtd B8D325 received & corrective actions appear responsive 
to HRC concerns 

WiGGINS.JT Region 1, Ofc of tho Director 00/06/02 MURPHY.W P Vermont 
Yankee Nuclear Power Corp 3pp 45803-354 45804 035 

-0006100209 Insp Ropt 5O-271/B0O6 on 800322 0516 Violations no ted Major areas 
inspected actions on previous fnsp findings, operational safe ty .security, pin nt 
operations, rneinl & surveillance, LER.periodic rept & engineering support 
HAVER K AM P,D R Region 1, Ofc of the Director 08/06/01 3flpp 45603 357- 
45004 035 

0805130039 Forwards response to NRC Bulletin 05 003, Suppf 1, “Motor- Opo rated 
Valve Common Mode Failures During Plant Transients Due to Improper Switch Sat 
tings " Calculations for each valve performed to document different pressures 
MURPHY.W P Vaunonl Yankee Nuclear Power Corp, 80/06/02 Document Conlrol 
Branch (Document Control Desk) 5pp 45817 267 45817 271 

8006150374 Responds to NRC Bulletin 08 003, "Inadequate Latch Engagement In JIFA 
Typo Latching Relays Mfg by GE " No relays subj to bullotin used In any application nl 
facility 

MURPHY.W P Vermont Yankee Nucioar Power Corp 88/06/02 RUSSfILL.WT 
Region 1, Ofc of tho Director 2pp 45835 225 45B35 226 

8005270300 NRC Info Notico 80 095, “Inadequate Llconsoo Performed Vendor Audits M 
Svc list and 

ROSSf,C,E Division of Operational Events Assessmont (Post 070411) 80/06/03 
Consolidated Edison Co or Now York, fnc 120pp 45790 068-45790 107 

0606020047 NRC Info Notice 80 036, “Possible Suddon Loss of RCS Inventory During 
Low Coofant Level Operation M Svc lest end 

ROSSI.CE, Division of Operational Events Assessment (Posl 670411) 00/00/00 
Consolidated Edison Co of Now York, Jnc 120pp 45965 152-45965 271 

0806090301 Suppl 2 lo NRC Bullotm 87 002, “Fastener Testing to Dotormine Conform 
ance W/Applicablo Mall Specs " Svc fist end 

ROSSI.CE Division of Operational Evanis Assessment (Post 070411) 08/06/10 
Con so fid a led Edison Co of New York, Inc 120pp 45916 200 45910 327 

8806080025 NRC Info Notice 00-037, "Flow Blockage of Cooling Water to Safety Sya 
Components " Svc fist encf 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/00/14 
Consolidated Edison Co or Now York, Inc 125pp 45946 001-45946 125 

0006080211 NRC Bulletin 80 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc list encf 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 68/06/14 
Consolidated Edison Co of Now York, Jnc, 108pp 45935 21 1-45935 310 

8606090194 NRC Info Notice 08-030, “Failure of Undervoltage Trip Attachment on GE 
CfrcuM Breakers “ Svc list one/ 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 68/06/15 
Consolidated Edison Co of New York, Inc 11 tpp 45946-126-45946 236, 

8806150013 NRC Bulletin 88 007, “Power Oscillations In BWRs " Svc fist end 
ROSSI.CE Division of Operational Events Assessmont (Post 870411). 06/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929*116 45929 228 

0006150186 Suppl 1 to NRC Bulletin 06-005, " No neon forming Malls Supplied by Piping 
Suppllosjnc at Fofsom.NJ & West Jersey Mfg Co at WillJamstown.NJ ” Svc list end 
ROSSI.CE Division of Operational Events Assessmant (Post 870411) 08/06/16 
Consolidated Edison Co. of New York, fnc 120pp 45965 032-45965 151 

0806200051 NRC (nfo Notice 08-042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end, 

ROSSI, CE DjvJslon of Operational Events Assessment (Post 070411) 08/00/23 
Consolidated Edison Co, of New York, Inc 108pp 45977-287*45970 033 
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0806200306 NRC Info Nolico 00 043 "Solenoid Valve Problems " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/06/23 
Consolidated Edison Co ol New York, Inc 123pp 45977 164 45977 206 


R Periodic operating reports & related correspondence 

8806150487 Monthly Statistical Rept 80 05 for May 1908 for Vermont Yankee Nuclear 
Power Station W/8BOG10 tlr 

WALLIN, G A , MURPHY, WP. Vermont Yankee Nuclear Power Corp 80/05/31 6pp 
45B31 096 45831 101 


3 Reportable occurrences, LERs & related correspondence 

6605250390 LER 88 004-00, on 000420, manual isolation valves in supply & return lines 
to two advanced offgas radiation monitors closed preventing suponnsfon of stream ra 
diation levels Caused by personnel leaving dram closed W/G00520 Itr 
PELLETIER.J P Vermont Yankee Nuclear Powor Corp 00/05/20 4pp 45701 055 
45701 050 

6B06020289 LER 08 005 00 on 08041 7, replacement Tygon tubing increased vertical 
height of drain loop seals for both standby gas treatment trams Cause 
undetermined Tubing repaired to return subj loop to original heighl W/8B0527 hr 
PELLETIER.J P Vermont Yankee Nuclear Powor Corp BQ/05/27 4pp 45713 327* 
45713 330 

6606230200 PNO I 00 064 on 080610, util union employoos voted to reject proposed 
labor contract U con so o established contigoncy strike plans to ensure lhat min Tech 
Spec, emergency plan & administrative procedures staffing levels maintained 
GRANT, G , HAVERKAMP.D Region 1, Ofc of the Director 00/06/17 Ip 45940 056 
45948 056 

6606270344 PNO (-80 064 A on 80061 7,util union employoos voted to ratify amended 
labor contract Union employees voted to rojocl 800616 proposal not Implemented & 
normal plant operations not impacted 

GRANT, G Region 1,Olc oflho Director 00/06/20 Ip 45936 002 45936 002 


DOCKET 60-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

60QG1 30073 Advises of rovlsed Implementation date for hardware mods re LERs 07-009 
& 07 010, per 071126 commitment Wrap conduit in upper electrical penetration area 
completed for Unit 1 during recont outage 

MILTENBERGER.S Public Service Electric & Gas Co ol Now Jersey 08/05/20 Doc- 
ument Control Branch (Documonl Control Desk) 2pp 45017 241 45017 242 

6606090 10D Forwards FEMA & Region HI final oxerclso ropt of 070909 oxorciso of 
State of DE offsite radiological emergency preparedness plans sito specific to Artificial 
island Gonoratlng Station 

KRIMM.R W Federal Emergency Management Aaoncy 00/05/27 STOHR.J P Divi- 
sion of Radiation Protection & Emorgency Proparcdness (Post 07041 1) Ip 
45001 022-45001-066 

-8806090114 "FEMA & Regional Assistance Commllteo Region 111 Exorciso Evaluation 
Ropt " 

* Foderal Emergency Managomont Agency 00/05/12 43pp 45001 023-45801 066 

8800130076 Forwards SALP Ropls 50 272/06 99 & 50-311/86 99 for Oct 1986 - Doc 
1987 & 50 354/06 99 for 061201-600115 

RUSSELL, WT Region 1, Ofc of the Director 00/06/02 MILTENBERGER.S Public 
Service Co of Colorado 3pp 45005 257-45006 047 

-8000130080 Forwards rosponso to SALP repia.por request mode during 800414 
meeting Sys engineer function & responsibilities should bo clarified 
MILTENBERGER.S Public Service Electric & Gas Co ol New Jersey 80/05/25 
RUSSELL, WT Region 1, Ofc of the Director 15pp 45005 260 45006 047 

8006220142 Changepages for Rev 4 to Artificial Isfand emergency plan 
' Public Service Electric & Gas Co ol New Jersey 00/06/10 63pp 45087 292 
45007 354 

8806220203 Revised Artificial Isfand emergency plan administrative proceduros.lncludlng 
Rev 1 to EPIP 1003, “Review & Approval of Plan/Procedures/EGG" & Rev 3 to E PIP 
1006, “Emergency Equipment Inventory Radiation Protection " 

BURGIN.D Public Service Electric & Gas Co of New Jersey 00/00/10 95pp 
45869 135-45069 229 

8606220285 Changes pages for Rev 10 to event classification guide 

* Public Service Electric & Gas Co of Now Jersey 00/06/10 205pp 45860 188- 
45869 026 

8606230020 Revised emorgency plan Implementing procadures.includlng Rev 2 to EPIP 
105S, "Protective Action Recommendations," Rov 4 to EPIP 202S, "Operations Sup- 
port Ctr Activation & Operations" & Rov 4 lo EPIP 204S, “Emergency Response " 

* Public Service Electric & Gas Co of New Jersey 08/06/10 200pp 45906.097- 
45906 320 

6606240045 Revised emergency plan impelomenting proceduresjnctuding Rev 3 lo 
EPIP 404, "Protective Action Recommendations," Rev 4 to EPIP 603, "Field Monitor- 
ing" & Rov 5 to table of contents 

* Public Servico Electric & Gas Co of Now Jersey 88/06/10 G4pp 45910 251- 
45910 334 


J. Insurance & indemnity Information 

8606100243 Forwards Endorsement 159 to NELIA Policy NF-1 DO, Endorsement 140 to 
MAELU Policy MF-29, Endorsement 81 to NELIA Policy NF-195,Endorsemont 64 lo 
MAELU Policy MF-91 .Endorsement 106 to NELIA Policy NF-1 61 & Endorsement 09 
MAEIU Policy MF-46. 

O’CONNOR, 6 J. Marsh & McLennan, Inc, 08/06/01 DINITZ.I Office of Nuclear Re- 
actor Regulation, Director (Post 070411) 19pp 45791,030 45791 048 


P Operating license stago documents & correspondence 


6808130073 Advises of revised implementation dale for hardware mods re LERs 07-009 
& 07 OlO.por 871125 commitment Wrap conduit In upper electrical penetration area 
completed for Unit 1 during recent outage 

MILTENBERGER.S Public Servico Electric & Gas Co of New Jersey 88/06/20 Doc- 
ument Control B/anch (Documont Control Desk) 2pp 45817 241-45817 242 

8806060066 Responds to Generic Ltr 00 05 re boric acid corrosion of carbon steel re- 
actor pressure boundary components Improvements & program for assuring that In- 
tegrity of reactor coolant pressure boundary maintained end 

MILTENBERGER.S Public Servico Electric & Gas Co of Now Jersey 06/05/27 Doc- 
ument Control Branch (Document Control Desk) 9pp 4576D 313-45769 321 

8806090221 Responds to Generic Ltr 68 03 ro steam binding of auxiliary feedwater 
pumps Periodic Insp Procedure PI/S AF-3, "Auxiliary Feedwater Backloakage" in 
place lor Identification of conditions loading to steam binding 
MILTENBERGER.S Public Service Electric & Gas Co of Now Jersey 00/05/27 Doc 
ument Control Branch (Document Control Desk) 4pp 45014 207-45614 219 

6G0B160156 Requests relief from requirements of ASME Section XI ro 10 yr hydrostatic 
testing of buried piping in auxiliary feedwater sys Relief sought due to alter nalive test 
method used durmj first 10 yr inservico insp outage Fee paid 
MILTENBERGER.S Public Service Electric & Gas Co of Now Jersey 88/06/06 Doc- 
ument Control Branch (Document Control Desk) 3pp 45663,253-45863 255 

8806240247 Forwards Pagos 3/4 5 7 & 3/4 5 9 of Units 1 & 2 Toch Specs, 
respectively, per 6001 28 request for correction of Amends 83 & 55 to Uconses DPR- 
70 & DPR-75, respectively Correction Involved mtn refueling water storage tank vol 
FISCHER, DC Project Directorate 12 00/00/15 MILTENBERGER.S Public Service 
Electric & Gas Co of Now Jersey 2pp 45916 351-45916 354 

— G806240251 Corrected Pages 3/4 5 7 & 3/4 5-9 for Amends B3 & 55 to Uconses 
DPR-70 & DPR-75,respoctlvoty Correction involved min refueling water storage tank 
vol 

* NRC - No Detailed Affiliation Given 0B/O6/15 2pp 45916 353-45916 354. 

8806290163 Forwards Westinghouse Owners Group Notification Ltr OG 00 21 .Identify 
Ing midioop concorns.por Generic Ltr 87 12, "Loss of RHR While RCS Partially Filled" 
& 080428 mooting agreement 

NEWTON, R A Wesllnghouse Operating Plants Owners Group 66/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330 45973 344 


Q Inspection reports, IE Bulletins A correspondence 

0805250153 Forwards response to request for addl info ro IE Bulletin 85 003, "Motor- 
Operated Valve Common Mode Failures During Plant Transients Duo to Improper 
Switch Settings " 

MILTENBERGER.S Public Service Electric & Gas Co of New Jersey, 00/05/23 Doc- 
ument Control Branch (Document Control Desk) 15pp 45667 269 45067 203 

860G010167 Forwards Safoty Insp Ropls 50 272/00 11 & 50 31 1/60-11 on 800322- 
0502 No violations noted Oof iclonci os notod ro program Implementation that may be 
Indicative ol inadequate supervisory oversight of plant actlvitos 
WENZINGER.EC Region 1, Ofc of the Director 6B/05/23 MILTENBERGER.S 
Public SorvJco Electric & Gas Co of Now Jersey 2pp 45733 223-45733 239 

--0806010170 insp Ropts 50 272/86-11 & 50-31 1/0B 11 on 000322 0502 No violations 
notod Deficiencies Identified, Major aroas Inspected followup on outstanding Insp 
itoms, operational safety verification & assurance of quality malnt 
SWETLAND.P D. Region 1, Ofc of tho Director. 80/05/23 15pp 46733 225 
45733 239 

0806240028 NRC Info Notice 06 033, "Recent Problems Involving Model Spec 2-T Ra 
dlographic Exposure Device " Svc list oncl 

BURNETT.R F Division of Safoguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co ol Now York, Inc 120pp 45603 158-45683 277 

0806020227 Forwards Vols I & II of "1907 Insorvlco Exam of Solected Class 1 & Cfass 
2 Components at Salem Generating Station, Unit 1 ” 

MILTENBERGER.S Public Service Electric & Gan Co of New Jersey 80/05/27 Doc 
umont Control Branch (Documonl Control Desk) 20pp 45749 001 45752 161 

— 8BQ6020245 Vols I & II to "19Q7 Insorvlca Exam of Selected Class 1 & Class 2 Com- 

f jonents at Salem Generating Station, Unit 1 " 

NGAMELLS.JR, ROSOW.D F Southwest Research Institute 08/01/31 900pp 
45749 021-45752 161 

0806090221 Rosponds to Gonorlc Lir 89 03 re steam binding of auxiliary feedwater 
pumps Periodic Insp Procedure PI/S AF-3, "Auxiliary Feedwater Backfeakage" in 

K laco for identification of conditions loading to steam binding 
IILTENBERGER.S Public Service Electric & Gas Co of Now Jersey 00/05/27 Doc- 
ument Control Branch (Document Control Desk) 4pp 45814 207-45814 210 

0805240090 Suppl 1 to NRC Info Nolico 07-061, "Failure of Westinghouse W 2-Typo 
Circuit Breaker Cell Switches " Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 66/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45663 038 45683 157 

6805240215 NRC Info Nolico 66 034, "Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Reactors ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co of New York, tnc 122pp 45700 160 45790 300 

6806130075 Forwards SALP Ropls 50 272/86 9D & 50*311/06 99 for Oct 1986 - Doc 
1 987 & 50-354/86-99 for 061 201-8001 1 5 

RUSSELL, WT, Region 1, Ofc of the Director 06/06/02 MILTENBERGER.S Public 
Servico Co of Colorado 3pp 45805 257-45806 047 

--8Q06 130000 Forwards response to SALP repts.por request made during 080414 
meeting Sys engineer function & responsibilities should be clarified & detailed plan for 
improvement of lab OA/QC prepared 

MILTENBERGER.S Public Service Eloctrfc & Gas Co of New Jersey 88/05/25 
RUSSELL.W T Region 1, Ofc of the Director 15pp 45805 260 46806047 



So 


uuoKtltD ITEMS 


380627030-6 NRC Info Notice SB-035, ‘inadequate Licensee Performed Vendor Audits " 
Svc list encl 

ROSSI, CE Divjsion of Operational Events Assessment (Post 8704UJ 89/06/03 
Consolidated Edison Co of Now York* Inc 120pp 45790 068-45700 167 

8805160156 Requests relief from requirements of ASME Section XI re lOy; hydrostatic 
testing of buried piping in auxiliary feedwater sys Relief sought due to alternative test 
mot-hod used during first lO*yr inservice In sp outage Fee paid 
MILTENBERGER.S Public Service Electric & Gas Co of New Jersey 88/06/06 Doc- 
ument Control Branch (Document Control Desk) 3pp 45963 253 45863 255 

6606026047 NRC Info Notice 88 036, "Possible Sudden Loss of PCS inventory During 
Low Coolar.t Level Operation ” Svc list encl 

ROSSf.CE Division of Operational Events Assessment (Post 870411} 88/06/08 
Consolidated Edison Co ofNaw York, Inc 120pp 45965 152-45965 271 

8806090301 Suppl 2 to NRC Bulletin 07-002, “Fasloner Testing to Determine Conform 
anco W/ Applicable Mall Specs " Svc list encl 

ROSSf.O E Division of Operalronal Events Assessment (Post 9704 11) 08/06/10 
Consolidated Edison Co of New York, Inc I20pp 45916 208-45916 327. 

8806080025 NRC fnfo Notice 88 037, “Row Blockage of Cooling Water 1o Safety Sys 
Components ” Svc list encl 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 0B/O6/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 1 25 

0006080211 NRC Bulletin 88 006, '“Actions To Se Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Oavice ” Svc fist end 

BURNETT, R F Division of Safeguards a Transportation (Post 870413) 80/00/14 
Consolidated Edison Co of New York, Inc lOSpp 45935 211-45935 318 

0806090194 NRC fnfo Notice 88-038, "Failure of Undervol lags Trip Attachment on GE 
Circuit Breakers" Svc list encl 

ROSSI.CE Division of Operational Event9 Assessment (Posl 870411) 88/08/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126-45946 236 

8B06150013 NRC Bulletin 68-097, "Power Osctll aliens In BWRs M Svc list encl 
ROSSI.CE Division of Operalronal Events Assessment (Post 670411) 86/05/15 
Consolidated Edison Co of New York, fnc 114pp 45929 115 4 592 9 228 

8006150186 Suppl 1 to NRC Bulletrn 88 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Willlamsiown.NJ A Svc lisl encl 
ROSS I, C E Division of Operational Events Assessment (Post 07041 1 ) 06/06/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032 45965 151 

0806270140 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PDR App A document also available in 
PDR Apps D through G documents wilhhefd (ref FDIA Exemption 5} Releasable por- 
tion end 

GRIMSLEY.DH Division cl Rules & Records (870413 0905(4) 09/06/15 GOLEY.K 
Public Citizen's Cnlica! Mass Energy Project 24pp 45990 206 45908 350 

“8806280206 Forwards proposed SALP evaluation for period from 861001-871220 Eva! 
uation based on msps & examiner reviews conducted during SALP period 
KELLER, 0, GALLO.R Region 1, O/c of the Director 67/12/29 WENZINGER.E 
Region 1, Ofcof the Director 1 1pp 45999 120-45999 130 

8800200051 NRC Info Notice 80 042, “Circuit Breaker Failures Duo to Loose Charging 
Spnng Motor Mounting Bolls ” Svc list encl 

ROSSi ,C E Division of Operational Events Assessment (Post 070411) 08/00/23 
Consolidated Edison Co of New York, Inc 108pp, 45977 2B7 45978 033 

8806200306 NRC Info Nohco 66 043, "Solenoid Valvo Problems " Svc list oncf 
ROSSLCE Division of Operational Evenls Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Haw York, Inc 45977 IGA 45977 2B6 


8806230045 LER 66 011 GO on 880517, monthly Tech Spec Surveillance 4 0 5 for Apr 
not performed for valve 12SW39 Caused by personnel error Programmatic review con- 
ducted to determine progammahe improvements needed W/0006 14 Itr 
POLLACK, M J , ZUPKO,J M Public Service Electric & Gas Co of New Jersey 68/08/ 
14, 5 p p 45902 211-459 0 2 215 


V Operator Examinations 

0805130142 Informs Commission of status of program revs to NRC administration o( 
requ allocation exams required under 10CFR55 57 

STELLO.V Ofc Of Iho Executive Director for Operations 5ECY-80-1O5 80/04/15 
51pp 45714047 45714 097 

8006130075 Forwards SALP Repls 50 272/86 99 & 50 31 1/06 99 for Oct 1986 Dec 
1987 & 50 354/86-99 for 061201-060115 

RUSSELLWT Region 1, Ofc of iho Director 88/06/02 MILTENBERGER.S Public 
ServtcoCo of Colorado 3pp 45005 257-45806 047 

-8806130080 Forwards response lo SALP repts.per request mado during 8804 M 
maelmg Sys engineer function & responsibilities should be clarified 
MILTENBERGER.S Public Service Electric & Gas Co of New Jersey 88/05/25 
RUSSELL, WT Region 1, Ofc of the Director 15pp 45005 260-45806 047 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


V. Operator Examinations 

0808210183 Advises that in order for NRC to meet operator licensing exams scheduled 
for wk of 08O822,encl list of ref mail should be furnished by 800615 Requirement for 
administration & review of exams also end 

CALLAN.L J Region 4, Ofc of iho Director 08/06/10 MILLARD, H T Interior, Dept of, 
Geological Survey 7pp 45E349 280 45849 206 


DOCKET 50-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plana 

8805260018 Forwards insp Repts 50 275/08-12 & 50 323/88-11 on 800416 22 No (ten- 
dencies or violations nolcd 

WENSLAWSKI.FA Region 5, Ofcof the Director 08/05/10 SHIFFER.J 0 Pacific 
Gas & Electric Co 2pp 45701 063-45701 088 

-8B05260023 Insp Repls 50 275/86-12 & 50-323/80-11 on 800416-22 No violations 
noted Major areas inspected omergoncy preparedness program & followup on opon 
Items Insp Procedures 82701 & 92701 covered 

PFIENOERGAST.K , FISH.R F Region 5, Ofc of the Director 88/05/10 4pp 
45701085-45701068 

8006010070 Revised corporate omergoncy rosponso Implementing procedures, in eluding 
Rov 5 to IP 2 2, "Emorgoncy Proparednoss Training Program ' & Rev 9 to IP 3 2, 
"Modia Ctr Activation Instructions *' W/080523 itr 

SHIFFER.J O Pacific Gas & Electric Co 08/05/23 42pp 45685 266 45605 307. 

0006100136 Forwards Insp Rept9 50 275/00 13 & 50-323/80-12 on 800509 13, No vio 
lalions or deviations noted 

ZIMMERMAN, FI P Region 5, Ofc of the Director, 68/05/26 SHJFFERJ D Pacific Gas 
& Efoctric CO 2pp 45821 016 45821.024 


R. Periodic operating reports & related correspondence 


0805319035 "1987 Annual Nonradio Jog lea I Environ Operating llopt " W/ 800523 Jlr 
MILTENBERGf R,S Public Service Electric & Gas Co of New Jersey 87/12/31 
I9pp 45694 263-45694 281 


8B06220041 Monthly operating rept tor May 1988 for Salem Generating Station UnH 
1AV/8B0614 Hr 

WHITE.P, RONAFALVY.J , 2UPKO.JM Public Service Electric & Gas Co of New 
Jersey 80/05/31 t Ipp 45613 2Q3 45913 263 

8B062 10108 Forwards "Discharge Monitoring Repl for May 1968" & corrected page to 
rept for Apr 1908 Exclusion explanations encl 

TREJO, J Public Service Eloclric & Gas Co of New Jersey, 08/06/10, CAPORALE G 
New Jersey, Stale of 3pp 459*4.076 45914.102 

-8006210109 "Discharge Monitoring Repl for May 1908 " 

2?pp J{ 45914 0^459M 100' C &eClMC & G3S °° ° ( Jar&0/ ' 86/06/3 1( 


“8806210110 Corrected page (o "Discharge Monitoring Rept for Apr 1980/' consisting 
of final sewage treatment a 

* P'JWhjServIce Elecl/ic & Gas Co of New Jersey, 00/06/10, ip. 46914:101* 
4hS 1 4*i 0? 


-0806100139 Insp Repts 60 275/08-13 $ 50 323/60 12 on 800509 l3,No violations or 
deviations noted Major areas inspected vital areas & equ 1 pm ent.JI censed operator 
trflJnlng.spuriOus conlalnmonl venlilatlon isolations & followup of opon Horns 
BURDOIN.JF, MENDONCA.MM Region 5, Ofc of the Director 80/05/26 6pp, 
4562 11)10-45021 024 


G. Adjudicatory correspondence 


0806000093 Memorandum a order (granting mollon to terminate proceeding)* Encl 
PG&E 080511 molion to terminate proceeding as moot granted & proceeding 
terminated Served on 000602 

SMITH, I W, Atomic Safety and Licensing Board Panel //200 6436 08/06/01 Pacific 
Gas & Eloclric Co 3pp 45740.147-45740,149 


H. General correspondence 


8606160316 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Cites unresolved probfoms at Diablo Canyon 

DOUGLASS, J A Affiliation Not Assigned 68/06/01 Dockelmg & Services Branch ip 
45512 188 45812166 


S. Reportable occurrences, LERfl & refalad correspondence 


P. Operating license stage documents & correspondence 


0806010024 LER 86-018-01 on 871208, personnel determined lhat lead/lag & derivative 
amplifiers in process & prelection control sys fncorroctly calibr.Caused By procedural 
madeouacy. Procedures revised VV/000525 Itr H 

25*^5pp 45683’ <?£&^^83^89 U ^ C SSrVICff E,ec,flc A Ga3 Co of Naw jG,rS<3 / 0fl/O5/ 


8806030169 FOfA request for all records written or signed by R Vollmer & sent of 
copied to H Denton, R Engelken & D Eisenhut & written or signed by D Eisenhul sent 
or copied to H Denton, R ungelken A R VoIJmer 

WEISS MAN, S California, Slate of 60/02/00 GRIMSLEY.DH Division of Rules A 
Records (870413 800514) 2pp 45704 161 45784 105 


8806010190 Special Repl 88-2 on 080506 ( Tecb Specs violated Caused by fJro barr 
a$ r '? JjfP 7 da / s 52 dograded electrical & mechanical pot 
7?jok4 0304 walch will continue until all concerns resolved 

ZUPKO.JM Public Service Electee & Gas Co ot New Jersey 88/05/25 Docurm 
Control Branch (OocumaRt Control Desk) 5pp 45733 240-45733 244 


8606030213 Forwards Amends 28 & 27 to Licenses DPR 80 & DPR 82, respectively & 
safety evaluation Amends allow red uelion of mm RHR sys flow rate from 3000 to 1300 
Cpm while plant In Mode 6, provided that reaclor subcrilical for over 57 h 
ROOD.H Project Directorate V 88/04/21 SHIFFER.J 0 Pacific Gas a Electric Co 
4pp. 45714 270-45714*285 



DOCKETED ITEMS 57 


"0806030210 Amends 20 & 27 to Licenses DPR 80 & DPR-62,respec1ively, allowing re* 
duction of min RHR sys flow rate from 3000 to 1300 gpm, while plant in Mode 6 
(refueling), provided that reactor subcnlical for more that 57 H 
KNIGHTON, GW Project Directorate V 88/04/21 9pp 45714 274-45714 282 

-8806030221 Safety evaluation supporting Amends 26 & 27 to Licenses DPR 80 & 
DPR 82 .respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/04/21 3pp 
45714 2D3 45714 205 

8805240161 Advises that Maint Procedure (MP) 41 1A, "Maim of Westmghouso Type 
DB 480-Voll Circuit Breakers/' revised por Generic Llr 83-20, "Reguired Actions 
Based on Generic Implications of Salem ATWS Events " 

SHIPPER, J D Pacific Gas & Electric Co 08/05/17 Document Control Branch (Docu 
mont Control Desk) 2pp 45673 140 45673 149 

0805250371 Forwards application for amends 1o Licenses DPR-80 & DPR 82, consisting 
of License Amend Request 80 06, revising Section G 0 by removing organization charts 
& changing titles of certain mat personnel Fee paid 

BRAND, D A Pacific Gas & Electric Co 08/05/20 Document Control Branch (Docu 
ment Control Dosk) Ip 45606 330 45606 346 

-8805250373 Application for amends to Licenses DPR-00 & DPR 02, consisting of Li 
cense Amend Request 08 06, changing Section 6 0 by removing organization charts & 
changing titles of certain mgt personnel 

BRANDED A Pacific Gas & Eloclrlc Co 08/05/20 5pp 45686 331 45666 335 

--8805250370 Proposed Tech Specs Section 6 0, revising administrative controls by re 
moving organization charts & changlnq titles of certain mgt personnel 

* Pacific Gas & Electric Co 00/05/20 1 1pp 456Q6 336-45686 346 

8605310184 Forwards response to Generic Llr 88 03, "Resolution of Genonc Safety 
Issue 93,S1oam Binding of Auxiliary Feedwater Pumps " 

SNIFFER, J D , LOCKE*,R F Pacific Gas & Electric Co 00/05/23 Document Control 
Branch (Document Control Dosk) 3pp 45718 062-45718 064 

6608000046 Forwards blwoekly nolico, applications & amends to OLs involving NSHC 
did 880504 W/o oncl 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/05/23 

SHIFFER.J D Pacific Gas A Electric Co 4pp 45725 353 45725 356 

8608030197 First partial rosponso to FO)A request for documents App B forwardod & 
also being made available at PDR App A available at PDR Records also being made 
availabla at LPDR for plant 

GRIMSLEY.D H Division of Rules & Records (870413 800514) 08/05/20 

WEfSSMAN.S California, Slaio of 3pp 457Q4 166 45784 238 

"6109150342 Forwards responses to 010408 Itr to President Reagan re concerns about 
effects of facility low level emlsslons.wasto slorago.omorgoncy plan Inadequacy & 
proximity to oartnquako fault VA Hill marked up responses Included 
EISENHUT.DG Division of Licensing (000428 051124) 81/00/20 HILL.VA Univor 
sal Life Church 0pp. 45704 109 45704 196 

-8110190186 Summarizes current scheduling outlook for next 10 cases & moasures 
taken to mlnlmlzo or eliminate scheduling Impacts Concurrence requested on forth 
coming biwookly repts Plants requiring ofc lovol attention listed 
VOLLMER.R.H Division of Engineering pro 051 125) 01/10/02 DENTON.H R Office 
of Nudoar Roactor Regulation, Director (pro-051125) 2pp 45704 171 45704 172 

-8112100572 Std order for OOE work “Rovlow of Pumps & Valvo InservJce Tasting 
Program for OL Plants/' Issued to INELSIatomont of work end 
VOLLMER.RH, Division of Engineering (pro-051125) FIN A 6430 61/11/09 7pp 
45704 232 45784 230 

--8112100061 Summarizes current scheduling outlook for noxt 10 cases & moasures 
leken to minimize or oliminato scheduln Impacts 

VOLLMER.RH Division of Engineering (pro 051 125) 81/09/14 DENTON, H R Office 
of Nucloar Reactor Rogulalion, Director (pro 851125) 2pp 45704 169 45704 170 

-8202000026 Approves 011020 request for exemption under 10CFR20 501 from calen 
cfar quarter as applied to radiation exposure assessment program 
EISENHUT.DG Division of Licensing (000420-051124) 01/12/31 FURBU5H.MH 
Pacific Gas A Electric Co Opp 45704 197-45784 207 

“0202000029 Safety ovaluallon supporting exemption from calendar requirements as 
applied to radiation oxposuro assessment program 

4 Office of Nucloar Roactor Regulation, Diraclor (pro 851125) 01/12/31 Ip, 
45784 205 45704 205 

"8202080034 Notice Ol granting exemption from calendar requirements as applied to 
radiation exposure assessment program 

BUCKLEY, BC Licensing Branch 3 01/12/31 2pp 45704 206-45704 207 

"0202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (000420 851124) 02/01/18 BASSETT, H S 
Office of Management and Program Analysis 3pp, 45704 208 45784 210 

"6202250094 Forwards list of casework open issues for wk ending 020122, per 011120 
requost.Only Category 2 & 3 open issues fisted for plants having Bevill decision dates 
more than 3 months away 

EISENHUT.DG Division of Licensing (000428 051124) 02/01/28 DENTON.H R 
Office of Nucloar Roactor Regulation, Director (pre 851125) 15pp 45784 211- 
45784 225 

"8204290251 Requests review of util technical program, especially method of resolution 
of errors A open items Identified In independent design verification program & inter- 
faces between two programs 

EISENHUT.DG Division of Licensing (000428 851 124) 62/04/13 VOLLMER.RH Di- 
vision of Engineering (pro 051 125) Ip 45784 226-45704 231 

-6310180078 Forwards std order for DOE work to transfer funds from "LWR Sys Corro- 
sion" to "Diablo Canyon Verification " 

VOLLMER.R.H Division of Engineering (pre-851126) FIN A 3720 03/09/28 

OGEKA.G J Energy, Dept of 13pp 45784 173 45704.1G5 


■8310180002 Requests all technical staff be advised lo use listed procedures for future 
contract actions 

VOLLMER.RH Division of Engineering (pre 851 125) FIN A 3720 03/09/16 

KNIGHT ,J Assistant Director for Comp & Structures Engineering (Post 830201) 3pp 
45784 186-45704 186 


0606030200 Forwards notice of consideration of issuance of amends to Licenses DPR- 
00 & DPR 02 tn responso to 0B0520 application to revise Toch Specs re Section 6 0, 
"Administrative Controls " 

ROOD.H Project Directorate V 80/05/26 SHIFFER.J D Pacific Gas & Electric Ca 
5pp 45715 024 45715 035 

"8606030206 Notice ol consideration of Issuance ol amends to Licenses DPR 60 & 
DPR 02 & proposed NSHC dolermlnallon A opportunity for hearing Amends revise 
Tech Specs re section 6 0, "Administrative Controls" lo change mgl personnel titles 
ROOD.H Project Direclorato V 00/05/26 7pp 45715 029-45715 035 

0800090310 Forwards response to Generic Llr 80 05, "Boric Acid Corrosion of Carbon 
Steel Roactor Pressure Boundary Components In PWR Planls " Programs which mini 
ouzo probability of boric acid corrosion discussed 

SHIFFER.J D, LEMASTER.N J , LOCKE.R F Pacific Gas A Electric Co 88/06/02 
Document Control Branch (Document Control Desk) 5pp 45801 067 45001 07T 

0600140189 Final response to FOIA request (or documonts Forwards documents Includ- 
ing HR Denton 850708 memo to T Rohm re util hearing A geological & geographical 
maps App A documents also available in PDR W/o end 

GRIMSLEY.D H Division of Rules & Records (870413 6B0514) 80/06/09 

FERAHIAN.RM Affiliation Not Assigned 2pp 45B03 026-45003 027 

880G20D060 Final response to FOIA request (or documents App H documents available 
at PDR App I documents partially withheld (ref FOIA Exemption 5) 

GRIMSLEY.D H Division of Rules A Records (870413 000514) 88/06/13 

CONNOR.L Doc-Search Associates 5pp 45045 050 45045 100 

-0008200090 Fowards revised copy of Chairman opening remarks, H Denton opening 
remarks, I Yin remarks & staff responses to H Meyer B40410 quosllons from 840614 
briefing before Subcommittee on Enorgy A Environ 

KAMMERER.C Office of Congressional Affairs (pre 870413) 04/00/12 PALLAOINO, 
GILINSKY, ROBERTS Commissioners 5pp 45845 077-45845 081 

--Q0O62OO1O1 Forwards 2 206 petition & 840801 memo, por verbal request Documents 
withheld A must bo restricted to uso by Committee staff 

KAMMERER.C Offico of Congressional Affairs {pro 870413) 84/00/10 

MEYERS.HR House of Rep Ip 45045 082 45645 082 

8606300137 Forwards notEce of consideration of issuanco of amends lo Ucensos DPR- 
00 A DPR 02 & opportunity for hearing ro 8004 10 application to roduco stoam genera- 
tor water lovol low A io-lo sotpglnls from 15% to 7 2% of narrow range span 
ROOD.H Project Direclorato V 80/06/16 SHIFFER.J D Pacific Gas A Electric Co 
4pp 45975 214-45975 221 

-0006300142 Notlco of consideration of issuanco of amends to Licenses DPR-00 A 
DPR 02 & opportunity (or hearing re 000418 nppllcahon to reduce steam generator 
wator levol law A lo lo setpoints from 15% to 7 2 % of narrow rango span 
KNIGHTON, GW Projoct Directorate V. 00/06/17 4pp 45975 210 45975 221 

0806290163 Forwards Woslinghouso Owners Group Notification Llr OG 88 21, Identify- 
Ing midloop concerns, por Gononc Ur 07-12, "loss of RHR Whllo RCS Partially Filled" 
& 860420 meeting ngroomont 

NEWTON.R A Westmghouso Operating Plants Owners Group 00/06/20 
HODGES, W Roactor Systems Branch 7pp 45973 338 46973 344 


Q Inspection reports, IE Bulletins & correspondence 


0005270033 Forwards fnsp Repts 50 275/86-10 & 50-323/00 09 on 000320 0401 No 
violations noted 

PATE.R J Region 5, Ofc of the Director 00/05/03 SHIFFER.J D Pacific Gas A Elec- 
trie Co 2pp 45727 352-45727 361 

—8805270038 fnsp Ropls 50 275/00-10 A 50 323/08 09 on 880328 0401 No violations 
or deviations notod Major aroas Inspected followup on previous NRC & ficonsoa Iden- 
tified open Homs 

RAMSEY.C, RICHARDS ,S Region 5, Ofc oflho Director 80/05/03 Opp 45727 354- 
45727 361 


0805270054 Forwards Mgt Mealing Repts 50 275/08-14 A 50-323/00-13 on 000426 
KIRSCH.D F Region 5, Ofc of Iho Director 80/05/03 SHIFFER.J D Pacific Gas & 
Electric Co 2pp 45691 0B7 45691 092 

—8805270067 Mgl Meeting Repts 50-275/80*14 & 50 323/00-13 on 000426 Major 
areas discussed recent plant events A apparent probtom aroas that have developed 
since Iasi meeting on 071030 

NARBUT.P P , JOHNSTON, K E , MENDONCA.M M Region 5, Ofc of the Director 88/ 
05/03 4pp 45601 089 45691 092 

8805260161 Forwards Insp Repts 50-275/88 09 & 50 323/88 06 on 060404-00 A nolico 
of violation Three similar occurrences Identified between 870024 A 000401 .indicate 
lhat moasures for assuring very high radiation areas aro locked not totally effective 
SCARANO.R A Roglon 5, Ofc of Ihe Director 88/05/09 SHIFFER.J D Pacific Gas & 
Electric Co 3pp 45675 197-46675 219 

-8805260164 Notice of violation from Insp on 8Q0404 0G Violation notod Door 347, con 
(rolling access to ol ovation deminoralizors w/radlatlon levels greator than 1000 mR 
per hr at 10 Inches from radiaiion source, not fully shut & locked since 0802 10 
SCARANO.R A Region 5, Ofc of the Director 08/05/09 2pp 46675 200 45675 201 

"0805260106 Insp Ropls 50 275/88 09 A 50 323/08 00 on 060404 08 Vlofalions 
notod Major areas Inspected occupational exposure during oxtended outages.external 
A internal exposure control A control of radioactive malls A contamination 
CILLfS.M, YUHAS.GP Region 5, Ofc of Ihe Director 88/05/09 18pp 46876 202 
45675 219 
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18052*0018 Forwards Insp Repls 50 275/88 12 & 50 323/88 11 on 880418*22No defi- 
cit rv:-js or v.oi3tor,s noted 

ftENSLAWSKI F A Regon5, Ofc of the Drecior 88/05/10 SHIFFER.J D Pacific 
Gas & Electnc Co 2pp 45701 003 45701 028 

-8805260023 fnsp Repts 50 275/88 12 8 50 323/88*11 on 880418 22 No violations 
noted Ma.or areas inspected emergency preparedness program & followup on open 
terns trep Procedures 82701 & 32701 cohered 

PREN05RGASTK FlSH.RF Region 5, Ofc of the Oirector 88/05/10 4pp 
45701 085 45701 089 

8806100136 Forwards Insp Repts 50 275/88 13 & 50-323/88 12 on 880509 13 No vio 
la! ons or de/iatons noted 

ZIMMERMAN.RP Reg-on 5 Ofc of the Director B8/05/26 SHIFFERJ D Pacific Gas 
A Electric Co 2pp 45821 016 45821 024 

-8806100139 Insp Rept3 50 275/88 13 A 50 323/88 12 on 880509 13 No Violations or 
devotions no»ed Major areas inspected v.lal areas & eqwpmenl.licensed operator 
traLnmspunous conta nmenl ventilation isolations A followup of open items 
BURDOINJF, MENDONCA.M M Region 5, Ofc of the Director BB/05/26 6pp 
45821 018-45821 024 


-8806230030 Insp Rept 50 275/70 01 on 700418 17 No noncomplianco nolod Major 
areas inspected review of primary loop spool ploce fabrication 
PQTAPOVS.li , LONG.F J , SEIDLE.W C Region 2, Ole of (ho Dlroctor 70/05/26 
I2pp 45095,114 45095 125 

-8006230004 Informs of 700915 16 fnsp at plant OC & nondaslructlvo tasting of liquid 
holdup tank failed 1o meat licensee commitments Welding procedures & weldor quafifi 
cations for two welders met requirement Section IX of ASME Cade, 

KELLY, WD Region 2, Ofc of Iho Director 70/10/00 SPENCER.G S, Roglon 6, Ofc 
of the Director Ip 45895 126 45895 120 

-8806230093 Forwards 700917-18 feeder insp repl 
KELLY, WO Region 2, Ofc of Iho Director 70/10/13 SPENCER.G S Region 5, Ole 
cl the Director Ip 45805 127*45605127 

-8808230113 Forwards draft rept of Snsp on 710412*14 Ma/or areas 
inspected requirements of PI3600/2, Attachment H 8. I.Soclions 5105 03,04 A 
5205 03,04 re present cont activity 

BOWER, FU Region 2, Ofc of tho Dlrocior 71/04/28 JOHNSON, A Rodion 6, Ofo ol 
the Director 15pp 45895 128 45095 142 


8805240028 NRC Info Notice 88-033, “Recent Problems Involving Model Spec 2*T Ra 
diooraphic Exposure Dance " SvC list end 

BURNETT R F Division of Safeguards A Transportation (Post 870413) 88/05/27 
Conso’ dated Ed son Co of New York, tnc I20pp 45683 158 45683 277 

8806010282 Responds lo NRC 880427 Itr re violations noted in fnsp Repts 50 275/88 
02 & 50 323/88-02 Corrective actions condensate storage tank level & containment 
spray flow transmitters will bo recalibr by 880615 

SNIFFER JO Pacific Gas & Eleclnc Co 88/05/27 Document Control Branch (Docu 
tr*r4 Contid Desk) 28pp 45712 165 45712 192 

8805240090 Suppl 1 to NRC Info Notice 87*061, “Failure of Westinghouso W-2*Type 
Ctrcuii Breaker Cell Switches “ Svc list end 

ROSSICE D.vison of Operational Events Assessment (Post 870411) 86/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 038 456B3 157 

8805240215 NRC Info Notice 88 034, "Nuclear Mali Control & Accountability of NonfueJ 
SNM at Power Reactors " Svc tist end 

ROSSICE Division of Operational Events Assessment (Posl 870411) 88/05/31 
Consolidated Edison Co of New York, fnc 122pp 45790 188 45790 308 

8805270306 NRC Info Notice 80 035, “Inadequate Licensee Performed Vendor Audits " 
S^ctisiend 

ROSSf.CE Division of Operational Events Assessment (Posl 87041 1) 68/06/03 
Consolidated Edison Co of New York, fnc 120pp 45790 068 45760 187 

Responds to NRC 880509 Hr re violations noted in Insp Rept 50 275/88 
U9 Corrective actions technical analysis group convened to perform root cause anafv- 
comprehensive actions identified to prevent recurence 
S actf-c Gas A Electnc Co B9/06/06 Document Control Branch (Docu- 
ment Control Desk) 5pp 45799 084-45799 088 

8806130292 Responds to NRC B80505 Hr re violations noted in Insp Ropt 50*275/88* 
fmo ream ve^sS 05 ^^ bamef *° prevent ,nQ tf verten ndrQdLicti(m ol foreign mall 

aswSs ^ B5cum9n, c °" mi eranch (dmu - 

' lSScS^!!io&*g& LoSS RCS lnven,0 ' y 

89/06/08 

Mau T ppm" 1 TeS "" 9 Del0m,l ' ,s Con,0,m 
s“c? 88 ° 37 ’ '' F ' 0W BlMka95 01 »*• <° Safely Sys 

SSSMS5 & wmi " 

,0fT - s P^'ton ol Model 
ol Ne^Yofkf fn 8 86/06/14 

URC 01 •*" lo oo, root violate* 

Gwli eIoo^io'cc^ ip 86/06/14 SHIFFER ' J o Pacific 

“ Falure 01 Tnp Altachment on GE 

ssswaa 88/06/15 

e N K*o ! rf 0" m BWRs " Svc ,lsl encl 

Consolidated Edison Co 88/06/15 

SucgosJnc a^ P Fcls!om N Nj C A Wesf Ss^'Mfn Oa° a r wT 9 WaNs Su PP ried Piprng 
ROSSI, CE Division of OMratinn. i P./n » J 9 a E° at Williams town, NJ ” Svc ifst e ncf 
Consolidated Edison Co o^Now York, fnc 

'Sr?”®" ,6SP °" W '° F0IA ,eqU9S1 B documents 

mcmilianja ott* 880!1 <>' 

"sZgT7 s lnsp Repl 50 - 275/ ™ w ~— 

SffVPSSti 


8806270149 First partial response lo FOIA roquost for (iocumonts Forwards Apps D 8 
C documenls Documents avaifablo in PDRApp A documonls also available la 
PDR Apps D through G documents withheld (ref FOJA Exompllon 6) Roloasablo por 
tionencl 

GRIMSLEY.DH Division of Rules & Records (070413 0005 14) GB/0B/ 15 BOLEYK 
Public Citizen's Critical Mass Energy Pro|oct 24pp 45Q9G 200 45090 15Q 

-8806270154 Forwards listed dala tablo3 for uso In preparing performance analyses for 
plantiper DF Kirsch 070728 memo SALP porformanco analyses should bo submilled 
to J Burdom by 870825 

MENDOCA.M Region 5. Ofc of Iho Director 07/00/07 CHAFFEE A 
ZIMMERMAN, R , NARBUT.P Region 5, Ofc of tho Director, 2pp 45906 32fl‘ 


-8806270158 Torwards tablo attachmont of supporlmfl dnla & summary of LERa por D 
Kirsch B60722 memo SALP Review Board mooling achodulod for B60904,por 860723 
memo 


KIRSCH.DF Region 5, Ofc of iho Dlrocior 06/08/04 CnhWS.J,, CHAFFEE A 
MENDONCA.M Region 5, Ofc of tho Director Ip 46000 330-45B0B 930, ' ' 


“8806270166 Nolifios lhal regional SALP Roviow Board moollno for plant scheduled to 
convene at Region V ofc on 860904 Assessment will covor 12*mon(h period from Aug 

1 oHj - Jul 1 wuh 


n hwiii I V. * 7'™ w onuvvo.U , UI1/W I tt/ 

BURDOIN.J Region 5, Ofc of Iho Director 3pp 45000:391 45000 333 


e i ,i V”iT ’"’Y ,, 'l uv .' a v ,t ’ u"«ur\yr r unurus uuo ro 

Spring Motor Mounting Bolts Svc list end 
ROSSICE Division of Operational Events Assosemonl (Post 070411). 00/06/23 
Consolidated Edison Co ol New York, Inc lOOpp 45077 , 207*45970 033 




n^GC( r< c oT I v ■ « ~ uu w Y. wluno| w V « IV0 rrouioma t>vc Hat end 

Division of Onormional Evonls Assoasmont (Post 070411), 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 46077 104-4 5977200 


R. Periodic operating reports A related correspondence 


During Monlh of Apr 1988 " ^ u LJUlu,u rowor f 

TOWN SEND, J D Pacific Gas & Electric Co. 00/04/30 33pp 4571 1 203*4571 1 316 

8fl ! S2! FofWa ^3 ^7 1080 monthly oporntlno roptB for Diablo Canyon, broakwalor 
tons ™ Jan-ApMOao 00 ™ 010 ' m0n “ lly op ° ral,n fl ™ pls 10 shnWown 4 powor roduc- 

[“mc'cnporooak) ?P^593W C 45 C D 0 3fl 8 1 8/ ^ /,5 D ° CU,,,0nI C ° n ' r01 BrB " Ch 

■■Sf^L , r , s h ir ,a1,n0 ropts Mo/ 1880 ,or Diab, ° canyon * ,ofl7 b,o,,i< - 

mal °NE,DD Pacific Gas & Eloclrlc Co 00/05/31 20pp, A6030 003 

MALONEO 7 D < Padff/ , rZ l % 0 P ora ;!' , S> ™Pto f °r Jon 1000 lor Dlnblo Canyon. 
M>\LUNt,UD Pacific Gas & Electric Co 00/01/31 4pp 4503B.1 13 46996 110. 

^ MA?nMF 8 n n°D OC i! e ^ on i hly °P° ratIn 9 ropts for Fob 1900 for Diablo Canyon 
MALONE, DD Pacific Gas & Elcclnc Co 80/02/29 2pp 46030.117 46939 110 

* fl MALnNF 9 n n 1 °p r f c ! 0d J 4 T10n I h !V operating ropts for Mar 1900 for Diablo Canvon 
MALONE, DD Pacific Gas & Electric Co OOV03/31 2pp. 45030 11 9 46930 120. 


"MALONE D ^B^DESFMP^ OpOm1fn 0 rG P l * for Apr 1908 for Diablo Canyon 
45936 124 ' BEDESEM ’ P Pacllic G»s & Eloctdc CO 00/04/30 4pp 450 


46936 121 


8 ^terfy ^ro^G^s^Qy^ 9 ! 1^ d lecllnTwo?k^w^ m < ' on9 r ;I?i m Solsmfc Prooram," quar* 
SHIFFER J D Pacifir pIaIta K ,rom 080201-0430 

ment Control Desk) 2pp 459^1 100 4591 6 Documom Contr °f 8ranch < Docu 

Progross^pt^i'i^ 10 Pcwei Plant Long Term Seismic Program," quarterly 

1 Pacific Gas & Electric Co 88/00/30 Opp, 46911.190 45911 , 190 , 


cen sees ' 3 fo^ period gg 4 ^ m pnn n^ C,1 i S ?, GC u Vi0lalfons ( LE ^ 8 ) reported bv li 
^IgtSllon^ 0 880324 re£ > U08t 10f Clarif ' Ca ’ 
Oetailcd Allillallon G^van^ 12pp ^sola'fos^isaso 3 , 8 ( 04/14 NARBUT ' P ' P NRC ' N « 
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8006010163 LER CO 012 00 on 8B0422,Tech Spec 4 112 12 surveillance requirement 
not met when replacement pump for moperablo 1-RY-24 not running Caused by per 
sonnel error Technicians Involvod & mot personnel counseled W/800523 Itr 
HUG.M , SHIFFER.J D Pacific Gas & Electric Co 88/05/23 6pp 45696 065 
45696 070 

8806030147 LER 80 009 00 on 880407,discoverecl seven Westinghouse relays w/ln 
creased drag on solenoid Caused by particles of polling compound lodging between 
solenoid coil spool & plunger Relays replaced during refueling outage W/600526 llr 
SISK.D P , SNIFFER, JD Pacific Gas & Electric Co 00/05/26 8pp 45717 198- 
45717 205 

8806080362 LER 88 015 00 on 800507,failed bolting idontihod in reactor coolant pump 
motor lube oil flow chamber In upper bearing assembly Causod by molol fatigue from 
vibration Four new flow chambers being installed in motors W/880602 llr 
HUG.M T, SHIFFER.J D Pacific Gas & Electric Co 00/06/02 lip p 45756 341 
45766 351 

8806100276 LER 07 024 01 on 871213,reac1or trip & subsequent turbine trip 
occurred Caused by failuro of detector voltago supply for sourco range Channel N 
32 High voltage power supply & detector signal proamp replaced VY/8806G6 Ur 
NICHOLSON.A , SHIFFER.J D Pacific Gas & Electric Co 08/OG/O6 5pp 45771 249 
45771 253 

8806160079 PNS V-08 004 on 880607, reactor operator identified as using 

drugs Individual had Initiated actions to seek offsite assistance bicensoo deactivated 
individual socurlty badgo & initiated actions per fUness for duty program 
SCHAEFERS, SCHUSTER.M Rogion 5, Ofc of the Director 03/00/08 2pp 
45035 321-45835,322 

8806140499 LER 06 023 00 on 860321 .allowable timo limit oxcooded for containment 
emergency air lock surveillance Causod by personnel error In updating preventive 
malnt 8 test schedule Event reviewed w/personnel W/QBQ609 llr 
MALONE, D,D„ SHIFFER.J O Pacific Gas & Electric Co 88/06/09 5pp 45004 297 
45004 301 

BD0814Q560 LER 6B 011 00 on GQ0512,luol handling bldg radiation monitor exceeded 
high alarm setpoint & causod ventilation sys to shift into iodlno removal mode Causod 
by background radiation fluctuations Sys roturnad to normal W/GB0609 Itr 
JOHNSON.RL, SHIFFER.J O Pacific Gas & Electric Co 0Q/O6/O9 5pp 45004 344- 
45B04 34Q 

8806210460 LER 87-029 00 on 871120 & 8801 16, stated time Interval requirement ex- 
ceeded when steam flow Channols 512 & 513 & 523 & 522 not 

chockod.reospectivoly Causod by personnel orror Procedure will be revised W/080613 
llr 

HUG.M, SHIFFER.J D Pacific Gas & Eloclnc Co OB/OG/13 Opp 45045 247 
45845 254 

8806210308 LER 66 022 00 on 060006, surveillance not performed in accordance w/ap 
pllcabto acceptance criteria Caused by usage of unapprovod molhodotogy Tiro pump 
test loop flow elomont will bo replaced to allow verification W/000014 Itr 
MALONE, D D , SHIFFER.J O Pacific Gas & Eloclrlc Co CO/OG/14 Gpp, 45845 263 
45045 260 

8806270305 LER BB 006 01, on 880209, fuel handling bldg & control room vonlilntion sys 
mode change Initiated Causod by short to ground In oulput regulating transformer from 
120 to 160 volts Vondor notified & unit returned to opointlon W/080621 
MALONE.DD. SHIFFER.J D Pacific Gas & Electric Co 08/00/21 5pp 45935 340 
45035'344, 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8606010018 Forwards rev to util physical security plan consisting of May 1900 page 
changes & summary of revs listed Enel withheld <ref 10CFR2 700 & 73 21) 

BRADLEY, EJ Philadelphia Eloctrlc Co 00/05/27 MURLEY J £ Office of Nuclear 
Reactor Regulation, Director (Post 070411) Gpp 45735 156 45736.158 

OBOG 10016 1 Forwards update to slatus of ufil investigation & audit of allegations re se 
curity force at plant Util has investigated allegations to fullest & correclive actions 
being Implemented Ends withhold (ref 10CFR73 21 & 2 790) 

GALLAGHER, J W Philadelphia Eloclnc Co 80/06/03 RUSSELL.WT Region 1, Ofc 
of Iho Director 5pp 45B14 249 45B14 253 

8806140378 Roquosts that util Investigate allegations by Councilwoman Parrott at 
BB0516 public mooting on Poach Bottom restart In PyloviHos.MO re security, health 
physics, on silo drug aclivity & on aito fire omengonefes Parrott slniomont end 
KANE.WF Rogion 1 , Ofc oftho Director 80/06/03 MCNEILL, C A Philadelphia Elec- 
tric Co, Opp 45832,001 45032 008 

8606160411 Forwards info ro actions taken as result of Audit Ropl AP BB 40PL on 
880404*29 ro physical security plan & procedures Info withheld (ref 10CFR73 21) 
SMITH, DM Philadelphia Electric Co 80/06/13 RUSSELL.WT Region 1, Ofc of the 
Director. 2pp 45840 164 45840 165 

6806230074 Forwards Safoty Insp Ropts 50 277/08-13 & 50 276/80-13 on 080423- 
0603 No violations noted Licensee identified four violations Response to Insp Ropts 
50 277/80-10 & 50-278/88 10 expected, 

KANE.W.F, Region 1, Ofc of the Director 00/06/13 MCNEILL, C A Philadelphia Elec- 
IrioCo 2pp, 45926-273-45926 311 

-8806230077 Insp Repts 60 277/88 13 & 50 270/03-13 on 880423 0603 Four viola- 
tions noted by licensee Major areas inspected oporatlonal safety.radiatlon 
protecllon.physlcat security, refueling activities, malnt, outstanding Items & events 
WILLIAMS, J H , UNVILLE.JC Region 1, Ofc of the Director. 00/00/QB 37pp 
45926 275 45920 31 1 

8806210051 Forwards "App R Multiple High Impedance Cable Fault Flamo Test Rept," 
did 88061 5, which addresses open Item on multi pin high impedance faults from com 
blned Insp pools 50 277/07-30 & 50-278/87-30 

FOG ARTY, E P. Philadelphia Eloclnc Co 88/06/15 BUTLER ,W,R Project Directorate 
12 ip 45905 207 45905 279 


■9606210052 "App R Multiple High Impedance Cable Fault Flame Tost Rept " 
ROCK.RB, JONES.RM, BOYER, WJ Philadelphia Electric Co 06/05/27 72pp 
45905 200 45905 279 


G, Adjudicatory correspondence 

8806000082 Second motion lor extension of timo In which lo file contentions * Served 
on 860525 Granted for ASLB on 880520 

1 Pennsylvania, Commonwealth of #200 6410 88/05/25 Atomic Safety end Licens 
ing Board Panel Ip 45739 241 45739 241 

8006230056 Motion for Ihlrd extension of time In which to file contentions # Common- 
wealth of PA requests that Board grant addl extension of time until 880024 for filing of 
contentions Granted for Licensing Board Served on 080621 

SPIEGELMAN.RD Pennsylvania, Commonwealth of ff2QB 6548 88/06/17 Atomic 
Safety and Licensing Board Panel 2pp, 45859 239-45859 240 

8806300275 Motion for third extension of time In which to file contentions * Granllng of 
addl extension of time of 60 days until 800824 for filing of contentions fn matter ro 
quested W/Cortificalo of Svc 

SPIEGELMAN.RD Pennsylvania, Commonwealth of #2&Q 6582 00/06/17 Atomic 
Safoty and Licensing Board Panel 4pp 45964 230 45964 233 


H General correspondence 


8806300404 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparodness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

LOGUE.R H Philadelphia Electric Co 88/06/08 Docketing & Services Branch Ip 
45966 305 45966 305 

8806280091 Provides info In response to RL Spaulding 830423 llr ro probloms associat- 
ed w/full power operation authorization & plant shutdown Plants must demonstrate 
satisfactory solutions to Issues before restart or full power operation 
STELLO.V Ofc of the Executive Director for Operations 88/00/10 BOSCHWJTZ.R. 
Senate 6pp 45964 242-45964 248 

-0006290008 Roquosts response to RL Spaulding 880420 llr ro facilities 
BOSCHWITZ.R Sonata 80/05/23 BRADBURNE.J Congressional Affairs Ip 
45964 246 45964 240 


J. Insurance & Indemnity Information 

8806070082 rorwards Endorsement 123 to NEUA Policy NF-140 & Endorsomont 73 lo 
MAELU Policy MF 67. 

BRADLEY, E J Philadelphia Electric Co 88/05/27 OINITZ.I NRC - No Detailed Affili- 
ation Given 5pp 45748 213-45748 217 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8B0G030166 Rocommends that ACRS begin review schedules upon agreement that 
viable util restart plan established & that ACRS consider subcommittee site visit & 
meeting In early Jul followed by full committee meeting In mid Jul 
STELLO.V Ofc of Iho Executive Director for Operations 00/05/25 FRALEY, R F 
ACRS - Advisory Commllteo on Reactor Safeguards 2pp 45715 042*457 15,046 

-8006030174 Requests to bo Informed of date that NRC will be ready for ACRS 
review, to permit scheduling of ACRS activities In order lo not delay Commission 
action 

FRALEY, RF. ACRS - Advisory Committee on Reactor Satoguards 00/05/11 
STELLO.V, REHM.T, Ofc of the Executive Director for Operations Ip 45715 044 
45715,044 

-8006030194 Roquosts close coordination w/EDO to onsure that review of shutdown 
nuclear power plants did 800412 complete, 

ZECH.L W Commissioners 88/04/28 KERR,W ACRS - Advisory Commltloo on Ro 
actor Safeguards Ip 45715 045 45715 046 


P. Operating license stage documents & correspondence 

-8006030207 Advises that ACRS wili not Issue repl9 prior lo restart decision unless 
brought to Commission Immediate attention re review of shutdown plants 
KERR.W ACRS - Advisory Committee on Reactor Safeguards 06/04/12 ZECH.L W 
Office of Nuclear Reactor Regulation, Director (051125-870411) Ip 45715-046 
45715 046, 

8806 170 160 Forwards Amends 131 & 134 to Licenses DPR-44 & DPR-56, respectively 
& safely ovaluation Amends revise Tech Specs 4 9 A & 3.9 B & bases for dlosel gen- 
erator fuel oil In response to guldanco fn Reg Guido 1 137, 

MARTIN, R.E Project Directorate 1-2, 80/05/31. 8AUEFLEG. Philadelphia Electric Co 
3pp 45828 285*45820,316 

-8006170166 Amends 131 & 134 to Licenses DPR-44 & DPR-56 .respectively, revising 
Tech Specs 4 9 A & 3 9, fi & bases for diesel generator fuel oil In ropsonse to guid- 
ance In Reg Guido 1 137 

BUTLER, WR. Project Directorate 1-2, 60/05/31. 25pp 45020 200 45620 311 

—8806170173 Safety evaluation supporting Amends 131 & 134 to Licenses DPR 44 & 
OPR-56, respectively 

f Office of Nuclear Reactor Regulation, Director (Post 070411) 00/05/31 5pp 
45020 312-45028,316. 

8806090053 Forwards request for addl Info re Rev 1 to restart plan & schodulo for cor- 
rective action activities listed In plan Requests schedule for response to questions so 
that review & next meeting can be planned 

RUSSELL.WT, Region 1> Ofc of the Director 88/06/01 MCNEILL, C A Philadelphia 
Electric Co 14pp 4500 isl 47-45801 ,160, 
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a&OftlOGlfcfJ Rcqueite ot u* I investigition of 860521 firing of contractor employ 
gt fer a'cg’dy rc'ySr/ig to make weld repair on RHR pipe support stanchion to 
pi^te w/q f'fsl crind ng out repa r area 

MNEWF Reg on 1 Ofc ol the D reclor 88/06/03 MCNEILL C A Philadelphia Elec- 
tee Co 7pp 45771 320 15771 321 

6806140096 Forwards add! mfo re app'icalion of methods to reload licensing discussed 
1T> PECOFMS-G004, Methods for Perform, ng BWR Sys Transient Analysts ” NRC re 
quested Id comp'etd review of listed top'cal repts by Feb 1989 
GAlLAGRER J W pn,iade'phia Electric Co 86/06/06 BUTLER ,W R Project Ojector 
aU I 2 Hpp 45819 132 45619 H? 

8806140266 Ad.iscs that i/U wi'l submit responses to NRC request lor add) into re Rev 
f to resort pfan by 880705 

MCNEILL, C A Ftoladc'pha Elsctrrc Co 88/06/06 RUSSELL, WT Region 1, Ole of 
the Director Ip 45857 285 45857 286 

8806200016 Responds to 880104 request for mfo re util commilmenl to perform one 
tme vendor manual update programmer Gentuc LW 83 28 VJU to submit schedule tor 
incorporate vendor guidance into effected procedures & Tech Specs by 880031 
GALLAGHER J VV PtUadelpNa Bec’nc Co 88/06/ 10 VAflGAS A OivisiOn Of Reac 
lor Presets W tPo*1 870411) 9pp 45870283 468?Q 291 

68062 1Q211 Forwards Governor Schaefer 880526 Hr commenting on pfan for restart of 

toci'-w 

KANt.VVF Region 1 , Ofc of the Director 88/06/13 MCNSILL.Ca Philadelphia Elec 
trie Co 2pp 45849 251 45849 259 

-8806170152 Comments on plan for restart of planl.Ftov f published oy ukl on 
680408 Plant should only be restarted if plmt will be ODeraied in safe 
manner Accepting restart p'an a$ criteria dors not address issue of effectiveness 
SCHAERER.WO Maryland State of 88/05/26 RUSSELL, VVT Region 1, Ofc of the 
0 rector 7pp 45649 25345849 259 

880321025$ Informs that 670028 Rev 1 lo offsite dose calculation manual reviewed & 
found fo consist entirely of typo corrections & does not change results ol 870609 
technical evaluation 

MARTIN RE Project O.rcctorate I 2 89/06/13 ALDEN.W M Philadelphia Electric C 0 
3pp 45657359 45857361 


.-8806140077 insp Repts 50 277/87 35 & 50 277/07 3b on 071113 800114 No viola 
hons noted Major areas inspected overall crow mlorflction.fcnowlorigo & use of plant 
proceduros,knowlerfge & use of Tech Specs & crew com mum call on 
HOWE A, LANGE.D Region 1, Ofc of tho Director 00/06/01 20pp 4502 j f7?> 
45821,191 

8805270306 NRG info Nat'ca 08 035, “Inadequate) Liconsno Performed Vontior Audits'' 
Svc list encf 

ROSSl.CE Dwtelon ot Operational O/onts Asspssmont (Post 070411) 80/06/03 
Consolidated Edison Co ofNow York, Inc 120pp 45700 060-45700 107 

8306020047 NRC info Nolice 88 036, “Possible Sudden Loss ot DCS Inventory During 
tow Coolant Level Operation " Svc ilsl oncl 

ROSSl t CE Division of Operational Events Asaossnionl (Post 070411) 00/06/Oe 
Consolidated Edison Co 01 Now York, Inc 120pp 45905 152 45965 271 

8806200119 Advises that evaluation of util 880226 submittal of ropl, “Root Cause Invos 
ligation of Shutdown Cooling Isolations'' complotoiLIn fospopso to Insp Ropto 50 27?/ 
87-22 & 25 & 50-270/67 22 $• 25 E/tof to corrociw ncUon s fakon 
GALLAGHER.J W Philadelphia Electric Co 80/06/09 KANE.W.f Rogion 1 Ofc of 
tho Director 6pp 45901 226 45901 230 

8006090301 Suppl 2 lo NRC Qullolm 07 002, Tastonor Tolling to Detormlnn Conform 
ance W/Applicable Mall Specs " Svc list end 

ROSS| v CE Division of Operational Evonto Assoasmonl tPost 0/0411) 06/06/10 
Consolidated Edison Co of New York, Inc I20pp 459IG 200 45D1D 327 

8806230074 Forwards Safety Insp Ropts 50 277/08 13 & fiO-270/00 13 on 880423 
0603 No violations noted licensee Identified four violations nosponso to tnsp Reals 
50 277/89 10 & 50 278/86 10 oxpeciod 

KANE.W F Region 1, Ofc of Ihe Director 00/OG/13 MCNEIlL.C, A Philadelphia Bqc 
UicCq 2pp 45926 273-45926’3 11 

-88062300/7 Insp Repls 50 277/86 13 & 50 278/00-13 on 68(1423 0603 Top/ viola 
irons noted by licensee Mn[or aroas inspector) opornUonnl snfoty.radifll/on 
protociiomphysical security, refueling activities, mftlnt,<jutslnridfriu Home & ovcnis 
WILUAMS.J H , LINVfLLE.J C Region 1, Ofc of tho Director 08/00/00 a?m 
459Z6 275-45926 3f1 ^ 


8806270266 Responds to 86032? request re status of vanous safety issues Thirty 
issues (rwoive Tech Spec amends for which NRC requesting confirmation ihat 
agenda ha.e been irripitn-jcnteti Slaton of tasjts shown on end fist 
FOGARTY, €P PAfadfiiphja Elecinc Co 88/06/16 BUTLER.WR Project Directorate 
I 2 4pp 45936 129 45936 132 


G inapetlton reports, IE Bulletins 6 correspondence 

8805250100 Responds to NRC 8B0416 Itr re violations noted in Insp Repts 50 277/6a 
4 £0 276/86-03 Corrective actions falure to maintain documentation of 
10CFR50 54(r) review performed m 1983 

GALLAGHER JY) Philadelphia Elector: Co 88/05/16 BELLAMY ,R R Region 1, Ofc 
Of the Director 3pp 45673 178 45673 }#) y 


8006080025 NRC Info Notice 08 037, Tfow Blockano of Coollnn Wntor to Safely Sys 
Component ” Svc ksl ancl 

ROSSI.CE Division of Ooomlional Evonis AssoswupuI fF’oat 87041 N 00/00/iA 
Consolidated Edison Co of Now York, Inc 125pp 45040001 45040 125 

8806080211 NRC Bullollp 80 006, "'Aclions To Do Ttikon for 1 ransporlnlion of Model 
Spec 2-T Radiographic Exposuro Dovtco " Svc list oriel 

BURNETT, RF Division of Safeguards & Transporlallon (Rost 0/O413) 08/06/J4 
Consofidcdod Edison Co ol Now York, Inc 100pp 45035 21 j 450jfj 3I8 

8G06090 194 NRC Info Notico 80 030, Tailttfo of Undorvollatjo Trip Attachment on GE 
Circuit Breakois M Svc list end, 

ROSSLCE Division ol Operational Evonts Ansonsmonl (Post 070411) 00/00/16 
Consolidated Edison Co, of New York, fnc 1 1 1pp 45U4G 120 45040 230 


™\ 2 o/ 7M7 4 Ma5025a/8;-32 Ql steps tawn l '— 1 

^co J ? p pp n :^Vd7?T7,6o S ? ,ec,or 88/05/23 mcne,ll ' ca 

01 s,eps laks, ’ ,o cor ' e '' mo,s, “" s 
f^mKp%2 2b 0 ?57^^4 Dl,eC ' M 89/05/25 MCNE ' LL ' CA Ph " adelPhia 


flC £^°ii NRC 0ullotin 08 ° 07 * Towor OBcUlations In RWris “ Svo flat oncl 
ROSSfCE Division of Operational Cvonts Assossmotil (ftosl 0704 11) 00/00/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45D29 1 1D 45D2D 2?0 



S8,e,y lnsp Rep,s 50 2/2/88 " s 60278/00 11 ° n 
88/05/25 MCNEILL ' CA Ph ' ,ad(, W a 
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“ 88/05/20 ^'3 on Ofc ol 

"22S& e“ £SS “ MST* p,obl,jn,s Modal Speo 2 T Ra - 
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8806020036 Responds to IE Bulletin 85 003S«nni 1 “u«.- 
Modo Failures During Pi ■ • ■ 

fltod valve program estal , 

KOWALSKIS J Phiiadel . 1 . , 

of tho Director 2pp 45731^^10, ' ' 


tommon 
'■ or-oper- 

^ w 1 1. Ofc 


80 hi Q h 2 1S221 c fr °^ a l . rd8 i'^ App R Mull, P fo H, 9 f > Impedance Coblo Toull rfnrno Toal nent/ 1 

m ,mpaMnc ' > ,flU ' te " om cora 

r2Jp 5 '45905 > 207-45^05 l 27T IOCl ° C BE,/0fl '' 15 BUTLCfl.W fl Pro|orl DiracloralO 

hockrb 2 "tecs 1 o U ll ipl ' C<lhlD r «“" Flnl ™ Tosl Ropl " 

459Q5MM6805 27fT M ’ B0V£R '” J Pfl'Ini/olphln Elocirlc Co OO/OG/27 72pp 

88 fo 62 A°?o P 7 H,fl P fl 0, lnte Nn , C 8800,0 ,lr ro violations noloti In Insp do, ,ls 00 277/00 
monihfnirf,!!™, 1 ^ " acUvo ocl| o |ls cabl0 eopnrolion problom corrocloil within 2 
B*oW. $ ? p ,R r °pra'° conecilvo acllons Irfonlilioc) 

D“r^ P 4584BMft“a flB/M/17 y ' mm * n0 ° l0n '• 0,0 01 ,h0 

“SS e ™ ka ' rmiursa One ,o Looso Charging 

M/oQ/23 

8B fl0SSi : CE N D£.i? , n l rt U n ™ r S c 0,6/wW ^ **** mg " Svc H\ oncl 

Conaoiidatod^Edf^nn ?Pk!? °J a , E , vfinls Aasogsmont (Post 070411) 00/06/23 
^onaoiiaated Edison Co of New York, Inc 123 PP 45977.164-45077 206, 

R. Periodic operating reports & related correspondence 


sar 1 ' ,,Fai! - v 

sass-ass • 

Power 0 Reactors^ SwtSeci« UClear Matl C<)n,f0, 8 ^ccounlabiltty of 

rtSS™ 1 ' n5( ’ RWs 50 35 8 50 270/07.35 on 07,,, 3 88 
^'Co M 2»^2!'T^«^ s °' e£ ' ot 33706/02 MCNEILL, C A Ph.l 


WilLSEY W n PhitdShVrt r,? 0 . 13 0 ^ E( y' fon Oporatmg Ropl 46’* W/ 000527 fir 
VYu.u>tr,WB Pmdelpm OecUicCo Q7/1Z/31 U) G pp 45720 001-45720,108 

08 LWViLr F 9 r r pl f n( « (£>lUS r W for ^430 05)7 

88/05/19 KANE ' WF n °0 ion 1 - 0,cof 


Ca o1 6 hous°| 4 nm^mgS m0rt1hly opt)fallr1 Q r0 Pts for Apr 1008, corroctinQ number 
menfconlroi Desk^lp 1 4 57^1^12 45772; l^ 25 DocUmonl Conlf0j Bronch (Docu 

In report^ rr,onl ^ operating ropls for Apr loOO.corroclino number of hours 

MIDDLE? n,LL Philadelphia Eloclrrc Co 86/04/3Q I 3pp 45772,110 45772 125 
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8806220159 Monthly operating repts for May 1980 for Peach Bottom Atomic Power 
StalEon.Umts 2 & 3 W/Q80615 Itr 

MIDDLETON, L L , ALPEN.W M Philadelphia Electric Co 88/05/31 1 4pp 45913 173- 
45913 186 

6806090112 Forwards second monthly schedule update for plant restart As of 
860531,83 of 136 total activities in Sections I & II of plan completed 
MCNEILL.C A Philadelphia Electric Co 86/06/02 RUSSELL.WT Region t, Ofc of 
the Director 12pp 45801 196 45801 207 

6606140436 Forwards plant status rept for 8605 18-060 3, providing ovorvmw of plant ac- 
tivities & NRC insps activities Subsequent insp repts will address topics In moro 
detail 

LINVILLE.J.C Region 1, Ofc of tho Director 08/06/07 KANE,W F NRC - No Detailed 
Affiliation Given 4pp 45004 164-45804 167 


S Reportable occurrences, LERs & related correspondence 

8606030334 NPDES noncompliance notification on 880406, suspondod solids from dis 
charge point 501 exceeded max permit hmit Caused by high solids carryover through 
sewage plant resulting from wet well pumps tripping on thermals Pumps repaired/ 
cleaned 

SMITH,D.M Philadelphia Efoctnc Co 08/05/26 Pennsylvania, Commonwealth of 
2pp 45763 171-45763 172 

8806030344 NPDES nonconi pi la nee notification on 800406, total phosphorus sample ex- 
ceeded monthly average Caused by high solids carryover from clonfors & lower than 
normal pMs Alum to sewage plant equalization basin Increased 
SMITH, D M Philadelphia Electric Co. 88/05/25 Harrisburg, PA 2pp 45759 324- 
45759,325 

8006030350 NPDES noncompliance notification on 86D414,pH of sample from Dis- 
charge Point 301 exceeded monthly permit limit Caused by release of noulralizlng lank 
A w/o continuous pH indication &/or trip protaclion.Settllng basin Isolated & neutral- 
ized 

SMITH, DM Philadelphia Electric Co 80/05/25 2pp. 45746 350-45746 351 

8806030362 NPDES noncompllanco notlficalion.on 000406,BOD of sample from Dis- 
charge Point 501 exceeded monthly average & Instantaneous max limits Caused by 
high solids carryover Ihrough sewage plant. Wet well pumps ropairod & cleaned 
SMITH.D M Philadelphia Electric Co 00/05/25 2pp 45740 252 4574G 253 

8808020122 LER 00 001-00 on 080420,blown fuses rendered one Independent train of 
several engineering safoty features inoperable Cause unknown Fuses replaced & 
physical insp of fuses Initiated to determine failure mode W/G0Q52Q Itr. 

BIRELY,W C , LOGUE.RH Philadelphia Electric Co 88/05/26 5 pp 45716 022- 

45716.026. 

8606030306 Special rept on 800415,carbon dioxide fire suppression sys takon oul of 
sve for more than 14 days.Causod by continuous fire watch required In cable spread- 
ing room during repair of hole In lloor.Holo repaired & subj sys returned to sve 
LOGUE.R.H Philadelphia Electric Co 80/05/27 Document Control Branch (Docu- 
ment Control Dosk) 2pp. 45752.180 45752 1 01 

BB0610025B LER 80 010-00 on 08050 6, primary containment isolation sys Group II isola- 
tion signal actuated Caused by fuse being pulled w/o adequate review of pormit & op 
plications to sys Fuse replaced Procedure revised W/ 000603 Itr 
BIRELY.W.C , LOGUE.R H Philadelphia Eloctric Co, B8/G0/O3 5pp 46701 049 

45791 053 

8806210342 Summary of Operating Reactors Events Mooting 00-23 on 880607 List of 
attendees, ovenls discussed & summary ol reactor scrams end 
LANNING.W Events Assessment Branch 00/06/08 ROSSI.CE Division of Oper- 
ational Events Assessment (Post 070411). 15pp 45857 177-45857 191 

8B06200113 LER 88-011 00 on 88051 2, reactor protection sys unexpectedly generated 
full scram slgnal.Caused by test engineer inadvertently grounding circuit,thoreby blow 
Ing fuse Scram discharge vol drained & scram resot.W/880613 Itr 
BIRELY.WC,, LOGUE.RH Philadelphia Electric Co 08/06/13 5pp, 45B65 217- 

45065'221 

8806220016 Special repLon 8702 15, packing leak from RCIC outboard Isolation valve ro 
ported to operating shift Caused by steam leak Now grease replaced On 87091 5, deg 
radatlon to motor operator & field wiring discovered Components roplacod 
LOGUE.R.H. Philadelphia Eloctric Co 08/06/15, RUSSELL, W.T, Region 1, Ofc of the 
Director. 8pp, 45913 325 45913 332 


U. Congressional/Executive Correspondence 

8606140205 Forwards Commission responses to questions posed by Senator Mikulski 
per 880415 Itr re facility restart Responses will be mado pari of record of committee 
0B0302 hearing on NRu FY09 budget request. 

ZECH.LW Commissioners 88/05/27 BREAUX, J.B Senate, Environment & Public 
Works. 34pp. 45803 028-46003 061 


V. Operator Examinations 

0806100021 Provides addl info ro training of plant operators & operator candidates on 
changes to plant procedures, per 800419 requost 

GALLAGHER, JW Philadelphia Electric Co 88/05/31 GALLO, R M Region 1, Ofc of 
the Director 2pp 45818 064 45810 065 


DOCKET 50-270 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


p. Security, medical, emergency & fire protection plans 

8606010010 Forwards rev to util physical security plan consisting of May 1988 page 
changes A summary of revs listed End withheld (ref 10CFR2.790 & 73 21) 

BRADLEY, E J. Philadelphia Electric Co 80/05/27 MURLEY ,T E Office of Nuclear 
Reactor Regulation, Director (Post 070411). 3pp 45735 156 45735 158 


8Q06 100161 Forwards update to status of util investigation & audit of allegations re se- 
curity force at plant Util has Investigated allegations to fullest & corrective actions 
being implemented Ends withheld (rel 10CFR73 21 & 2 790) 

GALLAGHER, J W Philadelphia Electric Co 80/06/03 RUSSELL.WT. Region 1, Ofc 
oMho Director 5pp 45814 240 45014 253 

0806 140370 Requests that util investigate allegations by Councilwoman Parrott at 
080516 public meeting on Peach Bottom restart In PyJavilles.MD ro $ocunty,hoalth 
physics.on site drug activity & on site fire emergencies Parrott statement end 
KANE.WF Region 1, Ofc of the Director 08/06/03 MCNEILL.C A Philadelphia Elec- 
tric Co 8pp 45832 001 45832 OOG 

8806 160411 Forwards info ro actions lakon as result ol Audit Rept AP OB-40PL on 
800404-29 re physical security plan & procedures Info withhold (ref 10CFR73 21 
SMITH, D.M Philadelphia Electric Co 80/08/13 RUSSELL.WT Region 1, Ofc of the 
Director 2pp 45040 164 45840 165 

8806230074 Forwards Safety Insp Repls 50 277/08 13 & 50 270/08-13 on 880423- 
0603 No violations noted Licensee Identified four violations Response to Insp Repts 
50 277/08-10 & 50-278/08 10 expected 

KANE.WF. Region 1, Ofc ol Iho Director 88/06/13 MCNEILL.C A Philadelphia Elec 
trie Co 2pp 45926 273 45926 311 

-8806230077 Insp Repts 50 277/80-13 & 50-270/80-13 on B 00423 0003 Four viola 
tions noted by licensee Major areas Inspected operational safely, radiation 
protection.physicat security, refueling activities.malnt, outstanding items & events 
WILLIAMS.JH Region 1, Ofc of tho Director 80/06/00 37pp 45026 275 45920 311 

8906210051 Forwards "App R Multiplo High Impedance Cabto Fault Flamo Test Repf," 
did 08061 5,whlch addresses open Item on multiple high impedance faults from com- 
bined Insp Repts 50-277/87-30 & 50 278/07 30 

FOG ARTY, EP Philadelphia Electric Co 08/06/15 BUTLER, W R Project Diroclorale 
1-2 Ip 45905 207-45905 270 

-B806210052 "App R Multiple High Impedanco Cable Fault FPame Tost Ropl ” 

ROCK, R 0 Philadelphia Electric Co 88/05/27 72pp 45905 200-45905 279 


G Adjudicatory corrospondenco 


8606080082 Second motion tor extension of time in which lo file contentions * Served 
on 000525 Granted for ASLB on 000520 

' Pennsylvania, Commonwealth of #288 6418 80/05/25 Atomic Safety and Licens- 
ing Board Panel Ip 45730 241-45739 241 

8606230056 Motion for third oxtenslon of timo In which to filo contentions ' Common 
wealth ol PA requests that Beard grant addl extension of time until 800D24 for filing of 
contentions Granted for Licensing Board Served on 0G0G21 

SPIEGELMAN.R D. Pennsylvania, Commonwealth of #288 6540 80/00/17, Atomic 
Safety and Licensing Board Panel 2pp 45059 239 45059 240 

8606300275 Motion for third extension of time In which to filo contentions * Granting ol 
addl extension of time ol 60 days until 800024 for filing of contentions In matter re- 
quested W/Cortificate of Sve 

SPIEGELMAN.R D. Pennsylvania, Commonwealth of #208 6602 08/00/17. Atomic 
Safoty and Licensing Board Panol 4pp 45964 230 45964.233 


H. General correspondence 

8806300404 Commont supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op 
orations 

LOGUE.RH Philadelphia Electric Co 08/06/00 Docketing & Sorvices Branch Ip 
45966 305 45966 305 

8806280091 Provides info in response lo RL Spautding 800423 Itr ro problems associat- 
ed w/full power operation authorization & plant shutdown Plants must demonstrate 
satisfactory solutions to Issues before restart or full power operation 
STELLO.V Ofc of the Executive Director for Operations 08/06/10 BOSCHWITZ.R. 
Senate. 6pp 45964 242-45964 240 

-0806290068 Requests responso to RL Spaulding 080428 Itr re facilities 
BOSCHWITZ.R Senate 00/05/23 BRADBURNE.J Congressional Affairs Ip 
48964 246 45964 240 


J. insurance & Indemnity Information 


8806070062 Forwards Endorsement 123 lo NELIA Policy NF-140 & Endorsement 73 to 
MAELU Policy MF-G7, 

BRADLEY, E J Philadelphia Eleclric Co 08/05/27 DINITZ.I. NRC - No Detailed Affill 
atlon Given Gpp 45748 213 45740 217 


O. Advisory Committee on Reactor Safeguards reports & correspondence 


8606030156 Recommends that ACRS begin reviow schedules upon agreement that 
viable util restart plan established & that ACRS consider subcommittee silo visit & 
meeting in early Jul followed by full committee meeting In mid Jul 
STELLO.V Ofc of tho Executive Diroclor for Operations 60/05/25, FRALEY, R F 
ACRS - Advisory Committee on Reactor Safeguards 2pp 45715 042 45715-046 

-8806030174 Requests to be informed of date that NRC will be ready for ACRS 
roviow.to permit scheduling of ACRS activities in order to not delay Commission 
action. 

FRALEY, R F ACRS • Advisory Committee on Roaclor Safeguards 83/05/11 
STELLO.V Ofc of the Exocutivo Director for Operations Ip 45715 044 46715 044, 

-8B06 030194 Requosls ctoso coordination w/EDO to ensure that review of shuldown 
nuclear power plants dtd 880412 complete 

2ECH.L W Commissioners 08/04/20 KERR.W ACRS Advisory Cgmmilloo on Re- 
actor Safeguards Ip 45715 045 45715 045 
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P. Operating license stage documents A correspondence 

-0606030207 Advises that ACRS wifi nol issue repls prior lo restart decision unless 
brought to Commission immediate attention re review of shutdown planis 
KERR.W ACRS - Advisory Committee on Reactor Safeguards 88/04/12 ZECH.L W 
Office of Nuclear Reactor Regulation, Director (051125-870411) Ip 45715 046- 
45715 046 

8806170160 Forwards Amends 131 & 134 to Licenses DPR-44 & DPR 56, respectively 
& safety evaluation Amends revise Tech Specs 49A&39B& bases for diesel gen- 
erator fuel oil in response to guidance in Reg Guide 1 137 

MARTIN.R E Project Directorate I 2 98/05/31 BAUER, E G Philadelphia E loci ric Co 
3pp 45829 265 45828 316 

-6606170166 Amends 131 & 134 to Licenses DPR 44 &. DPR 56 .respectively, revising 
Tech Specs 4 9 A & 390 & bases for diosaf generator fuel oil in repsonse to guid 
ance In Reg Guide 1 137 

BUTLER.W FI Project Directorate 1-2 00/05/31 25pp 45628 288 45028 311 

-8806170173 Safety evaluation supporting Amends 13 1 & 1 34 to Licenses DPR-44 & 
DPR 56 .respectively 

‘ Office of Nuclear Reactor Regulation, Director (Post 070411) 88/05/31. 5pp 
45828 312 45829 316 

0806090053 Forwards request for addl Info re Rev 1 to restart plan & schedule for cor- 
rective action activities listed in plan Requests schedule for response to questions so 
that review & next meeting can be planned 

RUSSELL, W T Region 1. Ofc of the Director 08/06/01 MCNEILL, C A Philadelphia 
ElectncCo 14pp 45901 147 46601 160 

9008100180 Requests results of util investigation of 060521 firrng of contractor employ- 
ee for allegedly refusing to make weld repair on HHR pipe support stanchion to 
embed plate w/o first grinding out roparr area 

KANE,W F Region I.Ofc of the Director 80/06/03 MCNEfLL.CA Philadelphia Efec- 
fric Co 2pp 45771 320 45771 321 

8666140098 Forwards addl info ro application of methods to reload ficensng discussed 
in- PECO FMS-0004, "Methods for Performing BWR Sys Transient Analysis 1 ' NRC re 

g uested lo complete review of fisted topical repls by Feb 1939 
iALLAGHER.jW Philadelphia Electric Co 66/06/06 BUTLER, WR Project Director 
ate 1 2 1 ipp 45619 132-45819 142 

0806140-269 Advises that util will submit responses lo NRC request for addl info re Rev 
1 to restart plan by 080765 

MCNEUL.CA Philadelphia Electric Co 69/06/06 RUSSELL, WT Region 1, Ofc of 
the Director Ip 45957 285 45857 286 

8006200616 Responds to 680104 request for info re util commitment to perform one- 
time vendor manual update programmer Gonenc Ltr 83 20 UIH to submit schedule for 
incorporating vendor guidance into effected procedures & Tech Specs by 090831 
GAL LAG HER, J W Philadelphia Electric Co BB/06710 VARGA, S A Division of Reac- 
tor Projects - I/ll (Post 970411) 9pp 45070 283-45870 291 

0806210211 Forwards Governor Schaefer 8B0526 Itr commenling on plan for roslart of 
facility 

KANE,WF Region 1, Ofc of the Doctor 08/06/13 MCNEILL, C A Philadelphia Elec 
trie Co 2pp 45049 251-45849 259 

-9006170152 Ccmmenls on plan for restart of planLRev /.published by uhi on 
060409 Plant should onJy be restarted if plant will be operated in safe 
manner Accepting restart plan as criteria does not address issue of otfecifveness 
SCHAEFER. WD Maryland, Slate of 86/05/26 RUSSELL.WT Region 1, Ofc of the 
Director 7pp 45949 253 45049 259 

8806210256 Informs that B7082&,Rev 1 to offsite dose calculalion manual roviowed & 
found to consist entirely of lypo corrections A does nol change results of 870609 
technical evaluation 

MARTIN, R E Project Directorate I 2 BB/06/13 ALDEN.W M Philadelphia Electric Co 
3pp 45057,359 45057 361 

6606270260 Responds to 880322 request re status of various safety Issues Thirty 
Issues involve Tech Spec amends for which NRC requesting confirmation that 
amends have been Implemented Status of issues shown on end list 
FOGARTY.EP Phi I ado I phia Electric Co 88/06/16 BUTLER, W R Protect Directorate 
1-2 4pp 45936 129 45936 132 1 


0805240028 NRC Info Notice 00 033, "Recent Problems Involving Modal Spoc 2T fla 
diographic Exposure Device 11 Svc list and 

BURNETT.R.F Division of Safeguards & Transportation (Post 870413) 00/05/27 
Consolidated Edison Co of Naw York, Inc, 120pp 456B3 158-45683 277 

0006020036 Responds to IE Bulletin 85 003,Suppl 1, "Motor Operated Valvo Comrrwii 
Mode Failures During Planl Transients Due lo Improper Switcn Sellings " Motor oper- 
ated valve program established includes consideration of misposltionod valves 
KOWALSKI, SJ Philadelphia Electric Co 08/05/27 WENZINGER.E.C Region 1, Ofc 
of the Direct or 2pp 45731 268 45731 269, 

8005240090 Suppl 1 to NRC Info Notice 07-061. "Failure of Westmghousa W- 2 Typo 
Circuit Breaker Cell Switches" Svc fist end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 00/05/31 
Consol idnted Edison Co of New York, Inc )20pp 45683 030-45683 157, 

8605240215 NRC Info Notice 88 034, "Nuclear Mali Conlrol ft Accountability of Nonfu&r 
SNM at Power Reactors ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of Now York, Inc I22pp 45790 100 45790 300 

8008140074 Forwards Insp Rdpls 50-277/87-35 & 50 278/87-35 on 071 1 13 0001 14 No 
violations noted 

GALLO.RM Region 1, Ofc of tho Director 88/06/02 MCNEfLL.C A Philadelphia 
Electric Co 2pp 45821 170-45021 191 

-0806140077 Insp Repls 50 277/87 35 ft 50 277/87 35 on 871 1 13 8001 14 No viola 
lions noted Major areas Inspected overall crow interaction, knowledge & use of planl 
procedure s.knowledge ft use of Tech Specs & crew communication 
HOWE, A, LANGE, D Region 1, Ofc of tho Director 80/06/01 20pp 45021,172 
45921 1 9f 

80 9527030 S NRC Info Notice 08-035, "Inadequate Licensee Performed Vendor Audits" 
Svc 1st ercl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/93 
Consolidated Edison Co of New York, fnc 120pp 45790 060 45790,187 

8G0602D047 NRC Info Notice 68 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Lovof Operation " SvC list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/03/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

8806208 1 1 9 Advises lhal evaluation of util 8B0226 submittal of ropt, "Root Cause Irwos 
tigation of Shutdown Cooling Isolations'' complelod.in response to Insp RoptB 50 277/ 
07-22 & 25 & 50 278/87-22 & 25 Enel lists corrective actions taken 
GALLAGHER, J.W Philadelphia Electric Co 88/06/09 KANE.W F rtegion 1, Ofc ol 
the Director Opp 45901 225 45901 230 

0006090301 Suppl 2 to NRC BulJelin 87-002, "Fastener Testing to Determine Conform 
ance VW Applicable Matt Specs " Svc list end 

ROSSI.CE Division of Operational Evenl9 Assessment (Post 870411) 08/0G/1D 
Consolidated Edison Co of Now York, Inc I20pp 45D16 208 45916 327 

0006230074 Forwards Safety Insp Repts 50-277/80-13 ft 50-278/08-13 on 030423 
0603 No violations noted Licensee Identified four violations Response to fnsp Hopts 
50-277/88 10 & 50-270/08 10 expected 

KANE,W F Region 1, Ofc of the Director 80/06/13 MCNEILL.C A Philadelphia tf« 
Inc Co 2pp 45926 273-45926 311 

--00O623OQ77 Insp Repts 50-277/08-13 ft 50 27B/88 13 on 800423-0603 Four viola 
tions noted by licensee Major areas inspected operational aafoty, radiation 
protection, physical security, refueling activities, maml, outstanding Items & evontu 
WiLLIAMS.JH, LINVILLE.J C Region 1. Ofc ol the Director 00/06/08 37pp 
45926 27545926311 

8806000025 NRC tnfo Notice 80 037, "Flow Blockage of Cooling Water lo Safnty Syi 
Components " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/00/14 
Consolidated Edison Co of New York, fnc 125pp 45946 001 45946 125 

8BO&0OQ211 NRC Buflatm 08 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device *' Svc list end 

BURNETT.RF Division of Safeguards & Transportation fPost 870413) 08/00/H 
Consolidated Edison Co of New York, Inc lOflpp 45935 211-45935 318 


Q. Inspection reports, IE Bulletins & correspondence 

0805250100 Responds to NRC 880418 Hr re violations noted tn Insp Repts 50*277/88- 
09l ^r-5.^ 50 ,? ?e/88 09< Corrective actions failure to malntarn documentation of 
10CFR50 54(1) review performed in- 1983 

G A!' U i9 HER ‘ J W Philadofphta Electric Co 00/C3/16 BELLAMY.RTl Region 1. Ofc 
of the Director 3pp 45673 178-45673 189 . a . 


8806099194 NRC Info Notice 88-030, "Failure of Undervolloge Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Dives Ion of Operational Events Assessment (Post 870411) 06/06/15 
Consolidated Edison Co of New York, Inc 1 1 1p p 45046 126-45946 236 

0800150013 NRC Sullohn 80 007, "Power Oscillations m BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 1 Mpp 45929 115-45929 220 


8606010013 Ack receipt of 880321 & 0429 ftrs mformlrg NRC of steps taken to correct 
violations noted m Insp Repts 50 277/07-32 A 50-278/07-32 

07°457.K ,,eCIOr ' mJ0Sm MCNEILL ' CA - Phl,0del P h,a «"• 


0006150106 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Matl9 Supplied by Piping 
SuppllQ3,fnc at Folsom, NJ & Wesl Jersey Mfg Co at Wdliamstown.NJ " Svc fisl oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/00/15 
Consolidated Edison Co. of New York, fnc 120pp 45965 032-45965 151 


01 take " 10 — violations 
88/05/25 MCNEILL.CA PMMel P h, a 

Sa ' etV ' nsP FteP,B 50J7//B8 - 11 4 50 ^6/89-11 on 
85,08/25 MCNBLL.CA Philadelphia 


8806210051 Forwards "App R Multiple High Impedance Cable Fault Flame Test Ropt," 
dtd 00O615,whlch addresses opon Item on multiple high Impedence faults from com 
bin ad fnsp Repls 50 277/87*30 ft 50 270/87-30 

FOGARTY.EP Philadelphia Electric Co 08/00/15 BUTLER.W R. Project Directorate 
12 ip 45Q05 207-45905 279 

--80QC21OD52 "Apr R Multiple High Impedance Cable Fault Flame Test Ropt " 

ROCK.R 8,, JONES, R M , BOYER, WJ, Philadelphia Eleclric Co 80/05/27 7?PP 
45905 206 45905 279 


-8806010277 Insp Repts 50 277/00*11 ft 50-270/88-H on 800411 15 No violations 
sla J v13 previously idanljtred items, air sampling 
BR£loUNr RA SA k io e a?W IOi n 4 pipa projocl changes 

457ta < t44 N 457llt?9 eAK '' M R0fl '° n '' ° C 01 11,6 Dlrec,or B8/05/H1 6pp 


0008200219 Responds to NRC B8O510 Itr re violations noted In Insp Repts 50 277/66- 
10 & 50-276/86-10 Corrective aclions cable separation problem corrected within 2 
months of discovery & appropriate corrective actions Identified 
FOGARTY.EP Philadelphia Ef eel nc Co 80/06/17 KANE.W P Region 1 , Ofc of the 
Director 6pp 45948 321-45943826 
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6806200051 NRG Info Notice 00 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROS5l.CE (Division of Operational Events Assessment (Posl 870411) 88/06/23 
Consolidated Edison Co of New York, fnc 10Bpp 45977 207 45970 033 

6606200306 NRG Info Notice OB 043, "Solenoid Valve Problems ” Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 


R. Periodic operating reports & related correspondence 


8600010134 "1987 Annual Radiological Environ Operalmg Rept 45 " W/ 800527 Itr 
WILLSEY.WB Philadelphia Eloctric Co 07/12/31 19Qpp 45720 001-45728 100 

6606260219 Forwards plant status rept for 000430-0517 
LINVILLE.JC Region 1, Ofc of the (Director 00/05/19 KANE.WF Region 1, Ofc of 
Ihe Director 4pp 45701 312*45701 315 

6806100304 Forwards revised monthly operating repts for Apr 19B8, correcting number 
of hours In reporting period 

ALDEN,W.M Philadelphia Electric Co 80/05/25 Document Conlrol Branch (Docu 
ment Control Desk) Ip 45772 1 12-45772 125 

♦*6606100306 Revised monlhly operating repls for Apr 1 080, correcting number of hours 
in reporting period 

MIDDLETON, LL Philadelphia Electric Co 88/04/30 13pp 45772 113 45772125 

6806220169 Monlhly oporatlng repls for May 1908 for Poach Bottom Atomic Power 
Station, Units 2 & 3 W/080615 llr 

MIDDLETON, L L , AlQEN.W M Philadelphia Electric Go 30/05/31, 14pp 45913 173 
45913 100 

8606090112 Forwards second monlhly schedule update (or plant rostarl As of 
880531,83 of 138 total activities in Sections I & II of Plan completed 
MCNEILL.CA Philadelphia Electric Co 00/06/02 RUSSELL.WT Region 1, Ofc of 
the Director 12pp 45801 106 45B01207 

8606140438 Forwards plant status rent for BB0518 0603, providing overview of plant ac- 
tivities & NRC insps activities Subsequent insp ropts will address topics in mora 
detail 

LINVILLE.J C Region 1, Ofc of tho Director 00/06/07 KANE.WF NRC No Detailed 
Affiliation Given 4pp 4 6004 164-45004 167, 


S, Reportable occurrences, LERs & related correspondence 


8806030334 NPDES noncomplianco notification on BQ040G, suspended solids from dis- 
charge point 601 oxcooded max permit limit Caused by high solids carryover through 
sewage plant resulting from wot woll pumps tripping on thermals Pumps repaired/ 
cleaned 

SMITH, D.M Philadelphia Electric Co 08/06/26 Pennsylvania, Commonwealth of 
2pp 45763 171*46763-172 

6606030344 NPDES noncomplianco notification on 0B0406,total phosphorus sample ex- 
ceeded monlhly avorago Causod by high solids carryover from clorifors & lower than 
normal pHs Alum to sawago plant equalization basin increased 
SMITH, DM Philadelphia Electric Co 00/05/25 Harrisburg, PA 2pp, 45759 324- 
45759-325 

8806030350 NPDES noncomplianco notification on BB0414,pH of sample from Dis- 
charge Point 301 exceeded monthly pormlt limit Caused by release of neutralizing tank 
A w/o continuous pH Indication &/or trip protection Selllfng basin isolated & neutral- 
ized 

SMITH.DM Philadelphia Electric Co 00/05/25, 2pp 45746 350-45746 351 

8806030352 NPDES noncomplianco notification on 0OO4O6,BOD of sample from Dis- 
charge Point 501 exceeded monthly average & instantaneous max limits, Caused by 
high solids carryover through sowage plant Wot woll pumps repaired & ctoanod 
SMITH, D M. Philadelphia Electric Co 88/05/25 2pp 46746 252 45746 253 

8806030306 Special rept on 860415, carbon dioxide tiro suppression sys taken out of 
svc for more than 14 days Caused by continuous firo watch required in cablo spread- 
ing room during repair of hole in floor.Hole repaired & subj sya returned to svc 
LOGUE.R H Philadelphia Electric Co 08/05/27. Document Conlrol Branch (Docu- 
ment Control Desk) 2pp 45752.180 46752 181 

8806210103 LER 08 003 00 on 880020 & 22, primary containment Isolation sys inboard 
Isolation & half reactor scram occurred Caused by reactor protection sys (RPS) being 
lighlly loaded RPS alternate feed breakers reclosed W/8B0616 Itr 
B1RELY.W.C, LOGUE.RH Philadelphia Electric Co 88/08/01. 12pp 45849 301- 
45049 312 

8606090174 LER 80 002-01 on 800507,primary containment isolation sys Group II 
RWCU isolation signal generated os result of loss of power to temp switch Causod by 
4-3R4 Ho breaker malfunction, Tie breaker removed & serviced W/000603 Itr. 
BIRELY,W C , LOGUE.RH Philadelphia Electric Co 88/06/03 6pp 45763*110* 
45763-115 

6606210342 Summary of Operating Reactors Events Meeting 80-23 on 080607 List of 
attendees, events discussed & summary of reactor scrams end, 

LANNING.W. Events Assessment Branch 08/00/08, ROSSI.CE Division of Oper- 
ational Events Assessment (Post 870411) 15pp 45857-177-45857.191 


U. Congresslonal/Executlve Correspondence 

6606140285 Forwards Commission responses to questions posed by Senator Mikulski 
per 880415 llr re facility restart Responses will be made part of record of committee 
880302 hearing on NRC FY89 budget request 

ZECH.LW. Commissioners 08/05/27 BREAUX, J B Sonate, Environment & Public 
Works 34pp. 45003,028-45803 001 


V Opei ator Examinations 


8606100021 Provides addl info ro training of plant operators & operator candidates on 
changes to plant procedures, per 880419 request 

GALLAGHER, JW Philadelphia Electric Co 80/05/31 GALLO, R M Region 1 , Ofc of 
the Director 2pp 45B10 064-45818 065 


DOCKET 50-280 SURRY POWER STATION, UNIT 1 


h Security, medical, emergency & fjre protection plans 


8806010140 Forwards revised corporate emergency response plan did 880501 .address 
mg organizational changes W/o end 

CRUDEN.DS Virginia Powor (Virginia Electric & Power Co) 80/05/25 Document 
Control Branch (Document Control Desk) Ip 45605 265-45685 265 

8606070260 Application for amends to Licenses DPR-32 & DPR-37 .revising Tablo 6 1*1, 
"Min Shift Crew Composition," to Increase min shift manning for auxiliary operators 
from three to four, per 10CFR50,App R requirements Fee paid 
CRUOEN.D S Virginia Powor (Virginia Electric & Power Co ) B8/05/25 Document 
Conlrol Branch (Document Conlrol Desk) 3pp 45787 045 45707,052 

*-8806070284 Proposed Tech Spec Table 6 1-1, "Min Shift Crew Composition," increaa 
mg ruin shift manning for auxiliary operators from three to four, per 10CFR5O,App R 
requirements 

* Virginia Power (Virginia Electric & Power Co ) 08/05/25, 5pp 45787 046 45707 052 

8806200094 Revised emergency plan Implementing procedures.lncfuding Rov 5 to EPIP- 
4 02, "Radiation Protection Supervisor Controlling Procedure" 8. Rev 4 to EPIP-4 19, 
"Radio Operations for Health Physics Monitoring * W/880610 Hr 
COSTELLO, J B„ KELLY.J L , CRUDEN.DS Virginia Powor (Virginia Electric & Power 
Co) 88/06/10 64pp 45870 326 45071 029, 

8806290339 Forwards Amends 121 & 121 to Licenses DPR 32 & DPR-37, 
respectively Amends modify Paragraph 3 J re compliance w/revlsed physical security 
plan 

PATEL, CP. Project Directorate il-2 08/06/20 CRUDEN.DS Virginia Powor (Virginia 
Electric & Power Co ) 3pp 45962 337-45962 340 

-BQ06290349 Amends 121 & 121 to Licenses DPR-32 & DPR 37, respectively, changing 
Paragraph 3 J to comply w/rovlsod physical security plan, 

BERKOW.HN Project Directorate 11-2 00/06/20 4pp 45902 340-45962 343 

-8806290359 Safeguards evaluation supporting Amends 121 & 121 to DPR-32 & DPR- 
37,respoctlvely 

* Office of Nuclear Reactor Regulation, Diroctor (Post 870411) 88/06/20 3pp 
45962 344 45902 346 


P. Operating license stage documents & correspondence 

8805270249 Confirms that procedures In place to monitor fluid conditions within auxiliary 
feedwator (AFW) sya for recognizing steam binding & for restoring AFW sys to opera 
ble status if binding occurs, per Generic Lfr 68 03 

CRUDEN.D S, Virginia Power (Virginia Electric & Powor Co.). 00/05/23 Document 
Control Branch (Documeni Control Desk) 2pp. 45700.114 46700:115 

0006200308 Forwards Amends 120 to Licenses DPR-32 & DPR-37, respectively & safety 
evaluation, Amends modify Section 4.4, “Containment Tost'" of Tech Specs to reflect 
use of mass point method of calculating containment leakage rates 
PATEL.CP Project Directorate 11*2 08/05/24 CRUDEN.DS Virginia Power (Virginia 
Electric & Power Co ) 2pp 45044,342-45844 351 

--8BQ62 00321 Amends 120 & 120 to Licenses DPR-32 & DPR -3 7, respectively modifying 
Section 4 4, "Containment Tost" of Tech Specs to reflect use of mass point method 
for calculallng confainment leakage rates, 

BERKOW.H.N, Project Directorate II 2 88/05/24 Bpp 45844 344*45844.340 

-6806200334 Safety evaluation supporting Amonds 120 & 120 to Licenses DPR-32 & 
DPR-37, respectively 

* Office ol Nuclear Reactor Regulation, Director (Posl 070411) 88/05/24, 3pp 
45844 349 45044:351 

8806070280 Application for amends to Licenses DPR-32 & DPR 37, revising Tablo 6 M , 
"Min Shift Crew Composition," to Increase min shift manning for auxiliary operators 
from three to four, per 10CFR50,App R requirements Fee paid 
CRUDEN.D.S Virginia Power (Virginia Electric & Power Co.). 08/05/25 Document 
Control Branch (Document Control Desk) 3pp. 45707 045 45787 052, 

-8Q06070284 Proposed Tech Spec Table 6 1-1, "Min Shift Crew Com posh ion," increas- 
ing min shift manning for auxiliary operators from three to four, per 10CFR50,App R 
requirements 

* Virginia Power (Virginia Electric & Powor Co) 08/05/25, 6pp 45787 048-45787 052. 

8806010151 Advises that annual submission of changes to QA program topical rept will 
be submitted during June 1988, due to major changes in corporate 

organization, effective 680401 & indepfh review of program 

CRUDEN.D.S, Virginia Power (Virginia Electric & Power Co) 88/05/26 Document 
Control Branch (Document Control Desk) 2pp. 458Q5 253 45665.254 

6806030276 Forwards safety evaluation concluding that ATWS design proposed by util 
for plants in compliance w/ATWS rule requirements.pandlng final resofulton of Tech 
Spec Issue 

ENGLE.L.B Project Directorate 11-2 08/05/26 CRUDEN.D S Virginia Power (Virginia 
Electric & Power Co ) 4pp. 45714.242*45714*268 

-8806030266 Safety evaluation accepting proposed ATWS mitigating sy9 actuation cir- 
cuitry design Design In compliance w/ 10CFR5O 62 Conclusion subj to successful 
completion of certain noted human-factors engineering reviews by util 

* NRC - No Detailed Affiliation Given, 88/05/2B 12pp. 45714*247-45714 250, 
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8006070234 Documents 800513 tefcon re status of containment integrated leakage rate 
testing Both units scheduled to perform Type A test during 1989 refueling 
outages Site-specific analyses vvrlf be performed to establish leak chase channels & 
vvsf ds 

CRUDEN.DS Virginia Power {Virginia Electric A Power Co) 88/05/26 Document 
Control Branch (Document Conirol Desk) 2pp 45770 015 45770 016 

6806090279 Advises that onvtron qualification (EQ) of (our Bunker Ramo containment 
penetration assemblies not adequately demonstrated, thus, util shou td follow guidance 
identified in Gen a no Ltr 88 07, "EQ of Electrical Equipment " 

VARGA, S A Division of Reactor Prefects I/ll (Post 670411) 88/06/02 
CRUDEN.D S Virginia Power (Virginia Eteclnc $ Power Co) 2pp 457B4 263 
45784 264 

8806140277 Responds to Generic Ltr 88*05 re bone acid corrosion of carbon stool re 
actor pressure boundary contiponenls Plant has procedural controls in place to accom- 
plish listed items Visual exams arc performed lo Identify leak sources 
CRUOEN.OS Virginia Power (Virginia Electric & Power Co)- 8B/G6/03 Document 
Control Branch {Document Control Desk) 3pp 45826 264 45B26 266 

88062QQ499 Confirms 880808 technical meeting in Region PI ofc to discuss recirculation 
spray HX considerations, par 800602 tolcon 

GRACE, JN Region 2, Ofc of the Director 88/06/06 CRUDEN.DS Virginia Power 
(Virginia Electee S Power Co) tp 45893 304 4509-3 305 

-9806200501 No tifi canon of 880608 meeting w/util in Region II ofc to discuss recircula- 
tion spray HX considerations 

CANTRELL, F Regron 2, Ofc of the Director 88/06/06 Region 2, Ofc of the Director 
ip 45093 305 45893 305 

0006230004 Forwards Rev 5 lo IROAM dose assessment computer program & provides 
program Initiation instructions W/o end 

DECKER.TR Regron 2. Ofc of the Director 88/08/06 THRONTON t VV A Virginia 
Power (Virginia Electnc & Power Co> Ip 46932 128 45932 129 

8006210560 Notification of 380510 meeting w/ulil in Rockville, WD to discuss environ 
qualification of Amphenol containment penetrations 

PATEL, CP Project Directorate If 2 88/06/09 MURLEY.T . RQSSI.C , PART LOW J 
NRC - No Detailed Affiliation Givon 3pp 45071 213 45971 215 


0006070195 Forwards Insp Repis 50 280/88 14 & 50 281/08 14 on 880403 30 No w 
laticns o; deviations noted 

WILSON, B A Region 2, Ofc of the Director 88/05/25 CRUDEN.DS Virginia Po^or 
{Virginia Electric & Power Co) 2pp 45779 139 45779 151 

-0806070199 Insp Ropts 50 280/88*14 & 50 281/08-14 on 800403 30 No violations or 
deviations noted Major areas inspected plant operations plant malnttflimi 
survaillanca.LER review A followup on Inspector Identified items 
HOLLANDS E t NICHOLSON L E , CANTRELL, F S Region 2, Ofc of the Doctor 88/ 
05/25 1 ipp 45770 141 45779 151 

8006070230 Forwards Insp Repis 50-280/08 13 & 50-201/08-13 on 080425 29 No vio 
lations or deviations noted 

COLLI NS.DM Region 2, Ofc of the Director 88/05/26 CRUDEN.DS Virginia Powrr 
{Virginia Electric & Power Co) 2pp 088 45770 009 

-0SO6O7O242 insp Ropts 50 280/08-13 & 50 201/08-13 on 000425 29 No violations Of 
deviations noted Major areas inspected radiological environ monitoring, liquid & gase 
ous effluent processing, liquid A gaseous effluent monitoring 

STODDART.PG , BERMUDEZ, H, KAHLE.J Region 2, Ofc of tho Director 0B/OS/P6 
I2pp 45770 088-45770 099 

0005240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 T Ha 
die graphic Exposure Oovico " Svc fist end 

BURNETT.R F Division of Safeguards A Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45G03 150 45683 277 

8806070409 Forwards Insp Repis 50 280/08 15 & 50-281/08-15 on 800502 DGNo vJo 
lations or deviations noted 

HEROT.AR Region 2, Ofc of the Director 00/05/27 CRUDEN.DS Virginia 
(Virginia Electee & Power Co) 2pp 45776 252-45776 2G6 

-88060704 1 4 Insp Repis 50 280/80 15 & 50*201/08-15 on 000502-05 No vioJallons or 
deviations noted Major areas inspected Unit 1 Insorvlce insp activities Including eddy 
current exarn of stonm generator tubing & balance of plant NDE 
NEWSOME.R W , BLAKE.JJ Region 2, Ofc of the Director 00/05/24 Upp 
45776 254-45776 266 


0806170022 Application for amends to Licenses DPR 32 & DPR 37,d staling require- 
ment ro controf room chlorine monitoring sys Fee paid 

CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 08/06/10, Docurnonl 
Conirol Branch (Document Conirol Desk) 4pp 45864 204 45864 210 


3605240090 Suppl I to NRC Info Notice 87-061 "Failure of Westinghouso W 2 Typo 
Circuit Breaker Coll Switches " Svc list oncl, 

ROSSf.CE Divisron of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 030 45683 157 


-08O617OO23 Proposed Teen Specs.deteting requirements tor & rote lo contro) room 
ch forma monitoring sys 

■ Virginia Power (Virginia Efeclnc & Power Co) 08/06/10 9pp 45064 208 45064 216 

880B270227 Summary of 860610 meeting w/util In RockviJfa.MD re qualifications of Am 
phenol electrical penetration assemblies Attendance list oncl 
PATEL.CP Project Directorate 1/2 88/06/16 Protect Directorate U2 3pn 

45929 089 45929 101 


8006290163 Forwards Westinghouse Owners Group Notification Ur OG 88 2lJdontify- 
mg msdloop concerns.per Generic Ur 07-12, "Loss of RHR Wlulo RCS Partially Filled’' 
A 680428 meeting agreement 

NEWTON.R A YVeslingtiouBe Operating Plants Ownors Group 68/06/20 
HODGES,W Reaclor Systems Branch 7pp 45973 338-45973 344, 


8686290339 Forwards Amends 121 A 121 to Licenses DPR-32 & DPR 37, 
respectively Amends modify Paragraph 3 J re compliance w/rovisod physical security 
plan 

PATEL, CP Project Direct orate 11 2 89/05/20- CRUDEN.DS Virginia Power (Virginia 
Electric & Power Co ) 3pp 45962 337 45962 346 


-8606290349 Amends 121 & 121 to Licenses DPR 32 & D PR-37, respeciivuly changing 
Paragraph 3 J to comply w/revfsed physical security plan 
0ERKOW.H N Project Directorate li-2 00/06/20 4pp 45962 340 45962 343, 

-8006290359 Safeguards evaluation supporting Amends 121 & 12 1 to DPR-32 & DPR 
3 7,resp actively 

45902 3 0 44°45O62 346 ReaCt ° r °' fec10/ < PoSt -070111) 60/86/20 3pp 


B80B2W1B1 Forwards updated Amend 5 to VEP 1 5A, "QA Program, Ope ratio ns 

CRUDEKDS Virginia Power (Virginia Electric A Power Co,) 88/06/21 Document 
Control Branch {Document Control Desk) 2pp 45944 200*45944 239 


-8606280193 Updated "QA Program.Operations Phase" 

* Wpl ^EEWJif**** * tednc & PoWer Co > VEP- 1-5 A 88/04/30 29pp 


8805240215 NRC Info Notice 00 034, "Nuclear Mat! Control & Accountability of Nohfuef 
SNM at Power Reactors" Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 100*45790 300 

0005270306 NRC Info Notice 80 035, "Inadequate Licensoo Performed Vendor Audits " 
Svc )isl on cl 

ROSSf.CE Division of Operational Events Assessment (Post 070411) 00/00/03 
Consolidated Edfson Co of Now York, /no I20pp 46790 060-45790 187 

8006200434 Forwards Insp Ropts 50-280/00 11 & 50 201/00-11 on 080320 0401 & 
0411-15 & notico of violation 

JULIAN, C A Region 2, Ofc of the Director 80/06/07 CRUDEN.DS Virginia Powor 
(Virginia Electric & Power Co) 2pp 45901 344 45901 360 

-8806200435 Notice of violation from insp on 9BO320O4O1 & 0411-15 Violations 
noted on 00 0305, emergency plan not adequately Implemented & Unit 2 remained end 
cal when control rod bank Inoperable duo to defective phaso conirol card 
JULIAN, C A Region 2 t Ofc of the Director 00/OG/O7. 2pp 4590F346-46901 347 

-0806200440 Insp Repis 50 200/00.1 1 A 50 281/08 11 on 080320 0401 & 0411- 
15 Violations noted Major areas inspector) QA effectiveness 
MELLEN.L , DEUSLE.G A Region 2, Ofc of tho Director 00/05/24 I3pp 45901 340 
45901 360 

8366020047 NRC Info Nolice 08 036, "Possible Sudden Loss of RCS Inventory Dunng 
Low Coolant Level Operation " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/00 
Consolidated Edison Co of New York, Inc I20pp 45965 152 45965*271 

8806160409 6N 00-045 notifies of Intent to issue notice of violation & proposed Imposl 
Non of civil penalty in amount of $100,000 to ulil, based on number ol 
vioi&ttonsjncTuding faifuro to adequately evaluate radiation hazards re incore detector 
FLACK, E, UEBERMAN.J Ofc of Enforcement (Post 070413). 80/06/09 Ip 
45940 275 45840 275 


O. Inspection reports. IE Bulletins A correspondence 

8800060172 Forwards Insp Ropts 50 260/88-12 A 50 281/66-12 on 08Q41 1-15 No vlo- 
BSH w deviations noted Attention invited to unresolved Hem identified in insp ropt 
HERDT’AR. Regwn 2, Ofc ot <ho Dimeter ftB/Osm CRUDEN.DS Virginia Power 
(Virginia Electnc & Power Co ) 2pp 45753 071-45753 079 * 

-B806060 | 74 Insp Rents 50 280/88-12 & 50-281/QQ (2 on 8804(1-15 No violators or 
deviaiFons noted Major areas inspected maint & fncteded review of work requests on 
& relay room chillers A diesel dnvon fire pump 
079° S,N ' aLAKE ' JJ Be9< ° n 2 ‘ ° fC ° f lhe Djreclor ^^^5/13 7pp 45753073 

I 1 ' fe VJo,atronS noted m insp Repts 50 200/06 

m W, ° caterf 10 dl " e,en ‘ er ’" ran 

0806030199 Requests addf info ra second 10 yr inservice insp prowam lor 
|acijty Requests response fn fulf within 45 days or full response schedule wnhm 30 

v " s,nia p ° wer |v ' r ^'° 


88 06 160432 EN 80 047 on 60061 3, nol ice of violation & proposed imposition of civil peri 
ally in amount ot $50,000 will be issued to licensee Action based on failure to verify 
boric acid piping heat tracing circuits on monthly basis 

STEFANO.J . UEBERMAN.J Ofc of Enforcement (Post 870413) 08/06/08 tp 
4504 U3Q 45841 330 

8806090391 Suppl 2 lo NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
ance W/App!icablo Mat) Specs " Svc list oncl 

R0SSI.C6. Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co. of New York, Inc 120pp 45916 200-45916 327 

0806240049 Discusses insp on 680201-27 A forwards notice of violation A proposed 
imposition of civil penally In amount of $50,000 for deficiencies in heat tracing sys 
GRACE.J N Region 2, Ofc of Iho Director 88/06/13 CRUDEN.DS Virginia fwr 
{Virginia Electric & Power Co ) 4pp 45941*214 45941 220 

-0008240051 Notice of violation A proposed imposition of civil penalty in amount o-f 
$50,000 Non comp fin nee noted heal tracing circuits an both channels required for 
CVCS bone acid flowpalhs lo Units, inoperable for periods in excess of 2 h 
GRACE.J N Region 2, Ofc of the Director 08/06/13 3pp 45941 210*45941 220 

0606240058 Discusses fnsp Repts 50 280/00*10 & 50 281/80-10 on 880305* 11 & 23 
25 A forwards notico of violation A proposed imposition of civil penalty 
GRACE, J.N Region 2, Ofc of Iho Director 88/06/13 CRUDEN.DS Virginia Power 
(Virginia Electee & Power Co ) 4pp 45940 1 18 45948*125 
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-8806240075 Notice of violation & proposed imposition of civil penalty Jn amount of 
$100,000 Noncompliance noted failure to adequately evaluate extern of radiation bflz 
ards & to properly classify procedure change 

GRACE, J N Region 2, Ofc of the Director 00/06/13 4pp 45940 1 22 45948 125 

6606080025 NRC Info Notice 00 03/, ‘ Flow Blockage of Cooling Water to Safoty Sys 
Components " Svc list one! 

ROSSI.C E Division of Operational Events Assossmont (Post 670411) G0/G6/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

8806080211 NRC Bulletin 00 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovrco" Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Post 070413} 00/06/14 
Consolidated Edison Co of New York Inc 108pp. 45936 21 1-45935 310 

8606090194 NRC Info Notice 80 030, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Posl 070411) 00/00/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45046 12C 45946 236 

8606150013 NRC Bulletin 00 007, "Power Oscillations in BWRs ” Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of Now York, Inc 1 t4pp 45929 115 45929 220 

8806150180 Suppl 1 to NRC Bulletin 60 005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mlg Co at W4Namstown,NJ ,y Svc list oncf 
ROSSI.C E Division of Operational Events Assessment (Posl 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

6600200051 NRC Info Notice 00 04?, "Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolt9 " Svc list oncl 

ROSSI.C £ Oivislon of Operational Evonts Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of Now York, Inc lOOpp 45977 207 45970 033 

0806200306 NRC Info Notica 00 043, "Solonoid Valve Problems " Svc list oncl 
ROSSI.C E Division of Operational Evonts Assossmont (Post 070411) 00/06/23 
Consolidated Edison Co of Now York, Inc 1?3pp 45977 164-459/7 20G 


R Periodic operating reports & related correspondence 

8805240402 Monthly operating rents for Apr 1 000 W/000516 Hr 
BENSON, D L , WARREN, L A , CRUOEN.D S Virginia Power (Virginia Efeclric A Power 
Co) 00/04/30 20pp 45710 146 45710 173 

8606220154 Monthly operating rontB for May 1908 for Surry Power Station, Unite I & 
2 W/880615 llr 

WARREN.L A , DENSON. D L , CRUDEN.D S Virginia Power (Virginia Efoclric A Powor 
Co) 08/05/31 23pp 45026 073 4592G 095 


S Reportable occurrences, LERs & related correspondence 

0606200017 LER 80 016 00 on 000523, omergoncy bus transformer tooling fans pow 
ered from nonsafaly rolatod powor supply Caused by design doficroncy Powor aourcoe 
relocated to dioso! generator backed supplios W/O0O621 Itr 
BENSON, DL Virginia Powor (Virginia Electric & Powor Co) 00/06/21 4pp 
45942 2G0 45042 271 

0000200266 PNO II 00 037 on 00O52/,Wostrnghouso worker received 2 527 rem wholo 
body exposure) whllo cleaning roaclor vossol fiend Licensee technician who mom 
tored activity rollovod Worker not expected to suffer adverse hoallh effects 
NOSEY.C M Roglon 2, Ofc of the Director 80/06/02 2pp 45001 169 45901 170 

8006200131 PNO lf-00 037A on 000006, llconsoe notified Region II that Wostmghouse 
contract workor committed suicide during wookond of 000604-05 at worker 
homo Workor received quarterly wholo body radiation cfoso of 3 3 rem on 000527 
HOSEY.CM Roglon 2, Ofc of the Diroctor 00/06/07 Ip 45093 303 45093 303 

8B06200118 LER 00 01G 00 on 080510, prossurizor safety valvo sotpomls oulsrdo of al- 
lowable llmlls Causo of solpolnt drift being determined Safoty valvo selpomts rosot lo 
within allowable limits & reinstalled in sys W/080GQ8 Itr 

BENSON.D L Virginia Power (Virginia Electric & Powor Co) 60/00/00 4pp 

45065 11 9-45665' 122 

8006210300 NPDES noncompllanco notification on flOOGOD.oil shaon In station dis- 
charge canal discovered Causod by heavy rainfall making 5- 10 gallons of oil to over 
flow through storm drain to dl s charge canal Spill contained w/ab sorbent boom 
MARSHALL.B M Virginia Power (Virqima Electric & Powor Co) 00/06/13 
JENKINS.R R Virginia, Commonwealth of 2pp 45906 010-45905 011, 

8606290224 LER 00 013 00 on 80 0523,0 merqency dlGse) goneratcr 3 automatically 
81 a rled Caused by performing multiple procedures w/o ad equal o review of individual 
procedures Testing suspended A diesel shutdown W/000622 Itr 
BENSON.D L Virginia Power (Virginia Electric & Power Co) 00/06/21 4pp 

45948 351-45946 354 
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F, Security, medical, emergency & fire protection plans 

8806010140 Forwards revised corporate omergoncy rosponso plan did 0BO5O1, address 
Ingorgamzallonal Chang osW/oon cl 

CRUDtN.DS Virginia Power (Virginia Electric & Power Co) 60/05/25 Document 
Control Branch (Document Control Desk) Ip 45085 265 45685 265. 

8806070280 Application for amends lo Licenses DPR-32 A DPR 37, revising Table 6 1-1. 
"Mln Shift Crow Composition t " to increase min shift manning for auxiliary oporalors 
from three to four.per 10CFR50,App R requirements Foe paid 
CRUDEN.D S Virginia Power (Virginia Eloctnc & Power Co) 88/05/25 Document 
Control Branch (Document Control Desk) 3pp 45707 045 45787 052 

-8806070284 Proposed Tech Spec Table 6 1-1, "Mm Shift Crew Composition," increas- 
ing min shift manning for auxiliary operators from three lo four, per 10CFR50,App R 
requirements 

* Virginia Power (Virginia Eloctnc & Power Co.) 8 8/05/25 5pp 45707 040 45707 052 


0006200094 Revised emergency plan Implementing procaduros.including Rev 5 to EPIP 
4 02, "Radiation Protection Supervisor Controlling Procedure" & Rev 4 to EPIP— 1 19, 
"Radio Operations for Hoallh Physics Monitoring * W/880610 Itr 
COSTELLO, J B , KELLY, J L . CRUDEN.D S Virginia Power (Virginia Electric & Power 
Co) 00/06/ (0 04pp 45870 326 45B71 029 

8806290339 Forwards Amends 121 & 121 io Liconsos DPR 32 A DPft*37, 
respectively Amends modify Paragraph 3J re compliance w/revisod physical security 
plait 

PATEL, CP Project Directorate 112 80/06/20 CRUDEN.D S Virginia Power (Vuginia 
Electric & Powor Co ) 3pp 45962 337 45962 346 

-8006290349 Amends 121 & 121 to Liconsos DPR-32 & DPR-37,rogpoclivo[y, chanqing 
Paragraph 3 J to comply w/rovised physical security plan 
BERKOW.H N Project Directorate II 2 00/06/20 4pp 45962 340 45962 343 

-0006290359 Safeguards evaluation supporting Amends 1 21 A 121 to DPR 32 & DPR 
37,rospectivoly 

‘ Office of Nuclear Reactor Regulation, Diroctor (Post 8/0411} 80/06/20 3pp 
45962 344 45962 346 


P, Operating license stage documents A correspondence 

8005270249 Confirms that procedures in placo to monitor lluid conditions within auxiliary 
feedwater (AFW) sys tor recognizing steam binding & for rostoring AFW sys lo opora 
bio status if binding occur9,per Generic Llr 80 03 

CRUDEN.D S Virginia Powor (Virginia Electric & Power Co) 08/05/23 Document 
Control Branch (Document Control Desk) 2pp 45700 114*45700 1 15 

8006200308 Forwards Amends 120 to Uconso9 DPR-32 & DPR 37,rospochvely & safely 
evaluation Amends modify Section 4 4, "Containment Tost" of Tach Specs to reflect 
uso of mass point method of calculating containment faakngo rates 
PATEL, C P Project Directorate (I 2 00/05/24 CRUDEN.D S Virginia Powor (Virginia 
Electric & Power Co ) 2pp 45044 342-45044 351 

-0806200321 Amends 120 & 120 lo Licenses OPR 32 & DPR-37/ospoUivoly, modifying 
Section 4 4, "Containment Test" of Tech Spocs to rotloct uso of ma9s point method 
for calculating containment loakago ratos, 

□ERKOW.H N Projocl Oiroctoralo lt-2 0G/05/24 5pp 45844 344-45644 348 

-0806200334 Safely evaluation supporting Amends 120 A 120 to Licenses DPR 32 & 
DPR 37, respectively 

* Offico of Nuclear Reactor Regulation. Diroctor (Post 070411) 0B/O5/24 3pp 
45044 349 45044 351 

6006070280 Application for amends to Licenses DPR 32 & DPn-37,revlslng Tablo 6 1*1, 
"Mln Shift Crow Composition," lo Increase mm shift manning for auxiliary operators 
from threo to four, per l0CFR50,App R requirements Foo paid 
CRUDEN.D S Virginia Powor (Virginia Efeclric A Power Co) 88/05/25 Document 
Control Branch (Document Control Dosk) 3pp 45707 045-45787 052 

-08OGO7O204 Proposod Tech Spec Table 6 1-1, "Mfn Shift Crow Composition," fncroas 
Ing min shift manning for auxiliary oporators from throe to four, par 10CFR50,App R 
requirements 

* Virginia Powor (Virginia Electric & Powor Co ) 08/05/25 5pp 45707 040 45707 052 

0006010151 Advisor that annual submission of changes to OA program topical fopl will 
bo submitted during Juno lOOO.duo to major changes in corporate 
organizalion r offactivo BB0401 & fndopth roviow of program 

CRUDEN.D S Virginia Power (Virginia Electric & Power Co ) 08/05/26 Document 
Control Branch (Document Conlrol Dosk) 2pp 45605 253 45605 264 

8806030276 Forwards safety evaluation concluding that ATWS design proposed by util 
for plants in compliance w/ATWS rulo requirements, ponding final resolution of Tech 
Spec issue 

ENGLE.LB Project Directorate 112, 00/05/26 CRUDEN.D S Virginia Powor (Virginia 
Etechlc & Power Co ) 4pp 467 U 242-45714,260 

--80O6O3O28G Safoty evaluation accepting proposed ATWS mitigating sys actuation cir- 
cuitry dosign Design in compliance w/ 10CFR5O 62, Conclusion subj to successful 
completion of certain noted human factors engineering reviews by util 

* NRC No Detailed Affiliation Given 80/05/26 IPpp 45714 247-45714 250 

8B06070234 Documents 080513 telcon re status of containment Integrated leakage rata 
toslmg Boih units scheduled to perform Typo A tost during 1988 refueling 
outages Silo specific analyses will be performed lo establish leak chase channels & 
wolds 

CRUDEN.D S Virginia Powor (Virginia Electric & Power Co) 80/05/26 Document 
Control Branch (Document Control Desk) 2pp 45770 015 45770.016 

0806090279 Advisos that environ qualification (EQ) of four Bunker Ramo containment 
nenetralion assemblies nol adequately demonstrated.thus.utll should follow guidance 
identified In Generic Ltr 08 07, "EQ of Electrical Equipment " 

VARGA, S A OivIsion of Reactor Projects • l/JI (Post 870411) 80/06/02 

CRUDEN.D S Virginia Power (Virginia Electric A Powor Co ) 2pp 45784 263 
45784 264 

8806140277 Responds to Generic Llr 08 05 re bone acid corrosion of carbon steel re 
actor pressuro boundary components Plant has procedural controls In place to accom 
plish listed items Visual exams are performed to identify teak sources 
CRUDEN.D S Virginia Power (Virginia Electric & Power Co) 80/96/03 Document 
Control Branch (Document Conlrol Dask) 3pp 45826 264-45626 266 

8806200499 Confirms 800600 technical mooting in Region II ofc to discuss recirculation 
spray HX considerallons.por 080602 telcon 

GRACE.JN Region 2, Ofc of the Director 00/06/06 CRUDEN.D S Virginia Power 
(Virginia Electric A Power Co ) Ip 4 5693 304 45893 305 

-8606200501 Notification of BB0608 meeting w/util in Region ll ofc io discuss recircula- 
tion spray HX considerations 

CANTRELL.F Region 2, Ofc of the Director 80/00/06 Region 2, Ofc of the Director 
ip 45893 305 45893 305 
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8806230004 Forwards Rev 5 to IROAM dose assessment computer program & provides 


woe ram uvlialion instructions W/o enc l 

DECKER, TR Region 2, Ole of the Director 88/06/06 THRONTON.W A Virginia 
Power (Virginia Electric & Power Co) Ip 45932 128 45932 128 


8 B 05240028 NRC Into Notice 80 033, ‘’Recent Problems Involving Model Spec 2 T fla 
dioqraphic Exposure Device " Svc list end 

BURNETT, R F Division ol Safeguards & Transportation (Post 070413) 00/05/27 
Consolidated Edison Co of Now York, Inc 1?0pp 4b6B3 168 45603 277 


8806210500 Notihcalion of 880610 meeting w/ubi in Rockvifle.MD to discuss environ 
qualification of Amphenol containment penetrations 

PATELCP Protect Directorate JI-2 89/06/09 MURLEV.T, ROSSf.C. PARTLOWJ 
NRC - No Detailed Affiliation Given 3pp 45871 213 45871 215 


0806970409 Forwards Insp Repls 50 200/08 15 & 50 201/80-15 on 800502-06 No vio- 
lations or deviations noted 

HERDT.AR Region 2, Ofc of the Director 00/05/27 CRUDEN.D S Virginia Power 
(Virginia Electric & Power Co) 2pp 45776 252 45776 266 


6608170022 Application for amends to Licenses OPR 32 & DPR-37, deleting require 
ments re control room chlorine monitoring sys Fee paid 

CRUDEN.D S Virginia Power (Virginia Electric & Power Co) B0/OS/1O Document 
Control Branch (Docomenl Control Desk) 4pp 45664 204 46864 216 

-8886178023 Proposed Tech Specs, deleting requirements for & refs to conlrol room 
chlonna monitoring sys 

* Virginia Power (Virginia Electric & Power Co ) 88/08/ JO 9pp 45864 209-45064 216 

860627C227 Summary of 8B0610 meeting w/util m RockvilJs.MD re qualifications of Am- 
phenol electrical penetration assemblies Attendance list oncl 
PATEL, CP Project Directorate 11-2 88/03/16 Project Directorate 112 3pp 
45929 099 45929 101 

0806290163 Forwards Westrnghousg Owners Group Notification Llr OG 0B-21, identify 
mg rmfloop concerns, per Generic Ltr 87*12, “Loss of RHR While RCS Partially FiIlcrT’ 
& 880428 meeting agreement 

NEWTON, R, A westinghouse Operating Plants Owners Group 80/O6/2O 
HODGES,W Reactor Systems Branch 7pp 45973 338 45973 344 

5806290339 Forwards Amends 121 & 121 to Licenses OPR 32 & DPR 37, 
respectively Amends modify Paragraph 3 J re compliance w/rovised physical security 
pfan 

PATEL.CP Project Directorate H 2 88/06/20 CRUDEN.D S Virginia Power (Virginia 
Electee & Power Co ) 3pp 45962 337 45962 346 

-8806290349 Amends 121 & 121 to Licenses DPR 32 & DPR ^.respectively, changing 
Paragraph 3 J to comply w/ re vised physical security plan 
BERKOVVJHN Project Directorate It 2 08/06/20 4pp 45962 340-45962 343 

-8806290359 Safeguards evaluation supporting Amends 121 & 121 to DPR-32 & DPR 
37 .respectively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 00/06/20 3pp 
45962 344 45962346 

8806200181 Forwards updated Amend 5 to VEP t 5A, "QA Program, Operations 
Phase " 

CRUDEN.D S Virginia Power (Virginia Electric & Power Co) Bfl/06/21 Document 
Control Branch (Document Control Dosk) 2pp 45944 209-45944 239 

-0005280193 Updated “QA Prog ram. Operations Phase" 

* Virginia Power (Virgrma Electric & Power Co) VEP-1-5A 88/04/30 23pp 
45944 211-45944 239 


Q. Inspection reports, IE Bulletins & correspondence 


► 8806070414 Insp Repls 50 280/00 1 5 & SO 201/80 15 on 800502-05 No vlolalions or 
deviations noted Ma|or areas inspected Unit 1 mservice Insp activities including edefy 
current exam of steam generator lubing & balance of plant NDE 
NEWSOME, R W , BLAKE, J J Region 2, Ofc of the Director 80/05/24 13pp 
45776 254-45776 266 

8805240090 Suppl t to NRC Info Nolico 07 061, "Failure of Wostfnghouso W 2-Typo 
Circuit Breaker Coll Switches" Svc Irsl end 

ROSSI.C E Division of Operational Events Assessment (Post 07041 1) 00/05/31 
Consolidated Edison Co of Now Yorl<, fnc 120pp 456B3 030-45603 157 

8805240215 NRC Info Notice 08 034, “Nuclear Mat) Control & Accountability of Ncmfuel 
SNM at Power Reactors " Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 07041 1) 88/05/31 
Consolidated Edison Co of New York Inc 122pp 45790 180 45790 300 

6005270306 NRC Info Notice DO 035, "Inadequate Liconsoe Performed Vendor Audits “ 
Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Cdison Co of New York, Inc 120pp 45790 060 45790 187 

0000200434 Forwards Insp Repls 50 200/80 11 & 50 201/08 11 on 000328 0401 A 
0411-15 & novco of vrotaUan 

JULIAN, C A Region 2, Ofc of the Director 00/06/0/ CRUDEN.D S Virginia Power 
(Virginia Efeclrtc & Power Co) 2pp 45901 344 45901 360 

“0006200435 Notice of violation from insp on 000328 0401 & 0411*15 Violations 
noted on 6803 05, emergency plan not adequately implemented & Unit 2 remained crib- 
cal when control rod bank inoperable duo to defective phase control card 
JULIAN, C A Region 2, Ofc of the Director 00/OG/O7 2pp 45901 346 45901 347 

-0006290440 Insp Repls 50 280/08 1 1 & 50 281/80-11 on 080320-0401 & 0411 
15 Violations noted Major aroas Inspected QA effectiveness 

MELLEN.L, DEUSLE.G A Region 2 Ofc of the Director 88/05/24 13pp. 45901 348 
45901 360 

0806020047 NRC Info Notico 00 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Love) Operation ’ Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 08/06/08 
Consolidated Edison Co of New York, Inc I20pp 45965 152 45965 271 

8006160409 EN 80 040 notifies of Intent to issue notice of violation & proposed Imposi- 
tion of clvif penalty in amount of $100,000 to utif, based on number of 
vlolations.lncludmg fai’uro to adequately evaluate radiation hazards re Incoro detector 
FLACK, E, LIEBERMAN.J Ofc of Enforcement (Post 070413) 00/06/00 Ip 

45840 275 45840 275 


8805240167 Confirms NRC granting of enforcomonl discrolron on 0005 1 6 ro 000516 re- 
duced auxiliary feedwater ItovrAddl bmo requested prior to cold shutdown Justified 
based on mm safely impacl 4 miont of preserving reduced flow condition 
CRUDEN.D S Virginia Powar (Virginia Electric & Power Co) 80/05/17 Document 
Control Branch (Document Control Desk) 2pp 45673 158 45673 159 

8808060172 Forwards Insp Ftepts 50 280/80 12 A 50 281 /OS 12 on 88041 1 15 No vlo 
lations or deviations noted Attention invited to unresolved item Identified In Insp rept 
HERDT.AR Region 2, Ofc of the Director 88/05/18 CRUDEN.D S Virginia Power 
(Virginia Electric & Power Co ) 2pp 45753.071 45753 079 

“8806060174 Insp Repta 50-200/88-12 & 50-281/08-12 on 000411 15 No violations or 
deviations noted Major areas inspected malnt & included review of work requests on 
control room & rolay room chillers & diesel driven fire pump 

ECONOMOS.N , BLAKS.J J Region 2, Ofc of the Director 08/05/13 7pp 45753 073- 
45753 079 


8809160432 EN 08 047 on 08QG13, nolico of violation & proposed Imposition of civil pen 
alty In amounl of $50,000 will bo Issuod to licensee Action based on failure to verify 
bone add piping heal Iracmg circuits on monthly basis 

STEFANO.J, LIEBERMAN.J 01c t>1 Enforcement (Post 870413) 68/06/00 Ip 
45041 330 45041 330 

0606090301 Suppl 2 to NRC Bulletin 07 002, "Fastonar Testing to Determine Conform 
once W/ Applicable Mat! Spots " Svc list enc) 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 06/06/10 
Consolidated Edison Co of Now York, Inc I20pp 45916 200 46916 327 

0&DG240Q49 Discussen Insp on 8B0201-27 & forwards notice of violation & proposad 
imposilfon of civil penally In amount of $50,000 for deficiencies fn heat tracing sys 
GRACE, J N, Region 2. Ofc of Ilia Director 00/06/13 CRUDEN.D S Virginia Power 
(Virginia Electric & Power Co) 4pp 45941 214 45941 220 


8605270261 Responds to NRC 060422 ltr re violations noted in insp Repls 50 200/86 
12 & SO-231/06 12 Corrective actionsriransmitters relocated to different environ zone 
not suW to affects ol superheated steam 

CFUJDEN.DS Virginia Power (Virginia Electric & Power Co) 08/05/23, Document 
Control Branch (Document Control Desk) epp, 45700 28M5700 20B 

8006030199 Requests addl info re second 10 yr Inservice Insp program for 
facility Requests response in full within 45 days or full response schedule within 30 
days 

PATEL, CP Project Directorate II 2 88/05/23 CRUDEN.D S Virginia Power (Viramia 
Electric & Power Co.) 16pp 45725043 45725 050, y 

8B060701B5 Forwards Insp Repls 50-28t>/aa-1 4 & 50-281/00-14 on 860403 30 No vio- 
lations or deviations noted 

WILSON.BA. Region 2, Ofc of the Director 08/05/25 CRUDEN.D S Virginia Powar 
(Virginia Electee & Power Co ) 2pp 45779 139 45779 151 

-8606070199 Insp Repls SO 260/00 14 & 50 281/88*14 on 000403-30 No violations or 
deviations noted Major areas inspected plant op era! ions, plant mamt.piant 

surveillance, L6R review A followup on Inspector Identified items 
HOyj.ND.W E NICHOLSON, l E , CANTRELL, F S Rejran 2, Ole ol lha Director 1)0/ 
05/25 11pp. 45779,14145779,151 

0806070230 Forwards fnsp Repts 50-280/00-13 & 50*281/80 13 on 800425-29 No vlo 
lations or deviations noted 


COLUNS.OM flegfon 2, Ole of the Director 68/05/26 CRUDEN.D S. Virginia Power 
(Virginia Electric & Power Co ), 2pp 46770 038 45770 099 y 


~0B°6Q7O242 Insp Repls 50 200/08 13 & 50-281/88-13 on 830425.20 No violations or 
tie Gallons noted Major areas inspected radiological environ momlorlno.llquld 0 aase 
S^ Bf i[ uen iP ro<:ess ' n 9' ,,(: l u,d * gaseous effluent monitoring 
^2^^577llOa0*457po1^^^ ^ * ^AHLE.J Region 2, Ofc o) tho Director 80/05/26 


-0006240051 Nohco of violation & proposed imposition of civil penalty In amount of 
$50,0-00 Noncomplraneo noted, heat tracing circuits on both channels required for 
CVCS boric acid flowpalhs to Unlls, Inoperable for periods fn excos9 of 2 h 
GRACE, JN Region?, Ofc of tho Director 00/06/13 3pp 4594 1.21 0-4694 1-220 

0808240058 Discusses Insp Repls 50 200/00-10 & 50 281/08-10 on 080305 11 & 23 
26 & forwards notice of violation & proposed Imposition of civjf penalty 
GRACE.J N Region 2, Ofc of tho Director 38/06/13 CRUDEN.D S Virginia Power 
(Virginia Electric A Power Co) 4pp 45940 118 45948 125 

-8006240075 Notice of violation & propn^'i imposition of civil penalty In amount of 
$100,000 Ncncompbance noted failure to adequately evaluate extent of radlallon haz- 
ards & to properly classify procedure change 

GRACE.J N Region 2. Ofc of the Director 08/06/13 4pp. 45948’ 122-45948 125 

8006080025 NRC Info Notice 88 037. "Row Blockage of Cooling Water to Safety Sys 
Components ir Svc list cnef 

ROSSf.CE Division of Operalional Events Assessment (Post 870411) 80/06/14 
Consolidated Edison Co oi New York, Inc 126pp 45946 001-45946 125, 

8006000211 NRC Bulletin 88 006, "Actions To Be Taken for Transportation of Modal 
Spec 2-T Radiographic Exposure Device Svc list end 

BURNETT, RF Division of Safeguards & Transportation {Post 070413). 88/06/14 
Consolidated Edison Co of New York, Inc lOBpp 45935.211-45935 310 

8806090194 NRC Jnfo Notice 68 038, "Failure of Undervoftago Trip Attachment on G£ 
Circuit Breakers,” Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 1 1 ipp 45946 126 45946 236 

8806150013 NRC Bulletin 69 007, "Power Oscillations in BWRs " Svc list enef. 

ROSSI.C E Division of Operational Events Assessment (Post 87041 If 88/06/15 
Consolidated Edison Co ol New York, fnc, 1 14pp 45929 115-45929 228 
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6008150106 Suppl 1 to NRC Bulletin GO 005, “ No neon forming Mat Is Supplied by Piping 
Supplies, Inc at ralsom.NJ & West Jersey Mfg Co at WiJliamstown,NJ Svc list encl 
ROSSI C E Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032-45965 151 

8806200051 NRC Info Nolico 08 042, “Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts ” Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc lOQpp 45977,287-45970 033 

8Q0620030G NRC Info Notice 88 043, “Solenoid Valve Problems “ Svc fist end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 


R. Periodic operating reports & related correspondence 

8805240402 Monthly operating repts for Apr 1900 W/080516 Itr 
BENSON.D L , WARREN, L A . CRUDEN.DS Virginia Power (Virginia Electric & Power 
Co) 80/04/30 28pp 45718 140 45710.173 

8806220154 Monthly operating ropls for May i960 for Surry Powor Station, Units 1 & 
2 W/8G0615 lb 

WARREN, L A , BENSON.DL , CRUOEN.OS Virginia Powor (Virginia Electric & Powor 
Co) 08/05/31 23pp 45926 073-45926 095 


6606220107 Forwards Physical Security Insp Repts 50 262/08 07 a 50 306/60 07 on 
880523-27 & notice of violation Notice of violalion & details of rept withheld (rof 
10CFR73 21) 

MALLETT.B.S Region 3, Ofc of the Director 00/06/ 15 LARSON.CE Northorn 
Slates Powor Co 2pp 45914 3 1 5-45914 31 G 

-8006220111 Partially withheld Physical Security insp Repts 50-202/08 07 & 50 300/ 
00-07 an 080523 27 (ref 10CFR73 21) Violations noted Major areas inspected security 
plan & Implementing procoduros.mgt effeclivonessjosting & main! & locks & keys 
FUNK.DE. CHRISTOFFER.G , GALANTI.D M Region 3, Ofc of tho Direclor 80/06/ 
15 2pp 45914 317 45914318 


P, Operating license stage documents & correspondence 

8005250215 Provides supplemental info to ulil 080422 hr re AMSAC ctesftjn,per 800510 
teicon Util will comply w/separahon specified in Soction 8 7 ot updated SAR 
MUSOLF.D Northern States Powor Co 80/05/12 Docurrent Control Branch (Docu 
meat Control Oosk) 2pp 45686 310-45686311 

8805250250 Responds to Generic Llr 80 03 re resolution of Generic Safely Issue 93, 
"Steam Binding of Auxiliary Teed water Pumps" Procedures established lo monitor 
fluid conditions within auxiliary feedwater sys.per NRC Bulletin 00 001 
MUSOLF.D Northern Stales Powor Co 08/05/13 Office of Nuclear Roaclor Regula 
tion, Director (Post 070411) 2pp 45G07 228 45687 229 


S Reportable occurrences, LERs & related correspondence 

8806020121 PNO 1100 034 on 080516,outage exceeded 40 h Caused by lime require 
ments lo rosolvo problems Identified following 000516 reactor trip/safety injection 
ovont Unit brought to cold shutdown on 880517 & unusual event declared then termi- 
nated 

CANTRELL, F Region 2, Ofc of the Director 08/05/18, 2pp 45737 050-45737 059 

8606010092 LER 80 011 00 on 8 8 04 23 .control room/relay room chiller removed from 
svc aflor second chiller removed from svc Caused by fouled chiller refrigerant filter* 
ttiyor Gtomorte Filter dryoT elomonts replaced W/G8G520 Ur 

BENSON.DL Virginia Powor (Virginia Electric & Power Co) 88/05/20 4pp 

45686 069 46606 072 

8806020109 PNO It 80 035 on 880524, small hydrogen firo occurred in 
containment Caused by hydrogen gas looking from pressure rollof lank (PRT) ( paat 
valve 2 AC 144 & oul plpo nipple & Ignited by spark Leakage) flowpalh capped & PRT 
purged 

CANTRELL, FS Region 2, Ofc of (he Dimeter 80/05/25 2pp 45746 060 4574G051 

6006130066 LER 80 000 00 on 080505, reactor operator discovered that no boric acid 
flowpalh oxistod from boric ecld storage tanks to charging pumps Causod by porsan- 
nol error & procedural Inadequacy Procedures will bo revised W/60O6OG Itr 
BENSON.DL Virginia Powor (Virginia Electric & Power Co.) 08/06/06 4pp 

45794' 140 45794 143 

8808200207 PNO II 80 034Aon 8 805 16 .reactor trip/safety InjoctJon occurred Caused by 
small piece of melal which partially blocking flow through limiting venturi Defective 
parts replaced & courso alrainor installed in each line 

CANTRELL, F Region 2. Ofc of tho Director, 00/06/08. Ip 45003:024-45003 024 

8806210380 NPOES noncompliflnco notification on 080609, oil sheen In station dis- 
charge canal discovered Caused by heavy rainfall making 5 10 gallons of oil to over- 
flow through storm drain to discharge canal Spill contained w/absorbent boom 
MARSUALL.QM Virginia Power (Virginia Electric & Power Co.) 80/06/13 
JENKINS.R R Virginia, Commonwealth of, 2pp 45906 010-45906 011. 

8800290146 LER 08 013 00 on 000523, roactor trip breakers automatically opened in ro- 
spnnso to roactor inp signal generated on low steam generator water lovol Caused by 
inadequate procedure Personnel reinstructed on deviating procedures W/0806 14 Itr 
BENSON.DL Virginia Powor (Virginia Electric & Power Co,) 88/06/14 4pp 
45954 243-45954 246 

8006210207 LER 80 010 00 on 8005 16, reactor trip occurred as result of steam genera- 
tor fo-fo fove), Caused by rapid closure of turbine govornor valves Recorder will bo 
used to monitor eloctrohydraulic control sys during startup W/080G15 Itr 

BENSON.DL Virginia Power (Virginia Electric & Power Co) 88/06/15 5pp 

45850 131-45050 135 

8806290147 LER 08 010 00, on 88051 6, reactor Irip occurred duo to to lo steam genera- 
tor level Causod by rapid closure ot turblno governor valvos.Turblno impulso prossuro 
transmitter cafibr, Further monitoring performed duling startup W/880618 Itr. 
BENSON.DL Virginia Power (Virginia Electric & Power Co) 88/0G/15 6pp 

45954 237-45954 242 

8806210501 LER 80 012-00 on 80051 ^individual rod position Indicators for four rods in 
shutdown bank B differed from rod group demand counter by greater than 12 
steps Caused by incorrect rod position Indication due to RCS changes W/88061 6 Itr, 
BENSON.DL Virginia Powor (Virginia Electrio & Powor Co) 00/06/18 4pp 

45545 241-45845 244 
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F. Security, medical, emergency & fire protection plans 

8B060 10029 Advises that Rev 8 to security force training & qualification plan, transmitted 
by 880412 Itr consistent w/ provisions of 10CFR50 64(p) & acceptable 
MALLETT.BS Region 3, Ofc of the Director 80/05/19. LARSON.CE Northern 
States Power Co 3pp 45681 358*45681:300. 

8806030060 Revised emergency plan Implementing procedures, In eluding Rev 7 to F3-2, 
“Classifications of Emergencies,” Rev 9 to F3-13, "Offsite Dose Calculation," Rev 1 
to F-3 13 0. "Version A Midas Dose Calculations" & labfe of contents W/8B0524 Hr 
FEY.F L Northern States Power Co. 88/05/24. 188pp 45716 245 45717 073 

6606160296 Advises that D80412 Rev 2 to safeguards contingency ptan consistent w/ 
provisions of 10CFR60 54(p) & acceptable 

MALLETT.BS Region 3, Ofc of the Director 80/05/26 LARSON.CE Northern 
States Power Co 2pp 45016308 45816.309 


0806030099 Forwards notico of environ assossmonl & finding of no significant impact re 
B7U03 application for amends lo Licenses DPR-42 A DPR 60 
DIIANNI.OC, Project Direclornto 111-1 88/05/23 MUSOLF.D M Northern States 
Power Co 3pp 45725 154-45725 160 

-6806030114 Nolice ol environ assessment & finding of no significant impact re 071103 
application for amends te Licenses DPR 42 & DPR 60, revising Toch Specs to chango 
protective Instrumentation sotting for automatic roactor trip 
MULLER.DR Projoct Directorate II 1-1 80/05/23 4pp 45725157-45725 160 

8806010177 Responds to Gonoric Llr 80 05, “Boric Acid Corrosion of Carbon Stool Re- 
actor Pressure Boundary Components In PWR Plants “ Program document describing 
plant policy to identify & correct RCS loakago bolng prepared 

mUSOLF,D Northern States Power Co 88/05/25 Office of Nuclear Roaclor Regula- 
tion, Director (Post 87041 1) 4pp 45710 336-46710 339 

0808130165 Forwards Amends 03 & 76 to Licenses DPR 42 & DPR-GO, respectively & 
safety evaluation Amondn change high flux, power range In Tech Spec 23 A 1 b from 
equal to or less than 25% of rated powor to or loss than 40% of rated power 
DIIANNI.DC Projoct Direcloratn 111-1 00/05/31 MUSOLF.D M Northern Slates 
Powor Co 3pp 45795 170 45795 190 

-0006130171 Amends 03 & 76 te Lyonses DPR-42 & DPR CO.rospoclivefy, changing 
high flux.powor rango in Tech Spec 2 3 A 1 b from equal to or loss than 25% of rated 
powor to oquaf te or fos9 lhan 40 % of rated powor 

MULLER.DR Project Directorate Ilf 1 00/05/31 6pp 45795 101 45795 186 

-8806130177 Sefoty evaluation supporting Amends 03 & 76 to Liconsos DPR-42 & 
DPR- 60, ro spec lively 

* Office of Nuclear Roaclor Regulation, Dimeter (Post 07041 1) 88/05/31 2pp 
45795 107-45705 108 

-0806130181 Notlco of Issuanco of Amends 03 & 76 te Licenses DPR-42 & DPR 60 
DIJANNI.DC Project Direclorato III 1 80/05/31 2pp 45795409 45705 190 

8000200066 Forwards F Miraglia 000527 memo for rovlow & roquosls proposed prior- 
ities for actions on project manager rept by C O B 080609 

MULLER.DR Project Directorate II 1-1 80/06/07 Projoct Directorate llf-1 2pp 
45830 230 45030 265 

-B6O0OBO2O0 Discussob updating projoct managers ropt (PMR) In accordance w/new 
priority ranking sys Mods have Dean made so that PMR will now accept new priority 
data Old priority data will bo deleted during wk of 080530 Sample data format encl 
MfRAGUA.F J Associate Director for Projects (Post 070411) 88/05/27 Offlco of Nu- 
clear Reactor Regulation, Direclor (Post 070411) 3pp 45030 240-45030 24i2 

0806210028 Provides add! Info ro Implementation of Generic Ltr 63-29, Item 2 2 2, 
“Vendor Interface “ 

MUSOLF.D, Northern States Power Co, 00/06/10 Oflico of Nuclear Roaclor Regula- 
tion. Director (Post 870411) 2pp 459O4'306 45904 307 

* 6606290163 Forwards Weslmghouse Owners Group Notification Ltr OG -OG -21 .Identify- 
ing midioop concerns, per Genorlc Ltr 07 12, “Loss of RHR White RCS Parliaily Flllod” 
& 800420 meeting agreement 

NEWTON, R A Wostinghouso Operating Plants Owners Group 80/08/20 

HODGES, W Roactor Systems Branch 7pp 45973 330-45973 344 


Q Inspection reports, IE Bulletins & correspondence 

8805250256 Rosponds to Gonoric Ltr 09 03 re resolution of Generic Safely Issue 93, 
“Steam Binding of Auxiliary Feedwater Pumps " Procedures established te monitor 
fluid conditions wilhln auxiliary feedwater sys.por NRC Bullotin 08 001 
MUSOLF.D Northern States Power Co 08/05/13 Office of Nuclear Roaclor Regula- 
tion, Director (Post 870411) 2pp 456B7.220-456B7 229 

0805240028 NRC Info Notice BB 033, “Rocent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device" Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 08/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 159 45603 277 

8805240090 Suppl 1 to NRC Info Notice 87 061, “Failure of Westinghousc W-2-Type 
Circuit Breaker Cell Switches " Svc list encl 

ROSSLCE Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co ol Now York, Inc 120pp 456B3 090 45BD3 1 57 

8805240216 NRC Info Notlco 88 034, “Nuclear Mall Control & Accountably of Nonfuel 
SNM at Power Reactors " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/05/31, 
Consolidated Edison Co of New York, Inc 122pp 45790 1BB-4579Q , 3D8 
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8605270306 NRC Info Notice 83 035, "Inadequate Licensee Performed Vendor Audits" 
Svc list end 

ROSSI ,C E Division of Operational Events Assessment (Post 07041 1) 68/06/03 
Consolidated Edison Co or New York, Inc 120pp 15790 068 45790 187 

0000160206 Forwards Safety Insp Repls 50*282/88 05 & 50 306/86 05 on 600403 
0514 & notice of violation 

6ULDEM0ND.W G Region 3, Ofc of {he Director 89/06/07 LARSON, C E Northern 
States Power Co 2pp 45863 309 45903 320 

■*~88061 60266 Notice of violation from map on 6B04O3 0514 Violation noted one of two 
paths from grid to safeguards 4kV Bus 16 not fully operational for 20 minutes & action 
not IwValotS to place leacloi in cold shutdown 

GULOEMONO.W G Region 3, Ofc of the Director 88/06/03 Ip 45863 311 
45863 311 

-0606160280 Insp Repls 50 282/83 05 & 50 30S/Q8 05 on 800403 0514 Violations 
noted Major areas Inspected previous insp findings planl operalional 
safety, rnainl.siirvGilfancG.ESF sys & licensed operator training 
SURGES S,B Region 3, Ofc of tho Oirector B8/G6/Q1 9pp 4 5B63 312 458S3 320 

6606020047 NRC Info Notice 68*036. “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation “ Svc list oncl 

ROSSI, CE Division ol Operational Events Assessment (Post 070411) 88/06/08 
Consolidated Edison Co ofNewYork, Inc 120pp 45935152-45665 271 

B806090301 Soppl 2 to NRC Bulletin 67-002, 1 Fastener Testing to Determine Conform 
ance W/App he able Mali Specs " Svc list oncl 

ROSSI.Ct Division of Operational Events Assessment (Post 870411) 86/06/10 
Consolidated Edison Co of New York, Inc l?0pp 45916 200-15916 327 

8806080025 NRC Info Notice 86 037, “Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSt.C E Division of Operational Events Assessment (Post 870411} 06/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001 45946 125 

8806060211 NRC Bullotin 88 000, "Actions To Bo Takon for T ran spo rial ion of Model 
Spec 2-T Radiographic Exposure Device" Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Posl 870413) 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45G35 21 1*45935 31B 

8906090194 NRC Info Notice 88 038, "Failure ol Undervoliage Trip Atlachmenl on GE 
Circuit Broakors ” Svc list oncl 

ROSS I, C E Division of Operational Events Assessment (Post 870411} 80/06/15 
Co hbo licfa led Edison Co of Now York, Inc 1 1 1pp 45046126 45946 236 

0806150013 NRC Bulletin 88 007, "Power Oscillations In BWRs ’’ Svc list end 
ROSSI ,C E Division of Operfitienal Events Assessment (Posl 870411) 68/06/15 
Consolidated Edison Co of Naw York, Inc 1 14pp 45929 1 15-45920 228 

0606150 106 Suppl 1 to NRC Buiretm 88 005, "Nonconforming Malls Supplied by Piping 
SupplJos.fnc at Folsom.NJ S Wtfsl Jersey Mfg Co at Williamstown.NJ “ Svc list encl 
ROSSI, C E Division of Operational Events Assessment (Post 670411) 89/06/16 
Consolidated Edison Co of New York. Inc I20pp 45965 032-45965.151, 

880622G107 Forwards Physical Socurity Insp Rents 50 202/63 07 & 50-306/88-07 on 
8B0523-27 & notice of violation NotJco of violation & details of rept withheld (ref 
10CFF173 21) 

MALLETT.BS Region 3, Ofc of tho Director 68/06/15 LARSON, CE Northern 
Statos Power Co 2pp 45914 315 45914 318 

~aBO$220l11 Partially withhold Physical Security Insp Repls 50 262/88 07 & 50 306/ 
60 07 on 000523*27 (ref 10CFR73 21) Violations noted Major areas inspected security 
plan & implementing proceduros.mgl el iective ness, tea ting 8 mamt & locks & keys 
FUNK.O E , CHRISTOFFER.G , GALANTf.D M Region 3, Ofc of the Director 68/06/ 
15 2pp 45914 317-45914 318 

8606260072 Advises that 070428 response Id 070403 request for add! info ro IE Bulle- 
tin &5 003. “Motor Operated Valve Common Mode Failures During Plant Transient 
Duo to Improper Switch Saltings" acceptable 

GREENMAN.EG Region 3. Ofc of the Director 88/06/16 LARSON, CE Northern 
States Power Co 2pp 45062 239-45962 240 

8606200051 NRC Info Notice B8 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls ” Svc list and 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 88/06/23 
Consolidated Edison Co of New York, Inc, lOSpp 45977 287*45970 033 

9606200306 NRC Info Notice 68*043. "Solenoid Valve Problems " Svc list end 
BOSSI.CE Division of Operalional Events Assessment (Post 870411} 88/06/23 
Consolidated Edison Co of New York. Inc 123pp 45977 164 45977 286 


R. Periodic operating reports & related correspondence 

0006100054 Monthly oparalmg repls for May 19G8 W/8806Q6 Hr 
DUGSTAD.D. MUSOLF.D Northern Statos Power Co 86/05/31, 8pp 45014 342. 
45814 350 


S„ Reportable occurrences, LERs A related correspondence 

8606030 J55 LER 68 003 00 on 800426, during relay teslirtg.lwo lorminals inadvertantly 
shorted, bio wing panol power supply fuse & making bus 16 vcllage restoring scheme 
Inoperable Caused by personnel error Isolation switch installed W/880526 Hr 
HUNSTAD.A A . MUSOLF.D Northern Stales Power Co 68/05/29 5pp 45717 259 
45717 253 


V. Operator Examinations 

9006160295 Forwards Safely Insp Ropts 50 282/88 05 & 50 309/88-05 on 880403* 
0514 & notice of violation 

GULDEMOND.WG Region 3, Ofc of the Director 80/06/07 LARSON.CE Northern 
Stales Power Co 2pp 45B63 309 45863 320 


.*0805160208 Insp Repls 50 282/88 05 & 50 306/88 05 On 080403-0514 Violation* 
noted Major areas inspected previous insp findings, plant operatic r*at 
safely ( mamt .surveillance, ESF sys & licensed operator training 
BURGESS.B Region 3, Ofc of the Pireclor 00/06/01 9pp 45863 3 1 2*45063 320 
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F Security, medical, emergency & fire protection plans 

8805240321 Ack receipt of 880404 llr informing NRC of stops taken to correct violations 
noted In Insp Rept 50-205/87*35 

CALLAN.L J Region 4, Ofc of the Director 08/05/16 ANDREWS,!! L Omfllm Public 
Power District 2pp 45673 160 45673 161 

8B06130Q3B Funvards Rov 12 to Emergency Plan Implementing Proceduro EPIP EOF-0. 
“Onsite/ Oils lie Doso Assessment" & revised table oJ contents Proprietary 
portion, EOF 6 E, withhold 

ANDREWS,R L Omaha Public Power District 00/05/10 Document Control Branch 
(Document Control Desk) Ip 45787 164-45707 257 

-0805310163 Rev 12 to Emergency Plan Implementing Procedure EPIP C Of' G. 
Onsite/ Olisito Dose Assessment' Revised table ol contents oncl Prop/lol ary 
portipn.EOF 6-E.wilhhold 

■ Omaha Public Power District 00/05/18 03pp 45787 165 45707.257 

0806140249 Forwards public version of revised emergency plan Implomorthng 
procedur<te.lncludlng Rev 4 to EPIP-EOF 14, “Site Director to Recovory MnnaflOiT 
Transition” & Rev 8 to EPfPRR-10 W/DH Grimsfey 8B0606 rolease memo 
ANDRE WS.RL Omaha Public Power Dlslrict B8/05/23 Document Control Branch 
(Document Control Desk) 2pp 45815 118 458 15 136 

-SS06140555 Public version of revised emergency plan Implemon-krig' 
procedures.lncludlng Rev 4 to EPIP-EOF-14, "Silo Director to Recovory Manage# 
Transition" & Rev fl to EPIP RR 10, “Emergency Recovory Organization Recovery 
Manager " 

FRANCOS F Omaha Public Power Dialncl 88/05/23 1 1pp 45015 120 4 5815 136 

00O6O20O56 Advisos that completion date for deficiencies In emergency assossmonl of 
gaseous & liquid affluents computer program postponed to 000601 duo to midi |imo 
renulrod for mods Straight Gaussian calculation will bo used In interim 
ANDREWS.RL Omaha Public Power Disirict 88/05/26 Document Control D tone h 
(Document Control Desk) 2pp 45742 340 45742 341 

8006 140 4 14 Ack receipt of changes to emergency plan transmitted by 000427 & 0509 
Jim Proposed changes to emergency plan acceptable 

CALLAN.LJ Region 4, Ofc ol lha Director 88/06/07 ANDREWS, R.L Omaha Public 
Power District 2pp 45604,195 45B04 196 

8003140151 Forwards Insp Ropt 50 285/80 13 on DB0401-30.No violations noted 
CALLAN.LJ Region 1, Ofc of the Director 80/06/09 ANDREWS.RL Omaha Public 
Power District 2pp 45821 150 45021 169 

-0806140150 Notice of violation from Insp an 880401-30 Violation noted NRC Inspector 
witnessed five individuals thfll passed through & alarmed radiation portal monitor to 
catod in security bldg but did nol contact radiation protection technician 
* Region 1, Ole ol the Director 86/06/09 Ip 45B21 152*45821 152 

-0006140164 Insp Rcpi 50*285/88 13 on 000401 30 No violations noted Major areas 
Inspected followup on previously identified itoms.LER folfowup.oparatlonal aafoly vorfi- 
calion, plant lours & followup on NUREG-0737 

HARRELL.PH, REIS.T, MULLINKIN.R P Region 1, Ofc of Iho Dfroctor 08/00/06 
1 7pp 46821,153 45021 169 


P, Operating Jlcertee stage documents & correspondence 

80O603O182 Forwards nonce of partial denial of amend to Licenso DPR-40 & opportune 
ty lor hearing on 880208 request to change Tech Specs Relaxing of roquiromenls r<s 
control of radfoaclive effluents & use of nonstd format for release ropts dented 
MILANO, P,D Project Directorate IV 08/05/19 ANDREWS.RL Omaha Public Power 
Disirict 6pp 45725 093-45725101 

-8006030190 Notice of partial denial of amend to facility License DPR-40 & oppoftirn<lty 
for hearing on 860208 roqtiest Relaxing of requirements to control airborne radioactive 
effluents Instanlaneously & use of nonstd reporting formats denied. 

CALVO.J A Project Directorate IV 88/05/19 3pp 45725.099 45725 101. 

8906020067 Forwards application for amend to License DPR-40 revising Tech Specs 
Section 5 Current application suoercedes 880415 application W/o application, 
ANDREWS.R L Omaha Public Power District, 60/05/23 Document Control Branch 
(Documenl Control Desk) 4pp 45737 027-45737 040 

-8006020069 Proposed Tech Specs deleting organisational charts from Scelten 5 ol 
Tech Specs 

* Omaha Public Power District 88/05/23 10pp 45737 031*45737.040 

8006020225 Forwards notice of consideration of issuance of amend to License DPR40 
& proposed NSHC determination & opportunity for hearing Amend revises Tocb Spues 
to allow removal of organizational charts 

MILANO, PD Project Directorate IV 88/05/24, ANDREWS, R.L Omaha Public Power 
District 4pp 45709.340*45709 349 

• 0806020233 Nolico of consideration of Issuance of amend to License DPR'40 & pro 
posed NSHC determination & opportunity for hearing Amend defetes Figure 5 t, 
’OPPD Support Staff," from Tech Specs 

MILA NO, P D. Project Directorate IV 88/05/24 6pp 45709 344-45709,349 

8005310074 Advises that surfaco lemp Instrumentation on discharge piping for both 
auxiliary feedwater (AFW) pumps msiallad & operalor Irainlng programs revised to In 
elude recognition of AFW pump steam blndmg.per Generic Ur 88 03, 

ANDREWS, R L Omaha Public Power District. 86/05/25 Document Control Branch 
(Document Control Desk) 4pp 45694 297*45694 300 
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8806070391 Confirms that mod to connect Control Room Iodine Monitor RM 065 lo 
ventilation Isolation actuation signal will be completed by end of 1988 Addl work on 
design of other Improvements to facility control room HVAC sys reviewed 
ANDREWS, R L Omaha Public Power District 00/05/27 Document Control Branch 
(Pocumont Conlrol Desk) Ip <15769 344 45769 344 

8806060202 Responds to NRC request for addl info ro util response to NUREG* 
0737, Item II D 1 concerning performance testing of relief & safety valves Response to 
Items 6 & 12 will be forwarded by 880630, per 880427 telcon w/T Bourgla 
ANDREWS.R L Omaha Public Powor District 00/05/27 Document Control Branch 
(Document Control Desk) llpp 45700 050-45768,060 

8606070009 Requests verification of receipt of 1007 revs to updated SAR by signing & 
returning end 

ANDREWS.R l Omaha Public Power District GQ/0G/03, Documont Control Branch 
(Document Control Dosk) 2pp 45753 242-45753 243 

8606140356 forwards description of Project 1991, ''Vendor Manuals Upgrade Pro- 
gram,” per request for addl Info ro Generic Ur B3 28, Item 2 2,2. "Review of Safely- 
Related Vendor Manuals Received Prior to Juno 1985 " 

ANDREWS.R L Omaha Puhlic Powor District 89/06/06 Oocumenl Control Branch 
(Document Control Desk) 5pp 45033,316 45833 320 

8806160080 Responds to Generic Ur 00 05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Prossure Boundary Components in PWR Plants “ Plan for upgrading program w/ 
schedule for implementation will be provided by 000731 

ANDREWS.R L Omaha Public Power District 00/06/06, Document Control Branch 
(Documont Control Desk), 6pp 45835 234-45035 238 

0606160094 Forwards revised pages to 080523 application for amond lo Section 5 of 
Tech Specs for Liconse DPR 40 re administrative controls Matter discussed w/NRC 
on 880602 

ANDREWS.R L Omaha Public Power District 80/06/07 Document Conlrol Branch 
(Document Control Desk) 2pp 46035 239-45B35 242 

-8806150100 Proposed Tech Spocs to Section 5,rovislng administrative conlrols 
* Omaha Public Power District 80/00/07, 2pp 45835 241-45835 242, 

6806160130 Expresses appreciation for interest shown by util In briefing on progress 
mado ro various mgt Initiatives at plant Mgl meetings substantially contribute to Qorior- 
al understanding of schedule or progress made by ulll 

MARTIN, R,D Ronton 4, Ofc of (ho Director 08/06/07. PETERSEN.F.M Omaha 
Public Power District. 3pp 45022-260-45822 268 

8806220211 Notification of 000615 moelmg w/utif A S&W In Region IV to discuss SAW 
mat assessment 

CALLAN.L J Region 4, Ofc of the Director 80/06/13 Roglon 4, Ofc of the Dlroclor 
2pp 45069 283 45060 204 


Q. Inspection reports, IE Bulletins & correspondence 

8005240321 Ack receipt of 880404 Hr Informing NRC or stops taken to correct violations 
noted In fnsp Rept 50-205/07-35 

CALLAN.L J. Hoglpn 4, Ofc of tho Director 00/05/16 ANDRE WS,R,L Omaha Public 
Powor Dlslricl 2pp 45673 160 45673 161 

8805240418 Discusses Insp Root 50 205/67 08 on 070323 27 A forwards notice of 
violation, Violation issued for failuro lo carry out measures established to assure that 
special processes controlled & accomplished by quollfiod personnel 
CALLAN t L J. Region 4, Ofc of tho Director 00/05/16 ANDREWS.R L Omaha Public 
Powor District 2pp 45673:164-45673-157 

-8805240423 Noilco of violation from Insp on 000323-27 Violation noted failuro to con- 
trol spoclal processos, Including welding.hQOt troalment & NDT 
• Region 4, Ofc of tho Director 00/05/16 2pp 45673,156 45673 157 

8606020333 Forwards draft NRR input for plant SALP for Oct 1 006 • Apr 1900 Pro 
posed overall performance rallng In functional aroo is Category 2 
MILANO, P.D Project Directorate IV 08/05/24. CALLAN.L J Region 4. Ofc of Ihe Di- 
rector llpp 45710-120 46710 139 

8606020056 Advises that completion date for deficiencies In emergency assessment of 
gaseous & liquid effluents computer program postponed to 09O6D1 due lo addl time 
required for mods. Slralght-Gausslan calculation will be used In Iniorlm, 

ANDREWS, R.L. Omaha Public Power Oistrfct 08/05/26 Document Conlrol Branch 
(Document Conlrol Dosk). 2pp 45742-340 45742 341 

8805240028 NRC fnfo Notice 80 033. "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end. 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of Now York, Inc 120pp. 46683 158-45603 277 

8606130223 Responds lo NRC 800429 itr ro violations noted in Insp Ropt 50 265/88- 
11 Corrective actions memo Issued to shift technical advisors staling that any non- 
scheduled start of diesel generator to bo reported as actuation of ESF. 

ANDREWS.R L Omaha Public Power District 08/05/27. Document Conlrol Branch 
(Document Conlrol Desk) 7pp. 45802 155 45802.181 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Woslmghouse W-2-Type 
Circuit Breaker Cali Switches,” Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 00/05/31 
Consolidated Edison Co of New York, Inc 120pp. 45883 038 45603 157 

8805240215 NRC fnfo Notice 86 034, "Nuclear Mail Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 00/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790.1B8-46790 308 

8806130061 Forwards Insp Rept 50 285/88 15 on 880400 0513 Violations noted will be 
discussed at 880608 omorcemenl conference 

CALLAN.L J. Region 1, Ofc of the Director, 88/06/01 ANDREWS.R L Omaha Public 
Power District 2pp 45021.031 45821 ’058 

-6006130065 Insp Rept 50-285/88-15 on 080406 0513 No violations noted Major 
areas Inspected. followup on status of Instrument air accumulator assemblies A follow- 
up on onsite event. 

HARRELL, PH , REIS,T , WESTERMAN.T F Region 4, Ofc of the Director, 88/05/01 
26pp 45821,033-45021.058, 


8605270306 NRC Info Notice 88 03S, "Inadequate Licensee Performed Vondor Audits 
Svc list end 

ROSSI, CE Divlsron of Operational Events Assessment (Post 870411) 68/06/03 
Consolidated Edison Co of Now York. Inc 120pp 45790 068-45790 187 

8806090293 Responds to NRC 080504 notice of violation & proposed imposition of civil 
penalty from fnsp Rept 50 285/88 05 Util agressivoly pursued Improvement to radi- 
ation protection program 

ANDREWS.R L Omaha Public Power District 00/06/03 UEBERMAN.J Ofc of En- 
forcement (Post 870413) 19pp 45794 067 45794 065 

8006140102 Responds to NRC GB0419 Hr re violations noted in Insp Rept SO 265/08- 
10 Corrective actions Surveillance Tost ST NZ-1 found & tost review 
completed Anomalies documented in incident rept sys & evaluated Results submitted 
to NRC 

ANDREWS, R.L Omaha Public Powar District 88/06/03 Document Conlrol Branch 
(Document Control Desk) 6pp 45826 271 45826 276 

8006160262 Notification of 880606 significant licensee meeting w/ulil in Region IV ofc 
to conduct enforcement conference 

CALLAN.L J Roglon 4, Ofc of tho Director 80/06/03 Region 4, Ofc oJ the Diroctor 
2pp 45B16 278 45Q16 279 

8006020047 NRC Info Notice 88-036, "Possibfo Sudden Loss of RCS Inventory During 
Low Coolant Level Operation" Svc Hal oncl 

ROSSf.CE Division of Operational Evenls Assessment (Post 870411) 88/06/00 
Consolidated Edison Co ot New York, Inc 12Qpp 45065 \ 52-45965 271 

0006140151 Forwards Insp Rept 50-28&/8Q 13 on 800401 30 No violations noted 
CALLAN.L J Region 1, Ofc of the Director 00/06/09 ANDREWS.R L Omaha Public 
Powor District 2pp 45021 150-*5821 169 

-8806140158 Notice of violalion from imp on 880401-30 Violation noted NRC Inspector 
witnessed five Individuals that passed through & alarmed radiation portal monitor lo- 
cated in security bldg but did not contact radiation protection technician 
* Region 1, Ofc of tho Diroctor 88/00/09 Ip 4582H52 45821 152 

-0006140164 Insp Rept 60-205/88-13 on 000401-30 No violations noted Major areas 
inspected followup on prnviously Identified items.LER followup, operational safety vorfl- 
catian, plant tours & followup on NUREG 0737 

HARRELL, P H , REfS.T , MULLINKIN.R P Roglon 1, Ofc of tho Director 08/00/06 
17pp 45Q21 153 45021 169 

6000090301 Suppl 2 to NRC Bulletin 07 002, "Fastenor losling to Determine Conform- 
anco W/Appllcable Matl Specs M Svc list oncf 

ROSSI, CE. Division of Operational Evonts Assessment (Post 870411) 08/06/10 
Con soli cl a tod Edison Co ofNew York, fnc 120pp 45918 ROD 45916 327. 

0006140544 Ack recoipl of 800502 ro&ponso lo 880325 notice of violation from Insp 
Ropt 50 205/00 07 Implomontnlton of corroctivo actions will bo reviewed during future 
insp 

CALLAN.L J Region 4, Ofc of tho Director 08/06/10 ANDREWS.R L. Omaha Public 
Power Dlstrlcl 2pp 45802 301-45002 302 

8806080025 NRC Info Notice 00 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc fls! oncl 

ROSSI, C,E Olvisfon ol Operational Events Assessment {Post 070411) 80/06/14. 
Consolidated Edison Co of Now York. Inc 125pp 45946 001 45948 125 

0806000211 NRC Bulletin 80 006, "Actions To Bo Takon for Transportation of Modal 
Spec 2-T Radiographic Exposure Davie a " Svc list oncl 

BURNETT.RT Division of Safeguards & Transportation [Post 070413) 80/06/14. 
Consolidated Edison Co of New York, fnc lOOpp 45935 21 1 45935 318 

0006090194 NRC Info Nolico 08 03B, "Failuro of Undervollage Trip Attachment on GE 
Circuit Breakers " Svc Het end 

ROSSLCE Division of Operational Evonts Assessment (Post 870411). 68/00/16 
Consolidated Edison Co ofNew York, fnc. 1 1 1 pp 45946 126 45946 236 

0006150013 NRC Bulletin OG 007, "Power Oscillations in BWRs" Svc list end 
ROSSf.CE Division of Operational Events Assessment (Post 870411) 86/06/15. 
Consolidated Edison Co of New York, fnc 1 14pp 45929 1 16 45929 2 28 

0006150106 Suppl 1 to NRC Bulletin 00 005, "Nonconforming Malls Supplied by Piping 
Supnliosjnc at Folsom, NJ & West Jersey Mfg Co at WilfiamsIown.NJ.” Svc list oncf 
ROSSI, CE Division of Operational Evonts Assessment (Post 0704 11). 88/06/15. 
Consolidated Edison Co, of Now York. Inc 120pp 45965 032 45905 151. 

8006210466 Responds lo NRC 600516 Itr re vlolalions noted in Insp Rept 50-20S/Q7- 
08 Corroctivo actions continuing porform addl programmatic upgrades In relalod areas 
such as ore weld & post wold heat treat mont 

ANDREWS.R L Omaha Public Power District 00/00/15 Documont Conlrol Branch 
(Documont Control Desk) 7pp 45904 279 45904-205 

6606270149 First partial response to FOIA request for documents Forwards App3 B & 
C documents Documents available In PDA App A documents also avaitablo In 
PDR Apps D through G documents withheld (rof FOIA Exemption SJ.Reloasable por* 
lion encl 

GRIMSLEY.DH Division of Rules & Records (870413 880514) 80/06/15 BOLEY.K. 
Public Citizen's Critical Mass Enorgy Project 24pp 45998,206 45998,350 

-8806280002 Discusses operator reactor licensing exams administered during SALP ra* 
porting period of Sept 1983 - Feb 1905 Plant performance In all classos of exam has 
been marginal Commitment to improved training noticed after meeting, 

COOLEY, H A Region 4, Ofc of the Director 05/03/16 YANDELL.L Region 4, Ofc of 
Ihe Director Ip 45999 025 45999 025 

-0806280016 Discusses licensing & roqualilicallon exams administered during SALP 
period for FY86 Requalification program has degraded from marginal to unsatisfactory 
during FY88 Requalification program will be furtnor evaluated 
COOLEY, R A Region 4, Ofc of Ihe Director 86/10/01 HUNTER, DR. Region 4, Ofc 
of the Director Ip 45999 032-4599D 032, 

8806220334 Ack receipt of 800603 payment for civil penallies proposed by NRC In 
080504 Itr. 

LIEBERMAN.J Ofc of Enforcement (Post 070413) 08/06/16 ANDREWS.R L Omaha 
Public Power District Ip, 45926 060-45926 060 
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0006270557 Forwards summary of enforcement conference on 680603 re findings of 
Insp Re<rt SO 285/89 15 on 880406-0513 

CAL LAN. L J Region 4. Ofc of the Director 68/06/21 ANDREWS,?! L Omaha Public 
Power District 40pp 45936 302 45936 341 

0806200051 NRC Info Notice 68-042, "Clrcuil breaker Failures Due to toosa Charging 
Spring Motor Mounting Qolts " Svc list end 

ROSSI.CE Division ot Operational Events Assessment {Post 670411) 68/06/23 
Consolidated Edison Co of New York. Inc 109pp 45977 287-45978 033 

8806200308 NRC Info Notice 88 043 t 'Solenoid Valve Problems " Svc list end 
ROSSI.C.E Division of Operational Events Assessment {Post 870411) 68/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 4S977.2&6 


R. Periodic operating reports & related correspondence 

0006170095 Monthly operating ropi for May 19B8 for Fort Caihoun Station W/8B061 4 

Itr 

aiESSIE,W J , ANDRE WS.R L , GATES.W G Omaha Public Power District 88/05/31 
0pp 45047 305 45347 312 


S. Reportable occurrences, LEFte A related correspondence 

0806100122 LER B64Jl2-D0on 880428,disoovered that special repl on fire barrier inop- 
erability required by Tech Spec 5 9,3 not submitted for fire barnars found degraded on 
880318 Malnt order issued to repair barriers W/880527 Itr 

LEHMAN, L L , ANDREWS.R L Omaha Public Power District 68/05/27 3pp 
45772:226 45772 226 

8806038360 LER 08 011 01 on 88051 2, eng fneor discovered Swaaolok cap missing from 
teat tee Caused by personnel error Cap reinstalled 5 tested for leakage to ensure con- 
tainment integrity could be satisfied W/880531 ftr 

PHILUPS.WC, ANDREWS, RL Omaha Public Power District 88/05/31, Spp 

45746263 45746 290 

0600130167 LEft 88 01 1-02 on 6804 1 ^notification made to NRC ro loss of containment 
integrity due to discovery of nonmslailed Swagefok cap on containment penetration M- 
38 Cep reinstalled A tested for leakage W/800602 Itr 

PHILUPS.WC. ANDREWS, R l Omaha Public Power District 09/06/02 Gpp 

45792344-45792 351 

0606160207 LER 88 013 00 on 880509,Channol C reactor coolant low flow trip solpofnl 
found to bo out of tolerance low Caused by failed power supply to trip unit Supply 
replaced ,unri returned to operability A memo Issued W/8C0609 Hr 
SHUBERT.0W, ANDREWS, RL Omaha Public Power District 68/06/09 4pp 
45838 132 45838 135 


-8806010219 Physical security Insp Rept 50 206 /8Q 05 on 880406 07 No noncompb- 
anco noted Mafor areas Inspected program for protection of safeguards Info.p^r 
10CFR73 21 .Including use of storage repositories A adequacy of handling procedures 
MARTIN; WG . KE1MIG.RR Region 1, Ofc of the Director 08/05/23 2pp 45733 025- 
45733 026 

0606070287 Forwards Safety Insp Rept 50-286/06 02 on 000321-25 of emergency pre 
parodnoss program No violations or deviations noted 

BEU-AMY.Fl R Region 1, Ole ot the Director 8B/05/26 JOS1GER.W New York 
Power Authority (formerly Power Authority of fho Slate of Now York) 2pp 45707 034 
45787 044 

-6806070297 Emergency Preparedness Insp Rept 50-286/88-02 on 880321 25 No vw>- 
lalions or deviations noted Ma(or areas inspected full partfcipaHon.omorge'ncy 
exerclse.lraln-lna for emeroency response organization staff & Independent audiia 
AMATO.CG, LAZARUS, WJ Region 1, Ofc of Iho Director 08/05/25 Dpp 
457Q7 036-457B7 044 

0006160339 Forwards Amend 01 to License DPR 64 & safeguards evaluation 
repl Amend changes Paragraph 2G of license to require compliance w/amancTecf 
physical security plan 

NEIGHBORS JO, Project Directorate I- 1 88/06/06 BHONS.JC Now York Power A u- 
thorily (formerly Power Authority of the State of New York) 4pp 45023 203 
45623 216, 

-8006160348 Amend 31 to License DPR 64, changing Paragraph 2 G re compliance */ 
amended physical security plan 

CAPRA, R, A Project Directorate M 86/06/06 2pp 45B23'21 2-45023 213 

-0806160302 Safety evaluation supporting Amend 01 to License DPR-64 
J Office of Nuclear Reactor Regulation, Director (Post 87041 1) 00/06/06 3pp 
45623 214-45623^216 


H. General correspondence 

6BO6O3O130 Responds to 880419 Itr to M Hesse ot FERC ro reported discharge ol ra 
dlaactive wafer from faclfity.NRC aware of public perception problems of such 
events All known releases reported to NRC & repts from all plants published annually 
STELLO.V- Ofc of fhe Executive Director for Operations 80/05/25 GILMAN, Q A 
Houso of Rop 4pp 45725 125-45725,131 

-0606030146 Forwards Itr of BA Gilman re facility for further rosponso 
KENNEDY, JM Federal Energy Regulatory Commission 08/04/21 KAMMEREH.CC 
Congressional Affairs 3pp 45725 129 45725 131 


f, FJnanclal information 


8006200383 LER B8-014 00on 88051 B.onrwgency diosol generator D-2 trppped result 
Ing \\\ auto start of emergency diasal general©! 6-1 Caused by latfw© of fuso Fuse re 
placed W/680617 Ui, 

ANDREWS.R L Omaha Public Power District 88/06/1 7- 3pp 45944 249 45944-251 


V. Operator Examination* 

8805130142 Informs Commission of status of program revs to NRC administration of 
raqualiNcation exams required under 10CFR55 57 

STELLO.V Ofc of the Executive Director for Operations SECY 88 105 68/04/15 
61pp. 45714 047-457 14.097 

0006270149 First partial response io FOIA request for documents Forwards Apps 8 A 
C documents Documents available in FDR App A documents also available in 
PDRApos D Ihrough G document withheld (raf FOIA Exemption 5) Relsasabfo por- 
tion end 

GRfMSLEY.DH Division of Rules & Records (070413*860514). 88/00/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45998 208-45998 350 


8005310155 Forwards certified estimated cash flow for 1907-00 ro gunranloo Of pay- 
ment of deferred premiums for 1907 

BRONS.J.C New York Power Authonty (formerly Powor Aulhority of the Stale ol New 
York), 88/05 /I a Document Control Branch {Document Control Desk) 3pp 
45732 102-457 32 162 


J. Insurance & Indemnity Information 

8096100243 Forwards Endorsement 159 to NELIA Policy NF- 100, Endorsement 140 to 
MAELU Policy MF-20, Endorsement 01 to NELIA Policy NF-195,Endorsemonf 61 lo 
MAELU Policy MF-91, Endorsement 106 to NELIA Policy NF-161 & Endorsement 09 
MAELU Policy MF 46 

O'CONNOH.OJ Marsh & McLennan. Inc 80/08/01 DINITZ.I Office of Nuclear Re 
actor Regulation, Director {Post 070411) IBpp 45791 03D-45791 04B 


P. Operaifng license stage documents & correspondence 


-8808200002 Discusses operator reaclor licensing oxams administered during SALP ro 
porting period of Sept 1983 - Feb i BC5 Plant performance Id all classes of exam has 
©sen marginal Commliment to Improved training noticed after meeting 
COOLEY, H A Region 4. Ofc of the Director 05/03/18. YANDELL.L Region 4, Ofc of 
the Director Ip 45999,025 45999.025 


80952800.29 Forwards application for amend to License DPR-64, changing Tech Spec 
Sections 33,4 5 & 8.9 rc toxic gas monitors Fee paid 

PRONSJ G New York Power Aulhority (formerly Power Authority of the Slate of New 
York), 09/05/19. Document Control Branch (Document control Desk) ?pp 
45701.340 45702.002 


-8806290016 Discuses licensing & req unification exams administered during SALP 
period for FY06 Requatrticallon program has degraded from marginal to unsalfsfaclory 
during FY08 RequaMrcatlon program will be further evaluated 
COOLEY, R A Region 4. Ofc o# the Director 86/10/01. HUNTER.DR Region 4, Ofc 
of the Director Ip 45909032*45999 032 


DOCKET 50-2B6 INDIAN POINT STATION, UNIT 3 


F. Security , medical, emergency & fire protection plana 

8906010184 Forwards Safeguards Insp Rept 50 206/66 00 on 880412-14 No violations 
noled 

BEUAMY.RR. Region 1* Ole ot ilia Director aa/05/25 JOSIGER.W. New York 
Power Authority (formerly Power Aulhority of the State of Naw York). 2pp, 457 18, 330- 

A MR r 


-8806010135 Physical Security Insp Rept 50-286/00-06 on 8Q0412-14 .No noncomcll- 
ance noted Major areas Inspacted.plan & Implennentpng 
procGduros.orflaniralJon.program audits, testing & malnt, physical barriers & security ays 
power supply 

MARTIN.WG, KEIMIG.R.R Region 1. Ofc of the Director. 89/05/19 4pp 45718,332- 


8800010217 Forwards Safeguards insp Rept SO 286/80 05 on 880406 07 No violations 
no-tad 

BELLAMY.ft R. Region 1. Ofc of the Director. 88/05/25 JOSIGEffiW New York 
pnto “ # * * " ‘ r Authority of the State of New York) 2pp. 45733 023- 


-8805260030 Application for amend to License DPR 64,changfng Tech Specs 33,45$ 
6.9 to Incorporate redundant toxic gas monitoring sys, 

BRONS.d C New York Power Authority (formerly Power Authority of the State of Now 
York) 06/05/19. Ip 45701 342*45701 343, 

-80OS2GOO32 Proposed Tech Specs 3,3.4 5 & 69 re redundant loxlo gas monitoring 
ays 

* New York Power Authority (formerly Power Authority of the State of New York) 68/ 
05/19. 19pp 45701:344-45702,002 

8806030166 Forwards request for addl Info re preventive malnt & surveillance program 
for onsumg reliable reactor trip breaker operation required by Generic Ltr 83 28/tem 
4.2. Raf of WCAP-10652 In 031 107 response unacceptable 

NEIGHBORS.JD. Project Directorate 1-1 88/05/24 BRONS.J C New York Power Au 
thorlty (formerly Power Authority of Ihe State of New York) 6pp. 45714 335- 
45714 339. 

8806130002 Responds to Generic Ur 89 05 re boric acid corrosion of carbon steel re 
actor pressure boundary components (n PWR plants Description ot integrated program 
enhancements end 

BRONS.J.C. New York Power Authority (formerly Power Authority of the Stale of Now 
York) 08/06/01. Document Control Branch (Document Control Desk), 6pp 
45807:311-45807:316 

8806140390 Supplemental application for amend to License DPR-64, consisting of Tech 
Spec figures inadvertently omitted from 800509 application re spent fuel pool storage 

BflONS^J.C. Now York Power Authority (formerly Power Authority of the Slate of Now 
York) 98/06/09 Document Control Branch (Document Control Desk) 2pp 
46623:028 45 623.032. 
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-0806170224 proposed Tech Spec Figures 3 8-2 & 3 8 -3, inadvertently omitted from 
860509 application for amend to License DPR 64 ro spool fuel pool storage capacity 
expansion 

• New York Power Authority (formerly Power Authority of the Stalo of Now York), 00/ 
06/09 2pp 45023 091 45023 032 

8606290163 Forwards Westfnghouso Owners Group Notification Ur OG BG 21, Identify- 
ing midloop concerns.per Generic Ur 07*12, "Loss of RHfi While RCS Partially Filled" 
& 680420 mooting agreement 

NEWTON.R A, Woslinghouse Operating Plants OwnorS Group 86/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 

8806300327 Notification of 080620 mooting vv/ulil In Rockvillo.MD to discuss proposed 
spont fuel pool re rack 

NEIGH BORS.JD Project Directorate 1*1 08/06/22 CAPRA, R A Project Directorate I 
1 4pp 45969 170 45969 173 


Q, Inspection reports, IE Bulletins A correspondence 

0006010 1 B4 Torwards Safoguards Insp Rept 50 2Q6/8G 06 on 660412-14 No violations 
no tod 

BELLAMYS R Roglon 1, Ofc of tho Director 60/05/25 JOSIGER.W New York 
Power Authority (formerly Powor Authority of the State of New York) 2pp 45718 330 
45718 335 

-8606010185 Physical Security Jnsp Rept 50 206/86 06 on 600412*1 4 No noncompll 
once noted Major areas Inspected plan & implementing 
procedures organization, prog ram audits, tostlng & rnaint.physlcal barrlors & socurlty sys 
power supply 

MARTIN.W G , KEIMIG.R R Region 1, Ofc of tho Director, 60/05/19 4pp 4571 B 332* 
45710 335 

8800010217 Forwards Safeguards Insp Rept 50 286/OQ 06 on 060406 07 No violations 
noted 

BELLAMYS R Region 1, Ofc of tho Diroclor 00/05/25 JOSIGER.W New York 
Power Authority (formerly Powor Authority of the Stato of Now York) 2pp 45733 023 
45733 026 

-0806010219 Physical Security Insp Ropt 50 206/68 05 on 000400 07 No noncompll- 
anco nototf Major areas Inspected program for protection of safeguards fnfo.per 
10CFR73 21, including uso of storage repositories & adequacy of handling procedures 
MARTIN, WG , KEIMJG.R R Region 1, Ofc of the Director 00/05/23 2pp 45733 025- 
45733 026 

8606070207 Forwards Safoty Insp Ropt 50 260/00 02 on 080321-25 of emergency pre- 
paredness program No violations or deviations noted 

BELLAMY, RR Region 1, Ofc of tho Director 80/05/26 JOSIGER.W New York 
Powor Authority (formerly Powor Authority ol the State of Now York* 2pp 4576? 034- 
46787 044 

-8806070297 Emorgoncy Preparednoss Insp Ropt 50 286/08 02 on 800321-25, No vio- 
lations or deviations noted Major areas inspected, full participation, emorgoncy 
oxorclso, training for emergency response organization staff & independent audils 
AMATO.CG, LAZARUS.WJ Region 1, Ofc of tho Director 00/05/25 Opp, 
45707 030 45707 044 

8805240028 NRC Info Notice 00 033, '‘Recent Problems Involving Model Spec 2*T Ra- 
diographic Exposure Dovtco *' Svc list end 

BURNETT, R F. Division of Safeguards & Transportation (Post 670413) 00/05/27 
Consolidated Edison Co ot Now York, Inc 120pp 45603 158 45683 277 

8806240090 Suppl 1 to NRC Info Notice 87 081, "Failure of Westfnghouso W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.C E Division of Operational Events Asso&sment (Post 070411) 88/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45603 038 45663 157 

0806240216 NRC Info Notice 86 034, "Nuclear Mall Control & Accountability of Nonfual 
SNM at Powor Reactors " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 1Q0 45799 30D 

8806270306 NRC Info Notice 86 035, "Inadequate Liconseo Performed Vendor Audits " 
Svc list end 

ROSSI.C E Division of Operational Events Assessment (Posl 070411) 80/00/03, 
Consolidated Edison Co of New York, Inc 120pp 45790 066 45790 187, 

8806130089 Forwards revlsod lablo of probability of missile generation from disc rupture 
values submitted In 860509 & 1031 Mrs Change in table appropriate since ultl consid- 
ering extending period botweon refuelings from 10 to 24 months 
BRONS.J C Now York Power Authority (formerly Power Aulhonly of tho Slate of Now 
York) 00/06/03 Document Control Branch (Document Control Desk) 9pp 
45004 044-46804 052 

8808140302 Advises that enforcement conference planned to discuss potential viola- 
tions of 10CFR50 49 per 880626 discussion Roquests licensee to provide at subj 
conference handout that describes licensee position ro enforcement considerations 
JOHNSTON, WV Region 1, Ofc of (he Director. G8/0B/03 JOSIGER.W Now York 
Powor Authority (formerly Powor Authority ot the Stato ot New York) 3pp 45827 027- 
45027 029 

8806020047 NRC Info Notice 00 036, "Possible Sudden Loss of FCS Inventory During 
Low Coolant Levof Operation " Svc list encf. 

ROSSI.C E Division ol Operational Events Assessment (Post 070411) 00/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 1 52-45965 271 

8006090301 Suppl 2 to NRC Bulletin 07-002, "Fastener Testing to Determine Conform 
anco W/Appflcable Mali Specs " Svo list encf 

ROSSI.C E Division of Operational Events Assessment (Post 570411) 88/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45916327 

8606080025 NRC Info Notice 0fl 037, "Flow Bfonkago of Cooling Water to Safety Sys 
Components " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946.001-45946 125 


8806080211 NRC Bulletin 00 006, "Actions To Be Taken for Transportation ol Model 
Spoc 2-T Radiographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 21 1*45935 318 

8B06090194 NRC Info Notice flO 030, "Failure of Lfndervoltag© Trip Attachment on G£ 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 126-45946 236 

8806160013 NRC Bulletin 80 007, "Powor Oscillations In BWRs " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 070411). 88/00/15 
Consolidated Edison Co of New York, Inc 114pp 45929 1 15-45929 228 

8806150186 Suppl 1 to NRC Bullelm 88 005, "Nonconforming Malls Supplied by Piping 
Sup piles, Ino at Folsom, NJ & West Jersey Mfg Co at WillInmstown.NJ, Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 68/00/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 932-45985 151 

6806200051 NRC Info Notice 8B-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ’* Svc Nat end 

ROSSJ.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc lOflpp 45977 287 45978 033 

8806200306 NRC Info Notice 00 043, "Solenoid Valvo Problems " Svc list encf 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, fnc, 123pp 45977 164 45977 206 


R periodic operating reports 4 related correspondence 


8806220020 Monthly operating rept for May 1900 for Indian Point Unit 3 W/60O6D1 Hr 
KELLY, L , JOSIGER.W. A Now York Power Authority (formerly Powor Authority of the 
Slate of New York) 80/05/31 12pp 45913 236-45913.247 


S, Reportable occurrences, LERa 4 related correspondence 


6806150355 LER 00 004-00 on 68051 1 .accumulators contained loss fluid (ban Indicated 
on process Instrumentation In control room Caused by error In inillal calculation used 
for calibr accumulator lovef transmitters Error corrected W/8B0609 Mr 
LAURICELLA.R , JOSIGER.W A New York Power Authority (formerly Power Authority 
of tho Stato of Now York) 80/05/11. 6pp 45B15 330 4581 6*342, 

6806150330 LER 00 003 00, on 08051 1.MSiV failed to close when manually signaled 
from control room duo to probable Intermittent operation ol control circuitry Cause no! 
known MS 1-34 control switch replaced & losted W/800609 Mr. 

LAURICELLA.R , JOSIGER.W A Now York Power Authority (formorly Powor Authority 
of tho State of Now York) 80/06/09, 4pp 45815*287 45815 200 


DOCKET 50-207 OCONEE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency 4 fire protection plana 


8806160452 Forwards comments on review of ISFSI physical security plan Revised re- 
sponse requested within 45 days of receipt of Itr. Wholhor llluminallon will be sufficient 
for assessment & surveillance should be stated 

BRACH.EW Licensing Branch 88/04/26 TUCKER, HB Duko Powor Co, 2pp. 
45023*288-45023.289 

8806260150 Forwards response to NRC 080421 Itr ro violations noted in Insp Repts 60- 
269/80-10,50-270/80 10 & 50-207/00-10 Rosponso withhold (rof 10CFR73 21) 
TUCKER.H B, Duke Power Co. 60/05/20 Document Conlro! Branch (Document Con- 
trol Desk), 3pp 45701*198-45701.198 

0806010010 Forwards Rov 25 to security plan re physical barrlora In subterranean pro 
tooted aroas & vital areas Enel withheld (rof 10CFR73 21) 

TUCKER.H B Duke Powor Co. 08/05/25 Document Control Branch (Document Con- 
trol Desk). Ip 45730 273 46730 273 

8806200200 Forwards Insp Repts 60-289/00-1 2, 50-270/804 2 & 60 207/00 12 on 
080419-051 6 No violations or deviations noted 

BROWNLEE.V.L Region 2, Ofc of tho Director. 00/06/02 TUCKER.H, B Duko Power 
Co. 2pp 45901*244-46901.250 

—8000200208 Insp Rep!s 50-269/00-12,50-270/00-12 & 50-207/00-12 on 000419- 
0516 No violations noted Major aroas inspected* operations, aurvoillanco.rnafnt, physical 
socunty.radiatian protection, ESFs lineups & nonroutlno reporting. 

SKINNER.P.H. Region 2, Ofc of the Director 80/06/01 13pp 45901*246 45901.268 

8806170302 Forwards Amends 166,166 & 163 to Licenses DPR-30.DPR 47 & DPR- 
55jespectfvely & safety evaluation Amends revise Tech Specs ro fire hose stations 
PASTIS.H.N Project Directorate 11-3 88/06/07. TUCKER.H, B Duko Power Co 3pp 
45027,132-45027.144 

-8006170308 Amends 166,166 & 103 to Licenses DPR-30.DPR-47 4 DPR-55, 
respectively .revising Tech Specs re fire hose stations 

MATTHEWS.D B. Project Directorate 11-3 80/06/07 Opp 45627*135 45027.142 

-8806170310 Safoty evaluation supporting Amends 166,160 & 163 to Licenses DPR 
30, DPR- 47 & DPR-55, respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 070411). 80/00/07 2pp. 
46027 143 45027,144 

8806210024 Discusses actions taken lo correct weakness (n emergency preparedness 
noted Insp Repts 60 269/80 09,60 270/08 09 A 50-287/00 09 
TUCKER.H B. Duke Power Co 88/06/08. Document Control Branch (Document Con 
trol Desk). Ip 45904:302-45904 302, 
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P. Operating license stage documents A. correspondence 

8805270075 Application for amends to Licenses DPR 38, DPR 47 & DPR-55, revising 
Tech Specs to support operation at full rated power during Cycle 1 1 Fee paid 
OWENWH Duke Power Co fla/OS/16 Oocu me nl Control Branch (Document Control 
Desk) 4pp 45700 149-45700 200 

-8805270070 Proposed Tech Specs .supporting operation at full rated power during 
Cycle 11 

* Duke Power Co 08/05/16 I7pp 45700 153 45700 169 


B80 62 10322 Forwards suppl to safety evalualion on five listed items re training program 
dealing w/preveniion or mitigalron of reactor vessel voiding Response to first four 
items acceptable Revised response to Item 5 requested 

PASTIS.HN Project Directorate II 3 80/06/13 TUCKER, H B Duke Power Co 3pp 
45871 346 45871 350 

8896210333 Suppl lo safety evaluation re training program dealing w/ prevention or 
rnltiqalion of reactor vessel voiding 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/13 
45071 349 45871 350 


-0005270033 "Oconee Unit 3, Cycle 1 1 .Reload Rep l " 

4 Duke Power Co DPC RO 2011 80/05/31 3lpp 45700-170 45700-200 

8006010077 Forwards addl Info re accumulalor tank level 5 pressure, pressunzer 
level .pressurizor heater status & safety rolief valve posilion or mainstream flow, per 
NRC 880315 S£R Revised schedule for Reg Gutda 1 97,Rev 2 implementation stated 
TUCKER, H & Ouke Power Co 08/05/18 -Document Control Branch (Document Con 
IrolDosk) 6pp 45686 073<45686 078 

0606010040 Informs that util writ provide schodular info for development & implementa- 
tion of enhanced programs A procedures & detailed response to Generic Ltr 80 05 by 
860801 

TUCKER f HB Duke Power Co 08/05/23 Document Coni ro I Branch (Document Con 
trol Desk) 2pp 45720 262-45720 263 

6806000230 Responds lo Generic Ltr 88-03 re steam bending of auxiliary feedwater 
pumps Plant not susceptible lo subj event Procedures In place to ensure that emer- 
gency feedwater sys (fcFW) monitored each shift A to ensure EFW pump recovery 
TUCKER ,H B Duke Power Co 88/05/25 Document Control Branch (Document Con 
trot Desk) 2pp 45787 154 45787155 

6806070402 Forwards for info. "Notice of Consideration of Issuance of Amends to Fa 
cility OLs & Opportunity for Hearing," modifying Tech Specs to include operability & 
surveillance requirements for inadequate core cooling Instrumentation 
PASTIS.HN Project Directorate I! 3 08/05/26 TUCKER.H B Duke Power Co 2pp 
45744 213 45744 219 


-8806070416 Notice of consideration of issuance of amends to Licenses DPR-30,DPR- 
4? A DPR-55 Amends revise Tech Specs lo Include operability & surveillance require- 
ments for Inadequate core cooling instrumentations 

MATTEWS.DB Project Directorate 11-3 03/05/27 5pp 45 74 4 215-4574 4 219. 

6B0607033B Requeste that Tech Specs change requesis for McGuire bo based upon 
pen & Ink identified chanaes.as presently practiced on Catawba Rotyped pages should 
continue to bo used for Oconee requests 

MATTHEWS, D0 Project Directorate 11-3 88/05/27. TUCKER ,H B Duke Power Co 
4pp 45744 164-45744 167 


8806170155 Advises that safety A performance improvement program implomenlation 
schedule will be submitted w/B&W Owners Group latosl recommendation tracking sys 
rapt to NRC, par NRC 680429 request for Implomenlalion schedule by 000601 
TUCKER,HB Duka Power Co 66/05/27 VARGA, S A Division of Reactor Prologs - 
f/lf (Post 070411) 2pp 45826 131-45026 132 

8806090226 Application for amends to Licenses DPR-30.DPR-47 & DPR-55 changing 
Tech Spec 3 164 re primary to secondary leakage rato limit through both steam 
generators Ollier changes include dol alien of Tech Spec 4 176 c Fog paid 
TUCKER.H 0 Duke Power Co 00/05/31 Oocumenl Control Branch (Document Con- 
trol Desk) 5pp 45801 208-45001 2Z4 


-8906098231 Proposed Tech Spec 3 1 6 4 re increasing limit of total primary to second- 
ary leakage through both steam generators per unil from 0 3 cpm to 1 0 nnm 
4 Duke Power Co 88/05/31 12pp 45801 213 45001-224 

0006070352 Forwards notice of considers lion of Issuance of amends to Licenses DPR- 
38.DPR-47 A DPR 55 & opportunity for hearing re 0001 22 request Amends would 
revise Tech Specs to update LOCA concerning limited max allowable linear heat rate 
PASTIS.HN Project Directorate I! 3 09/06/01. TUCKER, H B Duke Power Co 2pp 
45744 <91-45744 199 


-8806070357 Notice ol consideration of issuance of amends to Licenses DPR-3B,OPfl- 
47 & DPR 55 & opportunity for hearing Amends revise Tech Specs to update LOCA - 
limited max allowable linear heat rato to reflect BAW Owners Group topical root 
MATTHEWS, D B Project Directorate fj 3 08/05/25 7pp 45744 193 45744 199 


8806080292 Advises that 0&W proprietary BAW 2001 P. 'tow Pro-Pressure Fuel Rod 
Extension LOCA Analysis," will bo wilhhoTd.per 10CFR2 /DQ(f>)t5) & 
ulll 880122 request 

45757^ 039^5757 a4| DirflCl0fate H ' 3 88/06/02 T( JCKER,HB Du ko Power Co 3pp 


9006220294 Advises that util determined that mod to Install cavilating venturis In each 
emergency feedwater lire does not constitute unroviowed safety question or roqvlro 
Tech Spec change Addl info will bo provided by 080015 

TUCKER, HB Duke Power Co 88/06/ 13 Document Control Branch (Documonl Con- 
trol Desk) 2pp 45069 231 45869 232 

8606210308 Forwards Amends 167,167 & 164 to Licenses DPR-38.DPR-47 6 DPfl» 
55.respechvely A safety evaluation Amend changes Tech Specs re transfer ol radio- 
active effluents lo chemical treatmenl pond 

PASTIS.HN Project Directorate 113 68/06/15 TUCKER, H B Duke Powor Co Jpp, 
46858 340 45050 361 

-B80621 032 1 Amends 167,167 & 164 to Licenses DPR 30.DPR 47 & DPR 55, 
re speclively, changing Tech Specs re transfer of radioactive effluents lo chemical 
treatment pend 

MATTHEWS, DB Project Directorate II 3 flO/06/15 Bpp 45058 351-45850,350 

-0806210327 Safety evaluation supporting Amends 167,167 & 164 to Licenses DPR 
SOjDPR- 47 & DPR 55, respectively 

' Office of Nuclear Reactor Regulation, Director (Post 070411) 00/06/15 3pp 
45050 359 45056 361 

8006290106 Advises Hint BNL assisting RES In resolving generic issuo on human fac- 
tors deficiencies at local control stations listed Individuals will tour plant on 000630 to 
observe control room 

MATTHEWS, DB Project Directorate 11-3 08/06/17 TUCKER.H B Duke Powor Co 
2pp 4 5 9 56 222-4 595 6 2 23 


0806290163 Forwards Wostrnghouse Owners Group Notification Ltr OG 08 2 1 ,l(Jonljfy 
mg midloop concGrns,per Generic Ltr 07-12, "Loss of RHR While RCS PaMially Filled" 
A 860420 mealing aaroemonl 

NEWTON, R A wostlnghouso Operating Plants Owners Group. 00/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330-45D73 344 

089 C 290222 Appeals NRC denial of backfilling claim re containment Integrated leak rata 
leslmg Ultl maintains viovv that two NRC posilions not supported by App J consist# 
bacMits for facilities 

TUCKER.H 0 Duko Power Co 86/06/20 Document Control Branch (Document Con 
trol Desk) 9pp 45940.342 45940 350 


Q- Inspection reports, IE Bulletins & correspondence 


0C0526O150 Forwards response to NRC 000421 ltr re violations noted in Insp Ropl6 50 
269/00-10,50 270/80-10 & 50 207/80- 10 Response withhold (ref 10CFR73 21), 
TUCKER.H B Duke Power Co 08/05/20 Document Control Branch (Document Con 
trol Desk) 3pp 45701 196-45701 190 

8006010233 Ack receipt of 000520 ltr Informing NRC of steps taken to correct vlolfillons 
noted m Insp Rents 50-269/00-10, 50 270/00-10 & 50-207/08-10 
CLINE, vV E Region 2, Ole ot the Director 00/05/25 TUCKER.H B Duko Power CO 
Ip 45733 001-45733 004 

80Q6Q8O12C Forwards Insp Repts 50-269/00 03,50-270/08 03 & 50-207/00 03 oi> 
8C0222-26, Violations discussed In end Insp rept under consideration for escalated en 
forcemont action 

GRACE.JN Region 2, Ofc of the Director 08/05/25 TUCKER.H B Duko Power Co 
2pp 45775.037-45775 061 

-000 G 000 129 Insp Reels 50 269/08 03,50-270/68 03 & 50 287/00 03 on 800222 
26 Violations Identified Major aroas Inspected licensee implementation of 1OCFR5O.40 
requirements for facility & insp of environ qualification equipment 
RUFF.A, CONLON.T Region 2, Ofc of the Director 80/05/17 23pp 4 5 7 75 039 
45775 QQ1 


0306170302 Forwards Amends 160,166 A 163 lo Licenses D PR-38, DPR 47 & DPR- 
^•rospectively & safety evaluation Amends revise Tech Specs ro ire hose stations 

^ S JJ^ N .i' c ll t ; c ' Dl ' 6cl<,,als 113 tucker, H 8. Duko Powor Co 3pp 

*15o4/,lJ2-45a27 144, 


0005240028 NRC Info Notice 60 033, "Recent Problems Involving Model Spec 2T Ra 
drographlc Exposure Device " Svc list end 

BUR NETT, RF Division of Safeguards & Transportation (Post 870413) 03/05/27. 
Consolidated Edison Co of Now York, Inc 120pp 45683 16B-45683 277 


-8806170308 Amends 166,166 &. 163 to Licenses DPR-39.DPR 47 & DPR 55. 
re specljvely, revising Tech Specs re fire hose stations 
MATTHEWS .0 B Project Directorate If 3 8B/OB/07 Bpp 45027*1 35-46B27J 42 

^^™ 7 v? 3 *l 0 ft S ^t°Jy^ valu,at!on supporting Amonds 166,166 & 163 to Licenses DPR 
38, DPR -47 & DPR-55,respectiv0ly 

Nucfaar Reactor Regulation, Director (Post 870411) 80/06/07 2pp 
45827 143 45B27'144 r 

0806210416 Application for amends to Licenses OPR-3B.DPR 47 & DPR 55, channpnq 
Tech Spec 3 3 3 re core flood tank sys Foe paid. y 

DoQ ' jmaw Cont, ° i B,anon (oo=um9n! con - 

-8006210424 Proposed Tech Spec 3 3 3 re core flood tank sys 
Duke Power Co 00/06/09 6pp 45929 232 45929 237 


0095240090 Suppl 1 to NRC Info Notice 07-061. "Failure of Westlnghouse W* 2-Typo 
Circuit Breaker Coll Switches " Svc list one/ 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411) 00/05/31 
Consolidated Edison Co ol New York, Inc 120pp 46683 038-45683,157 

6005240215 NRC Info Notice 00 034, "Nuclear Mali Conlrol & Accountability of Nonfuel 
SNM at Power Reactors ” Svc list artel 

ROSSI, € E Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790-180-45790,300. 

0806200482 Confirms 980614 & 15 meetings at site in preparation for malnt team Insp 
of plant during 00071 M 5 & 25-29,per 000525 tolcon Mails (hat team would tike to 
have available for preparation review Identified in encf 

HEflDT,AR Region 2, Ofc ot ihe Director 88/05/31 TUCKER, H B, Duke Powor Co 
4pp 45901 20 2 45901 205 


8806280220 Responds to NRC 080321 Hr re potential problems due to failure of non- 
yital power supply Valves at Westmghouso planl interlocked w/pressure transmitters 
lo prevent ovorpressutaaVon of RP1 suction pump 

D “’ C ° m, ° l B,ancrt <Doc,Jmen! Ccn - 


8800090319 Responds to NRC 080503 ltr re violations noted in Insp Repts 50-269/86 
00,50-270/00 0B & 50-287/00 00 Corrective actions, appropriate malnt personnel pro 
vlded explicit written instructions on correct methods of component Identification 
TUCKER.H B Duke Power Co 08/06/02 Documenl Control Branch (Document Con- 
lrol Desk) 2pp 45798 213-45790 214 
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8608200200 Forwards Insp Flopls 50-260/08-12,50 870/86 12 & 50 287/08-12 on 
B80419 0516 No violations or deviations noted 

BROWNLEE, V L Region 2, Ofc of the Director 88/06/02 TUCKER.HB Duke Power 
Co 2pp 45901 244 45901 258 

“8006200208 tnsp Ropts 50.269/80-12,50 270/88 12 & 50-287/08 12 on 080419 
0516 No violations rioted Major areas inspected oporations^urvQiflarvco.mainl, physical 
security .radiation protection, ESFs lineups & nonrouline reporting 
SKINNER, P H , WERT.L 0 , PEEBLES, T A Rogion 2, Ofc of Iho Director 60/06/01 
13pp 45901 246 45001 250 

0805270306 NRC Info Notice 00 035, “Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411} BB/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 068 45790 IB7 

8806020047 NRC Info Notice QB 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 68/Ofi/OO 
Consolidated Edison Co of Now York, Inc I20pp 45965 152 45965 271 

6006210024 Discusses actions taken 1o correct weakness in emergency preparedness 
nolod tnsp Rapts 60 260/0B 09,50 270/QB 09 & 50 207/00 09 
TUCKER, H B Duke Power Co 08/06/0B Document Control Branch (Documont Con 
trol Desk) Ip 46904 302-4 5G04 302 

8000090301 Suppl 2 to NRC Bulletin 07-002, Tastonor Testing to Determine Conform 
anco W/ Applicable Mali Spocs ” Svc list end 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 80/06/10 
Consolidatod Edison Co of New York, Inc 120pp 45916 200-45016 327 

8006000025 NRC Info Notice Q0 03A "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/14 
Consolidated Edison Co of Now York, Inc 125pp 4594G 001-45946 125 

8006000211 NRC Bulletin 0B 006, "Actions To Bo Takon for Transportation of Model 
Spec 2-T Radiographic Exposure Devico " Svc list end 

BURNETT, R F. Division of Safeguards & Transportation (Post 0/0413) 06/06/14 
Consolidatod Edison Co of New York, Inc lOBpp 45935 21 1-45935 3 IB 

8000090194 NRC Info Notice 08 030, Talluro of Undorvoltngo Trip Attachment on GE 
Circuit Broakors " Svc list end 

ROSSf.CE Division of Operational Evonts Assessment (Post 670411) 8B/0&/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 126 45946 236 

0000150013 NRC Bulletin 00 007, “Power Oscillations In BWRs ” Svr fist end 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 08/06/15 
Consolidated Edison Co of Now York, Inc 114pp 45929 1 15 45929 228 

8008160106 SuppJ 1 to NRC Bullotin Bfl 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom.NJ & Wast Jersey Mfg Co at Willlam3town,NJ A Svc list encF 
ROSSI.CE Division of Operational Evonts Assossmonl (Post B/Q411) 00/06/15 
Consolidatod Edison Co of Now York, Inc, 120pp 45065 032 459Q5 151 

8806200073 Ack recolpt of BB0602 Itr informing NRC of stops token to correct violations 
noted In Jnsp Ropts 50 269/60 00, 50 270/08 OB & 50 287/0(1 OB 
BROWNLEE.V L Rogion 2, Ofc of the Director 00/06/16 FUCKER, N B Ouko Powor 
Co Ip 45962 236-45902 236 

8806200051 NRC Into Notice 00-042, “Circuit Bronkor Folhiros Duo to Loose Charging 
Spring Motor Mounting BoDs " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of Now York, Inc lOBpp 45977 287-45970 033 

8806200306 NRC Info Notice BB 043, “Solenoid Valve Problems ” Svc list oncl 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164-45977 206 


R. Periodic operating reports & roloted correspondence 

8805260319 Monthly operating repts for Apr 19DQW/B80513 fir 
REAVIS.J A , TUCKER, H B Duko Powor Co 80/04/30, IBpp 45701 316 45701 333 

8806220058 Monthly operating ropts for May 1986 for Oconoo Nuclear Station, Units 1.2 
&3W/080615 Hr. 

REAVIS.J A , TUCKER.H B Duke Power Co 08/05/31 17pp 45930051 45930 0Q? 


S, Reportable occurrences, LERa & related correspondence 

8006090008 LER OB 001 00 on 0B0406,threo low pressure Injection pumps declared 
Inoporable Caused by mgt failure to perform operability teats after maint 
lubrication Pump periodic to sis, lubrication & maint program reviowod W/080602 Itr 
NORTH.P J , TUCKER.HB Duko Powor Co 05/06/02 9pp 45766 084-45766 092 

6806200446 Confirms 800531 tefcon re 000607 mgt mooting to discuss Issuos aur 
rounding recent events at plant Proposed agenda oncl 

REYESX.A Rogion 2, Ofc of the Director 80/06/03, TUCKER, H B Duke Power Co 
2pp 46901 217-45901.210 

8606220042 LER 00 002 00 on 0004 17, existing tube leak in once through steam gener- 
ator began to Incroaso A on B80410,unusual event declared per emergency 
plan Caused by tube leak Unit shutdown Tubos plugged W/8B0610 Itr 
NORTH.P J , TUCKER.HB Duke Power Co 08/06/10 6pp. 45B69 126 45869 134 


V. Operator Examinations 

0806060075 Requests util provide ref mails listed In end far operator licensing replace- 
ment oxams scheduled for wk of 001017 Facility responsible for providing adequate 
space & accommodations to properly conduct written exams 

JULIAN, C, A Region 2, Ofc of the Director 88/05/17 TUCKER.HB Duko Power Co 
lOpp 45769 303 45769 312 


Y Dry Cask Independent Spent Fuel Storage Installations 

8 B06 160452 Forwards comments on review of ISFSI physical security plan R aviso d re 
sponse requested within 45 day9 of receipt of Itr Whether Illumination will be sufficient 
for assessment & surveillance should be stated 

DRACH.EW Licensing Branch B8/04/26 TUCKER.HB Duke Powor Co 2pp 
45823 209 45023 289 

0809290177 Confirms plans to visit plant on BB0714 In connection w/ preparation of 
environ assessment for fSFSI List of NRC & contractor personnel touring site oncl 
ROBERTS, J P Fuel Cycle Safoty Branch 88/06/09 TUCKER, H B Duke Powor Co 
2pp 45962 354 45962 355 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plana 

80061 60392 Rov 1-06 to Emergency Plan Implementing Procedure 5000 ADM 3054 01, 
“Operation of Parsippany Technical Functions Ctr " 

* General Public Utilities Corp * GPU Service Corp aB/05/23 16pp 45814 122 
45014*137, 

BBO60 10258 Forwards Safoty Insp Rept 60-209/80 07 on 800306 0409 No adverse con- 
ditions noted Staff roviow of minor operational events resulting in positive findings & 
corrective) actions noted Receipt of 870610 response to notice ol violation ack 
BETTENHAUSEN.L Region 1, Ofc ol the Director 00/05/26 HUKILL.HP General 
Public Utilities Corp - GPU Service Corp 2pp 45732 303 45732 336 

-880&010264 Insp Rept 50 209/8Q 07 on BB0306 0409 No violations noted Major 
areas Inspected loss of "B” makeup pump.losa of “D" 125-volt ac vital bus, Safoty 
Issues Mgt Sys B-75/85 for Gonenc Llr 03-28 & diosol generator oxhaust manifold 
lues 

COWGILL.C Region 1, Ofc of the Director 08/05/25 32pp 45732 305 45732 336 

800B000077 Forwards Rov 28 1o amended physical security plan for review & 
approval Plan withheld 

HUKILL.H D General Public Utilities Corp. - GPU Sorvice Corp 80/O6/O2 Document 
Control Branch (Documont Conlrol Desk) Ip 45814 230 45814 230 

0806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Document available In PDR App A documents also available In 
PDR Appa D through G documents withhold (ref FOIA Exemption 5) Releasable por 
lion, oncl 

GRIMSLEY.DH Division of Rules & Records (8/0413 800514) 00/06/15 BOLEY.K 
Public Cilizen’s Critical Mass Energy Projecl 24pp 45998 208 45990 350 

-8006280311 Forwards omorgoncy preparedness SALP Input for facility for period from 
060401 0930 W/o end 

BELLAMY, H R NRC - No Detailed Affiliation Given 86/11/03 KISTER.H B. Rogion 1, 
Ofc of the Director Ip 45999 141-45099 141 

8000300233 Advisos that Commission requested publication of oncl noltco ol consider- 
ation of Issuance of amends lo facility OLs & proposed NSHC determination & oppor- 
tunity for hearing ro 880602 amend application to approve physical security plan 
HERNAN.R W Projoct Directorate I 4 88/06/16 HUKILL.H D. General Public Utilities 
Corp - GPU Sorvlco Corp 4pp 45981 045 45981 056 

-0006300244 Notice of consideration of Issuance of amends to License DPR-50 A 
DPR-73 & proposed NSHC determination & opportunity for hearing Amonds would ap 
provo TMJ modified amended physical security plan, per 000602 submittal 
HERNAN.R W Projoct Directorate I 4 00/05/16 Opp 45901 049-45901 '056 


J. Insurance & IndomnJly Information 

8BOG090295 Forwards Endorsements 4 & 4 lo NELIA Certificate NW-78 & MAELU Cor* 
lificato MW- 18 & Endorsements 3 & 3 to NELIA Certificate NW 125 & MAELU Cortifi- 
cato MW-46,respGctivoly 

HOFFMAN, J. Marsh & McLennan, Inc 8B/06/03 DINITZ.L NRC No Dotallod Affili- 
ation Given 5pp 46764 317 45764.321 


P. Operating license stage documents & correspondence 

8066210036 Forwards "TMI Unit 1 PRA " Limited distribution requostod to minimize 
copying costs 

HERNAN.R.W Projoct Directorate 14 68/02/12 SKOCZLAS.JA Documont Conlrol 
Branch (Document Control Desk) Ip. 45672 001 -45807 291 

-8806210045 Forwards “TMI Unit 1 PRA/’ por 870600 agreement Unit 1 operation rop 
resents vary small risk of core damago 

HUKILL.H D General Public Utilities Corp * GPU Service Corp 07/12/07 Document 
Control Branch (Document Control Desk) Ip, 45872 003-45867 201. 

-8806210067 “TMI Unit 1 PRA.Exocutive Summary Rept," Vol 1 
GARRICK, B J , IDEN.DC, HUBBARD, F R Pickard, Lowo & Garrick, Inc 87/11/30 
42pp 45872 004-45072 045 

-0600210071 “TMI Unit 1 PRA, Technical Summary Rept/* Vof 2 
GARRICK, B J , JDEN.DC, HUBBARD.F R Pickard, Lowe & Garrick, Inc 07/11/30 
1fi6pp 45872046-45072 233 

-8606210073 "TMI Unit 1 PRA, Plant Model Ropl," Vol 3 
GARRICK, B J , IDEN.DC, HUBBARD.F R Pickard, Lowe & Garrick, Inc 67/11/30 
3G0pp 45872 234-45874 226 

“8806210074 "TMI Unit 1 PRA, Sys Analysis Ropl," Vol 4 
GARRICK.B J , IDEN.DC, HUBBARD.F R Pickard, Lowe & Garrick, Inc 07/11/30 
800pp 45B74 227-45880 191 

“0006210076 "TMI Unit 1 PRA.Data Analysis Rept," Vol 5 
GARRICK.B J, IDEN.DC, HUBBARD, F.R Pickard, Lowo & Garrick, Inc B//11/30 
100pp. 450B0.192-45CQ1 179 
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-6606210078 "TMJ Unit 1 PRA, Human Actions Analysis Rept," Vol 6 
GAR RICK, BJ , IDEN.DC, HUBBARD.F FT, Pickard, Lowe & Garrick, Inc 87/11/30 
COOpp 45881 160 4 6 88 5 132 

-6906210079 "TMI Unit 1 PRA, Environ A External Hazards Rept," Vol 7 
GARRICK.B J , IDEN.OC, HUBBARD, FR. Pickard, Lo wo & Garrick, Inc 87/11/30 
500pp 46665133 45867*291 

6605246160 Provides confirmation requested In Genenc Ur 80 03 r© res&lulJQn of Ge- 
neric Issue 93, "Steam Binding of Auxiliary Feedwater Pumps'' by perpetuating rocom 
mentfalfons. of JE Bulletin 65 001 

HU KILL, H D General Public Utilities Corp * GPU Service Corp 68/05/16 Document 
Control Branch (Document Control Desk) 2pp 45073 126 45673 131 

8606060127 Discusses rev to Abnormal Transient Procedure ATP 1210 10 ro guidance 
In even! that reactor coolant pumps not topped immediately upon loss of 25 F sub- 
cooling margin alter LOCA bAW analysis Indicates topping wilhln 10 min acceptable 
HUKILL.H D General Public Utilities Corp, - GPU Service Corp 88/05/27 Document 
Control Branch (Document Control Desk) 2pp 4575935645759 357 

8806209190 Forwards Amend 140 to License DPR 50 & safety evaluation Amend adds 
License Condition 2C(9) lo license to provide for long-range planning program da 
senbod In Enel 3 to util 880316 Hr 

HERNAN.R W Project Directoraie I 4 00/05/27 HUKILL.H D General Public Utilities 
Corp - GPU Service Corp 2pp 45845 017 45845 04fl 


0806300233 Advises that Commission requested publication of end notice of constfe*- 
ation of Issuance of amends to facility OLs & proposed NSHC determination & oppor- 
tunity for hearing re B80602 amend application to approve physical security plan 
HERNAN.R W Project Directorate j 4 00/06/16 HUKILL.H D General Public IWiIpo a 
Corp - GPU Service Corp 4pp 45981 045-459B 1.056 

— 8006300244 Notice of consideration of issuance of amends to License DPR-50 A 
DPR -73 & proposed NSHC determination & opportunity for hearing Amends would ap- 

E rove TMI modified amended physical security plan.por 600602 submittal 
IERNAN.R VV Project Directorate I 4 08/05/16 8pp 45081 049 459B1 056 

8800300405 Notification of 880707 meeting w/utll in MiddJetown.PA to discuss stflluj ol 
currant licensing Ibsuos 

HERN AN ,R W Project Directorate I 4 88/08/22 STOLZ.J F Project Dlroctorate f 4 
3pp. 45975 146-45975 150 


Q. Inspection reports, IE Bulletins & correspondence 

6805240160 Providers confirmation requested in Generic Ltr 80 03 re resolution Ol Go- 
neric Issue 93, "Steam Binding of Auxiliary Feedwater Pumps" by perpetuating rtcom- 
mendations gf 3E Bulletin 85 001. 

HUKILL.H D General Public Utilities Corp - GPU Service Corp 88/05/10 Document 
Control Branch (Document Control Desk) 2pp 45673' 128 45673 131, 


-0606200196 Amend 140 to Llcenso DPR SO.addifig License Condition 2C(9) lo pro- 
vide long-range planning program Pago 4 c aitached.for convonionce.for composite li- 
cense to reflect change. 

STOLZ.J.R Project Doctorate 1-4, 80/05/27. 2pp. 45845 019-45845,021 

-8096200205 Safety evaluation supporting Amend 140 lo License DPR-50 "Plan for 
Long-Range Planning Program for TMf 1 end 

1 Office of Nuclear Reactor Regulation, Director (Post 070411) 68/05/27 27pp 
45845 022 4564 S 048 

8606130360 Forwards SEN & Suppl 1 to NUREG-1231 ra B&W Owners Group plant 
assessment program contained In BAW-101fi,Rov 5 Areas Identified whore addl Im- 
provements could be made, Incorporation of NRC recommendations oncouragod W/o 
oncf 

STOLZ.J F Project Directorate 1-4. 06/06/03 HUKILL.H D. General Public Utilities 
Corp - GPU Service Corp 4pp 45703 352 45703-355 


8606010258 Forwards Safety Insp Ropt 50 209/88 07 on 680306 040D,No advorso con- 
ditions noted Staff review of minor operational events resulting In positive findings A 
corrective actions noted Receipl of 870610 response to notice of violation ack 
BETTENHAUSEN.L Region 1, Ofc of the Dlroclor 8B/05/26 HUKfLL HD Gonoral 
Public Utilities Corp - GPU Sq/vicq Corp 2pp 45732 303-45732 336 

-8906010264 Insp Ropt 50-289/88 0/ on 080306 0409 No violations nolod Majw 
areas Inspected loss of "B" makeup pump.loss of "D” 125-volt ac vital bu'j.Safoty 
Issues Mgt Sys B 75/85 for Generic Ltr 83 28 & dlosel generator exhaust manlloW 
fires, 

COWGILL.C Region 1. Ofc of the Director. 88/05/25 32pp 45732 305 45732336 

8005240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 T Ra- 
diographic Exposure Device '* Svc list end 

BURNEn\RF, Division of Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 150 45603 277 


8906170295 Forwards Amend 141 lo License DPR 50 & safely evaluation Amend clari- 
fies bases for Section 3,1 6 ol Tech Specs re RCS leakage £ revises various sections 
re safety review process 

HERNAN.R.W Project Directorate 1 4 88/06/03 HUKILL.H D General Public Utilities 
Corp - GPU Service Corp. 2pp. A 5025 200 45B25 206 

-8006170299 Amend 141 to License DPR-SO.clarifylng bases for Section 3.1 S of Tech 
Specs a revising various sections ro safety review process 
STOLZ.J F Project Directorate t-4 BB/0B/03. 12pp 45B25 202-40D25 293 


8805240090 Supp) 1 to NRC Info Notice 87-061 4 ‘Failure of Woslmghouso W-2T*po 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/0S/3! 
Consolidated Edison Co of Now York, Inc 120pp 45683 030 45683 157. 

80D524O21S NRC Jnfo Notice 80 034, "Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Reactors *’ Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc. 122pp 45790 108 45790 30B 


-6006170303 Safety evaluation supporting Amend 141 to Licenso DPR 50, 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 08/06/03 3pp 
45025 204-45025 296 


0806130366 Provides Justification for not adding four EG ViO valves lo Inservlc© testing 
program A requests NRC to reconsider determination ot disassembly frequency for 
four sets of valves (DH-V14A/B.BS-V30A/B.BS V62A/B & MS-V9A/B) 

HUKILL.H.O Gen orel Public Utilities Corp ♦ GPU Service Corp, 08/06/07 Document 
Control Branch (Document Control Desk), 4pp r 45821.066 4SB21 -069 

8606130245 Responds to Generic Ltr 88 05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure) Boundary Components In PWR Plants" Util program addressing four 
b a s fa e lent e nt a o f ays I o malic prog ra m d Iscu ssed 

HUKfLL, HD. General Public Utilities Corp. ■ GPU Service Corn 80/00/00 Document 
Control Branch (Document Control Desk). 4pp. 4 580 2 T 24 -4 5002. 127. 

6606200050 Final response to FOIA request for documants App H documents available 
at FOR App l documents partially withhold (rei FOIA Exemption 6). 

GRIMSLEY.DH, Division of RuTas & Rocords (070413 8B0514) 88/08/13. 

CONN OR ,L Doc-Search Associates fipp 45045*050 45045 160. 

-0000 200094 Informs of H Meyer requesl that listed Items re Keaten task force & HPI 
Initiation bo brought to Commission attention at 840323 meeting 
KAMMERER.C. Office of Congressional Affairs (pro 870413) 84/03/22. PALLAOINO. 
GIUNSKY, ROBERTS Commas toners. 2pp. 45845 , 055-45Q45 073 


**6606200 1 1 2 Summarizes 840731 meeting w/H Mayers of Interior Committee re 
NUREQ 0680 & NRC evaluation of util mgt Integrity Questions raised concerning mgt 
Integrity not addressed in ropt 

KAMMERER.C Office of Congressional Affairs (pro 870413). 84/08/16 PALLAD1NO. 
ROBERTS, ASSELSTINE Commissioners Ip, 45845:083-45845 063 


8808220100 Requests add I Info re util 880415 submittal ol proposed rev lo QA planJn 
providing requested clariflcation.uill should follow requirements of 10CFR60 64. Final 
approval of rev will be contingent upon util response to ltr. 

JOHNSTON. W.V Region 1, Ofc of the Director. 88/06/14. ROCHE, M.B General 
Public Utilities Corp. * GPU Service Corp. 3pp, 46869' 241 45869.243 


8005270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits" 
Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790,008 45790 107 

080 B 140294 Advises that NRC Bulletin 88 003 not applicable to facility No GE lalclMfl 
type HFA relays installed In Class IE applications G e HFA relays installed in oitola 
230 kV substation control bldg in non Class IE application. 

HUKfLL/H D, Gonaral Public Utilities Corp - GPU Service Corp 08/06/00 Docvmant 
Control Branch (Doc um ant Control Dask) Ip 46833 343 45833'343 

0806150440 Forwards Safety Insp Repls 60*289/80 09 & 60-320/08-04 on 880411 
1 5 No violations or deviations noted 

BELLAMY.* R, Region T, Ofc of the Director, 08/06/07 STANDERTER.F J General 
Public Utilities Corp. - GPU Service Corp. 2pp 45834.286-45034 293, 

-8806150443 insp Ropts 50-289/8809 & 50-320/60-04 on 80041M5No violations 
noted Major areas Inspected radiological effluent control program, liquid & gaseous 
refeasQ3*radiatlon monitoring sys calibr & functional tests, 

DAVIDSDN.BS, PASOAK.WJ, Ragton 1, OIc ot the Director 08/05/25 6j)p 
45834,280-45634 293 

8806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 68/06/08 
Consolidated Edison Co. of Now York, Jno 120pp. 45965,152-45965 271. 

B806Q90301 Suppl 2 to NRC Bulfolrn 87-002, "Fastener Testing to Datermlno Conform 
anco W/ApplJcabte Matl Spec 9 " Svc Hat end 

ROSSI, C E. Division of Operational Events Assessment (Post 870411), 86/06/19 
Consolidated Edison Co of New York, Inc 120pp 45916.208-45916.327 

6006220068 Forwards Safety Jnsp Rep! 50-289/86-10 on 080502 06 No violations Of 
deviations noted, 

BELLAMY, R R. Region 1, Ofc of the Director 08/06/10. HUKJLL.H D General Pub^ 
Ulllitiea Corp - GPU Service Corp. 2pp 45909 223 46900 228 


9806240150 Third partial response to FOiA request tor documents App C, E,F & G doc- 
uments end & available In PDRApp D documenls available In PDR.Porticns of 
records sub) to request withheld (ref FOIA Exemptions 4.6,6 & 7). 

GRIMSLEY.au NRC - No Detailed Affiliation Given 88/Q6/15 BOLEY.K, Public Cut 
zen's Cntical Mas9 Energy Project 9pp. 45927:007-45927,200, 


—9806270014 Partially withheld ltr Informing of personal knowledge of marijuana & olher 
drug con sumption at facility. Concerns expressed over credibility & ability of uhl to 
safely operate facility. 

'Affiliation Not Assigned. 06/07/07. ZECH.L-W. Commissioners Ip. 45927.008- 
45927 .008 


-0806220069 Insp Rept 50-289/68-10 on 880502 06, No violations noted Major areas 
Inspected liquid & gaseous effluent controls program, including irgl 

contrors^audits.rodiation monitoring sys tests.alr cleaning sys tests & represent alive 
records 

DAVfDSON.B.S, PASCIAK.W.J Region 1, Ofc of the Director 88/06/08 4pi> 
45909 225-45909.228. 

0000080025 NRC Info Notice 88-037, "Flow Blockage of Cooling Water lo Safety Sys 
Components •’ Svc list end. 

ROSSI, C.E Division of Operational Events Assessment (Posl 870411) 00/06/H 
Consolidated Edison Co or New York, fnc 125pp 45946 001 -45946' 125 


8808290307 Informs that util 880217 response to Generic Ur B6-03, "Steam Binding of 
Adultery Feedwater Pumps, conti/moa that necessary procedures In place, 
HERNAN.R.W, Project Directorate 1 4 86/08/16 HUKILL.HD. General Public Utilities 
Corp. - GPU Service Corp 2pp, 45984.260 45964.261. 


8006080211 NRC Bulletin 88-O0B, "Actions To Be Taken for Transportation of Mottel 
Speo 2-T Radiographic Exposure Device," Svc list end 

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co. of New York, Inc 108pp 45935.211-45935 318 



DOCKETED ITEMS 75 


6806090194 NRC fnfo Notice 08-038, ‘’Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers ” Svc II si oncl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co ot New York, Inc 111 pp 45940 126-45946236 

6B06150013 NRC Bulletin 00-007, ' ’Power Oscillations in BWRs ” Svc list and 
ROSSI.CE Division of Operational Events Assessment (Post 67041 1 > 08/06/15 
Consolidated Edison Co of Now York. Inc 1 1 4pp 45929 115-45929 228 

8806150186 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ Eve fist end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 120pp 45985 032-45965 151 

8606240150 Third partial response to FOIA request for documents App C, E,F & G doc- 
uments end & available In PDR App D documents available In PDR Portions of 
records subl to request withheld (ref FOIA Exempllons 4,5,6 & 7) 

GRIMSLEY.DH NRC * No Detailed Affiliation Given 80/06/15 BOLEY.K Public Oti 
zen’s Critical Mass Energy Project Qpp 45927 007-45927 200 

<-6606240159 Forwards Ofc of Investigations rept of inquiry re allogod illegal drug usage 
by operator on duly al facility (Q I -86 0 1 1 ) 

WHITE, CW Region 1, Ofc of the (Director 80/08/20 MURLEY.TE Region 1, Ofc of 
the Director 2pp 45027-065-45927 066 

<“6806240160 Partially withhold Investigation Rept QI-OBOII on 060820 No violations 
noted Major areas investigated allegations re illogal drug usage by operator on duty ot 
facility Status closed Inquiry 

MATAKAS.RA Region 1, Ofc of the Director 06/08/20 Dpp 45927 067-45927 072 

6806270149 First partial response to FOtA request for documents Forwards Apps B & 
C documents Documents avallablo in PDR App A documents also available in 
PDR Apps D through G documents withhold (ref FOIA Exemption 5) Releasable por- 
tion enc\ 

QRIMSLEY.D H Division of Rules & Records (870413 880514) 80/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45990 200 45990 350 

-8806260294 Forwards proposed SALP evaluation for facility based on insps conducted 
during assessment period 

BETTENHAUSEN.L Region 1, Ofc of (ho Director 06/11/14 KISTER.H B Region 1, 
Ofc of the Director Ip 45909 138 45999 138 

-8600260299 Forwards proposed SALP evaluation for period from Nov 19BG - Oct 
1987, based on insp performed during assessment period 

ANDERSON, CJ Region 1, Ofc of the Director 07/12/07 COWGILL.C Region 1, Ofc 
of Iho Director. Ip 45999 139-45909 139. 

“6606200309 Towards assessment of radiological controls program al facility for period 
from 050916 0GQ430 W/o end 

BELLAMY, R R NRC - No Detailed Affiliation Givon 06/05/00 KISTER.H P Region 1, 
Ofc Of the Director Ip 46099 140 45999 140 

“8000280311 Forwards emergency preparedness SALP input for facility for period from 
060401 0930 W/o end 

BELLAMY.R.R, NRC • No Dotallod Affiliation Givon 06/1 1/03 KISTER.H 0 Region 1, 
Ofc of the Director Ip, 45990 141*45090 141, 

“0606260317 Forwards assessment of radlologlcals controls program at facility tor 
period from 060501- 1031. W/o oncl 

BELLAMY.R.R NRC - No Dotallod Affiliation Givon 06/11/19 KISTER.H B Region 1, 
Ofc of the Dlroctor 0pp 45999 142 45999 150 

BB06200051 NRC Info Notice 80 042, "Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolls." Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of Now York, Inc lOflpp 45977 207 45970 033 

8606200306 NRC Info Nolico 80 043, "Solenoid Valve Problems ” Svc list end 
ROSSI, C,E. Division of Operational Events Assessment (Post 070411) 00/00/23 
Consolidated Edison Co of New York, Inc 123pp. 45977 104 45977 206 


Rk Periodic operating reports & related correspondence 

6806090285 Forwards "TMI Aquatic Study Monthly Progress Ropt tor Apr 1000 ” 
RESSIER.WC. General Public Utilities Corp - GPU Sorvico Co/p. 00/05/31 
MASNIK.M. NRC - No Dotelled Affiliation Givon Ip 45794 053 45704 066 

“8606090292 "TMI Aquatic Study Monthly Progress Rept for April 1908 " 

* Radiation Management Corp. (RMC) 88/04/30. 13pp 45794 054-45794 066 

6606220308 Monthly operating rept for May 1980 for TM1 1 W/BG0B14 Hr 
SMYTH, CW„ HUKILL.H.D General Public Utilities Corp - GPU Sorvico Corp 00/05/ 
31 0pp. 45929 265-45929 270 


5. Reportable occurrences, LERs & related correspondence 

8806130074 LER 08 001-00 on 8G0316.CRD breakor foiled undervoltane trip 
test Caused by undorvoltage trip paddle lodged over armature disk Breakor 
replaced Mai nt procedures will be revised to provldo direction for verifying 
dimensions W/080003 Itr. 

KNIGHT, M.R , HUK1LL.H D General Public Utilities Corp - GPU Service Corp 06/00/ 
03 Gpp 45791 '166-45701 '161 


V. Operator Examinations 

8805310054 Forwards Rev 5 lo Training Program 781 1-PGD-2613, "TMJ 1 Licensed Op- 
erator R equal! flcatlon Training Program " Util intends to implement program effective 
Q0O6O1 

HUKILL.H D. General Public Utilities Corp - GPU Service Corp 80/05/10 Document 
Control Branch (Document Control Desk). Ip 45699 331-45700 045 

“8805310060 Rev 5 to 7011 PGD-2013, "TMI-1 Licensed Operator Requalification 
Training Program.'* 

* General Public Utilities Corp - GPU Service Corp. 88/05/03 73pp 45699 332- 
45700.045 


8000030251 Discusses 800517 telcon between W Thompson & L Briggs re orror in 
NRC 080506 Itr concerning arrangements required for 000622 reactor operator licens- 
ing exam Info listed to clarify confusion caused by 800506 Hr 
ESELGROTH.PW Region 1, Ofc of the Director 00/05/23 HUKILL.H D General 
Public Utilities Corp GPU Service Corp 2pp 45717 324 45717 325 
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F. Security, medical, emergency & fire protection plans 

8805250189 Rev 1 lo Attachment A, "Nall Weather Svc Data Form,*' to Procedure 
5 7 2 27A-1. 

* Doston Edison Co 80/05/10 3pp 45606 109 45686 191 

8806090165 Rov 9 to Procedure 5 7 3 4, "Sampfmgjraiisport & Analyses of Effluent Io- 
dines & Particulates from Reactor Bldg Vent Linder Emergency Conditions " 

* Boston Edison Co 80/05/22 20pp 45765 035 45765 054 

8006010100 Forwards Safeguards Insp Ropt 50 203/80-16 on 800411-14 No violations 
noted 

BELLAMYS R Region 1, Ofc of the Director 00/05/24 BfRD.R G Boston Edison 
CO 2pp 45733 096 45733 105 

-8806010182 Partially withheld Physical Security Insp Rept 50-203/08-16 on 080411 14 
(ref 10CFR73 21) No violations noted Major arose Inspected program 
up grades, program audits, physical barriers protected & vital areas & lighting 
SMITH.G, BAILEY.R , MADDEN, T Region 1, Ofc of Iho Director 00/05/13 flpp 
45733 098-45733' 105 

0806310196 Forwards Maint Assessment Insp Ropt 50-293/00-17 on 800425- 
000505 No violations noted Significant deficiencies idanlihod during insp warrant li 
censoo attention & should bo addressed prior to facility restart 
JOHNSTON, W.V Region 1, Ofc of the Director 88/05/25 BIHO.R G Boston Edison 
Co 3pp 46733 106-45733 170 

-8BO6O1O190 Insp Ropt 50 293/80 17 on 000425 0505 No violations noted Major 
aroas inspected exam of identified maint problems, correction of problems & maint 
section Interfaces w/ onglnooring, operations, QA & health physics personnel 
HAVEKAMP.DR, GALLO, R M Region 1, Ofc of the Director, 00/05/25 G2pp. 
45733.100-45733 170 

8806020257 Forwards draft SALP rent for facility for licensing activities for 080201- 
05l5.for review & commontsNRC SALP Board mooting scheduled for 000027 Sum- 
mary of previous two rating periods also oncl 

MCDONALD.DG Project Direclo rale 1-3 88/05/25 VARGA, S A , BOGER.B A Divi- 
sion of Reactor Projects - I/ll (Post 0704 11) I0pp 45700 078 4 5709 007 

8806020329 Forwards draft of NRR input to SALP review for 070201- 680516 NRC will 
propose to rocommond Category 2 rating to SALP Board 

MCDONALD.DG Projocl Directorate 1-3 00/05/25 MURLEY.TE Office of Nucfoar 
Reactor Rogulnlton, Director (Post 070411) 10pp 45709 133 45700 142 

8806070092 Requests that util modify socunty plan & submil corrected page revs within 
30 days.per oncl reason ona change to plan doomod unacceptable Addl changes 
transmitted w/utll 800122, 0210 & 0302 Itrs accoplablo W/o end 
BELLAMYS R Region 1, Ofc of iho Director 00/05/27 BIRO.R G Boston Edison 
Co 3pp 46748 218-45748 220 

6606080049 Forwards interim Director’s Decision DD 00 D7, denying portion ot 871015 
roquost to modify, suspend or revoke License DPR 35,per 10CFR2 20SMgt & cmer 
goncy preparedness issuos will bo addressed In subsequent response 
MURLEY.TE Office of Nuclear Roactor Regulation, Dlroctor (Post 070411) 028B 
6440 80/05/27 SHANNON, J M, Massachusetts, Commonwoailh of Ip 45739,124- 
45739 230 

--090GO 80059 Interim Director's Decision DD 00 07 undor 10CFR2 206 * Dofors portions 
of Commonwealth of MA 071015 petition ro mgt & emergency preparedness 
issues Actions ro PRA & attendant plant mods not warranted Supporting documents 
tion oncl 

MURLEY.TE Office of Nuclear Roactor Regulation. Dlroctor (Post 070411) 0B/Q5/ 
27 1 14pp 45739 126-45739 230 

8606100253 Forwards Safoty tnsp Rept 50 293/0O-12 on 880306-0417 & notice of vlo 
latlon 

COLLINS.S J Region 1. Ofc of tho Director. 08/05/31 BIRD.R, G Boston Edison Co 
Gpp 45003 276 45803 326 

“8806100256 Insp Ropt 50 293/80-12 on 000306 041 7 Violations noted. Major areas 
inspected radiation proleclion.physical securlty.plant ovenls.mainl.survoJIlance.oulago 
activites & ropts to NRC 

BLOUGH.A R. Region 1, Ofc of the Director 00/05/31 40pp 4 5003 200-45803.320 

8806070074 Forwards Issue 2 of Rev 5 to security plan, consisting of various administra- 
tive changes for clarification of program & physical changes to security sys Rov with- 
held (ref 10CFR73 21) 

BIRD.R.G Boston Edison Co 00/06/01 Document Control Branch (Document Con- 
trol Dosk), ip. 45770,021-45770 021 

8806140537 Rev 5 to Emergency P/an Implementing Procedure 5 7 2,22, "Use of Emer- 
gency Dose Assessment Program (EDAP) " 
x Boston Edison Co 80/06/00 17pp 45802 204-45092 300 

8806160018 Requests cost estimate for Installation of addl circuitry at plant emergency 
operations facility & permission to use site & company property for contingency tele- 
communications 

MARTIN.TT, Rogion 1, Ofc of the Director 00/06/00. BIRD.R G Boston Edison Co 
2pp 45022 283-45822 285 

8806170307 Final response to FOIA roquost for documents Forwards documents listed 
in App C & releasable portion of App D Apps 0 & C records available in PDR App D 
documents partially withhold (ref FOIA Exemption 7) 

GRJMSLEY.DH. Division of Rules & Records (070413 600514). 8B/06/10 
NICKERSON, J Affiliation Not Assigned 5pp 45027 145 46827 162 
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~aaoai70310 Requests invo-stjgalion rnto allegations ihal health physics results 
charged to preclude having to perform addl surveys & I hat contaminated rosins have 
boon Improperly disposed of on site Written response requested within 30 days 
COLLINS, SJ Region I.Ofc of tho Director 66/03/04 BIRD.R G Boston Edison Co 
2pp 45827 159 45827 180 

-880617031-0 Partially cfeletod Hr forwarding responses to allegations described in 
680304 Hr re health physics records changed to preclude performance of addl sur 
voys 

BIRD.R G Boston Edison Co 88/04/04 COLLINS.SJ Region 1, Ofc of the Director 
2pp 45827' 161 -45027 162 

0606220130 Forwards info re provisions (or emergency plans for transport dependent & 
mobility Impaired population, per 80051 1 request Facilities are addressed within individ- 
ual town plans A procedures 

DELUMY.FI R Region 1, Ofc of the Olreclor 88/00/10 WAITKUS-ARNOLD Affili- 
ation Nol Assigned 12pp. 45869 329-45669 340 

0006200290 Responds to unresolved Horns noted In Insp Repl 50 293/BB-1 1 Corrective 
ac 1 Ions comparison of emergency operating procedures w/plant-speclfic technical 
uidolfnos pc domed, per oncl evaluation & procedures reviewed 
IRD.RG Boston Edison Co 88/06/21 Document Control Branch (Document Con- 
trol Desk) 7pp 45945 344 45945 350 


G. Adjudicatory correspondence 

0000060049 Forwards interim Director’s Decision DD-80 07 .denying portion of 671015 
request to modify, suspend or revoke License DPR-35,per 10CFR2 2Q6Mgt & emar- 
gercy preparedness issues will be addressed In subsequent response 
MURLfcY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) #288 
6440 88/05/27 SHANNON.JM Massachusetts, Commonwealth of Ip 45739 124- 
45739 239 

-8006000059 Interim Director’s Decision DD 80 07 under 10CFH2 206 * Dolors portions 
of Commonwealth of MA 871015 petition re mgt & emergency preparedness 
Issues Actions re PRA & attendant plant mods not warranted Supporting documonta 
Hon oncl. 

MURLEY.TE Office of Nucloar Reactor Regulation, Director (Post 870411) 88/05/ 
27 11 4pp 46739.126 45739 238. 

-8006020266 Notice of Issuance of fnterim director's decision under 10CFR2 20G ro 
871016 petitioners request to modify, suspend or revoke ulil OL Petition denied w/ex 
caption of mgt & emergency preparedness Issues 

FAIRTILE.M B Project Directorate J-3 88/05/27 3pp 45757 325 45758 164 


H. General correspondence 

8006140247 Comment supporting proposed rule 10CTR50 re emergency planning & 
preparedness requirements (or nucloar power plant fuel loading & initial low power 
operations All reasonable steps (o speed licensing procoss should bo undertaken 
MOORE, M G AlliHaUon Not Assigned 88/05/25 NRC No Detailed Affilialfon Glvon 
3pp 45704 299 45794 301 

0806150093 Comment supporting- proposed rulo 1QCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations New England in need ol power plants 

SHEPARD, W D. Affiliation Not Assigned 8D/06/O2 Docketing & Services Branch Ip 
45812,355-45812 355 

0006220252 Forwards answers to quoations from recipient ref by Senator Kennedy.per 
000614 Itr.NRC does not Inspect or monitor animal census & distribution of 
carcasses ,meal,organ9 A milk licensee monitors milk samples 
STELLO.V. Ofc of the Executive Director for Operations 88/06/14, NICKERSON ,J, 
Affiliation Not Assigned flpp 45395 171 45895,183 

-0608220279 Forwards J Nickerson 080114 llrlo Senator E Konnedy to -be assigned to 
EDO (or action 

INGRAM.F Office of Governmental A Public Affairs (Post 870413) 80/03/23 
SHOWMANS Correspondence & Records Branch 5pp 45895 179 45895,183 


J. Insurance & Indemnity information 

8000020103 Forwards Endorsement 122 to NELIA Policy NF-160 & Endorsement 103 to 
MAELU Policy MF 50. 

VIET6N.M J. Marsh & McLennan, Inc 60/05/25 DJNITZJ Office of Nuclear Reactor 
Regulation, Director (Posl 870411) 3pp 45733 330 45733 341 

0600150020 Forwards Endorsements 120 & 121 to NELIA Policy NF-188 & Endorse- 
ments 102 & 101 to MAELU Policy MF-5B 

VIETEN.M J Marsh & McLennan, Inc 88/06/09. DINITZ.I Office of Nuclear Reactor 
Regulation. Dire-cior (Post 070411) 5pp 4&6122Q4-45B12 288 


O, AdvJaory Committee on Reactor Safeguards report* & correspondence 

8806030166 Recommends that ACRS begin review schedules upon agreement lhat 
viable uhl restart plan established & that ACRS consider subcommittee site visit & 
meeting in oarly Jul followed by fgJI commutes mooting In mid Jul 
STELLO.V Ofc of (he Executive Director for Operations 68/05/25 FRALEY, R.F 
ACRS ♦ Advisory Committee on Reactor Safeguards, 2pp 45715,042-45715046 

-0800030174 Requests to bo Informed of date that NRC will bo ready for ACRS 
review, to permit scheduling of ACRS activities in order to nol delay Commission 
action. 

FRALEY, ft F ACRS - Advisory Commilteo on Reactor Safeguards 88/05/11. 
STELLO.V, REHM.T Ofc of Ihe Executive Director for Operations Ip. 45715044 
45715:044. 

“0006030194 Requests close coordination w/EOO to ensure that review of shutdown 
nucloar power plants did 88041 2 complete 

ZGCH.L.W. Commissioners 08/04/20, KERR.W, ACRS - Advisory Committee on Re- 
actor Safeguards. 1 p 45715 045 457 1 5.045 


P Operating license stage documents & correspondence 


-6806030207 Advises that ACRS will not Issue repts prior to restart decision unloss 
brought to Commission Immediate attention re review of shutdown plants 
KERhAV ACRS • Advisory Commilteo on Reactor Safeguards 08/04/12 2ECH.LW 
Office of Nuclear Reactor Regulation, Director (051125 870411) ip 45716 0-16 
45715 046. 

8806020331 Ack receipt of 880429 Itr containing NRC responso to Senator Kennedy 
questions re plant No corrections or additions proposed Ltr to Senator Kennedy ofc 
end 

8IR0,R,G Boston Edison Co 88/05/26 Document Control Branch (Documerl Con 
trol Desk) 10pp 45716 001-45716010 

8806020308 Forwards commenls submitted to town of Plymouth ro rept on facility onvr 
ron radiation monitoring, per 8D030B request Agrees that environ monitoring Is public 
concern 

BIRD.R G Boston Edison Co 88/05/27 COLLINS.SJ Region 1, Ofc of Ihe Director 
2pp 45713*246-45713 247 

8806130319 Notification of contract execution, Mod 1,to “Local Telephone Svc for 
Yankee Rowe, Vermont Yankee, Maine Yankee, Pilgrim & Soabrook Resident Silos” 
Contractor New England Telephone Co 

DORSEY, M Contract Administration Branch FIN C 1012 80/06/01 GODY.A Region 
1, Ofc of the Director 1 p 45795 021-45795 023 

-8006130325 Corrected Mod 1 .restoring funds that was daoblloated & providing linal 
Increment of funding to contract.to "Local Telephone Svc for Yankee Rowe, Vermont 
Yankeo.MaJne Yankee. Pilgrim & Seabrook Resident Sites ’’ 

• Now England Bell Telephone Co, FIN C 1012 86/06/01 2pp 45705 022 
45795 023 


8006140014 Forwards safety evaluation accepting util 871120 & 1214 submittals of fit 
cltlty procedures generation package as required by Suppl 1 to NUREG-0737 Unre 
solved 4ems noted !i> Insp Rept 50-293 /CO 1 1 must be rosolvod 
MCDONALD, DG Project Directorate* 1-3 08/06/00 BIRD.R. G Boston Edison Cxi 
2pp 45803 137 45003 145 

-8806140920 Safely o valuation accepting facility revised procedures generation pack 
age that adequately addresses requirements statod In Generic Ltr 82-33, Suppl 1 lo 
NUREG-0737 & acceptable methods statod In NUREG 0099 

• NRC - No Detailed Affiliation Given 00/06/06 7pp 450O3’139 45803 145, 

0806170109 Roquosts foo for util 071015 application, submitting power ascension pro 
cram within 15 days ol receipt of Itr. 

DIGGS, RM License Foe Management Branch 00/00/07 BIRD.R G Boston Edison 
Co, Ip 45027 313 45027 313 

8806170307 Final response to FOIA request for documents Forwards documents listed 
In App G & releasable portion of App D. Apps B & C records available In PDRApp D 
documents partially withheld (ref F6JA Exemption 7) 

GRIMSLEY.DH Division of Rulos & Records (670413 0005 14) 80/06/10 

NICKERSON, J Affiliation Nol Assigned, 5pp 45827,145 45827.162 

--8606 170311 Documents M Miller call on 860127 & closes out file on Issue ro obsorva 
tion of marked shipment of nuclear waste which entered Mayflowor sand & gravel pit 
TRIPP, LE. Region 1, Ofc of Ihe Director. 06/02/19 Affiliation Not Assigned Gpp 
45B27, 151-45027 156, 

8006290290 Forwards Amond 11 0 to License DPR 35 & safoty evaluation Amond modi 
fioa Tech Spec Tables 3 1 1 & 3 2 A to accommodate installation of hydrogen water 
chemistry sys at facility 

MCDONALD.DG Project Directorate 13 00/00/17, BIRD.R G Boston Edison Co 
3pp 45956 197-45956 207 

“8806290300 Amend 11 B to License DPR 35, modifying Tech Spec Tables 3 1 1 & 3 2 A 
to accommodate Installation of hydrogen water chemlslry sya at faultily 
WESSMAN.RH Project Directorate 1-3. 88/06/17 6pp 45956*200-45956 204 

“8806290302 Safety evaluation supporting Amend 116 to License DPR-35, 

• Offico of Nuclear Reader Regulation, Director (Post 870411) 80/00/17 3pp 
45956,205 45056 207, 

8806300090 Informs that submittals reviewed & determined that plan providoa suitable 
framework for responding lo NRC request for self evaluation of restart 
readiness Effectiveness of Implementing plan wilt be verified later 
MCDONALD.OG, Project DIroctoralo 7 - 3 , 88/06/20 BtRD.RG, Boston Edison Co 
2pp, 45975 174-45975 175 

8806300321 Responds to util 060106 submittal of proposed Tech Specs which would 
allow single recirculation loop operation & 080523 request to withdraw Initial 
request Resolution of Generic Issue B-19 provided in Generic Ltrs 00-02 & 86-09 
MCDONALD.DG Project Directorate 1-3 08/06/20. BIRD.R.G Boston Edison Co 
2pp 45969 145 45969,146. 


Q, Inspection reports, IE Bulletins & correspondence 


8865260224 Forwards Mgt Meeting Rept 50-293/00 43 on 880408 re licensee power 
ascension program 

JOHNSTON, WV. Region 1, Ofc of (ho Director 80/05/17 BIRD.R G. Boston Edison 
Co 2pp 45702 003 45702 017 

-8805260226 Mgt Mooting Ropt 50-293/88-43 on 800400 Major lopks 
discussed licensee power ascension program Viewgraphs end 
EVANS, M Region 1, Ole of the Director. 80/05/09 13pp 45702.005-45702,017 

8806010180 Forwards Safeguards Insp Rept 50-293/00 16 on 80041 1-14 No violakons 
noted 

BELLAMYS R. Region 1, Ofc of the Director 88/05/24 BIRD.R G Boston Edison 
Co, 2pp 45733.096 45733 105 
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-0006010182 Partially withhold Physical Security Insp Rept 50 293/80-16 on 080411 14 
(ref 10CFR73 21) No violations noted Major aroas inspected program 
upgrades, program audits .physical barriers protected & vital areas & lighting 
SMITH.G, BAILEY.R, MADDEN.T Region 1, Ofc of the Director 80/05/13 Qpp 
45733 008 45733 105, 

0806010196 forwards Malnt Assessment Insp Rept 50-293/08-17 on 0BO425 
080505 No violations noted Significant deficiencies Identilicd during Insp warrant li- 
censee attention & should be addressed prior to facility restart 
JOHNSTON, WV Region 1, Ofc of ho Director 08/05/25 0IRO.R G Boston Edison 
Co 3pp 45733 106 45733 170 

-8006010190 Insp Rept 50-293/00-17 on 000425 0505 No violations noted Major 
areas Inspected oxam of Identified maint problems, correction of problems & malnt 
section Interfaces w/ engineering, operations, QA & health physics personnel 
HAVEKAMP.D R , GALLO, R M Region 1, Ofc of the Director 00/05/25 62pp 
45733 109-45733 170 

6600020257 Forwards draft SALP rept for facility for licensing activities for 880201- 
0515,for review & comments NRC SALP Board meeting achedulod for 000627 Sum- 
mary of previous two rating periods also end 

MCDONALD, D G Project Directorate 13 08/05/25 VARGA, S A , BOG£R,B A Divi- 
sion of Reactor Projects * I/ll (Post 070411) lOpp 45700 078-45700 007 

8006020329 Forwards draft of NRR Input to SALP review tor 870201- 080515 NRC will 
propose to recommend Category 2 rating to SALP Board 

MCDONALD, DG Project Direct oral o 1*3 08/05/25 MURLFYJE Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 10pp 45709 133 45709 142 

8006010144 Forwards Safety Insp Rept 50-293/08 13 on 00041 1-15 No violalions 
noted 

DURR.JP Region 1, Ofc of the Director 80/05/26 BIRD.R G Boston Edison Co 
2pp 45720 015 45720 023 

-0006010152 Insp Rept 50*203/00 13 on 080411 15 No violations noted Major areas 
Inspected roviow of liconseo followup & correclivo actions re previously Identified open 
Items in area of metis component integrity & plant mods 

KAPLAN, H J , GRAY, EH , STROSNIDER.J Region 1, Ole of Ihe Director 08/05/10 
7pp 45720,017 45720 023 

8006010199 Responds to violations noted In Insp Ropt 50 203/00 00 Corrective 
actions Procedures 8C 14 & 8C 16 ero being rovisod S new Procedure 3 M 3 25 1 is 
being developed to incorporate Toch Spec requirements & acceptance criteria 
BIRD.R G Boston Edison Co 80/05/26 Document Control Branch (Document Con 
trol Desk) 5pp 45733 245 45733 249 

8605240028 NRC Info Notico 00 033, "Recent Problems Involving Model Spoc 2-T Ra- 
diographic Exposure Device " Svc list oncl 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 06/05/27 
Consolidated Edison Co. of New York, Inc I20pp 45603 168 45603 277 

8906060049 Forwards Interim Director's Decision DD 06 07,donying portion of 871015 
request to modity.Buspond or rovoko License DPR*35,pei 10CFR2 206 Mgt & emer- 
gency preparedness issuos will be addressed In subsequent response 
MURLEY.TE Office of Nuclear Roactor Regulation, Diroctor (Post 870411) //280 
6440 08/05/27 SHANNONS M Massachusetts, Commonweallh of Ip 45739 124- 
45730 230 

-8606080059 Interim Olroclor’s Decision DO 08 07 under 10CFR2206 ■ Dofdrs portions 
of Commonwealth of MA 071015 petition ro mgt & omorgency preparedness 
issues Actions ro PRA & atlondant plant mods not warranted Supporting documonla- 
llon end 

MURLEY.TE, Offico of Nucloar Roactor Regulation, Diroctor (Post C70411) 88/05/ 
27 1 14pp 45739 126-45739 230 

8805240090 Supp) 1 to NRC Info Notico 07 061, "Failure ol Wostinghouso W 2-Typo 
Circuit Breaker Cell Switchos " Svc Ii9l oncl 

ROSSI, C E Division of Operational Events Assessment (Post 070411) OQ/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45683 157 

6805240215 NRC Info Notico 00 034, "Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Evonts Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, inc 122pp 45790 108-45790 308, 

8006100263 Forwards Safety Insp Ropt 50-293/08 12 on CB0306 0417 & notice of vlo 
I alien 

COLLINS.S J Region 1, Ofc of the Diroctor 00/05/31 DtRD.RG Boston Edison Co 
3pp 45003 270 45003 326 

-8606100264 Notice of violation from Insp on 000306-041 7, Violation noted failed to 
properly review & rofoase design re installation of new reactor water level gauges 
• Region 1, Ofc of tho Diroctor 08/05/31 Ip 45003 279 45803,270 

-8606100256 Insp Rept 60 293/80-12 on 800306 0417 Violations noted Major areas 
Inspected radiation proto ctlon.phy si cal security, plant evonts, malnt, survelllanco, outage 
acUvites & ropts to NRC 

BLOUGH.AR Region 1, Ofc of the Director 08/05/31 46pp. 45803 200-45803.328 

8606080386 Responds to 000527 request for observation of plant Integrated assess- 
ment team InapAck util designated representative is G Minor of MHB Technical 
Svcs Enel protocol is to bo followed by Minor during insp 

RUSSELL, WT Region 1, Ofc of tho Oiroctor 88/06/01, BARRY, CV Massachusetts, 
Commonwealth of 3pp 45768 029 45766 031 

8800090104 Requests extension to response time for responding lo IE Bulletin 05- 
003,Suppl 1, "Motor Operated Valve Common Mode Failures During Plant Transients 
Due to Improper Switch Settings ” Util will participate In BWR Owners Group effort 
BIRD.R G Boston Edison Co 88/00/01 Document Control Brandi (Document Con 
trol Desk). 2pp 45801 161 46801 162 

8806100114 Forwards Safety Insp Rept 60-203/88-14 on 000418 22 No violations 
noted 

GALLO, R.M Region 1, Ofc of the Director. 08/06/01 BIRD.R G Boston Edison Co 
2pp 45020 349 45020 360 

-6808100116 Insp Rept 50-293/80-14 on 080418 22 No violations noted Major areas 
Inspected previous insp findings & power ascension test program 
EVANS, M, LANGE, D Region 1, Ofc of the Director 80/05/16, lOpp 45020 351- 
45020,360 


8805270306 NRC Info Notico 68 035, "Inadequate Llconsoo Performed Vendor Audits " 
Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of Now York, fnc 120pp 45790 060 45790 187 

0006140014 Forwards safety' evaluation accepting util 071120 & 1214 submiltals of fa 
cility procedures generation package as required by Suppl 1 to NUREG 073/ Unro 
solved items noted In Insp Rept 50-293/80-11 must bo resolved 
MCDONALD.D G Project Directorate I 3 80/06/06 BIRD.R G Boston Edison Co 
2pp 45003 137-45803 145 

-8806140020 Safety evaluation accepting facility rovisod procedures generation pack 
ago that adequately addresses requirements stated In Generic Ltr 02-33, Suppl 1 to 
NUREG 0737 & acceptable methods stated In NUREG 0099 
* NRC - No Detailed Affiliation Given 88/00/06, 7pp 45003 139-45003 145 

8606020047 NRC Info Nolico 00 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/00 
Consolidated Edison Co of Now York, Inc I20pp 45905 152 45965 271 

80OOO9O3O1 Suppl 2 to NRC Bullotm 07-002, "Fastener Testing lo Determine Conform- 
ance W/Applieable Mali Specs " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 80/06/ 10 
Consolidated Edison Co of New York, Inc 120pp 4 SGI 6 208 45916 327 

0006160143 Rosponds to violations noted In Insp Rept 50 293/08-07 Corrective 
action circuits restored to provlous conditions on 0Q0202,Procoduro TP86 09 rovlsed 
to prevent start of Diesel Generator B & Procoduro 1 3 4, “Procoduros," revised 
BIRD.R G Boston Edison Co 08/06/10 Document Control Branch (Document Con 
trol Desk) 5pp 45G3B 095 45830 099 

8006170307 Final response to FOIA roquest tor documents Forwards documents listed 
In App C & releasable portion of App D Apps B & C records available In PDR App D 
documents partially withhold (rot FOIA Exemption 7) 

GHIMSLEY.OH Division of Rules & Records (0704 13-00051 4) 00/06/10 

NICKERSON.J Affiliation Not Assigned 5pp 45827 145 45027 162 

-0000170316 Forwards info supporting closoout of Allegation Rl 87-A 0107 Ropl re- 
flects Input provided by DH5S & will bo Included In Insp Hopt 50 293/87-57 
LYASH.J Roglon 1, Ofc of the Director 80/06/10 BLOUGH.R Region 1, Ofc of the 
Director 2p p 45027 157 45827 150 

8806080025 NRC Info Notice 08 037, "Flow Blockngo of Cooling Wator to Safoty Sys 
Components " Svc list oncl 

ROSSI.CE Division of Operational Events Assossmont (Post 870411) 00/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

8806080211 NRC Bulletin 08 006, "Actions To Bo Taken for Transportation of Model 
Spec 2 T Radiographic Exposuro Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 68/06/14, 
Consolidated Edison Co of Now York, Inc lOOpp 45935 211 45935 31 0 

0OO0O9O194 NRC Into Notico 00 030, "Failure of Undorvoltago Trip Attachment on GE 
Circuit Broakors " Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) OB/96/15 
Consolidated Edison Co of Now York, Inc 111 pp 46946 1 26 45946 236 

8806150013 NRC Bulletin 08 087, "Powor Oscillations In BWRs" Svc ilst oncl 
ROSSI.CE Division of Operational Evonts Assossmont (Post 870411) 68/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 1 15 45929 220 

OB06 150106 Suppl 1 to NRC Bullotm 08-005, ’’Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jorsoy Mfg Co at Williamslown.NJ ” Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

0806230119 Towards response to concerns ro overtime noted in Insp Rept 50 293/00- 
07,per 080607 discussion Overtime controls established Include proauthorization of 
planned overtime & restrictions cn repetitive overtime by same Individual 
BIRD.R G Boston Edison Co 08/06/ 15 Document Control Branch (Document Con 
trol Desk) 3pp 45932 030 45932 032 

8006280290 Responds to unresolved items noted In Insp Rept 50 293/08 11 Corrective 
actions comparison of omorgency operating procedures w/plant specific technical 

g uidelines performed, por end evaluation & procedures reviewed 
IRO.R G Boston Edison Co 06/06/21 Document Control Branch (Document Con- 
trol Desk) 7pp 45945-344 45945 350 

8606200051 NRC Info Notice 08 042, "Circuit Breaker Failures Ouo to Loose Charging 
Spring Motor Mounting Bolts " Svc fist oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Now York, Inc 108pp 45977 207 45978 033 

0806200306 NRC Info Notico OB 043, "Solenoid Valve Problems " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977*164 45977.286 


R. Periodic oporaling reports & related correspondence 

8806030208 Forwards biweekly status rept for 000507-20 period NRC conducted public 
meeting on 800511 In PIvmouth.MA to discuss evaluation of public comments & con 
corns during 880218 public meeting on facility restart plan 

BLOUGH.AR Region 1. Ofc of the Director 08/05/25 WIGGINS, J T Roglon 1, Ofc 
of tho Director 6pp 45717 316 45717 321 

8096170217 Monthly oporaling ropt for May 1900 for Pilgrim Nuclear Powor Station W/ 
080608 Ur 

HAMILTON.P Boston Edison Co BIRD.R G Commonweallh Edison Co 80/05/31 
7pp 46870 147-45870 153 

8806220049 Forwards plant biwookty status ropl for period 600521 0603 
BLOUGH.AR Region 1, Ofc ol ihe Director 88/06/10 WIGGINS.J T, Region 1, Ofc 
of the Director 0pp 45869 321 45B69 320 
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& Heport&bte occurrences, LERs & tettfed ccrieeporwience 


P Operating ttcenao atage documents & correspondence 


$606020290 LEfl 68-013*00 on B8C4 2 5, inadvertent manual start oi emergency diosel 
g onera tor (EDG) B occurred Caused by personnel error Improvements to local control 
partel to EOG Id entiled & tracked W/6B0525 llr 

ELLIS.O W , aiRO.RG Boston Edison Go 00/05/25 5pp 457 <3 241 45713 245 

£306030340 tEfl 63 012-00 on &B0425, automatic start of Loop A reader bldg dosed 
cooling wale/ sys pump A occurred Caused by acceSerated wear induced failure of 
coupling in pump B Faiiod couplrng replaced & addl measures taken W/B60525 itr 
ELLIS, DW , BIHD.R G Boston Edison Co 38/05/25 6pp 45746 291-45746 29S 

6806060158 PNC I 8Q 058 on 880527 l rr»gt halted perforrnajwe of general matot at 
facility Licensee sell assessment completed on 8BQ526 (denied malnl program 
weaknesses Add! malnl tasks be no reviewed cm case- by case basis 
LYA5H.J , HAVER KAMP.G Region 1, Ofc of the Director 68/05/27 Ip, 45753 099 
45753 099. 

6806Q80364 LEfl 03 015-00 on 6 B0 504, inadvertent actuation of portions of primary con 
taFnmenl Isolation control sya & reactor bldg Isolation control ay a occurred Caused by 
technician removing wrong fuse from logic panel Fuse reinstalled W /a 8 0603 Ur 
ELLlS.D W , B1RD.R G Boston Edison Co. B9/0B/03 5pp 45756 352-45756 356 

8806220161 LER 66016 GO Ort 86051 7, unexpected actuation of inboard podlon of reac- 
tor ta'dg isolation control sys occurred, resulting In closure ot Train A isolation 
dampers Caused by personnel enorAVo/k process revised W/880615 ftr 
ELLlS,DW, BIRD.RG Boston- Edison Co 80/06/15 7pp, 45869 341 45869 347 


T. Hearing transcrFpta on non antitrust matters 

0 BOB 230290 Transcript of 000609 public meeting in Rockvifle.MD re briefing on stalus of 
plant Pp 1 -59 Prase n ration mail end 
* Commissioners BD/OQ/09 60pp 45907 094-4 5S07. 185 


U. Conoroeslonat/EKecutlve Correspondence 

3806060026 Informs that Commteston has not made dedsion re resumption of p'ant op 
erAltona 4 will net proceed ucbl Issues addressed aat'stectocfly NRC evaluation of 
cf-roct torus vent ays will datewFno noed for environ assessment 
2ECH,LW Commissioners 86/05/27 STUDDSJ3E House of Rep 4pp 45704 140- 
45784 146 

-0806060035 Requests response to author shock & dismay ai Commissioners remarks 
that plant should ha allowed to -resume operations despite fact that lull public partici- 
pation has no I occurred 5 plan! safety & operation Items remain unresolved 
STUDDS.GE House of Rep 88/05/0© ZECH NRC - No Detailed Affiliation Given 
3pp 4678 4 144-45704146 


V. Operator Examinations 

8098020257 Forwards draU SALP rept (or facility far licensing activity* tor 830201- 
OSISTor review & commanls NRC SALP Board moating scheduled for 880627Suni' 
mary of previous two rating periods also one! 

MCDONALD , 00 Prajocl Directorate 13 B8/05/25, VARGA.S A , 0OGERBA Divi- 
sion of Reactor Projects - f/ll (Posl 670411) 10pp 45709O76-457O9 087 

5006020329 Forwards draft ct NRR input to SALP review far 670201- 08Q51S NRG will 
propose to recommend Category 2 rating to SALP Board 

MCDONALD.D G Protect Directorate »4 B3/05/26 MURLEY.T E Office ol Nuclear 
Reactor Regulation. Director (Post 670411) 10pp. 45709 133-4570S.U2 


8606070361 Forwards evaluation ol Isolation device to be installed between ATY/S log-c 
& downstream safety related circuitry Review of proposed installation Indicates itel 
proposed design wril satisfy Criteria Items a-d of App A 

fRZYNA.GE Commonwealth Ecl-son Co 80/05/25 Qttica of Nuclear Fteatfor ft ego 
lotion, Director (Post 07041 1) 4pp 45774 225 45774 220 

B606070339 Responds to Generic Ltr 88 05 re boric add offset on carbon sted 
components Actions to prevent recurrence of boric acid corrosion Include use Qf devi- 
ation ropta as directed in VT-2 procedure for cases of pressure boundary degradation. 
MQRGAN.WE Commonwealth Edison Co 08/05/31 DAVJS t A B Region 3, Ofc Ol 
the Director 5pp 45774 236 45774 240 

6806170106 Responds to Generic Ur 88 03 to Generic Safety Issue 93 concerning tfa 
abllng of auxiliary feedwater pumps by steam binding caused by backlcakago of mavi 
feedwater past chock valves Procedures in place or being developed at each pJanL 
MORGAN.W E Commonwealth Edison Co 80/06/03 Document Control Branch 
(Document Control Desk) 4pp 45047 221 45047 224 

98062900 BO Application for amends to Licenses DPR-39 & DPR-4G, revising Tech Specs 
Sections 3 2,3 4,3 8 & 3 9 to remove boron mjoclion tank (BlT) S associalwd 
piping, valves & heat trace tor recirculation boiwoon BIT & bone acid tanks Fee pad 
TRZyNA.G E Commonwealth Edison Co, 00/06/09 Document Control Branch (Doc 
ument Control Desk) 2pp 45954 017-45954 091 

-8 6 08290064 Proposed Tech Specs Section 3 2,3 4,3 8 & 3 9 to remove boron mjcrcbon 
lank (BiT) & associated plpmg f valves & boat trace lor TGclTtuloiion between BIT K 
boric acid tanks 

* Common woalth Edrson Co 86/06/00 26pp 45954 019 45954 044 

-88Q629-0084 "Rept lor Boron Concentration Reriuction/Doron Injection Tank 
tW 

QASS.JC Commonwealth Edison Co 85/10/31 47pp 45954 045 45954 091 

8806290163 Forwards Westinghoviso Owners Group Notihcalion Ur OG-OOTM; Identify 
Ing irudloop concerns.por Ganeric Ur B7-12, "Loss ol RHft Wtulo RGS Pedial^ FiHea' 
& 6Q0426 most mg aBroemcp , 

NEWTON, R A W-ostKighQUSG Operating Plants Ownors Group 88/06/20 

WODGES.W Reactor Systems Branch 7pp 45973 330 45973 344 


Q. Inspection reports^ IE Bulletins & correspondence 

8895240209 Responds to 880420 request for addl info to NRC Bultolm BGTW2 w 
steam genarator Uibes.Submltlal of proposal for enhanced leak monitoring prog-cam 
forthcoming .following ovaUialfon ol radiation momtor/loak rato corrolation study 
TRZVNA/GE Commonwealth Edison Co 68/05/13 Document Control Branch (Doc- 
ument Control Oesk). 2pp 45673'132-45673 133 

8805200123 Foiwards corrccled rasponso to IE Bulletin 85 003, "Motor Operated VaNa 
Common Mode FaPuros During Plant Transrents duo to Impropor Switch Soilings" 
Subi rosponso supersedes 8Q05Q2 response 

MORGAN.W E Commonwealth Edison Co 00/05/10 DAVIS.A B Region 3, Ofc of 
fha Director 33pp 45865,004 45065 116 

8BO0D1O2O1 Forwards Safety Insp Repts 50 295/08-10 & 50 304/80-11 on 080405 21 
& notice of violation 

HARRISON, JJ Region 3, Ofc of the Director, 00/05/24 REED,C Commonwealth 
Edison Co 2pp 45732 213-45732 230 


DOCKET 60-2B5 7ION NUCLEAR POWER STATION, UNJT i 
F. Security, medlcai, emergency A fire protection plans 


-0008010205 Nolice of violalron from Insp on 800405 21 Violation noted containment 
hydrogen mo-nitorfng piping modified prior to Jul 1987 w/o documented review to 
verify that containment penoEralron not adversely affected 
HARRiSORJJ Roglon 3, Ofc ol the Director 88/05/24 Ip 45732 2t 5 45737215 


8806168262 Rovs 2B,1B,I5 & 6 to Emorgoncy Plan Implementing Proceduro EPIP 320- 
t, "Prioritized Notification Lfstmo " 

% Commonwealth Edison Co 09/05/23 9pp 45863 256-45083 284 

9606160380 Forwards Safeguard* insp Rapis 50 295/89-02 & 50-204/86 03 oh 
87t 124-880407 No violation ol security plan reouirenvmts Identified Insp conducted to 
review allegations ra contractor administration of fitness for duty orogram 
MALLETT^.S. Region 3, Ofc of iha Ofreclor. 88/06/07. ftEfcD.C Cammonwoaftfi 
Edison Co 2pp. 458 4 2. 106*4 58 4$' 120 

-BaO01SO3B9 insp Rcpts 50-295/68-02 & BO 304/88 03 on 071124 860407 No viola 
lions noted Major areas Inspected review ol allegations received by Region 
NUnc fading drug usa by porsormel erriptoyed at planl A. harassment re safety con- 
cerns 

OROUIN,B , CREED , J R Region 3, Ofc o< the Director 6B/06/O2 1 3pp 46042,108- 
45842,120, 

8838200018 Forwards notice ol exemption & safety evaluation supporting exemption 
from six lOCFRSO.App R.Sectlons 111(3 2 & JJJG3 requirements, per util 0407 27 
request One exemption request deemed unnecessary 

NORfiJS,J,A Project Directorate l/r-2, 68/06/07. BLfeS.H, Commonwealth Edison Co 
4pp, 45030 270-45830 30B 


-6800010208 Insp Repts 50-295/00 10 & 50 304/00-11 on 600405-21 Violations 
noted Major aroas Inspected previous Insp finding s,LERs & snubber survelilanto & 
functional testing 

QAVULMA, DANIELSON, DM Region 3, Ole of tho Director 08/05/24 15pp 
45732 216-45732 230. 

8905270173 EN-87-1O0A on 880526, order Imposing clrvrl penalty In amount cl $100,000 
Issued to util based on inadequacies In licensee program & controls for fest'ng pres- 
sure Isolation valves 

WONG.H, LIEBERMAN, i Ofc ot Enforcement (Post 870413J 08/05/26 Ip 
45699-139 45099 139 

88060 1Q07S Forwards order Imposing civil mo^otary penalty In amount of $100,000 lor 
vlolalions noted during Insp on 870921-1026 

TAYLOR ,J M Deputy Executive Director for Regional Operations, EDO (Post 870413J 
83/05/26 O’CONNOR. J J. Commonwealth Edi&on Co 2pp 45720 250-45720 261 

-8006010082 Order imposing civil penally In amount of $100,000 for violations noted 
during insp on 870921-10 26 

TAVLOR, J.M, Deputy Ex^ctihvo Director for Regional Operations, EDO (Post 870413) 
00/05/26 Commonwealth Edison Co 10pp 45720 252-45720 261, 


-88(16299022 Exemption from Sections fit G 2 & tlt.G 3 ol 10CFR50,App r to sale shut 
dawn capatoiiN.per vrtil 040727 request 

CRUTCHFIELD, b ONieian <j( Reactor Projects * Hf.lV.V & Special Protects (Post 
870411) 88/06/07 8pp 45830 283 45030 290 


-*0800200026 Safety evafuation racommandmg lhat utrl 840727 exemption request from 
Sections III G 2 & IILG 3 of fOCFRSO.App R be granfodOne exemplion request deter- 
mined as unnecessary 

‘ Olflco ol Nuclear Haactor iReeulalion, Director (Post 870411) 60/06/07 18pp 
45B30:291-45fl30.30B, Fy 


8006100290 Order Imposing civil monetary penalty In amount of $100,000 Violations 
occurred as slated, in response to licensee 800203 Itr , 

TAYLOR,J,M. Ofc ol the Executive Director for Operations Bfl/05/26 Corwnomvaalte 
Edison Do 9pp. 45823:185-45623 193 

8005240028 NRC Into Notice 80 033, * Recent Problems Involving Model Spec 2T Ra^ 
dJographic Exposure Device *’ Svc list enct 

BURNETT ,fl F. Division ol Salegoards & Transportation (Post 970413) 86/05/27 
Consolidated Edison Co ot New York, tnc I20pp 45683 158 45683 277 


B8062 10409 Notiflcattoa cl 686628 meeting y//uW in Rockviiie.MD to dfscuss submltlei 
of addl fete re corf plrence w/App R.fire proiactlon 

NQflRlS,J A Protect Directorate (l 1-2 68/06/10 NQRRHQLM,L4 Proloct Dlreotoiate 
tll-2 2pp 45071 "31 1-4507t:312, 


8006160222 Forwards Safety insp Ropts 50 295/88-11 & 50 304/88-12 oh 880413* 
^ ^4o Vnjl^iions 

SHAFER ,WO. Region 3. Ofo of the Director. 88/05/27, REED.C Commonweallh 
Edison Co 2pp A 5884'0 16-45834 Q36 
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-8806160225 Insp Repts 50-295/80-11 & 50 004/08-12 on 880418-20 No violations or 
doviettcms noted Major areas inspected radiation protection program during refueling/ 
maint outage, including, organization A mat controls 

SLAWINSKI.W J , KUNOWSKI.M A, GREGER.L R Region 3, Ofc of the Director 88/ 
05/26 IQpp 45834 018-45034*036 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westinghouse W 2-Type 
Circuit Breaker Cell Switches ” Svc (1st end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc, 120pp 45603 030 45603 157 

6B05240215 NRC Info Notice 80 034, "Nucloar Mall Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc, 122pp 45700 188 45790 308 

8806150195 Responds to NRC 880420 Itr re violations noted in Insp Repts 50 295/88- 
09 & 50-304/00-10 Corrective actions blank flange installed lo preclude entry of unal- 
tered air into control room & repairs to booster fans completed 
BUSS.H.E Commonwealth Edison Co 88/05/31 DAVIS, A B Region 3, Ofc of the Di- 
rector 3pp 45035 277-45835 279 

0605270306 NRC Info Notice 80 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list on cl 

ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 107 

0806170186 Responds to Generic Ltr 88 03 re Generic safety Issuo 93 concerning dis 
nbling auxiliary feedwater pumps by steam binding caused by barkleakago of main 
feedwater past check valves Procedures In place or being developed at each plant 
MORGAN, W.E Commonwealth Edison Co 80/06/03 Document Control Branch 
(Document Control Dosk) 4pp 45047 221-45047 224 

8806160300 Forwards Safeguards Insp Rept9 50 295/00 02 & 50 304/08 03 on 
B71124 880407. No violation of security plan requirements Irfentifiod Insp conducted to 
rovlow allegations re contractor administration of fitness for duty program 
MALLETT.B S Region 3, Ofc of the Director 00/06/07 REED.C Commonwealth 
Edison Co 2pp. 45042 106 45042 120 

-8806160389 tnsp Ropts 50 295/88 02 & 50 304/00 03 on 871124 0BD4O7 No Viola- 
tions noted Major areas Inspected review af allegations received by Region 
lll.lncludlng drug use by personnel omployod af plant & harassment re safety con 
cerns 

DROUIN.B , CREED, J R Region 3, Ofc of tho Director 08/08/02 13pp 45042 106- 
45842.120. 

8806020047 NRC Info Notice 08*030, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/03 
Consolidated Edison Co of New York, fnc 120pp 45965 152 45965 271 

8B060D0301 Suppl 2 to NRC Bullotln 87*002, "Fastener Testing to Determine Conform 
anco W/Appllcablo Mntl Specs," Svo list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co. of New York, Inc, 120pp 45916 208 45916 327 

0600080026 NRC Info Notice 88 037, "Flow Blockage of Cooling Walor to Safety Sys 
Components," Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 00/06/14. 
Consolidated Edison Co of New York, Inc 125pp 45048 001-45946.125 

8806080211 NRC Bulletin 88 006, "Actions To E3o Taken for Transportation of Model 
Spoc 2-T Radiographic Exposure Device." Svo list oncl. 

BURNETT.R.F Division of Safeguards & Transportation (Post 070413) 88/06/14 
Consolidated Edison Co of Now York, Inc 108pp. 45935 211 45935 318 

0806090194 NRC Info Notice BO 030, "Failure of Undervollago Trip Attachment on GE 
Circuit Broakom." Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

8808150013 NRC Bulletin 08-007, "Power Oscillations In BWRs." Svc list oncl 
ROSSI.CE Division of Operational Evonls Assessment (Post 070411) 00/06/15, 
Consolidated Edison Co of Now York, fnc 1 14pp 45929 115 45929 220 

8806150186 Suppl 1 to NRC Bulletin 08-005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ A West Jersey Mlg Co at Wllllamstown.NJ Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/15. 
Consolidated Edison Co of Now York, Inc. 120pp. 459B5 032-45985-151, 

8806200051 NRC Info Notice 88 042, "Qfrcult Breaker Failures Duo to Loose Charg/ng 
Spring Motor Mounting Bolts." Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc 100pp. 45977,207 45970 033 

0808200306 NRC Info Notice 88 043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 070411), 00/00/23 
Consolidated Edison Co of Now York, Inc. 123pp 45977-164-45977 206 


R. Periodic operating reports A related correspondence 

8006180115 Monthly operating repts for May 1908 for Zion Generating Station Units 1 & 
2.W/08O6O6 Itr. 

AUSTIN, G, PLIML.GJ Commonwealth Edison Co 88/05/31 I2pp 45842 091- 
46842:102. 


S, Reportable occurrences, LERo A related correspondence 

6806070261 LER 08-005 00.0 n 080224, roactor trip occurred Caused by slow response 
time of feed regulating valve 1C Repairs lo feedwater regulating valve & revs to food* 
water pump poppet testing procedures underway Blown fuses replaced 
STONE, W Commonwealth Edison Co. 00/03/25. Spp 45788:150 45708153 


8606020104 LER 88 009 00 on 080422, discovered that logic circuit not rigorously tested 
since initial preoperatlonal toslmg.per Tech Specs Caused by failure to add relays to 
cafibr list when relay mod complete Logic loafed W/080523 Itr 
SODEN.B , PLIML.GJ Commonwealth Edison Co 80/05/23 5pp 45712 354 

45712 358 

8606020210 LER 88 010 00on 0804 2 7 .valves 1MOV-CSOOOB & IMOVCSOOIO re- 
ceived inadvertent actuation signal Caused by poor procedure format A typo Actuating 
relays reset & valves Involved closed W/B0O527 Ttr 

SODEN.B, PLIML.GJ Commonwoallh Edison Co 88/05/27. 4pp 45713 278- 

45713 201 

8606130284 Forwards LER 88 00 5 00 not In NUDOCS 
HARPER, M R Trends & Patterns Analysis Branch 88/06/02. Document Control 
Branch (Document Control Dosk) Ip 45788 149 45788 153 

0806100184 LER 00 01 1-00 on 00O5O7,reactor trip occurred due to lo fo lovgl In steam 
generator IB duo to generator excitation Caused by corrosion on phase B In primary 
potential transformer resistors Resistors replaced W/080606 Itr 
PAWLAK.PJ, PLIML.GJ Commonwealth Edison Co 00/06/06. 4pp 45771.316- 
45771.319 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8006010054 Forwards response to NRC request for addl Info re Rev 8 to physical secu- 
rity/ con tlngencypl an Enel withheld (ref 10CFR73.21) 

GRIDLEY.R L Tennessee Valloy Authority QB/05/24 Document Control Branch 
(Document Control Desk) 2pp 45730 002-45730 003 

6806010058 Forwords supplemontal response to JA Zwolinskl 87092a request for addl 
Info ro deficiency resolution Response withhold (ref 10CFR73 21) 

GRtDLEY.R Tennessee Valloy Authority QO/05/24 Documont Control Branch (Docu- 
ment Control Dosk) 2pp 46730 278 45730 279 

8Q061700B6 Rev 2 lo Emergency Plan Implementing Procedure EPtP 10, "Modlcst 
Emergency Procedure ” W/800013 Ltr 

GRIDLEY.R Tennessee Valley Authority 88/06/13 25pp 46065 005 45065 030 

0800290298 Rev 1 to Emergency Plan Implementing Procedure EPIP-1, "Emergency 
Plan Classification Logic" W/000617 llr 

MARTIN, J., GRIDLEY.R. Tonnessoo Valley Authority. 8B/06/17 20pp. 45049 097- 
45949 124 


H. General correspondence 

8006090140 Nolifies of changes being made within ofc of miefoar power & lo ropt In 
accordance w/NRC SER NUREG-1232 forwardod by 070720 Itr Nuclear power group 
oncl 

GRIDLEY.R L Tennessee Valloy Authority. 00/00/03, EGNETER.S D Ofc of Special 
Projocls 4pp 45766 066 45766 069 

8000300101 Responds to 080502 llr ro effect of proposed landfill on emergency ovacu 
ation at plant Proposed landfill would be taken Into account In emergency plan review 
to reflect Increased traffic 

EBNETER.S.D, Ofc of Special Projects 06/06/21. SLEDGE, L Concerned Cltlzons 
Landfill Commltleo 4pp 45901 030 46081.041. 


J, Inauronce A Indemnity Information 

8006020203 Forwards master work policies for plants.lncluding Endorsement 1,2 A 3 
lo NELIA Certificates NW 105 & 154 & Endorsements 1,2 & 3 to MAELU Certificates 
MW-39 A MW-185 A certificates of insurance 

SANNA.LJ Marsh A McLennan, fnc. 88/05/27, DINITZ.I Office of Nucloar Reactor 
Regulation, Director (Post 870411) 160pp. 45713-001-45713 240 


P. Operating license stage documents A correspondence 

8806020270 Summary of 080426 mooting w/TVA re restart testing program at plant List 
of attendees & viewgraphs oncl 

MORAN, D.H Ofc of Spocial Projects 88/05/24 Ofc of Spoclal Projects 26pp 
45710 010-45710.010. 

8606020141 Notification of 880602 meeting w/utll in Rockville, MD to discuss Implemen- 
tation of ATWS rule, 1 0CFR50 02 

KELLY, J L Ofc of Special Projects 00/05/25, BLACK.S, Ofc of Spoclal Projects 3pp 
45709.279 45709.281 

6606010016 Submits list of commitments re evaluation of structures for reinforcing bar 
cuts 

GRIDLEY.R Tennessee Valloy Authority. 08/05/26. Document Control Branch (Docu- 
ment Control Desk) 4pp. 46683 279-45603.202 

8806020016 Forwards description of program for seismic qualification ol conduit, per RJ 
Clark 060731 request Program for resolving Issue & interim operability criteria encl 
GRJDLEY.R Tennessee Valloy Authority 80/05/27 Document Control Branch (Docu- 
mont Control Desk), 8pp. 45737-041-45737-040. 

8806130068 Summary of 060518 meeting w/TVA ro resolution of restart Item Identified 
as plant PRA List of altendaes & slides encl 

GEARS.G E. Ofc of Special Projects 88/05/27. Ofc of Special Projects 2tpp. 
45795 027-45705,047, 

6806060152 Application for amends to Licenses DPR-33.DPR-52 & DPR 60, consisting 
of Tech Spoc Change 240, changing definitions & adding notes to romove ambiguity 
from definitions of mode of operation, core alteration & reactor conditions Fee paid 
GRIDLEY.R. Tennessee Valley Authority. 89/05/31. Documont Control Branch (Docu- 
ment Control Desk), Spp 45742.215 45742.336. 
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-8806060195 Proposed tech Spec.changlng definitions & adding roles to remove am- 
biguity from definitions of mode of op oration, core alteration A reactor conditions 

* Tennessee Valley Authority 88/05/31 100pp 457*12 217*45742 336 

9606070119 Application for amends to Licenses OPR 33, DPR 52 & DPR 60, changing 
operability requirements for standby gas treatment & control room emergency ventila- 
tion sys in oroer to proceed w/fuoi insp & reconstitution program Fee paid 
GRIDLEY.R Tennessee ValPey Authority 86/06/01 Document Control Branch (Docu 
ment Control Desk)- 3pp 45774 124 45774 145 

-8806070126 Proposed Tech Specs.changfog operability requirements for standby oas 
treatment sys & control room emergency ventilation sys In order lo proceed w/mol 
In9p & recon solution program 

* Tennessee Valley Authority 0&/O6/O1 igpp 45774 127 45774 t45 

8806210490 Nolificatron of 080616 meeting w/util fn Rockvillo.MD to discuss pipe A 
pipe supports seismic design methodology 

KELLY, JL Ofc of Special Projects 00/06/09 BLACK, S Ofc of Special Projects 3pp, 
45871 063.45871 065 

0BO629Ot73 Summary of 880510 meeting w/utiJ to address NRC questions re interim 
design criteria for seismic design program Related Info including list of attendees end 
KELLY.J L Ofc of Special Projects BB/06/09 Ofc of Special Projects 52pp 
45957 136 45058 121, 


-0006030382 Insp Ropts 50 259/86 05,50 260/88 05 & 5D-29B/8B 06 on (inn Ml 
31 Violations. noted Major areas inspected operational RiiliHy.mv.l 
opse nation, surveillance testing observation, ROs & plant operations roviuiv < ori'ri.e 

PAULK, G L , IGNATONIS.AJ Region 2 , Ofc of tho Director fJ(1/n*>/n l f fn? 
45747 005-45747 043 

8605250 i 407 Responds ic NRC 860420 Hr ro violations noted in Insp Ropts N) , lr ,iiyn i 
06,50 260/88 06 & 50-296/88 06 Corrective actions foreign articloh mtrujytui fruni 
actor vessel 0 supervisor wifi continue to ensure personnel properly trained 
GRIDLEY.R Tennessee Valley Authority 88/05/23 Document Control l tram h (I \ mi 
ment Control Desk) 6pp 45686 106 45686 201 

8-BCI526003 1 Responds to NRC 880324 Hr ro violations noted m Insp Hoplrt U) /w/Jih 
04,50-260/68 04 & 50 296/88 04 Corrective actions soction will bo provided in 
orous Analysis Handbook" lo establish quldolmos for design of flexible joint*) 
GRIDLEY.R Tennessee Valley Authority 88/05/23 Document Conlrol itraiii h 
ment Conlrol Desk) Opp 45609 329 45689 337 

8806010210 Responds to NRC 860419 Itr re violations noted in Insp fhrpls 
29*50 260/87-29 & 50 296/8/ 29 Corrective actions Tochnlcal Instruction fi n ««•> ^ 
cleatlv ensigns designated representative if reactor engineering supervisor iilmmf 
GRIDLEY.R Tennessee Valley Authority 08/05/23 Document Control Brunt h (Kmj 
ment Control Desk) 6pp 45733 015-45 733 022 


-0006290180 "Summary Rept for HVAC Ducts Seismic Qualification A Verification/fm 
pro vcmenl Program ' 

• Tennossoe Valley Authority MA2-19 1 79/06/16 147pp 45957 188 45958121 

0006170001 Application for amends to Licensos DPR 33.DPR-52 A DPR 68, changing 
valve liming for containment isolation valves 

GRIDLEY.R Tennessee Valley Au1honty 68/06/13 Documenl Conlrol Branch (Docu- 
ment Control Desk) 6pp 45064 070 45864 DS4 

-0800170002 Proposed Tech Specs.changmg valve liming for two containment Isolation 
valves associated w/RHR sys 

* Term ossce Valtey Authority 80/06/13 3pp 45064 G02-45B64 084 

0006170012 Application for amende to Licenses DPR 33.DPR-52 & DPR 63, consisling 
of Tech Spec 243 adding Instrum onlakon used to trip & isolate HPC1 A RC1C sys on 
low steam supply pressure or high lurhlne oxhausl pressure to Tables 3 2 B & 4 2 B 
GRIDLEY.R Tennessee Valley Authority 08/06/13 Document Control Branch (Oocu* 
mert Control Desk) Spp 45970 050-45870 073 

“8000170013 Proposed Tech Specs updating Tables 32B&42Bby adding mstru- 
menlairan used to trip & isolate HPCI & RCIC on ollhor low steam supply pressure or 
high turbine exhaust pressure 

' Tennessee Valley Authority 08/06/13 19pp 45070055 45870 073 

6606230333 Application for amends to Licensos OPR-33.DPR 52 & DPR-60, consisting 
of Toch Spec 246. deleting organizational charts from Toch Spoc Soction 6,por Goner- 
lo Ltr 86 06 Fee pay 

GRIDLEY.R Tennessee Valley Authority 86/06/17 Documant Control Branch (Docu- 
me nl Conlrol Desk) 4pp 46937.160 45037 275 


-8806230335 Proposed Tech Spscs.dGleting organizational charts A refs from Section 6 
of Toch Specs, per Generic Ltr 80 06 

1 Tennessee Valley Authority 88/06/17 112pp 45937 104 45937275 


8806290163 Forwards Westinghousa Owners Group Notification Ltr OG-8B-21 .Identify- 
ing mid loop concerns, per Generic Ltr 07-12, "Loss of RHR While RCS Partially Filled" 
A 880420 meeting agreemenl 

NEWTON.RA Wostmghouso Operating plants Owners Group 88/06/20, 
HODGES, W Reactor Systems Branch 7pp 45973 333 45973 344, 


8805250434 Forwards page I native r lenity omitted from summary of 880609 mooting re 
seism rc qua location 

KELLY.J L Ofc of Spodal Projecls 80/06/20 Tennessee Valfoy Authority 4pp 


8006280084 Requests approval of Tech Epoc Changes 246 A 88-12 by 800701 to com- 
plete implement a lion of agency wide organizational changes util has proposed to 
achieve more offaclrve A responsive organization 

GRIDLEY.R Ten n esse o Valfoy Author Iv 66/06/24 Coo u ment Control Branch (Docu- 
ment Conlrol Desk) 2pp 45962 273-45962 274 * 


Q. Inspection reports, TE Bulletins A correspondence 

8806009093 Ack receipt of S80422 itr informing NRC of stops taken (0 correct viola lions 
noted in Insp Repts 60 438/87-09, 50-439/07-08.50 259/87 38,50-260/87-38,50 290/ 
07-30, 50 327/B7 68.50 320/07 68,50-390/87-18 & 50 39 1 B7-1B 
BAHR.KP Ofc of Special Projects 88/05/17 WHITE, S A. Tarniessoo Valley Author- 
ity 2pp 45760 335 45760 336. 

fl9 ?H«°?S?.f5 , O^ r 5 /9 ^ 8up P^ m0ntal r QS ponse to Item 1A ol Insp Rents 50 259/86 
56,50-260/08-50 A 50-290/86 56 Correct tva actions outlines seismic cable trfly pro- 
grams which are being I m pi omen tad r ¥ 

, n 0n V ^L A{j i ho !^ 60/05/19 Document Control Branch (Docu- 
menl Conlrol Desk) 9pp 45688 322 4 5608 330 

Discusses fuel Insp A reconautuijon process to achieve core reload for Unit 
acLvitiefat UiiJt 2 n3peCl Un 1 1 ^ a3S0nnbllos c ® nc ^ n ‘ fnsp/reconstitulion 

G ? l ?t EV i R 1 Tf r,f ?! S30 ° Valley Aulh only B8/05/20 Documoni Control Branch (Docu 
ment Control Desk) 2pp 45702072-45702073 ' 


0806070330 Forwards corroclion to Insp Ropts 50 259/88 05,50 200/(10 ()’> A MlMrir 
08 05 Notice of violation, Inadvertantly omitted, now encIRosponso roqunsioil *,ir, t 
30 days of Itr date 

BARR.KP Ofc of Spocial Projects 00/05/25 WHITE, S A Tennosson Vnllny Author 
tty. 2pp 45776 270 457/6 275 

8805240020 NRC Info Notice? 08 033, "Recant Problems Involving Mortal Spin } I tu 
dlographic Exposuro Device "Svc list end 

BURNE7T.R F Division of Safeguards A Transportation (Post 07O4K1) oil/d'j/.rt 
Consolidated Edison Co ol New York, Inc 120pp 45683 158 45683 ?// 

0805246090 Suppl 1 to NRC Info Notice 87 061, "Failure of Wostinghouno VV,> l)j« 
Circuit Breaker Cell Switches * Svc list end 

ROSSI, CE Diviscon of Operational Evenls Assessment (Post 070411) no/ovn 
Consolfdaled Edison Co of New York, Inc 120pp 45683 030 45683 18/ 

8005240215 NRC Info Notice 86 034, "Nuclear Mall Control A Accoimlnhllity of Nonfurt 
SNM at Power Reactors " Svc list end 

ROSSI,C E Division of Operational Evonls Assessment (Post 070411) llll/tiMrt 
Consolrdalod Edison Co of New York, Inc I22pp 45790 188 45/90 30H 

8806070119 Application for amends to Licensos DPR-33.DPR 52 & DPR <>/!, (hiiityng 
oporability ronufronionts for slandby flas troatmonl & conlrol room <Jnu>r<|i>h< y vunMi 
Non sys In order to proceed w/fuol Insp & roconstitutron program,Foo paid 
GRIDLEY.R Tennessee Valley Authority 88/06/01 Documont Control llnifiib (l^n 
ment Control Desk) 3pp 45774 124-45774 145 

“9806070126 Proposed Toch Spacs.changJng operability requirements fur utmulfjy ijii 
traatmont sys A control room omergoncy ventilation sys In order to prooxii) w/fiw 1 
Insp & roconslitullon program 

* Tennessea Valley Authority 00/06/01 I9pp 45774 127 45774 145 

8806090269 Responds to NRC 0B0428 Ur re violations noled In Insp Rupts 1)0 
02,50 280/00-02 & 50-296/60 02, per roquast for extension until 800603 lo roupimil H 
12 inspecior concerns Evaluation of adequacy of field rouied piping undorwuy 
GRIDLEY.R Tennessee Valley Aulhonly 88/06/02 Documont Control Dranrh (Pom 
ment Control Desk) 7pp 45014 214 45014 220 

8805270306 NRC Info Notice 80 035, "Inadequate Licensee Performed Vendor AiwJil 1 * 
Svc list end 

ROSSI, CE Division of Operational Evenls Assessment (Post 070411) 08/08/ei 
Consolidated Edison Co of New York, fnc I20pp 45790 060 45780 187 

8806200405 Forwards Insp Repts 50-259/00 10,50 260/88-10 & 50 700/80 10 <m 
880401 30 & no lie □ of violation Advises ihat Inspector followup (torn artdrimoil n 
Paragraph 6 of rapt requires satisfactory resolution prior to fuel load 
BARR.K P, Ofc of Special Projects 60/00/03 WHITE.S A Tonnesseo Vnlloy Author 
Uy. 2pp. 45903 070-45903 097 

“8606200418 Nollca of violation from Insp on 800401-30 Violation nolod AdmlnlstfnNu 
Procoduro PMP 0602 01 iound lo be inadequate duo to lack of any roqulromcnl or 
guidanco on use of draft Info In preparation of liconsing submittals 
SARR.K.p Ofc of Special Proiocis. 88/86/03. 2pp 45903 072-45903 073 

-0906200425 Insp Ropts SO 259/0B 10,50 260/08-10 & 50-296/88-10 On 00040h 
30 Violallon noted Major areas Inspocted Q list, oporalionnl nnfoly.mnrni 
observation, surveillance (eslfng obsorvation.ROs & restart test program 
PAULK, G L , IGNATONIS.AJ Rogion 2, Ofc of the Director 00/06/03 ?4pt) 
45903 074 45903 097, 

8806140391 Forwards description 0 f util commitments & program developed to mod 
commllmsnts re Independent safety engineering group (ISEG),per NRC noorf ter flMi 
detail lo write SER ro ISEG 

GRIOLEY.RL Tennoasoe Valley Authority 06/06/06 Documoni Control Branch 
(Document Control Desk) 8pp 45023 037-45823 044 

0808200141 Forwards Insp Ropts 50 259/80 16,50 260/88-15 A 50-296/80 15 on 
080506-10, No violations or deviations noted 

BARR.K P Ofc of Special Projecls 68/06/00 WHITE.S A Tennessee Valloy Author 
tty. 2pp 45065 124 45805 135 


forwards Insp Repts 50 259/88 05, 50-280/ 09 05 S 50-296/60 05 ( 
090301-01 & notice ol vioialion Unresolved Items ro proper designal ton ol alterna 
0 i a i?, ns r , e i cew chairmen A O fist progmmmalic doficlencies note 

^ A 3pM5746 C 35B S /5r« 043 e<:1a 80/05/20 VVHITE ' S A Tennesaos Valloy Aulh< 


-8906200145 Insp Repts 50 259/06-15,50 200/08-15 & 50 296/80 15 on 060500 
It) No violations or deviatlona noted Major areas Inspected ultrasonic oxam of Un4 2 
reactor vessel shroud access covers per NRC Info Nolice 80-003 & Unil 3 LERs 
COLEY, J L , BLAKE, J J Region 2, Ofc of the Director 88/05/31 10pp 450G5 126 
45865:135. 


Notice of violation from Insp on 860301-31 Violations noted falluro to 
tef? a^n,J« 0 ?r?(P^ c f dm)n ^ atlV0 c .°ht7of9 Involving plant operations review commit- 
SftSvyW ra i« FG 10 P rovW ® required retraining in areas of QA/QC 
BARR^p. Ofc of Special Projects 09/05/20, 4pp 45 747 00 1-45747 004 


8806020047 NRC Info Nolrce 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list cncl 

ROSSLCE. Diwslon of Operational Events Assessment (Post 870411) 08/06/08 
Consolidated Edison Co or New York, fnc 120pp 45965 152-45965 271 
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8806090301 Suppl 2 to NRC Bulletin 07*002, “Fastener Testing to Determine Conform- 
ance W/Applicable Mali Specs " Svc llsl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200 45916 327 

6806240065 Ack receipt of 000523 Ur Informing NRC of steps taken to correct violations 
noted in Insp Rept 50*259/88 04, 50 260/89 04 & 50 298/00-04 
MCCOY, FR Ofc of Special Projects 80/06/13 WHITE, S A Tennessee Valley Au 
ihority 2pp 45941 21045941 211 

8806080025 NRC Info Notice 00 037, “Flow Blockago of Cooling Water to Safety Sys 
Components “ Svc list end 

ROSSI.CE (Division of Operational Evonts Assessment (Post B70411) 80/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

8606080211 NRC Bulletin 00 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 09/06/14 
Consolidated Edison Co of Now York, fnc lOQpp 45935 21 1-45935 310 

8806090194 NRC Info Notice 00-030, “Failure of Undervollage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/08/ 15 
Consolidated Edison Co of New York, Inc lilpp 45946 126 45946 236 


DOCKET 50-290 COOPER NUCLEAR STATION 


F, Security, medical, emergency & fire protection plana 

0006010131 Rev 10 1o Emergency Plan Implementing Procedure 5 7 22, “Communlca 
tions*' W/800510 Itr 

LUHAM.M , MEACHAM.J , TREVORS, G A Nebraska Public Power District 90/05/10 
15pp 45695 28B 45695 302 

0806090370 Rev 9 to Emergency Plan Implementing Procedure 5 7 10, “Offsite & Site 
Boundary Monitoring ” W/8B0601 llr 

MERRILL, C, MEACHAM.J, TREVORS.G A Nebraska Public Powor Oislncl 08/06/ 
01 21pp 45761-330-45761 358 

0806140114 Rev 8 to "Emergency Plan for Cooper Nuclear Station " W/ 000603 Itr 
LINDER.ID,, HORN,G R , KUNCL.R G, Nebraska Public Power Distrlcl 80/06/02 
124pp 45819 001-45019 124 

8906090056 Rev 10 to Emergency Plan Implementing Procedure 5 7 6, "Notification " 
W/Q00603 Itr 

MERRILL, C . MEACHAM.J, TREVORS, GA Nebraska PuhIJc Power Dislrrcl 08/06/ 
03 16pp 45763 045 45763 060 


96061 50013 NRC Bulletin 00-007, "Power Oscillations In BWRs 11 Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115 45920 220 

8800150186 SuppJ 1 to NRC Bulletin 80 005, "Nonconforming Malls Supplied by Piping 
Supplies, inc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ Svc list encl 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) GB/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

8806200051 NRC Info Notico 90-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc 100pp 45977 287-4 5978 033 

OBO02OO3O6 NRC Info Notice 00 043, "Solonold Valvo Problems " Svc lid encl 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-4 5977 286, 


8806210063 Ack receipt of util 880513 Itr transmitting Rev 22 to plant safeguards 
plan Changes will bo Incorporated Into plan 

CALLAN.LJ Region 4, Ofc of the Diroctor. 88/06/14 1 REVORS.G A Nebraska 
Public Power District 2pp 45049 293 45849 294 

8806230295 Forwards app to SALP Rept 50-298/08 01 for Aug 1906 - Jan 1988, con 
lalmng summary of 800420 mooting at util re SALP rept 

MARTIN.R D Region 4, Ofc of the Director 0B/06/ 14 TREVORS, G A Nebraska 
Public Power District Ip 45937 133 45037 156 


-8006230297 App to SALP Ropt 50 29B/08 01 for Aug 190B - Jon 1 90S, consisting of 
summary of 880420 mooting w/ulil at plant re SALP rept W/llst of attendees & view- 
graphs 

? Roglon 4, Ofc of the Director 90/06/14. 23pp 45937 134-45937 156 


J. Insurance A Indemnity Information 


R Periodic operating reports A related correspondence 

0805260293 Forwards add! Info ro inoporablo radioactivo offluont Instruments provided 
In semiannual radioactivo offluont release ropt & updato to corrective action program 
GRIDLEY.R. Tonnossoo Valley Authority 08/05/23. Document Control Branch (Docu 
ment Control Desk) 5pp 45701 200 45701 204 

8806130202 Forwards weekly schedule of TVA activities lor wks 880530 & 0606 
KELLY, J.L Ofc of Special Projects 88/05/31 BLACK, S Ofc of Special Projects 4pp 
46793 334 45793 337 

8006280064 Monthly operating repts tor Browns Forry Nuclear Plant Units 1/2 & 3 W/ 
8806 16 Itr 

CRAWFORD.JD, WALKER.J G Tonnossoo Valley Authority 09/05/31 74pp 
45963 204-45963 284 

8808100099 Forwards weekly schodule of TVA activities for wks of 800Q09 & 13 
KELLY.J L Ofc of Spoclal Projects 80/06/03 BLACK.S Ofc of Special Projects 4pp 
45705-349 45785 352 


V, Operator Examinations 

8605260364 Requests that NRC reconsider plan for retesting of Group IV 
operators Schedule tor exams represents considerable impact to util in that Group IV 
operators will have to be removed from shifts instead of preparing lor startup 
GRIDLEY.R Tennessee Valley Authority 80/05/16 Document Control Branch (Docu 
ment Control Desk), 3pp 4S68D051 45689,053 


DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR 


F. Security, medical, emergency A fire protection plans 

8806290105 Discusses Insp Rept 50-297/88 03 on 880623-26 & forwards notice of vlo 
lallon 

HERDT.A R Region 2, Ofc of the Diroctor 09/06/13 TURINSKY t P J North Carolina 
State Unlv , Raleigh, NC 2pp 45062 160 45962.176 

-8806290120 Notice of violation from insp on 680523 26 Violation noted reactor safe- 
guards advisory group did not meet during 870408-800225 
HERDT.A R Region 2, Ofc of the Director. B8/0B/13 Ip 45962 170 45962 170. 


O. Inspection reports, IE Bulletins & correspondence 

8806290105 Discusses In9p Ropt 50-297/08 03 on 090523-26 & forwards notice of vlo 
lallon 

HEROT.AR Region 2, Ofc of the Diroctor 00/06/13 TURINSKY.PJ. North Carolina 
State Unlv , Raleigh, NC 2pp 45962 168 45962 176. 

“8806290120 Notice of violation from insp on 800523-26 Violation noted- reactor safe- 
guards advisory group did not meet during 870408 880225 
HERDT.A R Region 2, Ofc of the Oirector 00/06/13 Ip 45962 170-45962 170. 

-0806290129 Insp Rept 50*297/88 03 on 880523-26 Violation noted.Major areas 
Inspected- recent activities to reduce & monitor pool leakage & completed biennial insp 
of licensee. 

BURNETT.ET, JAPE.F. Region 2, Ofc of tho Diroctor. 80/00/09 6pp 45982 171- 
45982 176 


0C0G 100286 Forwards Endorsements 02 & 78 to MAELU Policy MF-70 & NELfA Policy 
NF-200 .respectively 

TREVORS.G A Nebraska Public Power District 08/06/03 Document Control Branch 
(Document Conlrol Desk), 5pp 45704 352 45704.358 


P, Operating license stage documents A correspondence 

6806100936 Forwards revised response to 050717 roquost for addl info ro use of pros 
surlzad almosphoric air sys within contalnmonl during operation 
TREVORS.G A Nebraska Public Power District, 88/06/03 Document Conlrol Branch 
(Document Conlrol Desk) 2pp 45817 00B 45017 ODD 

8606200007 Forwards proprietary "Operability Evaluation of HPCI Pump Dlschorgo Sys” 
& non proprietary "Operability Evaluation for Essential Piping Sys " Hopls part of cor- 
rective action for non conformance ro undordoslgned pipe supports 
TREVORS.G A Nebraska Public Powor District 0B/06/12 Documonl Control Branch 
(Document Control Desk) 22pp 

-8600200009 "Oporabllity Evaluation of Essential Piping Sys " 

POUVKA.RM, SHULMAN.MN., WILLIAMS, N H. CYGNA Energy Services TR- 
0B037A 3 R01 QB/06/30 202pp 

8006210159 Forwards revised pages to 080612 Hr from GA Trovor to NRC re justifica- 
tion for Interim operation & Attachment 3 to Itr Rov aubmmltled to correct minor errors 
& to clarify Intent lo support mod prior to startup Corrections listed. 

THEVOR.G A Nobroska Public Power District 08/06/13 Document Conlrol Branch 
(Documont Control Desk) flpp 45050 018 45850 025. 

0BO624OO46 Forwards Amend 121 to Llconso DPR 46 & safety ovolualion Amend 
changes Tech Specs to revise instrument Identification numbers & dopicl extended 
reactor vessel water level instrument rango 

LONG.W O Project Dlroctorato IV 08/06/13 TREVORS.G A Nebraska Public Power 
District 4pp 45027 209 45927:224 

“8806240054 Amend 121 to License DPR 46,changing Tech Specs to revise Instrument 
Identification numbers & dopicl oxtonded reactor vessel water love) Instrument rango, 
CAL VO, J A Project Directorate IV 89/08/13 11pp. 45927 2 1 2-4 5927 222 

“B806240149 Safety evaluation supporting Amend 121 lo License DPR 46. 

* Office of Nucfoar Reactor Regulation, Diroctor (Post 070411), 98/06/13. 2pp. 
45927.223-45927.224 

8806210047 Application for amend to Llconso DPR-46, consisting of Proposed Change 
57, revising Tech Specs to clarify operability requirements of primary containment 
oxygon analyzer.por Reg Guide 1 97 Fee paid 

KUNCL.L G, Nebraska Public Power District 98/06/16 Documont Control Branch 
(Document Conlrol Desk) fipp 45904 349 45904.358 

“8806210048 Proposed Tech Specs .clarifying oporabllity requirements for primary con 
lainment oxygen analyzer based on Installation of redundant channels per Reg Guido 
1 97 & to incorporate several administrative changes 

* Nebraska Public Power District 80/06/16 5pp 45904 354-46904 350 

8306300169 Forwards Amend 122 to License DPR-46 & safety evaluation Amend 
changes Tech Specs applicable to 125 volt dc station batteries 
LONG, WO Project Directorate IV 80/06/16. TREVORS.G A Nebraska Public Power 
District 3pp 45975 222 45975 232. 

“8806300182 Amend 122 lo License DPR-46, changing Tech Specs applicable lo 125 
volt dc station batteries, 

CALVO.JA Project Directorate IV 88/06/16 Spp 45976 225 45075 229 
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-8006300184 Safety evaluation supporting Amend 122 to License DPR-46 
* Projecl Deteriorate JV 08/06/10 3pp 45975 230-45975 232 


Q. Inspection reports., IE Bulletins & correspondence 

8805250265 Responds to NFIC 880420 llr re deviations noted In Insp Repl 50 290/88 
03 Corrective actions training of personnel re handling 8 packaging low level radwaste 
(or transport scheduled to begin following refueling outage 

TREVORS.G A Nebraska Public Power District 88/05/17 Document Control Branch 
(Document Control Desk) 2pp 45687,284-45687 285 

0806020102 Ack receipt of 880405 response to NRC 880224 Itrjnfornming NRC of cor- 
rective actions taken in response 1o concerns raised in Insp Rept 60 2B8/88 02 
CALLAN.LJ Region 4, Ofc of the Director 06/05/24 TREVORS.G A Nebraska 
Public Power District 2pp 45690. 105-45S98 166 


8606150223 Ack receipt of BB0509 Ur informing NRC of steps taken to correct violate 
noted fn Insp 50- 298/88-04 Uhl should relain four replacement diesel generator cool- 
ing fan blades not used & stored in warehouse for insp in natural light 
CALLAN.L J Region 4, Ofc of (he Director. 80/06/09 TREVORS.G A Nebraska 
Public Power District 2pp 45012094 45012 095 

0BO6O&O3O1 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform- 
ance W/Applicablo Mali Specs" Svc list enct. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 8B/06/10 
Consolidated Edison Co of New York, )nc 120pp 45916 208-45916 327 

08Q622O135 Ack receipt of 870416,29,0617 &. 880531 Itrs Informing NRC of stops taken 
to correct violation noted in Insp Ropt 60 290/86 28.Enforcemont conference will be 
scheduled 

CALLAN.L J Region 4, Ofc of the Director 08/06/10 TREVORS.G A Nebraska 
Public Power Dlslnct 2pp 45869315 45869,316 


6605316019 Responds to NRC 660512 Itr re violations noted in Insp Kept 50 296/06- 
11. Corrective acbonsntoms missing from hosp kits replaced & kits 
inventoried Emergency preparedness staff assumes responsibility of updating tele- 
phone directories 

TREVORS.G A Nebraska Public Power District, 68/05/25 Document Control Branch 
(Document Control Desk) 2pp 45719 247 46719 240 

3806090064 Discusses 880524 telcon re Insp Ropt 50-209/00 20 & util 870617 re- 
sponse to noted violations Subjs discussed during telcon described in end meeting 
summary 

CALLAN.LJ Region 4, Ofc of the Director 00/05/26 TREVORS.G A Nebraska 
Public Power District 5pp 45801 175-45801:179 

8605240028 NRC Info Notice 80 033, "Recent Problems Involving Model Spec 2T Ra- 
diographic Exposure Device " Svc bat end 

BURNETT, RF, Division of Safeguards & Transportation (Post 870413) 69/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 158 46683 277 

6806010017 Responds to NRC 808527 Itr re violalions noted in Insp Rept 60 290/60 
10 Corrective actions QA Surveillance Checklist SC 700 06 formally revised to provide 
verification of availability of weld procedures to welders 

TREVORS.G A Nebraska Public Power Disirlcl 80/05/27 Document Conlrol Branch 
(Oocumonl ControJ Desk) 2pp 45719 343 45719 344 

8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Westmghouse W-2-Type 
Circuil Breaker CePI Switches 14 Svc list end 

ROSSI.CE Division of Operational Evenls Assessment (Post O70411) 80/05/31 
Consolidated Edison Co. or Now York, (nc I20pp 45603 038 45693 167 

8805240215 NRC Info Notice 69 034, "Nuclear Mali Conlrol & Accountability of Nonfuel 
SNM at Power Roacto/s " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 83/05/31 
Consolidated Edison Co. of New York, Inc 122pp 45790 IBS 45796 300 

6606020012 Ack receipt of 090414 Itr & paymont of civil penalty In amounl of 
325,000, Add! clarifying Info re failure to proporly Implement plant design basis request- 
ed wilhin 30 days 

LIEBERMAN.J Ofc of Enforcement (Pest 870413} 80/05/31 TREVOR.G A Nebras- 
ka Public Power DIaWcl Ip 45734 016-45734 010. 

8000090068 Ack receipt of 90D517 llr informing NRC of sleps taken to correct violalions 
noted in Insp Ropt 60-298/08 03 

CALLAN.LJ, Rogion 4, Ofc of the Director. 80/06/01 TREVORS.G A, Nebraska 
Publi-c Power District 2pp 45301.162 45601 164 

8806090108 Forwards Insp Rept 50-290/80-12 on 880425 29 No violations or devi- 
ations noted, 

CALLAN.LJ Region 4, Ofc of the Oirector. 8B/06/01 TREVORS.G A, Nebraska 
Public Power District 2pp, 46001 072-45801 096. 

-8B06090110 Insp Repl 50 298/06-12 on 880425 29 No violations or deviations 
noted, Major areas inspected util liquid & gaseous radwaste mgl programs 
NICHOLAS, J B„ BAER.RE Region 4, Ofc of the Director. 08/05/27 13pp 
45601.074 45301 080 


6806210097 Confirms arrangements made during 800600 & 10 tefcons for 880620 en 
forcemanl conference fn Region IV ofc re violations & other matters re equipment 
Qualification, do r insp Ropt 50 298/06-28 Proposed mooting agenda encf 
CALLAN.LJ Region A, Ofc of the Director. 88/06/13 TREVORS.G A Nebraska 
Public Power District 4pp 45849 297-45849 300 

8006080025 NRC Info Notice 80-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc llsl oncl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/00/14 
Consolidated Edison Co of New York, Inc 125pp, 45946*001-45946 125 

6606000211 NRC Bulletin 89 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc (1st end 

BtJRNETT*R F Division ot Safeguards & Transportation (Post 870413) 88/08/14 
Consolidated Edison CO- of New York, fnc 108pp. 45936 21 1-45935 310 


8006230 2 9S Forwards app to SALP Ropt 50-290/88-01 for Aug 1986 - Jan 1980,con- 
tamlng summary of 880420 mooting at util re SALP rept. 

MARTIN,R D Region A, Ofc of the Director 88/06/14. TREVORS, G A Nebraska 
Public Power Dislnct Ip 45937 133-45937*156 


-0800230297 App ( o SALP Ropt 50-298/88 01 for Aug 1906 - Jan 1988, consisting of 
summary of 880420 meeting w/utll at planl ro SALP rept.W/llst of attendees & vlow 


Region 4, Ofc of the Director 00/06/14 23pp 45937.134 45937*156 


8806240108 Ack receipt of 800525 llr Informing NRC of steps taken to correct violations 
noted In Insp Rapt SO 290/88-11 

CALLAN.LJ Region 4, Ofc of the Director 08/00/14. TREVORS.G A Nebraska 
Public Power District 2pp 46909 333-45909*334, 


8806090194 NRC Info Notice 88 038, "Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers " Svc fist end 

ROSSJ.CC Division of Operational Events Assessment (Post 870411) 88/06/16 
Consolidated Edison C-o of New York, Inc, lllpp 45946.120 45946 236 


6806150013 NRC Bulletin 88-007, "Power Oscillations )n BWRs *’ Svc list onct 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/06/15 
Consolidated EdisonCo or New York* Inc, 1 1 4pp 45929 115-45929*220 

8606150186 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Malls Supplied bv Piplrw 
Supplies, Inc at Folsom.NJ & Weat Jersey Mfg Co at Wllllamalown.NJ Svc list encl 
ROSSf.C.E Drvislon of Operational Events Assessment (Post 870411) 80/06/16 
Consolidated Edison Co, of New York, Inc 120pp. 45965*032-45965*151 

8606270149 First porllaJ response io FOfA request for documents Forwards Anps B & 
C documents, Documents available In PDRApp A documents also available In 
PDR Apps D through G documents wilhheld (ref FOfA Exemption 6) Releasable por- 
tion oncl 

GRIMSLEY.OH, Division of Rules & Records (870413 080514). 08/06/15 BO LEY, K 
Public Citfaran’s Critical Mass Energy Project 24pp, 45998 200-46990*350 


0606100070 Advises that only four valves applicable to plant, per (E Bullelln 8&* 
003, Suppl I.Valvo testing will be completed during Spring 1D8B refueling outage, per 
util ongfnal schedule Tables identifying motor-operated valves oncf 
KUNCL.LG, Nebraska Public Power District, 08/06/02 Document Control Branch 
(Document Control Desk). 5pf> 45B10 1 07-4681 G 111 

8605270306 NRC Info Notice 83 035, "inadequate Licensee Performed Vendor Audits," 
Svc list encl 

ROSSLC.E Division of Operational Events Assessment (Post 070411) 80/06/03. 
Consolrda ted Edison Co ofNawYork, Inc 120pp 45790,063 45790*187 

0006060274 Ack receipt of 800427 llr Informing NRC of steps taken to correct violations 
noted In Insp Rept 50-298/88-06 

CALLAN.L, X Region 4. Ofc of the Director 88/06/03 TREVORS.G A, Nebraska 
Public Power District 2pp 46753*307-4 5753,300. 

8806140656 Responds to NRC 680511 Hr re violations noled in Insp Rept 50*298/88 
07 Corrective actiona.lndivlcfual Involved verbally reprimanded ■& counseled by maini 
manager & supervisor. Supervisors to slross importance of adhering to procedures 
TREVORS.G A Nebraska Public Power District &a/06/07. Document Control Branch 
(Document Control Desk) 2pp. 45804,353 45604*354. 

8606020947 NRC Info Notice 00-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation/' Svo list encl 

ROSS1.C.E Division of Operational Events Assessment (Post 670411) 88/06/08 
Consolidated EdisonCo ofNawYork, Inc. 120pp 45965 152-45965*271 

ftr informing NRC of steps taken to correct violations 

the Director. 88/00/08 TREVORS.G A, Nebraska 
356-45807,357 


8606140423 Ack receipt of 880627 
noted in fnsp Rept 60 290/BB-1O. 
CALLAN.L X Region 4, Ofc of 
Public Power District, 2pp. 45607: 


-6006270316 Discusses operator licensing exams administered several times during 
SALP reporting period Ju) 1883 * Jan 1995. Facility grading considered 
satisfactory Results of most recent exams shows noticeable Improvement In perform 
ance 

COOLEY, R A Region 4. Ofc of the Director, 05/02/28 DUBOIS, D. Region 4, Ofc of 
the Director Ip 45909.024 45999 024 

—6806200011 Discusses licensing exams administered In Juno 1905 & Mar 1906Llcens 
ee requalificalion program evaluated to be satisfactory based on results of requaliflca 
lion program audit 

COOLEY. R A Roglort 4, Ofc of the Director. 86/07/08 JAUDON.J Region 4, Ofo of 
the Director, Ip. 45999,030-45999 030. 

-8306200013 Discusses replacement & requallflcation exams administered during SALP 
period from Fob 1985 - Jul 1986 Plant has made noticeable Improvement In training 
programs 

COOLEY, R A. Region 4, Ofc of the Director. 06/08/06. JAUDON.J P Region 4. Ofc cl 
the Director. Ip 45999 031-45999.031. 

0006200051 NRC Into Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc Ifst encl 

ROSSf.O E Division of Operational Events Assessment (Post 870411), 88/06/23 
Consolidated Edison Co, of New York, Inc, 108pp 45977‘287-45970*O33 

8806200306 NRC Info Notice 68-043, "Sofemold Valve Problems." Svo list encl 
ROSSI, C.E Division of Operational Events Assessment (Post 070411) 80/06/23 
Consolidated EdisonCo of New York, Inc, 123pp 45977*164-45977.286. 


B, Periodic operating reports & related correspondence 


8806160003 Insp 60-298/88-19 has been canceled No fnsp rept wilf be Issued for si 
rept number. 

CALLAN.LJ. Region 4, Ofc cf tha Director, 86/06/00, TREVORS.G A Nebras: 
Public Power District. Ip 45030*154 45036*154 


8606140322 Monthly operating ropt for May 1900 for Cooper Nuclear Station W/800606 
Itr 

SCHEUEFIMAN.JJ., HORN.G.R Nebraska Public Power District, 88/05/31. 6pp 
45826 249-45026 ,253. 



DOCKETED ITEMS 83 


S. Reportable occurrences, LERs & related correspondence 

0606030141 LER 88 013 00 on 8B0426,unp!annod actuations of Group 2 & 6 Isolations 
occurred during performance of reactor protection sys relay mainl Caused by person 
nel error Neutral bus bar compression type connections chocked W/080526 Itr 
REEVES.D L Nebraska Public Power District HORN.G.R Washington Public Power 
Supply System 88/05/26, 6pp 45717*193 45717 107 

8606060283 LER 88 014*00 on 80O5O5,unp!anned Group 6 isolation occurred duo to 
failure of fuse Caused by equipment failure of random nalure Fuse replaced, Group 6 
isolaton reset & normal reactor bldg ventilation restored W/000602 Hr 
REEVES.D, L, HORN.G.R Nebraska Public Power District 88/06/02 4pp 45756 116- 
45750*1 19, 

8806160266 LER 88 016 00 on 880520, unplanned actuation of reactor protection sys & 
ESF group Isolations occurred Caused by procedural deficiency Reactor protection sys 
& group Isolation rosel & affected sys restored W/88061O itr 
REEVES.D L, HORN.G R Nebraska Public Power District 08/06/10 4pp 
45041-319.45841,322 

8006290173 PNO-IV-88 052 on 88061 7, criticality achieved following 104- day refueling 
outage.Scheduled 52-day outage extended due to probloms w/turbino stationary 
bladlng.core dummy fuel assemblies & seismic concerns re safety sys supports 
HOLLER, EJ Region 2. Ofc of the Director, 08/06/17 2pp 45962 186.45062,189 


V, Operator Examinations 

8806230295 Forwards app to SALP Rept 50-298/88-01 for Aug 1986 . Jan 1900, con 
talnlnn summary of 880420 meeting at util re SALP rept 

MARTIN.R.D Region 4. Ofc of the Director, 88/00/14 TREVORS.G A Nebraska 
Public Power District Ip 45937 133 45937 156 

-8806230297 App to SALP Rept 50 290/80 01 for Aug 1906 - Jan 1900, consisting of 
summary of 880420 meeting w/util at plant re SALP rept W/llsl of attendees & view- 
graphs 

x Region 4, Ofc of tho Diroctor 08/00/14 23pp, 45937 134-45037-156 

8806270140 First partial response to FOfA request for documents Forwards Apps B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withhold (ref FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (870413-080514) 08/06/15 BOLEY.K 
Public Citizen's Critical Mass Enorgy Profoal 24pp 45990,200-45998 350 

-8806270318 Discusses operator licensing exams administered several times during 
SALP reporting period Jul 1983 * Jan 1905 Facility grading considered 
satlsfactory.Rosults of most recont oxoms shows noticeable improvement in perform- 
ance 

COOLEY, R A Region 4, Ofc of tho Director 85/02/20 DUBOIS.D Region 4, Ofc of 
the Director Ip 46909 024 46099 024 

-88062B0011 Olscusses licensing exams admlnlstorod In Juno 1985 & Mar 19GB Licens- 
ee roquallffcatlon program evaluatod to bo satisfactory based on results of raqualifica- 
tlon program audit 

COOLEY, R. A. Region 4, Ofc of tho Director 80/07/00 JAUDON.J Region 4, Ofc of 
the Director, Ip 45099 030 45099,030. 

-8806280013 Discusses replacement & r equalisation exams administered during SALP 
period from Fob 1985 - Jut 1986,Plant has made notlcoablo Improvement in training 
programs. 

COOLEY, R.A. Region 4, Ofc of tho Diroctor 06/08/06 JAUDON,J.P, Region 4, Ofc of 
the Director Ip 45999 031.45999,031 


DOCKET 60-301 POINT BEACH NUCLEAR PUNT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8806020247 Forwards exemption to 10CFR50,App R, Section IIIG 

requlrements.permfltlng operation of plant w/o fixed flro suppression sys In compo- 
nent cooling water Hx & boric acid tank room & Instrument rack room & safety eval- 
uation. 

WAGNER, D.H. Project Directorate 111-3 88/05/12 FAY.CW Wisconsin Eleclnc Power 
Co 2pp 45710:160-45710.160. 

-8006020264 Grants exemption from 10CFR50,App R, Section IIIG 

requlrements.permitting operation of plant w/o fixed fire suppression sys in compo- 
nent cooling water Hx & borfc acid tank room & computer 4 instrument rack room 
CRUTCHFIELD, D. Division of Reactor Projects - III, IV, V & Special Projects (Post 
070411) 88/05/23. Wisconsin Electric Power Co 5pp. 45710-152-45710.166 

-8806020280 Safety evaluation supporting exemption from 10CFR50,App R, Section 
III G 3 b requirements .permitting operation of plant w/o fixed fire suppression sys In 
component cooling water HX & boric acid tank room & computer & Instrument rack 
room, 

* Office of Nucfoar Reactor Regulation, Director (Post 070411) 68/05/12 4pp 
46710-157-45710-160, 

8805230206 Forwards fnsp Repts 60-206/88 09 & 50-30 1/8B-O0 on 880316- 0430 & 
notice of violation Areas Inspected. procedures & representative records, observations 
& interviews w/ personnel 

KNOP.R.C Region 3, Ofc of the Director. 88/05/16 FAY,CW Wisconsin Electric 
Power Co 2pp. 45804:169-45664.182, 

-8805250277 Inap Repts 60-260/88-09 & 50-301/88 09 on 880316-0430, Violations 
noted Major areas Inspected licensee action on previous )nsp findings, operational 
safety.malnt, physical security, surveillance & radiological protection, 

0EFAYETTE.R. Region 3, Ofc of the Director 88/05/16 llpp 45664-172 45684:182, 

8806220330 Advises that 860415 revs to emrgency plan .consisting of Rev 29 to EP 
5 O.Rev 27 to EP 60 & Rev 27 to EP 7.0, consistent w/10CFR50.54(q) & 
acceptable. Deleting emergency action level re unusual aircraft as unusual ovoni also 
accept able, 

SHAFER.WD. Region 3, Ofc of the Director 88/06/09, FAY.CW Wisconsin Electric 
Power Co. 2pp. 45929-310-45929.311. 


8806290368 Forwards Amends 115 & 118 to Licenses DPR 24 & DPR-27, respectively 
& safety evaluation Amends modify Paragraph 3 F of licenses lo require compliance 
w/amended physical security plan 

WAGNER, OH Project Directorate 111-3 80/06/09 FAY,CW Wisconsin Electric Power 
Co 3pp 45956 124-45950 133 

-8606290375 Amends 115 & 110 to Licenses DPR-24 & DPR 27 .respectively, amend- 
ing Peragraph 3 F of licenses to require compliance w/ amended physical security 
plan 

PERKINS, KE Project Directorate ill-3 08/06/09 4pp 45956 127-45956130 

-8806290379 Safety evaluation supporting Amends 115 & 110 to Licenses DPR-24 & 
DPR- 2 7, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/09 3pp 
45956 131-45956 133 

8808210244 Towards response to NRC 800518 request for addl Info re final rept of 
conduit fire protection research program Agrees that meeting to discuss issues would 
be mutually beneficial 

FAY,C.W. Wisconsin Electric Power Co 08/08/15, MCCRACKEN, C E, Chemical Engi- 
neering Branch 5pp, 45B45 355-45046 359 


J. Insurance & Indemnity Information 

8806160351 Forwards Endorsements 91 & 75 to NELIA Potlcy NF-17G & MAELU Policy 
MF-53, respectively 

DUNDAS.WJ Wisconsin Electric Power Co 00/05/25 DINITZ.I NRC - No Detailed 
Affiliation Given 5pp 45014 141-45814 145 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8B06170191 Submits latest revs to FSAR, Section 1,8 re QA program Changes not con- 
sidered reduction In QA program commitments Item MJ revolving retention of 
radiographs, reflect 9 commitment change 

FAY.C.w Wisconsin Electric Power Co 08/06/13, Document Control Branch (Docu- 
ment Control Desk), 35pp 45004:103 45864 137 


P. Operating license stage documents & correspondence 

8805240204 Confirms that all components required to Irlp reactor Identified as safoty- 
related on relevant documents, per Generic Ltr 03-20, “Required Actions Based on 
Generic Implications of Salem AlWS Events'* 

FAY.CW Wisconsin Eloctric Power Co 00/05/11 WAGNER, D. Project Directorate 
111-3, 2pp 45673.146 46673 147 

6600020247 Forwards exemption lo 10CFR50,App R, Section III.G 

requirements, permitting oporation of plant w/o fixed fire suppression sys I n compo- 
nent cooling water HX & boric acid tank room & instrument rack room & safety oval 
uation 

WAGNER, D H Project Directorate 111-3 08/05/12. FAY.CW. Wisconsin Electric Powor 
Co 2pp. 45710,150-45710 160 

-8806020264 Grants exemption from 1OCFR50,App R,Sec1fon III.G 

requirements, permitting oporation of plant w/o fixed flro suppression sys In compo- 
nent cooling water Hx & boric acid lank room & computor & Inslrumonl rack room, 
* CRUTCHFIELD.D Division of Roactor Projects - III, IV, V & Spocial Project (Post 
870411) 00/05/23. Wisconsin Electric Power Co 5pp 45710 152 45710.156, 

-8806020280 Safoty evaluation supporting exemption from lOCFRBO.App R, Section 
III.G.3 b requirements, permitting operation of plant w/o fixed lira suppression ays In 
component cooling water HX & boric acid tank room & computor & Instrument rack 
room, 

* Office of Nuclear Roactor Regulation, Director (Post 070411) 88/05/12 4pp, 
45710 157-45710 160 

8805310059 Forwards list of program elements & provides discussion of circumstances 
or measures In place or under development at planLper Generic Ltr 88 05 Probability 
of abnormal leakage, rapidly propagating failure or rupture of boundary vory low 
FAY.C W, Wisconsin Eloctric Power Co QB/05/24 Document Control Branch (Docu- 
ment Control Desk) 5pp 45694,203-45694 207 

8806070311 Application for amends to Licenses DPR-24 & DPR-27 re Tech Spec Table 
16 4 1-1, “Min Frequencies for Checks, CalJbr & Tost Instrument Channels." Amends 
change testing frequency for nuclear powor range from blwookty to monthly Fee paid. 
FAY.CW Wisconsin Electric Powor Co. 80/05/24 Document Control Branch (Docu- 
ment Control Desk) 3pp 45779.160-45779.160, 

-8806070314 Proposed Tech Spec Table 15 4 1-1, “Min Frequencies for Chocks, Callbr 
& Test Instrument Channels" changing testing frequency of nuclear power range from 
biweekly to monthly 

* Wisconsin Eloctric Power Co. 88/05/24 2pp 45779 159-45779,100, 

8806080215 Forwards revised 8B0125 Inservice Insp relief request for second 10 yr Insp 
Interval Util agrees lo revise proposed alternallve Category B-L-1 & B-L-2 exams of 
one Unit 1 & one Unit 2 reactor coofanl pump casings, per 880414 suggestions, 
FAY,C.W, Wisconsin Electric Power Co 88/05/31. WAGNER.D. Project Diroclorate 
111-3, 15pp 45708.071 -46780 0G5 

8B06290368 Forwards Amends 115 & 118 to Licenses DPR-24 & DPR-27, respectively 
& safety evaluation. Amends modify Paragraph 3.F of licenses to require compliance 
w/amendad physical security plan. 

WAGNER.D H, Project Directorate 111-3, 08/06/00, FAY.CW Wisconsin Electric Power 
Co 3pp 45956.124-45956133 

-8806290375 Amends 116 & 118 to Licenses DPR-24 & DPR-27 .respectively, amend- 
ing Paragraph 3 F of licenses to require compliance w/ amended physical security 
plan 

PERKINS, K E Project Directorate 111-3 88/06/09 4pp 45956:127 45956 130 

-8806290379 Safety evaluation supporting Amends 115 & 118 to Licenses DPR-24 & 
DPR-27, respectively 

* Office of Nuclear Roactor Regulation, Director (Post 870411). 86/06/09 3pp 

45950.131 45956.133, K 
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«M170191 ^bn-n's 'i'3St (C , s to FSAfl, Section 1 8 re OA program Changes not con 
rcductnn m OA program commitments item M,ir living region o( 

'/tittyFc™* bSK**^ B8/0®/13 Document Control Branch (Door- 
(Ticrl Conucl D«'M 3?pp 45B&4 103 45864 137 

I4M3 10087 Part 3! response to FQlA request for documents Forwards App D 
1 docym^'s App C documents a^aWe in PDR App E document compWy withheld 

G fl i MS l\ Y*D H^VhV’ s ion of Freedom of Information & PuWtcafjon Services (Post 
8c05i5) 60/06/13 WAXWEU,B Cosmos eioadcashng Gorp 9pp 45853 268 
45657 14? 

-4ftM2l013? topics tor s*r*of mgt & submits part' at listing oMacilt 

'« * f *»e prefer support has been problem .vendor mvofved & component/issuo of 

GREENMAN EG 'Wh^n 3, Gto of the Oirecrqr 88/03/09 DAVIS,A 0 Region 3, QfC 
Cf the D rector 22 pp 45957 131 45857 M2 

forwards Westnohou&e toners Group Notification Ur OG 86-21 .identify 
rng rr d'oop concerns per Generic Ur 87 12, "loss of RHR While RCS Partially Filled 

NEWTON R A ^Vesunghouso Operating Plants Owners Group 08/06/20 
HODGES W Reactor Si sterns Branch 7pp 45973 338 45973 344 

&a042800$1 Forwards revised vision of Figure I 8, 1 Wisconsin Electric Power Co Or* 
garmatcrs w/OA interface to Pfant" _ . 

vAV.GW W.scoflsn E'ccbv: Power Go 88/06/23 Document Control Branch (Docu 
meni Control Desk) ?pp 45963 295 45963 296 


Q Inspection reports, JE Bulletins s, correspondence 

&80S23W8B c or«arrfs thSp Repts 50 266/68 69 & 50-001 /&& 09 on 880316 0430 & 
noDco of vision Are<i$ inspected procedures & representative records, observations 
& if'erv.cws wf Personnel 

KNOPRC 3, O'c of me 0 rector 88/05/16 FAY,CW Wisconsin Electee 

Power Co 2pp 45664 169-45664 182 

^8885250276 KM<i ot violation from insp on 880316 04 3Q Viofalan noted instrument & 
control supervwr submitted request for equipment isolation to duty shift supervisor 
w/o specifying Lme i date ot planned work activity 
KNOP.RC Reg on 3, Ofc of thODi/ector 88/05/16 Ip 45664 171 45664 171 

-8805250277 insp Repts 50 266/83 09 & 50 301/88 09 on 880316 0400 Violations 
noted Ma,c; areas inspected licensee action on previous m$p findings op o rational 
M/sfy.rra nf,pfi/s-caf security surveillance & radiological protection 
DEF Avene R Reg-on 3, Ofc cl l^s Director 88/05/16 Upp 46664 172-46664,182 

8805210304 Responds to NRC 880413 itr re violations noted in fnsp Ropts 50 266/8B 
08 & 50 30 W 8 9-08 Con ecu arsons wVhh&fd (ret 1QCFR7221) 

FAY.CW Wisconsn Electnc Power Co 88/05/16 DAVIS^AB, NORELIUS.CE 
Region 3 Die ot me Director 2pp 45731 352 45731 353 

6805150252 Forwards Insp Repts 50 266/88-13 & 50 301/80 12 0 n 6804 IB-22 & notice 
t>1 v.Dlalort 

SHARE R,WD Region 3 Ofc of the Director 98/05/19 FAY.CW Wisconsin Electric 
Power Co 2pp 45841308 45841318 


8806020047 NRC tnlo Notice 88 036, "Pos-vU'o Su-Hun Loss n( RCS (twenty Owing 
Low Coolant Level Operation " Svc list oriel 

ROSSI CE Division of Operational Events Assessment (Rost f)/041l) 08/06/09 
ConsoWatcd Edison Co of Now York, U»c I20pp 46%5 1 5?-450B»> 27 1 

$806090301 Suopl 2 to NRC Bulletin 07 002, Tastenor Testing to Pelermino Conform 

ance W/ Applicable Mad Spous 1 ’ Svc list gticI 

RnsmCE Division of Operational Events Absossmonl (f ost 0704 11) AB/qg/io 
C onsolidated Edison Co of New York, Inc 170pp 45016 200 45010 327 

6Q0617021Q Provides nummary of 000606 mooting ro IE Bullotin 70 14 open item idonb 
fiod during 000503 05 special safely Imp Plans for future activilios to nssoss aqcqua 
cv ol as built documentation resulting bom bijjsoim flWo pjowtad 

FAYCW Wisconsin Electric Powor Co 06/06/13 DAVIS AD notion J, Ole of tte 
Director 4pp 45065 601-45065 004 

$$0608002 5 NRC Info Notrce 08 037 t "Flow Olockngo of Cooling Walor to Safety Sys 
Comoonents " Svc list oncl 

RQSSICE Division ot Operational Evonb Assessment (Post U/0411) 60/Ofa/l4 
Consolidated Edison Co or New York, Inc I25pp 45046 001-45046 125 

60O6O8Q211 NRC Bullotin 0B 006, "Actions to Do Taken tor ) rnnsportation ot Model 
Spec Z T Radiographic Exposure Dovfcfl " Svc [1st unci 

BURNETT, RE Division of Safeguards & Transportation {Post 670413) 0B/o6/'4 
Consolidated Edison Co of Now Vork, fnc 108pp 4593 *j 21 \ 4‘>33b31fl 


8006210448 Concurs tM IE Bullotin 60 001, "Defects in Wustingliouso Circuit Break 
ers" not applicable to facility . , , 

WAGNER ,0 H Pro|ect Directorate lit 3 QQ/0Q/t4 TAY.C W Wisconsin ElecUic Pqmi 
C o 2pp 45800 231 45800 232 

$806030194 NRC Into Notice 66Q36, Talluro ot UtHlprvoUdUO Trip AlUtchniQni, pnGE 
Circuit Breakors " Svc list oncl ^ ^ 4 ^ ^ 

ROSSI, CE Division of Operational Events Assessment (Post 0/04)1) 66/06/15 
Consolidated Edison Co of New York , (no 11 ipp 4VMG l ?6 46646 236 


8006150013 NflC Bullolin 00 007, "Powor Oscillntlons in OWJls ” Svc Jl^l oncl 
ROSSt.CE Division of Opovauonnt Events Assessment (Post C /G4 11) 06/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp, 45026 1 15-46020 228 


8306150188 Suppl 1 to NRC Qulletin 0B 006, ’‘NDnconlonnbn) Mails Supplied Uy ?\m 
Supplias lnc at Folsom,NJ & Wosl Jorsoy Mfg Co at Willinmalown.Nd ” Svc list oncl 
ROSSf.CE Division of Oporalionat Evonts Aasonsmonl (Post 670411) 00/06/15 
Consolidated Edison Co of Now YoiK, Inc, 120pp 46‘Oftf W? 4b006 161 


$006210492 Ro&ponds to NRC 000516 Hr ro violations noted In Insp llopia 50*206/80 
09 & 50-001/00 09 Corrective actions "Equipment Isolation WorothiTo” sbuutdbolr 
eluded in roquost for tagout per PBNP 4 13 

FAY,C W Wisconsin Eloclnc Powor Co 88/08/ 1 5 Dot umoni Control Branch fPocu 
menl Conlrof Dosk) 3pp 45904 300 45904 30G 


880528Q300 Advises f/iaf selection of applicable safety rule tori valvos roquestod by II 
Bulletin 35 003, Action Horn o, acceptable, por review of ft/0505 rosporm to request 1c 
add! info 

GREENMAN,EG Region 3, Ofc oftlio Diructor 08/06/ 10 FAY.CW Wisconsin Eloi 
tnc Powor Co 2pp 45966 296 45966 299 


^MO6t50256 Insp Repts 50 266/88 13 & 50 301/80 12 on 080410-22 Violations 
noted Major areas inspected organisation & imp feme ntation coni rots changes in 
Ofgani«.t onpe^ennet, TaoMes.oq'-i'pment $ procedutes & planning & pTepaTation 
PAUL.RA, GREGER.LR Regrorr 3, Of c of {ho Director 88/05/19 8pp 45B41 311 
45041 310 ^ 


0806230062 Responds to NRC 800518 Itr ro violation* noted In Insp Ropts 50 266/86 
13 & 50 301/aa 12 Corrective actions two nroas idnntiliod in auxiliary btilg nnmodlfltoly 
posted & controlled in accordance w/Procoduro } ip 3 2 

FAY.CW Wisconsin Electric Powor Co 88/08/17 Document Control Branch (Docu 
man) Control Desk) 4pp 45932 229 45932 232 


6606130175 Concurs w/ub! that Bulletin 88-003 nol applicable to pfant since 880411 it; 
stated that GE-type HFA relays not used at plant 

WAGNER, D H Project Dveciorate if| 3 88/05/26 FAY,C W, Wisconsin Etectnc Power 
Co 2pp 45796 243 45796244 * 


F$05240d2$ NRC info Notice 68 033, "Recent Problems Involving Model Spec 2-T Ra 
Olographic Exposure Device " Svc tisi enc) 

BDftNETT.R F Dcvxs^n of Safeguards & TransporlaLon (Post 870413) 88/05/27 
Censof'dated Edison Co of New York, tnc I20pp 45603 158 45683 27? 

0005240090 Suppl I to NRC Info Notice 87*061, “Failure of Westnghotfse W 2-Type 
Circuit Breaker Cell Switches Svc list end y w 

SSSSSJSSoi SR52r^^rY*ftTS^^ 88/05/31 

“ con,fo ' & kKQun ^ n ° m 

rl °Pf» faU0 J aJ . ^ vents Assess,11 «/ 1t (Post 870411) 88/05/31 
Consol dated Edison Co of New Yq^, \nc I22pp 45790 IBS 45/90 30Q 

W StS? ) ?i l iH f:c,war<}3 ,ev,so<3 mservice insp relief request for second 10 yr InSD 
o G/ISG Category Bb 1 & B L-2 exams of 

plvcw 1 U ™ l^ ac,0 4 CO0l3, j! pum P casings, per 000414 suggeations 

m?*s^«S3ec?,4sSa ! fl g ,wC " W0MI mam '° 4«fc«wi 


ta5P ntplS 50268/66 " S 50-301/86-10 on 880503- 

S™ r^ea r ’o«4y8aa« D,,ec,or 88/05/31 fM ' cw aw* 


m 9 p nepis 5UiTW)/0a*11 & 50 301/80 10 on 680503 05 1 

SmI l &T ,6d ,<ce ^ 6 acm on tE BuM,n n ' x * 4 ! 

WMW5 J 4'5>M A oif S ° N ' DH Re3 ‘ 0,, 3 ' 0,C 01 lhe D "«'“ 88/05/ 


6806200051 NRC Info Noltco 0B 042, "Circuit Bronkor ralluros Duo to Loohg Charging 
Spring Motor Mounting Doits ' Svc list end 

ROSSI, CE Division Of Operolionaf Evonls Maosamont (Post 070411} 00/06/23 
Consolidated Edison Co of Now York, fnc lOQpp 4(5077 287 45070 031 

B 0062003 06 NRC Info Notice 88 043, "So'oflold Vatvc Problems " Svc list and 
ROSSI, CE DrvfSion of Operational Evenls Assos^mont (Post 070411) 0B/O6/23 
Consolidated Edison Co of Now York, Inc 123pp 45077 104 450/7 206 


R Periodic operating reports A related correspondence 


8005240341 "Slate of Wl 1985 Pofnt Beach Environ Radfoacdvtfy Survey " 
Wisconsin, State of NRC *30 63 047 05/12/31 30pp 45 7 19 140 4571 D 105 


6006130305 Monthly opera*! 
KRAUSE.CW, FAY.C W, 
45799189 


1 repts (or May IpBfl W/60O61O 11 t 
hsconsm Electno Power Co 00/05/31. 


Opp 


45799 180 


S Reportable occurrences, LERs A related co rreep on derico 


COWOID . W ^ mruei noncomp iiance nptilicaVon.on G0O525, dally max total vosidua 1 w™ 
rino jimiiaboe e^cooded Caused by failure of temporary dochlormallng sya to provida 
caIW*? V o1 , 01 8 °0ium blsulfale Permanent flowmeler will bo installed 

ElQC f^ Power Co 00/06/03 Wisconsin, Slate <jfv IP 

40064 009 45804 0{)9 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency 4 fire protection plana 


'&™Und l,G W ° ' ,ni6 ^ bM "s« p ^ormod Vando, Aud,l S ■ 

88/08/03 


nSS!;SL iS p0 o c,B . to K S2 c % 0317 no,,co o' violation & proposed Imposition of cm 
in * na P^ G P ts 302/87-35 & 5Q-302/C8 03 CorrecUvo actions memo Issued 

sh,a !? in 9 & operators involved counseled 

tavlqr V nfi ^ f 0tVor Co ? (subs of FJm,da P'Ofjrosd Corp). 80/05/ 1&, 

TAYLORJ M. Ofc of Enforcement (P 0 at 870413) 27pp 4560b 156-45686 104 



DOCKETED ITEMS 85 


0806010193 Revised emergency plan Implementing procedures, Including Rev 8 to Pro 
codure EM-305, "Post Accident Sampling & Analysis of Effluent Measuring Sys 
(AIMS)" & Rov 15 to Procedure EM 307, '’Sampling & Analysis of RCS.Reactor Bldg 
Sump " 

* Florida Power Corp (subs of Florida Progress Corp ) 80/05/16 111 np 45695310 
45696 063 

8806060137 Forwards fnsp Rept 50 302/08-13 on 880418 22 No violations or devi- 
ations nolod 

HERDT.A R Region 2, Ofc of tho Director 88/05/17 WILGUS.W S Honda Power 
Corp (subs of Florida Progress Corp ) 2pp 45740 035-45740 047 

-0806000139 Insp Rept 50 302/88-13 on 800418 22 No violations noted Major areas 
Inspected seismic monitoring program.liro protoction/provonlior program, followup on 
previously Identified Insp items & LERs 

HARRIS.J R , CONLON.TE Region 2, Ofc of the Director 08/05/12 1 1 pp 

45748 037-45748 047, 

0008160230 Rov 5 to Emorgoncy Plan linplomontlnq Procedure AR 504, "ICS L Annuo 
clator Response " 

WITTMAN.fl Florida Power Corp (subs of Florida Progress Corp ) GO/OG/OI Opn 
45816 270 45816 277 

0606160335 Rev 18 to EM 102, "Activation, Operation & Staffing of Technical Support 
Ctr & Operational Support Ctr" & Rov 42 to EM 206, "Emergency Plan Roster & Noti 
f I cation u 

STEPHENSON.J D Florida Power Corp (subs of Florida Progress Corp) BB/06/03 
46pp 45015 291 45815 337 

0806140473 Rev 0 to EP 390, "Steam Generator Tubo Loak/’ Rov 7 to AR-501 "ICS I 
Annunciator Response," Rov 5 to AP-C60, "Turbine Trip" & Rev 1 to AP 545, "Plant 
Runback," emorgoncy plan procedures 

WiTTMAN.R Florida Power Corp (subs of Florida Progress Corp ) 88/06/06 66pp 
45804,075*45804 140 

0006150230 Rov 13 to Emergency Plan Implementing Procedure EM 205, “Assembly 
Evacuation & Personnol Accountability ol Personnel Within Crystal Rivor 3 Protection 
Area During Emergencies 11 

STEPHENSON.J O Honda Power & Light Co B8/06/06 14pp 45015 256 45015 269 

BB06220254 Forwards Insp Rapt 50 302/88 17 on 000523-27 No violations or devl 
atlons noted 

CLINE, W.E, Region 2, Ofc of the Director 88/06/14 WILGUS.W S Florida Power 
Corp (subs of Florida Prograss Corp ) 2pp 45929 271 45020 274 

-6806220283 Insp Rept 50 302/80-17 on 000623 27 No violations noted Major areas 
Inspected security plan & Implementing procoduros.socunly organize lion, records & 
rents, security sys powar supply, lighting, assossmont aids & alarm stations 
TlLMAN.A, MCGUIRE, DR Region 2, Ofc of the Dlroctor 08/06/10 Ip 45929 273- 
45929 274 

00062101 10 Ack receipt of util 880413 Ur lorwardmg Rev 4 20 to plant physical security 
plan Chango re exemption from requirement to provide nddl closed circuit television 
coverage will bo roviowod by NRR for policy Implications 

CLINE, WE Region 2, Ofc of Iho (Director 80/08/15 WILGUS.W $ Florida Power 
Corp (subs of Florida Progross Corp ) 3pp 45845 204 45045 206 

6606260104 Forwards Rev 4 to modified amended security plan Rov withhold (ref 
10CrR73 21) 

WIDELL.R C Florida Power Corp (subs of Horida Progress Corp ) B8/0G/24 Docu 
monl Control Branch (Document Control Dosk) Ip 45062 255 45962.255 


J. Insurance & Indemnity Information 

0806100243 Forwards Endorsement 159 to NELIA Policy NF-1 00, Endorsement 140 to 
MAELU Policy MF 29, Endorsement 81 to NELIA Policy NF 1 0S.Endorsomont 64 to 
MAELU Policy MF 91, Endorsement 108 to NELIA Policy NF-1 61 & Endorsomont 09 
MAELU Policy MF-46 

O'CONNOR, D.J, Marsh & McLennan, Inc 08/06/01 OINITZ.I Office of Nuclear Ro 
actor Regulation, Dlroctor (Post 870411) I9pp 45791 030 45791 040 

6600220072 Forwards Endorsomont 03 lo NELIA Policy NF-195 & Endorsement 66 to 
MAELU Policy MF 01 

FARRELL.E Marsh & McLennan, Inc 88/06/14 OINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 870411) 3pp 45069.358-45060 360 


P. Operating license stage documents & correspondence 

8605310306 Submits add! Info ro control room habitability conformance to NUREG 
0737,llem III D 3 4, per NRC 880329 request Util performs quarterly calibr on local 802 
tank detectors tn response lo 8B0419 to Icon 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 08/05/23 Docu 
mont Control Branch (Document Control Desk) lOpp 45731 334-45731 351 

8606930239 Advises that NRC not in position to approve or to consider further request 
ed exemption from tOCTRSO 36 Util encouraged to support NUMARC working group 
generic effort. 

VARGA.S A Division of Reactor Projects - I/ll (Post 8704 11) 80/05/25 

WILGUS.W S Florida Power & Light Co 3pp 45714 332-45714 334 

0806020312 Advises that util 8B0229 submittal of final emergency diosol generator tost 
results acceptable & that proviso In exemption to GDC-17 satisfied Listed concerns 
should be addressed prior to final approval of design 

VARGA.S A Division of Reactor Projects - t/lt (Post 87041 1) 88/05/26 

WILGUS.W S Florida Power Corp (subs, of Florida Progress Corp) 4pp 45710 125* 
45710128 

8B06030163 Responds to NRC 880328 request for addl info ro reactor coolant pump 
trip,NUREG-0737,ltom II K3 5,Rosponse will be provided by 000831 due to addl re 
search required lo adequately address questions 

WILSON, K R Florida Power Corp. (subs of Florida Progress Corp ) 88/05/26 Docu 
ment Control Branch (Document Control Desk) Ip 45717 264-45717 264 


0806130141 Advises that B&W Owner Group using recommendation tracking sya (RTS) 
rept to transmit util status & schedule for Implementation ol safely & performance Im 
provemont program recommendations 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 00/05/31 Docu 
ment Control Branch (Document Control Desk) 2pp 45802 174 45802 175 

8806100075 Responds to Generic Ltr 60 05, "Boric Acid Corrosion of Carbon Stool Ro 
actor Coolant Pressure Boundary Components In PWR plants ” Schedule for pilot pro 
gram to Inspect .identify, evaluate & repair leakage or corrosion provided 
WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 88/06/01 Oocu 
ment Control Branch (Document Control Desk) 4pp 45810 112 45010 115 

8B06 140402 Forwards rept ro environ qualification of neutron flux monitors Installed per 
Rea Guide 1 97, Rov 3 Control room operator Informed monitors may not be reliable 
under accldenl conditions 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 08/06/00 Docu 
ment Control Branch (Document Control Desk) 3pp 45833 357 45033 359 

8806160054 Submits addl Info re diesel generator room air tomp Lower ofliclency filtere 
ordered & will be installed prior to completion of mod Addl airflow through branch duct 
will decrease back pressure In main duct, 

WIDELL.R C Florida Power Corp (subs of Florida Progress Corp) 80/06/00 Docu 
ment Control Branch (Document Control Dosk) 3pp 45B38 136 45830 138 

0006170204 Advisos that util anticipates completion of hot gas bypass of control com 
plox walor chillers by 000203 Uhl has contacted vendor to dofine typo of mod neces 
sary for chiller sve conditions Schedule based on vendor info 
WIDELL.R C Florida Power Corp (subs of Florida Progress Corp ) 08/06/10 Docu 
ment Control Branch (Document Control Dosk) Ip 45847 304-45047 304 

8800230342 Forwards corrected Tech Spec page to Amend 104 to License DPR-72 & 
supplemental safety evaluation Issues ro Into'im operation of emergency diesel gen 
orators until Refuel VII satisfactorily resolved 

BERKOW.HN Project Directorate tl-2 88/06/15 WILGUS.WS Florida Power Corp 
(subs of Florida Progress Corp) 3pp 45900 337-45906 343 

--8806230343 Corroded Amend 104 to License DPR-72, reflecting final emergency 
diosol generator tost results & addl Info on LER 07 01 9, Rev 1 

* Project Directorate 11-2 88/06/15 2pp 45906 340 45906 341 

--8Q06230344 Supplemental safety evaluation supporting Amend 104 to License DPR- 
72 

* Office ol Nuclear Reactor Regulation, Director (Post 870411) 88/06/15 2pp 
46906 342-45006 343 

8B00230346 Concludes that operation of facility in accordance w/util commitments In 
080509 Hr acceptable Revised Tech Spec chango request & description ol thermal 
analysis & NX test results should bo submitted 

SILVER.H Project Directorate 11-2 08/06/17 WILGUS.W ,S Florida Pownr Corp 
(subs of Florida Progress Corp ) 3pp 45006 344-45906.346 


Q. Inspection reports, IE Bulletins & correspondence 


0805250286 Responds to NRC BOQ317 notice of violation & proposed Imposition of civil 
penalty, per Insp Repts 50 302/87-35 & 50 302/86-03 Corrective actions memo Issued 
re temporary or permanent shielding & operators Involved counselor! 

WILGUS.WS Horida Powor Corp (subs of Florida Progress Corp) 88/05/10 
TAYLOR, J M Ofc of Enforcement (Post 870413) 27pp 450D6 150-45600 184 

8896000137 Forwards Insp Rcpl 50-302/00*13 on 880410-22 No violations or dovl 
ations noted 

HERDT.A R Region 2, Ole ol the Director 08/05/17 WILGUS.WS Florida Power 
Corp (subs ol Florida Progress Corp) 2pp. 45/48,035 48748*047 

-8806060139 Iri9p Rept 50 302/08 13 on 0BO410-22No violations noted Major areas 
inspected seismic monitoring program.liro protectlon/provonllon program.tollowup on 
previously identifiod insp Items & LERs 

HARRIS.J R, CONLON.T.E Region 2, Ole of tho Director 08/05/12 11pp. 

45740 037 45740,047, 

8896070010 Forwards Insp Rept 5C 302/08-12 on 880411-15 No violations or dovi 
atlons noted 

COLLINS, D M Region 2, Ofc of tho Director 08/05/19 WILGUS.W.S Florida Power 
Carp (subs of Florida Progress Corp ) 2pp 45753 022 45753 032 

-8806070019 Insp Rept 50 302/88 12 on 0D0411-15No violations or deviation!} 
nolod Major areas Inspected review of previously Identified Inspector followup Items & 
enforcement matters, external exposure control & control of radioactive mall 
COLLtNS.T R , HOSEY.C M Region 2, Ofc of tho Director BB/05/19 9pp 45763 024 
45753 032 

B80524002B NRC Info Notice 0B 033, "Recant Problems Involving Model Spec 2 T Ra- 
diographic Exposure Device " Svc list end, 

BURNETT, Ft F Division of Safeguards & Transportation (Post 870413). 00/05/27 
Consolidated Edison Co. of Now York, Inc 120pp 45603 158-45603 277 

0605240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Wostlnghouse W-2-Typo 
Circuit Breaker Cell Switches 11 Svc list one) 

ROSSI, CE Division of Operational Evonts Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038-45683 157 

6605240215 NRC Info Notice 88 034, "Nuclear Mall Conlrol & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 180-45790 300 

6806200491 Ack rocolpt of 860516 ltr Informing NRC of stops taken to correct violations 
noted in Insp Repts 50-302/87-35 & 50 302/08 03,Raviow of respond 

underway Recipient will bo Informed of acceptability of response at later dale 
GRACE, JN Region 2, Ofc of tho Director 88/05/31 WILGUS.WS. Florida Power 
Corp (subs of Florida Progress Corp) Ip 45805 192 45865 192 
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$ 006 100076 Responds to Generic Ur flB-05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Coolant Pressure Boundary Components In PWR plants 11 Schedule for pilol pro 
gram to inspect .identity, evaluate & repair leakage or corrosion prided 
WIDELl»,RC Florida Power Corp, (subs oi Florida Progress Corp ) 0B/O6/O1 Docu- 
ment Control Branch (Document Control Desk) 4pp 45fl1G'1 1 2 <45818 1 15 

88Q608Q121 Responds to violations noted In Insp Pept 50-302/88-11 Corrective 
actions operations personnel reviewed applicable plant procedures & proceeded to 
demonstrate operability of emergency power supply lor pressurize/ heater 
WlDELL.fi C Ronds Power Corp (subs of Florida Progress Corp ) 86/06/02 Oocu 
merit Control Branch (Document Control Desk) 3pp 45770 146-45770 148 


8605200037 LEFt 87-029 01 on 8711 10, monthly surveillance (or liquid process & effluent 
radiation monitors not performed Caused by personnel error Personnel instructed to 
perform review of master serve! 1 lance p ( ao W/000624 Ur 

MOFFATT.LW, WIDELL.RC Florida Power Corp (subs of Florida Progress Corp) 
68/06/24 4pp 46963 350 45963 353 


DOCKET 50-304 ZION NUCLEAR POWER STATION, UNIT 2 


P, Security, medical, emergency & fire protection plans 


8008110001 Responds to NRC 680504 nolco & proposed imposition of civil penalty re 
violations noted in Insp Rapt 50-302/87-41 

WILGUS.WS Florida Power Corp (subs of Florida Progress Corp) 66/06/02 
TAYLOR.JM Dfc Of Enforcement (Post 6704 1 3) llpp 45821197 45821207, 

6805270306 NRC Info Notice 08 035, " In adequate licensee Performed Vendor Audits" 
Svc list end 

ROSSI.CE Division of Operator, at Events Assessment (Post G7Q411) 68/06/03 
Consolidated Edison Co or New York, (nc 120pp 45790 068 45790 187 

0QO6O2O'O47 NRC Into Notice 8B03S, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation * Svc ftsl end 

ROSSf.CE Division of Operaiional Events Assessment (Po9t 670411) 68/06/08 
Consolidated Edison Co of New York, fnc 120pp 4 5965 152 45965 271. 

0806210128 Forwards Insp Ropt 50 302/80 09 on 8B0320O4O8 No violations or devi 
auons noted Numerous deficiencies identified Emergency operating procedures found 
to be adequate for continued operation at facility 

GRACE, JN Region 2, Ofc of the Director 68/00/08 WILGUS.W.S Florida Power 
Corp (subs of Honda progress Corp ) ?pp 45911 259 45911 2D0 

-&806210130 Insp Rept 50-302/80-09 on 090328-0408 Numerous deficiencies 
noted Major areas Insp acted review of adequacy of emergency operating procedures 
LAWYER.t, JUUAMCA Region 2, Ofc of the Director SS/06/05 27pp 45911*261- 
459 1 1,290 

0808090301 Supp) 2 to NRC Bulletin 87-002, ''Fastener Testing to Determine Conform 
arcs W/Applto&bto Ma" Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 20& 45916-327 

8906080025 NRC Info No tree B8 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc fisl cncl 

ROSSI.CE Orvteion of Operational Events Assessment (Post 670411) 89/06/14 
Consolidated Edison Co at New York, Inc 125pp 45946 001 45946 125 

0806030211 NRC Bulletin B8-006, “Actions To Be Taken for Transportation of Model 
Spec Z-T Radm graphic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards A Transportation (Post 670413) 06/06/14 
Consolidated Edison Co of New York, fnc, IDBpp 45935 211 45035,318 

8606220264 Forwards Insp Ropt 50 302/00 17 or> 000523 27 No violations or devi 
atloris noted 

CLIME, WE Benton 2, Ofc of the Director 09/06/14 WILGUS.WS Florida Power 
Corp (subs of Florida Progress Corp ) 2pp 45920 271 45929 274 

-89D&220268 Insp Rept 5G3&2/&9 17 on. 680523 27 No viofalions noted Major areas 
Inspected security plan & Implementing procedures.securlty organ Izalf on records 4. 
roots, security sys power supply, Ugh ting, assessment aids & alarm slallons 
TILMAN.A , MCGUIRE, DR Region 2, Ofc of Ihe Director 88/06/10. Ip 45929 273- 
45929 274, 

8606999194 NRC Info Notice 6B036, "Failure of Ujndeivoltage Trip Attachment on GE 
Circuit Breakers " Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/06/16 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 12645946 238 

0306160013 NRC Bulletin 80 007, "Power Oscillations In BWRs 11 Svc flat end 
ROSSI.CE Division of Operational Evente Assessment (Post 870411) 88/06/16 
Consolidated Edison Co of New York, fnc 1 14pp 45D29 1 15 45929,223 


0006160262 Revs 23,18,15 & 6 to Emergency Plan Implementing Procedure EP1P 320 
1. “Prioritized Nobtreahon Listing" 

" Commonwealth Edison Co 08/05/23 9pp 45063 256 45063 204 

8896180380 Forwards Safeguards Insp Rapts 50-295/80-02 6 50 304/36 03 cm 
871124 800407 Mo violation o( security plan requirements Identified Insp conducted to 
review allegations re contractor administration of fitness for duty program 
MALLETT.B S Region 3, Ofc of the Director 83/06/07 RfcEP.C Commonwealm 
Ed.son Co 2pp 45842 106 45642 120 

-0806100309 Insp Ropts 50*295/60 02 & 50 304/80-03 on 6/1124 000407 No viola- 
tions noted Major areas inspected review of allegations received by Region 
III .including drug use by personnel employed at plant & harassment re safety con 
corns 

DROU1N.B Region 3, Ofc of the Director 33/06/02 13pp 45842 100 45842 120, 

6008200018 Forwards notice of exemption & safety evaluation supporting exemption 
from six 10CFR50,App R, Sections IN G 2 fl ill G 3 requirements.per util 840727 
request One exemption req-uesl deemed unnecessary 

MORRIS J A, Project Directorate III 2 08/06/07 BLISS.H Commonwealth Edison Co 
4pp 45830 279 45830 308 

-*8006208022 Exemption from Sections ULG 2 & ill G 3 of 1GCFR50,App fl re sate shut 
down capability, par util 040727 request 

CRUTCHFIELD, D. Division of Reactor Projects - Ill.iV.V & Special Projects (Post 
070411) 00/06/07. 8pp 45030 203 45030 290 

-8806200020 Safety evaluation recommending that util 340727 exemption request from 
Seclrons 111 G 2 & 111 G 3 of 10CFR50,App R be granted One exemption request deter- 
mined as unnecessary. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/07 18pp 
45S30 291 45B30 308 

3800211)409 Notification of 380628 mooting w/util in FlockvJllo.MO to discuss submittal 
of add I info re compliance w/App R.fire protection 

NORRIS, J A Project Directorate 1)1 2 03/06/ 10 NORRROLM.LJ Project Directorate 
III 2 2pp 45071 31 1-45071 312 


P. Operating license stag© documents & correspondence 

8306070381 Forwards evaluation of isolation device to bo installed betwoon ATWS logic 
& downslream safety related circuitry Review of proposod installation Indicates lhal 
proposed ttosfnn will satisfy Criteria horns a d of App A 

TRZYNA.G E Corrmoiwaallh Edison Co 3Q/05/25 Office of Nuclear Roactor Ratju 
latio n, Director (Post 0704 11) 4pp 45774 225 45774 228 

860607033-9 Responds to Generic Hr 86 05 re bone acid of foci on carbon steel 
components Actions to prevent recurrence of boric acid corrosion Include uso of tfavl 
atlon repig as directed In VT-2 procedure for cases of pressure boundary degradation 
MORGAN, WE Common wealth Edison Co 08/05/31 DAVIS, A B Region 3, Ofc cl 
ttto Director Spp 45774.236-45774-24Q 

8B0617Q1B6 Responds to Generic Ltr 60 03 re Generic Safety Issue 93 concerning dis 
eblmg of auxiliary feedwater pumps by steam binding caused by backteakage of main 
feedwater past chock valves Procedures in place or being developed at each plant 
MORGAN, WE. Commonwealth Edison Co 80/06/03. Document Control Branch 
(Document Control Desk) 4pp 45047 221-45847 224 


6006150186 Suppl 1 lo NRC Bulletin 3B 005, “Nonconforming Walls Supplied by Piping 
Supplies,! n,c a) Folsom, NJ & West Jersay Mfg Co at Wfllamstown.NJ " Svc list encl 
ROSSI.CE Owlston of Operational Events Assessment (Pest 870411) 86/06/15 
Consolidated EdjsonCo of Now York, fnc 12Cpp 45065032 45965 151 

660-6220055 Responds to NRC Bulletin eB 003, "Inadequate Latch Engagement In HFA 
Type Latching Relays Mfg by GE," dtd BB0310 Plant docs nol uso HFA type latching 
relays subj to bulletin in Class IE or nonsafety svc 

WiDELL.Ft C Florida Power Corp (subs of Florida Progress Corp), 89/06/15 
GRACEJ N Region 2, Ofc ol the Director 2pp 45913 281 45913 282, 


8606290000 Application for amends to Licenses DPR-30 & DPFMO.rovIsing Tech Specs 
Sections 3 2,3 4,3 8 & 39 to remove boron Injection lank (BIT) & associated 
pitting, 1 valves & heal Iraco (or recirculation betwoon BIT & boric acid tanks Foe paid 
TflZYNA.G.E Commonwealth Edison Co 08/06/09 Document Control Branch (Doc- 
ument Control Desk). 2pp 45954 017*45954 091 

**0806290064 Proposod Tech Specs Section 3 2,3 4 V 3 8 & 3 9 to remove baron Iniecllon 
tank (BIT) & associated plpfng.valves & heat trace for recirculation between BIT & 
bone acid tanks 

* Commonwealth Edison Co Q8/06/09 26pp, 45954 019 45954 044. 


8806200051 NRC Info Notice B8-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor MounUng Bolls ” Svc list and 

ROSSI.CE Division of Operaiional Events Assessment (Post 0704 1 11 60/06/23 
Consolidated Edison Co of Naw York, Inc 1O0pp 45977 287-45970033 

8800200306 NRC Info Notice 80-043, "Solenoid Valve Problems- " Svc fist encl 
ROSSf.CE Division of Operational Events Assessment (Posl 070411) 30/08/23 
Consolidated Edison Co of New York, Inc 123pp. 45977.164-4597 ? 286 


R. Periodic operating reports * related correspondence 

8606140576 Monthly ope/afina rept for May f998W/66060a (ti 
0INKOW-SKI.JA , WIDELL.RC Florida Power Corp (subs, of Florida Progress Corp) 
88/05/31 5pp 45827 00145827 005 


S. Reportable occurrences, LERs & related correspondence 


-6006290084 "Ropt for Boron Concentration Reduction/Boron Injection Tank Ellmma 
tion " 

BASS.JC Commonwaallh Edison Co 05/10/31 47pp 45954 045 45954 091 

8806290163 Forwards Wesl’inghouse Owners Group Notification Ur OG 03- 21, identify- 
ing miciroQp concerns, par Ganarlc Ltr 07 12, "Loss ot RHR White RCS Partially Fillati" 
& 08 0428 meolmq agreement. 

NEWTON*R A Weslmg’houSQ Opemtlng Plants Owners Group B0/06/2D. 
HGDGES.W. Reactor Systems Branch 7pp 45973 338 45973 344 


Q Inspection reports, IE Bulletins & correspondence 

8805240209 Responds to 630420 request tor addl Info re NRC Bulletin 30-002 on 
steam gen ore lor lubes Submittal of proposal tor enhanced leak monitoring program 
to rtheomlngjo flowing avalu atlon of radiation monitor/) oak rata correlation study 
TRZYNA.G E, Commonwealth Edison Co 00/05/13 Document Control Branch (Doc- 
ument Control Desk) 2pp 456 73’ 132-45673 133, 


8806O2O133 L£R .88 012 QO on 800420,lOCFR5O t App R electrical Isolation requirements 
tor trams of RCS hot tog temp Instrumentation in remote shutdown panel & control 
Cause d hy design crrorOasign changed on 080527 W/880527 ltr 
MQPfATTJLW . WlDELL.fi C RoTlda Power Corp (subs tri Florida Progress Corp), 
68/05/27, 7pp 45606109-45690.195. 


6806209123 f orwarda corrected response to IE Bulletin 85*003, "Motor Operated Valve 
Common Mode Failures During Plant Transient due to Improper Switch Settings " 
Subj response supersedes 0GO502 response 

MORGAN,WE Comm on wealth Edison Co SB/05/18 DAVIS, A B Region 3, Otc ol 
the Director. 33pp. 45065-004-46865 116 
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£806010201 Forwards Safety Insp Repts 50 295/00 10 & 50.304/80-11 on 080405-21 
& notice of violation 

HARRISON, J J Region 3, Ofc of the Director 80/05/24 REED.C Commonwealth 
Edison Co 2pp 45732 213 45732 230 

-8B060 10205 Notice of violation from insp on 0B04Q5 21 Violation noted containment 
hydrogen monitoring piping modified prior to Jul 1907 w/o documented review to 
verify that containment penetration not adversely affected 

HARRISON, JJ Region 3, Ofc of the Director 08/05/24 Ip 45732 215 45732 216 

-8606010208 Insp Ropls 50-295/08 10 & 50 304/08-11 on 000405-21 Violations 
noted Major areas Inspected previous insp findings, LERs & snubber surveillance & 
functional testing 

GAVULA.J A , DANIELSON, D H Region 3, Ofc of the Director 08/05/24 15pp 
45732 216 45732*230 

8805270173 EN-87-1O0Aon 8Q0526,ordor Imposing civil penalty in amount of $100,000 
issued to util basod on inadequacies in licensee program & controls for lostlng pres 
sure Isolation valves 

WONG.H, LIEBERMAN.J Ofc of Enforcement (Post 070413) 88/05/26 Ip 
45699 139-45609 139 

8806010078 Forwards order imposing civil monetary penally in. amount of Si 00,000 for 
violations noted during Insp on 070921-1026 

TAYLOR.J M Deputy Executive Director for Regional Operations, EDO (Post 070413) 
00/05/26. Q'CONNOR.J J Commonwealth Edison Co 2pp 457P0 250 45720 261 

-8808010082 Order imposing civil penalty in amount of $100,000 for violations noted 
during Insp on 070921-1026 

TAYLOR.J M Deputy Executive Director for Regional Operations, EDO (Post Q70413) 
08/05/26 Commonwealth Edison Co lOpp 45720 252-45720 261 

0006160290 Order Imposing civil monetary ponalty In amount of $106,000 Violations 
occurred as stated, In response to llcensoo B80203 Itr 

TAYLOR.J M Ofc of the Executive Director for Operations B 0/05/26 Commonwealth 
Edison Co 9pp 45823 165-45023 193 

6005240028 NRC Info Notice 80 033, “Recent Problorns Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 00/05/27 
Consolidated Edison Co of Now York, Inc, 120pp 45083 100 45603 277 

BB0815Q222 Forwards Safety Insp Repts 50-205/80-11 & 5O-3U4/80-12 on 000418- 
29 No violations noted 

SHAFER.WD Region 3, Ofc of the Director 80/05/27 REEQ.C Commonwealth 
Edison Co 2pp 45034 016-45834 036 

-8806150225 Insp Ropls 50-205/60-11 & 60-304/08-12 on 0G0418 20 No vlotallons or 
deviations noted Major areas Inspected radiation protection program during refueling/ 
malnt outage, Including, organization & mot controls 

SLAWINSKLW J , KUNOWSKI.M A , GREGER.L R, Region 3, Ofc ol tho Director. 08/ 
05/20 10pp 45634 010-45034*036 

8805240090 Suppl 1 to NRC Info Notlco 07 001, “Failure of Westinghouso W 2-Typo 
Circuit Breaker Cell Switches/’ Svc list end 

ROSS1.C E, Division of Oporational Events Assessment (Post 0/0411) 00/05/31 
Consolidated Edison Co of Now York, Inc I20pp 45683 038-45603 157 

8805240216 NRC Info Notlco 8B 034, "Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Roactors '* Svc list end 

ROSSI, C.E, Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co. of Now York, Inc. 122pp 45790 108-45790 300 

8806160195 Rosponds to NRC 080429 Itr re violations noted In Insp Repts 50 295/00 
09 & 50-304/80-10 Corrective actions blank flange Installed to preclude ontry of unfil 
tored air Into control room & repairs to booster fans completed 
BLISS, H E Commonwealth Edison Co 08/06/31 DAVtS.A B Region 3, Ofc of tho Di- 
rector. 3pp 45035:277-45035 279 

8805270308 NRC Info Notlco 08-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 068-45790 187 

8806170186 Responds to Generic Ltr 80 03 re Generic safety Issue 93 concorning dis- 
abling ouxlllBry feedwater pump9 by steam binding caused by backloakago ol main 
feedwater past chock valves Procedures In place or belnn developed at each plant 
MQRGAN t W.E Commonwealth Edison Co BQ/08/03 Document Control Branch 
(Document Control Do 9k) 4pp 45047*221-45047.224 

8806 16 03 B0 Forwards Safeguards Insp Repts 50-295/8B 02 & 60 304/00 03 on 
071124 000407 No violation of security plan requirements identified Insp conducted to 
review allegations ro contractor administration of fitness for duty program 
MALLETT.B S Region 3, Ofc of the Director 00/06/07. RtEO,C, Commonwealth 
Edison Co. 2pp 45042*106 45842 120 

-0806160389 Insp Repts 60-295/80 02 & 50-304/80-03 on 871124-000407 No viola- 
tions noted Ma(or areas Inspected review ol allegations received by Region 
lll.lncluding drug U90 by personnel employed at plant & harassment re safety con- 
cerns 

DROUIN.B,, CREED.JR, Region 3, Ofc of the Director 80/06/02 13pp 45042 106- 
45842.120. 

8806020047 NRC Info Notice 08 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) B9/O6/O0 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

0806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform- 
ance W/Appllcobte Matl Specs " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 87041 1) 00/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208-45916 327 

G8060B0025 NRC Info Notice 88-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 126pp 45948 001-45946 125 


8806060211 NRC Bulletin 00 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

□URNETT.R F Division of Safeguards & Transportation (Post 070413) 80/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-45935 310 

BBQ&090194 NRC Info Notice 00 030, "Failure of Undorvoltago Trip Attachment on GE 
Circuit Breakers “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 87041 1) 08/06/ 1 5 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946.126 45946 236 

6600150013 NRC Bulletin 80 007, "Power Oscillations In BWRs" Svc list oncl. 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/00/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115 45929 22B 

0006160186 Suppl 1 to NRC Bulletin 0B-OO5, "Nonconforming Mails Supplied by Piping 
Supplies,! nc at Folsom, NJ & West Jersey Mfg Co at Willlamstown,NJ * Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

0306200051 NRC Info Notice 88 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 08/06/23 
Consolidated Edison Co of New York, Inc. 100pp. 45977,287-45978 033 

0806200306 NRC Info Notice 00 043, "Solenoid Valvo Problems " Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45077 286 


R Periodic operating reports & related correspondence 

0806100115 Monthly operating repts for May 1 900 for Zion Generating Station Units 1 & 
2 W/B80B06 Jlr 

AUSTIN.G, PLlML.G J Commonwealth Edison Co 68/05/31 12pp 45842091- 
45042 102 


DOCKET 60-305 KEWAUNEE NUCLEAR POWER PLANT 


F. Security, medical, emergency & fire protection plans 

8896100156 Forwards responso to socurity opon Item noted in Insp Ropt 50 305/88* 
04 End withheld (ref 19CFR73 21) 

HINTZ.DC Wisconsin Public Service Corn 88/06/0B Document Control Branch 
(Document Control Desk) Ip 45014 202 45014 202, 

6806290310 Forwards Amend 79 to License DPR-43 & safeguards evaluation Amend 
modifies Paragraph 2 C 4 of license to require compliance w/amendod physical secu- 
rity plan to conform to requirements of 10CFR73.55 

GUTTER, JG Proloct Directorate 111-3 88/08/09 HINTZ.DC Wisconsin Public Service 
Corp 3pp 45057.123-45957*130 

-B80G290322 Amend 79 to Llcenso DPR-43, modifying Paragraph 2 C4 of license to re- 
□ulro compliance w/amendod security plan to conform to requirements of 
10CFR73 55 

PERKINS.K E Project Directorate 111-3, 80/06/09 2pp 45957.126-45957 127. 

O0QB29O323 Safeguards evaluation ropt supporting Amand 79 to License DPR 43 
* Oflico of Nuclear Reactor Regulation, Dlroctor (Post 870411). 08/00/09 3pp 
45957 120 45957 130 

0BC617O211 Provides add! No ro util 000104 response) to NRC Bulletin 05 003 Emer- 
gency Operating Procedure E 0 07, "Fire In Dedicated Fire Zone" includes provision 
for opening valvo SI-9& as necessary to maintain pressurizor level. 

HfNTZ.D C. Wisconsin Public Servfco Corp 00/06/13. DAVIS, A 8. Region 3, Ofc of 
tho Director 2pp 45070 130-45070 140. 

8006280237 Advises that 080506 Rev 9 to physical socurity plan consistent w/provi- 
slons of 10CFR50 54(p) & acceptable 

SHAFER, WD Region 3, Ofc of the Director. 88/06/20 HINTZ.DC Wisconsin Public 
Service Corp 2pp 45944 110 45044:119. 


P. Operating license stage documents & correspondence 

8B05250196 Forwards nonpropriotary WCAP-1181B & proprietary WCAP-11817, “Slldo 
Presentation Matl, NRC Mooting 00033 1,Kowaunee Nuclear Power Plant Steam Gen- 
erator Tube Slaove Installation^ 1 Proprietary rept withhold (rol 10CFR2.790) 

JOHNSON, WJ Westinghouso Electrlo Corp 00/04/27 CHENG, C.Y Materials Engi- 
neering Branch 2pp 45717*340 45718.027 

-8805250203 Requests that proprietary WCAP-11817, "Slide Presentation Matl.NRC 
Meeting 800331, kewaunoe Nuclear Power Plant Steam Gonerator Tubo Sleeve Instal- 
lation/’ be withheld per 10CFR2 790(h)(1) 

WIESEMANN.R A. Westinghouso Electric Corp 00/04/27 MURLEY.TE Office of Nu- 
clear Reactor Regulation, Dlroctor (Post 870411), 10pp 45717 342-46717.351 

-8605250204 "Slide Presentation Matl, NRC Meeting 080331, Kewaunee Nuclear Power 
Plant Steam Generator Tube Sleeve Installation " 

* Westinghouso Electric Corp, WCAP-11810 O0/O4/3O 37pp. 45717 352-45710 027 

6806030010 Notification of 000608 meeting w/ullt in Rockville, MD to discuss analysis of 
pipe support base plate designs using concrete expansion anchor bolts 
GMTTEfl.J.G Project Directorate 111-3. 80/05/24 PERKINS.K E. Project Directorate III- 
3 2pp 45725*220-45725 221 

8006030301 Informs that util 060506 response to Generic Ltr 08 03, “Steam Binding of 
Auxiliary Feedwater Pumps" satisfactory & no further action necessary 
GUTTER, J G Project Directorate 111-3, 88/05/24, HINTZ.D.C Wisconsin Public Serv- 
ice Corp 2pp 45715,177-45715*170. 

8606140195 Submits Rov AD to Drawing M-219 (piping & Inslru mental! on diagram) to 
Region III for (ile.per JG Keppler request & 10CFR50 47 .W/o encl 
HINTZ.DC Wisconsin Public Service Corp 08/06/01 Document Control Branch 
(Document Control Desk) Ip 45B18 350-45818 356 



88 DOCKETED ITEMS 


8006100064 Responds to Generic Ur 80 05, "Gone Acid Corrosion of Carbon Steel Re 
actor Pressure Boundary Components in PWR Plants " Summary of boric acfd leak 
age/ corrosion control ■& corrective actions employed at plant end. 

HINT 2,0 C Wisconsin Public Service Co/p 08/08/03 Document Control Brandi 
{Document Control Desk) 4pp 45818 125-45810 120 

0806290318 Forwards Amend 79 to License OPR-43 & safeguards evaluation Amend 
modifies Paragraph 2 C 4 of license to require compliance w/amendod physical secu 
nty plan to conform to requirements- of 10CFR73 55 

GIITTER.J G Project Directorate III 3 80/06/09 HINTZ.D.C Wisconsin Public Service 
Corp 3pp 45957 123-45957 130 

- 680620032 ? Amend 79 to License DPR 43, modifying Paragraph 2C 4 of license to re- 
quire compliance w/a mended security plan to conform lo requirements of 
1DCFR73 55 

P ERKINS, K E Project Directorate III 3 66/06/09 2pp 45957 126 46957 127 

6006290323 Safeguards evaluation fepl supporting Amend 79 to License DPR 43 

* Office of Nuclear Reactor Regulation, Director (Posl 870411) 80/06/09, 3pp 
45957 128-45957 130 

0806160103 Forwards Rev 7 lo "Operational QA Program Description " Rovs strenglh- 
on programs far ify util commitments & incorporate changes In organization Description 
of revs also end 

HINTZ.DC Wisconsin Public Service Corp 88/06/10 Document Control Branch 
(Document Control Desk) 0pp 45640 009 45940 127. 

-6806160 109 Rav 7 to "Operational OA Program Description " 

* Wisco/isrn Public Service Corp 88/06/10 31pp, 45840 097-45640 127 

8806210067 Partial response to FOIA request for documenls Forwards App D 
documents App G documents available In PDA App E documents completely withheld 
Iraf FOIA Exemption 5) 

GRIMSLEY.DH Division of Freedom of Information A Publication Sorvrces (Post 
660515) 66/06/13 MAXWELL, B Cosmos Broadcasting Corp Opp 45853 2&P 
45657 142 

<“0806210137 Discusses topics for senior mat meeting A submits partial Hating of faclll 
ties where vendor support has been problem, vendor Involved A component/lssuo of 
Interest Vrf /copyrighted mall 

GREEN MAN, EG Region 3, Qfc of the Director 00/03/09. DAVfS.A 0 Region 3, Of c 
of the Director 22pp 45057,131 45857 142 

0806210147 Provides addl fnfo re internal containment spray ay& h per NRC roauost & 
Proposed Amend 03 to Tech Specs Proposed change would ensure that Tech Spec 
prop erfy Interpreted to prevent excessive wear & tear of pumps 
HINTZ.DC Wisconsin Public Service Corp 00/06/16 Document Control Branch 
(Document Control Desk) 9pp 45909 135 45909 143 


8005270306 NRC Info Notice 00 035, "Inadequate Licensee Performed Vendor Audits" 
Svc iist end 

ROSSI.C E Division of Operational Evonls Assessment (Post 070411) 88/06/03 
Consortia ted Edison Co of New York, )nc 120pp 45790,068 45790 167 

0606100064 Responds to Generic Ltr 88 05, “Boric Acid Corrosion of Carbon Stool Ro 
actor Prossure Boundary Components In PWR Plants " Summary of boric add teak 
ago/corroslon control £ corrective actions employed at plant end 
HINTZ.DC Wisconsin Public Service Corp 08/06/03 Document Control Branch 
(Document Control Dosk) 4pp 45810 125 45018 128 

9806020047 NRC Info Notice 88 036, “Possible Sudden Loss ot RCS Inventory During 
Law Coolant Level Operation " Svc list end 

ROSSI.C E Dwislon of Operational Events Assessment (Post 070411) 88/06/00 
Consolidated Edison Co or New York, Inc 120pp 45965 152*45965 271 

0006100166 Forwards response to security open item noted in Insp Rept 50 305/68 
04 End withheld (rot 1CCFR73 21) 

HINTZ.OC, Wisconsin Public Sorvico Corp 88/06/08 Document Control Branch 
(Document Control Desk) Ip 45814 202 45814 202 

0806090301 Suppl 2 to NRC Bulletin 07-002, “Fastener Testing lo Determine Conform 
ance W/ Applicable Mall Specs ” Svc Hat end 

ROSSI.C E Divlsfon of Operational Evonls Assessment (Post 070411) 08/06/10 
Consolidated Edison Co ofNew York, Inc 12Gpp 45916 208-45916 327 

6B0Q170211 Provides addl fnfo re utif 800104 response to NRC Bulletin 85 003Emor 
gency Operaling Procedure E-0 07, “Fire in Dedicated Tire Zone” Includes provision 
for opening valve SI 9B as necessary to- maintain prossurtrer fevol 
HINTZ.D.C Wisconsin Public Service Corp 80/06/13 DAVIS, A B Region 3, Ofc cl 
the Director 2pp 45070 139-45870 HO, 

0606080025 NRC Info Nolice 86 037, “Ffow Blockage of Cooling Water to Safety Sys 
Components ” Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001 45946 125 

8006089211 NRC Bulletin 80-006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radio-graphic Exposure Device,” Svc list end 

BURNETT ,R F Division ot Safeguards & Transportation (Post 07D413) 88/06/14, 
Consolidated Edison Co of Now York, Inc 10Dpp 45935 211 45035 318 

8805090184 NRC Info Notice 88 038, "FaHuro of Undervollage Trip Attachment on GE 
Circuit Breakers ” Svc list ond 

ROSSI.C E Division of Operational Evonls Assessment (Post 870411) 88/06/16, 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 


8006290183 Forwards Woslmghouse Owners Group Notification Ltr OG-8B-21 .Identify- 
ing midloop concerns, per Generic Ltr 87 12, “Loss of RHR While RCS Partially Filled” 
& 880428 meeting agreement 

NEWTON.RA Weslmghouae Operating Plants Owners Group 8B/0G/20, 
HODGES, W. Reactor Systems Brandi 7pp 45973 338 45973 344 

6006201)144 “Kewaunee Nuclear Power Plant Cyda H Startup Rept' 1 W/ 800624 ltr 
CQcN.E D„ STE1NHARDT.C R Wisconsin Public Service Corp CQEN.ED Madison 
Gas & Electric Co 68/06/30, 42pp 45973 101 45973 232 


Q, Inspection reports* IE Bultotlna & correspondence 


8805310173 Forward3 Safety tnsp Rept 50-305/00 12 on 080401-0515 No violations 

KNOP.RC Region 3, Ofc of the Director 88/05/23 HINTZ.DC Wisconsin Public 
Service Corp. 2pp. 4571 VI 73 45711 102 

-9805310176 Insp Rept 50 305/68 12 on 880401 0515 No violations noted. Major 
areas Inspected previous insp findings, operational safety t survoilfance,malnt,onslte fol- 
lowup af events & Type BSC local teak rate testing 

DEFAYETTE.R Region 3, Ofc of the Director. 60/05/23 8pp 45711.175 45711.102. 

8606100009 Forwards Safety Insp Repl 50 305/06 13 on 000421 No violations noted 
SHAFER, W.D Region 3, Qfc ol the Dlr&clor. 09/05/25 HINTZ.DC Wisconsin Public 
Service Corp 2pp 45814 280 458 M 293. 

-8606100012 Insp Rept 50-301/80-13 on 860421.No violations noted Major areas 
inspected'BDlid redwaste & transportation activities 

PAUL, R A, GREGEfl.LR Region 3, Ofc Of the Director, 08/05/25. 6pp 45814288 
45814 293 


8805240028 NRC Info Notice 68 033, “Recant Problems Involving Model Spec 2-T Ra- 
diographic Exposure Devteo," Svc list end 

BURNETT, Ft F, Division of Safeguards 6 Transportation (Post 8704131 68/05/27. 
Consolidated Edison Co of New York, tec 120pp 45683:168 45603 277 


6605240090 Suppl 1 to NRC Info Notice 87-061, "Failure ol Westlnnhouso W-2Type 
Circuit Breaker Cell Switches " Svc list end, 

ROSSJ.C.E Division of Operational Events Assessment (Post 870411), 88/05/31, 
Consolidated Edison Co. of New York, fnc 120pp 45633 038 45883 157, 


NR D Info No tree 08 034. “Nuclear Mat! Control & Accountability q( Nonfuol 
SNM at Power Reactors/' Svc fist end 

ROSSI.C E Oivision of Operational Events Assessment (Post 87041 H 80/05/31. 
Consolidated Edison Co of Now York, fnc 122pp 45790 108-45790.308 

lns P H^P 1 50 305/68 09 on 800321-0429 No vtolalfons noted 
HARRISON, JJ Region 3, Ofc ollhe Director 88 / 05/31 HINTED C Wisconsin Public 
Service Corp 2pp 45767:327-45787338 


•6808030408 Safety Insp Rept 50 305/68 00 cn 66032 1-0429.No violations or devi- 
ations noted Major areas Ins pooled, uti) action on IE bulletins & previously Identified 
msp findings, training &, snubber functional testing, 

45787 ^'n S0N,D>H Re0 '°" 3l of 1he 0\rec\or 88/05/27. lOpp 


8006150013 NRC Bulletin 88 007. “Power Oscillotrons In BWRs “ Svc list ond 
ROSSI.C E Division of Operational Evonls Assessment (Post 670411) 80/00/16 
Consolidated Edison Co of Now York, Inc 114pp 45929 115 45929 228 

6806160106 Suppl 1 to NRC Bulletin 0B 005, “Nonconforming Mails Supplfod by Piping 
Suppftes.fnc at Folsom.NJ & West Jersey Mlg Co at Williamatown.Nj " Svc list oncl 
FtOSSLC E Division of Operational Events Assessment (Post 870411) 00/06/15. 
Consolidated Edison Co of Now York, Inc 120pp 45965 032-45965 151 

0608200051 NRC Info Notice 08 042, "Circuit Rreaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

RDSst.CE. Division ol Operational Events Assessment (Post 870411) B8/D6/2D 
Consolidated Edison Co Of Now York, Inc 109pp 45977 287-45070 033 

80062 0030B NRC Info Notice 68 043. "Solenoid Valve Problems “ Svc list ond 
ROSSI.C E, Division of Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, Inc, 123pp 45077 164-45977 200 , 


R. Periodic operating reports & related correspondence 


D0 06020060 Forwards corrections lo monthly operating rept tor Apr 1980 Mod neces- 
sary duo lo ddforenco caused by switch to daylight savings timo Corrections are Item 
2 to "Ltoll Shutdowns & Power Reductions & Items 11,10,20,21 & 22 to “OperM- 

H$4TZ,DC Wisconsin Public Service Corp. 80/05/24 Documont Control Branch 
(Documont Control Desk) Ip 45742 342-45742 346 

*-900-6020062 Corrected monthly operating rept for April 1988 
RUITER.G.H Wisconsin Public Seme© Corp 88/04/30 4pp 45742 343-45742 346 

8006150363 Monthly operating rept for May 1968 tor Kewaunee Nuclear Power 
Plan! W/ 0806 10 |lr 

RUfTER.G H, HINTZ.DC Wisconsin Public Service Corp 88/05/31 5pp 45027 091- 
45027,095 


S. Reportable occurrences. LERb & related correspondence 


8806010097 LER 80-005-00 on 800422 & 26.ESF actuations occurred during 
slartup.Caused by Inlroduction ot argon gas Into RCS during refueling outage, Gaa 
venled from par-nary sys by purging & welding procedure to bo revised W/0 00523 ftr 
NALEPKA.DS, HINfZ.DC Wisconsin Public Sorvico Corp 08/05/23 6pp. 

4569 5’268-45685 ,272 


8806090132 LER 68-000 00 on 08O5O2,pfant experienced reactor/turblne trlp.while 
operating Caused by equipment failure Wires identified as faulty replaced & setpoint 
calculator reinstalled W/0OO6D1 ltr 

LOHMAN.D C , HINTZ.DC Wisconsin Public Service Corp 08/00/01 6pp. 
45706 273-45766 277 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 



DOCKETED ITEMS 89 


F. Security, medical, emergency & fire protection plans 

8806010029 Advises that Rev a to security force training & qualification plan, transmitted 
by 8804 12 Itr consistent w/ provisions of 10CFR50 54(p) & acceptable 
MALLETT.B S Region 3, Ofc of the Director 88/05/19 LARSON.C E Northern 
States Power Co 3pp 45601 350-45601 360 

8806030080 Revised emergency plan Implementing procerfuros.lncludmg Rev 7 to F3 2, 
"Classifications of Emergencies," Rev 9 to F3-13, "Offslto Dose Calculation," Rev 1 
to F 3-13 0, "Version A Midas Dose Calculations" & tablo of contents W/800524 Itr 
FEY.FL Northern States Power Co 00/05/24 lOBpp 45716245 45717 073 

8006160296 Advises that 860412 Rev 2 to safeguards contingency plan consistent w / 
provisions of 10CFR50G4(p) & acceptable 

MALLETT.B S Region 3, Ofc of the Director 08/05/26 LARSON.C E Northern 
States Power Co 2pp 45016 308 45016 309 

6606220107 Forwards Physical Security Insp Ropts 50 202/00-07 & 50 306/08-07 on 
080523 27 & notice of violation Notico of violation & details of ropt withheld (ref 
10CFR73 21) 

MALLETT.B S Region 3, Ofc of the Diroctor 88/06/15 LARSON.C E Northern 
States Power Co 2pp 45914 315 45914 310 

*-6806220111 Partially withheld Physical Socurily Insp Ropts 50 282/00 07 a 50 306/ 
80-07 on 080523-27 (ref 10CFR73 21), Violations noted Major areas Inspected security 
plan & implementing proceduros.mgt effectlvonoss.testlng & maint & locks & keys 
FUNK.D E , BELANGER, J L , MALLETT.B S, Region 3, Ofc of the Diroctor 88/06/15 
2pp 45914 317-45914 310 


P. Operating license stage documents & correspondence 

880525021 S Provides supplemental Info to util 000422 Hr re AMSAC dosign.per QB0510 
tolcon Util will comply w/soparalion spocifiod In Section 0 7 of updated SAR 
MUSOLF.D Northern States Power Co 00/05/12 Document Control Branch (Docu 
moot Control Desk) 2pp 45606 310 45G8G 311 

8805250258 Responds to Generic Ltr 08 03 re resolution of Generic Safety Issue 93, 
"Steam Binding of Auxiliary Feedwater Pumps " Procedures established to monitor 
fluid conditions within auxiliary foodwator sys, per NRC Bulletin GO 001 
MUSOLF.D Northorn Statos Power Co 00/05/13 Office of Nuclear Reactor Regula- 
tion, Director (Post 070411) 2pp 45687 220-45687 229 

8006030099 Forwards notico of environ assessment & finding ol no significant Impact ro 
Q71103 application for amonds to Liconsoa DPR-42 & DPR -60 
DIIANNI.DC Projoct Dlroctorato 1111 00/05/23 MUSOLF.D M Northorn States 

Power Co 3pp 45725 154 45725 160 

-8806030114 Notico of environ assessment & finding of no significant Impact ro 071103 
application for amends to Llconsos DPR-42 & DPR OO.revising Tech Specs to change 
protective Instrumentation sotting for automatic roactor trip 
MULLER, DR Project Directorate III 1 80/05/23 4pp 45725 157-45725 160 

8806010177 Rosponds to Generic Ltr 08-05, "Boric Acid Corrosion of Carbon Stool Re 
actor Pressure Boundary Components In PWn Plants " Program document describing 
plant policy to Idontify & correct RCS loakego being prepared 
MUSOLF.D Northern Statos Power Co 88/05/25, Offico ol Nuclear Reactor Regula- 
tion, Director (Post 0704 11) 4pp 45710 336 45710 339 

8806130165 Forwards Amonds 03 & 76 to Llconsos DPR-42 & DPR- 50 , respectively & 
safety evaluation Amends change high flux, power range In Toch Spec 2 3 A 1 b from 
equal to or loss than 25% of rated power lo or less than 40% of rated powor 
DIIANNI.DC Project Dlroctorato Hit 00/05/31 MUSOLF.D M Northern Statos 
Power Co 3pp 45795 170 45795 190 

-8806130171 Amends 03 & 76 to Licenses DPR 42 & DPR 60, respectively, changing 
high flux, power range In Toch Spec 23 A 1,t) from equal to or less than 25% of rated 
power to equal to or toss than 40% of rated power 

MULLER.DR Project Dlroctorato II M 00/05/31 6pp 45795 101-45795 106 

-8806130177 Safoty evaluation supporting Amonds 83 & 76 to Llconsos DPR 42 & 
DPR 00 .respectively 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 00/05/31 2pp 
46795107-45795,160 

-6806130181 Notice of Issuance of Amends 83 & 76 to Lfcenses DPR-42 & DPR-60 
DHANNI.D C Project Directorate 111-1 08/05/31 2pp 45795 109 45705 190 

8806200008 Forwards F Mlraglla 000527 memo for review & requests proposod prior- 
ities for actions on project manager ropt by C O B GQ0609. 

MULLER.DR, Project Directorate ill-4 80/06/07 Project Directorate 111*1 2pp 
45830 230-45030 265 

-8806060206 Discusses updating projoct managers rept (PMR) in accordance w/new 
priority ranking sys Mods have been made so that PMR will now accept now priority 
data Old priority data will be deleted during wk of 080530 Sample data format encl 
MIRAGLIA.FJ Associate Director (or Projects (Post 87041 1) 08/05/27 Office of Nu 
clear Roactor Regulation, Diroctor (Post 070411) 3pp 45030 240 45830 242 

8800210028 Provides add! info re Implementation of Generic Ltr 03*20, Item 2 2 2, 
"Vendor Interface" 

MUSOLF.D Northern States Powor Co 08/06/ 10 Offico of Nuclear Reactor Regula 
don, Director (Post 070411) 2pp. 45904 306-45904 307 

8806290163 Forwards Westlnghouso Owners Group Notification Ltr OG 80-21 .Identify- 
ing midloop concerns, por Generic Ltr 07-12, "Loss of RHR While RCS Pari (ally Filled" 
& 880420 meeting agreement 

NEWTON.R A Wostinghouse Operating Plants Owners Group 68/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330-45973 344 


Q Inspection reports, IE Bulletins & correspondence 

0805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list encl 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 00/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 158 45683,277 


8805240090 Suppl 1 to NRC info Notice 07 061, "Failure of Wostinghouse W 2-Typo 
Circuit Breaker Cell Switches " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 08/05/31 
Consolidated Edison Co of Now Vork, Inc 120pp 45603 030 45683 157 

0805240215 NRC Info Notice 66 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 06/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 108 45790 308 

8B05270306 NRC Info Notice 60-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list encl 

ROSSI, Q E Division of Operational Events Assessment (Post 870411) BB/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068-45790 187 

8006100285 Forwards Safety Insp Ropts 50-282/88 05 & 50 306/88 05 on 080403- 
OS 14 & notico of violation 

GULDEMOND.WG Region 3, Ofc of the Director 88/06/07 LARSON.C E Northorn 
States Power Co 2pp 45863 309 45063 320, 

-8806160286 Notice of violation from insp on 880403-0514 Violation noted one of two 
paths from grid to safeguards 4kV Bus 16 not fully operational for 20 minutes & action 
not initiated to place reactor In cold shutdown 

GULDEMOND.WG Roglon 3, Ofc of the Director BB/06/03 Ip 45863 31 1- 
45863 311 

-0806160200 Insp Ropts 50 202/88 05 & 50 306/88 05 on 860403 0514 Violations 
noted Major areas inspected previa u a Insp findings, plant operational 
safety, maint, survoillanco.ESF sy9 & licensed operator training 
BURGESS.B Region 3, Ofc of the Director 08/06/01 9pp 45663 31 2 45B63 320 

BB06320047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/08 
Consolidated Edison Co ol Now York, Inc 120pp 45965 152 45965 271 

0806090301 Suppl 2 to NRC Bulletin 07 002, "Fastoner Testing lo Ootermlne Conform 
anco W/Applicabla Mat! Sobcb " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 68/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45916 327 

0006080025 NRC Info Notice 08 037, "Flow Blockage of Cooling Wafer to Safoty Sys 
Components ” Svc list encl 

ROSSt.C E Division of Operational Events Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of Now York, Inc 125pp 4594B 001-45946 125 

800600021 1 NRC Bulletin 08 000, "Actions To Be Tokon for Transportation of Model 
Spec 2-T Radiographic Exposuro Dovico " Svc list encl 

BURNEIT.RF Division of Safeguards & Transportation (Post 870413) 60/06/14 
Consolidated Edison Co of Now York, Inc lOOpp 45935 211-45935 318 

8606090194 NRC Info Notico 08 038, "Falluro of Undorvoltago Trip Attachment on GE 
Circuit Breakers " Svc list encl 

ROSSI, C,E Division of Operational Evonts Assessment (Post 870411) 60/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 120 45946 236. 

6606150013 NRC Bulletin 88 007, "Powor Oscillations In BWRs " Svc list oncl 
ROSSI, CE Division ol Operational Events Assessment (Post 070411) 06/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115 45929 22B 

8806160106 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Mafia Supplied by Piping 
Supplies,! nc at Tolsom.NJ & West Joraoy Mfg Co at WllliamsIown.NJ Svc list encf 
ROSS1.C E Division of Operational Events Assessment (Post 070411) 68/06/15 
Consolidated Edison Co or Now York, Inc 120pp 45065 032-45905 151 

8806220107 Forwards Physical Security Insp Ropts 50 282/66 07 & 50-306/68-07 on 
080523-27 & notico of violation Notice of violation & details of ropt withheld (ref 
10CFR73 21) 

MALLETT.B S Region 3, Ofc of tho Diroctor 80/06/15 LARSON, CE Northorn 
States Powor Co 2pp 45914 315 45914 318 

— BB0622011 1 Partially withhold Physical Security Insp Ropls 50 282/88 07 & 50-306/ 
60 07 an 860523 27 (ref 10CFR73 21) Violations noted Major areas inspocted security 
plan & implementing procedures, mgl effeclivonoss.teatlng & maint & locks & keys, 
FUNK.D E , CHRISTOFFER.G , GALANTI.D M Region 3, Ofc ol the Diroctor 00/06/ 
15 2pp 45914 317-45014 310 

8006280072 Advlsos that 070428 responso to 070403 request for addl info re IE Bulle- 
tin 85 003, "Motor-Operated Valvo Common Mode Failures During Plant Transients 
Due to Improper Switch Settings” acceptable 

GREENMAN.EG Region 3, Ofc ol tho Director 08/06/16 LARSON.C E Northern 
States Power Co 2pp 45962 230-45962 240 

8806200051 NRC Info Notice 88 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc list oncl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 86/06/23 
Consolidated Edison Co of New York, Inc lOOpp 45977 287-45970 033. 

860620-0306 NRC Info Notice 86 043, "Solenoid Valve Problems " Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 60/00/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164 45977 206 


R, Periodic operating reports & related correspondence 

8006100054 Monthly operating repts for May 1908 W/000606 Hr 
DUGSTAO.D, MUSOLF.D Northorn States Powor Co 80/05/31. 8pp 45014 342- 
45814 350 


V, Operator Examinations 

8806160205 Forwards Safoty Insp Ropts 50 262/80 05 & 60 306/08 05 on 680403- 
0514 & notice of violation 

GULDEMOND.WG Region 3, Ofc of tho Director 88/06/07 LARSON.C E Northern 
States Power Co 2pp, 45863 309-45663*320 
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—8806160208 Insp Rapls 00-282/88 05 & 00-306/88 OS on 880403 0514 Violations 
noted Major areas inspected previous insp finding s.plani operational 
safeMmaint.sutveillance^ESF sys A licensed operator training 
BURGESS.0 Region 3, Ofc of the Director 0B/C6/Q1 9pp 45863 312 45963 320, 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PUNT 


P. Security, medics), emergency A fire protection plans 

8808010164 Revised Vol It to "Maine Yankeo Emergency Plan " 

* Maine Yankee Atomic Power Co 88/03/17 Slpp 45BB5 199 4 5685 249 

8306090062 Revised emergency plan implementing procedures, including Rav 13 to 
250 1, “Notification ot Unusual Event 1 ’ A Rev 10 to 250 19, “Technical Support Ctr" 
SOULETTE.E T Maine Yankee Atomic Power Co 08/05/25 23pp 45763 061- 
45763060. 

8&06130004 Forwards clarification /amplification of response to Insp 50-309/88*05 Re 
spo/ise withheld (ref 10CFR73 21) 

WHITTIER, G D Maine Yankee Atomic Power Co 0B/O6/OB RUSSELL, WT R&gion I, 
Ofc of the Director. Ip 45807303 45807 303 

8006210055 Forwards Insp Rapt 50-309/00 07 on 800421 0525 No violations noted 
WIGGINS.J T Region 1, Ofc of the Director 88/06/10 RANDAZZA.J B Maine 
Yankee Atomic Power Co 2pp 45911 004-45911.015 

—0666210058 Insp Rept 50 309/88 07 on 00O421-O525No violations noted Major 
areas Inspected followup on previous Insp finding, review of spocial rapts, licensee 
evant followup, operational safety vo/ificaiJon.mainl.fiurveJIlance & physical security 
TRIPP, LE Region 1, Ofc of lha Director 80/00/10 lOpp 4591 1 006-45911 015 


P. Operating license stage documents A correspondence 

8805270131 Forwards summary of 880427 meeting re licensee planning A preparation 
lor upcoming outage A radioiogrcal controls program performance over past 3 yre 
BELLAMYS R Region 1, Ofc of the Director. 0G/05/17 RANDAZZA.JB Maine 
Yank&o Atomic Power Co, 2pp 4S0&Q 347-456B9 350, 

-8805270140 Summary rept of 890427 m&etlng w/utif in King of Pru9sia,PA ro licensee 
planning A preparation for upcoming outage & station performance in area of radiolog- 
ical controls. 

NIMITZ.RL, SHANBAKY.MM Region 1, Ofc of the Director, 00/05/16 Region 1, 
Ofc af the Director 2pp 45889 349-456Q9 350. 

8606020068 Responds to Generic Ltr 88*03 ro resolution of Generic Safety Issue 93, 
“Steam Binding of Auxiliary Feedwater Pumps 11 Procedures in place to monitor flufd 
conditions in auxilary feedwater sys & handle steam binding condition 
FRIZZLE, C D Maine Yankeo Atomic Power Co 90/06/23 Document Control Branch 
(Document Control Desk) Ppp 45733343 45733 344 

8808130319 Notification ot contract execution, Mod i,to “local Telephone Svc for 
Yankee Rowe, Vermont Yankee, Maine Yankee, Pilgrim A Soabrook Resident Sites” 
Contractor, New England Telephone Co 

DORSEY, M Contract Administration Drench FIN C-1012 00/00/01 GODY.A Region 
1. Ofc Of lha Director Ip 45795021-45765 023. 

-800B1 30325 Corrected Mod 1, restoring fund's lhat was deobligated & providing IfnaJ 
increment of funding to contract.lo “Local Telephone Svc for Yankee Rowo,Vermont 
Yankee.Maino Yankee, Pilgrim A S&abrook Resident Sites " 

* New England Boll Telephone Co FIN C 1012, 00/06/01 2pp 45795022- 
45795 023 

0006150121 Responds to NRC 000506 request for addl Info ro simulator 
certification Rev 3 io Procedure 10 340-1, "Maine Yankee Simulator Work Order,” 
also end 

WHITTIER.G.D Mama Yankoo Atomic Power Co 8 8/06/07. Document Control 
Branch (Document Control Desk), 2Q0pp 45034,348-45835 188, 

-8806150135 Rov 3 io Procedure 1 8-340-1 . “Mafno Yankee Simulator Work Order ” 

■* Maine Yankee Atomic Power Co 08/02/01 I6pp, 45635 173-45835:180, 

8806230032 Responds to Generic Ur 80 05, "Borio Acid Corrosion of Carbon Steel Re 
aclor Pressure Boundary Component In PWR Plante* 1 Util attempts to doled & 
promptly correct any RCS leakage thereby mitigating effecia of boric acid corrosion 
RANDAZZA.J B. Maine Yankee Atomic Power Co 99/06/21, Document Control 
Branch (Document Control Desk) 2pp 45942 266 45942 287, 


0. inspection reports, IE Bulletin* & correspondence 

8000020060 Responds to Generic Ltr 68 03 re resolution of Generic Safety Issue 93, 
“Steam Binding of Auxiliary Feedwater Pumps " Procedures in place to monitor fluid 
conditions In auxiliary feedwater sys & handle steam binding condition, 

FRIZZLE, C D. Mains Yankee Atomic Power Co. 88/05/23, Document Control Brandi 
(Document Control Desk) 2pp, 45733 343-45733 344 

0805240026 NRC Info Notice 89 033, “Recent Problems Involving Model Spec 2-T Ra- 
dtographic Exposure Device " Svo list end. 

BURNETT, R F Division of Safeguards & Transportation (Post 8704131 88/05/27. 
Consolidated Edison Co of New York, Inc 120pp 45683,150-45683 277, 

6805240090 Suppl 1 jo NRC Info Nolice 87-081, "Failure of Westinghouse W-2-Type 
Circuil Breaker Cell Switches " Svc fist oncJ 

ROSSI.CE, Division of Operational Events Assessment (Posl 070411) 98/05/31. 
Consolidated Edison Co of New York, Inc I20pp 45683.030 45983,157, 

WRC _ ,jlfo Notice 68 034, “Nuclear Mai) Control & Accountability of NonfuoJ 
SNM al Power Reactors " Svc list end, 

ROSSJ.CE Drvialon ot Operational Events Assessment (Post 870411). 80/05/31 
Consolidated Edison Co of Now York, Ino. 122pp. 45790 iso 45790 308 ; 

8805270306 NRC Info Notice 08 035, “Inadequate Licensee Performed Vendor Audits " 
bvc fist end 

ROSS),CE OtyfBlon Of Operational Events Assessment (Post 876411), 88/06/03 
Consolidated Edison Co of New York, Inc, 120pp 45790,068-45790 187, 


0606150400 Ack receipt of 880304 ltr informing NRC of steps taken to cor/ocl violations 
noted in Insp Rept 50 309/97*20 Violation will remain as stated 
SJQBLOM.G Region t, Ofc of the Director 00/08/07 RANDAZZA.J 8 Maine 
Van koo Atomic Power Co 2pp 45831 102-45831 112 

-8806150482 Responds to violations noted in Insp Rept 50-309/07-28 Corrective 
actions'sign has been placed In tool storage area reading, "Caution Radioactive 
Mails " 

WHITTIER.GD Maine Yankee Atomic Power Co 88/03/04, RUSSELL, W T Region 1, 
Ofc of lha Director. Ppp 46831 104 45831 112 

8806020047 NRC Info Notice 89 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Level Operation *’ Svc list one) 

ROSSI, CE Division of Operational Events Assessmoni (Post 070411), 88/06/06 
Consolidated Edison Co of New York, Inc 120pp 45965*152-45965 271 

8006130004 Forwards clanficaiion/amplificatlon of response to Insp 60*309/89 05 Ro 
sponso withhold (ref 10CFR73 21) 

WHITTIER, G D Maine Yankee Atomic Power Co GB/06/0B RUSSELL, W.T. Region 1, 
Ofc of tho Director Ip 45007 303 45007 303 

8006190447 Ack receipt of 871210 Hr informing NRC of steps taken to correct violations 
noted in Insp Rep) 50*309/87*16 

JOHNSTON,WV Region 1, Ofc of the Director 88/00/09 RANDAZZA.J B, Maine 
Yankee Atomic Power Co 2pp 46841 323-45841:329 

8806090301 Suppl 2 to NRC Bulldm 87 002, "Fastener Testing to Determine Conform 
anco W /Applicable Mat! Specs " Svc fist end 

ROSSI, Ct Division of Operational Events Assessment (Post 870411). 89/08/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208*46016 327 

0806210055 Forwards Insp Repl 50-309/08 07 on 880421 0526 No violations noted 
WIGGINS.J T Region 1, Ofc of the Director. 08/08/10, RANDAZZA.J.B Mama 
Yankee Atomic Power Co 2pp 45911 004-45911,015 

-8006210058 Insp Rept 50 309/88 07 on 880421 0525.No violations noted MajOf 
oroas inspected followup on previous Insp finding, rovtew of special repts, licensee 
event followup, operational safety verification.malnl.survoillanco & physical security 
TRIPP, L e Region 1, Ofc of Iho Director 08/06/10, 10pp, 45011.006-46911 OlS. 

0006080025 NRC Info Nollce 80-037, "Flow Blockago of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI, CE Division of Oporatlonal Events Assossmonl (Post 870411) 08/06/M 
Consolidated Edison Co of Now York, Inc, 125pp 46948,001-46946.125 

6806080211 NRC Bulletin 89 006, “Actions To Be Taken for Transportation of Mwft)l 
Spec 2 T Radiographic Exposure Device " Svc (1st and. 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 88/06/14 
Consolidated Edison. Co of New York, !nc 10Bpp 45035 211-45936 318. 

8006090194 NRC fnfo Notice 88 038, 'Talfure of UndorvolteQo Trip Attachment on GE 
Circuit Breakers '• Svc list and 

ROS-5l.CE Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co, of New York, Inc Itlpp, 45946 126 45940:236 

0806150013 NRC Bulletin 98-007, "Power Oscillations In BWRs " Svc list end 
ROSSI, CE Division ot Operational Events Assessmoni (Post 870411) 80/06/15 
Consolidated Edison Co of Now York, Inc 1l4pp, 45929.115-45920 228. 

8006160188 Suppl 1 to NRC Bulletin 88 005, “Nonconforming MatJs Supplied by Piping 
Suppliers, Inc at Fol$om,NJ & We 9 1 Jersey Mfg Co at Wjlflemstown,NJ Svc list oncf 
ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 80/00/15 
Consolidated Edison Co, of New York, Inc 120pp, 45965,032-46905 151. 

9006200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due lo Loose Charging 
Spring Motor Mounting Bolts " Svc list and 

flOSSI.C.E Division of Operational Events Assessment (Post 870411) 08/00/23 
Consolidated Edison Co Of New York, Inc 108pp, 45977.287-45970 033 

0866200306 NRC fnfo Notice 08 043, "Solenoid Valve Problems," Svc list oncf 
ROSSI, C,E Division of Oporatlonal Events Assessment (Post 870411). 88/06/23 
Consolidated Edison Co of Now York, Inc 123pp, 45977 164 45977‘2B8. 


FT Periodic operating reports & related correspondence 

0805250162 "Annual Rept of Facility Changes & Relief 4 Safety Volvo Failures S, Chfll 
fences for 1087." W/8 80506 ltr 

WHJTTlEft.G D Maine Yankeo Atomic Power Co 87/12/31, 39pp 45675 082 
45 876 1 DO, 

0806220022 Monthly operating rept for May 1988 for Maine Yankee. W/8B0613 ltr. 
RIVARD, DA„ WHITTJER.GD Maine Yankee Atomic Power Co. 08/05/31 6pp 
45609 229-45909 234 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8006130073 Advises of revised Implementation date for hardware mods re LERs 87 009 
& 87-010, per 071126 commitnnsnt Wrap conduit In upper electrical penetration area 
completed for Unit 1 during recent outage 

MILTENBERGER.S. Public Service Electric & Gas Co of New Jersey. 88/05/20. Doc- 
ument Control Branch (Documonl Control Desk), 2pp 4581 7:241-4601 7'242 

8808090100 Forwards FEMA a Region IJI final exercise rept of 870909 exerefse of 
State ot DE offsite radiological emergency preparedness plans site specific to Artificial 
Island Generating Station 

KRIMM.RW Federal Emergency Management Agency 88/05/27 STOHR.J P DM 
alon of Radial Ion Protection & Emergency Preparedness (Post 870411). Ip 
45801 022-45801 ,066, 
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-S0O6O9O114 "FEMA & Regional Assistance Committee Region III Exercise Evaluation 
Rapt " 

' Federal Emergency Managomont Agoncy 08/05/12 43pp 45801 023-45801 066 

6BOS130075 Forwards SALP Repts 50 272/86 99 A 50-311/86-99 lor Oct 1900 Dec 
1987 & 50 354/86 99 (or 061201 800115 

RUSSELL, W.T Region 1, Ofc ol the Director 00/06/02 MILTENBERGER.S Public 
Service Co of Colorado 3pp 45005 257 45006 047 

-8S06130090 Forwards response to SALP repls.por request mado during 0GD414 
meeting Sys engineer function & responsibilities should be clarified 
MILTENBERGER.S Public Servlco Eleclnc & Gas Co of New Jersey 00/05/25 
RUSSELL, W T Region 1, Ofc of Iho Director 15pp 45805 260 45006 047 

0806220142 Change pages for Rev 4 to Artificial Island emergency plan 
' Public Service Electric A Gas Co of Now Jersey 00/06/10 63pp 45007 202* 
45887 354 

6606220203 Revised Artificial Island emergency plan administrative procedures, including 
Rev 1 to EPIP 1003, "Revlow A Approval of Plan/Procedures/ECG" & Rev 3 to EPIP 
1006, "Emorgency Equipment Inventory Radiation Protection " 

B-URGIN.D Public Service Electric & Gas Co of Now Jersoy 00/06/10 95pp 
45869 135 45860 229 


6806220285 Changes pagos for Rov 18 to evont classification guide 
' Public Service Etectric & Gas Co of Now Jersey 06/00/10 205pp 45B6B 100 
45869 028 

6B 08230020 Revised emergency plan implementing procedures, Including Rev 2 to EPIP 
105S, "Protective Action Recommendations," Rev 4 to EPIP 202S, "Operations Sup- 
port Clr Activation A Operations" & Rov 4 to EPIP 204S, "Emergoncy Response " 
1 Public Service Electric & Gas Co of Now Jersey 08/06/10 200pp 45906 007* 
45906 320 

8808240045 Revised emorgency plan Implementing procedures, Including Rov 3 to 
EPJP 404, "Protective Action Recommendations," Rov 4 lo EPIP 603, "Field Monitor- 
ing" & Rov 5 to table of contents 

' Public Service Electric & Gas Co ol Now Jersey 08/06/10 04pp 45910 251* 
45910 334 


J, Insurance & Indemnity Information 


8808100243 Forwards Endorsement 159 to NELIA Policy NF-IOO.Endorsoment 140 to 
MAELU Policy MF 29, Endorsement 01 to NELtA Policy NF-195, Endorsement 64 to 
MAELU Policy Mr-91 .Endorsement 106 to NELtA Policy NF 161 & Endorsement 89 
MAELU Policy MF-46 

O’CONNOR, 6 J Marsh A McLennan, Inc 00/06/01 DINITZ.I Offico of Nuclear Re 
actor Regulation, Director (Post 070411) 19pp 45791.030 45701 040 


P. Operating license stage documents & correspondence 

8809030084 Forwards Amond 57 to License DPR-75 A safoty evaluation Amond re 
vises Tech Spec 3/4,0 3 to avoid facility shutdown as result of Jack of backup over 
current protection for 36 containment electrical penetrations 

ROGER, BA, Assistant Director tor Region I Reactors 80/05/20 MILTENBERGER.S 
Public Service Electric & Gas Co of Now Jersey 3pp 45725 142 45725 153 

—8806030089 Amend 57 to Liconso DPR-75, revising Tech Spec 3/4 8 3 to avoid facility 
shutdown as result of lack of backup ovarcurrent protection for 30 containment oloc 
1r leal penetrations 

ROGER, BA Assistant Director for Region I Reactors 88/05/20 5pp 45725,145 
45726 149 

-8806030094 Safoty evaluation supporting Amond 57 to License DPR-75, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) C0/O5/2O 4pp 
45725 150*45725 153 

8806130073 Advlsos of revised implementation dato (or hardware mods ro LERs 87-009 
A 87-010, per 071125 commitment Wrap conduit in upper electrical ponetration area 
completed for Unit 1 during recant outage 

MILTENBERGER.S Public Servlco Electric A Gas Co of Now Jersoy 88/05/20. Doc- 
ument Control Branch (Document Control Desk) 2pp, 45817,241*45817 242 

6806060066 Responds to Generic Ltr 88-05 re boric acid corrosion of carbon steel ro 
actor pressure boundary components. Improvements & program for assuring that in 
tearlty of reactor coolant pressure boundary maintained end 

MILTENBERGER.S Public Service Electric A Gas Co of New Jersey, 88/05/27 Doc- 
ument Control Branch (Document Control Desk) 9pp 45769 313 45769 321 

6606090221 Responds to Generic Ltr 08*03 re steam binding of auxiliary feedwater 
pumps Periodic Insp Procoduro PI/S-AF 3, "Auxiliary Feedwater Backleokago" In 
place for Identification of conditions leading to steam binding 

MILTENBERGER.S Public Service Electric A Gas Co of New Jersoy 80/05/27 Doc- 
ument Control Branch (Document Control Desk) 4pp, 45814 207 45014 210 

6606240247 Forwards Pagos 3/4 5 7 A 3/4 5*9 of Units 1 A 2 Toch Specs, 
respectively, per 880128 request for correction of Amends 03 A 55 to Licenses DPR- 
70 A DPR -7 5, respectively Correction Involved min refueling water storage tank vo) 
FISCHER, DC Project Directorate I 2 00/06/15 MILTENBERGER.S Public Service 
Electric A Gas Co of New Jersoy 2pp 45916 351-45916 354 

-8006240251 Corrected Pages 3/4 5 7 A 3/4 5-9 for Amends 83 A 55 to Licenses 
DPR-70 A DPR -75, re spec lively Correction Involved min refueling water storage tank 
vol 

• NRC - No Detailed Affiliation Given 88/06/15 2pp 45916 353 4591 G 354 

8008290163 Forwards Westinghouse Owners Group Notification Ltr OG 0B 21 .identify- 
ing midloop concerns, per Generic Ltr 07-12, "Loss of RHR Wliilo RCS Partially Filled’ 1 
A 080428 meeting agreement 

NEWTON, R A Westinghouse Operating Plants Owners Group 88/06/20 

HODGES, W Reactor Systems Branch 7pp 45973 338-45973 344 


CL Inspection reports, IE Bulletins & correspondence 


6605250153 Forwards response to request for add! Info re IE Bulletin 85-003, "Motor- 
Operated Valvo Common Mode Failures During Plant Transients Duo to Improper 
Switch Settings " 

MILTENBERGER.S Public Service Electric A Gas Co ol Now Jersey 00/05/23 Doc- 
ument Control Branch (Document Control Desk) 15pp 45687 269 45687 283 

8006010167 Forwards Safety Insp Ropts 50-272/88 11 A 60 311/88 11 on 800322- 
0502 No violations noted Deficiencies noted re program implementation that may be 
Indicative ol Inadequate supervisory oversight of plant activites 
WENZINGER.E.C Region 1, Ofc of the Director 80/05/23 MILTENBERGER.S 
Public Service Electric A Gas Co of New Jersey 2pp 45733 223 45733 239 

-8806010170 Insp Repts 50-272/08 1 1 A 50 311/80-11 on 880322 0502 No violations 
noted Deficiencies identified Major areas inspected followup on outstanding Insp 
items, operational safety verification & assurance of quality malnt 
SWETUND.PD Region 1, Ofc of the Director 88/05/23 15pp. 45733 225 
45733 239 


8805240020 NRC Info Notice 00 033, "Recent Probloms Involving Model Spec 2-T Ra 
diogrophic Exposure Devico " Svc fist end 

BURNETT.RF Division of Safeguards A Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 158-45603 277 

8806090221 Responds to Generic Ltr 08 03 re steam binding of auxiliary feedwater 
pumps Periodic Insp Procedure PI/SAF-3, "Auxiliary Feedwator Backleakago" in 
place for Identification of conditions leading to steam binding 
MILTENBERGER.S Public Service Electric A Gas Co of Now Jersoy 08/05/27 Doc 
ument Control Branch (Document Control Desk) 4pp 45814 207 45814 210 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westinghouse W*2*Typo 
Circuit Breaker Cell Switchos " Svc fist oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co, of New York, Inc 120pp 45683 036 45603 157 

0805240215 NRC Info Notice 00 034, "Nucloar Mall Control A Accountability of Nonfuol 
SNM at Power Reactors M Svc fist oncl 

ROSSI.CE Division ol Operational Events Assossmont (Po9t 070411) 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 100 45790 30B 

0806130075 Forwards SALP Repts 50-272/86 99 A 50 311/06 99 for Oct 1986 Doc 
1087 A 50 354/06-09 for 001201-000116 

RUSSELL, WT Region 1, Ofc of the Director 88/06/02 MILTENBERGER.S Public 
Servlco Co of Colorado 3pp 45B05 257 45006 047 

--8006130000 Forwards response lo SALP repts, por request mado during 000414 
meeting Sys engineer function A responsibilities should bo clarified A detailed plan for 
Improvement of lab QA/QC prepared 

MILTENBERGER.S, Public Service Eloctrlc A Gas Co of Now Jersoy 00/05/25, 
RUSSELL.W.T Region 1, Ofc of Iho Director 15pp 45005 260-45006047 

8005270306 NRC Into Notice 80 035, "inadequate Licensee Performed Vendor Audits" 
Svc list end, 

ROSSI.CE Division of Operational Events Assossmont (Post 870411) 88/00/03 
Consolidated Edison Co, of Now York, Inc 120pp 45790 000 45790 107 

8806020047 NRC Info Notlco 08 036. "Possible Sudden Loss of RCS Invontory During 
Low Coolant Level Operation," Svc fist end 

ROSSI.CE Division of Operational Events Assossmont (Post 070411), 00/06/08 
Consolidated Edison Co of New York, Inc. 120pp 45065.152-45065 271. 

8006090301 Suppl 2 to NRC Bulletin 07-002, "Fo9toner Testing to Determine Conform 
anco W/Appllcabte Mall Spoc9 " Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Posl 870411) 00/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916*208 45916*327. 

8006080025 NRC Info Notice 00 037, "Flow Blockage of Cooling Water lo Safety Sy9 
Components M Svc list end, 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411), 88/06/14 
Consolidated Edison Co. of New York, Inc 125pp 45946 001-45946 125 

8806090211 NRC Bullotin 88-006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl. 

BURNETT, R,r Division of Safeguards A Transportation (Post 870413) 08/06/14, 
Consolidated Edison Co of New York, Inc 100pp 46936 211-45935 318. 

8006090194 NRC Info Notice 00 030, "Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers ” Svc list end 

ROSSI.CE Division of Operational Evonts Assossmont (Posl 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45946*126 45946 236 

00081 5001 3 NRC Bulletin 80 007, "Power Oscillations in BWRs" Svc list oncl 
ROSSI.CE Division of Operational Events Assossmenl (Post 870411), 00/06/15, 
Consolidated Edison Co of New York, Inc. 114pp 45929,115 45929,220. 

0806160166 Suppl 1 to NRC Bulletin 80-005, "Nonconforming Malls Supplied by Piping 
Sup plies, Inc at Folsom, NJ A West Jersoy Mfg Co at Williamstown.NJ Svc list encl 
ROSSI.CE Division of Operational Events Assossmenl (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965*032-45905 151, 

0806270149 First partial response to FOIA request for documents Forwards Apps B A 
C documents Documents available in PDR App A documents also available In 
PDH,App9 D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion encl 

GRIMSLEY.DH, Division of Rules & Records (870413-080514) 08/06/15. BOLEY.K 
Public Clllzen's Critical Mass Energy Project 24pp 45990.200 45998,350, 

-8806280286 Forwards proposed SALP evaluation for period from 861001-871220 Eval- 
uation based on insps A examiner reviews conducted during SALP period, 

KELLER, B, GALLO, R Region 1. Ofc of the Director 87/12/29 WENZINGER.E 
Region 1, Ofc of Ihe Director, 1 1 pp 45999 120*45999*130 
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6685200851 NRC Info Notice 80-042. "Circurl Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts'’ Svc list enc! 

ROSSI,CE Division of Operational Events Assossmenl (Post 070411) 88/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 287 45078 033 

8806200308 NFJC Info Nolice 88 043, “Solenoid Valve Problems/' Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co or New York, Inc 123pp 45977164-45977 286 


R. Periodic operating reports & related correspondence 

0005310035 ”1987 Annual Non radiologies I Environ Operating Rept ” W/ 880523 Itr 
MILTENBERGEfl.S Rubric Service Electric & Gas Co of New Jersey 87/12/31 
1 9pp 45694 263 45694 281 

8808230104 Manthrv opemtlng red for Way 1906 for Salem Unit 2 V// 000614 Hr 
WHITE, P, ZUPKO.J M Public Ssfvrce Efeclrrc & Gas Co of New Jersey 80/05/31 
Itpp 45926 238 4592$ 248 

8006210108 Forwards “Discharge Monitoring flept for May 1988” & corroded page to 
rept for Apr 1088 Exclusion explanalions end 

' TREJOJ Public Service Electric & Gas Co of New Jersey 88/06/10 CAPORALE.G 
New Jersey, State of 3pp 459T4 076 45914 102 

-*8006210109 "Discharge Monitoring Ropl for May i960 ” 

TREJO.J, DO LAN, Ft J Public Service Electric & Ghs Co of Now Jersey 00/05/31 
23pp 45914 079 45914*100 


8 0060 10 080 Revised emergency plan implementing proceduresjncluding Rev 2 to EPIP 
5300, “Activation & Operation of Operations Support Ctr” & Rov 3 to EPIP 5345, 
"Onsite Out Of Plant Radiological Monitoring & Environ Sampling " 

* Sacramento Municipal Utility District 8B/05/1Q 4!pp 45701 014 45701 054 

8806020295 Advises that OBO210 Rev 1 to emergency plan moots sttfs ol 
10CFR50 47(b) & App E & acceplablo 

FISH.RF Region 5, Ofc of the Director 08/05/27 ANDOGNINI,C Sacramento Mu 
nlcipai Utility District 2pp 45713331 45713 332 

68061401 15 Submils hourly mot eoro log real dala for first Ounrtor 1980, per Section 40 
of Commission Jul 1907 safety evaluation of onsite motoo role deal program Tape pro 
pared in recommended format in App A of Section 2 3 3 of NUREG 0800, Rov 2 
CROLG Y,B G Sacramento Municipal Utility District 00/06/06 Offico ol Nucloor Roac 
tor Regulation, Director (Post 870411), 2pp 45019 173 45819 174 

8806160240 Revised emorgency plan Implementing procedures, including Rev 2 to EPIP* 
5320, "Silo Evacualion/fcnrly Dismissal" & Rov I to EPIP 5430, “Control Room Dose 
Calculation " 

* Sacramento Municipal Ufiiiiy Dislricf 00/06/07 71pp 45842 020*45842 090 

8806270337 Ack receipt of 0B0526 Hr transmilting scopo & objectives for I960 annual 
emergency plan eve rcl so Objectives reviewod & found appropriate by NRC & FEMA 
nSH.R F Region 5, Ofc of the Director 88/00/17 ANDOGNINI.C Sacramento Mu 
nicrpal Utility District Ip 45936 001*45936 001 


H. General correspondence 


-8806210110 Corrected page to "Discharga Monitoring Ropt for Apr 1900," consisting 
of final sewage treatment 

* Public Service Electric & Gas Co of New Jersey CB/06/10 Ip 45914 101 
45914 102 


S. Reportable occurrences, LERn & related correspondence 

8806020181 LER 80*007*00 on 000 4 2 2. reactor trip occurred duo to turbine trip as result 
of steam gen orator hlfii level Caused by electro hydraulic control (EHC) equipment 
problems EMC rate amplifier card replaced & successfully lasted W/08Q52O Hr 
POLLACK, M J , ZUPKO.J W Public Service Electric & Gas Co of New Jersoy 80/05/ 
20 5pp 46696 104 45896108 

8886010064 LER 88 008 00 on 00O426,discovered that vulva 2FP147 not 
surveyed Caused by personnel error Procedure revised to address requirement to sur 
veJII tho 2FP147 vafvo & 2FP14B check valve at same tirna W/8G0525 Itr 
POLLACK, M J , ZUPKO.J M Public Service Electric 4 Gas Co of Now Jersey 86/05/ 
25, 5pp 45683 351*45603 355 

06CCO9OO4O LER 88 010 00 on OB 05 19, discovered that diesel generator area cardox fire 
suppression ays PE relay may nol be Class IE selsmlcally qualified Caused by inad- 
equate design Procedure mods made ro resetting relay W/000531 ftr 
POLLACK, M J . ZUPKO.J M Public Service Electric & Gas Co of New Jersey 0B/O5/ 
31 4pp 45771 027*45771 030 

6806000130 t.ER 60-009*00 on 80O513,roacter trip occurrodCauaed by Control Rod 
1D3 drop resulllng in nagalive rate Inp Tosling for probable causes □( control rod drop 
completed W/880531 Hr 

POLLACK, M J , ZUPKO.J M Public Service Electric & Gas Co. of Now Jersey 06/05/ 
31 . 5pp 45766 079 45766 083 

8808140461 LER 08*010 00 on 000509, identified that for 37 electrical circuits penelrat 
Ing containment, backup overcurrent protection device would not operate Causod by 
inadequate dosfan review Detailed calculation prepared W/ 080600 Itr 
DODSON.D, ZUPKO.J M, Public Service Electric & Gas Co of New Jersey 08/00/ 
08 5pp 45800 205 45800 209 

6006220347 LER 88 01 1 00 on 800523, Tech Spec Survoiflanco 4 7 10 1 1c fato duo to 
Inadequate communications between nuclear lira dept supervision & stalfcm mglLtr 
Issued to elation supervision addressing adequate communications, W/0BO614 Itr 
POLLACK.M J , 2UPK0 t J M Public Sorvfco Electric & Gas Co at New Jersey 80/06/ 
14 5pp 45069 105*45869 109 


V. Operator Examinations 


8805130142 Informs Commission of status of program revs lo NRC administration of 
roqij allocation exams required under 10CFR55 57. 

STEUO.V Ofc of the Executive Director for Operations SECV 86*105 00/04/15 
51 pp 45714 047 46714,097 


8806130075 Forwards SALP Repts 50 272785*99 & 60-311/86 99 for Oct 19G8 • Dec 
1987 & 50-354/66 99 for 861201*880116 


RUSSELL, W.T Region 1. Ofc of the Director 08/06/02 MILTENPERGER.S Public 
SeiviceCo o( Colorado 3pp 45805 257-45806 047 


“8806130080 Forwards response to SALP repte.por request made during 000414 
mealing Sys onaineer function & responsibilities should be clarified 
S.’klSi? 1 iS5 E H ,S P^fre Service Electric & Gas Co of New Jersey 08/05/25 
RUSSELL, WT. Region 1. Ofc of the Director I5pp 45605 260 45006047 


OOCKET 58-312 RANCHO SECO NUCLEAR GENERATING STATION 


f% Security, medical, emergency & fire protection pJans 

m S?uu 6 Bl2ir£ , 2'n d l lnsp os 8BM0 « 0325 4 nolica of violalc 

ZIMMERMAN.RP Region 5. Ofc of Ihe Director 88/05/10. ANDOGNJN/.GC Sflcn 
menlo Municipal Ul% District 2pp 457 02' 032 45702 114. 

“8805200311 lnsp Rept 50 312/88 05 ci> 880204 0320 Violaiions noted Major mz 
inspected operational safety verification, malm, surveiilanca.secuuty & health physic 
routine modules & followup items. 

2 0pp ^5 70200 0 1 4 J “ QL;ALLS ‘ PM n °Q Jon 5 - 0fc of 1ho Director 8B/05/J 


0006300200 Responds to 680520 Itr requesting comment on concerns expressed by 
Constituent B Mollor in 800516 Hr re radioactive liquid releases from subj plant No 
safety concerns exist at plant to change staff conclusions 

STELLO.V Ofc of Iho Executive Director for Operations 88/06/20 CRANSTGNA 
Senate 5pp, 45977 031 45977 061 

“5806300284 Requests* comments on end B Mollcr SfiOblO Itr ro radioactive water ro 
lease from sub[ plant 

CRANSTON ,A Senate BG/05/20 NRC No Detailed Affiliation Given Opp 
45977 030 45977 061 


J, Insurance & Indemnity fnformatfon 

0806020131 Forwards Endorsement 77 to MAELU Policy MT-75 & Endorsement 09 lo 
NELIA Policy NF 212 

CRUNK, S L Sacramento Municipal Utility Oistncl BB/05/26 Offico of Nucloar Roac 
lor Regulation, Director (Post 070411) 5pp 45716 027 45716 031 


P. Operating license atago documents A correspondence 


8005240162 Advise* Inal util nol currently pursuing wind tunnol tostiny to verily accopl 
ability of currenl outside air Intake localions for conlrol room/TSC HVAC sys Further 
action on hold ponding transmittal of improved method info 

ANDOGNINI.GC Sacramonto Municipal Utility District 05/05/17 Document Control 
Branch (Document Control Desk) 2pp 45606 132 45606 133 

0885250394 Providos supplemental response to Generic Ltr 06 04, “‘Policy Statement 
On Engineering Expertise On Shift " Position for education oqmvnloncy w/rospecl 10 
operations technical advisors lislod 

ANDOGNiNI.GC Sacramonto Municipal Utility District 0G/O5/ 17 Documonl Control 
Branch (Documonl Control Desk) 2pp 45606 239 45606 240 

8805260128 Forwards "Assessment of Control Room Habilnblilty Glvon Postulated 
Onsiio Reloaso of 20 Weight Percent Aqueous Ammonia, per NUREG'l206,Suppl 1 
commitment 

ANDOGNINI.GC Sacramonto Municipal Utility District 00/05/19 Offico of Nucloar 
Reactor RoguJalion, Director (Post 0704ft) Ip 45692 213 45692 222 

'•Q0O6O2OO61 ‘‘Assoagment of Control Room Habitability Given Postulated Onsite Ro 
Jeaso of 20 Weight Percent Aquuous Ammonia " 

* Sacramento Municipal Utility Distncl 80/05/31 9pp 45692 214-45692 222 

6B06010292 Responds to Generic Ur 08 03 re Generic Issuo 93, “Steam Binding of 
Auxiliary Feedwater Pumps." Verified lhal procedures remain in place lo monitor fluid 
condillons wdhrn auxiliary feedwater sys each shift 

ANDOGNINI.G C Sacramonto Municipal Utility Dislrlct 08/05/25 Document Conlrol 
Branch (Document Control Desk) 2pp 45711 360 45711 361 

88O0020007 Discusses authorization of safety performance improvement program imple 
mentation schedule transmittal U til authorizes B&W Owners Group to submit rocom 
mo/idation tracking ays ropt to NRC by 8Q0721 

ANDOGNfNI.G C Sacramento Municipal Utility District 08/05/27 Office of Nuclear 
Reactor Rogulalion, Director (Post 07041 1) Ip 45734 031 45734 031 

0006090312 Responds to Generic Ltr 00 05, "Boric Acid Corrosion of Carbon Steel Re 
actor Pressure Boundary Components In PWR Plants,” Including actions taker? to ma 
tonally & pro ccdurally rocfuco effects effect of corrosion 

ANDOGNINI.G.C Sacramento Municipal Utility District G0/OG/O1 Office of Nuclear 
Reactor Regulation, Director (Post 070411) 6pp 45798 267*45790 292 

8806160406 Advises that util 800525 response to Generic Llr 80 03, “Steam Binding -of 
Auxiliary Feedwater Pumps" confirmed that necessary procedures in place Response 
to generic llr satisfactory & no further action necessary 

KALMAN.G Project Directorate V. 00/06/08 ANDOGNINI.G C Sacramento Municipal 
Utility District 4pp 45023 203 45323 206 

8806220212 Forwards SERs accepting util 031104,1005,0523 & 0420 responses to Ge- 
neric Ltr 83 20 .Paris 1 & 2 of Hem 2 1 

KNIGHTON , G W Propel Directorate V 00/06/08 ANDOGNINI.G C Sacramento Mu 
nlcipai Utility District 3pp 45095 146 45095 155 

-8806220229 SER supporting util responses to Generic Ltr 83 28,ftem 2 1 (Part 1) re 
equipment classification (reactor Inp sys components) 

1 Office of Nucloar Reactor Regulation, Director (Post 870411) 88/06/08 4pp 
45895 149 46095152 
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*■8806220331 SER accepting util response to Gononc Ur 03-20,110171 2 1 (Part 2) re 
vendor interface programs (reactor trip sys) 

* Office of Nuclear Reactor Regulation. Director (Post 070411) 00/06/08 3pp 
45Q95 153 45895 155 

8006210096 Rev O.SuppI 2 to proposed Amend 159 to License OPR-54.making minor 
corrections to Tech Spec Table 3 5 5-1, "Accident Monitoring Inslrumentalionjlems 5 
& 14," & Table 4 1-1, Items 65 & 92 & adding second note to Table 4 1-1, Item 80 
ANDOGNINl.C G Sacramento Municipal Utility Dotrlct 08/06/14 Office of Nuclear 
Reactor Regulation. Director (Post 870411) 3pp 45905 001-45905 016 

--8606210104 Proposed Tech Specs making minor corrections to Tnblo 3 55 1, “Acci 
dont Monitoring Instrumentatlon.ltoms 5 & 14 & Table 4 1-1 Items 65 & G2 " & adding 
second note to Table 4 1-1 ,ltom 80 

* Sacramento Municipal Utility District 80/06/14 13pp 45905 004-45905 016, 

8606220091 Forwards action plan addressing reactor coolant pump C (RCP) gasket 
leakage & RCP stud Integrity Action plan contains acceptance criteria for continued 
use of RCP C studs & associated schedules & illustrations 

ANDOGNfNI.GC Sacramento Municipal Utility District 88/06/15 Office of Nucloar 
Reactor Regulation, Director (Post 070411) 1 Spp 45916 192-45916 207, 

6008210030 Clarities info provided in end util response to State of CA resident request 
lor Info on RT NDT & RT PTS value 

FIRLIT.JF Sacramento Municipal Utility District, 80/06/17 Oftico of Nucloar Reactor 
Regulation, Director (Post 070411) 6pp 45904 286 45904 291 


CL Inspection reports, IE Bulletins & correspondence 

0005260299 Forwards Insp Ropl 50 312/88-05 on 880204-0329 & nolico of violation 
ZIMMERMAN, R,P Region 5, Ofc of the Director 80/05/10 ANDOGNINI.G C Sacra 
mento Municipal Utility District 2pp 45702 002-45702 114 

“8805200309 Notice of violation from insp on 080204-0329 Violation noted failure of A2 
dlesol generator to hot start automatically after receiving control room signal during 
testprocoduronotconsidorodnonconformlng 

ZIMMERMAN, RP Region 5, Ofc of the Director 08/05/10 2pp 45702,084 
45702 085 

-8805260311 Insp Ropt 50-312/80 05 on 800204-0329 Violations noted Major areas 
Inspected, operational safety verification, malnt, surveillance, security & hoalth physics 
routine modules & followup items 

D’ANGELO, A J , MYERS, C J , QUALLS, P M Region 5, Ofc of tho Director, 08/05/10 
29pp 45702 006 45702 114 

0805260330 Forwards Insp Rept 50-312/00-13 on 080404-00 & notice of violation 
WENSLAWSKI.FA Region 5, Ofc of the Director 88/05/10 ANDOGNINI.G C Sacra- 
mento Municipal Utility District 2pp 45701,153*45701,165 

-8805280333 Notice of violation from insp on 800404 00 Violation noted llconsao did 
not maintain on file Spec 7A nackago certification for radioactive matl transported In 

e ackago on public highways of Stale of CA 

/ENSLAWSKI.F A Region 5, Ofc of tho Director 00/05/10 2pp 45701 165- 
45701 150 

—0005260334 Insp Hopt 50 312/08 13 on 800404-08 & 19 Violations noted Major aroa9 
Inspected action on previous Insp findings, solid wastes, transporlation & facility lours, 
CILLIS.M , HOOKER, C A , YUHAS.G P Region 5, Ofc of tho Director 88/05/10 9pp 
45701,157-45701 165 

Q8060B02G5 Forwards Insp Rept 50 312/00-14 on 880425-20 No violations noted 
ZIMMERMAN, R Region 5, Ofc of tho Director 08/05/19, ANDOGNINI.G.C Sacra- 
mento Municipal Utility District 2pp 46774 310 45774 350 

-8606080266 Insp Ropt 50 312/88 14 on 080425 28 No violations or deviations 
noted Major areas Inspected licensee plans for coping w/strlkos & nonlicensod staff 
training Specific weaknesses In licensee program observed 

ANG.WP, MILLER, L Roglon 5, Ofc of the Director 00/05/10 Opp 45774 350- 
45774 358 

0606100181 Forwards Insp Rept 50-312/00 12 on 800330-0502 & notice of violation 
ZIMMERMAN, R Roglon 4, Ofc of tho Director 88/05/23 ANDOGNINI,G C Sacra 
mento Municipal Utility District 2pp 45814,205 45014 273 

—8006100165 Notice of violation from Insp on 880330 0502 Violation nolod control room 
HVAC ays actuated & not ro ported to NRC within 4 h, 

ZIMMERMAN, R P Region 4, Ofc of tho Director 88/05/23 Ip 45814 267- 
45814 267 

--8D061001B9 Insp Rept 50-312/08-12 on 880330 0502 Violations noted Major areas 
inspected operational safety verification, maint, surveillance & followup items 
MILLER, L F , MYERS.CJ, QUALLS, P M Region 4, Ofc of the Director, 00/05/23 
6pp 46814 260-45814,273, 

0805310336 Ack receipt of 880420 Hr Informing NRC of steps taken to correct violations 
noted In Insp Rept 50-312/87-44 

ZIMMERMAN, fl P Region 5, Ofc of tho Director 88/05/25 ANDOGNINI.G.C Sacra- 
mento Municipal Utility District tp 46719 240-45719.244 

“8B05310347 Responds to NRC 080325 Itr re violations noted In Insp Rept 60 312/87- 
44 Corrective actions util initiated atlernativo "Nonconforming Matl Control,” allowing 
quality engineer to close nonconformance rept if required actions completo 
ANDOGNfNI.GC, Sacramento Municipal Utility District 88/04/20 MARTIN, J 0 
Region 6, Ofc of tho Director 4pp 45719 241-45719,244 

8806010042 Forwards Exam Rept 50 312/OL-88 01 on 88051 1 

PATE.RJ Roglon 6, Ofc of tho Director 88/05/25. ANDOGNINI.G C Sacramento 
Municipal Utility District 2pp 45719.345 45719 348 

-8606010046 Exam Rapt 50-31 2/OL-O0-O1 on 080511 Exam results candidate passed 
exam 

JOHNSTON, GW„ EUN.J O Region 6, Ofc of the Director. 08/05/23 2pp 
45719 347-45719 340 

8805240028 NRC Info Notice 88*033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, R.F Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of Now York, !nc 1 SOpp 45683 158 45663 277 


BB05240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Wostmghouse W-2-Typo 
Circuit Breaker Cell Switches " Svc list oncl 

ROSSI, CE Division of Operational Events Assossmont (Post 87041 1) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 456B3 167 

8B05240215 NRC Info Notico 88-034, "Nuclear Mat) Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1), 88/05/31 
Consolidated Edison Co of Now York, tnc 122pp 45790 108 45790 300 

8B05270306 NRC Info Notice 86 035, "Inadequate Licensee Performed Vendor Audita." 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 80/06/03. 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790,187 

0B0B130376 Responds to NRC 680510 Ur re violations noted In Insp Rept 50 312/88- 
13 Corrective action tost data obtained for original shipping contain or, returned particle 
verified & radiation orotectlon procedures being rovisod 

ANDOGNINI.G C Sacramento Municipal Utility District 88/06/06 Office of Nuclear 
Reactor Regulation, Director (Post 870411) 4pp 45B10 300 45018,303 

6806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation," Svc list end 

ROSS1.CE Division of Operational Events Assessment (Post 870411). 80/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965 152 45965 271 , 

0806150115 Responds to NRC 080513 Itr re violations noted In Insp Ropt 50 312/68- 

05 Violation doniod Based on listed procedural requirements & fact that occurrence 
description ropt was written, util feels occurrence was adequately documented 
ANDOGNINI.G C Sacramento Municipal Utility District 88/06/00 Office of Nucloar 
Reactor Regulation, Director (Post 87041 1) 4pp 45035 316 45835 319 

0606090301 Suppl 2 to NRC Bulletin 67 002, "Fastener Testing to Dotermino Conform- 
ance W/Appllcablo Matl Specs," Svc list oncl 

ROSSI.CE Division of Operational Events Assossmont (Post 07041 1). 8B/06/1O. 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327 

6806080025 NRC Info Nolico 08 037, "Flow Blockage of Cooling Water to Safety Sys 
Components 1 ’ Svc list end 

ROSSI, CE Division of Operational Events Assossmont (Post 070411). 68/06/14, 
Consolidated Edison Co of Now York, Inc, 125pp 45946,001 45946 125 

QB06080211 NRC Bulletin 00 006, "Actions To Be Taken for Transportation ol Model 
Spec 2-T Radiographic Exposure Dovlco " Svo list oncl 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) OB/06/14 
Consolidated Edison Co of Now York, Inc lOOpp 45935 21 1-45035 310, 

8006090194 NRC Info Notice 88 030, "Falfuro of Undorvoltago Trip Attachment onGE 
Circuit Breakers " Svc Hat oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411). 68/06/15. 
Consolidated Edison Co of New York, Inc lllpp 45946 126 45946 236 

8B06150013 NRC Bullotin 80 007, "Power Oscillations In BWRs" Svc list oncl 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/15, 
Consolidated Edison Co of New York, Inc 1 1 4pp 45929 115 45029 > 228 

8008150186 Suppl 1 to NRC Bulletin 08 005, "Nonconforming Malls Suppliod by Plplna 
Supplies, Inc at Folsom, NJ & Wo9t Jersey Mfg Co at WWInmstown.NJ, Svc list oncl, 
ROSSI.C E Division of Operational Events Assessment (Post 070411) B8/06/16 
Consolidated Edison Co of New York, Inc 120pp 45965 032*45065 151. 

8006270149 First partial rosponsa to FOIA request (or documents Forwards Appa B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withhold (rof FOJA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (870413 800514) 88/00/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project, 24pp 45990.260 45998.350. 

“8006270177 Partially deleted memo forwarding SALP ropt for June 1985 - Juno 1986 

6 rocommondatlons re NRC actions for review 

CHAFFEE, A Region 5, Ofc of the Director 86/11/21, MARTIN, JB, Region 5, Ofc of 
tho Director 3pp 45990.335-45990 337 

“8006270182 Forwards revised draft integrated SALP Board Ropt 50-312/86-29 to be 
used for discussion during 860812 SALP Board meeting at Region V ofc Any discrep- 
ances to be reported to A Hon W/o oncl, 

MILLER.L Region G, Ofc of tho Dlroclor 86/00/07 KIRSCH.D,, CHAFFEE, A , HON, A. 
Region 5, Ofc of the Director. Ip 45998 330 45998 330 

“8006270105 Forwards supporting data & summaries lor plant for period 800606- 
010630 to aid In preparation of licensee perlormnnco analysls.por requirements of 
NRC MC 0516 Board will convone on 810023 at Region V ofc 
YOUNG, T, Region 5, Ofc of Iho Director 81/00/20 CANTER, H.L, NORTH, H.S., 
POWER, E J Region 5, Ofc of the Director Ip 45998'339-4699B’339 

-8606270188 Partially doleted summary of 000006 regional evaluation of plant activities 
for 7Q0605 800605 Board review encompassed listed Homs 

FAULKENBERRY.B , CANTERJH L , GARNER, OJ Region 5, Ofc of tho Director 80/ 
00/08 CREWS, J L Region 5, Ofc of tho Director 4pp 45998 340-45903,343 

“8806270190 Partially deleted summary of actions agreed to at 600910 meeting re Insp 
& reporting of SALP Insp activities at plant 

FAULKENBERRY.B Region 5, Ofc of tho Director 80/10/23. CANTER, H„ 
O'BRIEN.J , ZWETZIG.J Region 5, Ofc of the OIrector 3pp 4699B’344-469>98,346 

8806200051 NRC Info Notice 06 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounlmg Bolts ’■ Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1). 60/06/23, 
Consolidated Edison Co of New York, Inc lOGpp 45977 287 45078 033. 

8Q0G200306 NRC Info Notice 80-043, "Solenoid Valve Problems," Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 07041 1) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 206 
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R, Periodic operating report* & refated correspondence 

9806210007 "Semiannual Radioactive Effluent Release Rept,Jul-Dec 1987 11 W/880229 

ANDOGNINf.G C Sacramento Municipal Utafpty Dislnct 87/12/31 MARTIN, JB 

Region 5, Qlc of the Director 20Qpp- 45905 017-45905 204 

0806290048 “Annual Radiological Environ Operating Rept, 190 7 " W/880502 Itr 
ANDOGNINLG C Sacramento Municipal Utility District 87/12/31 MART1N,JB 
Region 5. Ofc of the Director 170pp 45949 135-45949 276 

8606140274 Submits monthly performance dala for Apr 1980, per request 
FIRLIT.J F Sacramento Municipal Utility District 88/06/09 Office of Nuclear Reactor 
Regulation, Director (Post 870411) 48pp 45832 009 45832 058 

6066210464 Forwards monlhly operating rept tor May 1989 Corrected unll shutdowns & 
power reductions for Mar 8. Apr 1988 also end 

CRUNK.S L -Sacramento Municipal Utility Distncl 88/06/15 Offpco of Nuclear Read 
tor Regulation, Dire clor (Post 870411) Ip 4591 1 073 4591 1 081 


■6806210466 Monlhly operating rept for May 1900 
CRUNK.S L Sacramento Municipal Utility District 
45911 079 

88/05/31 

6pp 

4591 1 074 

-8808216469 Monlhly operating rept lor Apr 19SB 
CRUNK.S L Sacramento Municipal Utility District 
45911060 

88/04/30 

IP 

45911 080 

•0606210472 Monthly operating repl for Mar 1988 
■CRUNK.S L Sacramento Municipal Utility Dislnct 
45911 081 

88/03/31 

IP 

45911 081 


9 Reportable occurrences, LERb & related correspondence 

6606260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573-156 pressure sensor/tube oil trip Initially reported on 880429 Add 1 1/8 Inch di 
ameter w/deep counterbone in pressure head added to activate valve 
BLOCKER iMO Delaval, tnc 88/05/12 Ofc of Enforcement (Post B70413) 2pp 
45701 222 45701 223 

6606140194 Part 21 Rapt 68 03 re potential problem w/Gems Sensors Model 63320A 
modular receivers Modular receivers qualified toggle switch Instated W/6B051 6 rtr* 
ANDOGNIJNI.G C Sacramento Municipal Utility District 6B/05/16 MARTIN, J B 
Region 5, Ofc of the Director. 4pp 45018,357 45&18 360 

8806020160 LER 88-007 00 on 880428, surveillance procedure to perform weekly break 
er alignment venficalion of vital buses found do lie lent Caused by personnel 
failure .Procedure SP3,Rev 2 issued on 680429 to correct deficlaacy VV7 880526 Ur 
RU7TER.S W, ANDOGNINI.G C Sacramento Municipal Utility District 68/05/26 4pp 
45898,215-45698 218 

8606000417 LER 88 008 00 on 880504 .reactor tripped automatically on hfgh 
pressure Caused by mismatch of reactor power to feedwater flow Process aids dala 
base updated to reflect correct adjustment conditions A setpoint W/SBOBOf ltr 
SCHUMANNS, ANDOGNINLG C Sacramento Municipal Utility District 60/06/01 
lOpp 45746 351-45740 360 

6806150209 PNO V-88 036 cn B&0607, voters voled on Iwo measures re future oper- 
ations of plant Measure B.whlch required immediate shutdown of plant, tailed to 

S ass Measure C.whlch will continue planl operations on trial basis, passed 
i’ANGELO.A, COCK.G Region 5, Ofc of Ihs Director 88/06/08 Ip 45047 136 
45847 136 


8808140559 Forwards Insp Repts 50 313/88-16 & 50-368/80-16 on 880509-12 Ceriam 
Improvements necessary A licensee commitments listed 

CALLAN.LJ Region 4. Ofc of the Director 88/06/09 CAMPQELL.G Arkansas Power 
& Uflht Co 2pp, 45631 033 45831.041 

-8806140566 (r>sp Ropls 50*313/88 16 A 50-368/80 10 on 800509-1 2. No violations or 
deviations noted Ma(or areas Inspected review of operational 9tatus of emergency pro- 

? arerfnass program 

ERC.NM , FISHER.WL Region 4, Ole of the Director 88/06/01 7pp 45&31 935 
45831 041 

8606240148 Forwards environ assessment & finding of no significant Impact ra 
640815,850830,061020 8/0422 A 0624 A 800425 requests for exemptions from 
10CFR50 App R, Seel ions III G, 10 J A III O.for inlo 

HARBUCK.CC Project Directorate IV 88/06/09 CAMPBELL.TG Arkansas Pew « A 
Light Co 3pp 45926 349 45928 354 

-0806240151 Notice of environ assessment A finding of no significant impacl -re pro- 
posed exemptions from 10CFR50,App fl, Sections 111, G, 111 J A IMO 
CALVO.J A Project Directorate IV 80/06/09 3pp 45926 352-45926 354 

8806210155 Ack race Ipt of changes lo emergency plan transmitted by 880330 It/ Listed 
observalrons resulted from differences between example initiating conditions of App 
1 .NUREG 0654 & now EALs used by util to classify emergencies 
CALLAN.L J Region 4, Ofc of Ihe Director 88/06/15 CAMPBELL, G Arkansas Power 
A Light Co 4pp 45G46 346 45846 349 

8006270340 Forwards fnsp Repts 50-313/88-19 A 50 308/88-19 on 880516-20 No w>- 
lalFons or deviations noted 

CALLAN.L J Region 4, Ofc oflhe Director 88/06/17 CAMPBELL, G Arkansas Power 
A Light Co 2pp 45936 074 45936 001 

- (ICO 6270345 Insp Rents 50-313/08-19 & 50-368/00-19 on 8B0516 20 No violations Of 
deviations noted Major areas inspected implementation of A compliance to fire pro- 
lection/ proven iron program A revrow of actions on previous insp findings 
MURPHY.M.E. IRELAND.fiE Roglon 4, Ofc of the Director 8B/OB/09 6pp 
45936 076 45936 081 


P, Operating license atage documents & correspondence 

8806070399 Requests orto time exemption from 10CFR5O 71(e) requiring annual update 
of SAR Exemption wifi move required submittal dote for annual update from 880/22 lo 
B81D22 lo allow completion of SAR program currently underway at util 
HOWARD.D R Arkansas Power A Light Co 08/05/13 CALVO.J A. Project Director 
ate IV 2pp 45770 017-45770 018 

8006000052 Forwards request for add! Info ro SPDS Questions re max credible faull 
lostrng of Rochester Instrument Sys SC- 132 A Energy Inc Model 00993 4 remain 
unresolved Info reauosled wilhin 30 days from receipt or Mr 

HARBUCK.CC Projocl Directorate IV 80/05/23 CAMPBELL, T,G. Arkansas Power a 
Light Co 6pp 45725 34 1-46725'346 

0806030144 Appflcalron for omond to License DPR-51 .revising Tech Spec Soctnja 
3,5,7 ables 3 5 1-1 A 4 1-1 re qualified core exit thermocouple requirements to satisfy 
NliREG-0737,ltem 1) F.2 In Generic Ltr B3-37 Feo paid 

CAMPBELL ,T G Arkansas Power A Light Co 80/05/27 CALVO.J A Project Director 
ate IV 5pp 45737 J 63 457 37 172 


V, Operator Examination a 

0806010042 Forwards Exam Rept 50-31 2/OL-8Q-01 on 080511 
PATE.RJ Region 5, Ofc of tha Director 08/05/25 ANDOGNlNi.GC Sacramento 
Municipal Utility District 2pp 45719 345-45719 340 

-000601 0045 Exam Ftepl 50 312/OL-88-01 on 080511 Exam results candidate passed 
exam 

JOHNSTON.GW, EUN.JO Region 5, Ofc of Ihe Director 0B/O5/23 2 pp 

45719 347 45719340 
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f. Security, medical, emergency A fire protection plans 

8806130017 Provides supplemental info to 071130 response re deviation noted In Insp 
RepIS 50-313/87-14 A 50-360/87-14 Surveil lanes procedures being developed lo 
ensure that exiting fire barriers not survellled by Tech Specs remain intact 
LEVINE, J M, Arkansas Power A Light Co 86/02 '28 CAtLAN.LJ Roglon 4, Ofc of 
the- Director, 8pp 45817 21S-450I7 226 


-8006030148 Proposed Toch Specs revising qualified core exit thermocouple require 
merits to satisfy NUREG 0737, Horn II, F 2 specified In Generic Ltr 03-37 
• Arkansas Power A Light Co 00/05/27 5pp 45737 160-45737.172. 

8000000308 Summary of 880519 mealing w/MIddie Soulh Utils representatives re pro- 
posed establish menl & licensing ol Middle South Uiifs Nuclear Operating Co Agenda 
end 

WIGGINTQN.DL Project Directorate IV 00/05/27 Project Directorate IV, 12pp 
45757 001-45757 012 

6800100016 Responds to 000317 Generic Ltr 80 05 re boric acid corrosion of carbon 
steel reader pressure boundary components in PWR plants.Guidelines will bo com 
plated by 801215 

HOWARD.D R Arkansas Power & Light Co 80/05/27. Document Control Branch 
(Document Control Desk] 3pp 45810061 45016063 

8006070058 Forwards draft application for amends to Licenses DPR-51 A NPF-0, bans 
forring mgl A oporaling responsibilities lo Sys Energy Rosources.lnc.for review Formal 
appl'caVan wdl oe submitted by 060701 

CAMPBELL,! G Arkansas Power & Light Co 68/06/01 CRUTCHFIELD, D Division of 
Reactor Projecls - 111,1V, V A Special Projects (Post 870411)- 2pp- 45704*536- 
45764:274 


8806010045 Forwards Rov 13 to util industrial security plan per 1OCFR60 54(p) w/de- 
1 oSfr 73*2 1 ^ ^ n ma<de in r6v A Pafl^s to plan Attachment withheld (ref 

HOWARD.D R Arkansas Power A Light Co 88/05/27 Document Conlrol Branch 
(Documanl Control D«sk) 2pp 45735 154-45735*155, 

8808100138 Revised emergency plan Implementing procedures, Including Rev 22 to 
1603 10, '■'Emergency Action Lave! Classification" A Rev 1 to 1903 011, "Emergency 
Rasponae/Nohflcatlons “ 

^ Arkansas Power & Light Co, 88/05/29 lOpp 45772 172 45772 181. 

8806100088 Forwards partially withheld insp Repts 50 313/80 12 & 5Q 368/08 12 & 
police of violation Notice of viola iron withheld (ref 10CFR73 21) 

CALLAN,L J. Region 4, Qfc of the Director 09/06/01. CAMPQELL.G Arkansas Power 
S Light Co 2pp 45818 069 45818 071 


-0806070060 Draft appticfllfon for amends to Liconses DPR-51 & NPF-6, transferring 
mat & operating responsibilities to Sys Energy Resources, Inc 
* Arkansas Power & Light Co 88/06/01 37pp 45764 238 45764 274, 

0800140092 Forwards responses lo questions on tendon surveillance, per 880425 tafeon 
re 000329 30 onsite visit 

HOWARD.D R Arkansas Power & Light Co, 88/06/03 CALVO.J.A Project Director- 
ate IV 4pp 45826 302-45B26 305 

00OQ23O153 Advises that responses to Generic Ur 88-03, "Steam Binding of Auxiliary 
Feedwater Pumps" acceptable No further action necessary 

HARBUCK.CC Project Directorate IV 88/06/07 CAMPBELL.TG Arkansas Power & 
Light Co 5pp 45907 195-45907199 


-0BO61OWIB6 Partially Withheld Insp Repls 50 3f3/88-12 & 50-360/80-12 on 880411-16 
(ref 19CFR73 21), Violations noted Major areas inspected audits, testing & 

matnLcompensatory measures, access control packages & access control vehicles 
KELLY.J A . CAL DWELL. R A , EVERETT, R J Flog ion 4, Ofc of the Director 08/05/23 
Ip, 45816071-45816 071 


6006140532 Expresses appreciation for interest shown by recipient & J Levine in brief- 
ing NRC on progress being made on various mgt initiatives a( facility.Mgl meeting 
topics f/om 080426 meeting one/ 

MARTfN.R D Region 4, Ofc of the Director. 88/06/09 CAMPBELL, G Arkansas 
Power & Ugh! Co 3pp 45804.335-45804*337, 
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0606220064 Application for amend to License DPR-51 .deleting organizational charts 
from Section 6 0 of Tech Specs, por Generic Ltr 08 06 Proposed Tech Spec changes 
retied tillo changes requested In 07 1 204 & 8004 1 4 submittals Fee paid 
CAMPBELL, TG Arkansas Power & Light Co 00/06/10 CAL VO, J A Protect Director- 
ate IV 4pp 45937 020-45937 006 

—8806220066 Prcposod Tech Spec Section 6 0, "Administrative Controls,'* deleting or- 
gamzatlonnl charts, per Generic Ltr 80 06 

? Arkansas Power & Light Co 00/06/ 10 5pp 45937 032-45937 036 

8806270324 Forwards NRC positions for resolution ot six open items re review of pro- 
posed second 10-yr insorvtco testing program, per 671117 & 10 mootings Util should 
proceed w/rosubmittal of proposed second 10 yr Insorvico testing program 
NARBUCK.CC Project Directorate IV 08/OG/15 CAMPBELL, T G Arkansas Power & 
Light Co 5pp 45920-218 45920 222 


Q, inspection reports, IE Bulletins & correspondence 

8806130017 Provides supplemental Info to 0/1130 response ro doviallon noted In Insp 
Repts 50-313/87-14 & 50-360/0/-14 Survolllanco procedures bolng developed to 
ensure that oxistlng firo barriers not ourvolllod by Tech Specs remain intact 
LEVINE, JM Arkansas Power & Light Co flfl/03/28 CALLAN.L J Region 4, Ofc ot 
the 01 rector flpp 4 50 1 7 2 1 9 450 1 7 226 

8806020003 Responds to vlolnllons noted In Insp Ropls 50-313/QB OG & 50-360/00 
06 Corrective actions written reprimands Issued to electricians Involved in replacement 
of Relays G3X/4926 & 94-0340 ?,w/o approvod job order, on 800226 
LEVINE, J M Arkansas Power & Light Co 00/05/13 CALLAN.L J Region 4, Otc ot 
the Director 5pp 45734 032-45734*036 

8805250251 Forwards tnsp Repts 50 313/00 1 1 & 50 360/00 1 1 on 8B0410-22 & notice 
of violation 

CALLAN.L J Region 4, Ofc of tho Dlroctor 00/05/16 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45007 255 46607 266 

-8806250253 Notico of violation from insp on 000418 22 Violation noted contrary to 
Tech Spec 6 0 1, Valve ZPS 5878 Incorrectly tagged as having been placed & verified 
In lest position & associated plpo cap removed 

* Region 4, Ofc of the Dlroctor 80/05/16 Ip 45607 257-45607 257 

-0006250254 Insp Repts 50*313/00 11 & 50-360/80-11 on 080410-22 Violations 
noted Major areas inspectod containment Integrated look rate tost No Insp of Unit 1 
conducted 

KELLEY, D L , TAPIA.J I , SEIDLE.W.C Region 4, Ofc of the Director 00/05/10 9pp 
45007 250 45687*266 

8805250303 Forwards Exam Ropt 50 313/OL 00 01 administered during wk of 000418 
CALLAN.L J Region 4, Ole of tho Dlroctor 00/05/17 CAMPBELL, G, Arkansas Power 
& Light Co, 2pp 45007 177-45007 227 

-0805250306 Exam Ropt 50 313/OL 00-01 of oxanri edmlnlstorod during wk of 
800418 Exam results 11 at 12 candidates passed all portions of exam 
WHITTEMORE.J E , PELl ET.J l Rogion 4, Ofc of tho Director 00/05/13 4Gpp 
45687 179-45607 221 

-0006010259 Forwards comments on senior reactor operator exam of 000418, for 
review & consideration 

rORCE.E A Arkansas Power & Light Co 88/04/22, WHITTEMORE.J Region 4, Ofc 
of tho Director 6pp. 45607 222 4 5087 227 

8B05260171 Confirms that procedures discussod In Gonoric Ltr 08 03 re IE Bullotln 05- 
001, "Steam Binding o( Auxiliary Feedwater Pumps," In place & will be maintained 
HOWARD, D R Arkansas Power & Light Co 00/05/17 MIRAGLIA.FJ, Associate D1 
rector for Projects (Post 07041 1) 2pp 4 66890 17-45609 018 

8805270090 Forwards Insp Repts 50 313/80-10 & 50-360/00 10 on 080320 0430 & 
notico ot deviation 

CALLAN.L J Region 4, Ofc of tho Director. 00/05/20 CAMPBELL, G Arkansas Power 
& Light Co 2pp. 45700 223 45/00*235 

“0805270092 Notice of deviation from Insp on 880320 0430 Deviation noted licensee 
had not established convention for depiction of valve positions on P&IDs 

* Region 4, Ofc of tho Dlroctor 08/05/20 Ip 45700 225-45700 225 

-0805270094 Insp Ropts 50-313/00-10 & 50 368/88-10 on 080328 0430 Oovlatlon 
noted Major areas (nspoctod operational safety vorlficatlan.malnt.surveillanco & follow- 
up on previously Identified Items 

JQHNSON.W D , HAAG.R C , CHAMBERLAIN, D Region 4, Ofc of the Director 00/ 
05/20 lOpp 45700'226-45700 235 

8605310190 Informs that 000329 rosponso denying violation reviewed & affirms that vio 
lallon occurred & does not constitute backlit Determination may be appealed to TE 
Murfoy & appeal must bo sent to V Slello 

CALLAN.L J. Region 4, Ofc of tho Director 00/05/20 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45710 202-45710 205 

8805240028 NRC Info Notice 80-033, "Rocent Problems Involving Model Spec 2-T Ra 
dlographlc Exposure Device " Svc list end. 

BURNETT.R.F, Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45603 158 45683 277 

8805240090 Suppl 1 to NRC Info Notice 07-061, "Failure of Westinghouse W-2-Type 
Circuit Breaker Cell Switches '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683*038-45683.157. 

8805240216 NRC Info Notico 00-034, "Nuclear Mall Control & Accountability of Nontuel 
SNM at Power Reactors,” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31. 
Consolidated Edison Co of Now York, Inc 122pp 45790*108-45790 308, 

8806100080 Forwards partially withheld Insp Repts 50-313/08-12 & 50-368/08-12 & 
notice of violation Notice of violation withheld (ref 10CFR73 21). 

CALLAN.L J Region 4, Ofc of tho Dlroctor 80/06/01 CAMPBELl f G Arkansas Power 
& Light Co 2pp 45018 069 45810 071. 


-8806100066 Partially withhold Insp Repts 50-313/88-12 & 50 366/08-12 on 800411*15 
(ref 10CFR73 21) Violations noted Major areas Inspected audlls, testing & 

malnt, compensatory measures, access control packages & access control vehicles 
KELLY ,J A , CALDWELL, R A , EVERETT.R J Region 4, Ofc of tho Director 88/05/23 
Ip 45818 071 45818 071 

8806130050 Forwards Insp Repts 50-313/08-14 & 50 368/00-14 on 880502 06 No vio- 
lations or deviations noted 

CALLAN.L J Region 1, Ofc of the Director 88/06/02 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45817 243-45817 240 

-8B06130060 Insp Repts 50-313/88-14 & 50 368/80-14 on 880502-06 No violations or 
deviations noted.Major areas inspected Unit 2 startup testing from Refueling Outage 
2R6 

KELLEY.Dl, SEIDLE.W C Region 4, Ofc of the Director 08/05/31 5pp 45817 245- 
45017 249 

8805270306 NRC Info Notico 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790.060 45780 187. 

8806160149 Ack receipt of 880520 ltr Informing NRC of actions taken to correct viola- 
tions In Insps 50-313/00 04 & 50-360/88 04 NRC review will Include assessment of 
criteria ref In util condition reporting procedure for potential 10CFR21 Items 
CALLAN.L J Region 1, Ofc of the Director. 88/06/06 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45022 264-45022 265 

8806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 08/06/00 
Consolidated Edison Co of Now York, Inc 120pp 45905 152-45965 271 

8806140559 Forwards Insp Repls 50-313/00-16 & 50 368/00-16 on 880509 12Cer1aln 
improvements nocessary & liconsee commitments listed 

CALLAN.L J Rogion 4, Ofc of the Director 08/06/09 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45031*033-45831 041 

“0806140566 Insp Repts 50-313/88-16 & 50 368/00-16 on 660509-12 No violations or 
deviations noted Major areas Inspected review of oporallonal status of emergency pre 
pa red ness program. 

TERC.NM, FISHER, WL Region 4, Ofc of the Director 88/06/01 7pp 45031 035- 
45031 041 

0806090301 Suppl 2 to NRC Bulletin 87*002, "Fastener Testing to Determine Conform- 
ance W/Applicable Mat! Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/00/10 
Consolidated Edison Co or Now York, Inc. 120pp 45916 206 45916 327 

8800000025 NRC Info Notice 08 037, "Flow Blockage of Cooling Wator to Safety Sys 
Components ” Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Po9t 870411) 8B/0G/14 
Conaolidated Edison Co or Now York, Inc, 125pp. 45946,001-45946 125 

0000080211 NRC Bulletin 00-006, "Actions To Be Taken for Transportation of Mode! 
Spoc 2-T Radiographic Exposure Device, 11 Svc list end. 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co. of Now York, Inc 108pp 45935*211-46936 318 

8806090194 NRC Info Notico 88-038, "Failure of Undorvollage Trip Attachment on GE 
Circuit Breakers *' Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/16 
Consolidated Edison Co, of New York, Inc 1 1 1pp 45946*126 45946 238 

8806160013 NRC Bulletin 80 007, "Power Oscillations In BWRe." Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc. 114pp. 45929 116 46929 220 

0806150188 Suppl 1 to NRC Bulletin 00-005, "Nonconforming Malls Supplied by Piping 
Supplios.lnc at Fotsom.NJ & West Jersey Mfg Co at Wllllamstown.NJ 11 Svc Il9t encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/06/16 
Consolidated Edison Co. of New York, Inc 120pp 45965*032-45965 151 

6606270149 First partial response to FOIA roquost (or documents. Forwards Apps B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion encl 

GRIMSLEY.D.H. Division ot Rules & Records (070413 680514) 00/06/15 BOLEY.K 
Public Citizen’s Critical Mass Energy Project 24pp, 45998.208 45990 350 

-8806200007 Informs of licensing exams administered at plant during SALP reporting 
period of Jul 1984 - June 1986 Plan! performance In all classes rated satisfactory for 
renewal of operator & senior operator licenses. 

COOLEY, R A Rogion 4, Ofc of the Director. 05/07/02. JOHNSON.W Region 4, Ofc 
of the Director Ip 45999 027-45999*027 

“8808200042 Discusses replacement exams administered during SALP reporting period 
of Jul 1985 - Dec 1980 Replacement exam performance excellent In all 
aspects Requaiiflcation program also found to be satisfactory 
COOLEY.R A Region 4, Ofc of the Director 87/01/22 HUNTER, D Region 4, Ofc of 
the Director 3pp 45999 033 45999*035 

0806270340 Forwards Insp Repts 50-313/80-19 & 50-308/88 19 on 080516 20 No Vio 
rations or deviations noted 

CALLAN.L J. Region 4, Ofc of the Director. 88/06/17 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45930 074-46936*081, 

“0806270345 Insp Roots 50-313/80 19 & 60-368/88-19 on 080516 20.No violations or 
deviations noted Major areas Inspected, Implementation of & compliance to fire pro- 
tectlon/proventlon program & review of actions on previous insp findings 
MURPHY.ME, IRELAND, RE Region 4, Ofc of tho Director. 80/06/09 6pp. 
45936.076-45936*001 

8806200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts," Svc list encl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of New York, Inc, 108pp 45977*287-45978 033 
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8 SOM 003 OB NRC Info Notice 08-043, "Solenoid Valve Problems ” Svc IJ s-t end 
ROSSf.C E. Divlsron of Ope/fitlonaf Events Assessment (Post 87041 1) 88/06/23 
Consolidated Edison Co or Maw York, Inc 123pp 45977’ 164 45977 286 


R Periodic operatlnfl reponla & related correspondence 

8806060107 Monthly operating rept for Apr 19-88 W/8G0513 Itr 
WHITT, M S , HOWARD, DR Arkansas Power & Light Co 88/04/30 6pp 45764 004 
45764 099 

9006220033 Monlhly operaimg rept for May 1999 for Arkansas Nuclear One Unit 1 W/ 
880614 Hf 

WHITT.M S, HOWARD, DR Arkansas Power & Light Co 68/05/31 6pp 45930 045 
45930 050 


V. Operator Examination* 

8005250303 Forwards Exam Rept 60 313/01. 88*01 administered during wk of 880410 
CALLAN.L J Region 4, Ofc of the Direcior 88/05/17 CAMPBELL.G Arkansas Power 
& Light Co 2pp 45BB7 177*45687 227 


8806200352 Forwards Rev 15 to modified amended security planRov withhold (rtf 
10CFR73 2J). 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co | 
88/06/10 MURLEY.T E Documonl Control Branch (Documom Control Dosk) 3^ 
45637 356 45887 358 

9806240090 Application for amends to Licenses DPR-58 & DPB-74, changing Appfla! 
tomato safe shutdown Tech Specs Fee paid 

ALEXICH.M P fndrana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
98/06/16 Document Control Branch (Document Control Desk) 0pp 4504 1 267 
45941 311. 

-8806240095 Proposed Tech Specs revising App R alternate safe shutdown fedi 
Specs 

* (ndiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 00/06/1$ 
36pp 45941 276-45941 311 

6803240126 Forwards safety evaluation accepting util 860530 request to Instnir carpet 
mg w/nlghcr flame spread rating in control room9 

STANG.J F Prolect Directorate III 1 00/06/16 ALEXICH.M P Indiana M «%an 
Power Co (forme rfy Indiana & Michigan Electric Co) ALEXICH.M P Amoncan Efoctnc 
Power Service Corp 3pp 45926355*45928 359 


~9B0525030& Exam Repl 50.313/01*00 01 cl exam adm/msteretf during wk ot 
080418 Exam results 11 of 12 candidates passed all portions of exam 
WHITTEMORE J E > PELLET, J L Region 4, Ofc of lha Director 08/05/13 4flpp 
46667 17 Q 45687 221 

-8006010259 Forwards comments on sea lor reactor oporator exam of 9Q0418, for 
revjew & consideration 

FORCE, E A Arkansas Power & Llghl Co 06/04/22 VVHirTEMORE.J. Region 4, O/c 
of the Director 6pp 45687222*45087 227 

8806270149 Frrsl partial response 10 FOIA request for document Forwards Apps 3 & 
C documenls Documents evarlabla In PDR App A documents also available in 
POR Apps D through <3 documents withheld (rof TQIA Exemption 5) Releasable por- 
tion orci 

G RIMS LEY, D.H Divisron of Rules & Records (870413-000514) 00/06/15 80LEY.K 
Public Citizen's Cnlfcat Mass Energy Projoct 24pp 45990 208 45990 350 

-6800200007 Informs of licensing exams administered at plant during SALP reporting 
period of Juf 1984 June 1985 Plant performance in all classos rated satisfactory for 
renewal of operator A senior oporator licenses 

COOLEY.R A Region 4, Ofc of the Direclor 85/07/02 JOHNSON.W Regron 4, Ofc 
Of tee Dirac lor tp 45999 Q27-4599S 027, 

-8806280042 Discusses repfacemenl exams administered during SALP reporting period 
of Jut 1985 - Doc 1086 Replacement exam performance excellent in all 
aspects Roq trail flea I ion program also found lo be sails factory 
COOLEY.Fl A Regron 4, Ofc of tho Director 87/01/22 HUNTER A Regron 4, Ofc of 
the Director 3pp 45999 033 45999 036 


-8B06240129 Safety evaluation accepting util 860530 request lo Install carpeting w/ 
higher flame spread rating in control rooms 

1 Office of Nuclear Reader Regulation. Director (Posl 870411) 00/06/ 16 2pp 
45926358 45926 359 

8806270260 Forwards safety evaluation re ulif 840308 & 0615 ^quests for oxomptwu 
from requirements of App R to 10CFR50 Deviations for unrated fire halchos accept 
ble 

STANG.J F Profect Directorate |l)1 88/06/17 ALEXICH.M P Indiana Micn*tt 
Powor Co (formerly Indiana & Michigan Electric Co) ALEXICH.M P American Eloctnc 
Power Service Corp 3pp. 45920 143 45920-157 

-0806270233 Safety evaluation supporting technical exemptions from requirement rt 
R to 1OCFR50 re fire protection deviations requested for facility 
ffice of Nuclear Reactor Regulation, Director (Post 870411) 80/06/17 1?pp 
45928 146 45928 157 


P. Operating license stage documents & correspondence 

6806060134 Responds to Generic Ltr 88 03, "Resolution of Gonerlc Safety Issue 93, 
'Steam Binding ol Auxiliary Feedwater Pumps"’ Confirmation that procedures In inn 
place provided Raf to Hr to he Incorporated In next update of procedures 
ALEXICH.M P Indiana Michigan Powor Co (formerly Indiana & Michigan Electric Co) 
06/05/21 MURLEY.TE Document Control Branch (Document Control Desk) Dpp 
45760 317 45760 319 


POCKET 50*3 1 5 DONALD C, COOK NUCLEAR POWER PLANT, UNIT 1 


F. Socurlly, medical, emergency A lire protecllon plana 

0605260230 Forwards SALP 7 Board Repls 50 315/80 01 & 50*316/80 01 for Oct 1986 
- Feb 198B Ratings In functional areas of plani operations & surveillance show Improv- 
ing (rood although Category 2 rating Irom previous SALP period maintained 
DAVIS, A D Region 3, Ofc ol the Director 88/05/10, ALEXICH.M P. Indiana Michigan 
Powor Co (forniorly Intirana A Michigan Electric Cu) 3pp 45664.100 45664,145 

-8835250231 SALP Board Repts 50-315/68 01 & 50 316/G6 01 for Ocl 1906 - Feb 
1988. 

* Regron 3, Ofc of tho Director 88/02/2& 43pp 45664 103 45664 145 

0605310321 flov Q to Emergency Plan Implementing Proceduro PMP 2080 EPF 108, 
"In lira I Dose Assessment (Gaseous) " 

* Indiana Michigan Power Co (formerly Indiana a Michigan Electric Co) 88/05/19 
15pp 45710^72-45719 286 

0005310327 Rev 0 lo Emergency Pian Implementing Procedure PMP 2081 EPP 106, 
"Onslto Radiological Assessment/ 1 

* Indiana Michigan Power Go (formerly Indiana A Michigan Electric Co) 88/05/19 
13pp 45719 259-457 19 ’27 1 

0605310331 Chengs Sheet 1 to Rev 1 to Emergency Plan Implementing Procedure 
PMP 2QQI EPP 212, "Containment Atmosphere Sampling ” 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) 8B/Q5/19 
9pp 45731 319-45731 327 

0906030151 Rev O to Plant Manager Procedures Emergency Plan Procedure, PMP 2081 
EPP 303, "Ollstta Ra<tioteff>cat Assessment " 

* Indiana Michigan Power Co (formerly Jndlana & Michigan Efocfnc Co) 80/05/25 
lOpp 4571? 206-4571 7’2I5 

0806030153 Rov 1 te Plant Manager Procedure Emergency Plan Procedure PMP 20B1 
EPP 304, “Ofteite Doso Projection/’ 

HUENT6S.GJ, Indiana Michigan Powor Co (formerly Indiana A Michigan Electric Co L 
60/05/26 42pp 4571 7 216 45717 257. 

0666090303 Change Sheet 1 to Rev 0 to Procedure PMP 2080 EPP, 1 0B, "Initial Dose 
Assossmonl (Gaseous)" & Change Sheet 1 to Rev 0 to PMP 2081 EPP 100, “Onsite 
Radiological Assessment " 

GIBSON, L , SMITH.W Indiana Michigan Power Co (formerly Indiana & Michigan Elec 
trie Co ) 68/05/26. 6p|> 4S764 3 10*45764 315 

89 06100 T21 Reissue of Change Sheet 1 to Rev i to Emergency Plan Procedure PMP 
2081 E PP.2 12, ‘'Containment Atmosphere Sampling " 

* Indiana Michigan Power Co (formerly Inctiang & Michigan Electric Co) QB/05/26 
3pp 45772109-45772111 

6600100291 Change Sheet 2 ( Rev 0 to Emergency Plan fmpiomantrrrg F J rocedure PMP 
2081 EPP 303, '‘OltsHo Radiological Assessment" 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 88/06/02 
2pp 45823.148-45023 F49, 


6006100105 Forward's corrected pages to Amends 115 & 101 to Licenses DFR58 4 
DPR-74, respectivoly.ro radiological environ Tech Spoc9 (RETS1 incinorated oil survoil 
lance & mdioactiva re Isa so criteria Wrong amend numbor lypod on Unit 2 HETS 
STANG.J F Projoct Directorate fill. 88/06/02 ALEXICH.M P, Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) ALEXICH.M.P Amoricon Electric 
Power Service Corp 3pp 45793 047-45793 052 

-8806100110 Corrected pages to Amends 115 & 101 to Licenses DPR-58 & DPR 74.fe 
**NRC^ l fco Delaired Affifiatron Given 08/06/02 3pp 4579305045793052 

8806150187 Forwards response to Generic Ltr 00-05, "Bone Acid Corrosion of Catoon 
Stool Reactor Pressure Boundary Components In PWR Plants," describing program lo 
monitor, evaluate & perform main! on primary coolant teaks ^ , 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Eleclnc Co) 
60/06/07 MURLEY.TE NRC - No Detailed Affiliation Given 8pp 45827:1 H 
45B27.11B 

8806160246 Requesls mod of 870328 application tor amend to Tech Spec 6 9 Ttl te 
peaking factor Irmlt rept Withdrawal of proposal requested per 08051 1 discussions. 
ALEXICH.W P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
00/06/07 MURLEY.TE NRC - No Dotalled Affiliation Given. 3pp 45B47 W 
45647 150 

8806200088 Forwards F Mfraglia 880527 memo for review & requests proposed prior 
[ties for actions on project manager rept by C.O.B 800609. 

MULLER.D.R Project Drrectorate lfl-1 08/08/07 Project Directorate II I- 1 2pp 
45830 238-45830.239 

■—80O0O6O2O6 Discusses updating profect managers rept (PMR) in accordance w/now 
priority ranking sysMods have been made so that PMR wiff now accept now priority 
date Old priority data will be deleted during wk of 880530 Sample data format ©ncl 
MIRAGLtA.F J Associate Director for Prelects (Post 070411) 08/05/27 Office of Nu- 
clear Reactor Regulation, Director (Post 87041 1) 3pp 45830 240 45830 242 

8006160392 Forwards safety evaluation re 861031 request for permanent relief from re 
qulrement to teal RHR Valves IMO-330.IMO 331, IMO-340 & JMO-360 RHR valves lor 
Unrt 1 reed not ba tested during power operation until Jan 1989 
MULLER ,D ft Prelect Directorate lll*t 80/QQ/Q8 ALEXICH.M.P. Indiana Michigan 
Power Co (formerly Indiana & Michigan Etectrlc Co) 5pp 4 5823 ’256-4 5823 262 

-8006170215 Safety evaluation re request for code relief extension for RHR $ys 
vafvos Interim relief granted for Unit 1 so that licensee can complete required 
analysis Analysis results should be submitted by Sept 1980 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/06/Ofi 2pp 
45823 261 45823 262 

6B06140551 Forwards planned & completed actions to improve QA program re vendor 
controller 890523 request Outside firm contracted to perform independent assess 
mont ol vendor conlrofs & other organizational changes planned lo strengthen QA 
program _ , 

ALEXICH.M P. Indiana Mrchigan Frewer Co (formerly Indiana & Michigan Electric Co) 
88/06/10 DAVIS, A 6. Document Control Branch (Document Control De9k) fOpp 
45840.041-45840 050 
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000621 0007 Partial response to FOIA request for documents Forwards App D 
documents App C documents available in PDR App E document*! completely withheld 
(ref FOIA Exemption 5} 

GRIMSLEY.D H Division of Freedom of Information & Publication Sorvices (Post 
880515) 08/06/13 MAXWELL.B Cosmos Broadcasting Corp 9pp 45853 260 
45057 142 

-8806210137 Discusses topics for senior mgl mooting & submits partial listing of facili 
ties where vendor support has been problem, vendor involved & componenl/issuo of 
interest W/ copyrighted mat I 

GREENMAN.E G Region 3, Ofc of tho Director 00/03/00 DAVIS.A B Region 3, Ofc 
of the Director 22pp 45857 131-45857 142 

6806220036 Forwards Amends 116 & 102 to Licenses DPR-58 & OPR 74, respectively 
& safety evaluation Amonds rovlso Toch Specs to permit extension of functional lost 
frequency for snubbers from 10 1o 24 months w/incroa&G of tost samplos to 14% 
STAnG.JF Project Directorate INI 0B/0B/1G ALEXICH.M P Indiana Michigan 
Power Co 3pp 45096 007*45896 024 

“6006220039 Amends 116 & 102 to Licenses DPR-50 & DPR 74 p respQc1ivoly, changing 
Tech Spocs to Increase functional test frequency for snubbors from 10 to 24 months 
w/corre spending incroase In tost sample from 10% to 14% of snubbors 
MULLER,D R Project Directorate 111-1 80/06/15 13pp 45006 010 4509G 022 

-0806220043 Safety evaluation supporting Amends 116 & 102 to Liconsos DPR 50 & 
DPR*74 1 respoctivoly 

* NRC - No Detailed Affiliation Given 08/06/15 2pp 4 5096 023*45090 024 

8606220340 Forwards Amends 117 & 103 to Licenses DPR-50 8 DPR-74, respectively 
& safety evaluation Amend revises Toch Specs to refloat replacement of liquid rad- 
waste offluenl line monitor w/new monitor 

STANG.JF Project Directorate 111*1 flfl/06/15 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) ALEXICH.M P American Electric 
Power Service Corp 3pp 45092 337 45092 352 

“8806220358 Amends 117 & 103 to Liconsos DPR 50 & DPR-74, respectively, revising 
Tech Spoca to reflect replacomont of liquid radwasto offluont lino monitor w/now 
monitor 

MULLER.DR Project Directorate lll-l 00/06/15 tlpp 45002 340 45002 350 

“6806220359 Safety evaluation supporting Amends 117 & 103 to Licenses DPR 58 & 
D PR -7 4 .respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 00/06/15 2pp 
45092 351-45892 352 

8806240090 Application for amonds to Liconsos DPR 58 & DPR-74 .changing App R al 
lornate safe shutdown Tech Spocs Foe paid 

ALEXICH.M P Indiana Michigan Power Co (formorly Indiana & Michigan Etoctric Co ) 
80/06/16 Document Control Brandi (Document Control Dosk) 9pp 45941 267- 
46941 311 

-8806240096 Proposod Tech Spocs rovising App R altomato safo shutdown Tech 
Specs 

* Indiana Michigan Power Co (formorly Indiana & Michigan Eioctric Co) 00/00/ 16 
36pp 45941.276-45941,311 

8606240126 Forwards safety evaluation accepting util 060530 request to Install carpet 
fng w/hlghor flame sproad rating In control rooms 

STANG.JF Project Directorate 111-1 80/06/16 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Eloclrlc Co) ALEXICH.M P American Eloclnc 
Powor Service Corp 3pp 45926 355 45926 359 

“6606240129 Safety evaluation accepting util 060530 request to install carpeting w/ 
higher flame spread rating in control rooms 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 80/06/16 2pp 
4 5926 350-45926 359 

8806270260 Forwards safety evaluation ro util 040300 & 0615 requests for exemptions 
from requirements of App R to 10CFR50 Deviations for unrated fire hatches accepta- 
ble 

STANG.JF Project Directorate 111-1 00/06/17 ALEXICH.M P Indiana Michigan 
Power Co. (formerly Indiana & Michigan Electric Co) ALEXICH.M P American Electric 
Power Service Corp 3pp 45920 143 45920 157. 

-6006270203 Safely evaluation supporting technical exemptions from requirements of 
App R to 10CFR50 re fire protection deviations requested for facility 

* Office of Nuclear Roactor Regulation, Director (Post B70411) 00/06/17 12pp 
45928,146 46928 157 

8806280350 Advises that completion date for analyses of control room habitability anal- 
ysis changed from 8B0830 to 800930 Addl time necessary to comploto independent 
verification of analyses as required by QA procedures 

ALEXICH.M P Amencan Electric Power Service Corp 88/OG/17 MURLEY.T E Docu 
menl Control Branch (Document Control Desk) Ip 45945 055 4 5945 055 

6606200163 Forwards Wostlnghouse Owners Group Notification Ltr OG 00-21 .Identify 
Ing midloop concerns, per Generic Ltr 87-12, "Loss of RHR While RCS Parlialty Filled’ 1 
& 880420 meeting agreement 

NEWTON.R A Wesllnghouso Oporatlng Plants Owners Group 00/06/20 
HODGES, W. Reactor Systems Branch 7pp 45973 330 45973 344 


Q, Inspection reports, IE Bulletins & correspondence 

6605250230 Forwards SALP 7 Board Repts 50 316/00 01 & 50-316/68-01 for Oct 1965 
- Feb 1900 Ratings in functional areas of plant operations & surveillance show Improv- 
ing trend although Category 2 rating from previous SALP period maintained 
DAVIS.A B Region 3, Ofc of the Director, 00/05/16 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Eloclrlc Co ) 3pp 45664 100 46664 145 

-6605250231 SALP Board Repts 50 315/08 01 & 50 318/08 01 for Oct 1906 • Feb 
1988 

* Region 3, Ofc of tho Director. 80/02/29 43pp 45664 103 46664 145 

8805310195 Forwards AEOD Input for evaluation of LERs for SALP review for Oct 1986 
to Fob I960 AEOD Input will be provided routinely as part of SALP process 
GREENMAN.E. G, Region 3, Ofc of the Director 80/05/23 ALEXICH.M P Indiana 
Michigan Power Co (formerly Indiana & Michigan Electrrc Co) 4pp 45718 206* 
45718,209 


0805240020 NRC Info Notice 00 033, "Recent Probloms Involving Model Spec 2*T Ra 
dioqraphic Exposure Device " Svc list end 

aURNETT.RF Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158 45603 277 

8805240090 Suppl 1 to NRC Into Notice 07 061, "Failure of Wostlnghouse W 2 Type 
Circuit Breaker Coll Switches " Svc list oncl 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038-45683 157 

8805240215 NRC Info Notice 00 034, "Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Roactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45790 300 

8005270306 NRC Info Notrco 00 035, "Inadoquato Licensee Performed Vendor Audits ” 
Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45790 187 

8806020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Lovol Operation M Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

OOOG16QOBO Responds to NRC 000510 ltr re violations noted in Insp Repts 50-315/09- 
12 & 50 316/00 MCorrclivo action Procedure PM I 4030 revised to require second 
technical review by each dept for future Tech Spec amends 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
00/06/00 Document Control Branch (Document Control Dosk) 4pp 45041 252 
45B41 255 

0806090301 Suppl 2 to NRC Bulletin 87-002, ‘Tastenor Testing to Determine Conform 
nnco W/Applicablo Matl Spocs " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 88/08/10 
Consolidated Edison Co of New York, Inc 120pp 45D16 200 45016,327 

80060B0025 NRC Info Notlco 08 037, "Flow Blockage of Cooling Walor to Safety Sys 
Compononls " Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001 45946 125 

80O0OBO211 NRC BuNotln 08 006, "Actions To Bo Taken for Transportation of Model 
Snoc 2-T Radiographic Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co of New York. Inc lOOpp 45935 211 45935 318 

BBD6090194 NRC Info Notlco 08 036. Tslluro of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc fist oncl 

ROSSI.CE Division of Operational Evont9 Assessment (Post 070411) 00/08/15 
Consolidated Edison Co of Now York, Inc 1 1 1 pp 45946 126 45946 236 

0006160013 NRC Bulletin 88 007, "Power Oscillations in BWRs " Svc list oncl 
ROSSI.CE Division of Operational Evonts Assessment (Posl 8/0411) 88/06/16 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 1 15 45029 220 

0OO615O186 Suppl 1 to NRC Bullolln 88 005, "Nonccnlormlng Malls Supplied by Piping 
Suppflos.lnc at Folsom.NJ & West Jorsoy Mfg Co at WiHtamsiown.NJ Svc list one) 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 00/08/15 
Consolidated Edison Co of Now York, Inc 120pp 46965 032-45065 151 

0806200051 NRC Info Nolico 00 042, "Circuit Breaker Failures Duo to Looso Charging 
Spring Motor Mounting Bolls " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of Now York, Inc lOOpp 45977 207 45970 033 

8806200306 NRC Info Notlco 80 043, "Solenoid Valve Problems " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) B0/O6/23 
Consolidated Edison Co of Now York, Inc 123pp 45977'104 45977 206 

8806280050 Responds to IE Bullotin 80 003, "Inadoquato Latch Engagement in HFA 
Typo Latching Relays Mfg by GE " No subj relays found In Class IE applications 
ALEXICH.M P Indiana Michigan Powor Co (formerly Indiana & Michigan Electric Co ) 
08/05/24 MURLEY.T E Documanl Control Branch (Document Control Dosk). 2pp 
45962 271-45962 272 


R. Periodic operating reports & related correspondence 

8805260335 Monthly oporatlng rept for Mar 1980 W/880408 ltr 
PUPUS.A.S Indiana Michigan Power Co (formerly Indiana & Michigan Efoclnc Co ) 
SMITH, WG Indiana Michigan Powor Co SMITH, WG American Electric Power Co, 
Inc 08/03/31 6pp 45702 076 45702 001 

8806220079 Monthly operating ropt for Apr 1900 
MICHAELSON Indiana Michigan Powor Co (formorly Indiana & Michigan Electric Co ) 
88/04/30 3pp 45909 220 45909 222 


S. Raportablo occurrences, LERb & related correspondence 

8000020014 ROon 000525, firo suppression water sys placed in less conservative con- 
figuration than required by Toch spocs Impairment Implemented under approved teat 
procodure as preplanned evolution Both diesel fire pumps returnod to svc 
SMITH.W G Indiana Michigan Powor Co (formerly Indiana & Michigan Electric Co) 
SMITH, WG American Electric Power Co , Inc 00/05/25, DAVIS.A B Document Con 
trol Branch (Document Control Dosk) 2pp 45735 111-45735 112 

8806200211 NPDES noncomphanco notification on 0B0602,oil spill of approx 300 gal 
tons from underground storage tank occurred Cleanup & recovery measures 
underway Repairs will be made to leak area Cleanup will bo completed by 080617 
MENGE.RC Indiana Michigan Power Co (formorly Indiana & Michigan Etoctric Co) 
88/06/15 ZUGGER.PD Michigan, State of MURLEY.T E NRC No Detailed Affili 
atlon Given 3pp 45944 075 45944 077 
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V. Operator Examinations 

0805250230 Forwards SALP 7 Board RepB 50-315/06 01 & 50*316/03 01 for Ocl 1966 

* Fob 1988 Ratings In functional areas of plant operations & surveillance shov/ improv- 
ing trend although Category 2 rating from previous SALP period maintained 

DAWS, A B Region 3, Ole of the Director 88/05/16 ALtXICHM P Indiana Michrgan 
Power Co (formerly Indiana & Michigan Electric Co) 3pp 45664 100 45664 145 

-8805250231 SALP Board Ropts 50-315/88 01 & 50 318/88 01 for Oct 1986 - Feb 
1088 

* Region 3, Ofc ot the Director, 60/02/29 43pp 45664 103-45664 145 


DOCKET 50-316 DONALD C COOK NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency 4 fire protection plana 

8805250230 Forwards SALP 7 Board Ropts 50 315/88 01 & 50-316/80 01 for Ocl 1986 
Feb 1988 Ratings In functional areas ot plant operations 4 surveillance show Improv- 
ing trend although Category 2 rating from previous SALP period malntarned 
DAWS. A 9 Region 3, Ofc of Ihe Director 86/05/16 ALEXICH.M P Indiana Michpgan 
Power Co (formerly Indiana 4 Michigan Electric Co) 3pp 45664 100 45664 145 

-8005250231 SALP Board Repis 50315/8801 & 50-316/8801 for Ocl 1S06 * Feb 
1988 

' Region 3, Ofc of the Director 86/02/29 43pp 45C64 103-45664 145 

8605310321 Rev 0 to Emergency Plan Implementing Procedure PMP 2DB0 EPP 1 0B, 
"‘Initial Dose Assessment (Gaseous) “ 

* Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co) 08/05/19 
ISpp 45719 272 45719 286 

0005310327 Rev 0 to Emergency Plan Implementing Procedure PMP 2001 EPP 106, 
’’Onsite Radloiogfcaf Assessment” 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) D8/05/ 19 
13pp 457 1 9 259-45719 27 1 

0005310331 Change Sheet 1 to Rev 1 to Emergency Plan Implementing Proceciura 
PMP 2061 EPP 21 2, "Cortalnmont Atmosphere Sampling" 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co,) 88/05/19 
9pp 45731,319 45731327 

5306030151 Rev 0 to Plant Manager Procedures Emergency Plan Procedure* PMP 2001 
EPP 303, “Offsite Radiological Assessment” 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 68/05/25 
I0pp 45717 206 45717 215 

8806030168 Rev 1 to Plant Manager Procedure Emergency Plan Procedure PMP 2001 
EPP 304* “Offsite Dose Projection ’ ’ 

HUENTES.G J Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 
80/05/26 42pp 45717216-45717 257 

0806090303 Change Sheet f to Rev 0 1o Procedure PMP 2000 EPP 106* “Inmal Dose 
Assessment (Gaseous)' 1 & Change Sheet 1 to Rev 0 to PMP 2081 EPP 106, “Onsite 
Radiological Assessment " 

GIBSON, L , SMITH, W Indiana Michigan Power Co (formerly Indiana & Michigan Elec- 
tric Co) 06/05/26 6pp 45704 310-45764 31 5 

0806180-121 Reissue of Change Shoot 1 to Rev 1 to Emergency Plan Procedure PMP 
2081 EPP 212, "Containment Atmosphere Sampling " 

* Indiana Michigan Power Co (formerly Indiana & Michigan Eleclric Co) 88/05/26 
3pp 45772 109-45772 111 

08O61B0291 Change Sheet 2,Rov 0 to Emergency Plan Implementing Procedure PMP 
2081 EPP 303, "Oflsito Radiological Assessment ” 

4 Indiana Michigan Power Co (formarly Indiana & Michigan Electric Co ) 80/06/02 
2pp. 45823.HB 45823 149 

8806200352 Forwards Rav 16 to modified amended security plan Rev withheld (ref 
10CFR73 21) 

ALEXICH.M P Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co ) 
88/06/10 MURLEY.TE Document Control Branch (Documonl Control Desk) 3pp 
45687 360-45087 350 

8006249090 Application for amends to Licenses DPR-58 & DPR 74,changJng App R al 
tomato sate shutdown Tech Specs Feo paid 

ALEXICH.M P Indiana Michigan Power Co [formerly Indiana &. Michigan Eleclric Co ) 
80/06/16, Documonl Control Branch (Document Control Desk) Dpn 45041 267 
4594V 311 

-0006240095 Proposod Tech Specs revising App R alternate sate shutdown Tech 
Specs 

* Indiana Michigan Powor Co (formerly Indiana & Michigan Electee Co,) 88/00/16 
38pp 45941 276 45941 311 

0006240126 Forwards safety evaluation accepting util 860530 requosl to install carpet 
Ing w/hlgher flame spread rating In control rooms 

STANG.JF Project directorate 111-1. 00/06/10. ALEXiCH.M.P, Indiana Michigan 
Power Co (formerly Indiana & Michigan Ef&ctric Co ) 3pp 45926 355 45926-359 

-0806240129 Safety evatuallon accept ng ulif 860530 request lo install carpetino v*7 
higher flama spread rating to control rooms 

' Office of Nuclear Reactor Regulation, Director (Post 070411). 88/06/16 2pp 
45926 358 45926 359, r 

8806270269 Forwards safety evaluation re util 84030B & 0815 requests for exemptions 
from requirements of App ft to 10CFR50 Deviations for unrated fire hatches accapla- 
blo 

STANG.J.F. Project Directorate 1111. 08/06/17, ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co ), 3pp 45920 143-45920 1 57. 

'•8808270263 Safety evaluation supporting technical exemptions from requirement of 
App ft to 10CFR50 ra firo protection deviations requested for facility 

* Oflice of Nucloar Reactor Regulation, Director (Post B70411) 80/OR/17 12pn 
45926146-45026 157 


P. Op&ralfng license stage documents & correspondence 

0806010110 Forwards integrated slarlup tost program for review Program describes in 
detail tests that will bo performed prior to & as part of returning Unit 2 to safe opor 
ahon following steam generator repair project 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
08/05/24, MURLEY.TE Document Control Branch (Documont Conlro! Desk) llpp 
45710 290-45719,300 

8006060134 Responds to Generic Mr 86 03, "Resolution of Generic Safety Issue S3, 
‘Steam Binding of Auxiliary Feedwater Pumps m Confirmation that procedures in ftr m 
place proyldooRof to Itr to be Incorporated In next update of procedures 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
80/05/21 MURLEV.TE Document Control Branch (Documont Conlrof Desk) 3pp 
4576O317-45760-319 

8806100105 Forwards corrected pages to Amends 115 & 101 to Licenses DPR 50 A 
DPR-74, raspe ctivoly.ro radiological environ Tech Specs (RETS) incinerated oil suneJ- 
iance * rsdlosclive release criteria Wrong amend number typed on Unit 2 RETS 
STANG.J F, Project Directorate IIM 80/06/02 ALEXICKM.P Indiana M«ch^n 
Power Co (formerly Indiana & Michigan Electric Co ), ALEXICH.M P American Electric 
Power Service Corp 3pp 45793 047 45793 052 

-0806109110 Corrected pages to Amends 115 & 101 to Liconso9 DPR-58 & DPR 74,ie 
spec lively. 

* NRC - No Dolaifed Affiliation Givon 00/06/02 3pp 45793 05045793 052 

0806150187 Forwards response to Generic Ltr 80 05* “Boric Acid Corrosion of Carbon 
Steel Reactor Pressure Boundary Components In PWR Plants," describing programto 
monitor, evaluate & perform mafnt on primary coolant leaks 
ALEXICH.M P Inoiana Michigan Powor Co (formerly Indiana & Michigan Electee Co) 
68/06/07 MURLEV.TE, tfRC - No Detailed Affiliation Given 0pp 45827111 
45627 118. 

6806200000 Forwards F Mira glia 000527 memo for review & requests proposed pnw 
Hies for acllons on project manager rept by CO,B 8B0609 

MULLER.D R Project Directorate 11)1 66/06/07 Project Directorate IIM 2pp 
45630 230-45930 239 

“8006060206 DJscussos updating project managers rept (PMR) In accordance w/nart 
priority ranking sysMods have been made so that PMR wilt now accept new priority 
data Old priority data wrll bo deleted during wk of 000530 Sample data format and 
MIRAGLIA.F J. Associate Director for Projects (Post 870411). 88/05/27 Office of Nu 
clear Reactor Regulation, Director (Post 87041 1) 3pp 45830 240*45830 242 

0BC616Q3D2 Forwards safety evaluation re 061031 request for permanenl roll of from ro 
qulroment to test RHR Valves IMO 330.JMCT331, IMO 340 & JMO 350 RHR vaM s tor 
Unit 1 need not bo tested during power operation until Jan 19Q9 
MULLER, DR Project Directorate IIM 88/06/00 ALEXICH.M P. Indiana Michigan 
PovrorCo {formerly Indiana a Michigan Electric Co) 5pp 45023,256-45823 26 2 

■'-0806170215 Safoty aval ual Ion re request for code relief extension for RHR sys 
valves Interim relief granted for Unh 1 so that licensee tan complete required 
analysis Analysis results should be submitted by Sept 1998 

* Office of Nuctear Reactor Rogulalion, Director (Pont 870411) 80/06/08 2p p 
45023 261-45B23 262 

08O614D5S1 Forwards planned & completed actions to improve QA program re vendor 
controller 880523 request Oulsfde firm contracted to perform Independent assess 
ment of vendor controls & other organizational changes planned to slrenglhen QA 

ALlixtCH.M P Indiana Michigan Powor Co (formerly Indiana & Michigan Electric Co) 
88/06/10 DAVIS, A B Document Control Branch (Document Control Desk). IDpp 
45640 041 45840 050. 

8606.210087 Partial response to FOIA request for documents Forwards App D 
documents App C documents available fn PDR App E documents completely withheld 
(ref FOIA Exemption 5) 

GRIMSLEV.DR Divlsrofi of Freedom of Information & Publicalion Services (Post 
880515} 88/06/13 MAXWELL.B Cosmos Broadcasting Corp 0pp 45853 2C6 
45857"! 42, 

"8600210137 Discusses topics for senior mgt meeting & submits partial listing of factli 
ties where vendor support has been problem, vendor involved & component /Issue trt 
interest, W/copyrlghted matl 

GREENMAN.fc G Region 3, Ofc of the Director 88/03/09 DAVIS, A.B Region 3, Ofc 
oftoeDirootoi 22pp 45857:131-45057,142 

8006220036 Forwards Amends 116 & 102 to licenses DPfl-68 & DPR-74, respectively 
& safety evaluation Amends revise Tech Specs to permit extension of functional test 
frequency lor snubbers from 18 to 24 months w/fneroase of tost samples to 14% 
5TANGJF Project Directorate IIM 08/06/15 ALEXICHM P Indiana Michigan 
Power Co 3pp 45 6 9G 007-45890 02-1 

*-8908220039 Amends 11B & 102 to licenses DPR-58 & DPR *74, respectively, changing 
Tech Specs lo Increase functional test frequency for snubbers from 18 to 24 month9 
w/correspondmg increase In test sample from 10% to 14% of snubbors 
MULLER.D R. Project Directorate MM. 88/06/15. 13pp, 45896 010-45696.022 

-8806220043 Safety evaluation supporting Amends 116 & 102 to Licenses DPR-59 A 
DPfl-74, respectively. 

* NRC • No Detailed Affiliation Given 88/00/15. 2pp 45896.023-45896024 

0606220340 Forwards Amends 117 & 103 to Licenses DPR-58 £ DPR-74, respectively 
& safoty evaluation Amend revises Tech Specs to reflect replacement of liquid rad 
waste affluent Jfne monitor w/new monitor 

STANGJ.F. Project Directorate JIM. 88/06/16 ALEXICH.M P Indiana Michigan 
Power Co. (formeriy Indiana & Michigan Electric Co ). ALEXICH.M P. American Electric 
Power Service Corp 3pp. 45892.337*45892 362 

-8806220368 Amends 117 & 103 to Licenses DPR-58 & DPR-74, respectively, revising 
Tech Spec 9 to reitecl replacement of liquid radwaste effluent line monitor w/naw 
monitor 

MULLERAR Project Directorate 111 1 08/06/16, llpp 45892 340-45892.350, 
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—SO 06 2 2 03 59 Safety evaluation supporting Amond3 117 & 103 to Licenses 0PR-58 & 
DPR 74,rospoctivoly 

* Office of Nuclear Reactor Regulation, Director (Post 67041 1) 08/06/15 2pp 
45892 351 45892 352 

8806240090 Application for amends to Licenses DPR-5Q & DPR 74, changing App R al- 
ternate safe shutdown Tech Specs Too paid 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
88/06/16 Document Control Branch (Document Control Desk) 0pp 45941 267- 
45941311 

-8806240095 Proposed Toch Specs revising App R alternate safe shutdown Tech 
Specs 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 88/06/16 
36pp 4594V276 45941-311 

8006240126 Forwards safety evaluation accepting util 860530 request to Install carpet- 
ing w/ higher flame spread rating In contro! rooms 

STANG.J F Project Directorate (lt-1 88/06/16 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co ) ALEXICH.M P American Electric 
Power Service Corp 3pp 45926 355*45926 359 

-8606240129 Safety evaluation accepting util 060530 request to install carpotlng w/ 
higher flamo sproad rating In control rooms 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 0B/06/ 16 2pp 
45926 358 45020 350 


0006270260 Forwards safety evaluation re util 840308 & 0615 requests for exemptions 
from requirements of App R to 10CFR50 Deviations for unrated fire hatches accopla 
bio 

STANG.J F Project Directorate 111-1 00/06/17 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) ALEXICH.M P American Electric 
Power Service Corp 3pp 45920 143 45920 157 


-8806270263 Safely evaluation supporting technical exemptions from requirements of 
App R to 10CFR50 ro flro protection deviations roquosted for facility 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 00/06/17 12pp 
45928 146 45928 157 


8006280350 Advises that completion date for analyses of control room habitability anal 
ysl9 changod from 880630 to 080930 Add) limo necessary lo comploto Independent 
verification of analyaos as requlrod by QA procedures 

ALEXICH.M P American Electric Power Service Corp 60/06/17 MURLEY.T E Docu* 
merit Control Branch (Documont Control Desk) Ip 45945, 055-45945 055 

8800290163 Forwards Wostinghouso Ownors Group Notification Ltr OG 08 2 ^Identify- 
ing midloop concerns, per Gonerlc Ltr 07-12, "Loss of RHR While RCS Partially Fllled M 
& 000428 mooting agree mont 

NEWTON, R A Wosllnghouso Operating Plants Ownors Group GB/06/20 
HODGES.W Roactor Systoms Branch 7pp 45973 338*45973 344 


O. Inspection reports, IE Bulletins & correspondence 

8805250230 Forwards SALP 7 Board Repts 60*315/80 01 & 50-316/80-01 for Oct 1906 
- Feb 1980 Ratings In functional areas of plant operations & surveillance show improv 
Inn trend although Category 2 rating from previous SALP period maintained 
DAVIS, A 0 Region 3, Ofc of the Director 00/05/16 ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) 3pp 45064,100*46664 145, 

-8805250231 SALP Board Ropis 50-315/00-01 & 50 316/00-01 for Oct 1986 - Fob 
1086 

* Region 3, Ofc of tho Director 00/02/29 43pp 45604 103-46664,145 

8005310195 Forwards AEOD Input for evaluation of LERs for SALP review for Oct 1B86 
to Feb 1900 AEOD input will be provided routinely as part of SALP process 
GREENMAN.E.G Region 3, Ofc of tho Director 86/05/23 ALEXICH.M P. Indiana 
Michigan Power Co (formerly Indiana 6 Michigan Electric Co) 4pp 45718 206 
45718 209 

8006100240 Forwards Safety Insp Ropt 50 316/00-12 on 000316 0618 & notice of vfo- 
latlon 

HARRISON, J J Rogkm 3, Ofc of the Director. 08/05/25 ALEXICH.M.P Indiana Mlchi 
gan Power Co 2pp 45814 264-45014 281 

-B8QG100241 Nolle© of violation from Insp on 880318 0510,Vfolallon noted-substitution 
of weld mall utilized for chomlcal & vol control sys cross-tie mod did not receive ado 
quato engineering review 

HARRISON, JJ Region 3, Ofc of the Director 60/05/25 Ip 45014 256-45014.256 

-8D06100242 Insp Ropt 50-316/00 12 on 000316 0518 Violations notod Major areas 
Inspected previous Insp findings ro weldor quatlficallon.polar crane repairs & mod doc- 
umentation & preparation for steam generator replacement 

JACOBSON, J M„ DANIELSON.DH Region 3, Ofc of the Director 88/05/25 6pp 
45814 257-45014 261. 

8605240026 NRC Info Notice 00-033, “Recent Problems Involving Mode) Spec 2-T Ra- 
diographic Exposure Device " Svc list oncl, 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 00/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45603.158-45683 277 

8805240090 Suppl 1 to NRC Info Notice 07-061, “Failure of Wostlnghouse W-2-Type 
Circuit Breaker Coll Switches " Svc list oncl. 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp, 45803 030*45603 167 

8805240215 NRC Info Notice 80 034, “Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors “ Svc list oncl. 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of New York, Inc 122p p 45790:168-45700:308 

0805270300 NRC fnfo Notice 80 035, “Inadequate Licensee Performed Vendor Audits “ 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120p p 45790 068-45790*187 


880BD2Q047 NRC Info Nolice 08-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Lovel Operation " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/00 
Consolidated Edison Co of Now York, Inc 120pp 45965 152-45965 271 

8006160080 Responds to NRC 800510 Hr re violations noted in Insp Repts 50 315/00- 
12 & 50-316/88-14 Ccrrctive action Procedure PM! 4030 revised lo require second 
technical reviow by each dept for future Tech Spec amends 

ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
08/06/00 Document Control Branch (Document Control Desk) 4pp 4584 1 252- 
45041 255 

8B06090301 Suppl 2 to NRC Bulletin 87 002, “Fastener Testing to Determine Conform- 
ance W/Applicabie Mall Specs ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200-45916 327 

0000000025 NRC Info Notice 80 037, “Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of Now York, fnc 125pp 45946 001-45946 125 

8606080211 NRC Bulletin 80 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposures Devico " Svc lisl oncl 

BURNETT, R.F Division of Safeguard') & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45035 211-45935 318 

8006090194 NRC Info Notice 00 038, “Failure of Undervollago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI, C E Division of Operational Evonts Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45046-126 45946 236 

8806 1600 13 NRC Bulletin 08 007, "Power Oscillations In BWRs " Svc list end 
ROSSI.C E Division of Operational Evonts Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 1 15 45929 22 C 

8806150106 Suppl 1 to NRC Buliotm 80 005, “Nonconforming Malls Supplied by Piping 
Supplfos.lnc at Tolsom.NJ & West Jorsoy Mfg Co at Wiliiamstown.NJ, Svc list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 670411) 08/06/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032 45965 151 

0006200051 NRC Info Notica 08 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end, 

ROSSI.C E Division of Operational Evonts Assessment (Post 070411) 80/06/23 
Consolidated Edison Co of Now York, Inc 108pp 45977 207-459/8 033 

0806200306 NRC Info Notice 00 043, “Solonotd Valve Problems ” Svc list and 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 

8606200040 Responds to NRC 600525 ltr re violations noted In Insp Repl 50-316/GO- 
12 Corrective actions calculation porformod using ANSI/ASME B31 1 Code oliowabfo 
strossos of lawor strength mall 

ALEXICH.M P. Indiana Michigan Powor Co (formerly Indiana & Michigan Eloctnc Co) 
00/06/24 DAVIS, A B Documont Conlrol Branch (Document Control Desk) 4pp 
45963 346 45963-349 

0006200050 Responds to IE Bullotin 80 003, “Inadequate Latch Engagement In UFA 
Type Latching Relays Mfg by GE ” No subj relays found In Class IE applications 
ALEXICH.M P, Indiana Michigan Powor Co (formerly Indiana & Michigan Electric Co) 
00/06/24, MURLEY.T, E Document Conlrol Branch (Document Control Desk) 2pp 
45962 271-45962 272 


R. Periodic operating reports & related correspondence 


8605260318 Monthly operating ropt for Mor 1986.W/800408 ltr, 

PUPUSAS , MIC! IAEELSON Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co ) SMITH, W G American Electric Powor Co , Inc, 68/03/31 Qpp 
45701.334 45701 339 

8606220081 Markod up monthly operating ropt for Apr 19BG for DC Cook Unit 2 
MICHAELSON, PUPUS.A S Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co) 08/04/30 3pp, 45911 350 45911 360 

0806280047 Forwards "Steam Generator Repair Project Radiation Protection SO Day In 
Lorlm Rept 1," for 000216 0510, Rept 2 (or period 880317-0610 will be provided by 
000916 

ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
0Q/0G/23 MURLEY.T E Documont Control Branch (Documont Control Dosk), 5pp 
45962 261-45962*265 


S Reportable occurrences, LERs & related correspondence 

8806020014 RO on 080525, flro suppression water sys placed In loss consoivalive con 
figuration than required by Tech Specs Impolrmenl Implemented undor approved test 
procedure os preplanned evolution Both diesel fire pumps returned to svc, 

SMITH, WG Indiana Michigan Powor Co. (formerly Indiana & Michigan Electric Co) 
SMITH, W.G American Electric Powor Co , Inc 68/05/25 DAVIS.A B, Document Con- 
trol Branch (Documont Control Dosk) 2pp 45735.111 45735,112, 

8006060108 LER 80 006-00 on 880430, sys out-of-totorance flow ralo & distribution 
noted Caused by normal sys fluctuation w/std instrument/moasuremant error Sys flow 
imbalance will be balanced prior to unit startup W/880527 ltr 
POSTLEWAIT.T K , SMITH, W G Indiana Michigan Power Co (formerly Indiana & 
Michigan Electric Co ) 86/05/27 6pp 45760 345 45760 350 

8806220257 LER 87-009 01, on 070825, gland seal teakoff condenser effluent radiation 
monitor found Inoperable Caused by failure to perform adequate review of monitor 
status during shift surveillance Procedures revised W/8 006 10 ltr 
BAKER.K R , SMITH, WG Indiana Michigan Power Co (formorly Indiana & Michigan 
Electric Co) 08/06/10 5pp 45869 348 45869-352 
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6606260211 NPOES noncomplrance nol if real ton on QBOeog^ojI spill of app/ox 300 gal 
lorts from underground storage lank occurred Cleanup & recovary measures 
underway Repairs will be made to leak area Cleanup will be completed by 090617 
MENGP.RC Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
88/06/15 2UGGER.P D Michigan, State of MURLEY.TE NRC Mo Detailed Affili- 
ation Given 3pp 45944 075 ‘15-944077 


V, Operator Examinations 

6605250230 Forwards SALP 7 Board flepts 50*315/89 01 & 50-316/80-01 for Ocl 19-86 
- Fab 1988 Ratings In functional areas of plant operations & surveillance show improv- 
ing hand although Category 2 rating from previous SALP period maintained 1 
DAVIS, A 8 Region 3, Ofc of the Director 80/05/16 ALEXICH.MP Indiana Michigan 
Power Co (formerly Indiana A Michigan Electric Co ) 3pp 45664 100 45664 145 

-8805250231 SAIP Board Repls 50 315/80 01 A 50 316/88 01 for Oct 1986 Feb 
1980 

■ Region 3, Ole of the Director 86/02/29 43pp 45664 103-45634 H5, 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plana 

0806100037 Rev 5 to Emergency Response Plan Implementation Procedure ERP/P 

4 1 22 I.Chapter 4 .Attachment 1, "Plant Parameters Siatus " 

UJNDOUiST, LEMONS, J R Baltimore Gas & Electric Co 88/05/16 Spp 45772 256 
45772 260 

0806100097 Rev 12 to Chapter 16,Pages 0 ^Attachments 2.5 A 8 to Emergency Plan 
Implementation Procedure ERP1P 30. "Radioactivity Release-Dose Estimate " 
LEMONS, J R Baltimore Gas A Electric Co 06/05/10 14pp 45772 229-45 772 242 

8806100126 Rgv 13 1o Emergency Response Plan Implementation Procedure ERF IP 
9 1, 'Equipment Checklist Indox 

LEMON5JR Baltimore Gas A Electee Co 6Q/Q5/1B 34pp 45772 191-45772 225 

6066100102 Forwards Insp Ropts 50 317/GB-O7 & 50-318/89-08 on 860401 0610 & 
no bee of vrqlatioa 

WIGGINS, JT Region 1, Ofc of the Director S3/06/03 TIERNAN.JA, Baltimore Gas 

5 Efectnc Co 2pp 45818095 45818 106 

-8006100132 Insp Ftepls 50317/89 07 A 50-313/80 08 on 000401-0516 Violations 
noted Major areas inspected facility activities, operational ovanijefeelmg 
a uinee.m dm .surveillance, radiological controls, physical security A LERs 
TRIPP.L E Rogion 1, Ofc of iho Director 88/06/03, 10pp 45918 089-45818 106 

8509230160 Forwards Rev 20 to security plan Details of chances also end Ends with 
held fra) 10CFR73 21) 

COSS.H D Baltimore Gas A Electric Co 08/06/21 Document Control Branch (Docu- 
ment Con <r<>l Desk) Ip 45937 305 45937 305 


H. General correspondence 

9006290405 Responds to 060626 roquesl for info re pipe erosion/ corrosion problems 
at Calved Cliffs A other nuclear power stations, per constituent MS Glaser 
concerns NRG conducting reviews of plants to determine if problams addressed 
STELLO.V Ofc of Iho Execulive Director for Operations 80/08/17 MIKULSKI.B A 
Senate Spp 45956 107-45956 M3 

-8809290412 Forwards undated Hr from MS Glaser expressing concerns ro 
plant Response 1o Issues raised in Itr requested 

M1KULSK1.B A Senate Bft/05/20 QRADBURNE.J O NRG - No Detailed Affiliation 
Given 2pp 45956-112-45056113 


8866060035 Requests submittal of current emergency operating procedures generate 
package wilhln 60 days of Itr date.m response to util 851023 response to NRC con- 
cerns 

MCNEIL, S A Protect Directorate I 1 80/05/26 TIERNAN.JA Baltimore Gss & Elec- 
tric Co 2pp 45743 073-45743 074, 

8806100281 Provides change of address for author 
RQSS.J W Baltimore Gas & Electric Co 88/05/31 Office of Nucloar Roactor RegiLa 
lion, Director (Post 67041 1) Ip 45771 240 45771 ?40 

0806090202 Forwards requested addl info re proposed changes to Tech Spec orgamza 
tional & 1 raining requirements per SA McNeil 880519 request 
TIERNAN.J A Baltimore Gas & Electric Co 88/06/03 Document Control Brandi 
(Document Control Desk) 4pp 45798 336 45798 339 

8S86140035 Advises util to follow guidance idonlifiod in Generic Llr 07 07, "Environ 
Qualification of Eloclncal Equipment Important to Safety for Nucloar Power Plants, 1 
did 800407 re written justification for continued operations 

VARGA, S A Division of Reactor Prefects - l/H (Posl 87041 1} 80/00/03 

TIERNAN.J A Baltimore Gas & Electric Co 2pp 45003 146 45003 147 

Q0O62OOOO5 Forwards sires s results of analysis of thin pipo region in Steam Generator 
12 mam steam Jine.incfudmg diagram indicating model moment numbers which corre 
spond to locations Indicated In Table 3 1 & Figure 3 2 of RBO504 Itr 
GROWNE.SR Baltimore Gas & Electee Co 80/06/06 Document Control Branch 
(Document Control Desk) 200pp 45693 001-45893 297 

8806170233 forwards addl Info re Item 222 of Generic Llr 83 28 "Required Actions 
Based on Generic implications of Salem ATWS " 

TIERNANJA Baltimore Gas & Electee Co 00/06/09 Document Conlrol Branch 
(Document Control Desk) 2pp 45870 079 45070 080 

8806230278 Application for amends to Licenses DPR 53 & DPR 69, changing Tech 
Specs 5 6 1 & 562 to Increase new & spent fuel racks from 4 1 to 5 0% U*235,per 
10CFR50 Q2 Fee paid 

TIERNAN.JA Baltimore Gas & Electric Co 88/06/09 Document Control Branch 
(Document Centro) Desk) 4pp 45932 250-45932 272 

-0806230281 Proposed Tech Specs 56 1 & 5 6 2, Increasing enrlchmonl limit of newA 
spool fuel storage rocks from 4 I to 5 0% U 235 Criticality analysis one! 

* Baltimore Gas & Electric Co 88/06/09 10pp 45932 254 45932 272 

6809170156 Provides addl Info on safoty-relatod roliof valvos not included in ASME 
Section Kl fnservice test program Certain design Info not available bccausa valves in 
questionaro subcomponents of vendor supplied equipment 

LIPPOLD.W J Baltimore Gas <5 Etectric Co 08/06/13 Documont Control Branch 
(Documont Control Desk) I3pp 45864 301 45064 313 

8806230105 Application for amends to Llconses DPR-53 & DPR-69 ( rGmovmg organl/a 
bon charls from Tech Specs per Generic Ltr 00 06 & clarifying position title 
descriptions Fee paid 

TIERNAN.JA Ballrmore Gas & Electric Co 80/06/13 Document Control Branch 
(Document Control Desk), 6pp 45948 064-45940 091 

-0806230110 Proposed Tech Spocs.revising litfo of positions & removing organization 
charls 

‘ Baltimore Gas A Electee CO 88/06/13 22pp 45948070 45940091 

8806230315 Application for amends to Licenses DPR-53 & DPR exchanging Tech Spec 
Pages 3/4 f 10 lo redefine refueling cycle & adding definition to Table 1 2 Too paw 
TIERNAN.JA Baltimore Gas & Electric Co 88/06/16 Document Control JTianeh 
(Document Control Dosk) I4pp 45932 001-45932 026 

-8006230310 Proposed Toch Specs, adding definition of refuolmq Interval to- Table 1,& 
"Frequency Notation” & changing refueling cycle In Tech Spec Pages 3/4 1-10 

* Baltimore Gas & Electric Co 88/06/16 I2pp 45932 015 45932 026 


J, Insurance & Indemnity information 

0006170227 Forwards Endorsements 70.72,31,8 & 8 to NELfA Policies NF-2f6,NF-216 
& NS-348.N 52 & N 53/o speed voty & Endorsements 58,8 & 0 te MAEUi Policies MF- 
79,M 52 & M 53, respectively 

MOREAU, WN, Baltimore Gas & Electee Co, 68/06/13 OJNITZJ p, OJfrco of Nuclear 
flea cf or Rogulatlon, Drreclor (Post 870411) 2app 45647 225 4 5B47 244 


P. Operating Jlcenae stage documents A correspondence 


0006010020 Responds to Generic Ltr GO 05 re boric acid corrosion of carbon alee) re- 
actor pressure boundary components rn plant Forma) program that compiles w/NRC 
Gen one Ur 00 05 wifi bo im piemen led by 89 (231, 

TIERNAN.J A Baltimore Gas & Etectric Co 8B/05/20 Document Control Branch 
(Document Control Deak) 2pp 45720 264 45720 265 


0 80S 03024 7 Discusses alleged deficiencies In facility Instrumentation & controls 
program Investigation requested as well as response wilhrn 45 days of receipt of Itr 
addressing firdtegs & planned corrective actions 

WIGGINS, JT Region 1, Ofc of the Director 30/05/23 TIER NAN J A. Baltimore Gas 
& Electric Co 2pp 45717 322*4571 7 323 


0606060059 Requests that senior resident Inspector A prefect manager be notified 
when conialnment radiation sfgnal Isolation capability (or containment vent valves for- 
mally declared operable for units, so that NRC wifi reissue Tech Spec pages, 
MCNEfuSA Project Directorate f t 88/05/25 T1EHMAN.J A. Baltimore Gas & Etec 
trie Co 2pp. 45743 077-45743 076 


6606130126 Forwards fists of assumptions used, feedwater line break sequence of 
evanls & plots of FtCS & pressurizer pressures, prossurizer two-phase level & reactor 
vessel upper head subcooling per TMJ Action Horn ft D. 1 

TIERNAN.JA Baltimore Gas & Electric Co 88/05/25 Document Control Branch 
(Document Control Desk) 13pp 45002 140-45002.152 


6806030261 Notification of 800531 meeting w/util In Lusby.MD to discuss current util 
initiatives taken in engineering & licensing 

MCNEIL, S A Pro)ecl Directorate M 8Q/05/26 CAPRA, R A Project Directorate II 
3pp. 45715165-457 15 167 


Q. Inspection reports, JE Bulletins A correspondence 

8806130003 Forwards comments on Insp Roots 50-317/87 28 & 50 318/87-29 End 
withheld (re) tOC FR73 21) 

COSS.KD Baltimore Gas & Electric Co 08/05/23 Document Control Branch (Docu 
men! Control Desk) Ip 45817 230 45817 23B 

8806020163 Forwards request for addl info based on review of util 800114 ftr re pro- 
posed Inservica Insp program plan Response requested wrlhm 60 days of ftr date 
MCNEIL.S A Project Directorate 1-1, 80/05/25 TIERNAN.J, A Baltimore Gas & Elec- 
tric Co Spp 45709 143-45700 147 

8005240028 NRC Info Notice 8.8-033, "Recent Problems Involving Model Spec 2*T Ra- 
diographic Exposure Device " Svc list one) 

SUmNETT.R F Division of Safeguards & Transportation (Post 870413) 68/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158 46683 277 

8000070301 Forwards Safety Insp Repts 50317/86 08 S 50 318/88 09 on 800404 
08 No violations noted One Item re steam line check valve failure designated as unre 
solved 

DURR.J P Region 1, Ofc of the Director 80/05/27 TIERNAN.JA Baltimore Gas fi 
Electric Co. 2pp, 46779 161-45779,169 

-8806070306 fnsp Ropts 50-317/88-00 & 50 316/08 09 on 680404 00 No violations 
noted Major areas inspected licensee fmplerrtenfatlon of Inservice testing of pumps & 
valves 

GREGG, H, EAPEN.P K Region 1, Ofc of the Director 08/05/26 7pp 45770.163 
45779,169 

8805240090 Suppt 1 to NRC Info Notice 67*001, “Failure of Wesbnghouse W-2-Type 
Circuit Breaker Cell Swilches '* Svc list end 

ROSSJ.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45603 038 45683 157 

8805240215 NRC Info Notica 00 Q3<\ “Nucloar Matt Control & Accountability of Nonfud 
SNM at Power Reactors '* Svc bsl end 

ROSSI, CE, Divlsron of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, fnc 122pp 45790 108 45790 300 
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0805270306 NRC Info Notice 89 035, "Inadequate Licensee Performed Vendor Audits” 
Svc list end 

ROSSI.CE Division of Operational Hvonls Assessment (Post C70411) 86/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060*45790 107 

6808100102 Forwards fnsp Repts 50-317/80 07 & 50 318/08 08 on 080401* 0516 & 
notice of violation 

WIGGINS.J T Region 1. Ofc of the Director 88/06/03 TIERNAN.J A Baltimore Gas 
A Electric Co 2pp 45810 085 45818 106 

-8806100129 Notice of violation from insp on 880401-0516 Violations noted licon9oo 
neither prepared nor submitted annual rept for 1987 documenting failures & chal 
lenges to PORVs or safety vafves & changes made to procoduro w/o approval 
* Region 1, Ofc of the Director 08/06/03 2pp 45B18 007 45018 088 

-8800100132 Insp Ropts 50 317/88 07 & 50 318/88 08 on 080401-0516 Violations 
noted Major aroas inspected facility activities, operational event, refueling 
outage, main t.surveilianco, radiological controls, physical security & LERs 
TRIPP, L E Region 1, Ofc of UlO Director 88/06/03 18pp 45818 0GQ 4501Q 106 

6806020047 NRC Info Nolice 08-036, "Possiblo Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list oncl 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 00/06/08 
Consolidated Edison Co of Now York, Inc t20pp 45965 152 45965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002, ’’Fastener Testing to Determine Conform 
a nee W/App lie able Mall Specs ” Svc list oncf 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200-45916 327 

8806090025 NRC Info Notice 86 037, ’’Flow Blockage of Cooling Water to Safety Sys 
Components “ Svc list end 

ROSSI, C,E Division of Operational Events Assessment (Post 070411) 00/06/ 14 
Consolidated Edison Co of Now York, Inc 125pp, 45046.001-46946 125 

6806080211 NRC Bullolln 00 006, “Actions To Bo Takon for Transportation of Model 
Spec 2-T Radiographic Exposure Dovlco “ Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Poet 070413) 80/06/14 
Consolidated Edison Co of Now York, Inc 100pp 45935 211-45935 318 

8&06090194 NRC Info Nolico 80-038, ’’Failure of Undorvoltogo Trip Attachment on GE 
Circuit Breakers ’’ Svc list end 

ROSSI.C.E Division of Operational Fvonts Assessment (Post 870411) 08/06/16 
Consolidated Edison Co of New York, Inc Itlpp 4604(3 12G-4504G 236 

8808150013 NRC Bullolln 08 007, “Power Oscillations in BWRs ” Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 00/00/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115 45929 220 

80O615O1BB Suppl 1 to NRC Bullotrn 08 005, "Nonconforming Mnll9 Suppllod by Piping 
SuppJlosJnc at Folsom, NJ & West Jorsoy Mfg Co at Wlllmmstown.NJ Svc list oncf 
R-pSSt.C E Division of Opoiatlonal Evonts Assessment (Post 870411) 00/06/16 
Consolidated Edison Co, of Now York, Inc 120pp 45065 032 45965 151 

0BD8270149 First partial rosponso to FO)A request (or documents Forwards Apps B & 
C documents Documents avallahfo In PDRApp A documents also available in 
PDR Apps D through G documonts withhold (ref FOIA Exemption 5) Roloasablo por 
lion oncl 

GRtMSLEY.D.H Division of Rules & Records (070413 880514) 00/06/15 BOLEY.K 
Public Citizen’s Critical Mass Energy Project 24pp 45998 200 45990 350 

“B8062800BO Forwards proposed Input to SALP ovaluatlon for plant Evaluation based 
<in Insp conducted during assessment period as summarized in Attachment 2 W/o 
oncl 

PRIVIDY.LJ Region 1, Ofc of the Director 07/09/22, TRIPP, L E Region 1, Ofc of 
Iho Director Ip 45399 052 46999 052 

-8006280081 Forwards proposed Input to SALP evaluation for plant 
PRIVIDY.LJ. Region 1, Ofc of tho Diroctor 87/10/02 TRIPP.L E Region 1, Ofc of 
the Director 10pp 45990 053 45909.062 

8806230249 Forwards info re unrosolvod Item involving high prossurizor spray llne/pms* 
surlzer differential temp.ln rosponso to NRC 080511 roquost & transmittal of Insp 
Repla 50 317/08 05 & 50 318/00 06 

TIERNAN.J A Baltimore Gas & Eloclrfe Co 00/06/17 Document Control Branch 
(Document Control Dosk) 2pp. 45948 092 45948:093 

6606200051 NRC Info Notice 00 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 8B/0Q/23 
Consolidated Edison Co. of Now York, Inc 108pp 45977,207*45078 033 

8806200306 NRC Info Nolice 88 043, “Solenoid Valve Problems ’’ Svc list oncl 
ROSSI,C£ Division of Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, Inc. 123pp 45977 164*45977 206, 


R. Periodic operating reports & related correspondence 

8806170078 Forwards monthly operating root for May 1900 for Calvert Cliffs Units 1 & 2 
& corrected averago daily unit power level rept for Apr 1988 

LEMONS, JR. Baltimore Gas & Electric Co, 00/06/11 Document Control Branch 
(Document Control Dosk), Ip 45804 143-45064 155 

-6806170079 Monthly operating repts for May 1008 for Calvert Cliffs Units 1 & 2 
BEHNKE.C Baltimore Gas & Electric Co 88/05/31 IQpp 45064:144-45064 153. 

-0606 170000 Revised average daily unit power level rept for Apr 1 908 for Calvert Cliffs 
Units 1 & 2 

BEHNKE.C Baltimore Gas a Electric Co, 88/04/30 2pp 45864 154*45064‘155 


S. Reportable occurrences, LERs & related correspondence 

6006030379 Advises that LER 08 01 has been canceled Rept given to sonlor resident 
Inspector for info purposes 

LEMONS, JR. Baltimore Gas & Electric Co, 88/05/24 Document Control Branch 
(Document Control Desk) Ip 45746 318*45746 318 


8B0B0701 7 4 LER 80 002-00 on 0B0502,four unplanned safety injection actuation signal 
received & initiated by ESFAS Caused by interaction between established sys 
conditions Procedures, planning & task sequencing Improved W/000601 Jtr 
DUNN.JR, LEMONS, JR Baltimore Gas A Electric Co 80/06/01 9pp 45770 069 
45770 077 


DOCKET 50*318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 

0806100037 Rev 5 to Emergency Response Plan Implementation Procedure ERPIP 
4 1 22 1, Chapter 4, Attachment 1, "Plant Parameters Status " 

LUNDQUIST, LEMONS, J R. Baltimore Gas & Electric Co 80/05/16 5pp 45772 256 
45772 260 

0006100097 Rev 12 to Chapter 16, Pages 9 1 2, Attachments 2,5 & 0 to Emergency Plan 
Implementation Procoduro ERPIP 3 0, "Radioactivity Reloaso Dose Estimate ’’ 
LEMONS, JR Baltimore Gas & Electric Co 80/05/10 14pp 45772 229 45772 24 2 

0006100126 Rev 13 to Emergency Response Plan Implementation Procedure ERPIP 
E3 1, "Equipment Checklist Index 

LEMONS, JR Baltimore Gas & Electric Co 88/05/18 34pp 45772 191 45772 225 

8006100102 Forwards Insp Ropts 50 317/80 07 & 50-310/00 00 on 080401- 0516 & 
notice of violation 

WIGGINS.J T Region 1, Ofc of the Director 68/06/03 TIERNAN.J A Baltimore Gas 
& Electric Co 2pp 45010 005 45018 106 

-0806100132 Insp Ropts 50 317/OB 07 & 50*310/00 08 on 080401 0516 ViofflUons 
noted Major areas Inspected facility activities, operational event, refueling 
outage, maint.survoiltanco, radiological controls, physical security & LERs 
TRIPP, L E Region 1, Ofc of t ho Director 80/06/03 10pp 45810 009*45810 106 

88062301 6B Forwards Rov 20 to security plan Details of changos also oncf Ends with 
holdfrof 10CFR73 21) 

COSS.H D Baltimore Gas & Electric Co 00/05/21 Document Control Branch (Docu 
ment Control Dosk) Ip 45937 305 45037,305 


H, General correspondence 

6806290405 Responds to 880528 roquost for info re pipe erosion/ corrosion problems 
at Calvori Cliffs & other nuclear power stations.por consliluont MS Glaser 
concerns NRC conducting reviews of plants to dotormlne if problems addrossod 
STELL0.V Ofc of tho Executive Director for Oporatinns 88/06/17, MIKULSKI.B A 
Sonalo, 5pp 45956 1 07*45056 1 1 3 

-8806290412 Forwards undated Itr from M.S Glasor expressing concerns re 

K lant Response to Issues raised in Hr requested, 

IIKULSKI.B A, Somite, 88/05/26 BRADBURNE,J C NRC - No Dolallod Affiliation 
Given 2pp 45956,112*45956 113 


J. Insurance & Indemnity Information 

0006170227 Forwards Endorsements 70,72,31,8 & 0 to NELIA Policies NF*218,NF*216 
& NS-348.N 52 & N 53, respectively & Endorsements 50,8 & 8 to MAELU Policies MF- 
76,M 52 & M 53. rospoctively 

MOREAU, W N Baltlmoro Gas & Electric Co 88/06/13, DINITZJ P. Office of Nuclear 
Reactor Regulation, Diroctor (Post 87041 1) 20pp. 45847 22 5-45047 244 


P. Operating license stage documents & correspondence 

0806010020 Responds to Generic Llr 88 05 re boric acid corrosion of carbon steel re 
actor pressuro boundary components In plant Formal program that compiles w/NRC 
Generic Llr 88 05 wi)) bo Implemented by 891 231 

TIERNAN.J A Baltimore Gas & Etoctric Co, 08/05/20 Document Conlrol Branch 
(Document Control Dosk). ?pp 45720 264*45720 265 

8806030247 Discusses allogod deficiencies In facility i n sir u mentation & controls 
program Investigation requested a9 well as rosponso within 45 days of receipt of Hr 
addressing findings & planned corrective actions. 

WIGGINS.J T Region 1, Ofc of tho Diroctor. 00/05/23 TIERNAN.J A Baltimore Gas 
& Electric Co 2pp 45717 322*45717,323 

0806060059 Requests that sonlor resident Inspector & projoct manager bo notified 
when containment radiation signal isolation capability for containment vont valvus for- 
mally declared operable for units, so that NRC will reissue Tech Spec pages 
MCNEIL, S A Project Directorate I 1 88/05/25. TIERMAN.J A Ballfmore Gas & Elec- 
tric Co 2pp 45743 077*45743'07B 

8806130120 Forwards lists of assumptions usod.feodwator lino break sequence of 
events & plots of RCS & pressurizor pressures, prossurizor two phase level & reactor 
vessel upper hoad subcooIJng por TMI Action Item II D 1 

TIERNAN.J A Ballimoro Gas & Electric Co 80/05/25. Document Conlrol Branch 
(Document Control Desk) 13pp 45002140 45802 152 

8606030261 Notification of 080531 mooting w/util in Lusby.MD to discuss current util 
Initiatives taken in engineering & licensing 

MCNEIL.S A Projoct Directorate M 00/05/26 CAPRA.RA Projoct Directorate 1*1 
3pp 45715 165 45715 167 

8806060035 Requests submittal of current emergency operating procedures generation 
package within 60 days of (tr date, in rosponso to util 651023 rosponso to NRC con* 
cerns 

MCNEIL.S A Project Directorate 1-1 08/05/26 TIERNAN.J A Baltimore Gas & Elec 
trie Co 2pp 45743 073-46743 074 

8806100281 Provides change of address for author 
ROSS.J W Baltimore Gas & Electric Co 88/05/31 Office of Nuclear Reactor Regula- 
tion, Director (Post 870411) Ip 4577F240 45771 248 
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880609-0282 Forwards requested addl info re proposed changes to Tech Spec organiza- 
tional A training requirements per SA McNeil 890519 request, 

T1ERNAN.JA Baltimore Gas a Electrrc Co 08/06/03 Document Control Branch 
(Document Control Desk)- 4pp 457SB 336 45798 339 

8806140035 Advises util to follow guidance idenllfied in Generic Ltr 07 07, “Envrron 
Ouelificalion ol Electrical equipment Important to Safety for Nucfoar Power Plants," 
did 000407 re wntton justification for continued operations 

VARGA.S A Division of Reactor Projects - I/ll (Post 870411) 80/06/03 

TIERNAN.J A Baltimore Gas & Electric Co 2pp 46803 146-45003 147 

8806170233 Forwards addl info re Item 2 22 of Generic Ltr 83-28, “Required Actions 
Based on Generic Implications of Salem ATWS " 

TIERNAN.J A Baltimore Gas & Electric Co 88/06/09 Document Control Branch 
{Document Control Desk) 2pp 45070 076-45870 080 

8006230270 Application for amends to Licenses DPfl-53 & DPR exchanging Tech 
Specs 5 6 1 & 5 6 2 to increase new A spent fuel racks from 4 1 to 5 0% U 23 5, per 
10CFR50 92 Fee pard 

HERN AN ,J A Baltimore Gas & Electric Co 88/06/09 Document Conlrol Branch 
(Documenl Control Desk) 4pp 45932 250 45932 272 

—8066230281 Proposed Tech Specs 56 1 A 5 6 2 ( mcreasfng enrichment litml of new A 
spent fuel storage racks from 4 1 to 5 0% U 235 Criticality analysis end 

* Baltimore Gas & Electric Co 88/06/09 I9pp 45932 254 45932 272 

88O617O1S0 Provides addl info on safety related relief valves not Included in ASME 
Section XI inservico test program Certain design info not available because valves In 
queslfon are subcomponents of vendor supplied equppment 

LIPPOLD.WJ Ballimore Gas A Electric Co 68/06/13 Document Control Branch 
(Document Conlrol Desk) 13pp 45664 301-45064 313 

8806230105 Application for amends to licenses DPR 53 & DPR 69 f removlng organiza- 
tion charts from Tech Specs.per Generic Ltr 88 06 & clarifying position title 
descriptions Feo paid 

7IERNAN,JA Baltimore Ga9 5 Electric Co 8B/0Q/13 Document Control Branch 
(Document Conlrol Desk) 6pp 45948 064 45940 091 

-8006230110 Proposed Tech Specs, rovpsmg title of positions & removing organization 
ctiBris 

* Baltimore Gas & Electric Co 88/06/13 22pp 45940 070 45848 091 

8908230315 Applrcelion lor amends to Licenses DPR 53 A DPR exchanging Tech Spec 
Pages 3/4 1 10 to redefine refuolm-g cycle A adding defJmlion lo Table 1 2 Fee paid 
TIERNAN.J A BaNimoro Gas A Efociric Co 80/06/16 Document Control Branch 
(Document Control Desk) 14pp 45932 001 45932 026 

-08O623D310 Proposed Tech Specs.addJng definition of rafuaJinn Interval lo Table 1 2, 
"Frequency Notation” & changing refueling cyclo In Tech Spec Pages 3/4 1-10 

* Baltimore Gas A Electric Co 00/06/16 12pp 45932 015-45932 026 


Q, Inspection reports, JE Bulletin** correspondence 


8806130003 Forwards comments on Insp Reels 50 317/87-28 A 50316/07-29 Enel 
withheld jfef 10CFR73 21) 

COSS.H D Baltimore Gas & Electric Co, 88/05/23 Document Control Branch (Docu- 
ment Conlro I Desk) Ip 458 1 7 238 458 1 7 230 

8806020163 Edwards requesl for addl fnfo based on review of ulil 8001 14 ltr re pro- 
posed Inservice insp program plan Response requested within 60 days of Hr date 
MCNEILS A Project Directorate 1 1 88/05/25 TIERNAN.J A Baltimore Gas & Elec- 
tric Co Spp 45709:143 4570X147- 

8885240028 NRC Info Nolle© 88 033, 'Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device ” Svc list enct 

BURNETT, RF Division of Safeguards A Transportation (Post 070413) 00/05/27 
Consolrdated Edison Co of Now York, Inc 120pp 45083 158-45603 277 

0806070301 Forwards Safety Insp Repts 50-317/68 08 A 50 318/06 09 on 830404- 
08 No violations roied One item re steam line check valve (allure designated as unre- 
solved 

DURR.JP Region f, Ofc of Ihe Director 88/05/27 TIER NAN J, A Baltimore Gas & 
Electric Co 2pp 45779 161*4577X169, 

-8806070308 Insp Repts 50317/86 08 & 50 318/00-09 on 660404-08 No wolaMona 
noted Major areas inspected licensee implementation of inservlce testing of pumps & 
valves 

GREGGS, EAPEN, P.K Region 1, OfC of the Director 00/05/26. 7pp 45779 163- 


8805240090 SuppJ 1 to NRC Info Notrca 87-081, "Failure of Westmohouso W-2-Typa 
Circuit Breaker Call Swilchos " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 80/05/31. 
Con so Mated Edison Co of New York, Inc 120pp, 45683 038-45603 157 

0805240215 NRC Info Notice 00-034, ‘ Nuclear Mali Control & Accountability of Nonfuel 
SNM at Power Reactors ” Svc lisl end 

ROSSI, C.E Division of Operational Evenls Assessment (Post 870411) 88/05/31 
Cons on Ida ted Edison Co of New York, fnc, 122 pp 45790 198 45790 300 


8005270308 NRC Info Notice 80 035, “Inadequate Licensee Performed Vendor Audita " 
Svc iest oncl 


RCJSSI.CE. Division of Operational Events Assessment (Post 870411) 88/06/1 
Consolidated Edison U) of New York, Inc 120pp 45790060 45790.187 


6806100102 Forwards Insp Repts 50-317/88 07 A 50 310/88 00 on 880401- 0516 & 
notice of violation 

™S,JT RogFon 1, Ofc of the Director. 60/06/03 TfEflNANJ A Baltimore Gas 
& Electric Co 2pp 45818 005 45818,106, 


-8806100129 Notice of violation from insp on 880401 OSie.Viofalbns noted llcens< 
neither prepared nor submitted annual rept for 1&&7 documenting failures & chi 
tengos lo PORVs or safety valves & changes made to procedure w/o approval, 
Region I.Ofc Of the Director 80/06/03. 2pp 45618 087-45618088 


-0806160132 Insp Repts 50 317/88 07 A 50 310/08 08 on 800401 0516 Violations 
noted Major areas Inspected facility activities, operational ©venl.rofuelng 
oulace.ni a fnl, surveillance, radiological controls, physical security A LERs 
TRIPP, LE Region 1 , Ofc of the Director 08/06/03 1 0pp 45010 089 4581.0 100 

8006020047 NRC Info Notice 68 036, "Possible Sudden loss of RCS Inventory During 
low Coolant Levef Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

88069&0301 Suppl 2 lo NRC Bulletin 87 002, “Fastener Testing to Determine Conform 
ance W/Applrcablo Mall Specs " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 80/00/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327 

88060B0025 NRC Info Noire© 88 037, "Flow Blockage of Cooling Water to Safely S^s 
Components ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/U 
Consolrdated Edison Co of New York, Inc 125pp 45946,001-45946 125 

8600080211 NRC Bulletin 08-006, "Actions To Be Taken for Transportation of M<hM 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 08/06/14 
Consolidated Edison Co, of New York, Inc lOOpp 45935 21 1-45935 318 

8606090194 NRC Info Notice 88 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/16 
Consolidated Edjgon Co of New York, Inc 111 pp 45946 126-45946236 

8606160013 NRC Bulletin S3 007, "Power Oscillations in BWRs " Svc list oncl 
ROSSI.CE Divisron of Operational Events Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 1 15-45929 228 

8006150186 Suppl 1 to NRC Bulletin 88 005, “Nonconforming Mails Supplied by Piping 
Suppliss.fnc at Folsom, NJ & West Jersey Mfg Co at Willtamstown.NJ " Svc fist MCI 
ROSSI.CE Division of Operational Events Assessment (Post 07041 1) 60/06/15 
Consolidated Edison Co or Now York, Inc 120pp 45965 032 45965 151 

8805270149 First partial response to FOIA request for documents Forwards Apps B & 
C documonls Documents available in PDRApp A documents also available in 
POR Apps D through G documents withheld (ref FOJA Exemption 5) Roloa sable per 
lion end 

GRIMSLEY.DH. Division of Rules A Rocords (070413 000514) 00/00/15 BOIIY.K 
Public Citizen’s Critical Mass Energy Project 24pp 45990 20B 45990 350 

-8806280080 Forwards proposed Input to SALP evaluation for plant Evaluation based 
on insp conducted during assessment period as summarized in Attachment 2 VV/o 
one), 

PRMDY.LJ RogJon 1, Ofc of the Director 87/09/22 TRIPP, l E Region 1, Ofc of 
the Director Ip 45999 052-45999 052 

“8006280081 Forwards proposed Input to SALP evaluation for plant 
PRh/IDY.L J Region 1, Ofc of the Director 07/10/02 TRfPP,L E Region I, Ofc ol 
Ihe Director 10pp 45990 053-45990 062 

8806230240 Forwards info re unresolved item involving high pressurizer spray Jme/pres 
sunzer differential temp, In response to NRC 800511 requost & transmittal of Insp 
Roots 50-317/68-05 & 50-318/06 06 

TIER NAN, J A Baltimore Gas A Electric Co 88/06/17 Document Control Branch 
(Document Control Desk) 2pp. 45948 092-45948 093 

8806200051 NRC Info Notice 08 042, "Circuit Breaker Failures Due to loose Char-fliffcg 
Spring Motor Mounling Bolts “ Svc list one) 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) flB/06/23 
Consolidated Edison Co ol New York, Inc 10Dpp, 45077 2Q/-45978 033 

0800200306 NRC Info Notice 88 043, “Solenoid Valve Problems “ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/23 
Consolidated Edison Co of New York, ire 123pp 45977,104 45977 286 


R Periodic operating reports & related correspondence 

0806176070 Forwards monthly operating rept for May 1980 for Calvert Ciiffs Units 1 A 2 
A corrected avorage daily unit power level rept for Apr 1900 
LEMONS, JR Ballimore Gas & Electric Co 88/06/11 Document Conlro) Branch 
(Document Conlro) Desk), ip 45864 143*45064*155 

-8896170079 Monlhly operating repts for May 1908 for Calvert Cliffs Units 1 A 2 
BEHNKE.C Baltimore Gas & Electric Co 88/05/31 10pp 45004’144-45864 153, 

-8806170080 Revised average daily unit power level rept for Apr 1988 for Calvert Cliffs 
Units 1 A 2. 

BEHNKE.C Baltimore Gas & Electric Co 80/04/30 2pp 45064.154 46864 155 


S. Reportable occurrences, LERs A related correspondence 

6805250007 LER B7-005-Q1 on 870703, reactor tripped on low steam generator pressure 
due to change of Initial valve position percent micrometer Caused by sotting microns 
ter (oo high Micrometer adjusted A procedure simplified W/080516 ltr 
SRAW.DL, IEMONS.J R Baltimore Gas A Electric Co 08/05/16 4pp, 45686 231- 
4568B 234 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical emergency & fire protection plans 

8806150392 Rev 1-06 to Emergency Plan Implementing Procedure 5000 ADM 3054,01, 
"Operation of Parsippsny Technical Functions Ctr." 

* General Public Utilities Corp - GPU Service Corp 08/05/23 16pp 45814 122 
45814*137 
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0BO0O9QO77 Towards Rov 26 to amended physical security plan for review & 
approval Plan withheld 

HLJKILL.H D General Public Utilities Corp - GPU Service Gorp OB/06/02 Document 
Control Branch (Document Control Desk) Ip 45014 230 45014 230 

8006140291 Responds to violations rioted in Insp Rapt 50 320/00 05 Corrective 
actions fire protection engineering insps changed from quarterly to monlhly & job brief 
ings provided on implementation of hot work procedure 

STANDERFER.F R General Public UtJlillos Corp * GPU Sorvico Corp 08/06/03 Dor 
umont Control Branch {Document Control Desk) 4pp 45633 339 45833 342 

3906300233 Advises that Commission requested publication of end notice of consider- 
ation of Issuance of amends to fnrlhly OLs & proposed NSHC determination & oppor- 
tunity for hearing re 080602 amend application to approve physical socunly plan 
HERNAN.R W Project Directorate 1-4 86/06/16 HUKILL.HD Gonoral Pubkc Ulilitios 
Corp - GPU Sorvico Corp 4pp 45981 045 45901 050 

3806260272 Temporary Chance Nolice 6415 1300 00 04b, cancelling Procoduro 6415- 
IMP 130006 

* Gen oral Public Utilillos Corp - GPU Sorvico Corp 08/06/20 ip 45045 105 
45945 105 


G, Adjudicatory correspondence 

0006030057 Advises that NRC will sot fo/lh position on summary disposition In re- 
sponse to liconsoo 880509 & 16 motions & will not separately move for summary dis- 
oai lion 

EWiS.S H Assistant General Counsel for Hearings //20B 6433 80/05/20 

WOLFE.S J , BRIGHT, G O , PARIS.O H Atomic Safety and Licensing Board Panel Ip 
45739 317-45739 317 

0006080150 Advises that second round of sys drawings being sont to Skolnlck under 
BGparato cover by Fedoral Express sve Copy will also be provided to TMI staff W/svc 
fist 

BAXTER.T A General Public Utilities Corp - GPU Sorvico Corp BAXTCR.T A Shaw. 
Pittman, Potts & Trowbridge //286 0423 00/05/27 WOLFE.S J, BRIGHT, GO,. 
PARIS.O H Atomic Saloty and Licensing Board Panel 3pp 45741 040*45/41 050 

6806000092 Advises that typos Identified in “Joint Affidavit of GG Baker, DR 
Buchanan, JJ Byrne, T A Grace, JE Tarpinlan, CS Urland & WE Woavor.fllod on 0005 16 
In support of liconsoo motion for summary disposition on alternatives W/svc list 
BAXTER J A General Public Utilities Corp - GPU Sorvico Corp I3AX1ERJ A Shaw, 
Pittman, Polts & Trowbridge //288 6450 08/06/01 WOLTC.SJ, ORIGHT.GO, 
PARIS.O H Atomic Safety and Licensing Appeal Panel 4pp 45740 203 45740 206 

6806300027 Advises that NRC determined that most efficient form of rosponso to li 
conseo motion for summary disposillon fiiod on 800509 A 16 would bo one consoli- 
dated rosponso to all four motions Responso will bo filed by 080022 
LEWIS, S H. Assistant General Counsel for Roarings //28ft 0560 611/06/16 
WOLTE.S J , BRfGHT.G O , PARIS.O H Atomic Safety and Liconsmg Board Panel Ip 
45950 184-45959 184, 

0006230041 Order (granting Slaff & joint Intervonor requests for lime oxtonblons) 4 Ro 
quests for extension of time to respond & to filo rosponso to uhl 880509 motion for 
summary disposition to 880022, grantorf Served on 680617 

WOLFE.S J Atomic Safety and Licensing Board Ponoi //28B 6546 80/06/17, 2pp 
45859 242 46859.243 

0806 30028 5 Susquehanna Valley Alllanco/TMI Alert rosponso to liconsoo motion or 
summary disposition on Contentions 1-4,5d,6 & 8 4 Affidavits of KZ Morgan.B 
Piccionl.L Kosorek & C Huver & supporting documentation oncl 
• Susquehanna Valtov Alllanco, Lancaator, PA 4 Three Mile Island Alort //268 6609 
G8/06/20, Atomic Safely and Llconsfng Board Parol G9pp 45960 331-45961 0/9 

-0806300287 Affidavit of L Kosarok In support of Contentions 3,4 & 5 4 
KQSAREK.L Susquehanna Valley Alliance, Lancaster, PA 08/06/09 16pp 

4506 1 041-45961 059 

—0006300280 Affidavit of CW Huvor to support Contentions 1,3 & 5 Svc list oncl 
HOVER, CW Susquehanna Valley Allianco, Lancaster, PA 08/06/20 20pp 

45961 ,060 459G1 079 


H. General correspondence 

080603-0394 Responds to constituent J Rhon 860301 request ro potential hoollh prob 
Isms affecting general population fn South Control Pennsylvania as result of 1979 ac- 
cident at TMI-2 No short-term physical health of foots noted 

STELLO.V Ofc of the Executive Director for Operations 88/05/20 GOODUNG.B 
House of Rep 33pp 45726 154-45726 267 

-060606 0203 "TMt Nuclear Accident & Effect on Surrounding Population " 
TOKUHATA.G K Pittsburgh, Univ of, Pittsburgh, PA 88/05/20 10pp 45726 240- 
45726 265 

-8606060200 Requests NRC re view, con si dor a lion & comment concerning end constltu 
cut J Rhan 880301 Inquiry re long & short term effects of TMI accident on hoaltti of 
genaral population fn South Central Pennsylvania area 

GOODUNG.B House of Rep 88/04/25 Congressional Affairs 2pp 45726 266 
46726 207 

1006150264 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
ope rations NRC roasons for elimination of requirement for offsite sirens correct 
STEPHENSON, J W Affiliation Not Assigned 86/06/06 NRC - No Detailed Affiliation 
Given 3pp 45612190-45812 192 


L Insurance & Indemnity Information 

8060-90295 Forwards Endorsements 4 & 4 to NEUA Certificate NW-78 & MAELLI Cer 
tificate MW- 18 & Endorsements 3 & 3 to NELfA Certificate NW-125 & MAELU Certlfi 
cate M W- 4 8, re spec lively 

HOFFMAN.J Marsh & McLennan, Inc 60/06/03 DINITZ.I NRC - No Detailed Affili- 
ation Givon. 5pp 45764*31 7-45764 321 


P, Operating license stage documents & correspondence 

680G130137 Forwards Amend 30 to License OPR-73 & safety evaluation Amend modi 
fies App A Tech Spec sections & revises Tech Specs aligning licensing requirements 
to appropriate currents well as future plant conditions through cleanup operations 
STOLZ.J F Project (Directorate 1-4 00/05/25 STANDERFER.F R General Public Utlll 
ties Corp - GPU Service Corp 3pp 45796 249 45796 358 

“0800130142 Amend 30 to Liconse DPR 73, modifying App A Tech Specs sections A 
revises Tech Specs aligning licensing requirements 1o appropriate current, as well as 
futuro.pl ant conditions through curront cleanup operations 
STOLZ.J T Projoct Directorate 1-4 66/05/25 91 pp, 45796 252-45796 342 

—0606130143 Safety evaluation supporting Amend 30 to License DPR-73 

4 Office of Nuclear Reactor Regulation, Director (Post 070411) 66/05/25 16pp 
45796 343 45790 350 

0006030197 First partial rosponso to FOIA roquest for documents App B forwarded & 
also being made available at PDR App A available al PDR Records also being, made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rulos & Records (870413 080514) 68/05/26 

WEISSMAN.S California, State of 3pp 45704 166-45764 16B 

“8109160342 Forwards responses to 610400 Hr to President Reagan re concorns about 
offnets of facility low level emissions, waste storage, emergency plan inadequacy & 
proximity to earthquake fault VA Hill marked up responses Included 
EISENHUT.D G Division of Licensing (600428 851 1 24) 01/08/20 HILL, V A Univer- 
sal Lite Church Opp 45784 189 45784 196 

0006070066 Forwards revised recovery operations plan corresponding to approvod 
Tech Spec changes re aligning license & surveillance requirements appropriate to 
plant conditions through remainder of curront cleanup operations 
STOLZ.J F Project Directorate I 4. 06/05/27 STANDERFER.F R General Public Ullli- 
ties Corp • GPU Sorvico Corp 4pp 45757 244 45757.209 

--0000070093 “Rocovery Operations Plan" 

* General Public Ulflitlos Corp - GPU Service Corp, 8G/05/27 42pp 45757*248- 
45757 200 

8606130210 Forwards exemption from 10CFR70 34, “Criticality Accldont Require- 
ments," por 070423 roquest Continuation of monitoring using intermediate & source 
range neutron monitors after detecting unnecessary 

MASNIK.MT Project Directorate 14 00/05/27 STANDERTER.F R General Public 
Utilities Corp GPU Sorvico Corp 3pp 45793 312-45793 321 

-0806130274 Exemption from requirements of 10CFR7Q24 ro criticality accldont 
requJromants Exemption contingent upon NRC reviow of Mode 1 criticality analysis 
VARGA, S A Division of Roactor Projects * t/tl (Post 070411) 06/05/27 General 
Public Utilities Corp - GPU Sorvico Corp 7pp 45793 315 45703 321 

0806210470 Forwards Amend 30 to License DPR 73 & safety evaluation Amend modi- 
fies Tech Specs Sections 1.2.3.3/4 & 6,atignlng licensing requirements to plant condl 
lions 

STOLZ.J F Projocl Directorate 1-4 86/05/27 STANDERFER.F R General Public Utill 
tlos Corp - GPU Servlco Corp 3pp 45071 066-45871 175 

—8005210484 Amend 30 to License DPR-73, modifying Tech Spoc Sections 1,2, 3,3/4 & 
G to align license requirements w/plant conditions 

STOLZ.J F Projoct DJroctorato t-4. 86/05/27 lOOpp 45671 009 45871.159 

-8800210400 Safety evaluation supporting Amend 30 to Liconse DPR-73 

4 Office of Nuclear Reactor Regulation, Director (Post 070411) 00/05/27 16pp 
45071 160-45071 175 

8806140025 FOIA request for documents including 01 1110 Generic Ltr 81-36 & NRC/ 
TMI 03 002 830930 Itr 

SKOLNICK.F Susquehanna Valloy Alliance, Lancaster, PA 08/06/02 Freedom of In 
formation & Privacy Acts Branch Ip 45003 022-45003 022 

8006140208 Responds to Gonerlc Hr 80 05 re boric acid corrosion of carbon steel re 
actor pressure boundary components Program not considered applicable based on 
discussion ro factors contributing to high rate of boric odd corrosion 
STANDERFER.Fn Goneral Public U till tlos Corp - GPU Service Corp 06/06/02 Doc- 
ument Control Branch (Document Control De9k) 3pp 45833 323-45833 326 

0806090079 Forwards “SER for Completion of Lower Coro Support Assembly & Lower 
Head Deluding 1 ’ for NRC reviow & approval SER encompasses removal of elliptical 
flow distributor,QU8Boted Incore quids tubes & subsequent defuollng Foe paid 
STANDERFER.F R General Public Utilities Corp - GPU Sorvico Corp 86/06/08 Doc 
umont Conlrol Branch (Document Control Doak) Ip 46802.077-45602,107 

-8006090075 Rev 0 to "SER for Completion of Lower Coro Support Assembly & Lower 
Head Defuallng " 

HYAN.R F , SHEARER, PM General Public Utilities Corp - GPU Service Corp 4710- 
3221 -88 0 1 88/05/27 30pp 45002 070 45002 107 

0806140264 Notification of 080616 mooting w/utl) In Rockville, MD to discuss cleanup 
program status & identity current as well as futuro critical activities requiring NRC 
review, 

MASNIK.MT Project Directorate 1-4 86/06/06 STOLZ.J F Project Directorate I 4 
4 pp 45003*160 45803 163, 

0806200129 Notification of 860616 meeting w/utll In RockvLIIo.MD to discuss status of 
research into EPICOR rosin solidification 

MASNfK.M T Project Directorate 1-4. 00/06/06. STOLZ.J F Project Directorate 1-4, 
4pp 45839 354-45039 357 

0806240076 Submits status summary rept on Multi-Plant Action B-06, "Natural Circula- 
tion Cooldown " Noar-term OLs should not bo added to Safety Issues Mgt Sys fisting 
for subj ocllon 

CAPRA, R A Project Directorate 1-1. HODGES, M.W Reactor Systems Branch 60/06/ 
10 VARGA, S A Division of Reactor Projects • I/ll (Post B70411) 6pp 45927'001- 
45927 006. 
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BSD62000&0 r^pcnse id FCM tiqucsi for documents App H docume rt, & available 
a* PCR i dv:t nun's partial wrthhe’d (ref FOIA Exempt on b) 

GFiMSLEtOH Dir e an of Rules & fleccrds (870413 830514) 88/06/13 

CONNOR l DC. Search Associates Spp 45845050 45045160 


8806090301 Suppt 2 lo NRC Bulletin 87 002, “Fastonflf ( oslmq to Determine Conform, 
ance W/ Applicable Wall Spocs ” Svc list oncl 

ROSSI, CE Division ol Operational Events Assessment (Post 670411) BB/O&no 
Consolidated Edison Co of New York, Inc 120pp 459|6 208-45016 32/ 


— 5305200034 '"'curs cr H Me ,er request mal listed items re heaten task force & HPI 
ir t V :n fcrcucht ro Con-rr ss cn attention at 840323 meeting 
Y A»*MER£RC Office a' Congress ana' Ahais (pre 87G4T1) 04/03/22 PALLAOINO 
AS^tlSriNE SERNTHAL Cfentmsi'Oflars 2pp 45845 055 45845 073 


8606220059 Forwards Sflfoty Insp Flop! 50 320/66 06 on 600401 0507 No violations 
noted 

BETTENHAUSEN.L Region 1, Ofc of llio Director 80/06/10 STANDERFER.FR 
General Public Utilities Corp * GPU Service Corp 2pp 45911 29 1-45911 339 


-8B052000S7 Prists act cn t « taken to obta,n icsponses to H Myers 84G6Q4 ques 
t :ns A ad.'co from OGC as to whether responses A memo need to be served on 
pan :s 

HALIER N Ccittt ss oners 64/06/07 KAMMERER.C Otf,ca of Congress,onal Afla'is 
f^A 670413| 3fp 45-945 074 45045 076 

-8606200112 Summarizes 840731 meeting w/ri Meyers ol Interior Committee it 
NijREG Cc63 4. NRC ^aWon of util rngt integrity Questions raised concerning mgt 
i^icgnr/ net a£J'c$sed m rept 

KAHMER5RC Office of Congressional AMairs {pre 870413) B4/0B/16 PAlIADINO, 
a£PNTH*L ZECH Cc^'s^ers Ip 45845 093 45845 083 

-8006200146 Fcrwarjs H Meyers S503T5 memo A NRC 850517 response re NRC in 
.l-Uj :*\ cl Ur \ 2 polar crane allegai on$ Response w/l be forwarded by 650523 
MM MERER C Offco of Congressional Affairs (pre 870413) 85/05/22 PALlADINO. 
R02ERT5 ASS-ELSftNE Corrrriss oners Ip 45045 155 45045 155 

B8 06 240 150 Th rd partial response to F01A request for documents App C, E,F & G doc 
uT,cms encl A a.aiabto m PDRApp D documents ava'Jable in PDR Portions of 
records subj 10 request * thhcld {rel FOIA Exemptions 4,5,6 & 7) 

GRIUStEY DH NRC - No Deta’ed Affiliation Gwen 88/06/15 BOIEY.K Public CiU 
zen s Cm cal Mass Energy Preset 9pp 45927007 45927 200 

''8808270Qt4 Par»ia n y wimtus'd Ur inferring of personal knowledge o< marijuana & other 
drug consumption at fac.Nty Concerns expressed over credibility & ability of util to 
sa'ciy operata fadVr/ 

1 Atn ji^ Net Ass grad 86'07/07 ZECH.IW Commoners Ip 45927 096 
45927098 


8606240052 'ntcimo cl tncl Commission 88042& Order CL1 88 02,litlmg restrictions 
p faced on emp!o,menl for all indviduais except JR Floyd,per Commission Order CLI 
85-03 Update of stetus of various conditions of operalions requested 
STCUJf Propel Drectorale U 88/06/16 HUtOLUHO General Public Utilities 
Corp GPU Service Corp 5pp 45927 225 45927 237 


5596300233 Ad. >s££ teat Comm-ssion requested publication of end notice of consider 
at-on cf issuance of amends to fac^ty Ols A proposed NSHC determination & oppor 
tsjri't/ for hearing re 880602 amend application to approvo physreal security plan 
heRMN,RW Project Directorate 1 4 88/06/16 HUKfLL,H D General Public Utilities 
Ccrp GPU Service Corp 4pp 45981 Q45 45981 056 


“ 8 r?S^? J44 NclJCQ consideration of issuance of amends to License DPR 50 & 
□PR 7 1 A proposed NS W C determ'nation & opportunity for hearing Amends would ep 
prove TMJ mod hod amended phys-cai security plan per 860602 submtual 
HERMAN RW Project Directorate I 4 88/05/16 Bpp 45981 049 45981 056 


O Inspection reports, IE Bulletins & correspondence 

8806020042 sts thst NRC Bulfabn 88 004 re potential for safety related pump ioss 
not app icab'P to fac'lity in current recovery mode NRC Bulletin 88 QQ4 wl' ha ro eva'- 
ua'cJ rf dPCis, on to restart pJanl made 

PI*!,‘, 0 S E l’n ,: , R G E ,J, c 'a' PuWit Co;p GPO Service Corp 66/05/25 Doc 
urm.nt Control Branch (Document Control Desk) 2pp 45720 327 45720 32B 

M hSS 2?! c R r? Iri1o ^ ot,ce 033, ‘Recent Problems fnvotvmg Model Spec 2-T Ra 
dographe Exposure Device Svc list end 

3&?Sfte* 86/05/27 

" HiU,e °' W0 » sa W-2 Type 

s*t! c°: es/o5/3 ' 

a ‘sf^r4 f rRS,M ta‘e„cl Utl6ar Ma " ^ * ACC0Unlab "^ 01 N °" M 

°R e / 3h °b aJ t E vents Assessment (Post 870411) 86/05/31 
Goose Wated Ed, son Co of New York, Inc 122pp 45790 160 45790 300 d1 

M S?”S nC ,n '° N ° bCe 88 ° 35 ' ‘ ,na ^ w, ° Lce ^ee Performed Vendor Audits - 

88/06/03 

8806 140291 Responds to v»GlabQfis noted m |nso Rem 50 3?n/AA n*; 

M ' 269/aB03 * 50320/6804 on 8664,, 

<mtZ 4SSfiS FBM,J G6nera ' 

iS/r, 4 , r 8004,, - ,5No ««». 

P'Ofl'ain, liquid S g a6e ous 

<5034 288 45834 2W CWK,WJ RC9 '° n '' 0,C 01 In<! 0«««O' 66/05/25 8pp 

nrKcfr' , c 0 ’?® v ®’ , ^ 4 ' , o n8 '’ Svc ' hIbmI 610 S ‘ Jddeft 1055 ol RCS 1Wen 'on/ During 
Consol'daled E«onto 


-'8006220061 Insp Rept 50 320/00 06 on 06040 1 0M)7 No vioialions noted Mflpr 
areas inspected cfefuoimg & doconlfiminntion nctivilios, including operations to cut up 
permost plate ol lower core support assembly Into srotoiii 
COWGfLUC Region 1 t Ofc of tho Direclor 00/06/10 47pp 45911293 45911 319 

0006080025 NRC Info Notice 00 037, "Flow BlocXago ot Cooling Wator lo Safety Sy$ 
CompoaoiUs " Svc list onc r 

ROSSI, CE Division of Oporational Events Assossmonl (Post 070411) 0B/O6/14 
Consolidaled Edison Co of New York, Inc I25pp 46946 001-45946 125 

0006080211 NRC Bulloim 80 006, “Action'* To Bo Tnkon for Transportation of Model 
Spec 2 T Radiographic Exposure Dovico " Svc list oncl 

BURNETT ,RF Division ot Satoguaids & Trnn'ipoilalion (Post 670413) 8B/06/14 
Consol'da^Qd Edison Co of New York, Inc lOflpp 459 15 21 1-45935 31Q 

0006210264 Forwards Safely Insp Ropl 50 32O/0O 07 on 0AO5O2 06 & notice of viola 
lion 

BELLAMY, R R Region 1, Ofc ol Iho Director (10/06/14 STANDERFEn.F General 
Public Utilities Corp - GPU Sorvico Corp 2pp 45900 035 45906 044 

-8006210276 Notico of violation from insp on 000502 06 Violations noted shipmenl ol 
radwaste sent to burial 9ilo & accompanied by mamfost which roportod different pack 
ago Itian one shipped & snipping papers did not include activities ot shipment 
’Region 1, Ofcof the Dirocror 8Q/Q6/14 tp 459GG03/ 459Q6Q37 

-8006210282 Insp Rept 50 320/00 07 on (180502 00 Violations notod Major areas 
inspected license© sohd radwaste 6 transportation program .In, eluding mgl 
control.shlpments of radioaclivo mails, traininQ.procaduroa & QC 
DAVIDSON, B S , PASCIAK,WJ noglon 1, Ofc of tho Dlroctor 00/06/13 7pp 
45906036 45906 044 


8806090194 NRC Info Notico 00 030, "failure? of Undervoltfiqa Trip Altnchmont on GE 
Circuit Breakers “ Svc list end 

RQSSl.CE Division ot Oporatiohol Evoids Assossm^nt (Post Q704U) 88/Q6/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 120 45946 236 

08O8t5OQt3 NRC Bulloim 60 007, "Power OsclMioi n m BWRs " Svc list oncl 
ROSSI.CE Division of Oporntional Evonts Assossinonl (Post 0/0411) 00/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115 45920 220 

08OB15O106 Suppl 1 to NRC Bulletin 00 0Q5, “Nonconforming Malls Supplied by Piping 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co al Willmmstown,NJ ” Svc list aricl 
RG3S),CE Division ot Operational Events Asaossinont (Post 070411) flB/0b/lf> 
Consolidated Edison Co of Now York, Inc 120pp 45965 032-45965 151 

8B06240150 Third partial rosponso lo FOIA roquosl for documonta App C , E,F & G doc 
umonls end & available In PDR App D documonls available in PDR Portions of 
records subj to request withhold (rof FOIA Exemptions 4,5,6 & 7) 

GRIMSLEY.DH NRC - No Detailed Affiliation Given 00/00/15 BOLEY.K Public CiU 
len s Cnlcal Mass Energy Project 9pp 45927 007-45927 200 

*'6806240159 Forwards Ofc of Investigations ropt of inquiry ro aliened Illegal drug usage 
by operator on duly a) facility (Q I -86 0 11 ) 

WHITE, CW Region 1, Ofc of tho Doctor 86/06/20 MURLEYJ £ Boo 1 , on 1, Ofcol 
the Director 2pp 45927 065 45027 066 


*8806240 160 Partially withhold Investigation Ropt Ol 06 oil on 060820 No violates 
noted Major areas investigated allegations ro Illegal drug usage by operator on duty al 
facility Status closed inquiry w * * 

MATAkAS.RA Region 1 , Ofc ol tho Director DG/CJfl/20 Bpp 45D27 0Q7-W21'W 2 


1 inro iNotico 00 042, "Circuit Breaker Failuros Due to Loose Charging 
Spnnnkto Mounting Bolls " Svc list oncl 

ROSSf,C E Division of Qpcrat'onal Evonts Assossmont (Pcrat 67041 1) 88/06/29 
consolidated Edison Co of New York, Inc I08pp 45977 207-45970 033 


SrSSre N 5r 1 , 0B ° 43 - “Solenoid Valve Problems “ Svc list end 

pOSbl.c E Division of Operational Events Assessment (Post 07O411) 00/05/23 
consolidated Edison Co of Now York, fnc 123pp 45977 164 45977 206 


TOKgJS-p & Wasle Disposal Semiannual Rept Jan Jun 1986 Supplemental 

45689 037 45^9^8 U1,i ' tl0S C ° rP ’ GPU SOrV ' CG C ° fp ' 66/06/30 12pP ‘ 

^ Dose °!! s,tG Dose nQ P l ,or Ja " M a f H W/000527 Hr 
?0pp 45753 25t-45753 n 260 a/ Ubl,C Um ° S C ° fp ‘ GPU SorV,CG C ° rp 0Q/ ° 

88 RESStF fl R w? Va r 3 ^ ^ q ii at,c Sludy Mont N/ Progress Ropt for Apr I960 M 
MASNik^ ^ Ul,l,lles Cor P * ^ Service Carp 60/05/31 
MASNJK.M NRC No Oelallad Afkliallon Gwen Ip 45794 053 45794 069 


Aquat ' c ^ 1ut}y Wont f l| 7 Progress 
Radiation Management Corp (BMC) BB/04/30 


Rept for April 1 900 M 
I3pp 45794 054-45794 066 


MelinQ^sLmmrSSc^h 00 aa p 523 >worker afippod & fell into reaefor vessel from de 
reador W °* tkQ f unhooking himself from sling lo install equipmenl I 
COWGILL & U&ensee conducted event critique 

iawoiill.o Region 1, Ofc oflhe Director ao/oa/? 4 * i- - 
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0606030354 LER 08 007 00 on B00428,one of two reactor bldg personnel airlock doors 
maintained in closed posillon Caused by personnel error Airlock attendants advised to 
maintain both doors closed unless transit exit In progress W/090527 Mr 
WELL&.RD, STANDERFER.FR General Public Utilities Corp - GPU Sorvtco Corp 
88/05/27 5pp 45752 290 45752 302 

8006140445 LER 08 000 00 on 080504,tras)i bags containing mall coniammatod to 
levels of up 1o 35,000 dpm discovered Caused by unforseon condition resulting from 
housekeeping activity Similar event occurred on 890508 Bogs surveyed W/000603 Itr 
SCHRULL.E D , STANDERTER.F R General Public Utilities Corp - GPU Service Corp 
88/06/03. 5pp 45804 155 45904 159 

8006170134 LER 80 009 00 on 8805 13, flushing operation performed usinq boratod 
water storage tank/fuel transfor canal fill sya Caused by personnel error Flushing ac- 
tivity terminated & control room notified W/8006 10 Itr 

WELLS.R D , STANDERFER.FR General Public Utilitlos Corp - GPU Service Corp 
80/06/10 7pp 45064 055 45864 061 


T Hearing transcripts on non-antitruat matters 


80OBO2O293 Transcript of 0804 14 Advisory Panel for Docontamfnnlion of TMI 2 public 
meeting In Lancaster, PA Relalod info oncl Pp 1 100 

' Advisory Council (or Decontamination of TMI Unit 2 80/04/14 170pp 45708 145 
46708 314 

B 806300313 Transcript of 080526 advisory panel mooting In Harrisburg. PA to discuss 
decontamination of TMI-2 Pp 1 117 Supporting documentation end 
* Heritage Reporting Corp 88/05/26 I45pp 45970 026 45070 170 


DOCKET 50*321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


Security, medical, emergency & fire protection pinna 

1003140331 Forwards rovs to physical security plan Rovs withhold (rof 10CFR/3 21) 
GUCWA.LT Georgia Power Co 08/03/08 Document Control Branch (Document 
Control Desk) 2pp 45740 245 45740 245 

006070040 Forwards fnsp Repls 50*321/88 11 & 50 366/08*11 on 080326 0422 & 
notice of violation Criteria for categorization of licensee Identified violation*! woro mot 
w/rogard to Item 366/08 07*02, second violation not bolng cited 
BROWNLEE.V.L Region 2, Ole of tho Olrector 80/05/16 MCDONALD, R P Georgia 
Power Co 2pp 45764 275 45764 290 

8006070044 Insp Repts 50-321/00 11 A 50-366/88 11 on G8032G 0422 Violation 
noted Major aroas inspoclod licensee action on previous onforcomonl 
matters, operational safoty verification, maint observations & physical security 
HOLMES RAY,P , MENNfNG.J E , SINKULE.M V Region 2, Ofc of tho Director 80/ 
05/13 12pp 45764 270-45764 290 

BOBO 60247 Forwards ropl of changes to physical socurity & security training & quallfi 
cation plan Rapt wilhhold (rof 10CFR73 21) 

MCDONALD, R P Georgia Power Co 08/05/31 Document Control Branch (Document 
Control Dosk) 2pp 45763 258*45763 250 

JOB 160032 Forwards responso to 000425 roquost for ftddl info concerning cortaln 
items differing from guidolmoa of NUREG-0654, noted In roviow of Rov 0 to omorgoncy 
plan Into justifying appparonl inconsistencies oncl 

MCDONALD, R P Georgia Power Co 08/06/00 Document Conlrol Branch (Document 
Control Desk) 7 pp 45864 01 1-45064 017 

100240028 Forwards Insp Repls 50-321/08 14 & 50 366/09*14 on 880418 20 & 0423 
0520 & notice of violation 

BROWNLEE, VL Region 2, Ofc of tho Director 88/06/10 MCDONALD.R P Georgia 
Power Co 2pp 4594V249 45941 266 

1806240034 Insp Repts 50 321/80*14 & 50-306/09*14 on 800418 20 & 0423 
0520 Violations noted Major areas inspected operational safety verification, malnl 
observation.surVQillanco ob9orvat!on,radidoglcal protection & physical security 
HOLMES RAY.P, MENNING.J.E , ROSS.WJ Region 2, Ofc of the Director 08/06/ 
10, Mpp 45941 253*45941 26 6 

06270336 Revised emergency plan Implementing procedures, including Rev 0 to Pro 
ceduro 73EP-EIP-01 1 -OS, ‘‘Assembly, Accountability & Evacuation" & Rov 1 to Proce- 
dure 63EP-EIP 009 OS, "Actions for Aft Personnel in Notification Event" W/00061 7 
tr 

MCDONALD.R P Georgia Power Co 00/06/17 14pp 45930 060 45936 073 


General correspondence 


36080416 Notifies of change in distribution for NRC correspondence Author should 
ae added to distribution for NRC correspondence 

MCDONALD, R p Georgia Power Co 80/06/01 Document Control Branch (Document 
Control Desk), Ip 45748 350 45748 350 


nsurance & Indemnity Information 


16030177 Forwards policy endowments, including Endorsmonls 51,36,91 & 77 to 
IELIA Policies NF*252,NF*28l,NF 182 & NF-23Q, respectively & Endorsements 
2,28,72 & 66 to MAELU Policies MF-100,MF*1 J2.MF-61 & MF 93, respectively 
ANNA.LJ Marsh & McLennan, Inc 98/05/26 DINITZ.f Office of Nuclear Roactor 
iegulallon, Director (Post 87041 1) 37pp 45717 273-45717 308 

6020263 Forwards master work policies for plants, Including Endorsements 1,2 & 3 
> NELIA Certificates NW-105 & 154 & Endorsements 1,2 & 3 to MAELU Certificates 
IW-39 & MW-185 & certificates of insurance 

ANNA.L J Marsh & McLennan, Inc 08/05/27 DINITZ.I Office of Nuclear Reactor 
egulation, Director (Post 87041 1) 150pp 45713 001-45713 240 


P. Operating llconse stage documents & correspondence 


0006060110 Forwards info re allogod madoquato training & procedures concerning 
valvo tagging octlvilms Review of concern requested & findings expected within 45 
days of rocaipl of Itr Enel withheld (rof 10CFR2 790) 

BROWNLEE, VL Region 2, Ofc ol tho Director 80/05/16 MCDONALD.R P Georgia 
Power Co, 2pp 45760 355 46760 356 

8006010165 Forwards figures r© seismic margins earthquake lima history power spectral 
donsity.showing fourior spoclral amplitudes & power & cumulative power spectral 
donsity.for review, per NRC 000510 mooting request 

MCDONALD.R p Georgia Power Co 09/05/25 Document Control Branch (Document 
Control Dosk) 6pp 45GB3 316 45693 321 

0806130119 Application for amends lo Licenses DPR 57 & NPF-5, revising rof to senior 
vfco president nucloar operations & vice prosidonl plant to vice prosldent-nucloar & 
general manager nuclear planl, respectively 

MCDONALD.R P Georgia Power Co 98/06/07 Document Control Branch (Document 
Control Dosk) 5pp 45821 121*45821 141 

"8806130123 Proposod Tech Spocs.changlng ref to somor vico president nuclear opor 
atlons & vico president plant to vice president nucloar & gonoral manager nucloar 
plant, respectively 

* Georgia Powor Co 80/06/07 16pp 45021 126 45021 141 

8806160077 Forwards updated listings of outstanding licensing submittals requiring NRC 
action Dotoilod description of oach end provided 

MCDONALD.R P Georgia Power Co 00/06/07 Document Conlrol Branch (Document 
Control Desk) 6pp 45041 232 45841 237 

0000160355 Notification of 800614 mooting w/util In RockvlllD,MD to discuss update ac 
livilios re SIMSX & licensee responso to Generic Llr 83 28 

CROCKER, LP Project Directorate 113 80/06/09 MURLEYJ , SNIEZEK.J, 

MIRAGLIA.F NRC No Dotailod Affiliation Given 3pp 45823 217-45923 21D 

0806210376 ("onwards dotnlls concerning resolution of seismic topics using plant sols 
mlc program in responso to request from 890510 mooting w/NRC Complete sot ot 
vlowgraphs used for presentation also end 

MCDONALD.R P Georgia Power Co 89/06/10 Document Control Branch (Oocumonl 
Control Daskj 1 lOpp 45851 207 45851 316 

8806200186 Application for amonds to Llconsos DPR 57 & NPF-5, rovislng Tech Specs 
to dulolo refs of automatic isolation of main control room onvlron control sys & to 
mam control room chlorine dotectorsFoo paid 

HAIRSTON.W G Goorgla Powor Co 08/06/20 Document Conlrol Branch (Document 
Conti ol Dosk) 6pp 45044 160 45044 207 

*-0806200167 Proposed Tech Specs, delating refs to automatic Isolation of main control 
room environ conlrol sys & to main controlroom chforlno detectors 

* Georgia Powor Co 80/06/20 14pp 45944 194 45944 207 

OGO 6200 195 Application for amend to License DPR 57, changing Toch Spocs to allow 
use of two now fuol types.GE GE0XGEB fuel dosign & Advanced Nucloar Fuels load 
luol assombhos Foo paid 

HAIRSTON.W G Georgia Powor Co 06/06/20 Documont Control Branch (Document 
Control Dosk) 9pp 45944 124 45944 172 

-9006200197 Proposed Toch Spocs allowing uso ol two now fuol types.GE GCOX0EB 
fuol dosign & Advanced Nucloar Fuels lead fuol assemblies 
‘ Georgia Powor Co 80/06/20 15pp 45944 133 45944 147 

-06QG29O2OO Rov 3 to "Hatch 9X9 Load Fuol Assemblies SAR 11 
WHITE ,J A , O'LEARY.P M , TANDY ,J R Advanced Nuclear Fuels Corp (formerly 
EHXon Nucloar Co , Inc) ANF 07-95 R03 CB/03/29 25p p 45944 148 45944.172 

6906290163 Forwards Woslmghouso Ownors Group Notification Ur OG 00*21 .Identify- 
ing midloop concerns.por Gononc Ltr 87*12, "Loss ot RHR While RCS Partially Filled" 
& G00428 mooting ngroomont 

NEWTON, R A Wosltnghouso Operating Plants Ownors Group 80/06/20 
HODGES, W Roactor Systems Branch 7pp 45973 330 45973 344 


Q. Inspection reports, IE Bulletins & correspondence 

80O6Q70O4O Forwards Insp Ropts 50-321/00 11 & 50*366/08 11 on 080326- 0422 & 
notfeo of violation Cntoria for categorization of llcensoo identified violations were mot 
w/rogard to Itom 366/09 07 02,socond violation not bolng cited 
BROWNLEE, V L Region 2. Ofc of tho Director 00/05/16 MCDONALD.R P Goorgla 
Powor Co 2 pp 45764 275 45764 290 

--O0O6O7OO42 Notice of violation from insp on 8B0326 0422, Violation noted torus lo 
drywoU vacuum breaker tost solenoid valves Incapable of holding pressure during ro 
quimd focal leak rate testing due to dosign deficiencies 

BROWNLEE, V L Region 2, Ofc of the Director 08/05/16 2pp 45764 277-45764‘270 

"8B0607C044 Insp Ropts 50 321/08 11 & 50 366/08 11 on 000326 0422 Violation 
notod Major areas Inspected licensee action on previous enforcement 
matters, operational safoty verification, main! observations & physical socurity. 
HOLMES-RAY.P , MENNING.J E , SINKULE.M V Region 2, Ofc of the Director 08/ 
05/13 12pp 45764 279 45764 290 

8006060180 Forwards Insp Ropts 50 321 /OB 13 & 50 368/88 13 on 000410 20 No vio- 
lations or deviations notod 

COLLINS.D M Roglon 2, Ofc of tho Director 00/05/17 HEAD.G F Goorgla Powor 
Co 2pp 45764 134 45764 144 

-0806060182 Insp Repls 50-321/08 13 & 50 366/00-13 on 80041B 20 No violations 
noted Major areas Inspected hydrogen walor chemistry & plant chemistry control 
ROSS.W J , KAHLE.JB Region 2, Ofc of the Director 80/05/13 Opp 45764 136 
45764 144 

0806060070 AcK receipt of ulil 080418 Itr informing NRC of steps takon to correct viola- 
tions noted In Insp Ropts 50 321/87-32 & 50*366/87-32 

STOHR.JP Region 2. Ofc of the Director 00/05/10 MCDONALD.R P Georgia 
Rower Co Ip 45769 297-45769 207 
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6806070243 Forwards Insp Ropls 50 321/66 16 8 50-366/68 16 on 880509 11 Novio 
lations or deviations Doted 

COLLINS, DM Region 2. Ofc of Ihe Director 88/05/25 MCOONALO.R P Georgia 
Power Co 2pp 45777 108-45777 1 14 


8806150186 Suppl 1 1o NRC Bulletin 58 005, ‘’Nonconforming Walls buppiied bv p-.&m 
Supplies.lnc at Folsom.NJ & Wo*st Jersey Mfg Co nl Williamstown.Nj " Svc Ii a t end 
ROSSI.C E Division of Operalrona! Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc I20pp 45965 012-45065 151 


-8806070246 Insp Repts 50 321/88 16 & 50 366/88 1 6 on 800509 10 No violations or 
deviations noted Major areas inspected review of recent changes to general employee 
tram -ng .radiation inslmment performance checks 

KUZO.G 0 , HOSEY.CM Region 2, Ofc of the Director 88/05/23 5pp 45777 110 
45777114 


8806170049 Ack rece pt of 680428 ft/ informing NRC of steps taken to correct violations 
noted in fnsp ReptG 50 321/88 09 & 50 366/88 09 

GRACE JN Region 2, Ofc Ot the Director 88/05/26 MCDONALD.FI P Georgia 
Power Co 2pp 45864 198 45864 201 


6805240028 NRC Info Notice 88 033, “Recent Problems Involving Model Spec 2 T Ra 
diograph c Exposure Oevico ” Svc list end 

BURNETT.RF Drvii.on of Safeguards A Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of New York. Inc 120pp 45683 158 45683 277 

8805310313 Responds to Suppl 1 1o NRC Bulletin 65 003, “Motor Operated Valve Pail 
ures Ourmg Plant Transients Due to Improper Switch Settings " Meeting w/NRC to 
discuss details of util program requested 

MCOONALO.R P George Power Co 88/05/27 Document Control Branch (Document 
Control Desk) 3pp 45718 032-45718 034 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westinghouse W-2Type 
Circuit Breaker Cell Switches ” Svc list end 

ROSSI.C E Owsion of Operational Events Assessment (Post B70411) 88/05/31 
Consoldaled Edison Co of New York, Inc 120pp 45683 038 45683 157 

6805 2402 15 NRC Info Notice 88-034, "Nuclear Mall Control 6 Accountability of Nonfuel 
SNW at Po-wer Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 88/05/31 
Consolidated Edison Co of Now York. Inc 122pp 45790 188-45790 308 

8606200152 Discusses Insp Repts 50 321/87-31 & 50 366/87 31 on 871130 1211 & 
forwards nobce of violation 

JULIAN C A Region 2, Ofc of the Director 86/05/31 MCDONALD.R P Georgia 
Power Co 2pp 45093 306-45893 309 y 


-8306200154 Notice ol violation from insp on 871130-1211 Violalfons noted adequate 
testing not performed to ensure valve would Isolate on high differential flow isolation 
actuation signal 

JUUAN.C A Region 2, Ofc of tho Director. 88/05/31 2pp 4589 3 308-4SB93 309 

8805270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc Lst er.d 

ROSSt.C E Division of Operational Events Assessment (Post 87041 1) 68/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 167 

8B ?? 1 i 3( S l 7 L5ln£ on ( (l i 10 NHC e $ 0516 ltr re violations noted In fnsp Repts 50-321/08- 
11 & 50 366/88 11 Corrective actions Design Change Requesl B0 31 written & Impie- 
2*55®**?. djrectJo '3' of Unit 2 va cuum breaker test solenoid valves 

3?74se07 !l3 06/03 °« umenl Co-"'® 1 B r « n «= h lOocument 

8006200414 Provides correction to notice of violation issued on 880531 re voJations 
^« d Ji n H n5 ? W SO-321/67-31 & 50-366/87 31 Severity level for B inadvertently 
t0 J*P° Usted stat0 ™ m should be added to notice Y 

DlW, °' 86/06/07 MCD0NALD ' RP Georgia 

SUdd6 ° L0S5 RCS lnvon,0, V ** 

K&L/KI & 88/06/08 

Toat ^ 10 DB| — ne 

J?J? ion J? f Events Assessment (Post 870411) 80/06/10 

Consolidated Edison Co of New York, fnc 120pp 45916 208 45916 327 

S ReP,S 50 081/88 M 8 6M8e/Ba '” « “0418-20 & 0423- 

45W1°2«e e QreClm W0Bm ) ' CD0NAl ' D ' n P Ge °'9'» 


88/06 


88 °° 7 ' " Flw BlMkasa '» Sa 10 , 

88/0 

,or Transpo ° aua '' • 

Consolidated Edison Co M 88/0 

° 38 ' " Fa " U ' a « U " d ^a Tap Attachmenl o 

ssswaa 8o/ ° 

88 RC®W E N Dwl5ion 0 o 0 awaponaTIv^nUAsao 3 ln " Svc 1191 encl - 
Consolidated Edison Co SfihfvwM 88/01 


8606200051 NRC fnfo Notico 88 042, “Circuit Rroakor failure*, Duo lo Loose Charoni 
Spring Motor Mounlmg Bolt* " Svc 'isl oriel 4 

ROSS1.CE Division of Operational Events Assessment (Post 070411) Ba/06/2i 
Consolidated Edison Co of Nov/ York, Inn lOOpp <1597/ 20/-4597B 033 

8006200306 NRC fnfo Nolico 88 043, “Solenoid Valvo Probloms “ Svc list end 
ROSRi,C E Division of Operational Event*, Assessment (Posl B/04J1) 8B/06/21 
Consolidated Edison Co of Now York, Inc 123pp 4597/ 164-45977 286 


R. Periodic operating reports & related corroapontfonco 


8006270271 Forwards monlhly oporalintj ropts for Mny 1986 for Hatch Units 1 & 24 
revised monlhly operating ropls for Apr 10RH Rovlsod ropts rolled roc I ass if 1 cation cl 
Unil 1 Event 86 005 & Unit 2 Event 8B 005 lo account for shutdown 
MCDONALD.R P Georgia Power Co 88/06/15 Document Control Branch tDocume" 
Control Desk) 2pp 45925 308 45925 330 

-8806220102 Monthly operating ropls for May 1088 for Hatch Units 1 & 2 
PEARD,R ( M Georgia Power Co 80/05/31 1 1 pp 45925 3 10 46925 320 

-88Q6270272 Rovisod monthly oporaling ropls for Apr 1968 for Hatch Units 1 4 2 
BEARD, R M Goorgia Power Co 88/04/30 10pp 45925 32 1-45925 330 


S Reportable occurrences, LERa & related correspondence 


0806020096 PNO It 88 026B on t)B05 1 B.Urul 1 achieved criticality following 30 
outage period to correct probloms identified as rooull of INPO ovalueJion On 
80051 S.Unlt 2 remained at zero power for completion of repairs on valvo 
NINH.S Region 2, Ofc of tho Director 86/05/ 19 Ip 45733 305 45733 305 

8006160179 LER 00 011 00 on 0805O9,detormlfiod ihni design deficiency could affect 
control room environ control sys Caused by design deficiency rosulltng from sing'* 
failure criteria Area radialion monitors modilmd W/f}U060fi fir 
HEIDT.J D , MCDONALD.RP Georgia Power Co OO/Ob/UO One 45D41 198- 
45641205 M 


™ UUon «a0b20,rc*nclor scram omirrod when throo MSIVs less 

than 90% opened Caused by procedure deficiency Nltrogun to MSIVs rostorod plart 
,Gm porouly revised & permanent rovs hdiorfuted W/WI0620 ltr 
45936 05° ’ H ^ !nST0N,WG Georgia Power Co (10/0b/20 Opp 4 5 936 045- 


DOCKET 50 322 SHOREHAM NUCLEAR POWER STATION 


F. Security, madlcal, emorgoncy & fire protection plane 

^860524 Ur ^ QV 10 10 ' ^ 0C<1 * Rndiologtcal Emergency Rosponso Plan " W/ 
LEONARDO D Long Island Lighting Co 88/06/16 3QQpp 45004 063 45805 191 

8005310042 Discusses FEMA support for NRC licensing o| facility ro Rov 10, "SNPS 
Locat Offsite Radiological Emergency Response Plan " Confirms that FEMA i^ 3 i 
860729° GXorc so scfloc f (| f Q ^ { ° r 88060/09 & (Hidings on Rov 10 to bo provided by 

on G^dmtlon Protection & Dhorgoncy Preparedness (Post 

45682 165^5062 2 165 KR MW,ri W rotJwal Eniorqenuy Mnnagomont Agency Ip 

Suffolk County Dmorgoncy planning documonts,per Beard 
1^1 7 bench order W/Cortibcato of ovc 

ni/S? rfcteSJ 8 !^ Wllra Co IRWIN, DP Hunton & Williams //?0B 6380 80/ 
^ 9 SHON.F J Atomic Safoty and Licensing Board 

Panel oOOpp <15702164 45704 118 

8 Advises thatCommlsslon has no basis to rocommond thal oxerclso should 

nmrPrSf/i? 8 s . choc f u,G d.per 800531 momo NRC has requested liconseo to advise 
J?i ns i°.? p0 ^ atQ P lQnl change Served on BB06UB 
PftSircLP” 0< ll ?? Exoctilivo Di reel or for Operations 00/06/01 PETERSON, GC 
hederal Emargency Management Agency 3pp 45671261-45871 263 

u j lj J ? ,mm ^ RG promptly of any change to plans to p/o- 
nnn?rau.nSft n0 app,i ® a,lon f ^ r license lo operate pianl Any transfer of plant suty fe 

prior rev'ew aapprovai to NRCHOCFRSO J * 

CATAfYwi nhq uu I 0< . ,h .° Exocukvo Dtrcdor for Operations 68/06/01 

CATACOSINOS.W Long Island Lighting Co Ip 45871 240 45B71 260 

r ®P l on rGSU,(3 of fuN review of Rov 0 of util offsite emergency 
E < 57S«2S,^li.^ sunip1 ! ons s P° Cl,ied lj y NRC Based on evalualion,Rev9corv 
Pcstponoment of oxercise 

Ote ^rnoraoncy Managomenl Agency 00/05/31 STELIO.V 

urc of ihe Execulive Direclor for Oporalions 6pp 69351 035 69351 154 

* fl G?our?w4l mnfit V ftRn«!i 1 o t i Fed ? ral Ra(jJo| oqicat Emorgoncy Rosponse Plan Hev Wdk 
of federal p^n 0 0B0 ° 2 0 arrive at dcf inilivo govt guidance for drafting nexl iteration 

JORDAN F wp!« n E M^ B ' 1 M''^ Ma (l a 9 l!,nan, A 9oncy 80/05/06 CONGELO. 
JURDAN.E , WEIbS.B NRC - No Dolailed Affiliation Given Ip 69351 155*69351 1W 

"ESi^ , ’ l, i 5Kr l . 9lcm [0 objoolivos lor plan! oxorc.sa UmibW 
emerao^c^nim^rftn 3 & u^ EMA i u ^flomeni that plant exorcise test & much of 

rRSBci^ rea50na bly achievable f 

8704111 M«£«R 0n ivDiin i Sfff. fon Pf0l °ct!on & Emergency Proparedness (P0SI 
45757 301-45757 30 1 W ^°cio r al Emergency Management Agency 3PP 
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6130067 Confirms oral advice (hat util has reached agreement w/ various govt 
gendea re pfant Util will continue licensing of plant until such time as all contingen- 
es have been satisfied Documents reflecting agreement will be forwarded 
ATACOSINOS.W Long Island Lighting Co 00/06/01 STELLO,V Ofc of the Exocu 
r'G Director for Operations 2pp 46802 352-45002 356 

6090172 Board Notification 80 004:forwards exchange of correspondence between 
FI C. FEW A & LILCO re recent announcement of agreemont In principle between 
LCO & State of NY ro facility W/Certificate of Svc 

CINTO.J F Assistant General Counsel for Enforcement 88/06/03 Atomic Safoty 
id Licensing Board Panel 4p p 45829 001-45829 022 

3130205 Reaffirms Commission position as stated in 860601 Itr from V Stello to G 
aterson that Commission ha9 no basis to recommend that planned FEMA evaluated 
lerdso for util offsite emorgency plan should not proceed as scheduled 
ECH.LW Commissioners 00/06/03 BECTON.J.W Federal Emorgoncy Manage- 
ent Agency. Ip 45790.224-45796 226 

3150470 Forwards Safety Insp Rept 50 322/00 02 on 080221-0429 No violations 
tied Ack receipt of 800422 Itr Informing NRC of steps token to corroct violations 
ited In 880328 notice of violation re rad loch omlstry & training problems during 1906 
IGGINS.J.T Region 1, Ofc of the Director 08/06/06 LEONARDO D Long Island 
3 htlng Co 4pp 45831 136 45831 149 

56160472 fnsp Rept 50 322/86-02 on 000221 0429 No violations noted Major 
sas inspected plant operations, radiation protection, &ocurily t plant 
enlg.maint.survolllance.outago activities & repts to NRC 

OUGH.AR, Region 1, Ofc of iho Director. 08/06/02 lOpp 45831 140 45031*149 

1140387 Requests cost estimate from util for Installation of add! circuitry at plant 
largency operations facility & permission to use slto & company properly for conlin 
ncy telecommunications Frequencies for NRC equipment oncl 
\RTINJ.T. Region 1, Ofc of the Director 08/08/00 LEONARD, J D. Long Island 
ihllngCo. 4pp 46000.195-45000.190 

<390270 LILCO application for issuanco of subpoena ' Requests that Board Issue 
bpoena for appearance of FR Jones & production of relevant documents W/Sup 
rhng documentation & Certificate of Svc Related correspondence 
IEFFEY.R A. Long Island Lighting Co SHEFFEY.R A Hunlon & Williams 0208 
20 88/06/23. Atomic Safoty and Hearsing Board Panol 12pp 45960 319* 
080 330, 


djudlcatory correspondence 

060199 Calls attention to ovorsfghl In ASLB partial Initial decision on suitability of 
option ctrs,LBP-80-13 did 000509 ASLB did not Include fact testimonies of JD 
pile. JC Baranski & LB Czoch.W/Certiflcate of Svc 

HNLEUTER.RJ Now York, State of. 0280 6424 80/05/16 GLEASON, J P . 
ON.F.J , KLINE, JR Atomic Safoty and Licensing Board Panol 4pp 45740 252 
M0* 265. 

980051 Forwards verifications of JD Papllo & JJ Strojnowskl portalnlng to govt an- 
3rs &. addl objections to LILCO second set of interrogatories ro Contentions 1-2,4 Q 

0, did 860422 Certificate of Svc end Related correspondence 
HNLEUTER.RJ Now York, State of. 0200 6307 00/05/24 LEUGERS.M Hunton 
Vi f I lama 6pp 45730*311-46739.316 

380062 Memorandum * Lists conclusions on Issues raised by LILCO appeal from 
LB 671207 partial Initial decision re scopo of Fob 1906 emergency proparodnoss 
irefse at facility. Appeal technically mool Sorvod on 880525. 

0EMAKER.C J. Atomic Safety and Licensing Appeal Pane) //P00 6430 00/05/25 
P 45740*214-46740.21 D. 

>30299 Forwards Suffolk County emergency planning documents, per Board 
i<527 bench order W/Certiflcate of Svc. 

JIN, D P. Long Island Lighting Co IRWIN, DP Hunton & Williams // 200 6300 08/ 
27. GLEASON, J.P., KLINE.J.R , SHON.FJ. Atomic Safoty and Licensing Board 
pel 60Opp 45702‘164-45704,1 18 

130290 Suffolk County response to Board discovery inquiries * Discusses nature of 
folk County emergency operations Plan & why plan not previously produced In re* 
nse to LILCO requests, per ASLB 880527 request W/Certiflcate or Svc 
JPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart 0200 
2.88/06/01 9pp. 467021165-45702 183 

180061 LILCO response to Suffolk County response to Licensing Board discovery 
ilrles^ LILCO believes that Board may wish to convene prompt nearing on mattor 
rder to resolve questions, Certificate of Svc and. 

IIN.D.P Long Island Lighting Co, IRWIN, D.P Hunton & Williams 020B 6309 88/ 

01. Atomic Safety and Licensing Board Panel 132pp, 45739*310-46740 009 

40244 Forwards Slate of NY responses to LILCO realism Interrogatories J Papilo.J 
anskl &. L Czech will be available for depositions on 060817 & Axelrod on 080707 
Ibany, N Y R el ated corr e s ponde nee. 

INLeUTER.R.J. New York, State of, 0208 6405 88/06/03 SISK.K D Hunton & 
ams Ip. 45792.217-45792*237. 

<140263 State of NY response to LILCO second set of Interrogatories ro Conten 
3 1 -2,4*8 & 10 * Certificate of Svc encf Related correspondence 
tNLEUTER.RJ New York, State of, 88/06/03. Long Island Lighting Co. 20pp 
32 218-45792*237. 

40036 Requests that Commission Immediately direct LILCO & FEMA to permit 
dk County & State of NY to observe plant 800607 emergency plan exercise as 
s did during Feb 1 986. 

>WN,H.H Suffolk County, NY BROWN, H.H. New York, State of BROWN, H H 
Patrick & Lockhart 0288 6486 08/06/06 2ECH.L.W Commissioners 2pp 
)2 148 45792-149. 

40163 Forwards Rev 10 of LILCO plan sent to state personnel other than 
isel W/o staled end. Certificate of Svc encf.Related correspondence 
NLEUTER.R J New York, Slate of 0280 6502 88/06/06 FREILICHER.I Long 
id Lighting Co 4pp. 45792.197-45792 200. 


0006140055 Realism/best efforts discovery * Forwards LILCO third set of Interrogate 
ries & requests for production of documents ro Contentions 1-2,4 0 & 10 fo Suffolk 
County.Stato of NY & town of Southampton Related correspondence 
SISK.K O Long Island Lighting Co SISK.K D Hunton & Williams 0288 6487. 08/08/ 
07 LANPHER.LC Kirkpatrick & Lockhart ZAHNLEUTER.R J New York, State of 
2pp 45792 161-45792 174 

-0006140075 LILCO third sol of Interrogatories & requests for production of documents 
re Contentions t 2,4 0 &' 10 to Suffolk County, State of NY & town of Southampton * 
Notices of depositions & Certificate of Svc end Rolated correspondence 
SHEFfEY.R A Long Island Lighting Co SHEFFEY,R A Hunton & Williams 88/06/07 
Suffolk County, NY 12pp 45792 163 45792 174 

8806170055 Board order ' Schedule for filing of proposed findings of fact & conclusions 
of law ro school bus driver & hosp evacuation lime estimate issuos listed Served on 
QB0600 

GLEASON, J P Atomic Safety and Licensing Board Pane) 0200 6512 00/06/07 
Long Island Lighting Co Ip 45020 016 45820 016 

0006170032 Forwards govts notico that Board precluded continuation of CLI 66 13 
remand,sGl1ing forth govt position on matters pertinent to proceeding 
LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart 0288 
6511 00/06/10 GLEASON.JP, KLINE, J R , SHON.FJ Atomic Safoty and Licensing 
Board Pane! Ip 45820 007-45820 096 

-8006170043 Govts nolica that Board has precluded conlinufllon of CLI-86-13 
remand * Board framed litigation to compol govts to act contrary to lawful sovereign 
decisions & directod wasteful discovery into matters Certificate of Svc end 
LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart 
ZAHNLEUTER.R J Now York, State of 88/06/09 Atomic Safety and Licensing Board 
Panel 9pp 45020 000 45820 096 

0006230075 Forwards verification of JO Peplle ro State of NY 800603 response to 
LILCO second sot of Interrogatories re Contentions 1-2,4 0 & 10, Certificate of Svc 
oncl Related correspondence 

ZAHNLEUTER.R J Now York, State of 0200 6555 88/06/15 SISK.K.D. Hunton & 
Williams 5pp 45059 221-45859 225 

8006230003 Govts rospenso to 080610 Board order ro CLI-06-13 remand * Basis for 
Board to retain jurisdiction ovor discovery Issues ro county operations plan not nocos 
sary should Board Impopso contemplated sanctions W/Certiflcate of Svc 
LETSCHE.K.J Suffolk County, NY LETSCHE.K J Kirkpatrick A Lockhart 
PALOMINO, FG Now York, State of //20B 6553 88/06/15 Atomic Safety and Li- 
censing Board Panol Opp 45059 293 45B59 301 

0800230090 Forwards util application for subpoonas to two former Suffolk County 
employees, RC Hoborts & W Regan for loslimony ro existence & production of county 
omorgoncy oporntlon plan Rolatod correspondence 

IRWIN.DP Long Island Lighting Co IRWIN.DP, Hunton & Williams 0208 6554 80/ 
06/15 GLEASON.JP, KLINE, J R , SHON.FJ Atomic Safety and Licensing Board 
Panel 2pp 45059 302 45859 316 

-8006230144 LILCO application for Issuance of subpoena 1 Requests that WE Rogan & 
RC Roberts testify ro existence, development & maint of Suffolk County emorgency 
operations plan Certificate of Svc oncl, Related correspondence 
SISK.K D Long Island Lighting Co SISK.K D Hunton & Williams. 88/06/15, 13pp 
45850 304-45850 316, 

0806230132 Forwards LILCO brief on appropriate romedy for Intervener failure to 
comply w/ Board ordor 9 ,per Board 8806 10 teleconference Hoqueslg for subpoenas to 
RC floborts A W Rogan for testimony also oncl 

IRWIN.DP Long Island Lighting Co IRWIN.DP, Hunton & Williams 0200 6559, 80/ 
06/15 GLEASON.JP, KLINE.J R , SHON.FJ Atomic Safoty and Licensing Board 
Panol 2pp 45859 317-45860 360 

-0806230135 LILCO brief on appropriate remedy for Intorvonor failure to comply w/ 
Board ardors * Board should Issue merits ruling In LILCO favor on Contentions EP 1- 
2,4 8 & 10 & should also rule that contentions dismissed Certificate of Svc end 
CHRISTMAN, D P Long Island Lighting Co CHRISTMAN, D P Hunlon & Williams 06/ 
06/16 Atomic Safoty and Licensing Board Panol 300pp. 46859,319 45860 360 

0006300200 NRC Staff comments on proposed Imposition of sanctions on Intervenors 
for failuro to comply w/discovery orders Realism Contentions 1-2, 4-8 A 10 should bo 
dismissed W/ Certificate of Svc 

YOUNG.M A , CLARK, L B Assistant Genoral Counsel for Hearings. 0200 6599 BB/ 
06/15 Atomic Safoty and Licensing Board Pane). 16pp 45960 260-45960 263 

0006230088 Govts motion briefing paper concerning LILCO emergency broadcast sys * 
Board must rulo as matter of law that LILCO does not have feasible, implementablo or 
workable emergency broadcast sy9 proposal Certificate of Svc end 
MILLER.MS. Suffolk County, NY MILLER, MS. Kirkpatrick & Lockhart 
PALOMINO.F G New York, State of. 0288 6557 88/06/20 Atomic Safety and Li- 
censing Board Panel 20pp 45059 150-45859*220 

-0806230101 Discusses plant emergency broadcast sys Util believes that Rev 10 to 
emorgency plan adequately resolves all emergency broadcast sys Issues Supporting 
documentation encf 

IRWIN.DP Long Island Lighting Co IRWIN.DP Hunton & Williams. 88/05/26 
GLEASON.JP, KLINE.J R, SHON.FJ Atomic Safoty and Licensing Board Panel 
36pp 45859 191-45059 220 

0806230108 Suffolk County.Stato of NY & Town of Southampton brief on 3 appeal of 
Licensing Board 000509 partial Initial decision on suitability of reception ctrs * Licens- 
ing Board partial Initial decision must bo reversed Certificate of Svc end, 

CASE.D T. Suffolk County, NY. CASE.D T Kirkpatrick & Lockhart ZAHNLEUTER.R J. 
New York, State of 0290 6550 00/06/20 Atomic Safety and Licensing Appeal 
Panel Q6pp 45861 002*45861 098 

8006300152 Govts notice of appeal * Appeal Board 600610 order as reconfirmed on 
8806 17, resolving legal authority contentions In favor of applicant, per CLI 86-13.Certill 
cato of Svc end 

LANPHER.LC Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart. 
ZAHNLEUTER.R J New York, State of 0288 6595 00/06/20, 5pp 45969 299* 
45959 303 
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8806300166- Forwards govts motion for Board to vacate 6806 17 order on basis of Board 
committing multiple errors.including acting w/o jurisdiction 

LANPHEH.lC Suffolk County, NY LANPHEfl.l C Kirkpatrick A Lockhart #2 08 
6597 68/06/20 GLEASONJP, KUNE, JR , SHON,FJ Alormc Safety and Licensing 
Board Panel 2pp 45959 225 45959 242 

-8806300190 Govts motion for Board to vacate 880617 order * Order should be vacat 
ed on basis that AS LB has no junsd'Ction to issue rulings.rulings incorrectly identified 
A Board procedure for junsdiction contrary to law VV/Certificate of Svc 
UNPHER.LC Suffolk County, NY LANPHER.LC Ki/kpainck & Lockhan 
ZAHNLEUTER.R J Now York, State of 80/06/20 Atomic Safety and Licensing Board 
Panel 16pp 45959 227 45959 242 


-8806300203 Subpoena * Subpoena directing RC Roberts to appear on 680622 <•' 
ULCO in H'cksvilie.NY Related correspondence 

GLEASONJP Atomic Safety and Licensing Board Panel 86/06/16 ROBERTS RC 
Long Island Lighting Co 4pp 45960 149 45960 152 

--B0O63DO286 Subpoena * Subpoona directing WE Regan to appear on 880623 at 
LILCO in Hicksville.NY W/Cortihcate of Svc Related correspondence 
GLEASON, JP Atomic Safoty and Licensing Board Panel 08/06/16 REGAN WE 
Long Island Lighting Co 5pp 45960 153 45960 157 


H General correspondence 


8806300185 Informs that govts received ftr from util counsel accusing govts of studied 
defiance of Board legitimate orders on discovery & other matters Motivations of LILCO 
counsel w/o wailing for govts motion questioned 

UNPHER.LC Suffolk County, NY UNPHER.LC New York, State oi 
UNPHER.LC Krrkpatnck A Lockhart 0286 6598 88/06/20 GLEASONJP. 
KLINE.JR, SHON.FJ Atomic Safety and Licensing Board Panel 2pp 45960 309 
45960 310 

6808300207 NRC Staff briefing paper on emergency broadcasting sys issue * Board 
should dismiss contentions re signal coverage of VVPLR as moot & provide opportum 
ty for mtervenors to frame contentions Certificate of Svc encl 
BACHMANN.RG Assistant Genera! Counsel for Hearings #288 6600 88/06/20 
Atomic Safety and Licensing Board Panel 6pp 45960 248 46960 253 

8-506300264 LILCO motion for leave to file summary deposition motion on emergency 
broadcast sys (EBS) issue * Board should dismiss EBS contentions & accept util sum 
manr disposition motion A rule in favor of LILCO 

MATCHETT.S D Long Island Lighting Co MATCHETT.S D Hunton A Williams #288 
6604 88/06/20 Atomic Safety and Licensing Board Panel 6pp 45958 122- 
45958 249 


—8806300271 LILCO second motion for summary disposition oi emergency broadcast 
sys issue * Motion should be granted because no genuine issue of matl fact remains 
to be litigated Supporting documentalion A Certificate of Svc encl 
MATCHETT.S D Long Island Lighting Co MATCHETT.S D Hunton A Williams 86/ 
06/20 Atomic Safely and Licensing Board Pane! I20pp 45956 128 45956 249 

8806300103 Board memorandum & order * Grants LILCO & intervenors 680620 motion 
for leave to Me motions for summary disposition of emergency broadcast 
issues rescinding ASL8 080229 order Certificate of Svc encl Served on 860622 
GLEASON.JP Atomic Safety and Licensing Board Pane! #208 6593 88/00/21 
Long island Lighting Co 2pp 45959 154 45959 t55 


0806300112 Memorandum A order (on Board ruling of various motions re pending real 
jsm issues) * Due lo intervenors failure to produce emergent plan,no basis exists for 
dismissal of remaining contentions W/Certificate of Svc Served on 880622 
GLEASONJP Atomic Safety and Licensing Board Panel #288 6594 BB/06/21 
Office of the General Counsel 9pp 45959 168 45959 176 


8806020151 Comment on proprosed rule 10CFR50 ro emergency planning Laws that 
establish requirement-, for emergency planning do not require more than limb 
provide Licensee should have no obligation to provide sirens Unless required by la# 
HOTCHKISS.W Alfiliaiion Not Assigned 00/05/16 Docketing & Sorvices Branch 
2pp 45713 356 45713 359 

8806140418 Comment opposing proposed rule 10CFR50 ro emomuncy planning & pie 
paredness requirement for nuclear power plont fuel loading & initial low power ope. 
ations 

CAROTHERS.JN Affiliation Not Assigned 08/05/21 CHILK.SJ Office oi the Secre 
tary oi tne Commission Ip 45&00 228 45800 228 

8806020147 Comment opposing proposed rule 10CFR50 re no warring being required 
at low power for nuclear planl licensing purposes 

EDDLEMAN.W Eddleman, W EDDLEMAN.W North Carolina Citizens Research 
Group 8B/05/25 CHlLK.S Otlico ot the Secretary of trio Commission 9pp 
45713 261-45713 269 

8806140405 Comment opposing proposed rulo 10CFR60 ro emergency planning A pre- 
paredness roquiremonls for nuclear power plant fuol loading & fnllml low power opei 
ahons 

NEMETHY.E Ecology/Alert 06/05/27 Dockotfng A Scrvicos Branch Ip 45800 203 
45800 203 

8806150485 Comment supporting proposed rule 10CFR50 ro emergency planning 4 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

GOLD,V G Alfiliatlon Nol Assigned 08/05/31 Dockolmg & Services Branch ip 
45814 182 45814 162 

8806140084 Comment supporting proposed rule 10CFR5G ro emergency planning 4 
preparedness requirements for nuclear power plani fuel loading & Initial low power 
gallons Fuluro economic progress in Norlhonsl region dopondonl on opening of 

‘Action Net Assigned 80/06/01 Pocketing & Sorvicoa Branch Ip 46794 271 


fl9 mcFFl2 1 7P0 OA, ' ardS m0ll0n 10 quash subpoenas ISSUfid t0 n Roberts A W Regan, per 



8806140148 Comment supporting proposed rule 10CFR50 ro emergency planning 4 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations, 

SMJJKR Affiliation Mot Assigned 00/06/01 NRC No Dolailod Affiliation Given Ip 


“ t IS quash Subpoenas* Subooenas should be quashed on basis 
that R Roberts A W Regan relevant knowledge to Inquiry rvil shown A (or m 

Ml2I^ r,,0 !! 0 ?, ,or A £ LB 10 vacal ° 830617 OfdeTw/SliSe ol Svc 

B ? U !', 0lk N , v WNPHER.IC Kiikpatnck 4 Lockhart 

Panel MpMMWZH W&lls** 8 6 ' 2 ’ A,tlmic Sa,at V Licensing Board 

oic6^/ < r? S i^ uqf>oenas 3,u ? uTd 150 enforced A not be quashed w/Certticata of Svc 
I? 9? S [SK.KD Hunton A Williams #288 6614 88 / 06 / 

<2 Atomic Safety and Licensing Board Panel 9pp 45960 291 45960 299 

8008300247 Govts motion for slay of 060617 order * Public Interest favors Issuance of 
ffirXpR 3 r 0nt |° { v ,? n0 £ s ,S5U9S can b0 considered Cortificato of Svc end 
LANPHER.L C Suffolk County, NY LANPHER L C KFritnainrir a i 0 .L.u nr > 

^AHNLEC/TERr j New York, State of #208 6616 88/06/23 Atomic Safety and Lf 
censing Board Panel 8pp 45960 208-45960 215 ana Lf 


8806150220 Comment supporting proposed rulo ioCrR50 re omergonev planning A 
preparedness requirement for nuclear power plant fuol loading A Imllal low power 
Shoroham cannot bo duplicated w/o devastating results 
DESIMONE, A M AffiNaHon Not Assigned 80/06/01 Oockotlng & Services Branch 
Ip 45811 359-45811 359 


wutMM.wMi jjiu^uaeu ruie ium-mou re omurgency planning a 

pareaness requirements for nuclear power plant fuol loading & Initial low power 
opermions Sugoests several reasons for keeping present rulo overlooked 
GRANT.J B Aflilialion Nol Assigned 88/06/02 Office of the Socrotary of the Com 
mission ip 45808 357-45600 357, 


8808150122 Comment opposing proposed rule 10CFR50 ro omorgency planning & pre 
pareanoss requirements for nuclear power plant fuol loading & initial low power 
FEMA ° n9RU e lflnoros concorns raised by State of NH.Commonwealth of MA A 

ADAMS, J S Redwood Alliance 80/06/03 CHILK.S J Office of the Secretary of the 
Commission 2pp 45G11 320 45011 321 


0008300250 LI ICO response to intervenors motion to vacate * Board should dismiss 
tervenora trom proceeding for repeated A deliberate default ra imiLi! 

Asjuasassss c mpiy 

SWN.DP V 0I 19 / sland Co iRWIN.DP Hunton A Williams #288 6617 i 
06/23 Atomic Safety and Licensing Board Pane! 32pp 45960 167 45960 207 

-MOMO0257 Affidavit of JN Christman.' Schedule of disposes 4 Certificate of £ 

Hunten 4 Williams £ 

"SSISSta mXTo, j:flS, nC ll S v Ub r na / l 0 ^ 65 ' 8 Board fss 


12PP 


Scale" o^lvc 0 ' 

»W«tSaS! WWSnwB!.-” 


RC Roberts & WE Regan W/aftidr 


M0S$<W m Forwards subpoenas for 
svc Related correspondence 

«t^*g^a&S^4A. 1474S9M 


6fl S?JA® 13 J 3 Commo . n1 supporting proposed rule 10CFR50 ro omorgency planning A 
eraftoris n8SS f ° dulrem0nls ,or nuclear power plant fuel loading & Initial low power op 

LANE A Affiliation Not Assigned 00/06/04 Office of the Secretary of the Commis 
Sion 3pp 45811 316 45611 318 


n ■ S' omrr T' supporting proposed rule 10CFR50 re emergency planning * 
H fdMSs requirements for nucloar power plant fuol loading & Initial tow power 
wfiur 5?e S au e hergy proven power sourco that reduces dependence on oil 
45936 261 45936261 N °' A8S gned 8 °/° 6/ 0^ Docketing & Services Branch tp 


^. t °PPp sin 9 proposed rulo 10CFR50 re omorgency planning A pre 
ahons SS re ^ renriQn<8 for nuclear power plant fuel loading A Initial low power oper 

46935319 45935 320 Not Ass!gned Q0 ^ 6/ O6 Docketing & Services Branch 2pp 




\Ttii vuHHMuw prouybainy 


vm-vi yvi plan 

por 800601 request 

ScS^ S /r» pr °i 8Cls ‘ l/H (Post 070411) 88/06/08 

oCHMIC^L G Affiliation Not Assigned 4 pp 45825 320 45025 325 

ovor dQl£> y ,n operation of plant & burden to 
SCHMr?in m 61 ? 3 4 p,ant sinc0 no one w'l loose out but politicians 

Gwen ?p , 45625 06/06/00 NRC * No Dflla,,ed Alfi,lfll[ ° n 
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06200091 Provides info in response to RL Spaulding 0G0428 Itr re problems associat- 
3d w/fu!l power operation authorization & plant shutdown Plants must demonstrate 
satisfactory solutions to Issues before restart or full power operation 
3TELLO.V Ofc of the Executive Director for Operations 88/06/10 BOSCHWITZ.R 
Senate 6pp 45964 242-45984 248 

BO 6 2900 86 Requests response to RL Spaulding 600420 Itr re facilities 
30SCHWifZ,R Senate 88/05/23 BRADBURNE.J Congressional Affairs Ip 
45964 246 45964 240 

06270007 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
^arednoss requirements for nuclear powor plant fuel loading & initial tow power oper- 
ations 

_ASH,TR Illinois, State of, Dept of Nuclear Safety 00/06/13 Docketing & Services 
3ranch 2pp 45916 084 45916 005 


Insurance & Indemnity Information 

06000267 Grants & forwards schedular oxomptlon from certain 10CFR50 54(w) re- 
quirements re Insurance coverage limit, por request Safety evatuatlon also oncl 
3ROWN.SS Project Directorate 1-2 88/05/31. LEONARDO D Long Island Lighting 
2o 4pp 46757*042-45757 063 

006080273 Exemption granted by NRC from 10CFR5O 54(w)(1) requirement to carry 
Dnslte property damage Insurance coverage until such lime authorization to operate 
slant at powor levels greater than 5% granted 

JARGA.SA Project Directorate 1-2 80/05/31 Long Island Lighting Co 5pp 
15757 046 45757 050 " 

806080275 Safety evaluation supporting plant primary property damago insurance ex 
amptlon 

• Prejoct Directorate 1-2 88/05/31 13pp 45757.051-45757 063 


Operating license stage documents & correspondence 

€6280365 Discussos items of Interest from FEMA appropriations hearing on 800426 
re FEMA FYQ9 budget request AM D’Amato 800425 Itr oncl Sorvod on 080505 
BRADBURNE.J C Congressional Affairs 0280 6231 80/04/27 ZECH, ROBERTS, 
BERNTHAL Commissioners. 4pp. 45946 241-45946 244 

06160391 Responds to NRC 880307 Ur & request at 800504 mooting describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRs Upon com 
plotion of Phasos 1 & 2 of evaluation of BWRs.GE will submit summary by O81104 
ARTIGAS.R General Electric Co 80/05/04 THADANI.A.C Assistant (Director for Sys 
Corns 3pp 45023 164-46023 166 

05260283 Forwards 35th quarterly status ropt on emergency preparedness far nude 
ar powor plants for Jan Mar 1908 NRC unable to realistically forecast licensing schod 
ulo for Shoroham & Soahrook since preparedness Issuos unresolved 
ZECH.LW, Commissioners 00/05/10. BREAUX, J B Sonato, Environment & Public 
Works 6pp 45704 306-4 5704*311 

05250247 Forwards application for amend to License NPF-36, consisting of Uconso 
Change Application 1 1.Foo paid 

LEONARD, J D Long Island Lighting Co 88/05/19 Document Control Branch (Docu 
ment Control Desk) Ip. 45673 167-45673 173 

USO5250238 Application for amend to Uconso NPF-36,conslstlng of Uconso Change 
Application 1 1 .to provide clarification of Tech Spocs. 

LEONARD, JD Long Island Lighting Co 06/05/19 4pp 45673 160 45673,171 

*005250240 Proposed Tech Spec Pages 3/4 6-6 & 3/4 6 0, providing clarification to 
eliminate possibility of mlsln to rp relation 
* Long Island Lighting Co. 80/05/19 2pp. 45673,172 45673 173 

06020020 Forwards application for amond to License NPF-36 p conslsting of Llconso 
Change Application 12, revising Tech Spocs to chango method for determining set 

E oint Tor main control room vent radiation monitors 
EONARD.J D Long Island Lighting Co 88/05/24 Document Control Branch (Docu 
mont Control Desk). 2pp, 45733 328 46733 333 

1806020023 Application for amend to Llconso NPF-36, consisting of License Chango 
Application 12, revising Tech Spocs to chango method for determining sotpolnt ter 
main control room vent radiation monitors, 

LEONARDO D Long Island Lighting Co 00/05/24 3pp. 45733 330 45733 332 

1806020026 Proposed Tech Spocs.changlng alarm/trfp setpoint and measurement 
range of main control room vent radiation monitors 
• Long Island Lighting Co 80/05/24 Ip 45733.333-45733 333 

106020177 Responds to 800320 request for clarification as to whether NRC would find 
ui!l proposal to classify all Induction heating stress Improvements troalod welds as 
Category B whan not all treated welds tested Accepts util classification 
BROWN, S Project Directorate 1-2. 88/05/25 LEONARD.J D Long Island Lighting Co 
4pp 45705.001-45705 004 

106020076 Final response to FOIA request for documents Forwards documents listed 
In App D App D documents partially withheld (ref FOIA Exemption 5) No further action 
taken on BB0503 appeal Itr 88-A-27 

GRIMSLEY.D.H. Division of Rules & Records (070413 880514) 88/05/26 

BELA1R.R R Kirkpatrick & Lockhart BELAIR.R R Suffolk County, NY 3pp 
45704 340-45704.345 

J705060148 Forward s partially withheld lask action plan for NRC evaluation of util plan 
to operate facility at 25% power Draft of Ofc of General Counsel responso & affidavit 
of R Lo also end for Info.W/o end 

VARGA, S A Project Directorate 1-2, 87/04/29 MURLEY.T Office of Nuclear Reactor 
Regulation, Director (Post 870411) Ip 45704*345 45704.345 

106030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PORRecords also being made 
available at LPDR for plant 

GRIMSLEY.D.H. Division of Rules & Records (870413-880514) 88/05/26 

WEISSMAN.S. California, Slate of. 3pp 45784*166-45704.168 


-8110190100 Summarizes current scheduling outlook ter next 10 cases & measures 
taken to minimize or eliminate scheduling Impacts Concurrence requested on forth 
coming biweekly repts Plants requiring ofc level attention listed 
VOLLMER.RH Division ol Engineering (pre 851 125) 01/10/02 DENTON, HR Oiflco 
of Nuclear Reactor Regulation, Director (pro 851125) 2pp 45784 171 45704 172 

-0112100572 Std order for DOE work "Review of Pump9 & Valve Irsorvlco Testing 
Program for OL Plants," Issued to INEL Statement of work oncl 
VOLLMER.RH Division of Engineering (pre051t25) 01/11/09 7pp 45704 232 
45704 238 

-8112100001 Summanzos curront scheduling outlook for next 10 rases & measures 
taken to minimize or eliminate schedule impacts 

VOLLMER.R H Division of Engineering (pre 851125) 81/09/14 DEN TON, H R Office 
of Nuclear Reactor Regulation, Director (pro 051125) 2pp 45704 169 45784 170 

-8202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bevlll Ropt Dates represent colfectlve NRC Judgement 
EISENHUT.D.G Division or Licensing (000420 851 124) 82/01/18 BASSETT, H S 
Oftlco of Management and Program Analysis 3pp 45704 208-45704 210 

-0202250094 Forwards list of casework open issues for wk ending 020122, por 011120 
roquost Only Category 2 & 3 open issues listed for plants having Bevill decision datos 
more than 3 months away 

EISENHUT.D G Division of Licensing (800428 051124) 62/01/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director (pre 051125) 15pp 45704 211 
45704 225 

0006130067 Confirms oral advice that util has reachod agreement w/ various govt 
agencies re plant Util will continue licensing ol plant until such time as all contlngon 
clos havo been satisfied Documents rellectlng agreement will bo forwarded 
CATACOSINOS.W Long Island Lighting Co 08/06/01 STELLO.V 01c of the Exocu 
live Director for Operations 2pp 45002 352 45802 356 

-0006130072 Forwards Itr addrossed to Stello that specifically states util desire & Inten 
tion to continue licensing of plant W/o oncl 

CATACOSINOS.W, Long Island Lighting Co 80/06/01 TAYLOR, J M Ofc of the Excc 
utivo Dlroctor ter Operations 3pp 45802 354-45002 356 

0B06 160180 Forwards application for amond lo License NPF-36, consisting of License 
Chango Application 14,modltylng Tech Specs, per Gonorlc Hr 08 06, “Removal of Or 
ganizatlon Charts from Tech Spoc Administrative Control Roqulremonis " 

LEONARD, J D Long teland Lighting Co 00/06/13, Document Control Branch (Docu 
mont Control Desk), Ip 45B3B 062 45030 078 

-8B06160102 Application ter amond to License NPF-36.canslslln<j of License Chango 
Application 14, modifying Tech Specs, per Gonoric Ltr 08-00, "Removal of Organization 
Charts from Tech Spec Administrative Control Roqulremonis " 

LEONARD.J D Long Island Lighting Co 80/06/13 4pp 45030 063 45030 066 

-8006100104 Proposed Tech Spoc Administrate Controls Soctlons 6 1 6 5, & agsocl 
alod figuros.changlng organization 

* Long Island Lighting Co 08/06/13 1?pp 45030 007 45830 070 


Q. Inspection reports, IE Bulletins & correspondence 


6005260213 Ack receipt of B80418 Itr Informing NRC cf steps taken to correct violations 
noted in Inap Ropt 50 322/08-01 

DURR.J P Region 1, Ofc of the Director 00/05/10 LEONARD.J O Long Island Light 
IngCo 2pp 45600 354-45680 357 

-8005200215 Responds to NRC 080321 Itr re violations noted In Insp Rept 50 322/08 
01. Corrective actions chango to Station Procoduro SP B4 654 03 approved, cautioning 
against overprossunzlng tost vols utilizing water 

LEONARD.J D Long Island Lighting Co. 80/04/10 RUSSELL, WT Region 1, Ofc of 
tho Dlroctor 2pp 45008 358 45608 357 

6B05240026 NRC Into Notice 80 033, "Recent Problems Involving Model Spec 2-T Ra 
diographic Exposure) Device " Svc list oncl 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 150-45603 277. 

6006010236 Forwards responses to Items 1-5 & results of QA surveys, audits & insps 
performed to assuro quality of spent fuel racks fabricated by US Tool & Dio & 
predecessors Plant racks moot original design & regulatory requirements 
LEONARD.J D, Long island Lighting Co 88/05/27 Document Control Branch (Docu- 
ment Control Desk) 14pp 45732.345 45732 368 

0005240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Wostinghouso W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of New York, Inc. 120pp 45603 030-45603 157 

0805240215 NRC Info Notice 00 034, "Nudear Matt Control & Accountability of Nonfuel 
SNM at Powor Reactors " Svc list oncl 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co or Now York, Inc 122pp 45790 180-45790 300 

8605270306 NRC Info Notice 8B-035, "Inadequate Licensee Performed Vendor Audits" 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 06B-45790:187 

8006130320 Notification of 080510 mooting w/utll In Rockville, MD lo discuss clarldca 
lion of reporting requirements of NRC Bulletins 80 005 & 07-002 suppl 
BROWN.S.W Project Olroctorate 12 80/06/03 MURLEYJ , SNIEZEK.J, 

MIRAGLiA.F NRC • No Detailed Affiliation Given 4pp 45793 297 45793 300 

6606150470 Forwards Safety Insp Rept 50-322/00 02 on 880221 0429 No violations 
noted Ack receipt of 800422 Itr Informing NRC of stops taken to correct violations 
noted In 880320 notice of violation ro radio chemistry & training problams during 1966 
WIGGINS, JT Region 1, Ofc of the Director 88/06/06 LEONARD.J D Long Island 
Lighting Co 4pp 45831 136 45B31 149 
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•>-0 506150472 Insp Repl 50 322/08*02 on 800221 0429 No viofalions noted Major 
areas Inspected plant operations/adiallon protection, secunty.plant 
evenls.malnt.surveilfance.outago activities 8 repts to NRG 

BLOUGH.AR Region 1, Ofc cf the Director 88/06/02 10pp 45831 UO-45B31 149 

8806020047 NRC Info Nolice 88-036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Posl 670411) 86/06/08 
Consolidated Edison Co of New York, Inc l?0pp 45965 152-45965 271 

0806090301 Suppl 2 to NRC Bulletin 87*002. “Fastener Testing to Determine Conform 
ance W/Applicable Mat! Specs ” Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 6704 1 1 > 06/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327 

8806080025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 60/06/14 
Consolidated Edison Co of New York, Inc 125pp 4594 6 001*45946 1 25 

8006000211 NRC Bulletin 88 006, "Actions To Be Taken for Transportation of Model 
Spec 2 T Radiographic Exposure Oovice " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413), 80/00/14 
Consolidated Edison Co of Now York. Inc 103pp 45935 21 1 45935 318 

8006090194 NRC Info Notice 80 038, “Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers " Svc list and 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/06/15 
Consolidated Edison Co of New York, Inc 1 1 ipp 45946 126 45946 236 

880S1S0013 NRC Bulletin 86 007, ‘ Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 87041 1) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115*45929 228 

8806150186 Suppl 1 to NRC Bulletin 88 005, “Nonconforming Mails Supplied by Piping 
Supplies, I no at Folsom, NJ & West Jersey Mfg Co at WillJamstown,NJ ” Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) B8/O0/15 
Consolidated Edison Co of New York, tnc 120pp 45965 032-45965 151 

B0O62OQOS1 NRC Info Notice 08 042, “Circuit Breaker Failures Due to Loose Charging 
Sprmo Motor Mounting Bolls " Svc list and 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc lOQpp 45977 207 45978 033 

080620030 & NRC Info Notice 88 043, “Sotonoid Valve Problems " Svc fist end 
ROSSI.CE Division of Operational Events Assessment (Post 87041 1) 8B/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 164 45977 286 


S. Reportable occurrences, LER$ A related correspondence 

8005270152 Part 21 rapt re 2 Inch 90 degree elbow forged steel fittings mfg by Stef 
Fittings Co & inspected by X Ray Insp Inc Existing plant documents will ba ro viewed 
in attempt to locate listed Identified fittings & completed by B70930 
LEONARO.JD Long Island Lighting Co B7/08/14 RUSSELL.WT Region 1. OfC of 
the Director 3pp 45700 214*45700 216 

8805270160 Pad 21 rept re forged steal fittings mfg by Sid Fillings Co & inspected by 
X Ray fnspjnc Investigation still going on A NRC resident inspector wilt be Enformed ot 
util findings & remedial action to oo taken for fittings requiring rework 
LEONARD, JD Long fsland Lighting Co 07/12/21 RUSSELL.WT, Region 1, Ofc of 
the Director 2pp 45699 142 45893 143 

8605260312 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F 
573-156 pressure sensor/lube oif trip Inilfally reported on 890429 Addl 1-1 /flinch dl 
amelor w/deep counlorbone In pressure head added to activate valve 
BLOCK, L R IMO Delaval, Inc 60/05/12 Ofc of Enforcement (Post 870413) 2pp 
45701 222*45701 223 

8806010235 PNO I 88 056 on B80526,util & State of NY reached agreement In principle 
for settlement of plant controversy, Terms will call for transferring plant Id Long Island 
Power Authority or other slate agency & providing energy for area people. 
DOERFLEIN.L , CRESCEN20.F Region 1, Ore of the Director 88/05/26 Ip 
45718 320 45718 328 

0806060103 LER B8 005 00 on 08Q5Q9, meteorologies I Instrumentation out of 
calibr Caused by Inability of installed Instrumentation to meet tolerence of Reg 
Guide Investigation being conducted by instrumentation & control W/0BO526 Itr 
GRUNSEICH.R W, STEIGER.WE Long Island Lighting Co 68/05/26 4pp 
45764 145*45764 148. H 


T. Hearing transcripts on non-arititrust matters 

0800060098 Addondum to direct testimony of BG Brodsky, EJ Doherty, HM Koenig, NF 
MutO.RW Pelnlak.AR Rossi, JT Smith & RN Suprma on behalf of Suffolk County re 
Contention 25 C ‘ W/ Certificate of Svc Related correspondence 
TAYLOR ,J L Suffolk County. NY TAYLOR, J L Kirkpatrick & Lockhart #288 6425 
80/05/24 5pp 45740 207 45740 21 1 

8806050098 Transcript of QB0526 hearing re emergency planning/school bus driver 
Issue In Hauppaugo.NY Pp 20,245 20,439 Supporting documentation 
end Witnesses BG Brocfsky.EJ Doherty, HM Koenig, AR RossI.RW Polrifak.NF Mgto.JT 
Smith, RN Suprina 

' Atomic Safety and Licensing Board Panel 88/05/26 300pp 456D6 112 45697 111 

9808080084 Motion for leave to file surrebuttal testimony * Util cannot be given opportu- 
nity lo spring new testimony on parties at last minute w/o affording parties opportunity 
to address cause Motion for leave should bo granted 

ZAHNLEUTER.R J New York, Stale of #2BB 6388 88/05/26 Atomic Safety and Li- 
censing Board Panel 5pp 45740 092 45740 137 

'*8606080000 Surrebuttal teslimony of DT Haertgon on behalf of State of NY re hosp 
evacuation time estimates 4 Certificate of Svc one! 

HARTGEN.DT New York, Statu of 00/05/26 4 1 pp 45740 097 45740 137 

8806020101 Transcript of BB0527 hearing In Hauppauge.NY Pp 20,440 

20.554 Witness T Urbanlk 

4 Atomic Safety and Licensing Board Panel 08/05/27 123pp 45697 112 45697,234 

8606080043 Forwards util corrections to rebuttal testimony of EB Doberman & DP 0roi 
korn on remanded issue of bases & accuracy of util hosp evacuation lime estimates 8 
LILCO molion for Soave to file corrections to rebuttal testimony 
SHEFFEY.R A Long Island Lighting Co SHEFFEY.R A Hunlon & Williams #286 
6391 88/05/31 GLEASON.JP Atomic Safoty and Licensing Board Panel Ip 
45739 244 45739 310 

*-8806080053 LILCO motion lor loavo to file corrections to rebuttal testimony * Re 
quests leave to file corrections to rebuttal testimony of EB Lieberman & DP Drelkorn 
on romandod Issue of bases & accuracy of util hosp evacuation time estimates 
SHEFFEY.R A Long Island Lighting Co SHEFFEY.R A Hunton & Williams B8/05/31 
Atomic Safety and Licensing Board Panel 2pp 45739 245-45730 246 

**8806000060 Corrections to rebuttal testimony of EQ Lieberman & DP Dreikorn on re 
manded issuo of bases & accuracy of LtLCO hosp evacuation time estimates 4 Certifl 
cate of Svc oncl 

LIEBERMAN, E B KLD Associates, Inc DREIKORN, DP Long Island Lighting Co, 00/ 
05/31 64pp 45739 247 45739 310 

8806070258 Transcript ol 800602 hearing in Hoppauga.NY re emergency planning Pp 

20.555 20.685 Supporting documentation end 

4 Atomic Safoty and Licensing Board Panoi 88/06/02. 400pp 45723 123 45724,185, 

8806000263 Transcript of 880603 hearing in Hauppauge.NY re emergency planning/ 
school bus driver Issue Pp 20,686-20,044 Supporting documentation end, Witness D 
Hartgen 

4 Atomic Safely and Licensing Board Panel 00/06/03 400pp 45741 051*45742 115 

8006100017 Transcript of 880610 telcon in Washlngton.DC re remand/ emergency 
planning Pp 20,045 20,062 

* Atomic Safoty and Licensing Beard Panel 80/06/10 20pp 45822 243-45822 263 

080621 02B5 Transcript of 880617 telcon hearing in Bethosda.MD re emergency plan 
nfng/school bus driver issue Pp 20,063-20,803 

4 Atomic Safoty and Licensing Board Panel Gfl/06/17 33pp 45837,284-45837 316 
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F. Security, medical, emergency & fire protection plans 

8805260018 Forwards Insp Repts 60*275/08*12 & 50 323/86-11 on 060418-22 No dofi 
ciencles or violations noted 

WENSLAWSKI.F A Region 5, do of the Director 80/05/10 SHIFFER.J D Pacific 
Gas & Electric Co 2pp 45701 003 45701 088 

-8005260023 Insp Ftepts 50 275/00 12 & 50 323/C0-11 on 8B041Q-22NO violations 
noted.Major areas inspected emergency preparedness program & followup on open 
items Insp Procedures 82701 A 92/01 covered 

PRENDERGAST.K Region 6, Ofc of Ihe Director 8B/05/10 4pp 45701 005 
45701 088 


8006030006 LER 08 006 00 on 080430, loss of emergency bus 101 occurred w/subse 
quenl start of emergency diesel generalor 101 & numerous ESF actuations Caused by 
personnel error Procedural revs Implemented to emphasize impact of steps V//B8 0527 


GRUNSEICH.R W, STEIGER.W.E 
45717 141*45717 146 


Long Island Lighting Co 08/05/27 6pp 


8006230186 PNO-l-08 063 on 880615, public meeting w/FEMA, Region f & util hold in 
Patchogue.NY to discuss 060607-09 emergency preparedness exercise Discussion in 
eluded status of review of emergency plan & preliminary assessment of exercise 
LAZAR US, W Region 1, Ofc of the Director 88/06/16 ip 45937 157*45937 157 


8006200138 LER 88 007-00 on 880 528, unplanned ESF actuations occurred whan 
equipment operalop inadverlenlly opaned wrong breaker during tagging 
OR®. Personnel error Personnel Invalvod counseled W/800624 Itr 

?^7noil C il;?«4 <0 STE,GEFI,WE Lor0 ,sland U 9 htln 0 Co 88/06/24 5pp 
eoU /o d 1 0-40973 J 1 9 


0806010070 Rovised corporate emergency response implementing procedures, including 
Rev 5 to IP 2 2, ’’Emergency Preparedness Training Program* & Rev 9 to IP 32, 
“Media Ctr Activation Instructions " W/800523 ftr 

SHIFFER.J D Pacific Gas & Electric Co 88/05/23 42pp 45685 206-45685 307 

8800100136 Forwards Insp Repls 50*275/80-13 & 50-323/08*12 on 0BO5O9- 13 No vio- 
lations or deviations noted 

ZIMMERMAN, fl P Region 5, Ofc of the Director 88/05/26 SHIFFER.J D PacilicGas 
& Electric Co 2pp, 45021 016-45821 024 

-0806100139 Insp RoptS 50-275/88-13 & 50 323/08 12 on 000509*13 No violations Or 
deviations noted Major areas Inspected vital areas & equipmont.llcensed operator 
training, spurious containment ventilation isolations & followup of open Items 
BURDOIN.JF Region 5, Ofc of the Director 89/05/26 6pp 45821 018*45021,024 


H. General correspondence 



8800150315 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Cites unresolved problems at Dlable Canyon 

DOUGLASS, J A Affiliation Not Assigned 0B/O6/O1 Docketing & Services Branch Ip 
45012 166*45012 160 
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>„ Operating license stage documents & correspondence 

I80&030169 FOIA request (or all records written or signed by R Vollmer & sent or 
copied to H Denton , h Engolken & D Elsenhut & written or signed by D Elsenhut sent 
or co-pled to H Denton, R Engelken & R Vollmer 

WEISSMAN.S California. State of 80/02/00 GRIMSLEY.D H Division ol Rulos & 
Records (070413 0005 14) 2pp 457B4 161-45784 165 

i BOG 03021 3 Forwards Amends 28 & 27 to Licenses DPR-00 & DPR-Q2, respectively & 
safety evaluation Amends allow reduction of min RHR sys flow role from 3000 to 1300 
gpm while plant in Mode 6, provided that reactor subcritlcal for over 57 h 
ROOD.H Project Directorate V 88/04/21 SHIFFER.J D Pacific Gas & Electric Co 
4pp 45714 270 45714 205 

-98-06030216 Amends 28 & 27 to Licenses DPR-B0 & DPR 82, respectively, allowing re- 
duction of min RHR sys flow rate from 3000 to 1300 gpm, while ptant In Mode G 
(re fuel i no), provided that reactor subcritlcal for moro that 57 h 
KNIGHTON, GW Project Directorate V 08/04/21, Opp 45714.274 45714 202 

9806030221 Safety evaluation supporting Amends 20 & 27 to Licenses DPP-00 & 
D PR-82, respectively 

• Office of Nuclear Reactor Regulation, Director (Post 070411) B0/04/21 3pp 
45714 283-45714 205 

905240161 Advises that Malnt Procedure (MP) 41 1A, "Maint of Wostlnghouse Type 
DB 400-Volt Circuit Breakers,' 1 revised per Genorlc Ltr 83-20, "Required Actions 
Based on Generic Implications of Salom ATWS Events " 

SHIFFER.J D Pacific Gas & Electric Co 80/05/17 Document Control Branch {Docu 
mont Control Desk) 2pp 45673 140-45673 149 

605250371 Forwards application for amonds to Licenses DPR 00 & DPR-02, consisting 
of License Amend Request 00 06, revising Section 6 0 hy romovlng organization charts 
& changing titles of certain mat personnel Fee paid 

BRAND, DA Pacific Ga9 & Electric Co 88/05/20 Document Control Branch (Docu 
msnt Control Desk) Ip 45606 330-45606 346 

>6605250373 Application for amonds to Llconsos DPR-00 & DPR 82, consisting of LI 
cense Amond Roquosl 00 06, changing Section 6 0 by romovlng organization charts & 
changing titles of certain mgt personnel 

BRANDED A Pacific Gas & Electric Co 00/05/20 5pp 45606 331-45606 335 

8805250376 Proposed Tech Spocs Section 6 0, revising administrative controts by ro 
moving organization charts & changing titles of certain mgt porsonnol 

• Pacific Gas & Electric Co B8/05/2O. 1 1pp. 45606.336-45606 346 

605310184 Forwards response to Genorlc Lir 80-03, "Resolution of Generic Safety 
Issue 83, Steam Binding of Auxiliary Feedwater Pumps " 

SHIFFER.J D, LOCKE^R F, Pacific Gas & Electric Co 80/05/23 Document Control 
Branch (Document Control Desk). 3pp 45718.0G2-4571B 064 

006680045 Forwards blwookly notice, applications & amends to OLs Involving NSHC 
did 000504 W/o end 

• Office of Nuclear Reader Regulation, Director (Post 07041 1) 80/05/23, 

SHIFFER.J D Pacific Gas & Eloctric Co 4pp 45725*363 45725 356 

806030197 First partial responso to FOIA request for documents App B forwarded & 
also bolng made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.D H Division of Rules & Rocords (070413-000614) 00/05/26 

WEISSMAN.S California, Slate of. 3pp. 45704,166-45704.230. 

9109150342 Forwards responses to 010400 ltr to President Reagan ro concerns about 
affects of facility low level emlsslons.waste storago, emergency plan inadequacy & 
proximity to earthquako fault VA Hill marked up responses Included 
EISENHUT.DG Oivlslon of Licensing (800420 051124), 81/00/20, HILL,V A Univer- 
sal Life Church Opp. 45704 109-46704’ 196 

9110100166 Summarizes current scheduling outlook for next 10 cases & measures 
lakan to minimize or eliminate scheduling Impacts Concurrence requested on forth 
coming biweekly repts Plants requiring ofc level attention llstod 
VOLLMER, RH Division of Engineering (pro 851125) 01/10/02 DENTON, H.R, Office 
of Nuclear Reactor Regulation, Director (pro 851 125) 2pp 45764 171-45704 172 

6112100572 Std order for DOE work’ "Review of Pumps & Valve Insorvico Testing 
Program for OL Plants," Issued to IN EL Statement of work end 
VOLLMER.RH. Division of Engineering (preB51125), FIN A-0430 01/11/09 7pp 
46764-232-45784.230 

6112180061 Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or ollmlnato schodulo Impacts. 

VOLLMER.R H, Division of Engineering (pre 051125) 01/09/14 DENTON, H.R. Office 
of Nuclear Reactor Regulation, Director (pre 051 125) 2pp 45704.169 45704 170 

>6202880434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bovill Rept Dates represent collective NRC Judgement 
EISENHUT.DG Division of Licensing (800420-051124) 02/01/10 BASSETT.HS 
Office of Management and Program Analysis 3pp. 45784.208-45704 210 

6202250094 Forwards (1st of casework open Issuos for wk ending 020122, per 01 1 120 
request Only Category 2 & 3 open Issues fisted for plants having Bovill decision dates 
more than 3 months away 

EISENHUT.DG Division of Licensing (000420-051124) 82/01/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director (pre 851125). 15pp 45784 211- 
45764 225. 

8310180078 Forwards std order for DOE work to transfer funds from "LWR Sys Corro 
slon” to "Diablo Canyon Venflcation." 

VOLLMER.RH. Division of Engineering (pre-851 125), FIN A-3720 03/09/28 

OGEKA.G J Energy, Dept of 13pp 45704 173-45784-105 

9310180082 Requests all technical staff be advised to use listed procedures for future 
contract actions 

VOLLMER.RH Division of Engineering (pre-851 125) FIN A-3720 83/09/16 

KNIGHT, J. Assistant Director for Comp & Structures Engineering (Post 030201), 3pp 
45764 160-45784.180 


8006030200 Forwards notice of consideration of issuance of amends to Licenses DPR 
80 & DPR 82 In response to 800520 application to reviso Tech Specs ro Section 60, 
"Administrative Controls ” 

ROOD.H Project Directorate V B8/05/26 SHIFFER.J D Pacific Gas & Electric Co 
5pp 45715 024-45715 035 

—8806030206 Notlco of consideration of Issuance of amends to Licenses DPR-00 & 
DPR 82 & proposed NSHC determination & opportunity for hearing Amends revise 
Tech Specs re section 6,0, "Administrative Controls" to chango mgt personnel titles 
ROOD.H Project Directorate V 80/05/26 7pp 45715 029 45715 035 

8B06090310 Forwards responso to Generic Ltr 00-05, "Boric Acid Corrosion of Carbon 
Stool Reactor Pressure Boundary Components In PWR Plants " Programs which mini 
mlzo probability of boric acid corrosion discussed 

SHIFTER.JD, LEMASTER.N J , LOCKE, R F Pacific Gas & Electric Co 08/06/02 
Document Controt Branch (Document Control Desk) 5pp 45001 067-45001 071 

8006140189 Final responso to FOIA request for documents Forwards documents Includ 
ing HR Denton 050708 memo to T Rohm re util hearing & geological & geographical 
maps App A documents also available In PDR W/o end 

GRIMSLEY.D H Division of Rules & Records (870413-000514) 60/06/09 

FERAHIAN.R H Affiliation Not Assigned 2pp 45803 026-45003 027. 

8006200060 Final response to FOIA request for documents App H documents available 
at PDR App I documents partially withhold (rel FOIA Exemption 5) 

GRIMSLEY.D H Division of Rules & Records (870413-000514) B0/O6/13 

CONNOR, L Doc-Search Associates 5pp 45845 050 45845100 

-8800200090 Fowards revised copy of Chairman opening romarks.H Donton opening 
romarks.l Yin remarks & staff responses to H Meyer 840410 questions from 040014 
briefing before Subcommittee on Energy & Environ 

KAMMERER.C. Office of Congressional Affairs (pro 070413). 04/06/12 PALLADINO, 
ASSELSTINE, BERNTHAL Commissioners 5pp 45045 077-45845 081 

-8006200101 Forwards 2 206 potltion & 840801 memo, per verbal request Documents 
withhold & must be restricted to use by Committee staff 

KAMMERER.C Office of Congressional Affairs (pre B70413) 04/00/10, 

MEYERS.HR House ol Rep Ip 45845 082 45045 002 

8800300137 Forwards notlco of consideration of issuance of amonds to Licenses DPR- 
00 & DPR 02 & opportunity for hearing re 000410 application to reduce stoam genera- 
tor water level low & lo lo sotpolnts from 15% to 7 2% of narrow range span 
ROOD.H Project Directorate V 08/06/16 SHIFFER.J D Pacific Gas & Eloctric Co, 
4pp 45975 214-45975 221 

-8000300142 Notlco of consideration of Issuance of amonds to Licenses DPR-00 & 
DPR 82 & opportunity for hoarlng re 080410 application to reduco steam generator 
water level low & Jo lo setpoints from 15% to 7.2% of narrow range span, 
KNIGHTON.G W Projoct Directorate V 08/06/17 4pp 46976’210 45075 221 

8806290163 Forwards Wostlnghouse Ownors Group Notification Ltr OG 88 21, Identify- 
ing midloop concerns,per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled" 
& O8O420 meeting agreement 

NEWTON, R A Wostlnghouse Operating Plants Owners Group 00/06/20 

HODGES, W Reactor Systems Branch 7pp 45973 338 45D73 344 


Q Inspection reports, IE Bulletins & correspondence 


8B0S270033 Forwards tnsp Repts 60 276/08-10 & 60 323/80 09 on 000320 0401, No 
violations noted 

PATE.R.J. Region 5, Ofc of the Director 80/05/03 SHIFFER.J D Pacific Gas & Elec- 
tric Co 2pp 45727 352-45727 361 

“8805270038 Insp Repts 50-275/08 10 & S0-323/08 09 on 600320 0401 No violations 
or deviations noted Major areas inspected followup on previous NRC & licensee Iden 
tiffed open items 

RAMSEY, C , RICHARDS.S Region 6, Ofc of the Director 86/05/03 0pp. 46727 354- 
45727 301 

8005270064 Torwards Mgt Meeting Repts 50 275/00-14 & 60-323/08-13 on 000426 
KIRSCH.D.F Region 5, Ofc of Iho Director 08/05/03 SHIFFER.J, D. Pacific Gas & 
Eloctric Co 2pp 45691 087-45691.092 

-8805270057 Mgt Meeting Repts 50 276/80-14 & 60-323/80-13 on 000426 Major 
areas discussed recent plant events & apparent problem areas that have developed 
since last meeting on 071030 

NARBUT.P P , JOHNSTON, K E , MENDONCA.M.M. Region 6, Ofc of the Director. 08/ 
05/03 4pp 45691 009 45691,092, 

8805260101 Forwards Insp Ropts 60 275/80 09 & 60-323/80-00 on 080404-08 & notice 
of violation Three similar occurrences Identified botweon 07O924 & 0OO4O1 .indicate 
that measures for assuring very high radiation areas are locked not totally effective 
SCARANO.R A Region 6, Ofc of the Director 08/05/09 SHIFFER.J. D Pacific Gas & 
Eloctric Co 3pp 45675 197-45675,219. 

-0905260160 Insp Repts 60-275/60 09 & 60-323/88 00 on 680404 08, Violations 
noted Major areas inspected occupational oxposure during oxtendod outages .external 
& internal exposure control & control of radioactive metis & contamination, 

CILLIS.M,, YUHAS.G.P Region 6, Ofc of the Director 80/05/09 16pp 45675 202- 
45075-219 

880526001B Forwards Insp Repts 50-275/88 12 & 50 323/80-11 on 800418 22, No defl 
clonclG9 or violations noted 

WENSLAWSKI.F A Region 5, Ofc of tho Director 08/05/10. SHIFFER.J D Pacific 
Gas & Electric Co 2pp 45701 083-45701 000 

“8005260023 Insp Repts 60-275/00-12 & 60-323/08 11 on 880418 22 No violations 
noted Major areas Inspected emergency preparedness program & followup on open 
items, Insp Procedures 02701 & 92701 covered 

PRENDERGAST.K , FISH.R F Region 5, Ofc of tho Diroctor 80/05/10 4pp. 
46701.005-45701.088. 
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flfiO* 100136 Forwards Insp Rept$ 50-275/88 13 & 50-323/08 12 on 880509 13 No vjo 
la fan* or du.iators noted 

ZIMMERMAN R P Reg an 5, Ofc ot the Director 80/05/26 SHIFFER.J D Pacific Gas 
8 El Cv trie Co 2pp 45021 016 45821 024 

-6806100139 Insp R&pts 50 275/68 13 & 50 323/68-1 2 0 n 8B0509 13 No violations or 
OcvLatons noted Ma^or areas inspected vital areas & equip mentjicensed operator 
iram -no spurious containment ventilation isofalions & toitowup ol open items 
0URDOIN JF , WgNDONCA.MM Region 5, Ofc of the Director 80/05/26 6pp 
45021 010 45021 024 

8005240028 NRC Info Notice 80 033, “Recent Problems involving Model Spec 2-T Ra 
dooraph,c Exposure Device " Svc list end 

BURhETT,R F Division of Safeguards & Transportation (Po$1 870413) 88/05/27 
Consolidated Edison Co ofNfcwYork )nc 120pp 45603 158 4568327? 

8806010282 Responds to NRC 800427 Itr re violations noted in Insp Repls 50 275/88 
02 & 50 323/88 Q 2 Corrects actions condensate storage tank (eve! & containment 
spray |fo« transmitters will be recaiibr by 880615 

JjHIFfER jD Pacific Gas & Electee Co 88/05/27 Document Control Branch fDocu 
menl Centre' Oesk) 2epp 457i2 165 45712 192 

6605240090 Suppi i to NRC Info Notice 87-061, “Failure of Weslmghodse W 2-Typo 
Breaker Cell Switches 11 Svc i>s» end 

ROSUCE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Ed-son Co of New York, fnc I20pp 45683 038 45883 157 

08O524O21S NRC info Not.ce 8 q o3t, “Nuclear Matt Control & Accountably o< Nontuei 
SNM a l P© a ar Reactor " Svc end 

ROSSI CE Division of Operational Events Assessment (Posl 870411) 88/05/31 
Consolidated Edison Co of New York, fnc 122pp 45790 160 45700 308 

880527Q306 nRC Info Notate 88 035, “inadequate Licensee Performed Vendor Audits 11 
Svc list encf 

ROSSi C£ Division of Operalronal Events Assessment (Post 070411) 86/06/03 
Consolidated Edison Co of New York, Inc I20pp 45790 068 45790 107 

9806020047 NRC Into Now* 88-036, “Possible Sudden Loss of RCS Inventory During 
Lo«v Cootanl level Operation “ Svc list end y 

sssss&dte ^ 88/06/08 

84 Sl P t^ Tfls ” 10 De,a "™ 8 

S«s < 5 ! mDBm 

“eJKiPsSw'IS? 88 ° 37 ' " Fl0w BlMkas0 01 ^ Wa,a ' 10 Sala * Sva 

JJjJWW of Operational Events Assessment (Post 870411) 08/06/14 
Consolidated Edison Co Of New York, fnc i25pp 45946 001-45946 125 ' 4 

SS ffl)Tft W f C BolWin 08606. "Action's jo Be Taken for Transportation of Model 

nUriNFTT H F rtf s _ i_. 


•.ytfi o w/fl 


s p? 2 T f0r T,ana ^" on °< M “*l «“»*"« ''Dioblo Canyon Power Plan. Long-Term SoHm 
SUflNen.HF Division ol Safeguards 8 Trantolriavon Pos I 07/U13) aa/iut/u wfcpKS ?n n!S 1 V r 0 li ? l i ? 9 w0,k performed Irom 01)0201-0430 

Consolidated Edison Co ol New ^orkffnc 88/ ° S/W Si ^ LWSS' '* boCU '"°"» CM 


"olffilSiSS ^Un?? ° 36 ' '' Fa,lure 01 Tr* Allachmanl on GE 

%St£J8E> & "'W" 

88 pnc 5 i! 0 rlp N n G ? u)let,r ] 8 i 007 ’Power OsaUalons in BWfts " Svc fist encf 
8808150186 Suppi 1 lo NRC Bulletin 68 00s, "NonMnlmm.no Malls S.,nnll«i h„ o 

n®?CE C ^ 8sl fT 5SV ^s 00 al Williamslown.Nj P ' P Svc 1 |fsl P ^'2f 

Consolidafad^dtsonOD ^NS* 0 Yorkjno n ?20^ e 45965032 , a5965 ? i55^ 

pool 4 AraWen! 'fDR 31 roa P°' 1so *° F Q| A request lor docuinonts App B documents 

MS?" 0 &", & 08O5I4 >- 68/06/15 

liquid 

Sc. TykuWS^T"^ 5.’,“' .oquiremem section rx 01 ASktE Coda 0M5)|1 ' 

ol^ V adu?7p kl 45a9 < 5f^^5e 0 95 ^ ,M <>, 70/10/09 sp ENCER, GS Roglon 5 , Ote 

F o°^ a,tis ’0?, ai> -'B teode, '/>sp tern 

oti,a So?T n «e 9 ?f8° , q68 fl S 5 lr i27 0r 70 " 10/,3 S P EN CER,GS Ragron 6, Qlo 
inspocled requnenSni8 S ol^PiMoo/PAttachmoni 0 u °2 c* 04 ,’ 2 14 Molar a'sas 

aow ? o- 04,ep,,!Son ' co P |w ™r H & ' ns 5105 ° 3 ' 04 & 

lha Directof 1 Spp^sabi^^e Vsags’t d2° r 7,/04/2a JOHNSON, A Region 5, Ofc of 
S documenw OwuiT.erqs^'va^afio^'hi' Pdr' A oD°A' i0 rf 0,n<>nU i P 0,wa ' rfs A PP S B & 

wm5S" d ' h ' oush G docu ™ w!s *Pk* SpTon fSJESSte 
^«,R. fi ^ aU T 5 : P °RVo , s, u,9 0 ^r c ^ SfV» 


-80062701 68 Forwards table ailnchmonl of supporting data & si 
Kirsch 860722 memo SALP Review Board mooting scheduled U 
memo 

KtRSCH.DF Region 5 » Ofc of tho Director 06/00/04 CREWSJ CHAFfff i 
MENDONCA,M Region 5, Ofc of ihe DlfOctor Ip 45990 330-45990 330 

-8006270166 Notifies lhat regional SALP Review Board mooting (or plant scheduled h 
convene at Ration V ofc on 060901 Asbossmont will covor 12 monlh period UonAj; 

KIRSCKD Roglon 5 Ofc of tho Director 06/07/22 CREWS J , CHApfffa 
BUPDO|N,J Region 5, Ofc of Iho Director 3pp 45905 33 1-45D0G 333 ^ 

0806200051 NrC Info Notfco 90 042, “Circuit Dronkar Failures Duo to Loose Chamre 
Spring Motor Mounting Bofts “ £>vc nM ond ^ 

PQSSl,cE Division of Oporatlorial CVOnts Assossmont (Post Q70411) 6Q/06/?n 
Consolidated Edison Co of Now York, Inc lO0pp 45977 257-45970 033 

8806200306 NrC Info Notice 00 043, “Sotonold Valve Problems 11 Svc Jib) end 
RQSSf c E Division of Oporaiionnl Evonis Assossmonl (Post 070411) flft/0fi/« 
Consolidated gdlson Co of Now York, Inc I23pp 459/7 164-45977 2ft& 

fl, Periodic operating reports &t related correspondence 

8805310)74 “Discharge Monitoring & Reporting Program OJablo Canyon Power Plant 
Dunng Month Pf Ap; 1935 M ^ 

TOWNSENDS D Pacific Gas & plectra) Co 00/04/30 33pp 4571 1 263 45711 3i5 

8506270^1 Famed* May 1988 [ moirtfrfy Opemfrriu ropfs tor Dfabfo Canyon, breakwater 
sailloment survey & corrected monthly operating ropts ro shutdown A power reduc 
lions tor Jan Apr 198B 

TOWNSEND, JQ Paofic Gas & Electric Co 00/06/15 Oocuhienl Control Branch 
(Document Control Desk) IP 45936 092 45936 124 

-8806270275 Monthly operating repts for May 190D fe r Dlnblo Canyon & 19B7 break 
water sefftemertf survey 

5c££ 5£ .^ P ' MAiQN ^ 0D ^nci/ic Gas & Electric Co 00/0&/31 20pp 45936093 
45SJo 112 

/HS « Corrected monthly operating repis for Jnn 1000 for Dioblo Canyon, 
MALONE,QD Pacific Gas 6 Eloclnc Co 00/01/31 4pp 45036 113 45936 116 

Corrected monthly oporodng ropis for Fob 1OQ0 lor Diablo Canyon 
MALONE, O D Pacific Gas & Cloclnc Co 86/02/29 2pp 4 5936 117 45936-110 

S2?n2J 9 n C^octod monlhly opQrabng repis for Mar 1000 for Diablo Canyon 
MALONE, DO Pacific Gas & Cloclnc Co 80/03/31 2pp 45936 11 0 45936 120 

“ MAI nSr^n n Ot Sc!?r C ???!? IV rt 0 ^/ n ^ tC W. QT Apr 1000 ,Df Dlab,t > Ca ^ £ > n 
45936124° BED[ * SEM>P pacJr ' c Ga9 & Eloclnc Co 00/04/30 4pp 45936 121 

^i?^ 064 For ^ ams ''Dioblo Canyon Power Plant Long-Torm Solsmlc Program," quar 
5°P ! H.roriDCllng work portornicd * — — - — - u 4 

SH/FFER.vf O Pacific Gas & Eloclnc Co Dfl/06/ 
ment Control Desk) 2pp 45911 100 45911 190 

canY ° n powor pm Lon ° T ° rm s ° iBm!c pr °0 ram ' n 
8 Pacific Gas & Electric Co 00/06/30 9pp 45911 100 4591 1 190. 

S. fleporlable occurrences, LErq & related correspondence 

l'l° n f , fl ll rni r is1ra,IVG Toch S P° C violations (LERs) reported by li 
llan o 9 ?vinfEH flf J 08 'M 906 ,n tesponso to M Hug 000324 roquosi lor clarifb 

sssiss 1 ? 0 *<«* 

n % & Pai l' ^ rns An a f Vsis Branch 06/04/14 NARBllT P.P NRC No 
□etaifod Affiliation Given i2pp 45B50 305 45050 316 

M arc?na?n' nnruafo/ 8 J^° 7 .manual ronctor irip fnitlated after discovery ei 

L./c8 h. r £!? Gd ^°P haso bus Phase C motor operated disconnect (MOD) 

SISK n P shi^FfS 1 n mt o & r ? sls i Bnce 0 m c o n1a ctS MOD replaced W/060006 Itr 
45771 261 SHlPFEftlJD Pac,Jfc Gas & Boctnc Co 00/00/06 6pp 45771256 

EiSSF® . 

ea occur?ed who? com^mS < J n n 071209 'P o< °ntial violation of Tech Specs 3 6 1,1 & 3 63 
SecK fnoo?mSrJS f ur0e syS °T A(io ^olnmonl Isolation valvo JtewcanM 
slsKhP !n°i by P Qrsonnal error W/080621 Ilf 
45936300 PQCI,fC Qa s & Electee Co 80/06/21 15pp 46936 286 


Control Qrarich iDecu- 


DOCKET 60-328 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 

F ‘ SeCurlty ' medlca| . emergency & II, o protection plans 

‘WAL 3 D P,an i Itw Prccotfure PEP 02 8 El, "Communicator " 
SMITH.J Carol, na Power & Light Co 60/04.27 20pp 45768 135 45766103 

SS mT2 r'i '? of raVs ,'P emorgency procedures 

Sto 2 W ‘??™ 2, 7^2^ C ° 08/04/28 0 R ACE,JN Region 2, DIO 01W4. 

fi6 EnTOgBn 8 y”^c|duroTE?' 6 02 V , P 'd? l ,W om6n " n 9 procoduros, Including Rau 022 lo 

virg^rC^ ROsiirci?' 0 ' efnBr90n0y A °" onS " * Rw 023 PEPAPP 

,J arolfna Power & Ughl Co 08/04/29 35pp 45762 276-46762 310 
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B80B100201 Rev 11 to Plant Emergency Procedure PEP 02 6 3,Vol 0, "Logistics Sup- 
port Director ” 

* Carolina Power & Light Cg 00/05/03 17pp 45771 269 45771 201 

B806070332 Forwards recent revs to plant emergency procedures W/o end 
DIETZ.CR Carolina Power & Light Co 80/05/19 GRACE.J N Region 2, Otc of the 
Director Ip 45776 269 45776 269 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0006080036 Amend 6 to update FSAR for Brunswick Stoam Electric Plant, Units 1 & 
2W/80O6O1 Hr 

EURY.L W Carolina Power & Light Co 00/06/01 650pp 45780,100 45701 195 


P. Operating license stage documents & correspondence 

0006160391 Responds to NRC 800307 Itr & request at 800504 moating describing GE 
program to reconfirm design adequacy of associated circuits in GE BWHs Upon com- 
pletion of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 001104 
ARTIGAS.R General Electric Co 00/05/04 THADANI.AC Assistant Director for Sys- 
tems 3pp 45823*1 64-45023 166 

BB06020029 Provides written followup of 080513 telcon request re enforcement discre- 
tion for Tech Spec 3 6 2 1 

D1ETZ.C R Carolina Power & Light Co 00/05/13 GRACE, J N Region 2, Ofc of the 
Director 2pp 45720,325 45720 326 

8006070317 Confirms 890512 telcon re mgt mooting w/util in Allanta.GA on 000607 Util 
requested mooting to discuss mgt overview of nuclear program 
GRACE.J N Region 2, Ofc of tno Director 08/06/25 UTLEY.E E Carolina Power & 
Light Co Ip 45779 155 45779 155 

8806090242 Forwards safely evaluation ro util 070423 submittal providing addl Toch 
Spec for operability of main stack monitor & setpoints on stack monitor Tech Specs 
tor operability of main stack monitor signal circuitry noedod 

SYLVESTER.E D Project Directorate 11-1 00/06/02 UTLEY.E E Carolina Power & 
Light Co 6pp 45704 244 45704 249 

8 BQB 200197 Application for amends to Licenses DPR-71 & DPR-62,changinn Toch 
Specs 33 50 & 3 3 5 9, clarifying limiting conditions for operation by simplifying op 
Hons avallablo if monitoring Instrument found w/nonconsorvatlvo sotpolnt Fee paid 
EURY.L W Carolina Power & Light Co 00/06/13 Document Control Branch (Docu 
ment Control Desk) 7pp 45071 030 45071 042 

-8666200201 Proposed Tech Specs 3 3 60 & 3 3 5 9, clarifying limiting conditions for 
operation by simplifying options available whon monitoring instrument found w/non 
conservative sotpolnt 

* Carolina Powor & Light Co 80/00/13 Gpp 4587 1 037-45871 042 

8806210087 Partial responso to FOIA request for documents Forwards App D 
documonls App C documents avallablo in PDR App E documonta completely withhold 
fret FOIA Exemption 5) 

GftIMSLEY.DH Division of Freodom of Information & Publication Services (Post 
800515) 00/06/13 MAXWELL, B Cosmos Broadcasting Corp Dpp 45053 26B 
46857 142 

-8806210128 Roquosts assistance to confirm that proposed activity in plant ropl war 
rants followup & to provide Events Assessment Branch w/expectod completion dalo 
for completion of work Related documonls oncl 

ROSSI.CE Division of Operational Events Assossmont (Post 070411) 80/02/17 
MILLER.H J Region 3, Ofc of the Director 14pp, 45057,117-45057 130 

8606260397 Notification of 880020 mooting w/utit (n Rockvillo.MD to discuss licensing 
action status on facility 

BUCKLEY.B.C Projoct Directorate IM 08/06/10 MURLEY.T, SNIEZEK,J , 

MIRAGUA.F NRC - No Ootnilod Affiliation Given 4pp 45956 120-45956 123, 

B806290163 Forwards Wostlnghouse Owners Group Notification Ur OG 00 21, Identify 
Ing midloop concerns, per Gonorlc Ltr 07-12, "Loss of RHR While RCS Partially Filled" 
& 800420 meeting agreement 

NEWTON.RA Wostlnghouse Operating Plants Owners Group 00/06/20 

HODGES, W. Reactor Systems Branch 7pp 45973 338 45973,344, 


Q. Inspection reports, IE Bulletins & correspondence 

8806060069 Confirms 800513 telcon authorizing facility to change modes w/ono sup 
prosslonpool temp monitoring alarm operable as ono time enforcement discretion 
GRACE.J N Region 2, Otc of the Director 80/05/16 UTLEY.E E Carolina Power & 
Light Co tp 45769 283 45769.283. 

8806060041 Confirms 000506 telcon re 000614 mooting In Region II ofc to discuss Jan 
1980 AIT findings & recent ESP equipment failures 

GRACE.JN Region 2, Ofc of the Director 00/05/10, UTLEY.E E Carolina Power & 
Light Co Ip 45765 346 45765 346 

8806660043 Confirms 8B0504 telcon ro 880527 enforcement conference In Region il 
ofc to discuss recent operator error & In attentiveness 

GRACE.J.N, Region 2, Ofc of the Director 00/05/19 UTLEY.E. E Carolina Power & 
Light Co Ip 45760.359 45760 359 

8806660029 Forwards Insp Repts 50-324/80-16 & 50-325/06*16 on 000324-30 No vio- 
lations or deviations noted 

HERDT.A R Region 2, Otc of the Director. 00/05/20 UTLEY.E E Carolina Power & 
Light Co 2pp 45761,293 45761 304 

-8806060030 Insp Ropts 50-324/80-16 & 50 325/08 16 on 000324 30 No violations or 
deviations noted Major areas inspected, primary containment integrated leak rate test 
(CURT), re view of CILRT procedure & evaluation of CILRT results 
WHITENER.HL , DESAI.B B . JAPE.F Region 2, Ofc of the Director 88/05/10 10pp 
45761,205-45761 304, 

0806060138 Forwards Insp Repts 50 324/00 15 & 50 325/88-15 on 800401-30 Viola- 
tions under consideration for escalated enforcement action Enforcement conference 
scheduled for 880527 to discuss violation Unit 2 startup events also end 
GRACE.J.N. Region 2, Ofc of the Director 08/05/23 UTLEY.E E Carolina Power & 
Light Co 2pp 45761 106-45761*127 


—C80B060144 Insp Ropts 50-324/88 15 & 50-325/B6 15 on 880401 30 Violation 
noted Major areas Inspected followup on previous enforcement matters, main! & sur- 
veillance observations, operational safely verification & In ofc LER review 
RULANO.W H , LEVIS, W , FREDRICKSON, P Region 2, Ofc of the Director 80/05/20 
20pp 45761 108 45761 127 

0806070068 Forwards corrected NRC 080520 Mr forwarding Insp Repts 50-324/flB 16 & 
50-325/00-16 duo to date fnadvortently omitted from Itr 

HERDT.A, R Region 2, Ofc of the Director 80/05/23 UTLEY.E E Carolina Powor & 
Light Co Ip 45787 318 45707.319 

-0806070073 Corrected Itr forwarding Insp Repts 50 324/BB 16 & 50-325/00-16 on 
880324 30 No violations or deviations noted 

HERDT.A R Region 2, Ofc of the Director 88/05/20 UTLEY.E E Carolina Powor & 
Light Co ip 45787 319 45707 319 

8806020044 Forwards final responso to IE Bulletin 85 003, "Motor- Operated Valvo 
Common Mode Failures During Plant Transients Due to Improper Switch Settings " At- 
tachment 1 details util completion of IE Bulletin 05 003 

EURY.L W Carolina Power & Light Co 00/05/25 GRACE.J N Region 2, Ofc of the 
Director 67pp 45731 1 61-45731 247 

8805240020 NRC Info Notice 00 033, "Recent Problems Involving Model Spoc 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Tiansportatlon (Post 670413) BQ/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 158 45603 277 

8006000117 Submits supplemental response to NRC 000209 ltr ro violotlons noted In 
Insp Repts 50 324/07*31 & 50 325/07-32, per commitment In 000209 response to 
provide rosults of review of engineering work requests & status of effort 
btETZ.C R Carolina Powor & Light Co 08/05/27 Document Control Branch (Docu 
mant Control Desk) 4pp 45759 350 45759 381 

0005240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westmghouso W 2-Type 
Circuit Breaker Coll Switches " Svc list and 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45083 030 45603 157 

0805240215 NRC tnfo Notice 80-034, "Nuclear Matl Control & Accountability of Nonluol 
SNM at Powor Roactors " Svc list oncl 

ROSSI, C.E, Division of Operational Events Assossmont (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp, 45700,180 45700 308 

8805270306 NRC Info Notlco 00 035, "Inadequate Llconsoo Performed Vendor Audita 11 
Svc list oncl 

ROSSI, C.E Division of Operational Evonts Assossmont (Post 070411) 88/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45700 068 45700 107 

5806100131 Rosponds to violations notod in Insp Ropts 50 324/00-14 & 50-325/OU 
14. Corrective actions Engineering Evaluation ERR G0 0167 written documenting basis 
(or continued operation of plant & personnel will bo briofod on event 
DIETZ, C R Carolina Powor & Light Co 00/06/03 Documont Control Branch (Docu 
ment Control Desk) 6pp 45021 005 45021 010, 

6806210132 Requests extension (or response to notice of violation & proposed civil 
ponalty re environ qualification deficiencies NRC should provide util w/ovalualion of 
four faefors that Generic Ltr B0 07 indicates should be examined 
EURY.L W. Carolina Power & Light Co, 00/06/03 GRACE.J N Region 1. Ofc of fho 
Director 2pp 45900-274 45900 275 

6006020047 NRC Info Notice 00 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation," Svc list end 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) 80/06/08 
Consolidated Edison Co of Now York, Inc 120pp. 45965 152-45965 271 

8906210429 Ack receipt of 800513 supplemental response to NRC 080310 Itr ro viola 
lions notod fn Insp Repts 50-324/8B 06 & 60 325/00 06 

HERDT.A R Region 2, Ofc of the Director 08/06/08 UTLEY, E,E Carolina Power & 
Light Co Ip 45845,256 45845 250 

6606090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Tosting to Determine Conform 
ance W/ Applicable Matl Specs " Svc list oncl 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 80/06/10 
Consolidated Edison Co of New York, tnc 120pp 45016*200-45916 327 

B9062B0319 Advises that response to NRC 080505 notlco of violation & proposed Impo 
sition of civil penalty re environ qualification deficiencies due on 080705, por util 
080603 request Reasons NRC action Incorrect should bo stated 
GRACE.JN Region 2, Ofc of the Dlroclor 80/06/13. EURY.L W, Carolina Power & 
Light Co Ip 45045 023 45945 023 

6006090025 NRC Info Notice 00 037, "Flow Blockage of Cooling Waler to Safety Sys 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Jnc 125pp 45946 001-45946 125, 

8006090211 NRC Bulletin 00-006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT, R.F. Division of Safeguards & Transportation (Post 070413) 88/06/14 
Consolidated Edison Co of New York, Jnc 100pp. 45935 211-45935 318 

8906090194 NRC Info Notlco 88 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 1 1 1 pp 45946 126-45946 236 

8906150013 NRC Bulletin 80 007, "Power Oscillations fn BWRs " Svc list oncl 
ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/06/15, 
Consolidated Edison Co. of New York, Inc 114pp 45929 116-45929 220 

8006150106 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Wllliamgtown.NJ " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 00/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965*151 
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£606280115 Advises ihat reactor A turbine bldg How rate measurement devices will be 
operational by 900113 instead of 690113 due to plant project scheduling 
considerate ns.par fnsp Repis 50-325/87-33 & 50-324/67-32 
DIETZ.CR Carolina Power a Light Co 80/06/20 Document Control Branch (Docu 
merit Control Desk) Ip 45944 026 45944 028 

B0O62O<H>51 NRC Info Notice 80-042, “'Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svo list end 

ROSSi ,C E Division of Operational Events Assessment (Post 670411} 80/06/23 
Consolidated Edison Co of Now York, Inc 109pp 45977 287-45970O33 

8806200306 NRC Info Notice 80 043, "Solenoid Valve Problems ” Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 266 


-6806160165 Proposed Tech Specs revising instrument lag numbers on Tables 3 3 5i 
1 & 4 35 2 1 in compliance w/10CFR50,App R alternate shutdown capability require 
monts 

• Carolina Power & Light Co 8B/06/09 2pp 45040 235 45040 230 


K. Utility Final Safety Analysis Report (FSAR) A amends 

8806000035 Amend 6 to update FSAR for Brunswick Steam Electric P/ant, Units 1 A 
2 W/8B0601 Hr 

EURY.LW Carolina Power A Light Co 8B/06/01 650pp 45700 100-45701 195 


P. Operating license stage documents & correspondence 


Ft. Periodic operating reports & related correspondence 

8008150203 Forwards monthly operating ropts for Fob 1988 for Brunswick Unit 1 <3 for 
Mar 1968 for Units 1 A 2 

DIETZ.CR, Carolina Power & Light Co 88/04/05 SCROGGINS.R M NRC - No Do 
tailed Affiliation Given Ip 45804 061-45004 073 

-8805280322 Monthly operating repts lor Mar I960 for Brunswick Units 1 A 2 
HARRISON, F CaroNna Power & Light Co 88/03/31 llpp 45804 062-45804 072 

-0800150292 Monthly operating rept for Fab 1906 for Brunswick Unit 1 
HARR ISON, F Carolina Power & Light Co 86/02/29 Ip 45004 073 45604 073. 

6800100007 Monthly operating repts for May 1986 far Brunswick Units 1 A 2 W/080603 
Itr 

HARRISON.F , DIETZ,C R Carolina Power & Light Co 80/05/31 16pp 45051 342- 
45651 357. 

0806280278 Annual repl of facility oporatioP.changos.tosts A experiment (or 1087 
DIETZ.C R Carolina Power & Light Co 88/06/06 Document Control Branch (Docu- 
ment Control Desk) lOOpp 45945 107 45945 317 


S. Reportable occurrences, LERa & related correspondence 

8806030118 LER 86-01 5-00 on 680428,(10111109 conditions of Tech Specs 
35 32,3 6 1 1,3 0 1,2 & 3 6 1 3 not met white performing startup testing 1o moot loch 
Specs Caused by not recognizing mode change Standing instruction Issued W/0BO526 
Itr 

POULK.RM. DIETZ.C R Carolina Power & Light Co 88/05/26 Opp 45717 1SG 
45717 164 


8008160391 Responds lo NRC 000307 Itr & request al 880504 meeting describing QE 
program to reconfirm design adequacy of associated circuits in GE BWRs Upon con 
plelrcn of Phasos 1 A 2 of evaluation jf EJWRs.GE will submit summary by 801104 
ARTIGAS.R General Electric Co 80/05/04 THADANI.A C Assistant Director lor Sys 
terns 3pp 45823 164 45B23 166 

8806070317 Confirms 680512 tolcon re mgt meeting w/uti! in Atlanta, GA on 880607 Util 
requested meeting to discuss mgt overview of nuclear program 
GRACE.JN Rogion 2, Ofc of the Director 80/05/25 UlLEY.EE Carolina Power & 
Light Co Ip 45779 155-45779 155 

8008010253 Application for amend to Liconso DPR-71 .revising Tech Spec Section 3/ 
43 2 re reactor water level setpoints Foe paid 

EURY.LW Carolina Power A Light Co B6/05/27 Document Control Branch (Docu 
ment Control Desk) 9pp 45732 235 45732 257 

-8DQ6010266 Proposed Tech Spec 3/4 3 2 ro reactor water level setpoint for isolation 
of Group 1 primary containment isolation valvo9 from low Level 2 to low Level 3 
1 Carolina Power A Light Co 00/05/27 14pp 45732 244 45732 257 

0806090242 Fonvards safety evaluation ro util 070423 submittal providing addl Toch 
Spec for operability of main stack monitor A setpoints on stack monltorToch Specs 
for operability of main slock monitor signal circuitry needed 

SYLVESTER.ED Project Oireclorato II 1 88/06/02 UTLEY, E E Carolina Power A 
Light Co 6pp 45704 244 45704 249 

0806160163 Application for amond to Liconso DPR 71 .revising instrument tag numbers 
on Tech Spec Tables 3352 1 & 435 2-1 Change made duo lo plant mod to comply 
w/10CFR50,App R alternate shutdown capability requirements Foe paid 
EURY.LW Carolina Powor & Light Co 00/06/09 Document Control Branch (Docu 
ment Control Desk) Opp 45040 226 45040 236 


8806 100077 LER 88 002-01 on 600 104, failure of drywell head outer seal A two reactor 
feedwater sys containment valves discovered Caused by folium of valve stem pack- 
ing & ethylene propylone soft seal mall Valves repaired & tested W/080531 Hr 
PASTVA.M J , DIETZ.Cn Carolina Power 4 Light Co 86/05/31 4pp 45772 252 
45772 256 

00Q6TOQ134 LER 8B-001-01.cn 800 102, manual reactor protection sys trip scram initial 
ed due lo decreasing condenser vacuum Caused by leaks on main 
turbine Surveillance activity Initiated on failure of valves to open W/000601 Hr 
FOULK.R M , DIETZ.CR Carolina Power A Light Co 80/06/01 lOpp 45790 068- 
45799 077 w 


V, Operator Examinations 

0006030053 Advises that listed license exam matt being shipped lo C Payno.por 
request Mall Includes flow charterers guide & ulfl procedures 
MOYER, JW Carolina Power & Ugh! Ca 06/05/10 BROCKMAN, K E Region 2, Ofc 
of the Director 2pp, 46 734 *040-45734*049 

0006070320 Forwards Index of filu-dy mall used for 1986 reactor operator & sonior reac 
tor operator training Mall Included in shipment to T Guilfoll of Sonalysls.lnc for prepar- 
ing Aug 198B License exams W/o and 

BARNES, GP Carolina Power A Light Co. 86/05/26. BROCKMAN.K E Operator Li- 
censing Branch Ip, 45776 292 45776 292 


DOCKET 50-325 BRUNSWICK STEAM ELECTRJC PLANT, UNIT 1 


F. Security, medical, emergency & ffre proteclfcwi plans 


88060G0196 Rov 13 lo Plant Emergency Procedure PEP-02 0 21, "Communicator " 
SMITH, J. Carolina Power & Light Co B0/04/27. 29pp 45766 135-45760.163 

8806030112 Forwards IJsl of revs to emergency procedures 
DIETZ, CR Carolina Power & Light Co 8B/04/20 GRACE.JN Region 2. Ofc of the 
Director. 2pp 45742.213 45742*214. 


0006090019 Revised emergency plan Implementing procod urea, Including Rev 022 to 
Emergency Procedure PEP 02 1* "Initial Emergency Actions” A Rov 023 to PEP-App 
A , Emerg e n cy Re spon se Re s ources ’ ’ 

SMITHJ Carolina Powor A Light Co 80/04/29 35pp, 4 5762 276-45 762 310 

0906100201 Rov 11 to Plant Emergency Procedure PEP-02.9 3,Vol 8, "Logistics Sup 
port Director.’' 

* Carolina Power*. Light Co 80/05/03, 17pp 45771 260 45771 281. 


® Q 25K 0 ?? 2 Forwards recant revs to plant emargenc 
DIETZ.CR. Carolina Power A Light Co 86/06/19 
Director. Ip 45776*260-45776 269 


rocedures W/o end 
RACE.J N Region 2, Ofc of the 


Ap Pl|catlo n for amend lo License DPR-71, revising Instrument tag numbers 
i/iTScoKrt 9 ? Ta £las 3 3.5 2-1 A 4 3,5 2 1 Change made duo to plant mod to comply 
euovf 0l i ernale shutdown capability requirement Foe paid, 

9° 86/06/&9 Document Control Branch (Docu- 
ment Control Desk) 9 pp, 45840 220-45040 238 


-8600160165 Proposed Toch Spocs revising Instruction! tag numbers on Tables 3 3 6 2 
1 & 4.35 2 1 in compliance w/10CFR50,App R alternate shutdown capability require 
monts 

* Carolina Powor & Light Co 0O/O6/O9 2pp 45840 235 45040 230. 

0006200 T97 Appflcatcon for amends lo Licenses DPR-71 & DPR-62,changlng Toch 
Specs 3 3 58 A 3 3 5 9, clarifying Ifmillng conditions for opornllon by simplifying op 
lions available If monitoring Instrument found w/ non conservative setpoint Fee paid 
EURY.LW Carolina Powor A Light Co 88/*06/13 Documonl Control Branch (Docu 
ment Control Desk) 7pt> 45071 030 45071 042 

-0806200201 Propose cf Toch Spocs 3 35 0 A 3 3 0 0, clarifying limiting conditions for 
operation by simplifying options availablo when monitoring instrument found w/non 
conservative! setpoint 

‘ Carolina Power & Light Co 80/06/13 6pp 45871 037 45071 042 

8806210067 Partial response to FOIA request for documants Forwards App 0 
documents App C documents availablo in PDR App E documents completely withheld 
(ref FOIA Exemption 5) 

GRIMSLEY.DH Division of Freedom of Information A Publicalion Services (Post 
060516) 80/06/ 13 MAXWELL.B Cosmos Broadcasting Corp 9pp 45853,268* 
45857 142 

-8805210128 Requests assistance to confirm that proposed activity in plant rept war 
rants followup A to provide Events Assessmont Branch w/ expected completion dale 
for completion of work Rotated documents end 

ROSSI.CE Division of Operational Events Assossment (Post 870411) 88/02/17 
MILLER, HJ Region 3, Ofc of iho Director 14pp 45057 117*45057*130 

8006290357 Notification Of 6BG620 meeting w/utll In Rockville, MD to discuss licensing 
action stains on facility 

BUCKLEY.BC, Project Directorate 11-1 80/06/16 MURLEY.T , SNJEZEK.J, 

MIRAGLIA.F NRC - No Detailed Aflillalton Given App 45956 120-45956 123 

8806200163 Forwards Wostlnghouse Owners Group Notification Ltr OG 80-21, Identify- 
ing midloop concerns, per Generic Ltr 87 12, "Loss of RHR While RC8 Partially Filled'" 
& 88042& mooting agreement 

NEWTON, R, A Wcmtlnghouso Operalmg Plante Owners Group 80/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330-45973 344 


Q. Inspection reports, IE Bulletins & correspondence 

8008060041 Confirms 000506 telcon re 880614 meolinQ In Region II ofc to discuss Jan 
1980 AIT findings & recent ESF equipment falteres 

GRACE, J N Region 2 t Ofc of the Director 88/05/19 UTLEY,E E Carolina Power A 
Light Co Ip 45765 34f> 45765 346 

0806060043 Confirms 880504 tolcon ro 880527 enforcement conference in Region II 
ofc to discuss recent operator error & inatlentivenoss 

GRACE, J N. Region 2, Ofc of the Director, 08/05/19 UTLEY, E.E Carolina Power & 
Light Co. Ip 45760 359 4S760 359 

8806060029 Forwards fnap Ropts 60-324/08-16 & 50-325/8B 16 on 880324-30 No vlo 
fattens or deviations noted 

HERDT.A R Region 2, Ofc of the Director 06/05/20 UTLEY.E.E, Carolina Power & 
light Co 2pp 45761 293*45761 304 
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-8606000030 Insp Repts 50-324/88-10 & 50 325/80-16 on 000324-30 No violations or 
deviations noted Major areas inspected primary containment integrated teak rale test 
(CILRT), review of CILRT procedure & evaluation of CILRT rosulta 
WHITENER.H L , DESA1.B B , JAPE.F Region 2, Ofc of the Director 88/05/18 1 0pp 
45761 295-45761 304 

0806060138 Forwards Insp Repts 50 324/88-15 & 50 325/88-15 on 880401-30 Viola- 
tions under consideration for escalated enforcement action Enforcement conforenco 
scheduled for 080527 to discuss violation Unit 2 startup events al9o one! 

GRACE.J N Region 2, Ofc of the Director 88/05/23 UTLEY, E E Carolina Power & 
Light Co 2pp 45761 106 45761 127 

-8006060144 Insp Repls 50 324/80 15 & 50 325/08 15 on 080401 30 Violation 
noted Major areas inspected followup on previous enforcement mattors.malnt & sur- 
veillance observations, operational safety verification & in ofc LER review 
RULAND.W H , LEVIS, W , FREDRICKSON, P Region 2, Ofc of the Director 88/05/20 
20pp 45761 108-45761 127 

8806070068 Forwards corrected NRC 080520 Hr forwarding Insp Repts 50 324/88 16 & 
50-325/88-16 due to date inadvertently omitted from Hr 

HERDT.AR Region 2, Ofc of the Director 88/05/23 UTLEY, E E Carolina Power & 
Light Co Ip 45787 310 45787 313 

—BA 06070073 Corrected Hr forwording Insp Repts 50 324/00 16 & 50 325/88-16 on 
880324-30 No violations or deviations notod 

HERDT.A R Region 2. Ofc of the Director 80/05/20 UTLEY.E E Carolina powor & 
Light Co Ip 45787 319 45707 319 

B806020044 Forwards final response to IE Bulletin 85 003, “Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Sottings " At 
tachmenl 1 details util completion ot IE Bulletin 05-003 

EURY.LW Carolina Powor & Light Co 08/05/25 GRACE.J N Region 2, Ofc of tho 
Director 67pp 45731 101-45731 247 

8B0&24OO28 NRC Info Notice 00 033, ‘‘Recent Probtoms Involving Model Spec 2-T Ra- 
diographic Exposure Oevlco " Svc (1st end 

BURNETT, RF. Division ol Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of Now York, Inc, 120pp 45603 150 45683 277 

8606060117 Submits supplemental response to NRC 8B0209 Itr re violations noted In 
Insp Ropts 50-324/07-31 & 60-325/67 32, por commitment In 080209 response to 

B rovlde results of review of engineering work requests & status of effort 
HETZ.CR Carolina Powor & Light Co 80/05/27 Document Control Branch (Docu 
men! Control Desk) 4pp 45759 350-45759 361 

8885240090 Suppl 1 to NRC Into Notice 87 061, 'Tailure of Westinghouse W-2-Type 
Circuit Breaker Coll Switches *' Svc list end 

ROSSI, CE Division ot Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 030-45603,157 

C 8 0524021 5 NRC tnfo Notice 08 034, "Nuclear Moll Control & Accountability of Nonfuot 
SNM at Power Reactors " Svc list oncl 

ROSSI, CE Division of Operational Evonts Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 180 45700 300 

80-05270306 NRC Info Notice 08 035, "Inadequate Licensor? Performed Vondor Audils" 
Svc list end 

ROSSI, CE Division ol Operational Evonts Assessment (Post 070411) 80/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45700 060-45790,187 

8606100131 Responds to violations notod In Insp Repts 50-324/88 14 & 50-325/88* 
14,Corrective actions Engineering Evaluation ERR 00 0167 writlon documenting basis 
for continued operation of ptant & personnel will bo briefed on evont 
DIETZ, C R Carolina Powor & Light Co 88/06/03, Document Control Branch (Docu- 
ment Control Desk). 6pp 45021 005 45021 010 

8800210132 Requests extension for response to notice of violation & proposed civil 
penalty ro environ qualification dolidenclos NRC should provide util w/ evaluation ol 
four factors that Generic Ltr 88-07 Indicates should be examined 
EURY.LW Carolina Power & Light Co 88/06/03. GRACE.J, N, Roglon 1, Ofc of the 
Director. 2pp, 45908 274-45908 275. 

8806020047 NRC Info Notice 08-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc (1st end 

ROSSf.CE, Division of Operational Evonts Assessment (Post 070411), GB/06/0B 
Consolidated Edison Co of Now York, Inc 120pp 46905:152-45965-271 

8808210429 Ack receipt ol 080513 supplemental response to NRC 000310 Itr ro viola- 
tions noted In Insp Repts 50-324/80-06 & 60-325/88-00 

HERDT.A R. Region 2, Ofc of the Director 08/06/08 UTLEY.E E Carolina Power & 
Light Co, Ip 45845,258 45045 256 

8806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform- 
anco W/Appllcable Matl Specs " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200-45916 327 

8006260319 Advises that response to NRC 880505 notice of violation & proposed impo- 
sition of civil penalty ro environ qualification deficiencies duo on 880705, per util 
BB06Q3 request Reasons NRC action Incorrect should bo stated 
GRACE.J N Region 2, Ofc of the Dlroctor 88/06/13 EURY,L W. Carolina Power & 
Light Co Ip 45945-023 45945 023 

0BO6OAOO25 NRC Info Notice 00 037, "Flow Blockage of Cooling Water to Safety Sys 
Components." Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411), BB/06/14 
Consolidated Edison Co, of New York, Inc 125pp 45046 001-45946 125 

88060 802 11 NRC Bulletin 08 006, "Actions To Be Taken for Transportation ol Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT, R.F Division of Safeguards & Transportation (Post 070413} 88/06/14, 
Consolidated Edison Co of New York, Inc 108pp. 45935 21 1-45935 310 

8806090194 NRC Info Notice 88 030, "Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers." Svc (1st end 

ROSSI, CE Division of Operational Events Assessment (Post 070411} 08/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 


0806150013 NRC Bulletin 08-007, "Power Oscillations in BWRs " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115 45929 228 

8006150186 Suppl 1 to NRC Bulletin 08 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mlg Co at Willlamstown.Nj " Svc list oncl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/00/15 
Consolidated Edison Co. of New York, Inc 120pp 45065 032-45965 151 

8808260116 Advises that reactor & turbine bldg flow rate measurement devices will bo 
operational by 9001 13 Instoad ot 090113 due to plant project scheduling 
conslderations.por In9p Repts 50 325/87 33 & 50-324/87-32 
DIETZ, C R Carolina Powor & Light Co 88/06/20 Document Control Branch (Docu- 
ment Control Desk) Ip 45944 028 45944 028 

8006200051 NRC Info Notice 80 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Now York, Inc 108pp 45977 287-45970 033 

8806200306 NRC Info Notice 88 043, “Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/00/23 
Consolidated Edison Co of Now York, Inc 123pp 45977-1 64-45977 206 


R. Periodic operating reports & related correspondence 

8006150203 Forwards monthly operating repts for Feb 1908 for Brunswick Unit 1 & lor 
Mar 1908 for Units 1 & 2 

DIETZ.C R Carolina Power & Light Co, 88/04/05 SCROGGINS, R M NRC - No Do 
tailed Affiliation Given Ip 45004-061-45804 073 

-8805260322 Monthly operating ropts for Mar 1980 for Brunswick Units 1 & 2 
HARRISON.F Carolina Power & Light Co 88/03/31 1 1 pp 45804 062-45804 072 

“8800150292 Monthly operating rept for Fob 1980 lor Brunswick Unit 1 
HARRISON.F Carolina Powor & Light Co 08/02/29 Ip 45004 073 45804 073. 

8806100067 Monthly operating ropts lor May 1908 for Brunswick Units 1 & 2W/8B0603 
Itr 

HARRISON.F, DIETZ.C R Carolina Power & Light Co, 08/05/31 16pp 45051.342* 
45051 357 

8808280278 Annual rept of facility oparatlon.channoa.tosts & experiments for 1987 
DIETZ, C R Carolina Power & Light Co 00/06/06 Document Control Branch (Docu 
mont Control Dosk), 100pp 45045-197 45945-317 


S. Reportable occurrences, LERs & related correspondence 

8B06010030 LER 00 011 00 on 0B0420, during surveillance testing, RCIC sys revealed 
HPCI pump suction from suppression pool,E41 F041, would not open Caused by 
motor failure Failed motor replaced & valvo returned to svc W/B00510 hr 
PASTVA.MJ.. DIETZ.C R Carolina Power & Light Co 60/05/10. 4pp 45681 354- 
45601 357 

8806030126 LER 80 010 00 on 880502, during routine malnt, common control bldg emer- 

S alr filtration sys & common control bldg heating automatically Isolated Cause 
armlnod Event considered Isolated occurrence No acllon taken W/B00525 hr 
PASTVA.MJ, DIETZ, C R Carolina Powor & Light Co 80/05/25 3pp 46717-165 
45717-167 


V, Operator Examinations 

8806030053 Advises that listed llconso exam mall bolng shipped to C Payne, par 
request Mall Includes flow charts, users guide & util procedures 
MOYER, JW Carolina Powor & Light Co 88/05/16 BROCKMAN, K E Region 2, Ofc 
of tho Director. 2pp 45734 048 45734 049 

8806070328 Forwards indox of study matl used for 1988 rooctor oporator & senior roac- 
tor operator training Matl included In shipmont to T Gullfoll of Sonalystsjnc for prepar- 
ing Aug 1908 llconso exams, W/o oncl, 

BARNES.G.P Carolina Powor & Light Co 08/05/25 BROCKMAN, K,E Operator Li- 
censing Branch Ip 45776 292 457/6 292 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8805260088 Provides technical info re fire in annulus Issue, por NRC request during 
880510 enforcement conference & demonstrates that safo shutdown assured at all 
tlmos for Unit 2.Enc1 "Analysis Following Loss withheld (ref 10CFR2 790) 
GRIDLEY.R Tennessee Volley Authority. 8B/05/23 Document Control Branch (Docu- 
ment Control Desk) 21pp. 45675 272-45675-292 

08OBO1Q149 Rev 14 to Emergency Plan Implementing Procedure Ip-17, "Emergency 
Equipment & Supplies, 1 " W/table of contents & 880524 Hr, 

y6unGBLOOD,T,H , WALLACE, P R , GRIDLEY.R. Tennessee Valley Authority 88/ 
05/24. lOpp 456B5-255-456B5 264 

8006070209 Forwards Insp Repts 50 327/88-19 & 50 328/80-19 on 800306 0404 & 
0415 & notice of violation, 

BARR.KP Ofc of Special Projects 00/05/27 WHITE, S A Tennessee Valley Author- 
ity. 2pp. 45776:339-45777 063 

“8006070210 Notice of violation from insp on 080306 0404,Violatlons noted polar crane 
wall penetrations not sealed In accordance w/deslgn drawings & licensee failed to 
have adequate procedure for periodic Insps of fire barrier foam seals 
BARR.K.P. Ofc of Special Projects 08/05/27 2pp 45776.341-45776 342 
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8806080223 Advises of matter involving msps for compliance W/10CFR50, App 
R Licensee accepted description in fisted insp fepti* as adal evidence lhal methedolo 
gy lor addressing cable to cable spurious actuations acceptable to NRC 
RICHARDSON, SO Ole of Special Protects 88/06/02 GIBSON.AF Region 2. Ofc of 
the Director 2pp 45757 165 45757 195 

8306130372 Requests that Rev 9 of App R fire protection sate shutdown calculations 
bo submitted about 30 days before insp & list of fire protection mods completed or 
Urtrt 2 bul not on Unit 1 w/faasis for not implementing mods on Unit 1 
0LACK.S Ofc of Special Projects 88/06/06 WHITE.S A Tennessee Valley Authority 
2pp 45794 360 45794 36 1 

6606200867 Forwards Rev 9 to 10CFR50,App R shutdown logic calculation, per NRC 
680309 request during public meeting in Rockville.MD & original commitment for 
830425 Mods identified during verification process will be complete before Unit 1 re 
start 

GRiDLEY.R Tennessee Valley Authority 88/06/10 Document Control Branch (Docu 
men! Control Desk) lOOpp 45665 222 45866 101 

6806200010 informs NRC of inlent to staff fire brigade w/parsonnef from new onsite fire 
operations unit Overview of fire emergency response organization & Branch Technical 
Position CMEB 9 5 1 cornpansons end 

GRlDLEY.R Tennessee Valley Authority 68/06/13 Document Control Branch (Docu 
ment Control Desk) I5pp 45861 247-45061 261 


0006030280 Nolilies of util inlonl to use horbicitjes lo conird aquatic weed grow-, - 
Muser petodyard pond & low vol waslo treatment pond at facility to control growm 
aqualic weeds Perlmonl into on horblurfes onci 

BROOKS, RH Tennossoo Valley Authority 60/05/25 STEWART, PL Tenne"* 
State oi 3pp 45752 283 45752 285 

8806060175 Forwards Westlnghouso addendums to propriotnry Rapt WCAP-io^- 
“ COBRA NC, Analysis for Main Stoamlmo Drank In Catawba (Jmt 1 Ico Condon ♦ 
Containment, & nonpropnotary Ropt WCAP- 10969 pyr C.G Zech 880408 request 
6RIDLEY,R Tennessee Valley Authority 03/05/01 Documont Conirol Branch (Do 
ment Control Desk) 2pp 45764 149 45704 139 

-8806060178 Forwards affidavit idoniilymq proprietory inn II.WCAP- 10980. for wf *• 
TVA Hr requested withholding from public disclosure, to bu ot snmo lochnical type «t 
mail submitted \v/ Affidavit AW 76 045 Authonzos TVA use of subj Affidavit 
WJESCMANN.RA Woslmghouso Electric Corp 33/05/ lo MURLF'Y.T Office of f. 
clear Reactor Regulation, Director (Post 8/0411) Dpp 45/64 151 45764 159 

-8806060184 "COBRA NC, Analysis for Mam Sloamlmo Bronk In Catawba Unit 1 i e 
Condenser Containment (Rosponso to NRC Questions), " WCAP 10 98 9, Addendum ! 
did May 1908 

* WesktvghcuSQ 0cctoc Carp WCAP 10909 ADD OI 08/05/3 1 30pp 45764 16 - 
45764 169 


8606200017 Forwards replacement meteorological data tape for 1905, per 800503 
lefeon w/J Levine Requests that labeled ASCII format tape provided w/800307 Itr be 
relumed 

GRlDLEY.R L Tennessee Valley Authority 08/06/13 Oocumenl Con'rol Branch 
(Document Control Desk) 5pp 45902 356 45902 360 


8806130132 Responds to Genonc Ur 0 fl 05, "Gone Acid Corrosion of Carbon Steel F=- 
acior Pressure Boundary Component In PWR Plants " Util will implement program t. 
address potential for boric acid corrosion prior to Initial fuuJ loading 
GRlDLEY.R Tennessee Valley Authority 33/06/01 Document Control Branch {Ooc.- 
menl Control Desk) 4pp 45602 138 45802 130 


8806230157 Forwards proprietary & nemproprietary versions of two analyses re 
1 0CFR50,App Ft program, per Insp Repls 50 327/88 24 & 50 320/88 24 Westmghouse 
880603 application encl Proprietary analyses withheld (ref 10CFR2 790) 

GRlDLEY.R Tennessee Valley Authonty 88/06/17 Document Control Branch (Docu 
/rert CO'il/Ol Desk) 3pp 45932274-45935210 


8806090159 Responds to R Diggs 330523 Hr ro payment for review of ASME Section n 
Code ro microbiology induced corrosion program roe will bo submitted 
GRlDLEY.R Tennessee Valley Aulhonly 88/0(3/02 Documont Control Branch (Doc. 
monl Conirol Desk) 1 p 45765 055 45765 055 


-8806230161 Requests that proprietary portions ot utii response to Insp Repls 50 327/ 
83-24 & 50 328/68 24 be withhold from public disclosure (ref 10CFR2 790) 

WIESE MANNER A Westmghouso Elec toe Corp 08/06/03 MURLEY.T Office of Nu 
clear Reactor Regulation, Director (Post 870411) 13pp 45932 277-45932 309 

-8806230167 Non prop no I ary "App R Reactivity Calculations “ 

* ^enr.ossae Valla/ Aulho.rty BB/06M7 1,009pp 45932310-45935210 


H General correspondence 

08OQO9O148 Notifies of changes being made within ofc of nuclear power & to repl in 
accordance w/NRC SER NUREG 1232 forwarded by 870728 Itr Nuclear power group 
end 

GRlDLEY.R L Tennessee Valley Authority 88/06/03 EBNETER.SD Ofc oi Special 
Proiects 4pp 45766 066 45766069 


P. Operating license stage documents & correspondence 

8806030103 Forwards Amends 70 & 62 to Licenses DPR 77 & DPR-79. respectively & 
safety ovaluabon Amends add two valves to Tech Spec Table 3 6 2 reorder valve list 
& correct typos 

^a^p G 4 G 57?5 C 102 S 457« , 124 JeC!S flB/ ° 5/t6 WHITE|SA Tennessee Valley Author- 

-8806030123 Amends 70 & 62 to Licenses DPR 77 & DPR 79,respectively, addma 
' C nn2 Sp f 2 1 10 3 6 2- re dKtenng valve fist & correclmg typoa 9 

AULUCK.R Ofc of Spocl a! Projects 88/05/16 I6pp 45725 105 45725 122 


8806140365 Forwards response to Generic Lir 03 03 ro steam binding of auxiliary feed- 
water pumpsjncludmg monitoring of steam binding & restoring sya to operable status 
Should steam tending occur 

GRlDLEY.R Tennessee Vnlloy Authority 06/03/03 Document Control Branch (Dp:j 
mem Control Desk) 4pp 45026 290 45626 301 

8806160275 Application for amends to Llronsos DPR 77 ft DPR 70, consisting of Tech 
Spec Change 66 05, revising Tocli Specs 4 0 3 & 4 0 4 In accordance w/Genenc Ll 
87 09 Feo paid 

GRlDLEY.R Tennessee Valley Authority 66/06/09 Documont Conirol Branch (Docu 
mont Control Desk) 2pp 45063 153 45863 1 /0 

-8806160270 Proposed Tech Spocs.rovising Tech Spars 4 03 & 4 0 4 in accordance 
w/Gerenc Ur 07 09 

* Tennossoo Valloy Authority 00700/00 24pj> 45863 155 45603 170 

8806170094 Advisos that Umi 2 should not roomer Mode ? until util has conducted h> 
depih review of performance of unit & met w/ionlor NRC mgt to discuss 
ftodi inejs Review should include analysis of entire sunns of reactor trips 
tBNEIER.SO Ofc of Special Projects 66/06/09 WHITC.S A fonnossee Valley Au- 
thority 3pp 45027 250 4562/ 252 

Forwards Rev 9 to 10CfR50,App n shutdown logic calculation, per NRC 
SoSi 0 ? . f . e ^ uosl during public mooting In Rockvillo.MD & origlitol commitment for 
CQ 0425 Mods identified during verification procoss will bo comploto boforo Unit 1 re- 
start 

GRlDLEY.R Tennossoo Valloy Authoniy 68/06/10 Documont Control Branch (Docu 
ment Conirol Desk) lOOpp 45665 222 45066 10 1 


" 8 OPR°79 fespSe!y 0Va,Ual,On SUpfK>rtmg Arnends 70 & 62 L,Conses Dp R 77 & 
* Ofc of Special Projects 80/05/16 2pp 45725 123 45725 124 

88 tSi (> 5. 97 m^ c, V S0S t tha . 1 plan1 Gwsltng suryedfanco requirements & associated surveif- 

°™ ws Gf0U l> 

ss^mTss 1 ° ocun,6ni con ™ Branch «*• 

6805260121 Provides final response to Generic Ltr 83.28.ltom 4 1 ro verification nt im 
f^Suesf C hme0,S ,0f Westinghouso DB 50 factor top breakers fn rospinse 

DOCU, " ew Con,, ° l Branch < Docu 

8806210269 Fopwards Amends 72 & 64 to Licenses DPR 77 A dpr jq m 

px spw> to deio,e «**• 

3pM5057°i , S^|^ l f^ ,O|aC ' 5 86/05/23 WHITE ^ Tennessea Valloy Authority 

'—6006210296 Amends 72 & 64 to Licenses DPR 77 x non 7o « ^ > 

Tech Spo-ca lo delate conflicting BubmfuaMir^fons 7 gwon^rt Tech spec's 

BLACK.S Ofc of Special Projects 80/05/23 t2pp 45057 148 45657 159 

p?R 2 «?espSS!, 6Valual0n SUpportna Amonds 72 4 « to Licensee DPR .77 4 

«85n60°45857 18 t R9Ml0r na9U ' a "° n ' °' reCl0 ' (Posl 87041 ’) 08/05/2J 2pp 

3™ fsToFjSgMjos 3 6 Pf<,|OCI5 89/05/25 WHITE.S A Tonnesseo Valtoy 

cable s^lof S° 4 A0-yn*fa *fS Rmuesl^nlStiofi'S' n S:l ' cc " B ,UDDe ' insulated 
necossary tests within 30 days o( luliato on irma,lon of 1,1,1 commitment to conduct 

thonty 3pp S 4 5 7 09 C 274 45709 276 JBC<S 08705/25 WHITE, S A Tennessee Valley Au 


60 i?il 1 7 fl 2 0 ? AppNcatfon for amonds to Licenses OPR 77 & DPR.79,allowing enlry into 
Mode 3 before performance of rosponso timo & acluallon signal losting for turbine- 
oriven auxiliary tcedwol or pump Fee paid 

G^DLEY R TcnnoMoa Valloy Authority 60/06/13 Documont Conirol Branch (Docu 
menl Conirol Desk) 3pp 45647 245 45047 265 

-8 00 8 17000B Proposed Tech SpQC9,nltowtng entry Into Modo 3 boforo performance cl 
response time A actuation signal testing for luruinu driven auxiliary feodwatar pump 
Tonnesseo Valley Authority 60/06/13 1 Dpp 45647 246 45047 265 

08 ??y o< !? 6 A pP ltcah0 , n ,Q r amonds to Licenses DPR 77 & DPR -70, changing Tech 
Specs to add fwo valves to Table 36 2 “Containment Isolation Valves” Note added 
?orn?? 2 1 ? t 0 refl0ct ^ s Pdnso lime of now valves Too paid 

Hi Tennossoo Valloy Authority 66/06/13 Documont Conirol Branch (Docu 
ment Control Desk) 4pp, 45847 266 4564 7 264 

Proposed Tech Spocs adding five valvos to Tablo 3 6 2, ‘'Containment 
isolation Valves & adding nolo to Tablo 3 3 5, 4, ESF Rosponso Timos," to reflect re 
sponse urns of new valves when actuated by PJidso B containment Isolation signal 
lennossee Valley Authoniy 88/06/13 15pp 45847 2/0 45G47 284 

^'Wlton for amends to Licenses DPR 77 & DPR-70, deleting organic 
(2J5*J5 SHS r i? Uf0S v, 6 2,1 & & fefs ln Toch S P° C Section 6,por Gononc Ltr 88 

RHinfcv n r chfln 0 0 3 1,1,0 °J nuclear power manager Foe paid 

n T V /JL By Aulh0f, ty 00/06/13, Documont Control Branch (Docu 
meat Control Desk) 4pp 45864-333 45064 358 

^A^-^°US l ¥ 0S ?e T S h S ^ BC8 i GlGt,n9 or 0 ar| lzalton charts (Flguros 6 2-1 & 6 2-2) 
of m ? w T ® c Jh ® poc S ° ct,0 o n °i por Gononc L ’f 00 06 Section 6 rev also changes tide 
' tSSSJST . m *! a J or & f0fs 10 unit sla, ‘ & organization 
Tennessee Valloy Authority 60/06/13 22pp 45864 337 45864 358 

°Aft 6 n^ P l! Ca,i0 V 0f amen ? s 10 Lioo "sgs opr 77 & CPR 79, consisting of Tech 
z fl i;i n fr 0po S lin ^ Vo™'™* of Generic Ltr 04-15, “Proposed Slafl Actions to 
te* Diesoi Generator ReliabiJify “ Foo paid 

ment r^in 6 ^ 8 ^ 0 Au,horit Y 00/06/13 Document Control Branch (Docu 
ment Conirol Desk) 3pp 45870 098 45870 110 

68 04 'hcoporoling provisions oi Generic LU 84-15. 

* Tonne 5seovI ftou Anih ° ^Maintain Diesel Gonorator Reliability ” 

on no sseo Valloy Authority 06/06/13 IGpp 45070 101 458/0 110 
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B80B200060 Final responso to TOIA request for documonts App H documents available 
at PDR App I documents partially withhold (rof FOIA Exemption 5) 

GRIMSLEY.D H Oivision of Rules & Records (070413*00051-1) 00/06/13 

CONNOR.L Doc-Search Associates 5pp 45045 050 45045 100 

-8B0620'0159 Forwards memo of Commission 050510 response to Representative Udall 
re qualification of pressure transmitters 

KAMMERER.C Office of Congressional Affairs (pro 070413) 05/07/15 PALIAOINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45045 157 45045 157 

"8806200302 Requests Commission views on transmittal of Ofc of Investigations inves- 
tigation of possible failure to rept accident involving ejection of incoro instrumentation 
thimble tube to Committee on Interior & Insular Affairs 

KAMMERER.C Office of Congressional Affairs (pro 070413) 05/09/05 PALLADINO, 
ROBERTS, ASELSTINE Commissioners Ip 45845 183 45045 163 

8806200099 Informs that licensee no longer considering rolocating fish from diffuser 
pond te Chickamauga Reservoir but plans to disposo fish by burial onslto Licensee will 
request approval of ourlal from Tennessee Div of Solid Waste Mgt 
BROOKS.RH Tennessee Valley Authority 08/06/13 STEWART, PL Tennessee, 
state of. 3pp 4586b 142*45065 144 

0806219349 Forwards list of submittals NRC needs from TVA to support NRC decisions 
re heatup & restart Util should provide NRC w/ expected datos for facility heatup 
(Mode 4) & restart (Mode 2) within 15 days of itr receipt 

BLACK.S Ofc of Special Pro eels 80/06/14 WHITE.SA Tonnessee Valloy Authority 
3pp 4500B 177-45800 179 

0806290342 Forwards environ assessment & finding of no significant impact re 070805 
request (or one time only scheduler oxomptlon from Type R & C testing requirements 
of 10CFR50 App J 

BLACK, S Ofc of Spoclal Projects 80/06/15 WHITE, S A Tonnessee Vnlloy Authority 
2pp 45056134 45056 139. 

-B8062B0012 Notice of environ assessment A finding of no significant Impact support 
ing Issuance of ono-tlmo only scheduler exemption from Typo B & C testing roquiro 
merits of App J to 10CFR50 for facility 

BLACK ,S Ofc of Special Projocts 00/00/15 4pp 45D56 136 45956 139 

8B06300013 Forwards inadvertently omitted pagos from Tech Specs Previously Issued 
Tech Specs pagos for Amonda 72 A 04 should bo discarded & bo replaced w/oncl 
pages 

BLACKS Ofc of Special Projocts. 00/06/15 WHITE.SA Tonnosseo Valley Authority 
15pp 45966 334-45960 340. 

8898230327 Application for amends to Llconsos DPR 77 & DPR-79, consisting of Tech 
Spec Change 08 -21. re vis Ing Toch Spoc Limiting Condition for Operation 3,7 5 to In 
creaio max UHS temp from 83 to 04.5 F & add min Water lovol Fea paid 
RAY»MJ Tonnosseo Valley Authority 80/00/20 Oocumunt Control Branch (Docu 
ment Control Dosk) 2pp 46932 055 45032 1 1C 

--B80623D320 Proposed Tech Specs, revising Limiting Condition for Operation 3 7 5 to 
Increase max allowable UHS temp from 03 to 04 5 F & add min water requirement A 
revising Toch Spoc 3/4 7 6 ro new rosorvalr lovol requirements 
* Tennessee Valley Authority 80/06/20 GOpp 45932 O57-45032 1 16 

6096290163 Forwards Wostlnghouso Owners Group Notification Ur OG 00*21 .identify 
Ing mldloop concerns, per Generic l tr 87*12, "Loss of RHR While RCS Partially Filled" 
& 000428 meeting agreement 

NEWTON, R A Weatinghouse Operating Plants Ownora Group, 00/06/20 
HODGES.W, Reactor Systems Branch 7pp 45973 330 45973 344 

8606230296 Application (or amends to Llconsoa DPR-77 & DPR-79, consisting of OL 
Amend 80 *23. revising expiration dotes for licenses to 40 yrs from date of Issuanco of 
full power licenses for each unit Foo paid 

RAY.M.J, Tennessoo Valloy Authority 00/0G/21 Documont Control Branch (Docu 
ment Control Desk) 27pp 45931 308-45931 332 

8806280251 Requosta that NRC consider brlofs.ploadmgs & affidavits submitted to 
courts by util, as part of administrative! record, in reaching final determination on petition 
under 2 200 ro emergency relief. 

NICHOLS, O R Tennessee Valley Authority Q8/0G/21 EBNETER.S D Ofc of Special 
Projects. 1 p 45944 1 09 4594 4' 1 1 0 

8606280004 Requests approval of Toch Spoc Changos 246 & 00*12 by 000701 to com 
plelo Implementation of agency wide organizational changos util has proposed to 
achieve more effective & responsive organization 

GRIDLEY.R Tennessee Valley Authority. 00/06/24 Document Control Branch (Docu 
ment Control Desk). 2pp 45962 273*45962 274 


Q. Inspection reports, IE Bulletins & correspondence 

8805260359 Forwards Info requested by J Brady during tolcon w/GB Kirk on 000413 ro 
Insp fleets 50-327/87*50 & 50 320/87*56 Memo Issued to suspend use of cleaning 
agent "Turco " List of commitments end 

GRIDLEY.R, Tennessee Valloy Authority 80/05/13 Document Control Branch (Docu 
ment Control Desk). 5pp 45702 064 45702.060 

8005260377 Responds to NRC 000413 Ur re violations noted In Insp Repts 50 327/06* 
18 & 50 328/8B-1 8 Corrective actions' review & verification of training for emergency 
response personnel in technical & operations support ctr new performed quarterly 
GRIDLEY.R Tennessee Valloy Authority 08/05/13 Documont Control Branch (Docu- 
ment Control Desk) 3pp. 45675,194*45675 196 

6605260371 Responds to NRC 800413 Itr re unresolved Items nolod in Insp Repts 50 
327/68*22 & 60-320/08-22 Corrective actions Procedure Ai 6 being revised to pro- 
vide addl space In limiting condition for operation action log 
GRIDLEY.R Tennessee Valley Authority 80/05/16 Document Control Branch (Docu 
ment Control Desk) 5pp 45687 350-45687 354 

B806030393 Ack receipt of 871110 Itr Informing NRC of steps taken to correct violation 
noted in Insp Repts 50*327 /B7-30 & 50 320/87-30 Accepts denial ro surveillanco in 
si ructions Util should address how word "should” be treated 
RICHARDSON.S.D Ofc of Special Projects 00/05/16 WHITE.SA Tennessee Valloy 
Aulhority 2pp. 45746.298-45746 299 


0006060093 Ack receipt of 800422 Itr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50 430/07-08, 50 439/87 08,50-259/07-38,50 260/87-30,50 296/ 
87*38, 50 327/87-68,50 328/07 60,50 300/87-18 & 50 391*87*10 
BARR.KP Ole of Special Projects 80/05/17 WHITE.SA Tennessee Valley Author 
ity 2pp 45760 335 45760 336 

0000060149 Forwards Insp Repts 50*327/08 00 & 50*320/88 09 on 0B0125- 0317 8 
notice of violation Expresses concern that util consider acceptable te Improperly store 
documents important to safety for periods in excess of 6 months 
BARR.KP Ofc of Special Projects 88/05/17 WHITE.SA Tennessee Valley Author* 
ity 3pp 45753 003 45753 0D7 

-0006060151 Notice of violation from Insp on 0801 25 0317 Violations noted A-307 
medium strongth bolts Installed in seismic restraints, instead of A 325 high stronglh 
bolts as required by Work Plan 1 167? 

BARR.KP Ofc of Special Projocts 00/05/17 3pp 45763 006*45753 086 

-0000060153 Insp Repts 50 327/00 09 & 50-320/06 09 on 800125 0317 Violations 
noted Major areas Inspected snubbor surveillance program, piping thermal 

expansion, IE Notice 05 045,iesting of main 9team safely relief valves & IE Bulletin 80* 

LENAHAN.J J , JAPE.F Roglon 2, Ofc of Ihe Director 08/05/06 9pp 45753 089 
45753 097. 

GB05260063 Forwards response to NRC 000519 request for clarification ro reason for 
violation noted in Insp Repts 50 327/88 06 & 50 320/OB 06 Violation caused by misin- 
terpretation of Administrative Instruction 37 

GRIDLEY.R Tennessee Valloy Authority 80/05/19 Document Control Branch (Docu- 
ment Control Dosk) 5pp 45701 070 45701 082, 

0800000049 Ack receipt of 080504 Itr informing NRC of 9tops taken to correct violations 
notod in Insp Repts 50 327/07*76 & 50*328/87 -7G 

BARR.KP, Ofc of Special Projects 06/05/19 WHITE.SA Tonnossoo Valley Author* 
ity 2pp 45760 315 45760 316 

8006060073 Ack receipt of util B80505 Itr Informing NRC of steps taken to correct viola 
lions notod in Insp Repts 50-327/8B-17 & 50-328/08 17 

BARR.KP. Ofc of Special Projocts 80/05/19 WHITE.SA Tennessee Valley Author 
ity Ip 45765 340-45705.349 

GOO526QO0O Provides technical Info ro fire In annulus Issue, per NRC request during 
800510 enforcement conference & demonstrates that 3R(o shutdown assured at all 
timos for Unit 2 Enel "Analysis Following Loss . ” withhold (rof 10CFR2 790) 
GRIDLEY.R. Tonnosooc Valloy Authority 80/05/23 Document Conlrol Branch (Docu 
ment Control Dosk) 21pp 45G75 272 45675 292. 

0806010192 Updatos status of ongoing insps of Wostlnghouso Type DS 206 & DS 410 
polo shaft wolds, par NRC Bulletin 06 001, "Defects in Woslinghouso Circuit Break- 
ers " Util dovoloplng repair procedure to upgrade wotds Results ol Insp end. 
GRIDLEY.R. Tennessee Valley Authority 00/05/28 Document Control Branch (Docu 
ment Control Dosk) 4pp. 45720 007 46720.010 

8006010203 Updates sys engineering programmer Integrated design insp issue ro lack 
of sys Integration from Insp Ropls 50 327/07*40 & 50 320/07 48 Procedure defining 
plant sys englnoor responsibilities implemented Next update by GB0403 
GRIDLEY.R Tennessee Volley Authority 08/05/20 Documont Control Branch (Docu* 
ment Control Desk) 3pp 45732 272*45732 274. 

8006130203 Informs that NRC resumed SALP program for facility Evaluation period will 
bo approximately 12 months Evaluation began on QB0204,for planning purposes 
EBNETER.S D Ofc of Special Projocts 80/05/26 WHITE, S A Tonnosseo Valley Au 
thority 3pp 45795.091 45705 093 

0806150011 Forwards Insp Rents 50 327/08 13 & 60 320/88-13 on 880201-19 ro cor- 
rective actions performed by licensee in response to findings of integrated doslgn Insp 
(IDI) All IDI findings closed but findings requiring resolution Indicated In App A 
EBNETER.S D Ofc of Special Projects 88/05/26. WHITE.S A Tonnesseo Valley Au 
thority 4pp 45815 021 45015*101 

-8806160024 Insp Ropts 50-327/08*13 & 50*328/80 13 on 080201 10 All Integrated 
design insp (IDI) findings closed but several findings ro licensing Issues require licens- 
ee rosolve Major areas inspected corrective actions on IDI findings 
IMBRO.EV Ofc of Special Projects 00/05/05 77pp 46015.025*45815101. 

880524002B NRC Info Notice 08 033, "Recent Problems Involving Model Spoc 2*T Ra 
dionraphlc Exposure Device." Svc list end 

BURNETT, R.F, Division of Safeguards & Transportation (Post 070413) 08/05/27 
Consolidated Edison Co of Now York, Inc. 120pp 46683.150*45603 277. 

8808070209 Forwards Insp Repts 50-327/08*19 & 50 328/80-19 on 880306 0404 & 
0415 & notice of violation 

BARR.K P Ofc of Special Projects 00/05/27. WHITE.S A. Tennessee Valley Author 
ity 2pp. 45776 339 45777-063 

-8808070210 Notice of violation from insp on 000306 0404. Violations noted polar crane 
wall penetrations not sealed in accordance w/dosign drawings & licensee failed to 
have adequate procedure for periodic insps of fire barrier foam seals 
BARR.KP Ofc of Special Projects 88/05/27 2pp 45776 341-46776 342 

--0B0B070212 Insp Repts 50-327/0B 19 & 50 328/06-19 on 8B0306 0404 & 0415 Viola- 
tions noted & inspector followup item identified Major areas Inspected operational 
safety verification, review of IE bulletins & info notices 

JENISON.KM, MCCOY.FR Region 2, Ofc of the Director. 88/05/27. 81pp 
45776 343-45777 063 

8806170320 Discusses Insp Repts 50 327/80-07 & 50-328/8B-07 on 880125- 29 & for- 
wards notice of violation 

RICHARDSON.S.D Ofc of Special Projocts B8/05/27 WHITE.SA Tonnossoo Valley 
Authority 3pp 45627 163 45B27 167 

"0606170324 Notice of violation from Insp on 000125*29 Violation noted util foiled to 
take adequate corrective action to correct deficiencies tn areas of procurement of 
safety related equipment 

RICHARDSON.S D. Ofc of Special Projects B8/05/27 2pp. 45827'160 45827 167 
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8805240090 Suppl 1 to NRC Info Notice B7-061, "Failure of Wes ting house W 2-Type 
Circuit Breaker Ce!J Switches " Svc list end 

ROSSI.CE Division of Operational Events As-ses-smenl (Post 070411} 88/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 038 45683 157 

8805240215 NRC Info Notice 88 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc IJsl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 168 45790 308 

8806090001 Ack receipt of 860516 Itr Informing NRC of steps lakan to correct violations 
noted in Insp Rept 50 327/86-22 

BARR.K P Ofc of Special Projects 68/05/31 WHJTE.SA Tennessee Valley Author- 
ity 2pp 45802 359-45802 360 

0806060223 Advises of matter involving maps for compliance w/1QCFR50, App 
R Licensee accepted description in listen Insp repls as addl evidence lhat melhodolo- 
gy for addressing cable to-coblo spurious actuations acceptable to NRC 
RICHARDSON.S D Ofc of Special Projects 66/06/02 GIBSONA F Region 2, Ofc of 
the Director 2pp 45757 165-45757 195 

8605270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc fist end 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411} 80/06/03 
Consolidated Edison Co or New York, Inc 120pp 45790 066-45790 187 

8606200216 Ack receipt of 08051 3 Itr informing NRC of steps taken to ccrrecl violations 
noted Fn Insp Re pis 50-327/88-18 & 50-328/8B-18 Response evaluated $ found to 
moat requirements of 1CCFR2 201 

BARR.K P Ofc of Special Projects 08/06/03 WHITE, S A Tennessee Valley Author- 
ity Ip 45365 141 45865 141 

8006130230 Forwards supplemental response to detail completion of compensatory 
measures per 060420 commitment ro violations noted in Insp Repls 50 327/87 73 & 
50-320/87-73 

GRIDLEY.R Tennessee Valley Autii only 88/06/08 Document Control Branch (Docu 
menl Control Desk) 5pp 45802 129-45802 133 


-0806230161 Requests that proprietary portions of util response to Insp Repta 50 327/ 
8B-24 & 50-328/00 24 bo withheld from public disclosure (rof 10CFR2 790) 
WIE5EMANN.RA Weshnghouse EJoclric Corp 88/06/03 MURLEY/T Office of Nu 
clear Reactor Regulation, Director (Post 070411) 13pp 45932 277-45932 30 9 

-6006230167 Non prep notary “App R Reactivity Calculations “ 

* Tennessee Valley Authority 08/06/17 l.QOOpp 45932 310 45935 210 

8606270292 Submits status of Unit 1 restart work required by NRC to be completed in 
order to begin single sys quality evaluation Insp.per NRC 880520 Itr 
GRIDLEY.R Tennessee Valley Authority 68/06/17 Document Coni ro I Branch (Docu- 
ment Control Desk) 2pp 45935 360 45935 361 

6606200051 NRC Info Notice 68 042, “Circuit Breaker Falluroa Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/23 
Consolidated Edison Co of New York, tnc lOBpp 45977 207 45970 033 

0806200306 NRC Info Notice 88 043, “Solenoid Valve Problems “ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post B70411) 00/08/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


R, Periodic operating reports & related correspondence 

0006130202 Forwards weekly schedule of TVA aclivilios for wks 080530 & 0606 
KELLY, J L Ofc of Special Pro] eels 08/05/31 BLACK, S Ofc of Special Projects 4pp 
45793 334 45793 337 

8006220085 Monthly operating repls for May 1900 for Sequoyah Nuclear Plant, Units 1 
& 2W/880613 Itr 

SMITH, SJ Tonnossee Valley Authority 80/05/31 78pp 45000 342 45009 059 

08OB 100099 Forwards weekly schedule of TVA activities for wks of 800606 & 13 
KELLY.J L Ofc of Special Profects QO/O0/O3 BLACK, S Ofc of Special Projects 4pp 
457Q5 349 45705 352 


0806130372 Requests that Rev 9 of App R fire protection safe shutdown calculations 
bo submitted about 30 days before Insp & list of fire protection mods completed on 
Unit 2 bul not on Unit 1 w/basls for not Implementing mods on Unit 1 
BLACKS Ofc of Special Projects 68/06/06 WHITE.S A Tennessee Valley Authority 
2pp 46794 360-45794 361 

8006020947 NRC (nfo Notice 06*036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc hst end 

ROSSI.CE Division of Operational Events Assessment (Post 870411} 00/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965 162-45965 271 

0806090301 Suppl 2 1o NRC Bulletin 37 002, “Faslenor Tesfmg to Dolormino Conform 
anco W/Applicable Matt Specs “ Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 09/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208-45916 327 

8808170213 Responds to NRC B80510 Hr re violations noted fn Insp Repts 50 327/87 
70 & 50 320/07 78 Corrective actions SON Sid Practice* SQM 70, "Composite Craw 
Operation" Croat ed to specify requirements for assignment of work 
GRIDLEY.R Tennessee Valley Authority 8G/06/13 Document Control Branch (Docu 
ment Control Desk) 5pp 45870 141-45070 145 

8006200004 Informs thal licensee generation of configuration conlrol drawings 
(CCOs).com milted to In TVA 070422 response to Insp Repts 50-327/86-55 & 50 328/ 
G6-55, determined not essential but will bo updated to fnclude deficionclos 
GRIDLEY.R Tennessee Valley Aulhonty 88/06/13, Document Conlrol Branch (Docu 
mant Conlrol Desk) 2pp 45865.117-45065 110 

0806000025 NRC Info Nolice 86 037, "Ffow Blockage of Cooling Water to Safety Sys 
Components" Svc IJsl end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of Now York. Inc 125pp 45949 001 4594B 125 

8006080211 NRC Bullelln 00 006, "Actions To Be Taken for Transportation of Model 
Spec 2 T Radiographic Exposure Device," Svc list end 

BUFSNETT.RF Division of Safeguards & Transportation (Posl 070413) 86/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 310 

0806290250 Forwards Insp Repts 50 327/60 10 & 50 328/08 1 0 on 0001 II 15 No vio- 
lations or devlatrons noted Observations made about electrical equipment installations 
procedures, employee concerns & diesel generator space heaters 
RICHARDSON.S D Ofo of Special Projects 08/06/14 WHITE.S A Tenneaseo Valley 
Aulhonty 2pp. 45965 334-45965 343 

—8806290263 Insp Repts 50-327/88-10 & 50 320/86-10 on 8601 IMS No violations or 
deviations noted Major aroas Inspected employee concerns, eFectnc components & 
cables & structural supports 

CORTLAND, P, PAULITZ.F P, MARINQS.E A Ofc of Special Projects 80/05/25 8pp 
45965 336-45965 343 

8806090194 NRC Info Notice 88 038, "Failure of Undorvollage Trip Attachment on GE 
Circuit Broakors " Svc list end 

ROSSI.CE Division of Operatronal Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 1 1 Ipp 45946 126-45940 236 


88061501)13 NRC Bullelln 86 007, "Power Oscillations in SWRs." Svc IFsl end 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 08/06/16 
Consolidated Edison Co of New York, Inc 114pp 45929 115-45929 220 



BB06210438 Forwards weekly schedule of TVA activities for wks of 080613 & 20 
KELLY.J L Ofc of Special Projecls 00/06/10 BLACK.S Ofc of Special Projects 4pp 
45857 259 45857 262 


S. Reportable occurrences, LERs & related correspondence 

B0O6O1O271 LER 08 014-01 on 8803l4,noncomplianco w/conflguratlon control require 
monte following post mod tost of radiation monitor resulted In containment vonlilatron 
Isolation Caused by personnel erronPersonnel counseled W/800524 Itr 
SISK A, D P , KILGORE.aE, SMITH, SJ Tonnosseo Valley Authority 00/05/24. Gpp 
45603 207-45603 302 

8006 02 0004 LER 07 049 01 on 070 006, thermal overload protection devices incorrectly 
sized Caused by nonconsomtivo assumptions In design calculations & Jock of coordi 
nation between design & malnt Calculations revised W/800524 Itr 
LONG.JL, SMITH.S J Tonnessoo Valley Authority 00/05/24 lOpp 45733 027 
45733 036 

8006020109 LER 07-042 02 on 870723, inadvertent starting of firo pumps degraded aux- 
iliary power sys Caused by design error Fire pump start Toole will bo revised such that 
safety injeclion signal from particular unit will Inhibit fire W/880526 Hr 
SISKA.D, LONG.JL, SMITH, SJ Tennessee Valloy Authority 00/05/26 5pp 
4669B 1 05 45690 1 09 

0006030006 LER 87-070 04 on 07102 1, diesel generator came up to speed causing cir- 
cuit breaker to close Caused by wrong Installation of voltage regulating 
diode Defoctivo voltage regulator w/revorsod diode repaired W/0G0526 Mr 
LONG.JL, SMITH, SJ Tennessee Valloy Authority 00/05/26 5pp 45716 173- 
45716177 

8006030071 LER flaoieoton 080324, unplanned main stoam lino Isolation signal 
occurred Caused by inadequate review of work packago Issued to replaco flexible 
sense lines on transmitter Content of LER will be reviewed w/personnel W/080526 

SISKA.D, FENN.KW, SMITH, SJ Tennessee Valley Authority 00/05/26 6pp 
45717 131-45717,136 

0806090260 LER 87-050 02 on 870723, determined that containment spray sys pumps 
could not deliver 4,750 gpm flow specified In FSAR & accident analysis Caused by 
design dofj cloncy FI ow orifice bored out so that no orifico will remain W/000602 Hr 
MEADE.K B, SMITH, SJ Tennessee Valley Authority 00/06/02 App 45766 131 
45766 134 

06O015OQ52 Special Rept 00-1 1 on 08051 7, hourly fire watch required by Limiting Condi 
lion for Operation 3 7 12 not performed duo to development of airborne radioactivity In 
auxiliary bldg Caused by evacuation duo lo overriding safety concerns 
SMITH.SJ Tonnossee Valley Authority 80/06/07 Document Control Branch (Docu- 
ment Control Desk) 2pp 45830 029-45B30 030 

8006150075 LER 07 077*01 on 87 1207 .discovered that Inadequate design of conlaln- 
mont Isolation sys for hydrogen analyzers could result In bypass leakage following 
loss of coolant accident Hydrogen analyzer sys Isolation valve replaced W/8G0607 llr 
MEADE.KE, SMITH.SJ Tonnosseo Valley Authority 08/06/07 6pp 45837 353- 

45837 357 

8006150043 LER 80 020 00 cm 88051 2,po1enlial operation outside design basis 
noted, Caused by unanalyzed single failure that could cause Inadvertent actuation of 
cold overpressure protection sys during postulated main steamllne break W/880609 
ftr 

SISKA.D, MEADE.KE, SMITH.SJ Tennessee Valley Authority 00/06/09 6pp 

45838 042 4583B 047 


Fo ™ ard9 Proprietary & nonpropnetary versions of two analyses 
JSSSO.App R program, per Insp Repls 50 327/0 B-24 & 50 32B/88-24 Weahnghou 
encl Proprietary analyses withheld (rof 10CFR2 790) 

GRIDLEY.R Tennessee Valley Authority 88/06/17. Document Control Branch (Dcx 
ment Conlrol Desk) 3pp 45932 274 45935 21 0 


8006170174 LER 60 021 00 on 880523.IOS9 of operating train of RHR sys 
occurred Catsod by opening of manual Isolation valve Train B RHR pump slopped by 
placing In put-to lock condition W/0OO6O9 Itr 

NAfK.J A , ROGERS,! , SMITH.SJ Tennessee Valley Aulhonty B8/06/09 Opp 
45870 090 45070 097 
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*08230179 LER 87-072 02 on 871 110, potential RO initiated which concluded several 
ESF coolers had Insufficient air flow to maintain temps within environ qualification 
temp profiles Caused by inadequate design conlrol program W/00061 5 Ur 
SISKA.D, MEADE, K E , SMITH.SJ Tennessee Valley Authority QQ/06/15 6pp 
45909 063-45909 066 

*06230026 LER 88-019 01 on 8Q0424 1 roactor trip signal generated from olectromag 
netic interfe re nc ©.Caused by welding machine operating at high frequency near 
source range nuctoar Instrument cabling Signals can bo bypassed W/080616 Itr 
NAIKJA, SMITH.SJ Tennessee Valley Authority 08/06/16 7pp 45902 175* 

45902 181 

*06230105 LER 08 022*00 on 800 524 .reacl or trip signals generated from electromag- 
netic interference Caused by welding machine operating near source range nuclear In* 
strument cabling Input signals can bo bypassed W/080616 Itr 
NAIK.J A , SMITH.SJ Tennessee Valley Authority 80/06/16 5pp 45902 205* 

45902 289 


OCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


Security, medical, emergency A fire protection plans 

$05260086 Provides technical Info re fire In annulus Issue, per NRC request during 
860510 enforcement conference & demonstrates that safo shutdown assured at all 
times for Unil 2 Enel "Analysis Following Loss " withhold (ref 10CFR2 790) 
QRIDLEY.R Tennessee Valley Authority, 08/05/23 Document Control Branch (Docu- 
ment Control Desk) 21 pp 45675 272*45675 292 

306010149 Rev 14 to Emergency Plan Implementing Procedure IP-17, "Emergency 
Equipment & Supplies M W/tablo of contents & 080524 itr 

YOUNGBLOOD,! H , WALLACES R , GRIOLEY.R Tonnessoe Valley Authority OB/ 
05/24 lOpp 45685 255 45685 264 

306070209 Forwards Insp Repls 50 327/00-19 & 50-328/80 19 on 800306 0404 & 
0416 & notice of violation 

BARR.KP Ofc of Special Projects 89/05/27 WHITE.SA Tennessee Valley Author- 
ity 2pp 45776 339 45777 0G3 

8806 070210 Noiico of violation from insp on 880306 0404 Violations nolod polar crano 
wall penetrations not soalod In accordance w/doslgn drawings & liconsoo failed to 
havo adequate procedure for periodic insps of fire barrier foam seals 
BARR.KP Ofc of Special Projects 80/05/27 2pp 45776 341-45770.342 

306080223 Advises of mattor Involving Insps for compliance W/10CFR50, Anp 
R.LIcensoo accoptod description In listod Insp ropts us addl evidence that molhodolo 
gy for addressing cable to cable spurious actuations nccontablo to NRC 
RICHARDSON.S.D Ofc of Special Projects 68/06/02 GIBSON, A F floglon 2, Ofc of 
the Director 2pp 45757 105 45767 195 

906200067 Forwards Rev 9 to 10CFR50,App R shutdown (ogle calculation, per NRC 
600309 request during public mooting in RockvIllo.MD & original commitment for 
0BO425 Mods Identified during verification procogs will bo compfolo before Unit 1 re- 
start 

GRIDLEY.R Tonnossoo Valley Autliority. 90/06/10 Document Control Branch (Docu 
me nl Control Desk) IGOpp 45BG5 222 4 506G 101 

306200010 Informs NRC of Intent to staff firo brigade w/porsonnel from now onsite flro 
operations unit Overview of (Ire omorgoncy response organization & Branch Technical 
Position CMEB 9 5-1 comparisons one) 

GRIDLEY.R Tennessee Valloy Authority 09/06/13 Document Control Branch (Docu- 
ment Conlrol Desk) 15pp 45061 247 46661 261 

806200017 Forwards replacement meteorological data tapo for 1985, per 060503 
tslcon w/J Levlno Requests that labeled ASCII format tape provided w/8B0307 Hr be 
returned 

GRIDLEY.R L Tennessoe Valley Authority 90/08/13 Document Control Branch 
(Document Conlrol Dosk) 5pp 45902 356 45902 360 

BO 82301 67 Forwards proprietary & nonproprietary vorslons of two analyses re 
10CFR5Q,App R program, per Insp Repts 50*327/00-24 & 50-320/00 24 Wostlnghouse 
800603 application end Proprietary analyses withheld (ref 10CFR2.790) 

GRIDLEY.R Tennessee Valley Authority 00/06/17 Document Control Branch (Docu 
mant Control Desk) 3pp 45Q32 274 45935 210 

8306230101 Requests that proprietary portions of util rosponso to tnsp Ropts 60-327/ 
00-24 & 50 320/00-24 be withheld from public disclosure (ref 10CFR2 700) 
WIESEMANN.R.A. Westlnghouse Electric Corp 80/06/03, MURLEYJ Office of Nu* 
clear Reactor Regulation, Director (Post 870411) 13pp 45932*277-45932 309 

0808230187 Nonpropriatary "App R Reactivity Calculations 11 
• Tonnossoo Valley Authority 08/06/17 1,000pp 45932 310 45935,210. 


I, General correspondence 

806090148 Notifies of changes being mado within ofc of nuclear power & to repl in 
accordance w/NRC SER NUREG-1232 forwarded by 870720 Itr Nuclear powor group 
end 

GRIDLEY.R! Tennessee Valley Authority 08/06/03 EBNETER.SD Ofc of Special 
Projects, 4pp 45766 066 45766*069 


\ Operating license stage documents & correspondence 

806030103 Forwards Amends 70 & 62 to Llconses DPR*77 & DPR-79, respectively & 
safety evaluation Amends add two valves to Tech Spec Table 3 6 2, reorder valve list 
&. correct typos 

zeCH.G G. Ofc of Special Projects. 00/05/16 WHITE, S A Tennessee Valley Author- 
ity. 3pp 45725 102*45725 124 

‘8806030123 Amends 70 & 02 to Licenses DPR-77 & DPR^S.respoctively, adding 
valvos to Tech Spec Table 3 6-2, reordering valve list & correcting typos 
AULUCK.R. Ofc of Special Projects 00/05/16 lOpp 45725 105-46725 122 

-3806030120 Safety evaluation supporting Amends 70 O 62 lo Licenses DPR-77 & 
DPR *79, respect ively. 

* Ofc of Special Projects 08/05/16 2pp 45725 123*45725 124 


8605260097 Advises that plant existing surveillance requirements & associated surveil- 
lance & mamt instructions consistent w/ Westlnghouse Owners Group quantitative 
evaluations of reactor trip sys,per Generic Ltr 83*20 

GRIDLEY.R Tennessee Valley Authority 88/05/23 Document Controt Branch (Docu 
mont Control Desk) 2pp 45609 054 45609 055 

0805260121 Provides final response to Generic Ltr 03-28,ltem 4 1 re verification of un 
dorvoltage trip attachments for Westlnghouse DB-50 reactor trip breakers in response 
to 861218 request - 

GRIDLEY.R Tennessee Valley Authority 8B/05/23 Document Control Branch (Docu 
mont Control Desk) 3pp 45701 117-45701 119, 

8806210289 Forwards Amends 72 & 64 to Licenses DPR-77 & DPR 79, respectively & 
safety evaluation Amends revise Tech Specs to delete conflicting submittal directions 
given in Tech Spec9 & 1GCFR50 & 51 

BLACK, S Ofc of Special Projects 89/05/23 WHITE, S A Tennessee Valley Authority 
3pp 45957 145-45957 161 

-8806210290 Amends 72 & 64 to Licenses DPR-77 & DPR-79, respectively, revising 
Tech Specs to delete conflicting submittal directions given In Tech Specs & 10CFR50 
& 51 

BLACK.S Ofc of Special Projects 88/05/23 12pp 45857 148 45057 169 

-8006210309 Safety evaluation supporting Amends 72 & 04 to Licenses DPR 77 & 
DPR 79, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 80/05/23 2pp 
45857 160 45057 161 

0006020180 Advises lhal util 880200 submittal of supplemental replacement items pro- 
gram acceptable w/llstod comments 

RICHARDSON, S D Ofc of Spoclal Projects 88/05/25 WHITE, S A To n no ssee Valloy 
Authority 3pp 45704 359*45/04 361 

0806020236 Responds to GQ0229 & 0314 lira re qualification of silicone rubber Insulated 
cables for full 4Q yr life of plant Requests confirmation of util commitment to conduct 
necessary tests within 30 days of Ur dato 

EBNETER.SD Ofc of Special Projects 88/05/25 WHITE, S A Tennessee Volley Au- 
thority 3pp 45709 274-45709 276 

0006030200 Notifies of util intent to use herbicides lo control aquatic weed growth In 
diffuser pond, yard pond & low vol waste treatment pond at facility lo conlrol growth of 
aquatic weeds Portlnont Info on herbicides end 

BROOKS.R H Tennessee Valloy Authority 8B/05/25 ST EWART, P L Tennessoe, 
State of 3pp 45752 293 45752 205 

0006020041 Application for amend to License DPR-79, revising Tech Specs Surveillance 
Requirement 4 7 1 2 a to add pump specific, differential pressuro tost values for auxil- 
iary foodwaler pump & associated bases section for clarification Foe paid 
GRIDLEY.R Tonnessoe Valloy Authority 89/05/26 Document Control Branch (Docu- 
ment Control Dosk) 3pp 45719 011-45719 004 

-0006020045 Proposod changes to Toch Spoc 3/4 7-5 & B 3/4 7*2, adding pump 
specific, differential pressuro test values for eRch auxiliary foodwator pump & for 
clarification, respGClivaly 

* Tennessee Valloy Authority 80/05/26 B2pp 45719 014-45719 004 

8806060175 Forwards Westlnghouse addendums to proprietary Ropl WCAP-1O00B, 
"COBRA-NC, Analysis for Main Stoamline Break In Catawba Unit 1 Ice Condenser 
Containment," & nonpropriotary Ropt WCAP- 10989 per GG 2och 990408 request 
GRIDLEY.R Tennosseo Valley Authority 89/06/01, Document Conlrol Branch (Docu- 
ment Control Dosk) 2pp 45764 149-45764 189 

8006130132 Responds to Gonorlc Ltr 09 05, "Boric Add Corrosion of Carbon Stool Re 
actor Pressure Boundary Components in PWR Plants " Util will implement program to 
address potential for boric acid corrosion prior to initial fuel loading 
GRIDLEY.R Tennossee Valley Authority 88/06/01 Document Control Branch (Docu- 
ment Control Desk) 4pp 45002 130 46002 139 

9806090159 Responds to R Diggs 880523 Itr re payment for review of ASME Section XI 
Code re microbiology Induced corrosion program Foe will be submitted 
GRIDLEY.R Tennessee Valley Authority. 89/06/02 Document Control Branch (Docu- 
ment Control Dosk) Ip 45765 055-45765,055 

8006140365 Forwards response to Generic Ltr 80 03 re steam binding of auxiliary feod 
water pumps, Including monitoring of steam binding & restoring sys to operable status 
should steam binding occur 

GRIDLEY.R Tennessee Valley Authority 88/06/03 Document Control Branch (Docu- 
ment Control Desk) 4pp 45926,208 45026 381. 

9806160275 Application lor amends to Ucensos DPR-77 & DPR-79, consisting of Toch 
Spec Change B8 05,revislng Tech Specs 403 &404ln accordance w/Qeneric Ltr 
07-09 Feo paid 

GRIDLEY.R Tennessee Valley Authority 89/06/09 Document Control Branch (Docu- 
ment Control Desk) 2pp 45863 153-45863 178 

-9906160278 Proposed Tech Specs, revising Tech Specs 4.0 3 & 404 In accordance 
w/Goneric Ltr 97-09 

* Tennessee Valley Authority 08/00/09 24pp 45863 155 45083.178 

9806170094 Advises that Unit 2 should not reenter Mode 2 until util has conducted In 
depth review of performance of unit & met w/senlo r NRC mgt to discuss 
findings Review should Include analysis of entire aorlos of reactor trips 
E0NETER.S D, Ole of Special Projects, 00/06/09 WHITE, S.A Tennessee Valley Au- 
thority 3pp 45827*250*45827 252 

8806200087 Forwards Rev 9 to 10CFR50,App R shutdown logic calculation, per NRC 
080309 roquest during public meeting In Rockville.MD & original commitment for 
800425 Mods Identified during verification process will be complete before Unit 1 re- 
start 

GRIDLEY.R Tennessee Valley Authority. 80/08/10. Document Control Branch (Docu- 
ment Control Oesk). lOOpp 45665*222 45886 101 

6806176003 Application for amends to Licenses DPR-77 & DPR -7 9, a I lowing entry Into 
Mode 3 before performance of response time & Actuation signal testing for turbine* 
driven auxiliary feedwater pump, Feo paid 

GRIDLEY.R Tennessee valley Authority 88/08/13 Document Control Branch (Docu- 
ment Control Desk) 3pp. 45047 245 45047*265. 
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—6 8 06 170 DOS Proposed Tech Spocs.allowino entry rnlo Mode 3 before performance of 
response time & actuation signal testing for turbine driven auxiliary feedwater pump 

* Tennessee Valley Authority 08/06/13 1 8pp 45847 248*45047 265 

0806170006 Application for amends to Licenses DPR 77 & DPR 79, changing Tech 
Specs to add five valves to Table 3 6 2, "Containment Isolation Valves 11 Note added 
to Table 3 3-5 to reflect response lime of new valves Fee paid 
GRIDLEY.R Tennessee Valley Authority 68/06/13 Documenl Control Branch (Docu 
merit Control Desk) 4pp 45847 266-45847 284 

-8006170007 Proposed Tech Specs adding five valves 1o Table 3 6-2. "'Containment 
Isolatcon Valves" & addrng nole to Table 3 3 5, "ESF Response Times," to reflect re 
soonse lime of new valves when actuated by Phase E3 containment isolation signal 

• Tennessee Valley Authority 08/06/33 1 Spp 45847 270 45847 204 

8B06170009 Application for amends to Licenses DPR 77 & DPR 79, deleting orgamza 
tion chans (Figures 6 2 1 & 6 2 2} & refs In Tech Spec Section 6,per Generic Ltr 88 
06 Section 6 also changes title of nuclear power manager Fee paid 
GRIDLEY,R Tennessee Valley Authority 36/06/13 Document Control Branch (Docu 
ment Control Oesk] 4pp 458G4 333 4S864 350 


Q, Inspection reports, IE Bulletins & correspondence 

8805260359 Forwards Info requested by J Bracfy during lolcon vv/GB Kirk on 809413 ro 
Insp Repts 50 327/87-56 & 50 328/07 56 Memo issuer/ to suspend use of cleaning 
agent "Turco " List ot commitments end 

GRIDLEY.R Tennessee Valley Authority 88/05/13 Document Control Branch (Docu- 
ment Control Desk) Spp 45702 0G4 45702 060 

8805260377 Responds to NRC 880413 ltr re violations noted in Insp Repis 50 327/80* 
18 & 50 328/88-18 Corrective actions review & verification of training for emergency 
response personnel in technical & operations support ctr now performed quarterly 
GRIDLEY.R Tennessee Valley Authority 80/05/13 Document Control Branch (Docu 
mont Control Desk) 3pp 45675194*45675196 

0805260371 Responds to NRC 8004 13 ltr re unrosolvod hems noted In Jn9p Repla 60 
327/88 22 & 50*328/08 22 Corrective aciions Procedure Al 8 being revised to pro 
vide addl space in limiting condition for operation action log 
GRJDLEY.R Tennessee Valley Authority BB/05/16 Document Control Branch (Docu 
ment Control Desk) Spp 45687,350 45687 354 


■.-8806170011 Proposed Tech Specs doieiing organization charts (Figure? 62 1 & 6 2*2) 
& refs in Tech Spec Section 6,per Generic Ur 80 06 Section 6 rev also changes title 
of nuclear power manager & refs to unit staff & organization 

• Tennessee Valley Authority 60/05/13 22pp 45864 337-45064 358 

8806170916 Application for amends to Licenses OPR-77 A DPR 79, consisting of Tech 
Specs 0B-O4, in copo rating provisions of Generic Ltr 04 15, "Proposed Staff Actions to 
Improve A Mamlam Diesel Generator Reliability" Fee paid 

GRID LEY. R Tennessee Valley Aulhonty 80/06/13 Document Control Branch (Docu 
ment Control Desk) 3pp 45870 096-45870 110 

-8008170019 Proposed Tech Specs B0 04 incoporating provisions of Generic Ur 04-15, 
"Proposed Staff Actions to improve A Maintain Diesel Generator Reliability " 

* Tennessee Valley Authority 68/06/13 lOpp 45870 101*45870 110 

8606200060 Frnal response lo FOIA request for documents App H documents available 
at PDR App I documents parlially withheld (ref FOIA Exemption 5) 

GR1MSLEY.DH Division of Rules & Records (070413 000514) 88/06/13 

CQNNOR,L Doc Search Associates Spp 45046 050 45845,100 

-0806200159 Forwards memo of Commission 850510 responso to Representative Udall 
re qualification of pressure transmitters 

KAMMERER.C Oriice of Congressional Affairs (p re 870413) 85/07/15 PALLAOINO, 
BERNTHAL, ZECH Commissioners Ip 45845 157 45045 157 

“8096200302 Requosls Commission views on Iransmiltal of Ofc of Investigations Inves 
ligation of possible failure to rept accident involving ejection of Incore fnslrumonlalron 
thimble tube to Committee on Interior A Insular Affairs 

KAMMERER.C Ofhco of Congressional Affairs (pro 670413) 65/09/05 PALLADINO, 
BERNTHAL, ZECH Commissioners Ip 45645 163-45645 163, 

8806200099 Informs th At licensee no longer considering relocating fish from diffuser 
pond to Cfritekamauga Reservoir but plans to dispose bsn by burial ensile Licensee will 
request approval of bunal from Tennessee Oiv of Solid Waste Mgt 
BROOKS, RH Tennessee Valley Aulhonty 88/06/13 STEWART, P L Tennessee, 
State Of 3pp 45865 M2-45865 144 

0896220141 Nolificalion of 600622 meeting w/tilil in Rockville, MD lo discuss util work 
toward meeting commitments on unil re Cycle 3 oulago 

OONOHEW.J N Ofc of Special Projects 80/06/13 BLACK, S Ole of Special Projects 
3pp 45095 355 45095 357 


0806030393 Ack rocefpt of 671110 ltr informing NRC of stops takon to correct violation 
noted In Insp Ropts 50 327/67-30 A 50 328/87*30 Accepts denial re surveillanco In 
stfucltons Util should address how word "should" be trealed 
RICHARDSON.SD Ofc of Special Projects 80/05/18 WHITE.S A To nr ess eo Valley 
Authority 2pp 45746 290-45746 299 

0806060093 Ack receipt of 000422 Hr informing NRC of stops takon lo correct violations 
noted In (nsp Repts 50 438/07-08, 50 430/07-00,50 259/07*38.50*260/87-38,50 290/ 
87-38, 50 327/87 60,50-320/87-60,50 390/07-18 & 50-391*07-10 
BARR.KP Ofc of Special Projects 08/05/17 WHITE.S A Tennessee Valley Author- 
ity 2pp 45760 335*45760 336 

8806060149 Forwards Insp Ropls 50 327/68 09 & 50*328/08 09 on 880125* 0317 & 
notice of violation Expresses concern that utif consider acceptabla to Improperly store 
documents Important to safety for periods in excess of 6 months 
BARR.KP Ofc of Special Projects 08/05/17 WHITE.S A Tennessee Valiey Author 
Ity 3pp 45753.083 46753 097 

-0006060151 Nolfca of violation from insp on 800125-0317 Violations noted A 307 
modium strongth bolls installed In seismic restraints.instead of A*325 high strenglli 
bolts as required by Work Plan 11672. 

BARR.KP Ofc of Special Projects 08/05/17 3pp 45753 086 45753 008 

--0800060153 fnsp Repts 5O-327/B0 09 & 50 328/88 09 on 880125 0317 Vlolalkm 
nolod Mojor areas inspected snubber surveillance prog ram, piping thermal 
expansion.lE Notice 85 G45, testing of main steam safety relief valvos & IE Bulletin 80 

LENAHAN.JJ., JAPE.F flogfon 2, Ofc of the Director 88/05/00 Spp 45753 O09> 
45753 097 

0805260053 Forwards response to NRC 880519 request for clarification re reason for 
violation noled in Insp Ropts 50 327/80 06 & 50-320/88-06 Violation caused by mlsln 
terprotatian of Administrative Instruction 37, 

GRIDLEY.R Tennessee Valley Authority 88/05/19 Document Control Branch (Docu- 
ment Control Oosk) 5pp 45701.076 45701 062 

0808060049 Ack receipt of 880504 Hr informing NRC of steps takon to correct violations 
noted In Insp Repts 50 327/67-76 & 60 320/07-76 

BARR.KP Ofc of Special Projects 08/05/19 WHITE, S A Tennessee Valley Author- 
ity 2pp 45760 315 45760 316 


8006300013 Forwards Inadvertently omitted pages from Tech Specs Previously Issued 
Tech Specs pages for Amands 72 & 64 should be discarded & bo replaced w/oncl 
pages 

BLACK.S Ofc of Special Projects 68/06/15 WHITE.S A Tennessee Valley Aulhonty 
I5pp 45966 334 45966 348 

established for controlled start- 
bo handled in future 
fJTE^S A Tennessee Valley Au- 


08O6290O8S Confirms release from series of hold points 
up of Uml 2 & describes how restart from plant trips to 
EBNETER.S D Ofc of Special Projects 88/06/16 Wt 
thonty 3pp 45957 053-45957 055 


0806060073 Ack receipt of util 860505 ltr Informing NRC of steps taken to correct viola 
lions noted In fnsp Ropls 50-327/08-1 7 & 50 320/80-17 

BARR.KP Ofc of Special Projects 08/05/19 WHITE.S A Tennessee Valley Aultior- 
ity Ip 45/65 349 45765 340, 

0805260088 Provides technical info ro firo In annulus fssue.per NRC request durian 
800510 enforcement conference & demonstrates that safe shutdown assured at all 
times for (Jnil 2 Enel "Analysis FoNowing Loss 11 withheld (ref 10CFR2 790) 
GR/DLEY.FL Tennessee Valley Authority 08/05/23 Document Conlrol Branch (Docu 
mont Control Desk) 21pp 45675 272 45675 292 


8006230327 Application for amends to Licenses DPR 77 & DPR 79, consisting of Tech 
Spec Change 88 2J,rewsing Tech Spec limiting Conditron for Operation 3,7 5 to in 
crease max UHS temp from 83 to 84 5 F & add mm water level Fee paid 
RAY.NtJ Tennessee Volley Authority 80/06/20 Document Conlrol Branch (Docu 
mart Control Desk) 2 pp 45932 055 45932 1 16 


“8006230320 Proposed Tech Spec s, revising Limiting Condition for Operation 3 75 to 
increase max allowable UHS temp from 83 to 64 5 F & add min water requirement & 
revising Tech Spec 3/4 7 5 re now reservoir level requirements 
* Tennessee Valley Authority 00/06/20 60pp 45932 057-45932 116 


8006290163 Forwards Wostmghouse Owners Group Notification Ur 0G-8Q-21 Identify- 
concerns, per Gonenc Ltr 07-12, "Loss of RHR While RCS Parlially Filled 1 ‘ 
& 800428 mealing agreement 

A r, Westinghouse Operating Plants Owners Group BO/Q0/2O 
HODGES.W Reactor Systems Branch 7pp 45973 330 45973 344, 

8006230290 Application for amends lo Licenses OPR-77 & DPfl-79, consistmq of OL 
Amend 08 23, revising expiration dates for licenses to 40 yrs from dale of issuance of 
tuli power licenses tor each unit Fee paid 

RAY.MJ Tennessee Valley Authority 86/06/21 Document Control Branch (Docu- 
ment Conlrol Os9k) 27pp 45931 306 4593 1 332 


8806200261 Requests lhal NRC consider brief sheadings & affidavits submitted 
courts by ulrl, as pan of administrative record, in reaching final determination on potlti< 
under 2 206 re emergency relief 

ftciS s ip«wr,w«w4“??o Authof ' ,y ' 39/06/21 EeNETEn ' so o, ° 


8006200084 Requests approval of Tech Spec Changes 246 & 86*12 by 0BO7O1 to co 
5 SJli. 3 n /« a ^ a 9 0nc V wfdu organizational changes util has proposed 
eMectwe- & responsive organization H p 

. n Qflf l! S o ea VaJ'ay Authority 80/06/24 Document Control Branch (Dot 
ment Control Desk) 2pp 45962 273 45962 274 1 


0000060146 Responds to NRC 000420 Mr ra violations noted In Insp Repts 50 277/88 
08 & 50 2/8/88*08 Corrective actions sketches reviewed against design 

drawings, verified to be correct & signed by responsible design engineer & formally 
Issued 

GALLAGHER, JW Philadelphia Electric Co 88/05/25 KANE.WF Region 1, Ofc of 
the Director. 3pp 45753 OBO-45753 082 

8006010192 Updates status of ongoing insps of Westinghouse Type DS 206 & DS 410 
pole shaft weldSjper NRC Bulletin 08-001, "Defects in Westinghouse Circuit Break- 
ers 11 UtiJ developing repair procedure lo upgrade welds Results of Insp oncJ, 
GRIDLEY.R Tennessee Valley Authority 08/05/26 Document Control Branch (Docu- 
ment Control Desk) 4pp 45720 007-45720 010 

0806010203 Updates sys engineering programmer integrated design insp issue re lack 
of sys integration from Insp Repts 50-327/87 48 & 50 328/67-40 Procedure defining 
plant sys engineer responsibilities implemented Next update by 000403 
GRIDLEY.R Tennossee Valiey Authority 00/05/26 Document Conlrol Branch (Docu 
ment Conlrol Desk) 3pp 45732 272 45732 274 

8806130203 Informs that NRC resumed SALP program for facility Evaluation period will 
bo approximately 12 monlhs Evaluation began on 880204, for planning purposes 
EBNETER.S D Ofc of Special Projects 08/05/26 WHITE.S A Tennessee Valley Au 
thonHy 3pp 45795 091-45795.093 

6606150011 Forwards Insp Repts 50 327/80-i3 & 50 328/88 13 on 880201-19 re cor 
rectfve actions performed by licensee ir> response to findings of integrated design insp 
(IOI) All (Dl findings closed but findings requiring resolution indicated in App A 
EBNETER.S D Ofc of Special Projects 08/05/20 WHITE.S A, Tennessee Valley Au- 
thority 4pp 45815 021-45815 101 

-8000150024 Insp Repts 50-327/80-13 & 50 320/88 13 on 800201-19 All integrated 
design Insp (ID)) findings closed but several findings re licensing issues require licens- 
ee resolve Major areas Inspected corrective actions on fDI findings 
IMBRO.EV Ofc of Speciaf Projects 08/05/05 77pp 45815 025-45015 101 
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<6805240028 NRC Info Notice 88 033. “Recent Problems Involving Model Spec 2-T Ra 
tfiographlc Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 150-45603 277 

8886070209 Forwards Insp Repts 50 327/80-19 & 50-328/00-10 on 800306-0404 & 
04 1 5 & notice of violation 

BARR.KP Ofc of Special Projects 80/05/27 WHITE.SA Tennessee Valley Author- 
ity 2pp 45776 339-45777 063 

-8006070210 Notice of violation from msp on 800306 0404 Violations noted polar crane 
wall penetrations not sealed In accordance w/deslgn drawings & licensee failed to 
have adequate procedure for periodic insps of fire barrier foam seals 
BARR.KP Ofc of Special Projects 08/05/27 2pp 45776 341-45776 342 

— 8006070212 insp Repts 50 327/08-19 & 50-320/88-19 on 880306-0404 & 0415 Viola 
lions noted & Inspector followup item identified Major areas inspected operational 
safely verification, review of IE bulletins & info notices 

JENISON.KM, MCCOY, FR Region 2. Ofc of the Director 08/05/27 81 pp 
45776 343-45777 083. 

8809090251 EN 80-042 on 800603 nollce of violation & proposed imposition of civil 
penalty In amount of $50,000 will be Issued to licensee Action based on failure to 
maintain required number of centrifugal charging pumps oporable 
LUEHMAN.J , LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/05/2/ ip 
45764 335 45764 335 

8808170320 Discusses Insp Repts 50 327/00 07 & 50 328/80 07 on 8001 25- 29 & for- 
wards notice of violation 

RICHARDSON, SD Ofc of Special Projects 00/05/27 WHITE.SA Tennessee Valley 
Authority 3pp 45027 163 45827’ 167 

“8806170324 Notice of violation from Insp on 000125 29 Violation notod util failed to 
take adequate corrective action to correct deficiencies in areas of procurement of 
safety related equipment 

RICHAFIDSON.S D Ofc of Special Projects 00/05/27 2pp 45027 166-45027 167 

8805240090 Suppl 1 to NRC Info Notice 07-081, “Failure of Westlnghouse W 2-Typo 
Circuit Breaker Cell Switches " Svc tlst end 

ROSSI.C E Division of Operational Events Assessment (Post 070411), 80/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45603 038*45683 157 

8805240216 NRC Info Notice 88 034, "Nucloar Mall Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc tlst end 

ROSSI.C E Division of Operationnl Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 108-45790 308 

0806090001 Ack receipt of 8005 16 Itr Informing NRC of stops taken to correct violations 
noted In Insp Ropt 50-327/08 22 

BAFIR.K P Ofc ol Special Projects 88/05/31 WHITE.SA Tennessee Valley Author- 
ity 2pp 45802 359 45802 360 

8608080223 Advises of matter involving Insps for comptlanco w/10CFR50, App 
R.LIconseo accepted description in llstecl Insp repts as addl ovldonce that methodolo- 
gy for addressing cable-to cable spurious actuations acceptable to NRC 
RCCHAROSON.S D Ofc of Special Projects, 00/06/02 GIBSON, A F Region '2, Ofc of 
the Director, 2pp 45757 1 65 45767 1 95 

8005270308 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audits 0 
Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45700 187 

0806100123 Discusses Insp Ropt 50 328/00 20 on 000220 031 B & forwards notice of 
violation & proposed imposition of civil panally In amount of $50,000 
EBNETER.S D Ofc of Special Projects 88/06/03 WHITE, S A Tennessee Valley Au- 
thority 3pp 45705.353-45785 359 

-8806100128 Notice of violation & proposed Imposition of civil penalty In amount of 
$50,000 Violations noted two ECCS subsys ware inoperable for 1 h & 24 minutes & 
actions not Initiated & inoperability of centrifugal charging pumps not reported 
E8NETER.S 0, Ofc of Special Projacts 80/06/03 4pp 45705 356 45705 359 

8806200216 Ack receipt of 080513 llr informing NRC of steps taken to correct violations 
noted In Insp Rapl9 60 327/08 18 & 50 320/00 10 Response evaluated & found to 
meet requirements of 10CFR2 201, 

BARR.K P Ofc ot Special Projects 00/06/03 WHITE.SA Tennessee Valfoy Author- 
ity Ip 45065 141-46065 141 

8806130230 Forwards supplemental rosponse to dolail completion of compensatory 
measures per 880420 commitment re violations noted In Insp Repts 50-327/07-73 & 
50-328/87-73 

GRIDLEY.R Tennessee Valley Authority G8/06/OB. Document Control Branch (Docu- 
ment Control Desk) Spp 45002.129 45802.133, 

8606020047 NRC Info Notlco 00 036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation M Svc list end 

ROSSt.CE Division of Operational Events Assessment (Post 070411) 00/00/08 
Consolidated Edison Co of Now York, Inc, 120pp 45965 152-45965 271 

8606090301 Suppl 2 to NRC Bulletin 07*002, “Fastener Testing to Oetormlne Conform 
anc© WMppllcable Matl Specs " Svc list one! 

ROSSI.C E. Division ol Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200-45916.327. 

8806170213 Responds to NRC 800510 Itr re violations noted in Insp Repts 50*327/07- 
76 & 50-328/87-78 Corrective actions SON Std Practice SQM-70, “Composite Crow 
Operation" created to specify requirements for assignment of work 
GRIDLEY.R, Tennessee Valley Authority 88/06/13 Document Control Branch (Docu- 
ment Control Desk) 6pp 45870' 141-45870 146 

8606200004 Informs that licensee generation of configuration control drawings 
(CCOs) .committed to in TVA 870422 responso to Insp Repts 50-327/86-55 & 50 328/ 
66 -55 .determined not essontial but will be updatod to include deficiencies 
GRIDLEY.R Tennessee Valley Authority 80/06/13. Document Control Branch (Docu 
ment Control Desk). 2pp. 45866 117-45065 118 


8806000025 NRC info Notice 00 037, “Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/08/14 
Consolidated Edison Co of New York, tnc 125pp 45946 001-45946 125 

880608021 1 NRC Bulletin 68 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc fist end 

BURNETT.RF Division of Safeguards & Transportation (Post 070413) 08/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211*45935 318 

8806290250 Forwards Insp Roots 50 327/08-10 & 50 320/8B-1 0 on 8801 1 1- 1 5 No vio 
lations or doviatlons noted Observations made about electrical equipment Installations 
procedures.employoo concerns & dlasel generator space heaters 
RICHARDSON.S D Ofc of Special Projects 88/08/ 14 WHITE.SA Tennessee Valley 
Authority 2pp 45965 334-45965 343 

-0806290253 Insp Repts 50 327/88 10 & 50 320/80-10 on 8801 11-15 No violations or 
deviations noted Major areas inspected employee concerns, electric components & 
cables & structural supports 

CORTLAND, P , PAULITZ.F P , MARINOS, E A Ofc of Special Projects 88/05/25 8pp 
45965 336-45065 343 

8806090194 NRC Info Notice 88 038, "Failure ol Undervollage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, fnc 1 1 1pp 45946 126 45946 236 

8806150013 NRC Bulletin 80 007, “Power Oscillations In BWRs " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of Now York, Inc 114pp 45929 115 45929 228 

6606150186 Suppl 1 to NRC Bulletin 88-005, “Nonconforming Mails Supplied by Piping 
Suppllos.tnc at Folsom, NJ & Wost Jersey Mfg Co at Willlamstown.NJ Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 0B/06/ IS 
Consolidated Edison Co of New York, Inc 120pp 45985 032-45965 151 

0806230157 Forwards proprietary & nonproprietary versions of two analyses re 
10CFR50,App R programmer Insp Repts 50 327/80 24 & 50 320/60 24 Westlnghouse 
8B0603 application end Proprietary onalysos withheld (ref 10CFR2 790) 

GRIDLEY.R Tennessee Valfoy Authority 80/06/17 Document Control Branch (Oocu 
mont Control Desk) 3pp 45932 274 45035 210 

8600200051 NRC info Notice 88 042, "Circuit Breakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.C E Division of Operational Evonts Assessment (Post 870411) 88/00/23 
Consolidated Edison Co of New York, Inc 10Bpp 45977 287-45970 033 

8000200306 NRC info Notice 80 043, "Solenoid Valvo Problems " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post B70411) 08/06/23, 
Consolidated Edison Co of New York, tnc 123pp 45977 164-45977 206 


R. Periodic operating reports & related correspondence 


8006 130202 Forwards wookly schedule of TVA activities for wks 8B0530 & 0606 
KELLY.J L Ofc of Special Projects 08/05/31 BLACK, S Ole of Special Projects 4pp 
45793 334-45703 337. 

8008220085 Monthly operating rents for May 1080 for Sequoyah Nucloar Plant.Unlts 1 
& 2 W/80061 3 hr 

SMITHS J Tennossoo Vflllfly Authority BB/05/31 7Bpp 45000 342-45009 059 

0806100099 Forwards weekly schedule ol TVA activities for wks of 800606 & 13, 
KELLY.J L Ofc of Special Projects 80/06/03 BLACK.S Ofc of Special Projects 4pp 
45785 349 45705 352 

0806210438 Forwards woeklv schedule of TVA activltlos (or wks of 000013 & 20 
KELLY, J L Ofc of Special Projects 08/06/10 BLACK.S Ofc ol Special Projects, 4pp 
45857 250 45057 262. 


S. Reportable occurrences, LERs A related correspondence 

8805250199 PNO OSP-80 OOOA on 800524, criticality achieved following low-flow scram 
on 080523 Caused by procedural non adherence during calibr of Loop 4 differential 
pressure transmitter Ofc of Special Projects notified of Investigation 
GOODWIN, E Ofc of Special Projects 80/05/24 2pp 45687.267-45607 , 268 

6806010207 Special Ropt 80-10 on a00428,Tech Spec Llmillng Condition for Operation 
3 3,3 8 violated Caused by (ire detectors for fire zones 1 12 & 1 13 being Inoperable for 
more than 14 days to prevent spurious alarms due to smoke from welding. 

SMITH, S J Tennessee Valley Authority, 08/05/24 Document Control Branch (Docu 
men! Control Desk) 3pp 45732 206 45732 280 

8006010227 LEfl 88 020-00, on 8Q0422.ERCW containment Isolation valves did not pass 
leak rate lest Caused by improper application of valve usage Work requests Initiated 
to repair valves & components cleaned W/800524 Hr 

MEADE.KE, SMITHS J Tennesson Valley Authority 00/05/24 5pp 45803 310 
45603314 

0806030012 LER 08 021-00 on 080504, containment penetration circuit breakers test did 
not completely satisfy Tech Spec, Caused by incorrect Interpretation of bases lor Tech 
Spec 3 8 3 1 Scheduling program will bo revised W/880526 Itr 
ROGER, T , MEADE.KE, SMITH, SJ Tennessee Valley Authority. 00/05/26, 6pp 
45716 178 45710 183 

8606020088 PNO OSP-G8 008B on 880520, powor escalation above 75% power 
authorized Licensee achieved 100% power operation on 8B0531 Util considering 
power operation at reduced level In order to oxlend fuel cycle 
ROTELLA.T Ofc of Special Projects 00/05/31 Ip 45733 321-45733 321 

8008000109 PNG-OSP-BO 009 on 00060G,Unil 2 Scrammed from 98% power Caused 
by stoam/feed flow mismatch combined w/low steam generator level TVA conducting 
post-trip review ol scram 

GOODWIN.E Ofc of Special Projects 00/06/06 ip 45770 145 45770 145 
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8B06150052 Special Rept S8 11 on e8Q517,hour(y firo watch required by Limiting Condi- 
tion for Operation 3 7 12 nol performed duo to development of airborne radioactivity in 
auxiliary bldg Caused by evacuation due to ovorndmg safety concerns 
SMITHS.) Tennessee V alley Aulhonty 80/06/07, Document Control Branch (Docu- 
ment Control Desk) 2pp 45838 029 45838 030 

8006-160154 FNO OSP-86-OIO on SSOGOSjoactor tripped during startup when operators 
attempted to place main feed pumps in automatic speed control Caused by operator 
error Prior to resumption of startup acttvilles.util will meet NRC to discuss trips 
RICHARDSON, S Ofc of Special Projects 88/06/09 2pp 45863 249 45863 250 

8806210319 Notification of 8806-13 meeting w/TVA in Rockville.MD to discuss restart of 
facility in light of recent scram a from power. 

DONOHEW.J N Ofc of Special Projects 68/08/10 BLACK.S Ofc of Special Projects 
3pp 45B57 162-45857' 164 

8808210476 LER 68 023 00 on 80051 S.reactoi trip occurred after operator started proc- 
ess of making adjustments lo heater drain tank level controllers Caused by steam 
flow/feedwaier flow mismatch Regulator valve repaired W/88Q614 Itr 
MEADE.KE, SMITHS J. Tennessee Valley Aulhonty 88/08/14 7pp 45850 340 
45350 355 

6806230047 LER 88 022 OO on 8BO519,10CFR unqualified bull splice found on steam 
generator level transmitter causing condition oulside plant design basis Caused by not 
changing splice when specs changed Unqualified splice replaced W/680616 Itr 
FENN.KW, SMITHS J. Tennessee Valley Authority 88/06/16 7pp 45902 184- 
45902 ISO 

8806230226 LEfl 08 025 00 on 80O6O3,determinBd that Tech Spec 3 03 should have 
been entered at approx 2028 EOT Caused by delays experienced during performance 
of Survei'ilanco Instruction 307.1 Training Hr rssued WB80616 Hr 
SISKA.D, KfLGORE.BE, SMITHS J* Tennessee Valley Authority 88/06/16 7pp 
45902 294-45902300 


0800080025 NRC Info Notice 08-037, ‘‘Flow Blockage of Cooling Water to Safety Sya 
Components " Svc list end 

ROSSI.CE Division of Operational Evenls Assessment (Posl 870411) 80/06/14 
Consolidated Edison Co of Now York, Inc t25pp 46946 001-45946,125 

0809080211 NRC Bulletin 88-006, "Actions To Bo Taken (or Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc list oncl 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 00/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 318 

8806090194 NRC tnfo Notice 88 03B, "Failure of Undervoltago Trip Attachment on G£ 
Circuit Breakers " Svc fist end 

ROSSf.C E Division of Operational Events Assessment (Post 870411) 89/06/15 
Consolidated Edison Co of New York, Inc lllpp 45946126 45946 236 

8606150013 NRC Bullelin 88 007, "Power Oscillations In BWRs " Svc list end 
ROSSI.CE Division ol Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115-45929 228 

0806150186 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Malls Supplied by Pipfrw 
Supplies, fnc at Folsom, NJ & West Jersey Mfg Co at Wllllamstown.NJ Svc fist end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/16 
Consolidated Edison Co of New York, fnc 120pp 45965 032 45965*151 

8806200051 NRC Info Notice 80-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts *' Svc list oncl 

ROSSI.CE Dtv/sJon of Operational Evenls Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, fnc 10Qpp 45977 287-45978 033 

8806200306 NRC Info Notice 08 043, "Solenoid Valve Problems " Svc list oncl 
ROSSI.C.E Division of Operational Events Assessment (Post 670411) 88/08/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


6806290030 LER 88 024-00 or) 8{t0523,reactor inp occurred from lo-w flow signal on 
RCS Caused by procedural noncompflance Utif will review past reactor trips for similar 
occurrence of common interaction between equipment causing lnpW/B0O6l7 Itr 
FENN.KW, SMITHS J Tennagsoo Valfey Aulhonty 80/00/17, 6pp, 45954-011- 
45954 016 

8008300354 PNO-OSP 88 011 ON 8 COG 19, re turn to power following 10 day outage sub- 
sequent to BQ0609 reactor lap Outstanding malnt noeded on balance-of-plant equip 
ment reduced 

RICHARDSON, S Ofc of Spociaf Projects 88/06/21 Ip 45969 1 16 45969 116, 


S. Reportable occurrences, LERs & related correspondence 

$805260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573-158 pressure sensor/lubo oil trip Initially reported on 880429 Add) 1-1/0 Inch di- 
amelor w/deep countorbono In pressure head added to activate valve 
BLOCK.LR IMO Defaval, Inc 00/05/12 Ofc of Enforcement (Post B70413) 2pp. 
45701 222-45701 223 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


DOCKET 60-329 MIDLAND PLANT t UNIT 1 


A* Appllcatlon/conot ruction stage documents & correspondence 


A Appllcation/construclfon stage documents & correspondence 


8806160234 FOfA request for documents on 050731 & B70312 meetings ro 
plant Document re 040314 mooting previously obtained & therefore excluded from re- 
quo st 

CHAMBERS, HR Consumers Power Co 88/05/16, GRIMSLEY.O Division of Rules 4 
Records (670413 860514} 2pp 45793 035 46703,036 

8006030197 First partial response to FOfA requesl for documents App 8 forwarded & 
also being mado available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (870413 680514) 68/05/26 

WEISSMAN.S California, State of 3pp 45784.1 06-45784 163 


-82020B0434 Forwards hating of NRC estimated completion dates for OL applicants 
Haled In Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (600428 051124) 82/01/18, BASSETT,H S 
Dlfic© of Management and Program Analysis, 3pp, 45784 208-45784-210 


0606100213 Informs lira* const on conversion of plant to gas-fired facility began on 
880404 

BFIUNNER.J E. Consumers Power Co 60/08/82 Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1) Ip 45791 029 45791-029 


8606100234 FOIA request for documents on 850731 & 870312 moetinfla ro 
plant Document ro 640314 mooting previously obtained & thorofore excluded from ro 
quest 

CHAMBERS.HR Consumers Power Co 80/05/10 GRIMSLEY.D Division of Rules & 
Records (870413 880514) 2pp 45793 035 45793 036 

8906030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A Available at PDR Records also being made 
available at LPDR for plant 

GRfMSLEY.DH Division of Rules & Records (870413 800514) 80/05/26 
WEISSMAN.S California, State of 3pp 45784 166-45784,168 

-8202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bevill Rept Dates represont collective NRC Judgement 
EtSENHUT.DG Division of Uconslng (800420 85 11 24) 82/01/10 BASSETT, H.S 
Office of Management and Program Analysis, 3pp 45704,200 45704 210 

-$202260094 Forwards list of casework open Issues for wk ending 82012 2, per 811120 
request Only Category 2 & 3 open Issues fisted for plants having Bevill decision dates 
more than 3 months away 

EISENHUT,D,G Division of Licensing (800420-851124) 82/01/20. DENTON, H R, 
Office of Nuclear Reactor Regulation, Director (pre 851125) 15pp 45784.211- 
45704:225 


Q. inspection reports, JE Bulletins & correspondence 


0605240028 NRC Info NoUco 89 033, "Recent Problems Involving Mode? Spec 2-T Ra- 
diographic Exposure Device " Svc list end. 

BURN EITFI F, Division of Safeguards & Transportation (Post 870413) 88/05/27, 
Consolidated Edison Co. of Now York, Inc 120pp 45603.158 46603,277 


8606100213 Informs that consi on conversion of plant lo gas-fired facility began on 
800404. 

BRUNNER, J,E, Consumers Power Co, 88/08/02 Office of Nuclear Reactor Rogula 
lion, Director (Post 870411) Ip. 45791 029 45791-029 


G. Inspection reports, IE Bulletins & correspondence 


800524 W>90 Suppl 1 to NRC Info Notice 87-001 
Circuit Breaker Call Switches " Svc list end. 


"Failure of Westinghousa W-2-Typ 


ROSS, CE. Division of Operational Events Assessment (Post 870411) 68/05/3 
Consolidated Edison Co. of New York, fnc 120pp, 45683 038 45089:167, 


8BO524O02B NRC fnfo Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra 
drographlc Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) BO/05/27 
Consolidated Edison Co, of Now York, Inc 120pp, 45683' 158-45683.277. 


NRC J n/o Notl ,? a 60 ° 34 - "Nuclear Mali Controf & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end, 

5? SSI .s9 ? $ Operational Events Assessment (Posl 870411). 68/05/31 

Consolidated Edison Co, of New York, fnc, 122pp. 45790:168 45790-308 


6905240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Weallnghouse W-2-Type 
Circuit Breaker Cell Switches " Svc fist end. 

ROSSI.C.E Division of Operational Events Assessment (Posl 870411), 88/05/31. 
Consolidated Edison Co of Now York, Inc. 120pp 45683.030-45683.157 


8805270306 NRC Info Notice 
Svc list end 


88*035, "Inadequate Licensee Performed Vendor Audits 


3? n ss !£ ? .^Nlon * °P® fatlon al Events Assessment (Foal 87041 1). B8/08/C 
Consolidated Edison Co or Now York, Inc. 120pp. 45790,068-45790 187, 


6605240215 NRC Info Notice 00-034, "Nucfear Mat! Control & Accountability of Nonfuel 
SNM at Power Reactors," Svc list end 

ROSSI.CE. Division of Operational Events Assessment (P09I 870411) 00/05/31 
Consolidated Edison Co of New York, fnc 122pp 45790-100 46790:308. 


e ,?‘2 36 l "Possible Sudden Loss ol RCS Invertoiy Dud 
Coolant Level Operetlon," Svc list end, 

3^4 ttMCSM!! 1 ' 0B/W ' 

T6siins to con,<,r 

SSk/KSS co 68/06/ 


8805270306 NRC Info Notice 00-035, "Inadequate Licensee Performed Vendor Audits ” 
Svc Jist end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411), 00/06/03 
Consolidated Edison Co ofNewYorkJnc 120pp 46790 060-45790-107. 

8606020047 NRC Info Notice 88-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation 11 Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 08/06/08, 
Consolidated Edison Co of Now York, Inc 120pp 45965:162-45965,271 



DOCKETED ITEMS 123 


8806090301 Suppl 2 lo NRC Bulletin 87 002, “Fastener Testing to Determine Conform- 
ance W/ Applicable Matl Specs " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of Now York, Inc 120pp. 45916 208 45916 327 

8806080025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 08/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45046 001*45946 125 

8806060211 NRC Bulletin 00-006, “Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BlTRNEtT>RF Division of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 310 

6806090194 NRC Info Notice B8 030, “Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 11 Ipp 45946 126-45946 236 

8BO01 50013 NRC Bulletin 08*007, “Power Oscillations In BWRs “ Svc fist end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/16 
Consolidated Edison Co of New York, Inc 1 1 4pp 45920 116*45929 228 

8606150186 Suppl 1 to NRC Bulletin 80 005, “Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

8806200051 NRC Info Notice 80 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 070411) 08/00/23 
Consolidated Edison Co of New York, tnc 108pp 45977 287-45970 033 

8806200306 NRC Info Notice QB 043, “Solenoid Valve Problems ” Svc Hat oncl 
ROSSI,CE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


S, Reportable occurrences, LERs & related correspondence 

8605260342 Addondum 1 to Supplemental Part 21 Rept 145 ro potential problem w/F- 
573*156 pressure sensor/lube oil trip Initially reported on 080429 Addl 1*1/8 Inch di- 
ameter w/deep counterbone in prossuro head added to activate valve 
BLOCK, LR. IMO Delavat, Inc 80/05/12 Ofc of Enforcemont (Post 070413) 2pp. 
45701 222-45701 223 


DOCKET BO-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & fire protection plana 

6006010073 Rev 11 to Emergency Plan Implementing Proceduro EPIP 1.2, "Notifica- 
tion " Revised Index al90 end 

HARPER, GG Iowa Electric Light & Power Co 00/05/16 40pp 45685 308* 
45085 354 

0606150282 Forwards Safety Insp Rept 50 331/80*10 on 000421 & 0510,No violations 
noted, 

SHAFER, WD Region 3, Ofc of the Director 08/05/19 LIU,L Iowa Electric Light & 
Power Co. 2pp. 45847 130-45047 144. 


8606030172 Forwards excerpts of AEOD rept, “Performance Indicators for Operating 
Commercial Nuclear Power Reactors," re facility Excerpts include plot of automatic 
scrams while critical, safety sys actuations & significant events 
HALL,J R Project Directorate 111-3 88/05/23 LIU,L Iowa Electric Light & Power Co 
23pp. 45715 001*45716 023 

6806010186 Forwards Rev 7 to QA program, "QA During Operations Phase “ Revised 
QA program continues to satisfy requirements ol lOCFRBO.App B & facility SAR pro 
gram description commitments previously accepted by NRC 

MCGAUGHY,R W Iowa Electric Light & Power Co 88/05/25 Document Conlrol 
Branch (Document Control Desk) 2pp 45733' 179-45733 219 

-8806010187 Rev 7 to QA program, "QA During Operations Phase ” 

* Iowa Electric Light & Power Co 88/05/27 39pp 45733 101-45733 219 

6806230211 Application for amend to License DPR-49,extend!ng expiration date of II 
cense from 100621 to 140221 Significant hazards consideration e valuatlon.de scrip! Ion 
of proposed change & supporting info end Fee paid 

ROTHERT.WC Iowa Electric Light & Power Co 80/06/10 MUR LEY, T Office of Nu 
clear Reactor Regulation, Director (Post 870411) 20pp 45941 107-45941 206, 

8806300289 Forwards environ assessment & finding of no significant Impact re 871211 
application for amend to Llcenso DPR-49 re ESF logic 3 ys functional testing frequency 
& requirements 

HALL, JR Project Directorate 111*3 08/06/10 LIU,L towa Electric Light & Power Co 
2pp 45975 348-45975 353 

-8B07010007 Environ assessment & finding of no significant Impact on 071211 apptlca 
(Ion for amend to License DPR 49 ro ESF logic sys functional testing & requirements 
PERKINS, KE Project Directorate III 3 88/06/10 4pp 45975 350-45075 353 


Q. inspection reports, IE Bulletins 4 correspondence 

0806160262 Forwards Safety Insp Rept 50 331/08 10 on 880421 & 0510 No violations 
noted 

SHAFER, W D Region 3, Ofc of the Director 80/05/19 UU,L towa Electric Light & 
Power Co 2pp 45047 130-45847 144 

-0006150267 Insp Rept 50 331/08 10 on 800421 & 0510 No violations noted Major 
areas Inspected licensee efforts In responding to FEMA concern about adequacy of 
offsite emergency planning for Unn & Benton County, IA & State of IA 
PATTERSON, J P , SNELL.W Region 3, Ofc of the Director 88/05/19 6pp 
45047 140-45047'144 

0806160001 Advises that app lo util 860115 final ropl ro |E Bulletin 85 003 authorized 
by MOVATS.Inc for release to public 

SWAILS.S L towa Electric Light & Power Co 80/05/25 LANHAM.D Documont Con 
trot Branch (Document Control Dosk) Ip 45012 108-45812 15G 

-0804000493 Forwards final rept on program cerrlod out In response to IE Bulletin 85 
003, "Motor-Operated Valve Common Mode Failures During Plant Transients," por 
660528,1001 & 1222 !trs MOVATS.tnc rept end 

ROTHERT.W.C Iowa Electric Light & Power Co 80/01/15 DAVIS, A.B Region 3, Ofc 
of the Director 43pp. 45012 109 45012*166 

-8804060496 "MOVATS.Inc Differential Pressure Thrust Calculation Methodology." 

* MOVATS, Inc 00/01/15 5pp. 45012 162 45012 150 

0805240028 NRC Info Notice 80*033, "Recent Problems Involving Model Spec 2-T Ra 
dloaraphlc Exposure Dovico " Svc list encl. 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) B8/05/27 
Consolidated Edison Co, of Now York, Inc 120pp 45683 160 45G83'277 


-8808160207 Insp Rept 50*331/00*10 on 000421 & 0510 No violations noted Major 
areas inspected licensee efforts in responding to FEMA concern about adequacy ot 
offsite emergency planning (or Unn & Benton County, IA & Stato of IA 
PATTERSON.JP, SNELL.W Region 3, Ofc of the Director 00/05/19 5pp 
45047 140 46847 144 


l Financial Information 


0906060143 Forwards 19B7 annual ropts for CIPCO,Corn Belt Power Cooperative & IE 
Industries 

ROTHERT.W.C Iowa Electric Light & Power Co 80/08/01 MURLEYJE. Offlco of 
Nuclear Reactor Regulation, Director (Post 070411) Ip 45779 008*45779- 109 

-8800060145 “CIPCO,1987 Annual Rept" 

WENSTRAND.JP Contra I Iowa Power Cooperative 87/12/31 33pp 45779 009- 
45779:042. 

-8006060147 "Corn Belt Power Coop era two, 1087 Annual Ropt " 

* Corn Bolt Power Cooperative 87/12/31 20pp 45770.043-45779.070 

-0806000140 "tE Industries, 1987 Annual Ropt " 

LIU.L Iowa Electric Light & Power Co 87/12/31. 40pp. 45779-071 -45779.109. 


J. Insurance & Indemnity Information 

0806080330 Forwards Endorsements 71 & 05 to MAELU Policy MF-72 & NELIA Policy 
NF-21 4, respectively 

SAMUELS, J L Marsh & McLennan, Inc 80/06/01 D1NITZ.I, Office of Nucloar Reac- 
tor Regulation, Director (Post 07041 1) 3pp 45701.359*45761*361 


P. Operating license stage documents & correspondence 

0006180391 Responds to NRC 880307 itr & request at 080504 meeting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWRs.Upon com- 
pletion of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 881104 
ART IGAS, R General Electric Co 08/05/04 THADANI.AC Assistant Director for Sys- 
tems 3pp 45023164-45823 106 


8005240090 Suppl 1 to NRC Info Notice 07-061, "Failure of Wasting house W-2*Typo 
Circuit Breakor Celt Switches." Svc list oncl 

ROSS1.C E Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co, of New York, Inc 120pp 45603 036-456B3 157 

8005240215 NRC Info Notice 80-034, "Nuclear Mall Conlrol & Accountability of Nonfuol 
SNM at Power Reactors." Svc list encl 

ROSSI.C E. Division of Operational Events A 9 S 699 mont (Post 970411). 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188-45790 30B 

8B06 140506 Informs of Intent to perform team Insp of emergency operating procedures 
at facility on 880801-0812 & requests assl9lenco In accomplishing task.Scope of Insp 
wilt focus on procedural adequacy, training & staff capabilities 
GREENMAN.E.G, Region 3, Ofc of the Director 8B/05/31 LIU.L towa Electric Light 
& Power Co. Ip 45004 300-46804,306, 

4 

0806100095 Forwards response to E Groonman 080502 request for addl Info ro util re- 
sponse to IE Bulletin 85-003 Response lo IE Bulletin 85-003, Suppl 1 will be submitted 
30 days after review of revised BWR Owners Group response to bulletin, 

ROTHERT.W C Iowa Electric Light & Power Co. 88/06/01 DA VIS, A B Region 3, Ofc 
of the Director. 8pp. 45818*132-45818 139. 

8606150242 Forwards insp Rept 50-331/08-12 on 000516 20 No violations noted 
WRIGHT, G C Region 3, Ofc of the Director. 08/06/02 LIU.L Iowa Electric Light & 
Power Co 2pp. 45061.350-45861.354. 

-8806150249 Insp Ropt 50-331/86 12 on 880516 20 No violations or deviations 
noted Major areas Inspected followup insp to assess corrective actions taken by li 
censee In response to Insp Rapt 60-331/86-10 re dofient safety evaluation 
HASSE.RA, BONGIOVANNI.A, PHILLIPS, M P Region 3, Ofc of tho Director. 08/05/ 
27. 3pp 45861*352-45861.354. 

8805270306 NRC Info Notice 08-036, "Inadequate Licensee Performed Vendor Audits " 
Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/03. 
Consolidated Edison Co, of New York, Inc 120pp 45790 000 45790 187 

8606160368 Forwards Safety Insp Rept 50-331/88-11 on 800509-13 No violations 
noted. 

SHAFER, WD Region 3, Ofc of tho Director 80/00/06 LIU,L. Iowa Electric Light & 
Power Co 2pp. 45B63 276 45063 269. 
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--60O& 160373 Insp Rept 50 331/08 1 1 on 880509 13 No violations or deviations 
noted Major areas inspected chemistry program, including procedures .organization & 
training & reactor sys water GC programs 

HOLT2MAN.R B p SCHUMACHER.M C Region 3, Ofc of the Drreetor 88/06/03 12pp 
45063 270 45863 209 


0805260038 Forwards application Tor amend to License DPR-59, clarifying A correcting 
minor problems noted in RETS, App B & Tech Specs App A Feo paid 
BRONS.J C New York Power Authority (formerly Power Aulhority of the Slate of We* 
York) 80/05/19 Document Control Branch (Document Control Desk) 2pp 
45375 239 45075 271 


0006020047 NRC Info Nonce 08 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation" Svc bst end 

RO-SSI.C E Division of Operational Events Assessment (Post 870411) 80/06/08 
Consolidated Edison Co of New York* Inc 120pp 45965 152 46965 271 


-8005260040 Application for amend to License DPR 59/ovismg cortam portions of plant 
RETS App B & Tech Specs App A to clarify or correct minor problems 
BRONS.J C Now York Power Authority (formerly Power Authority of the Stale of New 
York) 80/05/19 2pp 45675 241 45675 242 


B806090301 Suppl 2 to NRC Bulletin 87 002. “Fastener Testing to Determine Conform* 
ance W/ Applicable Mat! Specs Y * Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 370411) 68/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916208 45916327 

0006000025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water lo Safoly Sys 
Components ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 98/06/14 
Consolidated Edison Co or New York, Inc 125pp 4534 6 001-45946 1 25 


0806080211 NRC Builelin Q9 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list encl 

BURNETT.RP D, vision of Safeguards & Transportation (Post 870413) 80/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 318 


8006090194 NRC Info Notice 83 039, "Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers 11 Svc fist encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 111 pp- 45946 126 45940236 

9808150013 NRC Bulletin 8S007, "Power Oscillations In 8WRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/00/16 
Consofidatad Edison Co of New York, Inc 114pp 45929 1 15 45929 228 

0606150186 Suppl 1 to NRC Bulletin 03 005, "Nonconforming Metis Supplied by Piping 
Supplies, fnc al Polsom,NJ & West Jersey Mfg Co at Williamstown.NJ ' Svc list encl 
ROSSI.CE Division of Operational Events Assessment {Post 870411) 98/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45985 151 

8006220219 Requests rerief from ASMS Section A iraservico Insp requirements for valve 
pressure retaining boiling Fee paid 

RQTHERT.WC Iowa Electric Ught & Power Co 80/06/17 MURLEY.T E Office of 
Nuclear Reader Regulation, Director (Post 870411) 3pp 45870 032*45070 034 


0806280242 Forwards summary listing of reactor coolant pressure boundary piping insp 
scheduled for Cycle 9/10 to begin on Q80929.por NRC request 
ROTHERTAVC Iowa Electric Light & Power Co 88/06/17 MURLEY, TE Office of 
Nuclear Reactor Regulation Direclor (Post 87041 1) 5pp 45944 113 45944 117 

68062000-51 NRC Info Notice 83 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 00/OG/23 
Consolidated Edison Co of New York, Inc 108pp 45977 287 45979 033 

0006200306 NRC Info Notice 89 043, "Solenoid Valve Problems ” Svc list encl 
ROSSI.CE Division of Operalional Events Assessment (Post 870411) 00/08/23 
Consolidated Edison Co of Now York, fnc 123pp 45977 164 45977 286 


R Pe/rodlc operatrng reports & related correspondence 

8806220008 Monthly operating rept for May tOOB for Duarte Arnold Energy CtrW/ 
8806 1 5 Hi 

MILLER, L , HANNEN.fl L Iowa Electric Ught & Power Co 88/05/31 , 7pp 45908 314- 
45G06 320 


DOCKET 50*333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


I, Financial Information 

00053101 65 Forwards certified estimated cash flow for 1907-00 ro guarantee of pay 
merit of deferred premiums for 1 937 

BRONS.J C New York Power Authority (formerly Power Authority of the State of Now 
York) 03/05/18 Document Conlrol Branch (Document Conlrol Desk) 3pp 
45732 102 45732 152 r 


J. Insurance & Indemnity Information 


-8005260077 Proposed Tech Specs supporting changes to plant RETS, App B 

* Now York Power Authority (formerly Power Authority of Iho State of Now York) 08/ 
05/19 29pp 45675 243 45675 27 1 

0806030056 Requests info delineated In encl to absist in presentation of realistic ,planl 
specific features in support of recommendations to Commission for Mark I contain 
ment improvements Response by B60SQ6 requested 

A3ELSON,H Project Directorate 1-1 90/05/24 BRONS.JC Now York Power Aulhor- 
ity (formerly Power Authority of the State of New York) 5pP 45/25 211*45725 215 

8000070141 Forwards application for amend to License DPR- 59 .changing Tech Spet-s 
ro reactor vessel water level instrumentation sys lo reduce errors & Increase reliability 
of control room mdication.psr Rug Guide 1 97 & Generic Ur 04*23 Foe paid, 

BRONS.J C New York Power Authority (formerly Power Authority of the State of Now 
York) 80/05/27 Document Control Branch (Document Control Desk) 2pp 
45770 029 45770'051 

-8806070145 Application for amend to License DPR-59, changing Tech Specs re reac 
tor vessel water level instrumentation sys to reduce sys errors & increase redundancy 
& reliability of control room fndjcahon.per Reg Guido 1 97 & Generic Llr 84 23 
BflONSJ C Now York Powor Authority (formerly Power Authority of Iho State of Now 
York) 98/05/27 Ip 45770 031*45770 031 

-0806070151 Proposed Tech Specs, changing reactor vossel water levol fnstrumonlalioa 
sys to reduce instrument errors reselling from post accident containment heat up & to 
Increaso redundancy & reliability of control room indication 

* New York Power Authority (formerly Powor Authority of the State of Now York) 00/ 
05/27 20pp 45770 032*45770 051 

0006070194 Forwards application for amend to License DPR-59, clarifying & Improving 
overall quality of Tech Specs Fee paid 

BRONS.J C New York Power Authority (formerly Power Authority of the Slate of New 
York) 60/05/27 Document Control Branch (Oocumonl Conlrol Desk) 2pp 
45774 253 45774 347 

-800 6070 106 Application for amend to License DPR 66 t corroctlng lypos to clarify & im* 
Drove overall quality of Tech Specs 

(3RONS,J C Now York Power Authority (formerly Power Authority of the Stale of New 
York) 80/05/27 Ip 45774 260 45774 260 

-&806O701D8 Proposed Tech Specs, correcting typos 

* New York Powor Authority (formerly Power Authority of the State of Now York) 38/ 
05/27 87pp 45774 261 45774 947 

080605)0002 Forwards application for amend to License DPR 59,rovislng Tech Spec 
Table 37 1, “Process Pipeline Ponetrating Primary Containment" to rolled two facility 
mods re RWCU sys containment isolation valves Foo paid 

BRONS.J C New York Power Authority (formerly Power Authority of the State of New 
York) 9B/05/27 Document Control Branch (Documont Control Desk) 3pp 
4560 1 180*45601,195 

-B0O609OO86 Application for amend to License DPR 59, revising Tech Spec Tablo 3 7*1, 
“Process Pipeline Penetrating Primary Containment" lo reflect mods to bo Installed 
during 19Bfl refueling outage per NUREG-0737Jtom II E 4 2 

BRONS.J C New York Power Authority (formerly Power Authority of the State of Now 
York) 68/05/27 2pp 45901 183-45801 184 

-8006090090 Proposed Tech Specs ro RWCU &y3 containment Isolation valves 
1 New York Power Authority (formerly Power Aulhority of tho State of New York) 60/ 
05/27 llpp 458OM05 45801 195 

06O616O367 Forwards info ro MARK J containment sovere accident, per H Abelson 
360524 requesUnfo has not undergone detailed verification & GC process due to ex- 
tremely short response time requested by NRC* 

BRONS.J C New York Power Aulhority (formerly Power Authority of the State of New 
York) 88/06/06, Document Control Branch (Documont Control Do$k) t4pp 
45035 346 46835 359 


0800100243 Forwards Endorsement 159 to NELIA Policy NF 100, Endorsement 140 to 
MAELU Policy MF 29,Endt>rsemenl 01 to NEUA Policy NF- 195, Endorse meat 64 to 
MAEIU Policy MF-9J, Endorsement 106 to NELIA Policy NF-161 & Endorsement 89 
MAELU Policy MF-46- 

O’CONNOR.D J Marsh & McLennan, fnc 80/06/Ot DINJTZ.I Office of Nuclear Ro- 
actor Regulation, Director (Posl 370411) 19pp 45791 030*45791 046 


8606140446 Forwards applicalron for amend to License DPR-59, changing Tech Spec 
311B1 to clarity term “compartment" & eliminate conflict oetwoon Tech Specs 
311B1 & 4 11 B 1 re crescent area ventilation operability Feo paid 
BRONS.J C Now York Power Aulhority (formerly Power Authority of (he State of New 
York) 88/06/10 Document Control Branch (Documont control Desk) 2pp 
45823,019 45023 020 


P. Operating license stage documents & correspondence 

0805260170 Forwards application for amend to License DPR*59,erfminattng inconsisten- 
cies ro spiral core offload /on load refueling & CRD maint.por Insp Root 50 333/aa 
23 ,Fae paid 

BRONS.J C New York Power Authority (formerly Power Aulhority of tho State o( New 
York) 03/05/ 17 Doci/ateM Control Branch (Document Control Desk) 2po 


-8805260172 Application for amend to License DPR-S^olimlnating Inconsistencies ro 
spfral offload/onload refueling & CRD mafnt.per Insp Rept 50 333/86 23 
BRONS.J C New York Power Authority (formerly Power Authority of the State of Now 
York) 88/05/17 3pp 4 5B88 238 45688 240. 

-8805260 1 74 Proposed Tech Specs, eliminating inconsistencies re spiral offload/onload 
refueling & CRD.por In Bp Ropt 50 333/88 23 Safety evaluation encl 
New York Power Authority {formed/ Rower Authority of the State of New York) 88/ 
05/(7 36pp 45608 241 45688 276 


-0006140447 Application for amend to License DPR 59 t chanfling Tech Spec 3 11 B1 
to clarify term "compartment" & eliminate conflict between Tech Specs 3 11 B 1 & 
4 1 1.B 1 re crescent area venl flatten operability & surveillance testing 
BRONS.J C New York Power Authority (formerly Powor Authority of the State of Now 
York) BB/06/1O. Ip 45023 021-45023 021 

-8006140449 Proposed Tech Spec 3 11 B 1 .clarifying term ''compartment" & elimlnat 
Ing conHlct between Tech Specs 311B1 & 41101 re crescent area ventilation 
operability & surveillance tesimg Util safety evaluation of proposed change end 
* New York Power Authority (formerly Power Authority of the State of New York) 80/ 
06/10 7pp 45623:022-45B23 028 

8006200001 Forwards addl info re plant DCRDR.per NRC 880314 request Repl ad 
dresses eleven items listed )n Section 4 0 of technical evaluation rept, including re 
vised implementation schedule for mods 

BRONS.J C Now York Power Authority (formerly Power Authority of the Slate of New 
York) 08/06/10 Document Conlrol Branch (Document Control Desk) 16pp 
45070 267-45670 282 
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6086200032 Forwards addl Info re plant alternate rod insertion & recirculation pump trip 
doslgns.per ATWS rule W/21 oversize drawings 

BRONS.J C New York Power Authority (formerly Power Authority of the State of New 
York) 06/06/ 1 0 Document Control Branch (Document Control Desk) OOpp 
45901 250 45901 330 

8B0822010B Forwards response to NRC BQ0318 request that Util modify SPDS to in- 
clude three addl parameters or provide nddl justification (or ommfsslon Containment 
radiation level already added to SPDS display 

BRONS.J C Now York Power Authority (formerly Power Authority of the State of New 
York) 00/06/10 Document Control Branch (Document Control Desk) 5pp 
45069 353 45069 357 

3006240155 Forwards request for addl info, based on review of 060410 amend 
request, supplemented on 060605 & discussions at 060310 meeting at NRC ro transfer 
of reserve power to emergency buses Info roquosted wdhln 30 days of rocoipt of Itr 
ABELSON.H Project Directorate M 00/06/14 BFIONS.JC New York Power Author 
tty (formerly Power Authority of the Slate of New York) 3pp 45916 357-45916 359 

660 6280314 Forwards addl Info ro local leakage rate testing corrective action plan.per 
NRC 60051 1 request for addl Info ro QB0400 request for exemption from requirements 
of lOCFRSO.App J. Section III A 6(b) 

BRONS.J C New York Power Authority (formerly Power Authority of Iho State of New 
York) 00/06/17 Document Control Branch (Document Control Desk) 82pp 
45944 300 45945 021 

6806290163 Forwards Westlnghouso Owners Group Notification Ur OG-80-21 .Identify 
ing midloop concerns, per Generic Ur 87-12. “Loss of RHR Wfulo RCS Partially Filled" 
& 800428 meeting agreement 

NEWTON, R A Wostlnghouse Operating Plants Ownors Group OQ/OG/20 
HODGES, W Reactor Systems Branch 7pp 45073 330-45973 344 


Q, Inspection reports, IE Bulletins & correspondence 

8005260170 Forwards application for amend to License DPR-59, eliminating inconsiston 
cl es ro spiral core offload/onload refueling & CRD mainl.por Insp Ropt 50 333/06 
23 Foe paid 

BRONS.J C New York Power Authority (formerly Power Authority of the Stale of Now 
York) 60/05/17 Document Control Branch (Document Control Desk) 2pp 
45660 236 456Q8 276 

“8805260172 Application for amend to Licenso DPP-59, eliminating Inconsistencies ro 
spiral offload/onload refueling & CPD maint.por In9p Rept 50 333/06 23 
BRONS.J C New York Power Authority (formorly Power Authority of tho State of Now 
York) 00/05/17 3pp 45608 230-45000 240 

-8805280174 Proposed Tech Specs, eliminating inconsistencies re Spiral offload/onload 
refueling & CRD, per Insp Rept 50 333/08 23 Safety evaluation one! 

' New York Power Authority (formerly Power Authority of llie State of New York) 00/ 
05/17 36pp 45600 241-45606 276 

6005200189 Forwards Insp Ropt 50 333/00 05 on 000306 0430 No violations notbd 
WENZINGER.E.C, Region 1, Ofc of the Director, 00/05/10 CQNVERSE.R J Now 
York Power Authority (formerly Power Authority of Iho State of Now York) 2pp 
45689 024 45609 036 

“0805260209 Insp Ropt 50-333/00 05 on 800308 0430 No violations noted Major 
areas inspected LER roviow.Operotlonnl safety verification, surveillance 

observations.malnt observations, followup of previous insp findings & bulletin followup 
JOHNSON, JR Region 1, Ofc of tho Director. 00/05/17 1 1pp 45609 026-45680 036 

8806030314 Informs that util will provide response to Suppl 1 of IE Bulletin 85 003 in 
corner altnn results of BWR Owners Group evaluation by 800010 
CONVERSE, R J Now York Power Authority (formerly Power Authority of Iho Stato of 
New York) 00/05/26. Document Control Branch (Document Control Desk) 2pp 
45752 303-45762 304 

8805240028 NRC Info Notico 00 033, "Recent Problems Involving Model Spec 2-T Ra- 
di oarap hie Exposure Device " Svc list oncL 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 150-45603‘277 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Falturo of Westlnghouso W-2-Typo 
Circuit Breaker Cell Switches,*' Svc list one! 

ROSSI.CE. Division of Operational Events Assessment (Post 070411) 08/05/31, 
Consolidated Edison Co of Now York. Inc 120pp 45603 030-45683 157 

8805240215 NRC Info Notice 08*034, "Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co, of New York, Inc 122pp, 45790 188-45790.308 

86060 00 226 Responds to violations noted in Insp Rept 50 333/00*04 ro insorvice test- 
ing program Corrective acllons'comprohonsive mgt review of inservlco tosling program 
in progress & Procedure PSO 31 revised 

CONVERSE, R J. New York Power Authority (formerly Power Authority of tho State of 
New York) 80/05/31 Document Control Branch (Document Control Desk) 6pp 
45706 066 45788 070 

8B0627030B NRC Info Notice 80 036, "Inadequate Licensee Performed Vendor Audits 11 
Svc list end 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 46790 060 45790 107 

6806150403 Forwards Safety Insp Rept 50-333/08 09 on 000502-06 No violations or 
deviations noted 

BELLAMY, R R Region 1, Ofc of tho Director 80/06/07, CONVERSED J New York 
Power Authority (formerly Power Authority of tho State of Now York) 2pp 45034 275 
45834*205, 

•“8806150404 Insp Ropt 50-333/80 09 on 800502 06 No violations or deviations 
noted Major areas Inspected llcensoo solid rad waste processing & preparation & ra 
dloaclrve malls packaging & shipping programs, including mgt controls & QA 
SICEKOUSE.H , PASCIAK.W Region 1, Ofc of the Director 00/05/28 9pp 
45034 277 45834 285 


0006020047 NRC Info Notice 80 030, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Opera lion ” Svc list one I 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/06/00 
Consolidated Edison Co of New York, Inc l20pp 459B5 152*45905 271 

B0OGO9O3O1 Suppl 2 to NRC Bulletin 07 002, "Fastener Testing to Determine Conform 
anco W/Applicable Mail Specs *' Svc list end 

ROSSI, CE Division of Operational Evonls Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of Now York, Inc I20pp 45916208 45916327 

6006000025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45046 125, 

0006000211 NRC Bulletin 08 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413), 00/06/14 
Consolidated Edison Co of Now York, Inc l08pp 45935 211-45935 316 

0000090194 NRC Info Notico 00 030, "Failure of Undorvoltage Trip Attachment on GE 
Circuit Broakors ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 126 45946 236 

080G150013 NRC Bulletin 00-007, "Power Oscillations In BWRs " Svc list end 
ROSSI, CE Division of Operational Evonls Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of Now York, Inc 114pp 45920 115 45929 220, 

0000150186 Suppl 1 to NRC Bulletin 00 005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Fotsom.NJ & West Jersey Mfg Co at Wiiliamstown.NJ ' Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/06/15 
Consolidated Edison Co of Now York, fnc l20pp 45965,032-45905 151 

8000200061 NRC Info Notice 00-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, Inc lOQpp 45977 207-45978,033 

8G0620030Q NRC Info Notice 00 043, "Solenoid Volvo Problems *' Svc fist oncl, 
ROSSI.CE Division of Operational Evonls Assessment (Post 670411) 00/06/23 
Consolidated Edison Co of New York, Inc I23pp 45977H 64-45977 206 


R. Periodic operating reports 4 related correspondence 

0006100210 Monthly operating ropt for May 1000 W/0Q0607 Itr 
COOK,J , CONVERSE, n J New York Power Authority (formerly Power Authority of tho 
State of Now York) 00/05/31 0pp 45817 103 45017 100 


S Reportable occurrences, LERs A rolatod correspondence 

0000210173 LER 00 004 00 on 000523, reactor safety/ relief valvo setpoint drift 
occurred, Causo unkown Vendor lost ropt w/compioto evaluation of drift & corrective 
action tnkon oxnoctod to bo completed by Aug 1900 W/000613 Itr 
CHILDS, W V , CONVERSE, RJ Now York Power Authority (formorly Powor Authority 
of tho Stato of New York). 00/06/13 4pp 45049-275-45B49 270 


DOCKET 60-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, medical, emergency & fire piotectlon piano 

8805270154 Forwards Safoty Insp Ropts 50 334/00 16 & 50 412/88 11 on 800401 
30 No violations notod 

WIGGINS, J T Region 1, Ofc of the Director 00/05/17. SIEBER.J D, Duquosne Light 
Co. 2pp 45700 209 45700 304 

-8005270161 Insp Ropts 50 334/BO 16 & 60-412/08-11 on 800401-30NO violations 
noted Major areas inspoctod liconsoo actions on previous insp findings, plant 
operation, physical security, radiological control8,plant housekeeping & fire protection 
TRIPP, LE Region 1, Ofc of tho Director 88/05/16 14pp. 45700 291-45700 304 

8006160412 Forwards Security InBp Ropts 50 334/00-14 & 50 412/08 09 on 800425* 
20, No violations notod 

BELLAMY.R fl Region 1, Ofc of tho Director 08/06/09 SIEBER.J D Duquesne Light 
Co 2pp 45042 001 46042 009 

“0800160417 Insp Ropts 50-334/88 14 & 50 412/00 09 on 800425-29 No violations 
notod Major areas inspected unresolved items, plan & Implementing 
procedures, organization, program audlt.records & ropts, testing & maint 
u\NCASTER p W K , SMITH.GC, KEIMIG^.n Region I, Ofc of the Director 08/06/ 
07 7pp 45042 003-45842 009 

BB06230Q95 Forwards Safety Insp Repts 50 334/08-20 & 60 412/00 12 on 000509* 
13 No violations noted 

DURR.J P Region 1. Ofc of the Director 88/06/14 SIEBER.J D Duquesne Ugh! Co 
2pp 45932 151-45932 159 

“0006230100 Insp Repts 60 334/80 20 & 50 412/00-12 on 800509*13 No violations 
noted Major areas Inspected actions on fire protection program activities 
ANDERSON.C Region 1, Ofc of tho Director 08/06/00, 7pp 45932153-45932.169. 


I, Financial Information 


6806220223 Forwards annual financial repts for 1007, 

SIEBER.J D Duquesne Light Co 80/06/07 Document Control Branch (Document 
Control De9k) Ip 45BBB 001-450BB 164 

“0800220230 "Pennsylvania Power Co 1987 Annual Rept " 

ROGERS.JT, COLE, AW Pennsylvania Powor Co 87/12/31 20pp 46080 002- 
45BB8 020 
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-8006220241 "Ohio Edtson Co 1987 AnnuaP Rapt " 

ROGERS ,J T Ohio Edison Co 87/12/31 44pp 45688 029 45888 072 

—8006220247 "Duquesna Light Co, 1987 Annual Rept " 

VON SCHACK.W W Dug u os no Ugh l Co 87/12/31 46p p 45688 073-45888 164 


J. Insurance A Indemnity Information 

08 052608 9 3 Forwards Endorsement 89 to NELIA Policy NF-226 & Endowment 77 to 
MAELU Poficy MF*87 

BARNETT, Jfc Conover & Associates, Inc 88/05/10 DIN3T2J Office of Nuclear Re- 
actor Regulation, Daroclor (Post 87041 1) 3pp 45675 107-45675 1 0D 


P. Operating license etage documents A correspondence 

0308130044 "Cycle 7 Startup Physics Test Rept," W/B80531 Itr 
BURGER, A R , NOONAN, T P , GRADA.KD Duquesne Ught Co 86/03/31 1 ipp 
45017 256-45817:266 

8606160041 Advises of ultl Intenl to meet 10CFR5545 requirements re simulators by 
provuhng plant ref simulator for both Units 1 & 2 

SIEBER.JD Duquesne Light Co 88/05/23 HANNON.JN Operator Licensing 
Branch Ip 45022 2&2 45522 2&2 

8006020325 Forwards corrected Rage 3/4 11*14 of Amend 121 to License DPR 66 
Issued on 600314 

TAW, PS Project Directorate 14 88/05/24 SIEBER.JD Duquesne Llghl Co 2pp 
45709 127-45709 129 

-8800030145 Corrected Amend 121 to License DPR 66, adding Page 3/4 11*14 re 
Table 4 1 1 2 

* NRC No Dolalled Affiliation Given 80/05/24 Ip 45709 129 45709 129 

8B06038228 Forwards Amend 126 to License DPR 66 0 safety evaluation Amend de 
fetes Section 36 4 3, "Hydrogen Purge Sy$” & associated surveillance requirements 
from Tech Specs 

TAM, PS Project Directorate J4 08/05/26 SIEBER.JD Duquesne Light Co 2pp 
45715138 45715 146 

“8B06030240 Amend 126 to License OPR 66, deleting Section 3 6 4 3, "Hydrogen Purgo 
Sya" & associated surveillance requirements horn Tech Specs 
STOL2.J F Project Directorate 1-4 86/05/26 5pp 45715 140 45715 144 

“8806030243 Safoty evaluation supporting Amend 126 to License DPR 66 
% Office ot Nuclear Reactor Regulation, Director (Pest B7041R 50/05/26 2pp 
45715 145-45715 146 

8806070295 Forwards safety evaluation re ulil proposed implementation of ATVY5 rule 
requirements Util proposal acceptable pending final resolution of Tech Spec 
issue NRC conclusion sub-j to successful completion of human factors engineering re 

Vf6V/S 

TAM.PS Project Directorate 14 68/05/31, SIEBER.JD Duquesne Light Co 2pp 
45745 103-45745113 

“8606070305 Safoty evaluation ro compliance w/ATWS rufe 10CFR50 62 UUI proposed 
design accept a bio subj to final rosolullon of Tech Spec Issue 

* Olfico of Nuclear Reactor Regulation, Director (Post 870411) 88/05/31 0pp 
45745 105 45745 113 

8806100055 Discusses monitoring of boric acid leakage onto carbon steel 
componentsjn responso to Generic Ltr 88-05, "Boric Acid Corrosion of Carbon 
SteeF " Present plant procedures include visually Inspecting RCS components 
SiEBER.JD Duquesne Llghl Co 68/05/31 Document Conlrol Branch (Document 
Control Desk) 3pp 45818066 45818 060 

0806289150 FOIA request for documents ro NRC Inquiry into- & Gupta B01 224 memo lo 
C McCullough aboul work done by Schneider Inc.Schneider Consulting Engineers or 
Schneider affilrato at facility & correspondence between NRC & Schneider Inc 
BRELIS.M Pittsburgh Press, Pittsburgh, PA 8G/06/03. Office of Administration & Re- 
sources Management, Director (Post 870413) Ip, 45954 333 45054 333 

8806130361 Notification of 800623 meeting w/util in Rockville, MD to discuss status of 
current active bean sing actions 

TAM.PS Project Directorate 1*4 88/06/08 STOLZ.JF. Project Directorate 14 3pp 
45795024 45795 026 

8806200055 Forwards application for emends lo Licenses DPR 66 & NPF-73, to Incor- 
porate changes to administrative controls section lo reflect nuclear group organization 
changes & delete organization charts per Generic Ur flB 06 Fee paid 
SIEBERJO Duquesno Llghl Co 88/06/1 L Document Control Branch (Document 
Control Desk) Ip. 45881 265 45B61 .293- 

-6806200059 Application for amends to Licenses npR 66 & NPF-73, changing admlnis 
Irative controls section- to reflect nuclear group organisation changes & delete organi- 
zation charts In accordance w/Genenc Ltr 88 -OB 
SfEBEfl.J 0 Duquesne Light Co 08/06/11 2pp 45061.266 45061 287. 

-8806200063 Proposed Tech Specs incorporating changes to adminlslratlve controls 
section to reflect nuclear group organization changes & deleting organization charts in 
accordance w/ Generic Ltr 08 06 

* Duquesna Llghl Co 88/06/1 1 26pp 45861 268-45861 293 

8606290163 Forwards Weatmghouso Owners Group Notification Ltr OG a 6-21, Idenl dy- 
ing mfdloop concerns, per Generic Hr 07*12, "Loss of RHR While RCS Partially Filled" 
& 600428 meeting agree menl 

NEWTON, R A Woslinghouse Operating Plants Owners Group 89/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 


Q. Inspection reports, IE Bulletins 4 correspondence 

8805260240 Responds to NRC B80414 Hr ro deviations noted In Insp Repl 50 334/8B- 
02 Correctivo actions review of plant procedures generation package & emergency op- 
erating procedures conducted to determine actions necessary 
SIEBER.JD Duquesne Light Co 86/05/13. Document Control Branch (Document 
Control Desk) 9pp 456D8 331-45686 339 


0605270101 Forwards Safety Insp Repts 50-334/80*13 & 50-412/00 06 on 800411* 
15 No violations noted 

BELLAMYS R Region 1, Ofc of the Director 00/05/17 SIEGER, J D Duquesna Light 
Co 2pp 45691 104-45691 115 

“8605270105 Insp Repts 50 334/80-13 & 50 412/88 00 on 080411-15 No violations 
noted Major areas inspected radiological measurements program using NRC i Mobil 
Radiological Measurement Lab & lab assistance by DOE 

KIRKWOOD.A, PASCIAK.WJ Region 1, Ofc of Iho Director 00/05/16 1 0pp 
45691 106 45691 115 

8805270154 Forwards Safely Insp Repts 50 334/00-16 & 50-412/88*11 on 0BO4O1 
30 No vlolalrons noted 

WIGGINS.JT Region f, Ofc of the Director 08/05/17 SIEBER.JD Duquesne Llghl 
Co 2pp 45/00 289 45/00 304 

“8605270161 Insp Repts 50-334/88 16 & 50 412/08 11 on 000401-30 No violations 
noted Major areas inspected licensee actions on previous insp findings, plant 
operation, physical security, radrologtcal conlrols.plant housekeeping A fire protection 
TRIPP, LE Region 1. Ofc of the Director 08/05/16 14pp 45700 291*46700 304 

6806030234 Forwards "Insorvice Insp Rept Beaver Valley Power Station Unit 1, Outage 
6," for 1967-1 988 Rapt concern ASME Class 1,2 & 3 components examined dunng 
sixth refueling outage at facility 

SIEBER.J D Duquesne Light Co aa/05/23 Document Conlrol Branch (Document 
Control Desk) Ip 45752 212-45752 266 

**6606030273 "Inservice Insp Ropt, Beaver Valley Power Slatton Unit 1, Oulago 6," for 
1987-1990 

* Duquesno Light Co 80/02/26 51pp 45752 213-45752 266 

8606010223 Ack receipt of B60513 Itr Informing NRC of stops taken lo correct violations 
noted In Insp Rept 50 334/88 02 

GALLO.R M Region 1, Ofc of Ihe Director 08/05/25 Duquesne Light Co Ip 
45733 005-45733 014 

6606010229 Forwards Safely Insp Repl 50-334/08 10 on 880222-26 No violations 
noted 

WIGGINS, J T Rogion 1, Ofc of Ihe Director 88/05/25 SIEBER.J D Duquesna Lfflhl 
Co 2pp 45720 001 45720 006 

“6606010230 Insp Rept 50 334/88 t0 on 600222 26 No violations or unresolved Items 
noted Major areas inspected licensee actions on previous insp findings, configure I Jon 
mol, inadequate core cooling sya installation & startup testing 
TRIPP.LE Region 1, Ofc of Iho Director 00/05/25 4pp 45720 003*45720006 

6605240026 NRC Info Nolice GO 033, "Recent Problems Involving Model Spec 2*T Ra 
diograptoc Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post B70413) 00/05/27, 
Consolidated Edison Co of New York, Inc 120pp 45603 158 45603 277 

0600070389 Responds to NRC 880420 llr ro violations noled In Insp Rept 50 334/86 
12 Corrective actions containment hi hi prossuro bistable surveillance procedure re 
vised to require rmafnt technicians leave bistablea in "as found" condition 
SIEBER.JD Duquesne Light Co 00/05/26 Document Conlrol Branch (Documenl 
Conlrol Dosk) 7 pp 45774 251 45774 257 

8B05 240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westlnghoufle W-2-Type 
Circuit Breaker Cell Switches " Svc fist end 

ROSSI, C E Division of Operational Events Assessmenl (Post 070411). 60/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683,030 45603 157 

6805240215 NRC Info Notice B0 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 06/05/31 
Consolidated Edison Co of New York, he 122pp 45790 180-45790 308 

0806100055 Discusses monitoring of boric acid leakage onto carbon filed 
componantsjn response to Generic Ltr 88 06, "Boric Acid Corrosion of Carbon 
Steel " Present plant procedures Include visually Inspecting RCS components 
SIEBER.J D Duquesne Light Co 68/05/31. Document Control Branch (Document 
Control Desk) 3pp 45818 060-45810-068. 

8806130260 Notification of 880609 meeting w/utils & Hafa (nil Jnc In Rockville, MD to 
discuss results of testing using Instrumented techniques on various sya & proposal lo 
apply Instrumented techniques on various sys at plants 

WAM3ACB.TV Project Directorate IN-1 TAM, PS Project Directorate 1-4 00/06/02 
MULLER, DR Project Directorate 111*1 STOLZ.J F. Project Directorate M 4pp, 
45794 352 45794.355 

6806270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45790 107 

8806O2OO47 NRC Info Notice 88 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Level Operation " Svc fist end 

ROSSI.CE Division of Operational Events Assessmenl (Post 870411), 88/06/00 
Consolidated Edison Co of New York, fnc 120pp 45965 162*45985 , 271 

880616C412 Forwards Security Insp Repls 60-334/88*14 A 50 412/08 09 on 860425 
29.No violations noted 

BELLAMYS R Region 1 t Ofc of the Director 00/06/09. SIEBER.J.D Duquesne Light 
Co, 2pp 45842 001 -45B42 009 

“9606160417 Insp Repts 50-334/88-14 & 60 412/08-09 on 080425-29 No violations 
noted Major areas inspected unresolved Items, plan & implementing 

procedures.crqanizatlon.program audit.records & repts, testing & maint 
LANCASTER, W K , SMITH.GC, KEIMIG.RR Region 1, Ofc of the Director 08/06/ 
07 7pp 45842 003 45842 009 

8606090301 Suppl 2 to NRC Bullefln 07-002, "Fastener Testing to Determine Conform 
ance W/Applicabla Matl Specs '* Svc Jfst end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co Of New York, Inc 120pp 45916 208 45916 327 
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6 06220071 Responds to NRC 800512 Itr re violations noted In fnsp Rept 60 334/08- 
08 Corrective actions (oose supports shimmed & lightened by main! & rest of sya in- 
spected for loose supports 

SIEBER.J P Duquesne Light Co 88/06/13 Document Control Branch (Document 
Con tro! Desk) 7pp A 59 1 1 351 -459 1 1 357 

806000025 NRC info Notice 80 037, “Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 86/08/14 
Consolidated Edison Co of New York, Inc 125pp 45046 001-45946 125 

006080211 NRC Bulletin 88-006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT.RF. Division of Safeguards & Transportation (Post 870413) 68/06/14 
Consolidated Edison Co of Now York, Inc lOOpp 45935 211-45035 310 

106230095 Forwards Safety Insp Repts 50 334/06 20 & 50-412/80-12 on 000509- 
13 No violations noted. 

DURR.J P. Region 1, Ofc of the Director 88/06/14 SIEBER.J D, Duquesne Light Co 
2pp 45932 151-45932 159 

9806230100 insp Repts 50 334/08 20 & 50 412/00-12 on 680509-13 No violations 
noted Major areas Inspected actions on fire protection program activities 
ANDERSON, C Region 1, Ofc of tho Director 88/06/06 7pp 45932 163-45932 159 

106090194 NRC Info Notice 00 036, "Failure of Undorvoltago Trip Attachment on QE 
Circuit Breakers " Svc Jlst end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/00/15 
Consolidated Edison Co of Now York, Inc 1 1 1 pp 45946 126-45948 236 

106150013 NRC Bulletin 80 007, "Power Oscillations In BWRs " Svc list end 
ROSSI, C E, Oivlslon of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115-45929 226 

06150166 Suppl 1 to NRC Bulletin 08 005, "Nonconforming Malls Supplied by Piping 
Supjplies.inc at Folsom, NJ & West Jersey Mfg Co at Willfamstown.NJ " Svc list oncl. 
ROSSI.C.E Division of Operational Events Assessment (Post B70411) 68/06/15 
Consolidated Edison Co of New York, Inc I20pp 45965 032-45965,151. 

06270149 first partial response (o FOIA request for documents Forwards Apps B & 
0 documents Documents available In PDRApp A documents also available In 
PDR Apps P through <3 documonla withhold (ref FOIA Exemption 5) Releasable por- 
tion end 

3RIMSLEY,D,H. Division of Rules & Records (070413-000514). 00/06/15 OOLEY.K. 
Public Citizen’s Critical Mass Energy Project 24pp 45998 208 45990 350 

806260076 Forwards proposed SALP ovatuation ropt for 851001-870315, Rept sum 
tiarizes observation & recommendations of individual Inspectors & prepared using 
luldcllnes of Regional Instruction 1 440,1/0 

,GDEWYL,A Region 1, Ofc of the Director 67/03/26, TRIPP, L Region 1, Ofc of tho 
Dl/oclor. 9pp 45999 043 45909 051 

36200051 NRC Info Notice 00 042, "Circuit Broakor Failures Due to Loose Charging 
Spring Motor Mounting Bolts." Svc list oncl 

30SSI.C E. Division of Operational Evonts Assessment (Post 670411) 08/06/23, 
yonsolldatod Edison Co of New York, Inc I08pp 45077’207-45978 033. 

J62OO3O0 NRC Info Notice 80 043, "Solenoid Valve Problems.” Svc (1st end 
lOSSI'C E Division of Operational Events Assessment (Post 870411). 88/06/23. 
Jonsolldated Edison Co of Now York, Inc 123pp 45977.164-45977,286 


Periodic operating reports & related correspondence 

16030205 NPDES discharge monitoring rept for Apr 1980 W/88Q527 |tr. 
1RUGA.R.J Duquesne Light Co 00/04/30 21pp 45746 328-45746 348 


Reportable occurrences, LERs A related correspondence 

(6100176 LER 88 003 01 on 80O225,start signal for motor driven auxiliary foodwater 
ump generated Causod by procedure deficiency In surveillance toat.Procodure ra- 
ised & pressure switch Involved rotestod.W/080518 Ur. 
tOONAN.T.P. Duquesne Light Co. 08/05/10 6pp. 46772.072-45772.076 

'6100069 LER 88 005*01 on 80O4Q5,dlscovered that three flro protection valves that 
icoived Train B containment Isolation phase A signal to dose not Included In trip 
>st Caused by personnel error Procedures revised, W/80051 9 Ur. 

OONAN.T.P. Duquesne Light Co 88/06/19. 6pp 45772-301-45772:305, 

6260212 LER 88 006-00,on 80051 ^Inadvertent actuation of slave relay K643B oc- 
Jfred causing ESF actuation of containment depressurization sya. Caused by ground 
Produced Into solid state protection sys. Wiring change evaluated W/800620 Itr. 
OONAN.TP, Duquesne Light Co. 88/06/20. 5pp 45948:313-45940*317. 
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ecurlty, medical, emergency & ffro protection plane 

0070036 Forwards Insp Repts 50 335/80-06 & 50-309/80-06 on 000305- 0409.Vlo- 
tlons no ted .Violations under considerations for enforcement action Violations will be 
scussed during enforcement conference scheduled for 880626. 

RACE.J.N Region 2, Ofc of the Director 08/05/18 CONWAY.W F. Florida Power & 
ght Co. 2pp 45764:291-45704.302 

00070037 Insp Repts 60-335/80-06 A 50-389/88-00 on 880305-0409 Violation 
>ted Major areas Inspectad.onslte activities in areas of Tech Spec 
i mpl (a nee .operator performance, overall plant operations, QA practices & site security 
ocedures, 

PB.H.E,, CRLENJAK.H.V Region 2, Ole of the Director 88/05/06 10pp. 
1 7 04 *293-4 5784 . 302 

1070231 Forwards final FEMA rept on 870026 emergency exercise Two areas re- 
ilring correcllve actions noted In Section IV of rept, FEMA also Identified 14 areas 
commanded for Improvement NRC urged to assist w/ resol vino weaknesses 
DLLINS.DM Region 2, Ofo of the Director. 80/05/18 CONVVAY.W.F Florida Power 
Light Co. 2pp 45776*293 45776.338. 


8600130365 Forwards meeting agenda.summary of meeting agreements & viewgraphs 
re 080218 meeting w/NRC in RockvlIle.MD re status of physical security Improve- 
ments at plant W/o agenda. Ends 2 & 3 withheld (ref 10CFR2 790) 

CONWAY.W F Florida Power & Light Co 80/00/03 Document Control Branch (Docu- 
ment Control Desk) 2pp 45023,001-45023.002 

8006220240 Forwards Insp Repts 50 335/08-12 & 50-389/08-12 on 880516-20.No vio- 
lations or deviations noted 

CLINE, W E Region 2, Ofc of the Director 08/00/10 CONWAY.W F. Florida Power & 
Light Co 2pp 45937 053 45937 055 

-6006220245 Partially withhold Insp Repts 50 335/80-12 & 50-309/08-12 on 880516-20 
(ref 10CFR2.790 & 73.21) No violations or deviations noted.Major areas 
Inspected-security program audit .security sys power supply A communications 
MASNYK.OM, MCGUIRE, D R. Region 2, Ofc of tho Director 08/06/09. Ip 
45937 055 46037 055 

8806280111 Forwards replacement Pago 5*4 to Rev 13 to physical secunty 
plan, correcting typo In description for Item 20 Replacement page withheld (ref 
10CFR73 21 4 2.790(a)(3)) 

CONWAY.W F Florida Power & Light Co 80/06/23 Document Control Branch (Docu- 
ment Control Desk). Ip 45962.254 45962 254 

8806200134 Forwards Rev 15 to physical security planChango revised canal barrier in- 
tegrity Insp Interval based on NRC 080427 Itr Rev withhold (ref 10CFR2 790) 
CONWAY.W F Florida Power & Light Co 80/00/23, Document Control Branch (Docu 
ment Control Desk) 2pp 45962 259 46982 260 


G. Adjudicatory correspondence 


8806300264 Requests Inclusion of subj Itr 09 part of hoaring proceedings on 
880329 Termination date for long-term storage of hazardous nuclear wastes on nude 
ar power plant sites requested Served on 880623 

FILONOWICZ.J.C. Treasure Coast Environmental Coalition #288 6579. 88/04/01 
COTTER, B.P. Atomic Safety and Licensing Board Panel 2pp 45964*240 45964 241. 

8806080070 Motion of NRC Staff for extension of time equal to time extended to petl 
Honor.* Extension until 8B0607 to respond to licensee appeal requested, per 
10CFR2.714a.Llcensoe & petitioner do not oppose request W/Certilicate of Svc 
VOGLEn.B H Assistant General Counsel for Hearings #208 6432. 0O/O5/23 Atomic 
Safety and Licensing Appeal Panel 2pp, 45739 239-45739 24Q 

8806080064 Order * NRC 880523 motion for extension of time until 8B0607 to fifa brio! 
denied based on lack of justification Served on 800524. 

SHOEMAKER, CJ. Atomic Safety and Licensing Appeal Pane! #288 0434. 08/05/24. 
2pp 45740.090-45740.091 

8806140119 Response of NRC Staff to licensee appeal from ASLB memorandum & 
order granting pellllon to I ntorvone, request for hoaring A contentions * Util 800509 
eppoal from ASLB 000420 order should be denied W/Certiflcato of Svc. 

VOGLER.B.H Assistant Gonoral Counsel for Hearings. #288 6481 OB/05/24 Atomic 
Safety and Licensing Appeal Panel. 19pp 45791 *327 45791 345 

8006080055 Order.* Grants C Rich 880520 motion for extension of time until 880607 to 
No brief in opposition to licensee appeal from ASLB 080420 memorandum A 
order.Sorved on 880525 

SHOEMAKER, C.J. Atomic Safety and Licensing Appeal Panel #280 6429 80/05/26 
Rich, C. Ip 46740.219-45740.219 

8806080090 Memorandum & order (dismissing Contention 5).* Contention dismissed 
due to lack of response of Intonllon to pursue Contention 5 Served on 080601. 
COTTER, B P , BRIGHT.G.O., COLE,R.F Atomic Safety and Licensing Board Panel. 
#288 6417 88/05/31 2 pp, 45739 052-45739.053 

8806140039 Licensee first sot of Interrogatories to Intervenor,* Each Interrogatory 
should bo answered within 14 days after svc.W/ Certificate of Svc.Related corre- 
spondence. 

BAUSER.M A Florida Power A Light Co. BAUSER.M A. Newman & Holt 2 lnger, #280 
6405. 80/06/02, RICH.C, Rich, C. 1 1 pp 45792.150-45792 160 

8806140276 Forwards licensee mollon for oral argument for filing Certlflcalo of Svc 
end 

BAUSER.M. A. Florida Power & Light Co. BAUSER.M A Newman A HolUInger #288 
6467. 00/06/07. MOORE.T.S., ROSENTHAL, A.S., WILBER, H A Atomic Safety and Li- 
censing Appeal Panel. 3pp 45702*238 45792*242. 

-8806 140283 Licensee motion for oral argument * Requests oral argument be granted 
In support of util 880509 notice of appeal of ASLB 080420 memorandum A order 

g ranting request for hearing A petition for leave to Intervene. 

AUSER.M.A. Florida Power A Light Co. BAUSER.M A Newman A Holtzinger. 08/06/ 
07, Atomic Safety and Licensing Appeal Panel, 2pp 45792*241-45792.242 

6806140243 Advises that reracklng at plant completedjncluding removal of const crane 
& Interunit spent fuel transfer amend expired, per end util Itr & util 880509 appeal of 
ASLB 800420 memorandum & order W/Certlficate of Svc 

BAUSER.MA Florida Power & Light Co BAUSER.M A. Newman A Holtzinger, #288 
6503 80/06/08. MOORE.T.S., ROSENTHAL, A.S., WILBER, H A Atomic Safety and LI 
censing Appeal Panel. 9pp 45792 031 -45792*039. 

8806140256 Forwards util Itr Informing NRC that reracklng completed, including removal 
of const crane & that provision to transfer spent fuel from Unit 1 to Unit 2 explred.per 
880517 Hr notifying ot Issuance ot Amend 30 W/Cortlfrcate oi Svc 
BAUSER.M A. Florida Power & Light Co. BAUSER.M. A Newman A Hollzinger. #288 
6504 88/06/08. COTTER.B.P., COLE.R F , BRIGHT.G.O, Atomic Safely and Licens- 
ing Board Panel. 6pp 45792.040-45792.045 

8806170044 Forwards util opposition to intervenor motion for amend of hearing eched 
ule. 

BAUSER.M A Florida Power A Light Co, BAUSER.M A. Newman A Hollzinger. #288 
6521. 88/06/10, COTTER.B.P., COLE.fl F , BRIGHT.G.O, Atomic Safety and Licens- 
ing Board Panel ip 45820 009 45820 015 
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“66&6170C50 licensee oppos.lon to wrtervenor motion lo r amend cl hearing schedule * 
Intervener request to modify hearing schedule by extending each deadline by 90 days 
unwarranted & should be denied W/Cettrfi cate gI Svc 

0 MJSER, M A Florida Power A Light Co BAUSEfl.M A Newman & HolUinger 86/06/ 
10 Atomic Safety and licensing Board Panel 6pp 45820 010 45820 015 

6906170036 Decision 1 Decision A LAB 893 affirming granting of C Rich intervention pe 
Ltron bdsed on applicant not showing all seven contentions not erroneously 
admitted Served on 860614 

SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #288 6520 88/06/13 
flpp 45820001 45820009 

8806300274 Subrr.us procedural history of case Ft'onowicz concern re rising ocean 
levels not C Rich admitted content on Filonowicz ftr to be hied In docket for proceed 
in q w/olher limited appearance stalements Served on 850623 
COTTER B P Atomic Safety and Licensing Board Panel #208 6580 08/06/15 
CHILE 8,1 Senate 2pp 46964 234 45964 239 

-8806300270 Forwards L Chiles 880509 Itr to CA Franklin transmitting constituent JC 
Fifcnowicz 000 to 1 correspondence re facility* for response 

ISAACS TH Energy, Dept of 08/06/14 COTTER.B P Atomic Safety and Licensing 
Board Panel 2pp 45964 236-45984 239 

8606300105 Response of NRC Staff to motion of petilioner for time extension * NRC 
not opposed to reasonable lime grant of 30 days for all deadlines Extension helpful to 
pcWiOntir ,r> ptepanng discovery request Certificate of Svc encl 
vOGLER.B H Assistant General Counsel for Hearings #28B 6578 88/06/17 Atomic 
Safety and Licensing Board Panel 4pp 45959 156 45959 159 


-0806240162 Amend 95 to License DPR 67.authori2ing installation of addl containment 
isolation valves fn stalron air sys & changing valve tag numbers associated w/station 
au supply header through containment 

BERKOW.HN Project Directorate 112 08/06/13 Dpp 45027 240-45927 240 

*-8606240166 Safety evaluation supporting Amoral 95 to Uconso DPR 67 

• Office of Nuclear Reactor Rogulalion, Director {Post 670411) 08/06/13 3nn 

45927 249 45027 251 H 

0006290207 Forwards Amend 96 to License DpR-07 & safety evaluation Amend re 
vises valve tag numbers, penetration numbers & valve typos in util Tech Spec Table 
3 6-1, "Containment Leakage Path 1 ' A Table 3 6 2, “Containment Isolation Valves" 
TQURIGNY.EG Project Directorate II 2 80/0C/1C CONWAY, W F Honda Power & 
light Co 2pp 45956191 4595C 196 

-8006290209 Amend 06 to License DPR 67,rovistng valvo tag numbora, penetration 
numbers & valvo types In util Toch Spec Table 3 6 1, "Containment Leakage Palh" & 
Table 3 6-2, "Containment Isolation valves ” 

8ERKOW.HD Project Directorate 1) 2 00/05/10 Dpp 4595b 193 45956 191 

“8806290213 Safety evaluation supporting Amend 96 to license DPR 67 

* Project Directorate II 2 00/06/16 5pp 45966 192 45956 196 

8606290103 Forwards Westinghouse Owners Group Notification Ltr OG 08 21, identify 
mg midioop concerns.per Generic Ur 87-12, "loss ot RMR White RCS Partially Filled 
& 880428 meeting agreement 

NEWTON.RA Woslmghouse Oporaling plants Owners Group 08/06/20 
HODGES.W Reactor Systems Branch 7pp 45973 330-45973 344 


8806300036 Order {final schedule) * Denies in part & grants m part Intarvenor C Rich 
motion to amend hearing schedule issued on 800520 by extending each deadline by 
90 days Ail deadlines extended by 45 days Served on 000622 
COTTER, B p, flfllGHT.GO, COLE.fl F Atomic Safety and Licensing Board Panel 
#209 6576 00/06/21 3pp 45959 309 45959 311 

8806300063 Confirms 000621 telcon re Contention 2 concerning poslulaled cask drop 
accidents involving temporary crane used for rerackmg & filing answers to Interrogator 
nes $ervod,up to * 080705 Certificate of Svc end 

BAUSER.W A Newman & Holtonger #200 6577 09/06/21 RfCH.C Rich, C 3pp 
45959 306 45959 30B ‘ 


P. Operating ficense stage documents & correspondence 

B8060300B1 Forwards request tor addl info re 10CFR50 62.ATWS rule Response re- 
quested within 45 days of ftr data 

TOURfGNY.EG Protect Directorate II 2 80/05/10 CONWAY, WF Florida Power & 
Light Co lOpp 45725 132 45726 141 

8906920175 Notification of 080602 meeting w/utrl in Rockville, MD to discuss seismic 
qualification of equipment (Generic Ltr 87-02) 

EDISON.G E , TOURIGNY.EG Project Directorate 11-2 88/05/24 BERKOWHN 
Project Directorate II 2 4pp 45704 355 45704 358 

0896020132 Advises that 800516 response to Generic Ur 88 03, "Steam Bindmq of 
Auxi iary Feedwater Pumps satisfactory & no further action necessary 

Sw cS N 2 pp «Mw0M7b"* 66/05/35 C0NWAmF F,0 " dfl P ™°< & 

“fSl 0 ?,! 30 Res P° nd ® 10 Generic Ltr 08 05 re boric aerd corrosion of carbon steel re- 
nr'c r if/ OSSur0 k lolJf lf ar ^ c ^P° nents Principle locations where leakage coufd degrade 
?£?.i?/A5 5 m e I - b 2 undarY rt wl!J 1,6 ,dfint,fl0d & included in new procedure 9 

CONWAY, WF Florida Power & Lighl Co 80/05/31 Document Control Branch fDocu 
ment Control Desk) 4pp 45821 001 45821 004 { 

8806210260 Forwards Amend 94 to License DPR 6? & safety evaluation Amend 

hanC 

45859^6 5S: 112 69/06/06 C0NWAY ' WF Power * 


Q. Inspection reports, IE Bulletins & correspondence 


0806070036 Forwards Insp Repts 50 335/08 OG & 50 309/88 06 on 800305 0409 ViO 
tations noted Violations under considerations for enforcement action Violations will be 
discussed during enforcement conference scheduled for 880526 
GRACES N Region 2, Of c of tho Director 08/05/10 CONWAY, W F Florida Power & 
Light Co 2pp 45764-291 45764 302 

“8806070037 insp Repta SO 335/85 06 & 50 399/06 06 on 090305-0409 Violation 
noted Major areas inspected onsito activities in areas of Tech Spec 

compliance.operator performance, overali plant opernlions.OA practices & site security 
procedures 

BIBELHE, CRLENJAK,R V Region 2, Ofc of the Director 09/05/06 10pp 
45764 293-45/64 302 


B0O524OO28 NRC Jnfo Notice 09 033, "Recent Problems Involving Model Spec 2-T fla 
diographic Exposure Device " Svc fist encf 

BURNETT.R F Division o) Safeguards & Transportation (Post 070413) 09/05/27 
Consolidated Edison Co ot New York, Inc 120pp 45693 159 45903 277 

B606070404 Forwards Insp Repts 50-335/09 00 & 50 389/99 09 on 090502 05 No vio 
lalions or deviations noted 

HERDT.A R Region 2, Ofc of the Diroctor 00/05/27 CONWAY, W F Florida Power 6 
Light Co 2pp 45776 240 45776 251 


“0806070407 Insp Repts 50 335/08 09 &, 50 389/98 09 on C00502 05 No violations or 
deviations noted Major areas Inspected mmnt program Implomentation,ln9orvice 
ac ^ on on P re vious enforcomoni matters & Inspector fnllowup Items 
45776^2^^5^7 ^ Nogion 2 Ole of the Director 90/05/24 fOpp 


8800240090 Suppl 1 to NRC info Notice 97 061, "Failure of Wo sting ho use W 2-Type 
Circuit Breaker Cell Switches 11 Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 07041 1) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45G93O30 45683 157 

NRC info Nolice 89 034, "Nuclear Mall Control 8 Accountability of Nonfuel 
SNM at Power Roactors " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 970411) 9B/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 199 45790 309, 


“8006210272 Amend 94 to License DPR 67 .changing requirements of boric acid 

ManpotS(^n^ n ^','^ l ? e C d OnC0m ' al,On ' 0we,e< '' walef vo1 lnc,easfld * 
BERKOW.HN Project Directorate II 2 B8/06/06 18pp 45859 010 45059 036 

“ 8 * 80 n?i> 278 t S Kf 6 ? €va ' uatK)n supporting Amend 94 to License DPR 67 
45859 037°45859 044 f D,f0ClOr 0*W* 870411) 0B/O6/O6 8pp 

88 |°^ln?A 9 nPD c r ^ ms WR , C ih * { backing of spent fuel poo! authorized by Amond si to 

£5®°“ acJl!0S ,nsid0 s ^» ft «Kp o 

Comro. Branch (Doco. 

sSw-C R 1 ' 76Ai "**“»' qa & «p 


8005270306 NRC fnfo Notice 88 035, "Inadequate Licensoe Performed Vendor Audita" 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 107 

8B06Q20047 NRC Info Nolice 88 036, "Possible Sudden L099 of RCS Inventory During 
low Coolant Level Operation " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Po9t 8704 11) 89/06/08 
consolidated Edison Co of New York, Inc 12opp 45965 152-45965 271 

8B06090301 Suppf 2 to NRC Bulletin 87*002, "Fastoner Testing to Determine Conform 
W/Applicabta Mat! Specs " Svc list end 

rvr?3£j , D ‘ v ' 9i0 " of Operational Events Assessment (Post 870411) 09/06/10 
consolidated Edison Co of Now York, Inc 120pp 45916 209 45916 327 

8006220240 Forwards Insp Repls 50 335/89 12 & 50-309/08-12 on 080516 20 No vio 
tations or devlaiions noted 


r/vwiuAvTJ cr, pf « dl cn 3 n 9vs r muons or ueviauons noted 

SSnlConWUteStTW "SAilR&gw” U^( Co 45037 OS^ 0 "' 0 ' 00/06/ " , C0NWAY ’ WF Ro,lda POm ' 


•*8Si5? 3 2, 3 Rov J? '?• ,<T °P Jc ai OA Ropt " 

Florida Power & Lghl Co 06/05/10 I95pp 45863012 45063 152 

,0 h NRC <*»• 

changed Iroai 880610 tq 0624 f han 8“>i Sobmiltal dale 

CONWAY, W.F Floh® Pwe^^U 0 TS te^n ( JPKi , ^ an9fl , 0, ™ 

Operaiions !p 45064 010 45804 OtO ou/0b/oa> 0fc of lhe Executive Director for 

4 s°ej” s ^^r s 0 f^rco a ii L j c „r,ro,aTo R „ “as r' ua!ion *»«- «• 

Light Co 2pp 45927 230-45927 261 ^ CONWAY^ F Florida Power & 


“SSOM^O^PaMy withheld fnsp Repts 50 335/80-12 & 50-389/88 12 on 880516 20 
Inspected s 


t < a/'poo ■> n 7 lf,a F nepis ou J35 

Irttnin/iSSi 73 violations or deviations noted Major areas 


M n 0 u Uri i n^r- s Uf 1 ^ P°' VGr supply & communications 

m 9,on 2> 0fc of ^ h0 D,roclor 80/06/09 1p 

8 Counts "SwtunS 0 ° 8 ° 37 ' " F '° W Sl0ck " 98 °' C °°" nfl Wa,er ,0 Sa,8,V SyS 

cSiriatrt D Frtfi^ rl Op®' 811 ®™ 1 , Evonte Assossmonl (Post 870411) 80/06/14 
M>n Boll dated Edison Co of New York, Inc I25pp 45946 001-45946 126 

8 ^SoGC^ 2 TVnHr£iYanh e ^c 80 006 ‘ "^ c,fons Taken for Transportation of Model 

BfjRNPTTn d ^r?, ph i IC Device " Svc list end 

ConsoSe R /FH?nn rn 0 K ? afe S U0 f d ^ & Transportation (Post 87Q413) 00/06/14 
consolidated Edison Co of New York, Inc lOBpp 45935 211 45935 31 B 
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0006090194 NRC Info Notice GO 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers 11 Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45046 126-45946 23G 

8006150013 NRC Bulletin GB-007, “Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115-45929 220 

8806160186 Suppl 1 to NRC Bullotln 08 005, “Nonconforming Matls Supplied by Piping 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ M Svc list oncl 
flOsSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 1 51 

6606270276 Submits full response schedule to request for add! Info re 070902 submittal 
concerning second 10 yr Inservlce Insp program Response to all questions will be pro 
vfdod by 680831. 

CON WAV', W F Florida Power & Light Co 88/06/20 Oocumont Control Branch (Docu 
men! Conlrol Desk) Ip, 46936 285 4593G 285 

8906200051 NRC Info Notice 88 042, “Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSS I* C E Division of Operational Events Absossmont (Post 870411) 08/08/23 
Consolidated Edison Co of New York, Inc 108pp 45977.287-45978 033 

0006200306 NRC Info Notice 88 043, "Solenoid Valve Problems “ Svc list oncl 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 80/08/23 
Consolidated Edison Co of New York, tnc 123pp 45977 164-45977 206 


R. Periodic operating reports & related correspondence 

8806220050 Monthly operating repts for May 1908 for Turkey Point Units 3 & 4 & St 
Lucie Units 1 & 2 W/880615 Hr, 

GRANT, NW„ CONWAY, WF Florida Power & Light Co 80/05/31 17pp 45013 294 
45913.310 


V, Operator Examinations 

0008030069 Advisoa that util has shipped 1000 Initial Uconse & senior reactor operator 
upgrade exam ref malt to listed oxamlnors & addresses Requests that users return rof 
mall to facility training staff after exam 

CONWAY, W.F Florida Power & Light Co 00/05/10 MUNRO.J Region 2, Ofc of the 
Qiraator* 3tpp, 45734 1 053 45734 Q83 


POCKET 60-339 MILLSTONE NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & flro protection plans 

99052 S0092 Advises that Rev 3 & 4 to emergency plan Implemented on 080412 & 
26.ro speclivaly Rev 3 reflects changes to omorgency action level tables Rov A reflects 
changes to site emergency plan.includlrm deletion of primary accoas point 
MROCZKA.EJ Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MROCZKA.EJ Northeast Utilities 00/05/12, Oocumont Control Branch (Document 
Centro! Desk). 2pp. 45686 264 45686 265 

)C06070349 Forwards Amends 17,129,& 19 to Licenses DPR-21, DPR 65 & NPF-49, ro 
apoclivety & safety evaluation Amends modify Paragraphs 2C.(4) of Uconsos DPR 21 
& DPR 65 & Paragraph 2 E of License NPF 49 to roqulro compliance w/socunty plan 
STOLZJ f. Projoct Directorate 1-4 88/05/26 MROCZKA, Northeast Nuclear Enorgy 
Co (subs of Northeast Utilities) 2pp 45744 160 45744 181 

*6609070361 Amends 17,129 & 19 to Llconses DPR-21.DPR-65 & NPF-49, 
respectlvoly.modlfying Paragraph 2C(4) of Llconsos DPR-21 & DPR 65 & Paragraph 
2 E of License NPF 49 to require compliance w/rovl9od plant security plan 
STOLZJ.F. Projoct Directorate 1*4 08/05/26 9pp 45744 170 45744 170 

*0806070356 Safety evaluation supporting Amends 17,129 & 19 to Licenses DPR- 
21 .DPR-65 & NPF-ID.respoctlvefy 

* NRC - No Detailed Affiliation Given 08/05/26 3pp 45744 170-45744 101 

806030008 Forwards Rev 5 to physical security plan & Rov 7 to suitability, training & 
qualification plan Revs withheld (rof 10CFR2 790) 

MROCZKA.E J, Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MROCZKA, E J Northeast Utilities 80/05/27 Document Control Branch (Document 
Conlrol Desk), 2pp 45763 169-45763.170 

806080001 Forwards Insp Rept 60*336/00 07 on 800322 0502 & notices of violation & 
da viallon.Clrcu ms lances indicate deficiencies in content &/or mgt of util programs to 
elicit & address employee concorns & to address NRC findings 
BETTENHAUSEN.L Region 1, Ofc of the Director 00/05/27 MROCZKA.EJ North- 
east Nuclear Energy Co. (subs, of Northeast Utilities) 2pp 45704 032 45784 064 

0006060006 Insp Rept 60-336/00 07 on 000322-0502 Vlolellon & deviation 
noted Major areas Inspected plant oporalion.survolllanco, maint.radlation 
roteetton, physical socunty.outago activities, motor operated valve testing & afloga- 
ons 

MCCABE.E.C, Region 1, Of o of (he Director 00/05/26 20pp 45784 036*45704.064 

906150422 Forwards Safeguards Insp Ropts 50 245/00 00,50-336/00*11 & 50-423/ 
00-09 on 890502*03 No violations noted 

BELLAMY.RR Region 1, Ofc of the Director 00/06/07 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 45034 226 4 6034 229 

B 0081 50423 Physical Security Insp Ropts 50 245/80 00,50 336/08-11 & 50 423/86 09 
on 860502-03 No violations noted Major areas inspected licensee initial Imp Ionian lo- 
tion of strike plans & compliance w/N RC-approved security & contingency plans 
MARTIN.W.G. Region 1, Ofc of the Director 00/06/01 2pp 45834 228 45034 229. 

108160122 Rev 1 to EPIP 4616, “Emergency Preparedness Faculties & Emergency 
Equipment," Rev 1 to EPIP 4616 1, "ERF 5 Quarters Emergency Preparedness Mom 
tonng Plan 0 & Rev 1 to EPIP 4016*2, “ERF Quarterly Emergency “ W/080607 Itr, 
MROCZKA.E J Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MR0C2KA,E J Northeast Utilities 88/06/07 Document Control Branch (Document 
Control Desk). 60pp. 45821.269 45821 '328 


8006210101 Rev 0 to Emergency Plan implementing Procedure EPIP 4508, "Sys Sabo 
lane " W/0Q0614 Itr & list of other procedures 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.EJ Northeast Utilities 86/06/ 14 22pp 45845 208-45045 229 


H. General correspondence 


8806090261 Ack receipt of 800506 Itr re HJ Lloyd concerns about odor from plant Lloyd 
has been advised that radiation releases from nuclear power plants do not cause 
smolls & review did not Identify source of odor 

STELLO.V Ofc of tho Executive Director for Operations, 08/06/01 DODD.CJ 
senate 2pp 45784 254-45784 262 

-8806090265 F-orwards HJ Lloyd 000418 Itr ro strong odor from plant on 0B0417Re 
sponse to H ) Lloyd concern requested 

DODD.CJ Senate 08/05/06 BRADBURNE.JC Congressional Affairs 2pp 
45704 261-45704 262 


K Utility Final Safety Analysis Report (FSAR) A amends 


0000130253 Rev 6 to updated FSAR for Millstone Unit 2 W/000603 Itr 
MROCZKA.EJ Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MROCZKA.EJ Northeast Ulilllios 80/06/03, 600pp 45009:001-45011 004 


P. Operating license stage documents & correspondence 


0BQ526Q135 Forwards updated schedule for correction of human engineering discrepan- 
cies (HEDs) First phase onchancemonls & corrections of program to correct HEDs 
completed All rovs to operations procedures will bo completed by end of 1980 
MROCZKA.E.J Northeast Nucloar Energy Co (sub9 of Northeast Utilities) 

MROCZKA.EJ Northeast Utilities 88/05/ IB Document Control Branch (Document 
Control Dosk), 7pp 45675 220 45075 226 

0605270041 Forwards proposed Rov 11 to “Northeast Utils QA Program (NUQAP) Topi 
cnl Repl " Fee paid 

MROCZKA, E J Northoasl Utilities Sorvico Co (subs of Northeast Utilities). 

MROCZKA.EJ Northoast Utilities 88/05/10 Document Control Branch (Document 
Control Desk) 5pp 45600 060 45690 205 

--QBQ5270043 Rav 1 1 to “Northoasl Utils QA Program (NUQAP) Topical Rept " 

* Northeast Utllitloa Service Co (subs of Northeast Utilities) 8B/O5/10 I50pp 
45690 074-45600 205 


0QO531OO65 Submits Info confirming Implementation of monitoring & corrective proce- 
dures identified to rosolvo Gonoric Ltr 08 03, “Steam Binding of Auxiliary Foedwalor 
Pumps " 

MROCZKA.E J Connecticut Yankeo Atomic Power Co MROCZKA.EJ Northoasl Nu 
clear Enorgy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 80/ 
05/23 Documont Control Branch (Documont Control Dosk) 3pp. 45094 294 
45694 296 


0006030009 Advises that payment for Invoices of costs incurred in review of 10CFR50 
submittals & 10CFR55 bvc9 will be wiro-translorrod on 800603 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu- 
cfcmr Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 80/ 
05/23 Document Conlrol Branch (Document Conlrol Desk) 2pp 45716171- 
45716 172 


0006030204 Application for amends to Licenses DPR 61,OPB*21,DPR 67 & NPF-49, re- 
vislng Tech Specs re administrative controls Changos eliminate conflicting submittal 
directions for correspondence w/NRC Fee paid 

MROCZKA.E J, Connecticut Yankeo Atomic Power Co MROCZKA.E J Northeast Nu 
clear Enorgy Co, (subs of Northeast Utilities). MROCZKA.E J Northeast Utilities 86/ 
05/25 Documont Control Branch (Documont Conlrol Dosk) 3pp 45750 338- 
45759.355 


-8006030211 Proposed Tech Specs ro administrative controls reporting requirements 

* Connecticut Yankoe Atomic Power Co 00/06/25 16pp 45750 341-45759-355, 

8006070349 Forwards Amends 17.129.& 19 to Llconsos DPR-21, DPR-65 4 NPF-49, ro- 
speclively 4 safety evaluation Amends modify Paragraphs 2 C (4) of Licenses DPR-21 
& DPR 65 & Paragraph 2 E of License NPF-49 to require compliance w/socurily plan 
STOLZ.J F Project Directorate 1-4 80/05/26 MROCZKA, Northoast Nucfear Energy 
Co (subs of Northeast Utilities) 2pp 45744.168 45744 181 

-8806070361 Amends 17,129 & 19 to Llconsos DPR-21, DPR 65 & NPF-49, 
rospoctivGly.modifying Paragraph 2 C (4) of Licenses DPR-21 & DPR-65 & Paragraph 
2 E of License NPF 49 to require compliance w/revised plant security plan 
STOLZJF Project Directorate 1-4 08/05/26 9pp, 46744*170 45744 178 

-0806070366 Safety evaluation supporting Amends 17,129 & 19 to Licenses DPR- 
21 ,DPR 65 & NPF-1 9, respectively 

* NRC - No Detailed Affiliation Given 86/05/26 3pp 45744 179-45744 101 

8006140233 Rosponds to Generic Ltr 88 05, “Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components In PWR Plants “ Source of RCS leakage deter- 
mined by Insp to be at reactor vessel head O-RIng 

MROCZKA.EJ Northoast Nuclear Energy Co (subs of Northeast Ulilitles) 
MROCZKA.E J Connecticut Yankoe Atomic Power Co MROCZKA.E J Northeast Util- 
Itlos 80/05/27 Document Conlrol Branch (Document Control Desk) 6pp 45023 013- 
45023 018 


8806140261 Requosls review & concurrence on design mods proposed to address ro 
quiroments of ATWS rule, 10CFR50 62(d), by 080729 Implementation of mods will bo 
roshedulod If NRC concurrence not obiained by 000729 

MROCZKA.E.J Northeast Nuclear Energy Co (subs of Northoasl Utilities) 
MROCZKA.E J Northeast Utilities 08/05/27 Documont Conlrol Branch (Document 
Control Desk) 2pp 45827 058 45027 059 
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8006140348 Provides info ro schedule for Cyclo 10 reload 4 related safety analysis 
submittals NRC notification requested by 800630 of any significant obstacle in ob 
toininn issuance q{ license amend by 800630 

MROCZKA.E J Northeast. Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.EJ Northeast Utilities 80/06/03 Ooctirnenl Control Branch (Document 
Control Desk) 9pp 45040 032-45840 040 

8606210300 Confirms that NRC will bo appropriately notified ol any changes to plant as 
required by 10CFR50 59, per 060331 Itr 

MROCZKA.E J Nod h oast Nuclear Energy Co (subs of Northeast Utilities) 

MROCZKA.E J Northeast Utilities 80/06/13 Document Control Branch (Document 
Control Dosk) Ip 45845 275 45846 275 

8806210041 Application lor amend to License DPR 65, revising Tech Specs dross! fuel 
oil surveillance requirement Proposed change would change yr ol ASTM sld usod for 
acceptance of emergency diesol generator fuel oil Feo paid 

MROCZKA.E J No/1 h east Utilities. MROCZKA.EJ Northeast Nuclear Energy Co 
(subs of Northeast Utilities) 08/06/14 Document Control Branch (Document Control 
Desk) 3pp 45902066 4 5W2 070 

-0806210049 Proposed Tech Spues re dresol fuol oil surveillance requirements 
’ Northeast Nuclear Enorgy Co (subs of Northeast Utihlres) 08/OG/14 2pp 
45902069 45902070 

8800270300 Forwards response to NRC questions on why environmentally qualilied in 
slrumenlalion 19 unnnessary.per Suppl 1 to NUREG 0737 A Rev 2 lo Reg Guido 1 97 
MROCZKA.E J Northeast Nu clear Energy Co ( 9 ubs of Northeast Utilities) 
MROC2KA.EJ Northeast Utilities 08/00/20 Document Conlrol Branch (Document 
Control Desk) 18pp 45935 322 45935 339 

0806298163 Forwards Wastinghouso Owners Group Notification Ur OG BB Sljdenlify 
frig midloop concerns.por Generic Ur 07-12, “Loss of RHR While RCS Partrally Filled" 
& 0SO428 meetmn agreement 

NEWTON, R A Woslmghouso Operating Plants Ownors Group 86/06/20 
HODGES.W Reactor Systems Branch 7pp 45973 338-45973 344 


Q, Inspection reports, IE Bulletins & correspondence 

0805240023 NRC Info Notice 88 033, "Roconl Problems Involving Model Spec 2 T Ra 
diographlc Exposure Device " Svc list and 

BURNETT, RF Division of Safeguards & T/ansporl alien (Post 070413) 88/05/27 
Consolidated Edison Co of Now York, Inc I20pp 456B3 150 45603 277 

0800000072 Responds lo SALP Ropts 50 245/06 99 & 50 336/66 99 for Juno 190G 
Doc 1987 Ulil responding w/partlcular omphasls on Board recommendations for indi 
vidua I evaluation categories 

MROCZKA.E J Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MROCZKA.E J Northeast Utilities 8B/05/27 Document Control Branch (Document 
Control Desk) 29pp 45765 317 45765 345 

08O6C8O801 Forwards Insp Rept 50-336/96-07 on 080322-0502 & notices of violation & 
deviation Circumstances Indicate deficiencies la content &/or mgt ol util programs to 
elicit & addross employee concerns & to address NRC findings 
BETTENHAUSEN.L Ffogfon 1, Of c oUh a Director 80/05/27 MROCZKA.EJ Norlh 
east Nuclear Enorgy Co (subs of Northeast Utilities) 2pp 45704 032 457B4 064 

— 0BO6O0OOO3 Notice of violation from insp on 680322-0502 Violation noted control room 
ventilation monitors exposed to two points on bottom decade & supervisory roview of 
completed test results fallod to Identify test discrepancy 

* Region 1, Ofc Of the Diroctor. 00/05/27 Ip 4 5784 034 45784 034 

-8806000004 Notice of deviation from insp on 680322-0502 Deviation noted Calibr Pro- 
cedure 5P 2404BA, "Control Room Ventilation Monitor Calibr" usod for calibrs in Dec 
1986, did not assure reproducible, fixed geometry configurator) 

* Region 1, Ofc of the Director 66/05/27 Ip 45784 035 45764 035 

-0006080006 Insp Rept 50-338/80-07 On 880322 0502 Violation & deviation 
noted Major areas Inspected plant operation, surveillance, maint.radiatlon 

prolecl Ion, physical security .outage activities, motor-operated valve testing <5 allege 
tions 

MCCAQE.EC Region 1, Ofc of the Director 80/05/26. 29pp 45704 036 45784 064 

0000080184 Forwards Insp Repts 50 245/(38 08,50-336/68 09 A 50 423/60 07 on 
8B04H-16 & notice ol violation 

BELLAMYS R Region 1, Ofc of the Director 08/05/27 MROCZKA.E J Northeast 
Nuclear Enorgy Co (subs of Northeast Utilities) 2pp 45788 186 45708 196 

-0906080191 Notice of vIofalFon from Insp on 88041 1-15 Violator) noted evaluations 
made to ensure compliance W/10CFR2CM03 during reactor containment entry on 
880109 inadequate Samples lakon not representative ol afr concentration at work lo 
cations 

* Region 1, Ofc of the Director, 06/05/24 Ip 45788 160-45786 16Q 

-8806080198 Insp Repls 50-245/80 06,50 336/08-09 8 50 423/60 07 on 000411- 
IS.Violatlons noted Major areas Inspected radialfon protection activities, including Inter- 
nal & external exposure controls & station ALAR A praclices 
THOMAS, W, GPES1CK.J, WEADOCK.A Region 1, Ofc of Ihe Director 80/05/24 
lOpp 45788 189*45708160. 

8866140233 Responds to Generic Llr 80-05, "Boric Acid Corrosion of Carbon Steel Re 
actor Pressure Boundary Components in PWR Plants" Source of RCS leakago deter- 
mined by insp to be at roaclor vessel head O-Ring 

MROC2KAE J Northeast Nuclear Energy Co (subs of Northeast Utilities) 88/05/27 
Document Control Branch (Document Control Desk) 6pp, 45623 013 45623 018 

0005240090 Suppl 1 to NRC fnfo Nolice 87-061, "Failure of Woatmghouso W 2-Type 
Circuit Breaker Call Switchos n Svc list end 

ROSSI.C.E DivIsEon of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 030 45603 157 

NRC Info Notice 88-034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co of New York, fnc I22pp 45790 1G0 45790 308 


B605270306 NRC Info Nohco 08 035, "iiindeqimte Lrronsoo Performed Vendor Audits " 
Svc list oncl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 68/06/03 
Consolidated Edison Co of Now York, Inr 120pp 46790 0GR 45790 107 

8806150422 Forwards Safeguards Insp Repts 50 245/00 08,50-336/86 11 & 50 423/ 
86-09 on 600502 03 No violations noted 

BELLAMY, R R Region 1, Oft of the Director 06/08/07 MROCZKA.E J Northeast 
Nuclear Energy Co fstibs of Northeast Utilities) Ppp 45031 22 6 45B34 229 

-08061 50423 Physical Security Insp Ropts 50 245/80 00,50 330/80 1 1 & 50 423/O0 09 
on 080502 03 No violations noted Major areas insper ted liconseo Imlial implements 
lion of strike plana & compliance w/NRC approved security & contingency plans 
MAR RN.WG , KCIMIG.R R Region 1, Ofc of tho Director 08/08/01 2pp 45034 220 
45034 229 


600602-0047 NRC Info Notico 86 038, "Possible Sudden Los& of RCS Inventory During 
Low Coolant Level Operation ” Svc list end 

ROSSI.CE Oivislon of Operational Events Assessment (Post 070411) BB/06/08 
Consolidated Edison Co of Nov/ York, Inc l?0pp 45985 152-45965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002, “Fastonor resting to Determine Conform 
unco W/Applicable Matl Specs " Svc list end 

ROSSi.GE Division of Operational Evontb Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of New York, Iric 1?0pp 45916 200 45916 327 

0008220011 Informs that listing of all nonsafely related suppliers & mat! specs required 
In rosponso to NRC Bullelm 87 002, Suppl 1. Tostenor Testing to Determine Con 
forniance w/Applicable Mall Specs," would consumo many man hours & not feasibto 
MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Norlhoast Nu 
clear Enorgy Co (subs of Northeast Utilities) MROCZKA.E J Northoast Utilities 80/ 
06/13 Oocumonl Control Rmnch (Document Control Desk) 2pp 45913 240- 
45913 24D 


08O6CJQOO25 NRC Info Notico 88 097, "Flow Blockage of Cooling Water to Safety Sys 
Components" S/c list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/14 
Consolidated Edison Co of Now York, Inr I25pp 45940 001 -45946 1?5 

8BO608O211 NRC Bulletin 88 OOG, "Actions To Bo Taken for Transportation of Model 
Spec 2-1 Radiographic Exposuro Dovice ” Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 8/0413) 06/06/ 14 
Consolidated Edison Co of New York, Inr lOBpp 455)35 211-4 5 9 3 5 31 0 

0BOUO9O194 NRC Info Notice 80 038, Tailuro of Undervoltaqu Trip Attachmenl on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 8/0411) 08/06/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 126 45946 236 

6806150013 NRC Bui lot in 08 007, "Power Oscillations in BWRs " Svc fist end 
ROSSI CE Division ol Operational Evenls Assessment (Post 870411) 08/06/15 
Consolidated Edison Co Of New York, Inc Il4pp 45929 115 45920 220 

6806150186 Suppl 1 to NRC Bulletin 08 005, "Nonconforming Mails Supplied by Piping 
Supphesjnc at Folsom, NJ & West Jersey Mfg Co at Williams town ,NJ Svc list oncf 
ROSSI.C E, Division of Opernlional Events Assessment (Post 070411) 08/06/15 
Consolidated Edison Co of New York, Inc 1?0pp 45965 032-45065,151 

08QQ270 149 First partial response to FOIA roquost for documents Forwards Apps 0 A 
C documents Documents available in PDR App A documents also available in 
PDR Apps D through G documents withhold (rof FOIA Exemption 5) Releasable por 
tion oik) 

GRIMSLEY.DH Division of Rules & Records (870113 QG0514) 08/06/15 BOLEY.K 
Public Citizen’s Critical Mass Energy Projecl 24pp 45998 200 45998 350 

-80062B0205 Towards input for SALP ropt covormg period from June 1986 Dec 
1907 Input based on Insps conducted during asssossmonl period W/o end 
STROSNID£F1,J Region I, Ofr of tho Director 08/02/08 MCCABE, E Region 1, Ofc 
of the Director 3pp 45999 091-4 5999 093 

0806200051 NRC info Notice 8B 042, "Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 88/06723 
Consolidated Edison Co of Ngw York, Inc lOBpp 45977 207-45978 033 

8006200306 NRC Info Nolico 88 043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06723. 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


R Periodic operating reporto & relate., uunospondenco 


6006290270 Forwards monihly operating rept for May 1908 for Millstone Unit 2 & re- 
vised unit shutdown & power reductions sheet for Apr 1980 

SCACE.SE Northeast Nuclear Energy Co (subs of Northeast Utilities) SCACE.SE 
Northeast Utilities 03/06/09 Document Control Branch (Document Control Desk) ip 
45962 232-45962 237 


-0806150433 Monthly operating rept for May 1900 for Millstone 2. 

NERON.G Northeast Nuclear Energy Co (subs of Northeast Utilities) 88/05/31 
4pp 45962 233 45062 236 

-&8OB2S037O Revised monihly operating rept tor Apr 1908 for Millstono Unit 2 
NERON.G Northeast Nuclear Energy Co (subs of Northeast Utilities) 88/04/30 ip 
45962 237-45962 237, 
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0805050193 Advises lhat util commitment to updato App R ropt by 090530 must bo re- 
vised to reflect final design of upgraded detection sys Util plans to update rept follow- 
ing final sys installation 

CRUDEN.DS Virginia Power (Virginia Electric A Power Co) 80/04/20 Document 
Control Branch (Document Conlrol Desk) 2pp 45667 053-45667 054 

3806010140 Forwards revised corporate emergency response plan dtd 800501 .address- 
ing organizational changes W/o oncl 

CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 8B/05/25 Documont 
•Control Branch f Document Control Desk) Ip 45685 265-45605 265 

*806000225 Confirms dates of 000718-22 for rev on fi cal 1cm of post-fire sate shutdown 
capability insp.per 080512 tolcon Util should have mails listed in end readily available 
to msp team 

REYES, LA Region 2, Ofc of the Director 80/05/27 CflUOEN.DS Virginia Power 
(Virginia Electric & Power Co,) 3pp 45766 023-45766 025 

1806200120 Revised emergency plan Implementing procedures.includlng Rev 3 to EPIP 
5 04. "Access Control" & Rev 5 to EPIP-5 05. "Site Evacuallon " W/080613 Itr 
CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 00/06/13 10pp 
45903 052-45903 069 


1 Operating license stage documents & correspondence 

806030078 Forwards notlca of consideration of issuance of amends to facility OLs & 
opportunity for hearlng.par Commission requesl for publication ro Tech Spec change 
on groundwater level for svc water reservoir 

ENGLE.L B Project Directorate 11-2 00/05/12 CRUDEN.D.S Virginia Power (Virginia 
Electric & Power Co) 2pp 46725 101 45725 107 

8806630090 Notice of consideration of Issuance of amend to Licenses NPF-4 & NPF-7 

6 proposed NSHC determination A opportunity for hearing Amend modifies survoil 
lance requirements fo Tech Spec 3/4 7 13 1, ''Groundwater Level Svc Water Reser- 
voir ” 

WILSON.BA Project Directorate 11-2 60/05/12 5pp 45725 103-45725 107 

B06030331 Summary of B0040B mooting w/uti! <5 Arrowhead Industrial Waler.lnc In 
Rockville, MD ro vory low level radioactive concentrations observed In reverse osmosis 
tys used to generate makeup water at plant Attendance list end 
ENGLE, LB Project Directorate 11-2 80/05/13 Project Directorate 112 7pp 

45714 1 10-45714 1 16 

306030310 Forwards notlco of consideration of issuance of amends to Lfconsos NPF 4 
A NPF-7 & opportunity for hearing Amend would modify Tech Spec Soctton 
3 7 12.Tablo 3 7 5 to dofeto components replaced during svc water improvement 
project 

ENGLE.L B Project Directorate 11-2 00/05/ID CRUDEN.DS Virginia Power (Virginia 
Eloo1ric& Power Co) 2pp 45714 103 45714,109 

3806030320 Notice of consideration of Issuance of amends to Licenses NPF-4 & NPF- 

7 A opprtunlly for hearing Amends would modify Tech Spec Section 3 7, 12, Table 
3 7 S.deletlng components roplacod during svc wator rosorvoir improvement project 
BERKOW.H N Project Directorate ||-2 80/05/12 5pp 45714 105 45714 109 

105310029 Responds to Generic Ltr flfl 03 re resolution of Safoty Issue 93, "Stoam 
Binding of Auxiliary Feedwater Pumps " 

CRUDEN.D S Virginia Power (Virginia Electric A Powor Co ) 08/05/23 Document 
Control Branch (Documont Conlrol Dosk) 2pp 45694 253-45694 254 

.06030200 Forwards Amends 102 & 09 to Liconsos NPF 4 A NPF-7, respectively A 
safety ©valuation Amends modify Tech Specs to conform to STS for Wostlnghouse 
PWR 

ENGLE.L, B, Project Directorate 11-2 BB/05/23 CRUDEN.DS Virginia Power (Virginia 
Electric & Power Co) 2pp 45714*150-45714 171 

1806030265 Amends 102 & 89 to Licenses NPF-4 & NPF 7 1 respecllvoly, modifying 

Tech Spec 3/4 910 to conform to STS for Wostlnghouse PWR 

BERKOW.H N Projoct Directorate 11-2 8B/05/23, lOpp 46714 160-45714 169 

.806030269 Safety evaluation supporting Amends 102 A 09 to Licenses NPF-4 & 
NPF-7, respectively 

• Office of Nucloar Reactor Regulation, Director (Post 870411) 88/05/23. 2pp, 
15714 170-45714171 

06010161 Advises that annual submission of changes to QA program topical ropt will 
oe submitted during June I960, duo to major changes in corporate 
>manlzatlon,effectivo 080401 A (ndopth review of program, 

GRUDEN.DS Virginia Power (Virginia Etoctric A Powor Co) 88/05/26 Document 
Control Branch (Document Conlrol Desk) 2pp 466B5 253 45685 254 

D6030276 Forwards safely evaluation concluding that ATWS design proposed by util 
or plants in compliance w/ATWS rule requlremont9,pondJng final resoluliort of Toch 
Spec Issue 

ENGLE.L, B Project Directorate 11-2 08/05/26 CRUDEN.P S. Virginia Power (Virginia 
Electric A Power Co }, 4pp, 45714 242-45714 250 

006030280 Safety evaluation accepting proposed ATWS mitigating sys actuation efr- 
iuitry design Design in compliance w7 10CFR50 62 Conclusion sub} to successful 
•omplelfon of certain noted human factors onglnoorlng reviews by util 
NRC - No Detailed Affiliation Given 80/05/20 12pp, 45714 247-45714 25B, 

1G07O113 Requests exemption from 10CFR50,App J.Paragraph III, A 3 re performance 
»f containment integrated leak rate tesls.per ANSI N45 4-19/2 In order to use mass 
hoint method as developed In ANSI 56 8-1987 Toch Specs end Fee paid 
JfiUDEN.DS Virginia Powor (Virginia Electric A Power Co) 08/05/26 Documont 
Control Branch (Document Control Dosk) 6pp 45774*173 45774 , 168. 

306070116 Proposed Tech Specs.allowmg use of mass point method for calculating 
ontalnment Integrated leak rate, per ANSI 56 8-1907 Instead of ANSI N45 4-1972 
Virginia Power (Virginia Electric A Power Co), 08/05/26 flpp 45774 179 45774 186, 

16070125 Forwards Amends 103 & 90 to Licenses NPF-4 & NPF-7, respectively & 
afety evaluation Amends revise min shift crew composition In compliance w/ 
CCFR50 49, 

NGLE.LB Project Directorate II 2 00/05/26 CRUDEN.DS Virginia Power (Virginia 
lectrlc A Power Co ) 2pp 45743:192-46743 21 1 


-8806070153 Amends 103 & 90 to Llcensos NPF-4 & NPF-7.rospGCtlvoly, revising 
Table 6 2 1 re min shift craw composition A deleting Tech Spec 6 13 
BERKOW.H N Projoct Directorate II 2 6B/05/26 I6pp 45743 194-45743 209 

“8806070157 Safety evaluation supporting Amends 103 & 90 to Licenses NPF 4 & 
NPF-7,respoctively 

' Office of Nuclear Reactor Regulation, Director (Post 870411) 0B/05/26 2pp 
45743 210 45743 211 


8G0B100004 Forwards WCAP-11777, "Analysis of Capsule U From North Anna Unit 1 
Reactor Vessel Radiation Surveillance Program," summarizing post irradiation matls 
testing & dosimetry calculations obtained from Capsule U 

CRUDEN.D S Virginia Powor (Virginia Electric & Powor Co ) 0B/06/01 Document 
Control Branch (Document Control Dosk) 2pp 45817 272-45B18 008 

“8806100005 "Analysis of Capsule U from North Anna Unit 1 Reactor Vessel Radiation 
Surveillance Program 11 

YANlCHKO.S E , ALBERTIN.L , LfPPINCOTT.E P Wostlnghouse Eieclnc Corp WCAP- 
11777 08/02/29 97pp 45B17'275 45B18 008 

8806100191 Torwards Rev 0 to "Inservlco Insp Program Plan for Second Insp 
Interval, Vol 1 .Inservlco Insp Program Plan for Components A Component Sup 
ports, 800606-980606 " Relief from certain Insp & tostmg requirements requested 
CRUDEN.DS Virginia Power (Virginia Electric A Powor Co) 00/06/03 Document 
Control Branch (Document Control Desk) 2pp 4576G 326 45767 105 

-8606100196 Rev 0 to "Inservlco Insp Program Plan for Second Insp Interval, Vol 1 .In 
service Insp Program Plan for Components A Component Sup ports, 060606-98 060 6 " 
W/92 oversize drawings 

* Virginia Powor (Virginia Electric & Power Co) 80/03/31 144pp 45766 326 

45767 105 


8C0B 140282 Responds to Generic Ltr 88 05 ro boric acid corrosion of carbon stool ro 
actor pressuro boundary components Procedural controls to address listed Items In 
placo or under dovolopmonl Descriptions of activities provided 
CRUDEN.D S Virginia Powor (Virginia Electric & Powor Co ) 80/06/03 Documont 
Control Branch (Documont Control Dosk) 4pp 45826 267-45826,270 

0006200499 Confirms 880600 technical mooling In Region It ofc to discuss recirculation 
spray NX considerations, por B80002 totcon 

GRACE.J N Region 2, Ole of the Director 80/06/06 CRUDEN.DS Virginia Power 
(Virginia Electric & Powor Co ) Ip 45893 304 45003 305 

“8006200501 Notification of 880G0Q mooting w/util In Roglon II ofc to discuss rocircula 
lion spray HX considerations 

CANTRELL, F Region 2, Ofc of the Dimeter 0B/O6/06 Region 2, Ofc of the Director 
Ip 45893 305 45003 305 

8806230004 Forwards Rev 5 to IRDAM doso assessment computer program & provides 
program Initiation Instructions W/o end 

DECKER, T R Region 2, Ofc of Iho Director 08/06/06 THRONTON.W A Virginia 
Power (Virginia Electric A Powor Co ) Ip 45932 128 45932 120 

00062 10293 Advisos that util 080523 responso to Gonoric Ltr 00-03, "Stoam Binding of 
Auxiliary Foedwator Pumps," satisfactory & no further aclion necossary 
ENGLE.L B Projoct Directorate 11*2 08/06/09 CRUDEN.DS Virginia Powor (Virginia 
Electric & Powor Co ) 2pp. 45050 346-45050'347 

8606220333 Forwards roquost for addl Info ro pump A valve Insorvico testing 
program Response requested within 120 days of Itr dale 

ENGLE.L B, Project Directorate 112 88/06/09 CRUDEN.DS Virginia Power (Virginia 
Eloctrfc A Powor Co,) Opp 45B92 329-45B92 336 

8000280014 Advisos that application of proposed rock quarrying operation rejected in 
response to NRC requost to investigate cillzen concem.Based on past onslto blasting 
experience, ulll confident that no reactivation of fault would occur 
CRUDEN.DS Virginia Powor (Virginia Eloctric & Powor Co) 6B/06/17 Document 
Control Branch (Documont Control Desk) 2pp. 45942 270 45942'279 

8806290163 Forwards Wostlnghouse Owners Group Notification Ltr OG 00-21 .identify 
ing midloop concerns.por Generic Ltr 87*12, "Loss of RHR While RCS Partially Filled" 
& 880428 mooting agroomont 

NEWTON, R A Wostlnghouse Operating Plants Owners Group 88/06/20, 

HODGES, W. Roactor Systems Branch 7pp 45973 330 45973 344 

8806300118 Forwards Arnonds 104 A 91 to Licenses NPF 4 A NPF-7, respectively A 
safety evaluation Amends add in corn thermocouples to accident monitoring 
instrumentation, NA-1 A2 Tech Spec Tables 3 3-10 A 4 3-7. 

ENGLE.L B Project Directorate II 2 8B/06/20 CRUDEN.DS Virginia Powor (Virginia 
Electric A Power Co ) 2pp 45975 195 45975 210 

-8806300133 Amends 104 A 91 to Licenses NPF-4 A NPF ^respectively, adding In- 
core thermocouples to accident monitoring instrumentatlon,NA-1&2 Tech Spec Tables 
3,3 10 A 4 3-7 

BERKOW.H N, Project Directorate 11-2 08/06/20 12pp 45975'1 07-45975 208, 

“8806300139 Safety evaluation supporting Amends 104 A 01 to Licenses NPF-4 A 
NPF-7,ro5poctive(y 

* Office of Nuclear Roactor Regulation, Director (Post 070411), 86/06/20 2pp 
45978 209-45975'2 10 


8806280181 Forwards updated Amend 5 to VEP-1-5A, "QA Program, Operations 
Phaso " 

CRUDEN.DS Virginia Power (Virginia Electric A Power Co) 88/06/21 Document 
Control Branch (Documont Control Dosk) 2pp 45944 209 45944 239 

“8806280193 Updated "QA Pro gram.Opo rations Phaso " 

* Virginia Power (Virginia Electric A Power Co) VEP-1-5A 80/04/30 29pp. 
45944 211 45944,239 
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Q Inspection reports, IF Bullotlrts & correspondence 


6805050193 Advises that util conimllmont la update App R rept by 880530 must bo re- 
vised to retied final design ol upgraded detection ays Lllil plans to update rept follow- 
Ing final sys installation 

CRUDEN.DS Vjrflinin Tower (Virginia Electric & Power Co} 08/04/29 Document 
Control Branch (Document Control Desk) 2pp 45667 053-45667 054 

6906060142 Ack recoJpL of util 000429 supplemental rasponse to violations noted in 
Insp Ropts 50 338/67 37 & 50-339/Q7-37 

HERDT.A R Flofllon 2, Ofc of the Director GO/OS/17. CRUDEN.DS Virginia Power 
(Virginia Electric & Power Co) Ip 45704 074 45764 074 

6605260 1 1 1 Responds to NRC (160419 Itr ro vjofations noted in Insp Repts 50-336/87 
32 & 50 039/67-32 Corrective nclion9 Procedure MMP-C-SOV-1 replaced by new Pro 
ceduro MEMPCSOV-1 approved by stallon nuclear safety & operating committee on 
871125 

CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 88/05/19 Document 
Control Branch (Document Control Oosk) I2pp 45675 227-45675 238 

6006010240 Ack receipt of 800518 Itr Informing NRC of steps taken to correct violations 
rioted In Insp Repls 50 338 /fiO 07 & 50-3 39/09-07 

CLINE, WE Region 2, O/c ol flhu Oiroctor OQ/05/25 CRUDEN.DS Virginia Power 
(Virginia decide & Power Co) Ip 45? J2 231-45732 232 

0608200249 Discusses Insp Ropla 50 33B/8B-Q2 & 50-339/83 02 on 880125 29 & 
0206 12 a forwards nollc-o of violation Roapenso should describe actions taken or 
planned lo improve afioctvonosa ol insorvlea tasting 5. audil programs 
GRACE.J N Rogfon 2, Ofc of tho Director 86/05/26 CRUDEN.DS Virginia Power 
(Virginia Electric 6 Power Co ) 2pp 45001 339 45001 343 

>-8606200260 Notlco ol violalion from fnsp on 000125-29 & 0203 12 Violations 
noted stroke times for listed Tech Spoc valvoa Increased fey more than Section XI 
llmlls of 25% or 50% w/o corroclivo action or Increased tasl frequency 
GRACE.J N, Region 2, Ofc of tho Director 68/05/26 Spp 45901 341 45901 343 

0005240028 NRC fnfo Notice 00 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Dovico " Svc list oncl 

BURNETT ,RF Division of Safeguards & Transportation (Post B7Q413) 68/05/27 
Consolldalod Edison Co of Now York, Inc 120pp 45803.150 45683 277 

8800080226 Confirms dates of 000710-22 far raveril lea lion of post firo safe shutdown 
capability Insp, per 060512 lolcon IJlit should havo malls listed in end readily available 
to Insp team 

REYES, LA Rogion 2, Ofc of Iho Dimeter. 00/05/27. CRUDEN.DS. Virginia Power 
(Virginia Cl o drlc 3 Rowe r Co ) 3 p p 45766 023- 4 5766 025 

0805240090 Suppl 1 to NRC fnfo Notice 07-001, "Failure of We sling house W-2-Type 
Circuit Breaker Coll Switches " Svc list oncl 

ROSSI.CE Division of Op o rational Gvonls Assossmonl (Post 87041 1) 88/05/31 
Consolidated Edison Co ol New York, Inc 120pp 45603 038 45GB3 157. 

6605240216 NRC Info Notice 60 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Powor RaactorB " Svc Hat oncl 

ROSSI.CE Division of Operational Events Assessment (Post B7041 1) 88/05731 
Consolidated Ellison Co of Now York, Inc 122pp 45790 1 8& 45790 308 

9806130174 Advises t h til software for procadura generation a malnt sys will be Installed 
& fully functional by QOOOOl.ln rasponse to Insp Ropts 50-338/67-39 & 60-339/87 39 
CRUDEN.DS Virginia Powor (Virflinla Electric & Powor Co) 8B/06/01 Document 
Conlrol Branch (Document Control Dosk> ip 45002 162 45B02 162 

6805270300 NRC Info Nallco 00 035, “Inadequate Licensee Performed Vendor Audita M 
Svc list oncl 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 68/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45 790 0 66*45700.187 

6666100191 rorwards Rev 0 to "Insorvico I nap Program Plan for Second fnsp 
Interval ,Vol l.lnscrvlco Insp Program Plan lor Components & Component Sup- 
ports, Q80606 000006 " Roliof from corloln Insp & testing requirements requested 
CRUDEN.DS Virginia Powor (VI rQlma Electric & Powor Co) 88/06/03 Document 
Control Branch (Document Control Desk), 2pp 45768 326-45767 105. 

“8300100199 Rev 0 to "Insorvico Insp Program Plan for Second Insp Interval, Vol 1,!n- 
service Insp Program Plnn for Components & Component Supports, 88 06 06 900606 " 
W/92 overslzo drawings 

* Virginia Powor (Virginia Electric & Powor Co) 0O/O3/31 144pp 45766 328- 
45767.105 


8606140271 Responds to NRC 880504 itr ro violations noted In Insp Ropts 60 330/80 
05 & 50-339/86-05 Corroclivo action a- procedural controls governing posl-mod testing 
for both engineering work requests & design change packages strengthened 
CRUDEN.DS Virginia Power (Virgin la Elaclrlc & Power Co) 8B/06/03 Document 
Conlrol Branch (Docu men l Control Desk). 4pp 45027.079-45627082 


9600140282 Responds to Gonorlc Llr OB-05 ro boric acid corrosion of carbon steel re- 
actor pressure boundary components Procedural controls lo address listed items In 
place or uridor develop rooal.OQScnptlQns of activities provided 
CRUDEN.DS Virginia Powor (Virginia Electric & Powor Co) B8/06/03 Document 
Control Branch (Document Control Dosk) 4pp. 45026 267-45926270 


9806020047 NRC fnfo Nollco 00 036, "Possible Sudden Loss ol RCS Inventory During 
Lew Coolant Level Operation " Svc list oncl , _ . . „„ 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/08 
Consolidated Edison Co of Now York, tac 120pp 45 9 65.152-45965 271 

9606000301 Suppl 2 to NRC Bulletin 07 -D02, "Fastener Testing to Detormina Conform 
ante W/Appiicablo Mall Specs" Svc list oncl 

ROSSI.CE Division of Operational Evonls Assessment (Post B70411) 8B/06/10 
Consolidated Edison Co. of New York. Inc 120pp 45916 208-45916327 

8B06060025 NRC Info Nollco 00 037, "Flow Blockage ol Cooling Water to Safety Sys 
Components " Svc lisl oriel 

ROSSf.CE Division of Operational Evanls Assessment (Post ,87041 II). 88/06/14 
Consolidated Edison Co of Now York, Inc 125pp. 4504to 001-45946 125 


8806080211 NRC Bulletin 80 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovice " Svc fist end 

BURNETT, R F {Division of Safeguards & Transportation (Post G70413) Q0/06/1 4 
Consolidated Edison Co of Now York, Inc lOflpp 45935 211 45935 310 

8806090194 NRC Info Notice 80 03G, 'Tailuro of Undervollage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co or New York, Inc 1 1 1pp 15946 126*45946 236 

8806150013 NRC Bulletin 80 007, "Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post G70411) 80/06/15 
Consolidated Edison Co of New York, fnc 114pp 45929 115-45929 220 

8806 1501 B6 Suppl 1 to NRC Bulletin 88*005, "Nonconforming Malls Supplied by Piping 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co al Wilfiamsiown.NJ " Svc list oncl 
ROSSI.CE Division of Operational Events Assossmonl (Post 0704 11) 00/00/15 
Consolidated Edison Co of Now York, tnc 120pp 45965 032-45965 151 

8806200051 NRC Info Notice 8fl 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/ 06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 287-45970 033 

8806200306 NRC Info Notice 88-043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post B70411) 88/06/23 
Consolidated Edison Co of New York. Inc 123pp 45977 164 45977 286 


R. Periodic operating reports & related correspondence 

6806220024 Monthly operaimg repts for May 19BB for North Anna Power Stallon Units 1 
& 2 W/8G0G1 5 Itr 

GARNER.B , CRUDEN.D S Virginia Power (Virginia Electric & Power Co ) 88/05/31 
12pp 45909 20Q 45909 219 


S. Reportable occurrences, LEFIs & related correspondence 


6006010161 LEF1 07 010 01 on 070414, std eddy current bobbin probo msps in steam 
generators A,D & C Identified greater than 1% of Initial sample group to be 
defective Caused by pressurized water stress corrosion cracking In tubesheet W/ 
0B0524 Ur 

KANE.GE Virginia Power (Virginia Electric & Power Co ) 88/05/24 5pp 45683 356 
45683 3G0 

60061 4U507 LER B8 016 00 on QOQ513,rocircutation spray HX not placed in dry fayTJp as 
slated In UFSAR Reviews to allow wel layup may not nave completely accounted ter 
biological fouling Operations standing order issued W/G8061Q Itr 
KANE.G E Virginia Power (Virginia Electric & Powor Co) 88/06/10. 5pp 45800 154 
45BOO 150 


DOCKET 50-339 NORTH ANNA POWER STATION, UNIT 2 


F, Security, medical, emergency & lire protection plans 

0885050193 Advlsea that util commitment to updato App R rept by 8B0530 must bo ro 
vised to rolled final design of upgraded dolectlon sys Util plans to update rept follow 
Ina final sys Installation, 

CRUDEN.DS Virginia Power (Virginia Eloctnc & Power Co) 00/04/29 Document 
Conlrol Branch (Document Control Desk) 2pp 45667 053 45667054 

8606010140 Forwards revised corporate emergency response plan dtd 800501 .address- 
ing organizational changos W/o oncl 

CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 88/05/25 Document 
Control Branch (Document Control Desk) Ip 45605 265-45605 265 

8806200120 Rovisod emergency plan implementing procedures .Including Rev 3 to EPIP- 
5 04, "Access Control" & Rev 5 to EPIP-5 05, "Silo Evacualion ” W/800613 Jlr 
CRUDEN.DS Virginia Power (Virginia Eloctrlc & Power Co) 08/06/13. IBpp 
45903 052 45903 069 


P, Operating license stage documents & correspondence 

8806030078 Forwards notice of consideration ol issuance of amends to facility OLs & 
opportunity for hearinaper Commission request for publication re Tech Spec change 
on groundwater level for svc water reservoir 

ENGLE, LB Prdjecl Directorate fl 2 88/05/12 CRUDEN.DS Virginia Power (Virginia 
Electric & Power Co ) 2pp 45725 181-45725 ( 187 

-88060300&B Notice of consideration o( issuance of amend to Licenses NPF-4 & NPF-7 
& proposed NSHC determination & opportunity tor hearing Amend modifies suiveil 
fance requirements fo Tech Spec 3/4 7 131, ’'Groundwater Level-Svc Water Rose/ 
voir " 

WILSON, B A Project Directorate 11-2 08/05/12 5pp 45725.163 45725 187 

8806030331 Summary of 880408 meeting w/ubl & Arrowhead Industrial Water, Inc In 
Rockville, MO re very low level radioactive concentrations observed in reverse osmosfs 
sys used to generate makeup water at plant Attendance list end 
ENGLE, LB Project Directorate 11-2 88/05/13. Project Directorate 11-2 ?PP 

45714 110-45714 116 

8808030310 Forwards notice of consideration of Issuance of amends to Licenses NPF*4 
& NPF-7 & opportunity for hearing Amend would modify Tech Spec Section 
3.7 12/Tabfe 3 7,5 to delete components replaced during svc water Improvement 
project 

ENGLE, LB Project Directorate 11-2 00/05/19 CRUDEN.DS Virginia Power (Virginia 
Electric & Power Co) 2pp 45714 103 45714 109 
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—80 06 03 0320 Notice of consideration of issuance of amends to Licenses NPF 4 & NPF 
7 & opprtunlty for hearing Amends would modify Tech Spec Section 3 7 12, Table 
3 7,5, deleting components replaced during svc wator reservoir improvement project 
BEHKOW.HN Project Directorate M-2 88/05/12 5pp 45714 105*45714,109 

9005310029 Responds to Generic Ur 80-03 re resolution of Safety Issue 93, "Steam 
Binding of Auxiliary Feedwater Pumps " 

CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 08/05/23 Document 
Control Branch (Document Conlrol Desk) 2pp 45694 253*45694 254 

3806030260 Forwards Amends 102 & 89 to Licenses NPF 4 & NPF-7, respectively & 
safety evaluation Amends modify Tech Specs to conform to STS for Westinghouse 
P m 

ENGLE.L B Project Directorate 11-2 88/05/23 CRUDEN.DS. Virginia Power (Virginia 
Electric & Power Co) 2pp 45714 150*45714 171. 

• 8806030265 Amends 102 & 89 to Licenses NPF-4 & NPF*7jGspoctively, modifying 
Tech Spec 3/4 910 to conform to STS for Westinghouse PWR 
BERKOW.HN Project Directorate 11-2 08/05/23. lOpp 45714 160 45714 169 

'6600030269 Safety evaluation supporting Amends 102 & 89 to Licenses NPF-4 A 
NPF*7,rGspectively 

' Office of Nuclear Reactor Regulation, Director (Post 070411), 00/05/23 2pp 
45714.170-45714 171 

906010151 Advises that annual submission of changes to QA program topical ropt will 
bo submitted during June 1988,duo to major changes fn corporate 
organization, effective 800401 & indepth review of program 

CRUDEN.DS Virginia Power (Virginia Eloctric & Power Co) 00/05/20 Document 
Conlrol Branch (Document Control Desk), 2pp 45605 253 45605 254 

B06030278 Forwards safety ovaluatlon concluding that ATWS design proposed by util 
for plants in compliance w/ATWS rule requirements, pending final resolution of Toch 
Spec Issue 

ENGLE.L Q. Project Directorate 11-2, 00/05/26 CRUOEN.D.S Virginia Power (Virginia 
Electric & Tower Co ) 4pp 45714:242-45714 250 

B606030286 Safety evaluation accepting proposed ATWS mitigating ays actuation clr- 
•cuftry doaignDosign fn compliance w7 10CFR5Q 62 Conclusion sub( to successful 
completion of certain noted human factors ongineorlng reviews by util 

* NRC • No Detailed Affiliation Given 08/05/26 12pp 45714-247-45714 250 

306070113 Requests exemption from 1QCFR60.App J.Paragroph III A 3 ro performance 
of containment integrated leak rato teats, por ANSI N45 4-1972 in order to use mass 
point method as developed in ANSI 58 0*1907 Toch Spocs oncf Fee paid 
CRUDENAS Virginia Power (Virginia Eloctric & Power Co), 00/05/26 Documont 
Control Branch (Document Control Dosk), 6pp 45774 173-45774 106 

3606070116 Proposed Toch Snecs.allowing use of mass point method for calculating 
containment integrated leak rate, por ANSI 56 0*1987 Instoad of ANSI N45 4*1072 

* Virginia Power (Virginia Eleclrlc & Power Co.) 00/05/26 Opp 46774 179 45774 106. 

106070125 Forwards Amends 103 & 90 to Licenses NPF 4 & NPF-7, respectively & 
safety evaluation Am on ds roviso min shift crow composition In compllanco w/ 
1CCFR60.49 

ENGLE.L B. Project Directorate 11*2 00/05/26 CRUDEN.D S Virginia Power (Virginia 
Electric & Power Co ) 2pp 45743 102*45743 211 

1606070153 Amends 103 & 90 to Licenses NPF*4 & NPF-7, respectively, rovlslng 
Table 6 2 J re min shift crow composition & doletlng Toch Spec 6 13 
BEflKOW.H N. Project Directorate N-2 00/05/26 16pp 46743-104*46743.209 

i B0 6 0701 57 Safety evaluation supporting Amends 103 & DO to Licenses NPF-4 8, 
NPF -7 .respectively, 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 00/05/26, 2pp 
45743 210-45743 211 

06140282 Responds to Gonoric Ltr 80 05 re boric acid corrosion of carbon stool re- 
actor pressure boundary components Procedural controls to address listed items In 
>lace or under development Descriptions of activities provided 
CRUDEN.D S Virginia Powor (Virginia Electric & Powor Co } 80/06/03 Document 
Sonlrol Branch (Documonl Control Oosk) 4pp 45026,267-45026*270, 

06200499 Confirms 800608 technical meeting in Region II ofc to discuss rocircufation 
spray MX copsideratlons.por G80GQ2 tofeon. 

3RACEJ.N Region 2, 6fc of the Director. 00/06/00. CRUDEN.D, S Virginia Powor 
Virginia Electric & Power Co ) 1 p 45893 304*45893.305 

00020060 1 Notification of 0G060B meeting w/ullf In Region II ofc to discuss recircula* 
Ion spray HX considerations 

3ANTRELL.T Region 2, Ofc of iho Director 80/06/06 Region 2, Ofc of the Director 
p 45B93 305 45893 305, 

>6230004 Forwards Rev 5 to IRDAM dose assessment computer program & provides 
tfogram Initiation instructions 

)ECK6R,T.R Region 2, Ofc of the Director 00/00/06 THRONTON.W A. Virginia 
•ower (Virginia Electric & Powor Co ) Ip 45932.120-45932*120 

16210293 Advises that util 080523 response to Generic Ltr 80-03, "Steam Binding ol 
luxllfary Feedwater Pumps," satisfactory & no further action necessary 
NGLE.LB, Project Directorate 11-2 08/06/09 CRUDEN.DS Virginia Power (Virginia 
loctnc & Power Co ). 2pp. 45850 346-45868*347 

16280014 Advises that application of proposed rock quarrying operation rejected in 
ssponso to NRC request to investigate cltlzon concern Based on past onsite blasting 
xpertencOj util confident that no reactivation of fault would occur 
RUDEN.DS, Virginia Power (Virginia Electric & Power Co). 08/06/17. Document 
cntrol Branch (Document Control Desk). 2 pp 45942 270*45942*270 

6290163 Forwards Westinghouse Owners Group Notification Ltr OG*0B 21, Identify* 
ig midloop concerns, per Generic Hr 87-12, "Loss of RHR While RCS Partially Filled" 
800428 m a ©tin g agree m e nt 

EWTON.R A Westinghouse Operating Plants Owners Group 88/06/20, 
ODGES.W Reactor Systems Branch, 7pp 45973 338 45973,344 

6300116 Forwards Amends 104 & 91 to Licenses NPF*4 & NPF-7, respectively & 
jlety evaluation Amends add in-core thermocouples to accident monitoring 
strumentatfon,NA-1 &2 Tech Spec Tables 3 3*10 8 4 3-7, 

NGLE.LB. Project Directorate II 2 88/06/20 CRUDEN.DS Virginia Power (Virginia 
oclrlc & Power Co) 2pp 45975 195 45975 210, 


-8806300133 Amends 104 & 91 to Licenses NPF 4 & NPF-7, respectively, adding in 
core thermocouples to accident monitoring instrumentation, NA 1&2 Tech Spec Tames 
3 3-10 & 4 3 7 

BERKOW.HN Project Directorate II 2 08/06/20 12pp 45975 197 45975 208 

-0800300139 Safety evaluation supporting Amends 104 & 91 to Licenses NPF-4 & 
NPF-7, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 08/06/20 2pp 
45975 209 45975 210 

0000200101 Forwards updated Amond 5 to VEP-1 5A, "QA Program, Operations 
Phase ’ 

CRUDbN.PS Virginia Powor (Virginia Electric & Power Co) 08/06/21 Document 
Control Branch (Document Control Dosk) 2pp 45D44 209 45944 239 

-8006280193 Updatod "QA Program, Operalions Phase " 

‘ Virginia Powor (Virginia Eloctric & Power Co ) VEP-1-5A 08/04/30, 29pp 
45944 211-45944 230 


Q. Inopectlon rcporlB, IE Bulletins & correspondence 


0005050193 Advises that util commitment to update App R ropt by 800530 must bo ro 
vised to reflect final design of upgraded detection sys Util plans to updato ropt follow- 
ing final sys installation 

CRUOEN.DS Virginia Power (Virginia Electric & Power Co) 80/04/29 Document 
Conlrol Branch (Document Control Desk) 2pp 45667 053 45667 054 

8008060142 Ack recoipt of util 800429 supplemental rosponso to violations noted in 
Insp Ropts 50-330/87 37 & 50 338/87 37 

HERDT.A R Region 2, Ofc of the Director 80/05/17 CRUDEN.DS Virginia Power 
(Virginia Eloctric & Power Co ) Ip 45704 074 45764 074 

8805200111 Rosponds to NRC 080419 Hr ro violations noted In Insp Ropts 50 338/07* 
32 & 50 339/87-32 Corrective actions Procedure MMP C SOV 1 replaced by new Pro 
ceduro MEMP-C SOV-1 approved by slation nuclear safoly & operating committeo on 
071125 

CRUDEN.DS Virginia Powor (Virginia Electric & Powor Co) 60/05/19 Document 
Control Branch (Documonl Control Dosk) 12pp 45G75 227-456/5 238 

8B0CQ1024G Ack recoipt of 080510 Hr Informing NRC of stops taken to correct violations 
noted In Insp Repls 50 330/08 07 & 50 339/80 07 

CLINE, WE Region 2, Ofc of the Director 00/05/25 CRUDEN.DS Virginia Powor 
(Virginia Eloctric & Power Co ) Ip 45732 231-45/32 232 

0888208249 Discusses Insp Ropts 50 338/88 02 (V 50 339/88 02 on 880125 29 & 
0200 12 & forwards notice of violation Response should doscribo actions taken or 
planned to Improve efteclivenoss ot InsorvJce tosling & audll programs 
GRACE, JN Region 2, Ofc of the Director 80/05/26 CRUDEN.DS Virginia Power 
(Virginia Electric & Powor Co) 2pp 45001 339 45901 343 

-8800200268 Notico of violation from insp on 000125 29 & 0208*12 Violations 
noted stroke times for listed Toch Spec volvos increased by rnoro than Section XI 
limits of 25% or 50% w/o corrective action or increased tost frequency 
GRACE, J N Region 2, Ofc of the Director 80/05/26 3pp 45901 341 45901 343 

0805240028 NRC Info Notico 88 033, "Recent Probloms Involving Model Spoc 2-T Ra 
diographlc Exposure) Dovico " Svc list end 

BURNETT, R r Division ot Safeguards & Transportation (Post 070113) 88/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45603 158-45683 277 

8006080225 Confirms datos of 880/10*22 for revonflcation of post-fire safe shutdown 
capability Insp, per 000512 tolcon Ulil should havo malls listed In end readily available 
to Insp loam 

REYES, LA Region 2, Ofc of Iho Director OO/OS^ CRUDEN.DS Virginia Power 
(Virginia Eloctric & Powor Co ) 3pp 45766 023 45766 025 

0005240090 Suppl 1 to NRC Info Notico 07*061, "Falluro of Wostmghouse W-2-Typo 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 8704 It) 80/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45603 030 45603 167 

8805240215 NRC Info Notice 00-034, "Nuclear Mall Conlrol & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 180-45790 300. 

0006130174 Advises that software for procedure generation & maml sys will be Installed 
& fully functional by 880801. In rosponso to Insp Ropts 50 338/07-39 & 50 339/07-39 
CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 8B/06/01 Document 
Control Branch (Document Control Desk) Ip 45002 162 45802 162 

8805270306 NRC Info Notice 80-035, "Inadequate Licensee Performed Vondor Audits " 
Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 08/00/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 068 45790 187 

0006140271 Responds to NRC 800504 ltr ro violations noted In fnsp Ropts 50-338/88- 
05 & 50 339/08 05 Corrective actions procedural conlrols governing post mod testing 
for both engineering work requests & design change packages strengthened 
CRUDEN.D S Virginia Powor (Virginia Electric & Powor Co ) 08/06/03 Document 
Control Branch (Document Conlrol Desk) 4pp 45027 079-45027 0B2 

8806140202 Responds to Goneric Ltr 08 05 ro boric acid corrosion of carbon stool re- 
actor pressure boundary components Procedural controis to address listed Homs in 
place or under development Descriptions ot activilios provided 
CRUDEN.DS Virginia Power (Virginia Eleclrlc & Powor Co) 80/06/03 Document 
Control Branch (Document Control Dosk) 4pp 45026 267 45826 270 

8806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Lovol Operation " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/06/00 
Consolidated Edison Co of Now York, Inc 120pp 45965 152-45965 271 
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66060 9030 t Suppl 2 lo NRC Bulletin 67 002, ’ Fastener Testing to Determine Conform 

ancaW/Apptcao.e Matt Specs “ SvuLstentt , 0 _ nuil fl(wnfi/in 

ROSSi.CE Division ol Operational Events Assessment (Post 870411) 8B/06/10 
Con«o' dated Edison Co of New York. Inc 120pP «916 208 45916 327 

6606060025 NRC Info Notice 80 037, ‘ Flow Blockage of Cooling Water to Safety Sys 

ROSACE Vision of Operational Events Assessment (Post 970411) 88/06/14 
Consolidated Edson Co of N ew York, fnc 125pp 45946 001 45946 125 

0806080211 NRC Bulletin 58 006. “Actions To Bo Taken lor Transportation of Modal 
Spec 2 T Radographic Exposure Device " Svc list end . 

BURNETT, R F Division of Safeguards & Transportation (Post 870413} 88/06/14 
Consol dated Ed son Co of New York, Inc 108pp 45935 211 45935 3 IB 

8806090194 NRC Info Nolice 68 038, "Failure of Undervoitage Tnp Attachment on GE 
Crrc ui I Breakers ' Svc fiSl end 

ROSSI CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Conso'idated Edison Co of New York, Inc 1 1 ipp 45946 126 45946 236 


68061 S00 13 NRC Bulletin 88 007, “Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co or New York, Inc 1 1 4pp 45929 115 45929 228 


6806150186 Suppl 1 to NRC Bulletin 80 005, “Nonconforming Matls Supplied by Piping 
Supplies, fnc at Folsom ,NJ & West Jersey Mfg Co at Williamstown.NJ ’ Svc Ii9t end 
ROSSI CE Division of Operational Events Assessment (Post 870411) 86/06/ 1 5 
Consol dated Edison Co of New York, Inc 120pp 45965 032 45965 151 


8BG62OO051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts “ Svc list end 

ROSS1.C E Division of Operational Events Assessment (Post B7G411) 88/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 2S7 45978 033 


6606200306 NRC Info Notice 88 043, “Solenoid Valve Problems " Svc list end 
ROSSi.CE Division of Operational Events Assessment (Post 870411) 68/08/23 
Consolidated Edison Co of New York. Inc 123pp 45977 164 45977 286 


R Periodic operating reports A related correspondence 

6806220024 Monthly operating repts for May 1988 for North Anna Power Station Units 1 
& 2 W/880615 Itf 

GARNER.B , CFIUDEN.D S Virginia Power (Virginia Electric & Power Co) 88/05/31 
12pp 45909 20M5903 219 


S. Reportable occurrences, lERs A related correspondence 


0806240022 LER 88 004 00 on 8Q0520,omergency dioset generator 2H determined in 
operable while emergency diesel generator 2J svc for preplanned malnt Caused by 
breaker 25H2 failed to closing springs not being charged W/880617 Itr 
KANE.GE Virginia Power (Virginia Electric & Power Co ) 88/06/17 5pp 45910051 
45910055 


DOCKET 50*341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. Security, medical, emergency A fire protection plana 


8606010129 Rev 0 to Radiological Emergency Response Plan Technical Procedure EP- 
220, “Personnel Monitoring * Radiological Emergency Teams " 

FRASIER.L Detroit Edison Co 88/05/18 41pp 45886 003 45686 043 


80 05250236 Revised emergency plan implementing procedures.lncludmg 
1 ol EP 201*01, “Onsite Radiological Emergency Team,” Rev 5 to Pag 
03, “Personnel Monitoring Team & Rev 5 to Page 1 of EP 210 01, 
FRASIER,L Detroit Edison Co 88/05/19 4pp 45673 174 45673 177 


Rev 5 to Page 
is 1 Of EP 202 
Dffslte Team “ 


88 06100237 Requests util cost estimate to install add! telephone circuitry at plant emer- 
gency operations facility (EOF) & formalizes permission lo use space on station mete 
orefogtcal lower A EOF roof as listed 

NOREUUS.CE Region 3, Ofc of the Director 68/05/26 RANDAZZOT Detroit 
Edison Co 3pp 45818072-45818074 


8886150126 Forwards Safety Insp Rept 50 341/88-16 on 880517-20 No violations 
noted 

Co ^2pp^ 4584 7 02?' 4*584 7^0 4 ^ DirCC<0r 88/06/07 SYLV,A ' B R Detroit Edison 


-0806160130 Insp Hop! 5Q341/8B-1G on 880517 20 No violations or devlatlo 
noted Major areas Inspected annual ulil emergency preparedness exercise fnvolvli 
ggSSjSy&SB N 5Sm P lS 5e S lal,v ' !a , 0 'ili nc "f'’ s & locouons during exe/cls 

4S^Vo29-4 504^048 ’ S ^ ELL,W Regi0n 3 ' 0,C of Director 8B/06/06 20p 


J. Insurance A Indemnity Information 


**p|i^ 0 NF t 92°^«wl^ doraen,e ' , ‘ s 17 * 121 10 MAELU Po,,c » Mp & NEL 
K "pMleil^saiTOM /M 0ocumom Co " ,, ° l B,anch tDoc,,ment 00 


P Operating license stage document. 4 correspondence 

M ^?i 9 L Rosp0 , ndS !? *t nc ! 90307 4 r «^ sl al 880504 meelmd descnbmo 

fl?Sf an li'Dl 0eon if . rr 'e d S Sfl , rl adei t llac y 01 associated circuits in GE BWRs Upon i 
ABurAS n PZL'A? I 1 , W™'? WRa.QE wilt submit summer, by 881 
MWSiSTmK'S 68/05/04 THA0ANI ' AC Assistant Dir’lc.^r lor 


0806070255 Confirms plans for monthly mooting on 060601 in Nowport.MI to dsa^ 
plant stalus.schodules & Improvemenl programs & NRC commitmonts Notice of s jv 
icant licensee mooting oncl ^ _ 

GREENMAN.EG Region 3, Ofc of tho Director 06/05/19 SYLVIA.B R De" 1 
Edison Co Ip 45786 334-45706'335 


-0806140001 Notification of 660601 significant Itconsoo mooting in Nowport.MI lod- 
cuss plant st alus. s c he d ulos, improve mo nt programs & NRC commitments 
* Region 3, Ofc of fho Director 60/05/19 Region 3, Ofc of tho Director t; 
45786 335 45786335 


8805260014 Application for amend to License NPF-4 3, Improving Tech Specs 30 4,4 r 3 
& 4 0 4 & deleting numerous Tech Spec statomonls which take exception to Te * 
Spec 3 0 4,pcr Generic Ltr 87 09 Foe paid 

SYLVIA.B R Detroit Edison Co 8B/05/24 Docurnont Control Branch (Document Oc- 
troi Desk) 12pp 45675 119-45675 180 

-0805260019 Proposed Tech Specs supporting Improvements to Sections 3 0 4,4 03 i 
4 0 4 & deleting numerous Tech Spec statements which presently take excepton *. 
provisions of Spec 3 0 4 

’ Detroit Edison Co BB/05/24 56pp 456/5 131-45675 166 


6006020021 Advises that util deleting two commitments ro incorporation of 
change documenls (change paper) Inlo rospoctive base des^ 
documents Justification for delelion oncl 

SYLVIA.B R Detroit Edison Co 88/05/24 Document Control Branch (Documeni Oc- 
troi Desk) 5pp 45733 355 45733 359 

8806030055 Requests review of end 080126 application for amond & preparation c» 
safety evaluation supporting conclusions (O acceptability of proposed changes SAlP 
input also requested for review effort 

MULLER, DR Project Direclorato 1113 08/05/26 MIILER.HJ noglon 3, Ofc oftre 
Director 2pp 45725 197-45725 210 

8006030197 First partial response to FOIA roquost for documents App B forwarded A 
also being made available at PDR App A availablo nl PDR Records also being ms^ 
available at LPDR tor plant 

GRIMSLEV.DH Division of Rulos & Records (8/0413 880514) B8/05/fc 

WEISSMAN.S California, Slate of 3pp 45784 166 45784 168 

-0110190108 Summarizes current scheduling outlook for noxt 10 cases & measures 
taken to minimize or eliminate scheduling impacts Concurrence requested on forth- 
coming biweekly repts Plants requiring ofc lovol attention listed 
VOLLMER.RH Division of Engineering (pro 851 125) 01/10/02 DENTON.HR QfUe 
of Nuclear Reactor Regulation, Dlreclor (pro 851125) 2pp 45704 171-45784 172 

-8112100572 Sid order for DOE work “Rovlow of Pumps & Valve Inservice TosL^ 
Program for OL Plants," Issued to INEL Statement of work oncl 
VOLLMER.RH Division of Engineering (pro 851 125) 81/11/09 7pp 45784237 
45704 238 


-8112160061 Summarizes current scheduling outlook for noxl 10 cases & measure 
taken io minimize or eliminate schedule impacts 

VOLLMER.RH Division 0! Engineering (pro 851 125) 01/09/14 DENTON.HR Office 
of Nuclear Reactor Regulation, Diroctor (pro 851125) 2pp 45704 169 45764 170 

-8202080434 Forwards listing of NRC estimated completion dnios for OL applicant 
listed In Bowl! Rept Dates represent collective NRC Judgement 
EISENHUT.DG Division of Licensing (000428 851124) 62/01/18 BASSETT, H 5 
Office of Management and Program Analysis 3pp 45704 206 45784 210 

-8202250094 Forwards list ol casework open Issues for wk ending 020122, per 81 1 120 
request Only Category 2 & 3 open Issues listed for plants having Bovill decision dates 
more than 3 months away 

EISENHUT.D G Division of Licensing (800428 051124) 02/01/28 DENTON, HF 
Office of Nuclear Roaclor Rogulallon, Director (pro 651125) 15pp 457842H 
45704 225 

8006200186 Requests response providing basis for employment action re employee A 
copy of Investigation repts concerning employee reassignment due to raising safety 
concerns while performing duties as plant 

DAVIS, A B Region 3, Ofc of the Director 08/05/27 SYLVIA.B R Detroit Edison Co 
4pp, 45871 043 45871 046 

8006140366 Forwards summary of completed preoporatlonal testing of solid radwastf 
sys Results indicate significant reduction In sys throughout for boad resin & Ecoda« 
precoat malls & appear consistent w/slmilar sys In nucloor Industry 
SYLVIA.B R Dotro it Edison Co 88/06/01 Document Control Branch (Document Con 
trol Desk) 6pp 45B27 060-45027 065 

0006000069 Forwards Amend 19 to License NPF 43 & safety evaluation Amond revises 
Tech Spec Table 43 11 1, “Reactor Protection Sys Instrumentation Surveillance Re- 
quirements," to delete dally channel chock requirements, per 000420 request 
QUAY.TR Protect Directorate 111-1 68/06/03 SYLVIA.B R Detroit Edison Co 3pp 
45757 111 45757 122 

-8806080073 Amond 19 to License NPF 43, revising Tech Spec Table 4 3 1,1-1. 'Reac 
tor Protechon Sys Instrumentation Surveillance Requirements," to delete daily chanrU 
check requirements 

MULLER.DR Project Directorate IIM 88/06/03 5pp 45757 1 14*45757 116 

-8806080075 Safety evaluation supporting Amend 19 to License NPF-43 

Office ol Nuclear Reactor Regulation, Director (Post 070411) 86/06/03 4pp 
45757.119 45757 122 1 


0806160107 Informs that phasing out of SAFETEAM program underway Goals of pro- 
gram will be pursued through use of ombudsman Ombudsman belter able to under 
stand technical complexity of operating facility 

SYLVIA.B R Detroit Edison Co 80/06/03 DAVIS, A B Region 3, Ofc of the Director 
2pp 45840 162 45840' 163 

0808200080 Forwards F Ml rag I la 880527 memo for review & requests proposed prior 
it es or actions on project manager rept by C O B 880609 
yjJLLER,p R ( Project Directorate llll 88/06/07 Project Directorate IIM *PP 
45030 238-46830 239 
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BO 60602 06 Discusses updating project managers ropt (PMR) In accordance w/now 
priority ranking sys Mods have boon made so that PMR will now accept now priority 
data Old priority data will bo doloted during wk of 800530 Sample dala format end 
MJRAGLIA.FJ Associate Director for Project (Post 870411) 00/05/27 Office of Nu- 
clear Reactor Regulation, Director (Post 07041 1) 3pp 45830 240 45830 242 

1806210460 Discusses conversion of all now automated record mgl sys (NAF1MS) distri- 
bution 1o controlled level All documents distributed through NARMS will carry con- 
trol! Gd stamp & rod pi on is of documents will bo auditable 

DIROFF.DS Detroit Edison Co 08/06/10 Detroit Edison Co Ip 45045255 
45845 255 

606210087 Partial response to FOIA roquest for documents Forwards App D 
documents App C documents available In PDR App E documents completely withhold 
(rof FOIA Exemption 5) 

GRIMSLEY.DH Division of Freedom of Information & Publication Services (Post 
0805151 80/06/13 MAXWELL.B Cosmos Broadcasting Corp 9pp 45053 260- 
45857 142 

B8062T0137 Discusses topics for senior mat mooting & submits partial listing of facili- 
ties where vendor support has boon problem, vondor involved & componont/issuo of 
mlerost W/copyrlghted mall 

GREENMAN.EG Region 3, Ofc of the Director 00/03/09 DAVIS.A B Region 3, Ofc 
Of the Director 22pp 45857 131 45057 142 

500200055 Advlsos that request (or regional discretionary enforcement to bypass non 
rogonemliVG HX outlet temp & 000310 application for amond fail to moot critorm for 
granting discretionary enforcement 

GREENMAN.EG Region 3, Ofc of the Director 80/06/17 SYl VIA.0 R Detroit 
Edison Co 2pp 45049 289-45949 200 

{06200176 Providos Suppl 0 to startup rept for facility Plant in loral leak rate testing 
outage from Fob May IQOQ.lheroforo.no startup testing performed Suppl will bo sub 
milted every 3 months until completion of startup test program 
SYLVIA, B R Detroit Edison Co 00/08/20 Document Gonlrot Branch (Dorumont Con- 
trol Desk) Ip 45944 200 45944 208 


Inspection reports, IE Bulletins & correspondence 

05250218 Responds to NRC Compliance Bulletin 80 003, “Inadequate Latch Engage- 
ment In HFA Typo Latching Relays Mlg by GE " Util does not use subj fatchos 
SYLVIAS R Detroit Edison Co 00/05/09 Document Control Eranch (Document Con 
IrOl Desk) Ip 45687 246-45687 246 

05260263 Forwards Safoty Insp Ropt 60-341/00 14 on 0001 17 0420 Violation undor 
review (or potential onforcomont action Violation discussed during 800420 onforco 
meat conference, 

3REENMAN.EG Region 3, Ofc of the Director 00/05/13 SYLVIA, B R Dotroll 
Edison CO 2pp 45604 023 45664 030 

6052502 0G Insp Ropt 50 341/08 14 on 000 1 1 / 0420 Violation noted Major aroas 
nspeclod circumstances & licensee actions surrounding failuro of nonlntorrupliblo 
control air compressor on 000114 

ROGERS, W G Region 3, Ofc of Ihe Director 08/05/12 15pp 45G64 025 45604 030 

J531C030 Advises that util deleting monthly Irond summary, par mil 840921 Itr re Insp 
*epl 50 341/04 32 Util will conllnuo to isstio quarterly tro/uf ropt which has proven 
noro offoctivo than monthly trend summary 

JYLVIA.B R Detroit Edison Co 00/05/10 Document Control Branch (Document Con 
rOlOflsk) 7pp 45700 003-45700 GB4 

15310028 Responds to NRC 080422 Itr re violations & deviations noted In Insp Ropt 
i0 341/80 €3 Corrective actions, superintendent of maint & mods stopped work on job 
rtil documentation obtained from vendor verifying correctness of direction 
IYLV(A,B.R Detroit Edison Co 00/05/23 Documont Control Branch (Documont Con 
ol Desk) 6pp 45694 205*45694 290 

15100050 Forwards Safety Insp Rept 50 341/80 15 on 080427-29 No violations 
oted 

IARRISON.J J Region 3, Ofc of the Dlreclor 08/05/24 SYLVIA.B R Detroit Edison 
O, 2pp 46010 140 45810 145 

108100066 Insp Rept 50-341/00-15 on 800427 20 No violations or deviations 
oted Major aroas Inspected maint activities conducted at end of planned focal leak 
ite test outage 

/At-KER.H A, JABLONSKI.FJ Region 3, Ofc of tho Director 00/05/24 4pp 
5B18 142-45018145. 

6030339 Forwards Supp 1 to NRC Bulletin 07 002, ’’Fastener Testing to Determine 
onlonvmn to W / Applicable M a\l Specs ’ ' 

UAY.TR Pro set Diroctoralo ill-1 08/05/26 SYLVIA.B R Detroit Edison Co 3pp 
5715 063-45715050 

5240020 NRC Info Notice 08-033* "Recent Problems Involving Model Spec 2-T Ra- 
ographlc Exposure Device " Svc list end 

URNETT.RF. Division of Safeguards & Transportation (Post 0/0413) 08/05/27 
onsolldated Edison Co. of New York, (nc 120p p 45663 150 45603 277 

3100248 Forwards Safety Insp Rept 50 341/80-06 on 080206 0331 & notice of 
ala Iron, NFIC concerned w/numbor of violations & causative factors Involved 
REENMAN.EG Region 3, Ofc of the Director 00/05/27. SYLVIA.B R Detroit 
iison Co 2pp 45003.327*45003.353 

06100249 Notice of violation from Insp on 000206 0331, Violation noted failed to 
iow organization for unit mgl & technical support on Figure 6 2 1-1 & unit orgamza- 
n on Figure 6 2 2*1 

REENMAN.EG Region 3, Ofc of tho Director 80/05/27 3pp. 45003 329 
803 331 

16100260 Insp Rem 50 341/08 06 on 880206 0331 Violations noted. Major areas 
« pooled, operational safety verification, maint, surveillance,LER followup.safety 
ablation, NU REG-0737 actions, followup of evonls & startup test preparation 
)OPER,R. Region 3, Ofc of lha Director 80/05/26 22pp 45003 332-45003 353 

■240090 Suppl 1 to NRC Info Notice 87 061, “Failure of Westinghouse W 2-Type 
cuit Breaker Cell Switches ” Svc (1st end 

1SSI.CE Division of Operational Events Assessment (Post 070411) 80/05/31 
ns did a ted Edison Co of New York, Inc 120pp 45603 030-45603 157 


0005240215 NRC Into Notice 08 034, "Nuclear Mall Control & Accountability of Nonfuel 
rfNM at Power Roactors " Svc list end 

FtOSSI.C E Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45790 308 

0006140435 Informs lhal NRC Intends to perform team Insp of emergency operating 
procedures on 000705 15 Assistance requested Insp will focus on procedural 
adequacy.tralnlng & staff capabilities to Implement procedures 
GREENMAN.EG Region 3, Ofc of ihe Director 88/05/31 SYLVIA.B R Detroit 
Edison Co Ip 45000 220 45000 226 

8005270306 NRC Info Notice oo 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list and 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co of Now York, Inc I20pp 45790 060-45790 107 

6B06170171 Responds to NRC Bulletin 05 003,Suppl 1 re safoty-relatod mo tor* operated 
valvos In MPCI & RCIC sys Final rept (or testing of valves program will be submitted 
by 880725 Util will also respond to BWB Owners Group response to bulletin 
SYLVIA, D R Detroit Edison Co 80/06/03 Document Control Branch (Document Con 
trol Desk) 2pp 45064 097 45064 090 

600614021B Forwards SALP input for 870401-80033 1 Ropt based on direct Input from 
selected NRR personnel w/substanlial contact &/or involvement w/iJtil activities for 
plant 

MULLER, D R Project Diroclorato III-} 00/06/06 GREENMAN.G G Region 3, Ofc of 
tho Diroctor 9pp 4 5803' 1 65 45803 173 

0006150120 Forv/ards Safety Insp Rept 50 341/08*16 on 080517 20 No violations 
noted 

SHAFER, W D Region 3, Ofc of the Director 88/06/07 SYLVIA.B R Detroit Edison 
Co 2pp 45647 027-45647 040 

-0006150130 fnsp Rapt 50 341/80 16 on 080517-20NO violations or deviations 
noted Major areas inspected annual util emergency proparodnoss exorclso involving 
observations by throo NRC representatives of functions & locations during exercise 
rOSTER.J , SMITH.M , SNELL, W Region 3, Ofc of Iho Director 00/06/00 20pp 
45047 029 45047 048 

000602004/ NRC Info Notice flfl 036 "Posslblo Sudden Los9 of RCS Inventory During 
Low Coolant Lovol Operation ” Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 0704 11) 00/06/08 
Consolidated Edison Co of Now York, fnc 120pp 46965 152 45965 271 

0006090301 Suppl 2 to NRC BuNotin 07 002, "Fastener Testing to Determine Conform 
anco W/Applicabfo Mall Specs ” Svc fist oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of Now York, Inc 120pp. 45916 200 45916 327 

0000170230 Responds to NRC 000512 Itr ro violations noted In Insp Ropt 60-341/00 
21 Corrective actions Safety Evaluation 07 0114 prepared for taking out mein steam 
rohoater & ramifications of operating w/roducod foodwater tomp evaluated 
SYLVIA.BR Dotroll Edison Co 08/06/13 Document Control Branch (Document Con- 
trol Dosk) 4pp 45870 005 45670 0BB 

0006210119 EN 80 052 on 000016, notice of proposed Imposition of cwil penalty In 
amount of $200,000 will bo Issued to IJconsoo violation basod on poor corrective ac- 
tions 8 poor prior performance in area of engineering & technical support 
LUEIIMAN.J, LIEBERMAN.J Ofc of Enforcement (Post 870413) 00/06/13 Ip 
45908 277*45900 277 

0906000026 NRC info Notico 88 037, "Flow Blockage of Cooling Water to Safely Sys 
Components " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/14 
Consolidated Edison Co of New York, fnc. 125 pp 45946 001 45946 125 

8006030211 NRC Bultotin 00 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposuro Devlco ” Svc list oncl 

OUHNETT.RF Division of Safeguards & Transportation (Post 070413) 00/06/14. 
Consolidated Edison Co of Now York, Inc 100pp 45935 211-45935 318 

8006090194 NRC Info Notice 08 030, "Failure of Undervoltage Trip Allachment on GE 
Circuit Bronkors “ Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc I tlpp 45046 126-45046 236 

0006150013 NRC Bulletin 06 0D7, "Power Oscillations in BWRs " Svc list one! 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 00/06/16 
Consolidated Edison Co of New York, Inc 1t4pp 45920,115*45929 220 

0000 150186 SuppJ 1 to NRC Bulletin 00 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ " Svc list encT, 
ROSSI.C E, Division of Operational Events Assessment (Post 870411). 08/06/15 
Consolidated Edison Co of Now York, Inc 120pp, 45965 032-45965.161 

0806210001 Forwards Insp Repts 50-341/87-48 & 50*341/00*14 on 871010* 000331 & 
8001 17 0428 & notice of violation & proposed imposition of civil penalty in amount of 
$200,000 Actions based on inoperability of standby gas Ireatmont subsystem 
DAVfS.A B Region 3, Ofc of the Director 00/06/16 SYLVJA.B fl Detroit Edison Co 
4pp 45900 239-45000 273 

--80062 10002 Notico of violation & proposed imposillon of civil penalty in amount of 
$200,000 Violations noted on 07101 7,containment isolation configuration for primary 
containment radiation monitoring sys violated requirements of GDC 56 
DAVIS, A B Region 3, Ofc of the Director 88/06/16 2pp 45900 243-45008 273 

8B06200061 NRC Inlo Notice 88 042. “Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.C E Division ol Operational Events Assessment (Post 070411) 00/06/23 
Consolidated Edison Co of New York, Inc 10Qpp 45977*207-45970 033 

0006200306 NRC Info Notice 00 043, “Solenoid Valve Problems," Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 184-45977 206 
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R. Periodic operating reports A related correspondence 

8006030-030 Forwards monthly operating status -rept for Apr 1983 Original rept mailed 
on 88G416,biil never received.per W Lovelace 

A NT HO NY, P Detroit Edison Co 8B/05/26 Document Control Branch (Document 
Control Desk) Ip 45742 351-45742 355 

“8806030042 Forwards monthly operating status rept tor Apr 1983, including operating 
data rept .average daily unit power level & summary of unit shutdowns & power reduc- 
tions identified fn Reg Guide 1 16 & Tech Spec 6 9 16 

ORSER.WS Detroit Edison Co 88/05/' 15 Document Control Branch (Document 
Control Desk) Ip 45742 352-45742 352 

“8806030043 Monthly operating rept for Apr 1988 
ANTHONY,P,M Detroit Edison Co 88/04/30 3pp 45742 353 45742 355 

0806220321 Monthly operating ropt for May 1988 for Fermi 2 W/880S1 5 Hr 
ANTHONY.PM, ORSER.WS Detroit Edison Co 86/05/31 4pp 45926 069- 
45926 072 


S. Reportable occurrences, LERs & related correspondence 

8805310237 ROon Ba0420.emergeney diesel generator (EOG) 13 start failure 
occurred Caused by improper setting of 6DG 13 Woodward generator actuator load 
limit knob by unauthorized person EOG unloaded & load limit knob sal to max 
ORSER.WS Detroit Edison Co 88/05/20 Document Control Branch (Document 
Control Desk) 5pp 45716 087-45718 071 

0906010004 LER 8B 016 00 on 08O42O,closuro of RHR shutdown coofing oulboard iso- 
lation valve occurred Caused by failure of Agaslal relay A71BK75 Relay & fuso re- 
laced & tested & valve returned to normal operation W/8B0520 Itr 
EN DERG AST, J , ORSER.WS Detroit Edison Co 8B/05/20 4pp 45684001- 
45604 004 

8006010288 ROon 8804 25, emergency diesel generator start failure occurred Caused by 
Intermittent failure of K1 contact or reset K1 contactor assembly, Including attached 
auxiliary contacts replaced 

ORSERWS Detroit Edison Co 86/05/25 Document Control Branch (Document 
Conlrol Desk). 5pp 45712 137-45712 141 

B806030349 LER SB 017-00 on 860 4 27, control ctr HVAC shifted to roclrculation mode 
due to do-onergizaHon of local panel Caused by short in panel when burned indicator 
lamp removed from panel Subl lamp & opened fuse replaced W/B00527 Itr 
ANTHONY, P , ORSER,W S Oalrolt Edison Co 80/05/27 4pp 45752-286 45752 209 

0806080112 PNO IIFB0-G52 on 8 B 0528, water hammer in RWCU sys damaged fitting on 
5/8 Inch Instrument fine & caused leak of steam & water Into RWCU sys pump 
room Caused by water hammer Instrument line repaired 

COOPER, R, KNOP.R Region 3, Ofc of the Director 88/06/01 2pp 45770 140 
45770 150 

8806100074 LER 86-018-00 on 8B0503.operalor failed lo perform shiflly surveillance 
within allowable lime Caused by personnel error Counselling provided & personnel In 
volvod disciplined W/BQO602 Hr 

PE N DERG AST, J . ORSER.W.S Detroit Edison Co 80/06/02 5pp 45772 321- 
45772 325 

8006130025 LER 88-019 01 on 680507,0 ffsite power to Div 1 inlorrupted when CRD 
pump A tripped on loss of power Caused by raccoon climbing sys sve 
transform or Gravel brought in to bring grade above fonco line W/B8QS06 Hr 
ANTHONY, P, ORSER/W.S Detroit Edison Co 88/00/06 4pp 45791.1 27 45791 130 

0800130063 LER 87-048-04 on 971 OOB.dis covered inadequacies In Tech Spec 
surveillances Time delay relays associated w/RWCU differentia! How isolation function 
not adequately tested Appropriate procedures rovIsed.W/860607 Itr 
ANTHONY.P, ORSER.W.S Detroit Edison Co 8B/06/07 11 pp 45791 1 44- 

45791-154 

8800140477 LER 88 020 00 on 8B050B, Incorrect HPCI surveillance test procedure per 
formed causfing reactor scram Procedure Intended to be performed fn cold shutdown 
or refueling condition Procedure 24 202 04 revised W/8B0607 Itr 
PENDERGASTJ.* ORSER.W.S. Detroit Edison Co 08/06/07 4pp 45B02 324- 
45802 327 

8006210342 Summary of Operating Reactors Evenls Meeting 06 23 on 680607 list of 
alien dees, events discussed & summary of reactor scrams arte! 

LANNINGAV Evenls Assessment Branch. 88/06/00, ROSSI, C E Division ot Opor- 
alional Events Assessment (Post 670411) 16pp 45657,177-45857.191. 

8806160199 LER 88 021-01 on B00510jeactor protection ays high pressure scram oc- 
curred 18 s after closure of both main sleam bypass valves Caused by faulty 
relay.ReIay repiaced Mod to alter comparator trip clrcuils planned W/6B0609 Hr 
P END ERG AST, J , ORSER.WS Delroil Edison Co 00/06/09 5pp 45064 003- 
45664 007. 

8006160022 Special rept on flB0527,div II standby gas treatment radiation exhaust acc! 
dent range monitor process controller discovered switching between normal & stand 
by modes & declared inoperable Causod by problem in 8K board 
ORSER.W.S Delxorf Edison Co 88/06/10, Document Control Branch (Document 
Control Desk), Ip 4583 8- 100-45830 100 
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F. Security, medical, emergency A fire protecllon plane 

8005240199 Provides supplemental info re notice of vlo fat ion .Item 87-34-02, per GQ0421 
fire protection Insp exit meeting Corrective actron training conducted & documented 
for previously untrained personnel, 

COCKF I ELD.D. W Portland General Electric Co 0B/O5/16 Document Control Branch 
{Document Control Desk) 2pp 45673:126 45673:127 

8806010083 Forwards Mgt Meeting Rept 50-344/B8-21 on 860422 Improving trend 
round in functional areas of radiological con1rols.ernerge.ncY preparedness, licensing 
activities & engineering v 

KiRSCH.DF. Region 5, Ofc of the Director 88/05/16 COCKFIELD.D.W Portland 
General Electric Co. 2pp 4571 9 3 35 45 71 9 342 


8808010224 Advises that Rev 13 to pianl emergency plan, continues to meet stds in 
10CFR60 47(b) & requirements of 1OCFR50,App E, per 800510 tolcon clarifying rev 
FISH.R F Region 5, Ofc of the Director 88/05/19 COCKFIELD.DW Portland Gener- 
al Electric Co 2pp 45695 246-45695 254 

~B 8 060 10237 Forwards detailed review of Amend 13 to plant emorgoncy plan & clarifi 
cations lo some changes Changes moot provisions of 10CFR50 47(b) & 10CFR50,App 
E roquiremants 

BROWN, G A NRC - No Detailed Affiliation Given 8B/05/19 NRC - No Detailed Afflli 
ation Given Bpp 45695 247-45695 254 

8806100147 Forwards Insp Rept 50 344/08 17 on 800418 21 & notice of violation 
PATE.R J Region 5, Ofc ot the Director 80/05/23 COCKFIELD.D.W Portland Gen 
eral Electric Co 2pp 45820 33B 45820 340 

-8806100150 Nolice of violation from Insp on 880418-21 Violation noted, required fire 
detectors for radwasta storage area, now fuel storage area & spent fuel pool storage 
area of fuel bldg not installed 

PATE.R J Region 5, Ofc of the Director 8B/05/23 Ip 45020 340-45820 340 

-8606100155 Insp Rept 50 344/08 17 on 080418-21 Violation noted Major areas 
inspected licensoo fire protection program implementation & aclion on previous NRC 
insp findings 

RAMSEY.C , RICHARDS, S Region 5, Ofc of the Director 00/05/23 8pp 45020 341 
45020 340 

8006150350 Forwards description of 10CFR60,App R deficiencies re decoupling -circuitry 
lor Train B emergency diesel generator & lire Induced spurious operations & clarifies 
tion of two Items in NRC 871112 safely evaluation granting exemption 
COCKFIELD.DW Portland General Efoctric Co 08/06/08 Document Control Branch 
(Document Control Desk) lOpp 45835 265 45835 274 

8BO021O242 Forwards request for add! Info ro Vais 1 & 2 to Topical Rept PGE 1012, 
"Trojan Nuclear Plant Fire Protection Plan." for response within 60 days 
CHAN.TL Project Directorate V 00/06/08. COCKFIELD.DW Portland General Elec 
Irlc Co 5pp 45850 327-45850 331 

8000 1303 54 Forwards Rev 6 to security forco training & qualification plan Detailed cfq 
scription of changos & discussion of reasons lor making changes also end Ends with 
held (ref 10CFR73 21) 

COCKFIELD.DW, Portland General Electric Co 80/06/10 Document Conlrol Branch 
(Document Control Desk) Ip 45B23 003-45023 003 

BB062B0310 Responds to NRC 880523 Itr re violations noted In Insp Rept 50 344/08 
17 Corrective actions util imliatod review of status of mods committed lo be made as 
ref in Amend 22 to license 

COCKFIELD.DW Portland General Eleclnc Co, 08/06/22 Documont Control Branch 
(Document Control Desk) 4pp 45966 2B6 45966 269 


J insurance & Indemnity Informafion 

0808240064 Forwards Endorsements 9 lo NEUA Certificate N-57 & MAELU Certificate 
M-57 

KORSTAD.DC Johnson & Higgins Insurance 80/06/13. DJNITZ.I Office of Nuclear 
Reactor Regulation, Director (Post B70411) 3pp 45941:221-45941 223. 


P Operating license stage documents & correspondence 

0808030269 Forwards notice of consideration of Issuanco of amend to License NPF 1 
ro 080301 application to remove U-235 enrichment limit on reactor fuel assemblies 4 
permit storage of assemblies w/max enrichment of 4 5% In new storage racks. 
CHANT L Project Directorate V 08/05/05 COCKFIELD.D.W Portland General Elec- 
IricCo 3pp 45714 235 45714 241 

0805250220 Forwards Rev 1 to License Change Application 145,ro pressure & differen- 
tial pressure transmitter setpoint changes Revised significant hazards consideration 
discussion also end 

COCKFIELD.DW Portland General Electric Co 08/05/19 Document Control Branch 
(Document Control Desk) 12pp 45687.165 45687 176. 

0800030022 Forwards blweokly notice re applications & amends lo OLs Involving 
NSHC.dtd 8B0504 W/o slated end 

* Office of Nucloar Reactor Regulation, Director (Post 870411) 08/05/23 Portland 
Genoral Electric Co 2pp 45725 222-45725 223 

8805310018 Submits Haled estimates for evaluating coat of Generic Ltr B8 03, "Steam 
Binding cl Auxiliary Feedwater Pumps " 

COCKFIELD.DW Portland Goneral Electric Co 68/05/24. Document Control Branch 
(Document Control Desk) 3pp 45694 282-45694,284 

B0O60 10145 Advises that NRC has understanding that util currently evaluating concerns 
ro effectiveness of ultrasonic testing measurements to assure operability of compo 
nonls & will provido evaluation 5 days before crillcallty from outage 
KIRSCH.DF Region 5, Ofc of the Director 80/05/25 COCKFIELD.DW. Pacific Gas 
& Electric Co 2pp 45695*308-45695 309 

8806010120 Forwards summary of fuel assembly changes Included In plant Cycle 11 
core, per util 871120 License Change Application 161 re nuclear fuel upgrade Siartup 
rept for Cycle 11 not required sine© fuel design considered essentially same 
COCKFIELD.DW. Portland Goneral Electric Co. 86/05/27 Document Conlrol Branch 
(Document Control Desk) 4pp 45720 011*45720 014, 

8806010226 Responds to Generic Ltr 89 05, "Boric Acfd Corrosion of Carbon Steel Re- 
actor Prossuro Boundary Components fn PWR Plants " Appropriate revs will be made 
to plant procedures, including clarifying engineering evaluation, by 800930 
COCKFIELD.DW, Portland General Electric Co 80/05/27 Document Control Branch 
(Documenl Control Desk) 2pp 45720 030 46720.031 

8806000288 Forwards Rev 1 to "Pipe Whip Restraint Gaps Pressurizer Surge Una 
Movement " Rept provides details on util evaluation & corrective actions Final ropl or 
investigation will be provided after current refueling outage 

COCKFIELD.D.W. Portland General Electric Co. 08/05/31 Document Control Brand 
(Document Conlrol Desk). 5pp, 45754 043-45764*108 
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— BB0 60B0293 "Pipe Whip Restraint Gaps Pressunzer Surge Line Movement “ 
ROLLER.AN Pacific Gas & Electric Co 80/05/29 61 pp 45754 040-46754 108 

aaosi 70234 Forwards biweekly notico, applications & amends to OLs involving 
NHSCs,dtd 0805 IQ W/o staled end 

Office) of Nuclear Reactor Regulation, Director (Post 870411) 80/05/31 Portland 
General Electric Co 2pp 45B28 349 45Q2G 350 

8 6 0 6 1 40 029 Forwards Interim Change 108 1 to Rev It to QA program plan, including 
shif Is of responsibility .changes in titles & now organizational structure 
COOK FIELD, DW Portland General Electric Co 08/06/03 MARTIN, J B Region 5, 
Ofc of tide Director 2pp 45Q10 275-45819 301 

“8006 1 40030 Interim Chango 180-1 to Rov II lo OA program plan tor facility 
Portland General Electric Co 88/06/03 25pp 45019 277-45819 301 

8 BOB 170 102 Advises that ulil submittal of documentation did not provido sufficient Info 
to conclude that operability under design basis ovonts fully domonstratod Util should 
follow noted guidance identified in Generic Ltr 80 07 

CRUTCHFIELO.D Division of Reactor Projects 111,1 V,V & Special Projects <F > ost 
A704> 11 60/06/07 COCKFIELD.D W Portland Gonoral Electric Co 4pp 45027 306 
45027:309 

JB0621O326 Advises that 800524 rosponso to Goneric Hr 88 03, "Steam Binding of 
Auxiliary Feedwater Pumps" confirmed that necossary procedure In place & will be 
maintained & satisfactory 

CHAN.T L Propel Directorate V 08/06/08 COCKfTELD.DW Portland General Elec 
trie Co 4pp 45071 351-45071 354 

1606230035 Informs NRC lhal util has taken stops to downgrade hydrogen vonl sys 
(HVS) from safety related to nonsafely-rotatod sys HVS provides conirol of contain 
monl pressure during normal operations but tins no safety rolatod function 
COCKFT EL0,0 W Portland General Eloctrlc Co 08/06/17 Document Control Branch 
(Document Control Desk) 2pp 45902 102 46902 103 

BO 6 2 D0 163 Forwards Wostlnghouso Owners Group Notification Ltr OG 80 21 .identify- 
ing mid loop concerns, per Goneric Ltr 07- 12, "Loss of RHR Whilo RCS Partially FJIIod" 
& 0OQ4.2-6 mooting agreement 

NEWT ON,R A Woslmghouse Opornllng Plants Owners Group 00/06/20 

HODGES.W Rooctor Systoms Branch 7 pp 45973 330 15973 344 

305300191 Forwards gonoral quoallons & prolimnary comments on facility insorvico 
to sting program (1ST) usod for insp on 000516-20 Rocommomfs mootmq on long 
form fST program after completion ol rovlow of sys opornhllity results 
STAHLE.C S Project Directorate I 3 08/0G/21 KODER.R W Rochester Gos A Elec 
Iric Corp, 17pp 45075 302 45975 318 


. Inspection reports, IE Bulletins & correspondence 

3 05240199 Provides supplemental info re notice of violation,! tom 07-34 02,por 000421 
firo protection Insp exit mooting Corroctlvo action training conductod A documented 
for provioualy untrained personnel 

COGKFIELD.DW Portland Gonoral Electric Co 08/05/16 Document Conirol Branch 
(Document Control Desk) 2pp 45673,120 45673 127 

SOB0 10 003 Forwards Mgt Maoling Ropt 50 344/08 21 on 000422 Improving trend 
found Tn functional aroas ol radiological controls.omorgcmcy propnrodnoss.llconslng 
activities A engineering 

KIRSCH.DF Region 5. Ofc of Iho Dlroctor 00/05/16 COCKFIEID.DW Portland 
Gonoral Electric Co 2pp, 45719 335*45719 342 

30OBO 10066 Mgt Meeting Ropt 50 344/00 21 on 080422 Major aroa9 roviowod SALP 
results f or 801101*071 130 & discussion of rocontly dovolopod issuos on contnlnmont 

Isolation valves 

BARR.R c, SUN, GY., MENDONCA.M M Region 5, Ofc of tho Director 00/05/13 
6pp, 4 57 1 9 337-45719 342 

□ 0OSO5J6B Forwards Insp Ropt 50 344/80-10 on 000425-29 NO violations 
notod.Woflkness observod In initial Implomonlalion of Insorvico Insp program for 
socond 1 0-yr Intorval 

P/S.TE..R J- Region 5, Ofc of Iho Dlroctor 08/05/18 COCKFIELD.DW Portland Gen 
oral E fee trie Co 2pp 45775002 45775 008 

006000269 Insp Ropt 50 344/00*18 on 800425*29 No violations or deviations 
noted Major areas Inspected Insorvico Insp octfvllios & Insp Procedures 
3 0703, 73051 ,37062,73753 A 73755 

jLARK.O , FUCHARDS.S Region 5, Ofc of tho Dlroctor 80/05/10 5pp 45775 004* 

4577SJOOO 

OS 1001-4 7 Forwards Insp Repl 50 344/00-17 on 800410 21 & notice of violation 
’ATE.R-d- Region 5, 0 fc of tho Dlroctor 00/05/23 COCKFIELD.DW Portland Gen 
, ra f BlOCtricCo 2pp 45020 330-45020 348 

3061001 60 Notice of violation from insp on 800418 21 Violation notod required ftro 
jotectors for radwasto siorago area, new fuel storago aron & spent fuel pool storage 
irea of fue* bldg not Installed 

V\TE j Region 5, Ofc of tho Director 08/05/23 Ip 45820 340*45020 340 

B061OD155 fnsp Ropt 50 344/88*17 on 000410-21 Violation noted Major areas 
licensee fire protection program implemenlalion A action on previous NRC 

a^SSfev^ff. RICHARDS, S Region 5, Ofc of the Director 88/05/23 0pp 45820 341- 
5*320:346 

, fi 1 nnl 60 Forwards Insp Rept 50 344/80-15 on 8Q0425 29 No violations noted 
SltMEFIMAKRP Region 5, Ofc of tho Director 08/05/26 COCKFJELD.OW Port- 
ed General Electric Co 2pp 45814 274 45814 281 

'061O01>63 Insp Ropt 50*344/00-15 on 800425 29 No violations noted Major aroas 
i spec l^cf revaluation of design bases of diesel generators, review of tests & expert* 
ISkrtta program & review of QA program of measuring & test oquipmont 
cflllRA.D B„ MENDOCA.MM Region 5, Ofc of tho Dlroctor 00/05/25 6pp 
5314:276-45814 201 

<*240020 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 T Ra* 
Exposure Device " Svc lisl end 

iSneTT,R.F Division of Safeguards A Transportation (Post 870413) 08/05/27 
on&ol Jdfllod Ed,son Co of Now York| ,nc 120pp 45683 158 ‘ 45683 27 7 


00060 10226 Responds to Gononc Ltr 80 05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components In PWR Plants " Appropriate revs will bo made 
to plant procedures, including clarifying engineering evaluation^ 880930 
COCKFIELD.DW Portland General Electric Co 88/05/27 Document Control Branch 
(Document Control Dosk) 2pp 45720 030 45720 031 

QBO524OO90 Suppl 1 to NRC Info Notico 87-061, "Failure of Wesimghouse W*2 Typo 
Circuit Breaker Coll Switches " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/05/31 
Consolidated Edison Co ol New York, Inc 120pp 45683 038-45683 157 


8805240216 NRC Info Notice 08 034, "Nuclear Matt Conirol A Accountability of Nonfuol 
SNM at Powor Reactors " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 180 45790 300 

8006140370 Ack receipt of util 000516 supplemental response to violations noted in 
Insp Ropt 50 344/07-34 litil ack of validity of Violation 07 34 02 ro untrained supervi 
sots issuing woldtrvg & cutting per mils noted 

PATE.R J Region 5, Ofc of the Director 00/06/01 COCKFIELD.DW Portland Gen 
oral Eloctrlc Co Ip 45031 021 45831 023 


0005270306 NRC Info Notico 00 035, "Inadequate Licensee performed Vendor Audits" 
Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 06B 45700 187 


0006020047 NRC Info Nolico 00 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant Lovol Oporation " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45966 271 

8006090301 Suppl 2 to NRC Bulletin 07*002, "Fastener Testing to Dotormlno Conform 
anco W/ Applicable Mall Specs " Svc list encl 

ROSSLCE Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co of Now York, inc 120pp 45916 200 45916 327 

0806000025 NRC Info Nolico 80 037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list oncl 

ROSSLC.E Division of Operational Events Assessment fPosi 8/0411) 60/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45946 125 

0806000211 NRC Bullotm 00 006, "Actions To Bo Takon for Transportation of Model 
Spoc 2*T Radiographic Exposure Oovlco'' Svc list oncl 

BURNETT, RF Division of Safeguards A Transportation (Post 070413) 00/06/14 
Consolidated Edison Co of Now York, inc 100pp 45935 211 46935 310 

8006090194 NRC Info Nolico 00*038, "Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers ” Svc list oncl 

ROSSLCE, Division of Operational Events Assessment (Post 070411) 08/00/15 
Consolidated Edison Co of Now York, Inc 1 1 ipp 45946 126-45946 236 

0806160013 NRC Bullelin 00 007, ’’Powor Oscillations in BWRs " Svc list oncl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45920 1 15-45929,220 

0006150106 Suppl I to NRC Bullelin 60 005, "Nonconforming Malls Supplied by Piping 
Suppfios.lnc ol Folsom, NJ A West Jorsoy Mfg Co at Williamstown.NJ " Svc fist oncl 
ROSSt.C C Division of Operational Events Assessment (Post 670411) 08/06/15 
Consolidated Edison Co of New York, Inc 120pp 45065 032-45065 151 

0006210141 Forwards steam generator lube plugging ropt as result of Insorvlce Insp of 
Steam Generator Tubes A & B conductod during 19B0 rofuollng outago 
COCKFIELD.DW Portland General Electric Co 08/06/15 Document Control Branch 
(Documont Control Dosk), 2pp 45845 181*45845 102 

0006270149 First partial response to TOIA request for documents Forwards Apps 0 & 
C documents Documents availablo In PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Roloasable per 
tton oncl 

GRIMSLEY.D H Division of Rulos A Records (870413 800514) 08/06/15 BOLEY.K, 
Public Citizen’s Critical Mass Energy Projocl 24pp 45998 208 45990'35O 

-86111B0019 Advises of 061204 regional SALP Review Board mooting In Region V 
covering Nov 1905 Oct 1006 Rovlow guidance package for use In preparing perform 
anco analyses In funcllonal aroas end 

KIRSCH.D Region 5, Ofc of the Director 06/11/12 CREWS, J , CHAFFEE.A, 
MENDONCA.M Region 5, Ofc of the Director 3pp 45990 356*45990 350 

—8801070377 Forwards NRR SALP input for Nov 1906 Nov 1907 Category 1 assigned 
for util performance In functional area of licensing activities 

CHAN.TL Project Directorate V O7/12/30 KIRSCH.DF Region 5, Ofc of the Direc- 
tor 2pp 45900 351-45998 352 

-0006270194 Notifies that regional SALP Rovlow Board mooting scheduled for 880105 
at Region V Projected date for SALP meeting w/ licensee tentatively scheduled for 
8Q0204 Assessment will cover 13-month period from Nov 1986 * Nov 1987 
KIRSCH.D Region 5, Ofc of the Director 07/12/02 CREWS, J , CHAFFEE.A, 
ZIMMERMAN.R Region 5, Ofc of tho Director 3 pp 45998-353 45998 355 

-0006270190 Advises of 851212 SALP Review Board mooting at Rogion V, Assess 
ment will cover 12 month period from Nov 1904 - Oct 1905 

KIRSCH.D Region 5, Ofc of the Director 05/10/24 CREWS, J, CHAFFEE.A, 
DODDS.R Region 6, Ofc of the Dlroctor 3pp, 46990 359 45908 361 

-0806270202 Forwards SALP ropt rewritten In format consistent w/new guidance Any 
comments should be forwarded by 02021 8 Mgt mooting scheduled w/util to discuss 
results of SALP review on 820310 W/o end 

JOHNSON.PH Region 6, Ofc of tho Dlroctor 02/02/11 ENGELKEN.R.H . 
CREWS, J L . STERNBERG, DM Region 5, Ofc of the Director Ip 45999001* 
45999 001 
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-8608270207 Requests preparation of licensee performance analyses, per Part 
IV, Paragraph B.3 of App 0516 c< draft NRC manual, based on results of fnsps per 
formed &/or observations of licensee performance 

ZWETZIG.G B Region 5, Ofc of the Director 81/09/16 MALMROS.M H , 
NORTH.HS, JOHNSON.P H Region 5, Ofc of the Director 2pp 45999 002- 
45999 003 

-8808270211 Partially deleted summary o I 800909 Regfonal Performance Evaluation 
Board meeting re evaluation of plant activities for Sepl 1979 - Aug 1980> 
STERNBERG,© M , FISH.R F , NARBUT.PP Rogfort 5, Ofc of the Director 80/09/25 
CREWS, J L Region 5, O/c of lha Director. 3pp 45909 004 45999 006 

8006260310 Responds to NRC 880523 lir re violations noted in Jnsp Ropt 50-344/88 
17,CorreclJvo actions, util initiated review of stalus of mods committed to be mads as 
ref in Amend 22 to license 

COCKFIELD.D W, Portland General Electric Co. 68/06/22 Document Control Branch 
(Document Control DesH) 4pp 46966 286-45966 289 

8800200051 NRC Info Notice 88-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts '* Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1) 8B/O0/23 
Consolidated Edison Co. of New York, Inc. 108pp 45977 287-45976 033 

8806200306 NRC Info Notice 88-043, "Solenoid Valva Problems" Svc list and 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977' 164 45977 286 


R, Periodic operating reports & related correspondence 


0806170136 Summarizes 800428 meeting w/utll on site to discuss emergency response 
facilities Util believes existing facilities, including technical support ctr acceptable 
SHELTON DC Toledo Edison Co 88/06/09 Document Control Branch (Document 
Control Desk) 2pp 45864 314-45064 315 

8806200301 Forwards Safety Insp Rept 50 346/80-10 on 880401-0515 No violations 
noted 

KNOP.RC Region 3, Ofc of the Direclor 88/06/14 SHELTON.DC Toledo Edison 
Co 2pp 45903 025 45903 039 

-8006200325 Insp Rept 50 346/08 10 on 080401-0515 No violations or deviations 
noted Mafor areas inspected licensee action on previous Insp findings, operational 
safety, mamt, surveillance, LERs, bulletins & fire protection 

DEFAYETTE.R Region 3, Ofc of the Director 98/06/09 13pp 45903 027-45903 039 

8006230271 Rev 0 to Emergency Plan Off Normal Procedure HS EP 02005, "Davis 
Besse Emergency Telephone Sys " W/Rov 6 to table of contents 
GORDON, O, SCOTT WASILK.J Toledo Edison Co 00/06/17 27pp 45902 914 
45902 340 


8606240043 Rev 2 to Emergency Plan Implementing Procedure HS EP 02110, "Emor 
gency Notification " ^ 

MAtSON.BP, WASILKiS , STOLZ.LA Toledo Edison Co 00/06/17 1t)pp 
45910 071-45910 089 


8806240009 Rev 2 to Emergency Plan Implementing Procedure HS-EP 02720, "Recov 
ory Organization " 

MAISON.BP, WASILK.J S, STOLZ,LA Toledo Edison Co 80/06/17 35pp 
45910 010 45910 044 


0806140572 Monlhly operating rap! for May 1908 for Trojan Nuclear Plant W/880606 Ur 
ULMEH.F J , OLMSlEAD.C A Portland General Electric Co 80/05/31 6pp 
45823 C07-45B23 012 


S. Reportable occurrences, LERs 4 related correspondence 

8806030076 LER 68 011-00 on 880425, movement of new fuel assemblies over irradiat- 
ed fuel In spent fuel pool violated Tech Spec limits Caused by failure of crew to 
comply w/plant procedures Add I training on procedures given W/680525 Itr 
HINSON, L , OLMSTEAO.CA Portland General Electric Co 86/05/25 4pp 
46717.137-45717 140 

8006920037 Special rept listed fire barrlors declared Inoperable on dates indicated & re 
mained inoperable for greater than 7 days Barriers degraded In order to support indi 
cated malni work In each area Barriers will be restored oy 880830, 

OLMSTEAO.C A Portland Generaf Electric Co. 08/05/26 Document Controf Branch 
(Document Control Desk) 2pp 45733 322-45733 323 

8806030370 LER 00-012-00 on. 800430, fire door made inoperable Caused by personnel 
error, Rigging gear removed to roatore barrier to operable status.Door closed & will be 
laft closed as normal position W/B80531 Itr, 

HINSON, L, OLMSTEAO.CA Portland General Electric Co 80/05/31 4pp 

46746,31945746.322 

8006090162 LER 88 013 00,on 0BO5O5, component cooling wator valve positions not 
verified as required by Toch Spec surveillance requirements, Caused by procedural 
Inadequacy Vafves added to locked valve fist & secured in posltlon.W/800603 Itr. 
HINSON.L. OLMSTEAO.CA FoMland General Electric Co 88/06/03 3pp 

45766 059 45766 061 

8808230223 LER 00 014 OO.on 8B0517,contalnmgnt ventilation Isolation Initiated by high 
radioactivity signal from low level noble gas monltor.Caused by gases exhausted from 
primary sido of steam generator Procedures revised W/U80616 Hr 
HINSON.L, OLMSTEAD,C.A Portland General Electric Co 86/06/16 4pp 

45902 290 45902'2D3. 

8808240019 LER 86 015 00 on 0QO51 9, containment ventilation Isolation 1 nil fated by high 
containment radioactivity signal fron> monitor PRM 1C Caused by personnel not keep- 
ing ala/m reset button depressed while testing monltor.W/880617 Itr, 

HINSON.L , OLMSTEAD.C A Portland General Electric Co. 8B/06/17 3pp 

45910137-45610,139 


T. Hearing transcripts on non-antl trust matters 

6006080313 Forwards testimony of WA Russell & WR Hughes In procedmgs before 
FERC re Indemnity Agreement B-73,per 800529 request 

NELSON.R A Stool, Rives, Bolsy, Jones A. Grey Sb/ 05/27. CHAN.T. NRC - No De 
tailed Affiliation Given 84pp 45791.23945791,321 

6896690095 Forwards revised testimony & exhibits of WR Hughos which excludes mat! 
still covered by protective order fn matter of application of PacifiCorp 8 PC/UP&L 
Merging Corp for consent to transfer License NPF-1 & Indemnity Agreement B-78. 
NELSON, R A Stoel, Rives, Bolay, Jones & Grey, 80/06/01, CHAN.T NRC - No De- 
tailed Affiliation Given 204pp 45B05 052 4 5005 256 
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F. Security, medical* emergency & fire protection plane 

6605250194 Rev 1 to Emergency Plan Implementing Procedure HS EP 02120, "Control 
Room Emergency Responso " 

BRIDEN.DW., HAMSETT.L A Toledo Edison Co. 08/04/08 13pp. 45674 132- 
45674:144. 

6606180081 Rev 2 to Emergency Plan Implementing Procedure HS EP-02220, "Emer- 
gency Control Ctr Activation & Responso M W/revfsed table of contents. 
RAMSETT.LA,, SCOTT- WASILK.J , STORZ.LF, Toledo Edison Co. 68/05/23 14pp 
45822-318-45822 331. 

B806159665 Forwards final response to NRC B61217 request for addl Info re fire protec- 
tion program. 

SHELTON.DC Toledo Edison Co 88/06/06 Document Control Branch (Document 
Control Desk). 1 tpp, 45835 305-45636:315 


J. Insurance & Indemnity Information 

6006100243 Forwards Endorsement 159 to NELIA Policy NF-IOO.Endorsement 140 to 
MAELU Policy MF 29, Endorsement 81 to NELIA Policy NF4fl5,Endorsemenl 64 to 
MAELU Policy MF-91, Endorsement 106 to NELIA Policy NF-161 & Endorsement 89 
MAELU Policy ME 46 

O'CONNOR, DJ Marsh & McLennan, Inc 86/06/01 DINITZ.I, Office of Nuclear Re- 
actor Regulation, Director (Post 07041 1) 19pp 45701 030 4579 T040 


M, Antitrust correspondence 

8006300243 Forwards notice published In FR on 880616 per proceeding ra util request 
to delete antitrust license conditions 

LAMBE.W M Policy Development & Technical Support Branch (Post 870411) 06/06/ 
22 ALBERTS M Goldberg, Field man & Latham, P.C 3pp 45975 34545975 347, 


P. Operating license stage documents & correspondence 

8006030171 Forwards notice of consideration of Issuance of amend to facility OL & op 
portunity for hearing concerning B8041 1 application 

DE AGAZIO.AW Proloct Directorate Ilf G 88/05/13 SHELTON.DC Toledo Edison 
Co 2pp 45725 0B6 45725092 

-6006030176 Notice of consideration of issuance of amend to License NPr*3 & pro 
posed NSHC determination & opportunity for hearing Amend adds Limiting Condition 
for Operation 3 9 13 & Surveillance Requirement 4 9 13 

DEAGAZIO.AW Project Directorate llf-3 86/05/13 6pp 45725 00845725 002 

8006170329 FOIA request for documents re suspect piping from Piping Supplies Inc of 
Folsom.NJ & West Jersey Mfg Co of Williamstown.NJ.usod fn DavTs-Besse nuclear 
power plant 

MAXWtll.B Cosmos Broadening Corp 88/05/13 NRC - No Detailed Affiliation 
Given 2pp 45827 176 45027 177 

8B05260293 Forwards application for amend to License NPF-3, revising Toch Specs to 
permit core power operation of 2,772 MVVt for Cycle 6 & B&W BAW-2038, "Davis- 
Basse Nuclear Power Station Unit 1, Cycle 6 Retoad Rept " Foe paid 
SHELTON.DC Toledo Edison Co 06/05/18 Document Controf Branch (Document 
Control Desk) Ip 45674 145-45674 313 

-0005250301 Application for amend to License NPF-3, revising Toch Specs to permil 
operation at core power of 2*772 MWt for Cycle 6 Safety evaluation & significant ha** 
ards consideration oncl 

MYERSJJ, SHELTON.DC Toledo Edison Co 08/05/10 10pp. 45674:146* 

45674 161 

-8005 25031 6 "Davls-Besso Nuclear Power Station Unit 1, Cycle 6 Reload Rept " 

* Babcock & Wilcox Co, BAW-2038 00/04/30. 77pp 45674.102 4 5674.238. 

-8605250325 Proposed Tech Specs, revising core power to 2,772 MWt for Cycle 6 

* Tofodo Edison Co 60/05/1 B 76pp 45674 23945674-313 

8006160130 Confirms 8B0512 discussion re mgt meeting on 880531 In Glen Ellyn.IL to 
discuss status of course of actions & other commitments Notice of significant licensee 
meeting end 

GREENMAN.E G Region 3, Ofc of the Director 00/05/19 SHELTON, D. Toledo 
Edison Co 2pp, 45022 356 45822 357 

6006020239 Advises that staff completed review of utif submittals re TMI Action Item 
ILK 3 5 re reactor coolant pump trip Response acceptable Safety evaluation end 
DE AGA2IO.AW Project Directorate IIJ-3 68/05/24 SHELTON.DC Toledo Edison 
Co 2pp 45709 350 45700 355 

-08O6O2O244 Safety evaluation supporting implementation of TMI Action Item II K3.5, 
"Automatic Trip of Reactor Coolanl Pumps," In response to Genoric Ltr 86 05 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/05/24. 4pp 
45709.352 45709.355 

8806070046 Forwards listing of proposed changes In 880308 application for amend to 
License NPF-3 .revising Tech Spec Section 6 0, "Administrative Control," Requests 
that oulstandlng changes under TAC 65607 bo Issued by 881215. 

SHELTON.DC Toledo Edison Co 06/05/24, Document Control Branch (Document 
Control Desk). 5pp 45753 107-45753 201 
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B0&03D30Q Responds to Generic Ltr 88 03 ro resolution of Safely Issue 93, "Sloam 
Ending of Auxiliary Feedwater Pumps ’’ 

SHELTON.O C Toledo Edison Co 88/05/25 Document Control Branch (Document 
Control Desk) 2pp 45752 187*45752 188 

608170270 Forwards Amend 111 to License NPF-3 Amend revises Tech Spec 3/4 7,7 
re surveillance & functional testing of snubbers Specifically, amend adds Surveillance 
Requirement 4 7 7 1e to provide for Insp of all safety related snubbors 
DE AGAZIO.A W Project Directorate 111-3 80/05/25 SHELTON, DC Toledo Edison 
Co 3pp 45829 075 45829 090 

B806 170276 Amend 111 to License NPF-3 r revislng Tech Spec 3/4 7 7 ro surveillance 
& functional tasting of snubbors Specifically, amend adds Surveillance Requirement 
47 7 1e to provide for insp of all safoty related snubbers after dynamic event 
PERKINS.KE Project Directorate II 1*3 88/05/25 13pp 45829 078 45820 090 

106020001 Forwards response to Generic Llr 88*05, "Boric Acid Corrosion of Carbon 
Sleel Reactor Pressure Boundary Components In PWR Plants “ Util programs & pro 
cedures use systematic measures to prevent boric acid corrosion 
SHELTON.DC Toledo Edison Co BB/05/27 Document Control Branch (Documenl 
Control Desk) 5pp 45734 039 45734 043 

106060115 Rescinds commitment stated in App IV, C 2 t of licensee 850910 courso of 
action document re doletion of interlock on steam inlet valves 1o auxiliary feedwater 

§ ump turbines Discusses reasons for retention of subj Interlock 
HELTON.D C Toledo Edison Co 88/05/27 Document Conlrol Branch (Document 
Control Desk) 2pp 45765 315*45765 310 

06170257 Forwards corrected Pape 6 6, as revised by Amend tOO.w/ corrected Page 
6-5 as revised by Amend 106 prmtod on back Change mado by Amend 106 ovor- 
ookod A pages Issued w/o Incorporating Amend 106 revs 

DE AGAZIO.A W Project Directorate 111*3 80/05/31 SHELTON, D C Toledo Edison 
DO 2pp 45828-353 45828 356 

866170261 Corrected Pages 6-5 & 6 6 to Amend 109 to License NPF-3, incorporat 
nfl Amend 106 revs 

‘ NRC - No Detailed Affillallon Given 80/05/31 2 pp 45820 355 45020 356 

33000003 Advises that simulator oxpocted to bo Installed in plant simulator bldg by 
*90630 & ready for training use by 091231 Slmulaior undergoing fabrication at vendor 
aclllty w/hardwaro/ software Integration In procoss 

JHELTON.DC Toledo Edison Co 88/06/01. Document Control Branch (Document 
Control Desk) Ip. 45766 093 45766 093 

16140448 Ack receipt of Revs 6 & 6 of QA program description, Chapter 17 2,lnclud- 
id In util 1997 & 1988 FSAR updates Rovlsed program .including editorial changos 
liscussed at 000419 20 silo visit.moots requirements of lOCFRSO.App B 
flLLER.M J Region 3, Ofc of the Director 88/00/02 SHELTON.D Toledo Edison 
JaSpp 45800 210-45800 210 

15140546 Provides addl Info re util 800201 application for amond to llconso ro sot* 
oints for anticipatory reactor trip sys armlng/oactor protection ays high pressure trip 
PORV trip 

HELTONAC Toledo Edison Co 80/00/07 Document Control Branch (Documont 
ontrol Desk). 3pp 45847-001-45047 003 

6150462 Advises that B&W Ownors Group using recommondation tracking sys 
US) rept as vehicle to transmit util status.plon & schedule for Implementation of 
ifety & performance Improvement program Util authorizes group to submit RTS 
HELTON, DC Toledo Edison Co 08/06/07 CRUTCHFIELD, D Division of Reactor 
rojecla * 111,1 V,V & Special Projects (Post 0704 11) 1 p 4501 5 356 458 1 5 356, 

6060221 Requests that end slides from 060627 presentation to ACRS ro malnt 
ivlew at facility bo placed in PDR 

ERSINKO.D NRC - No Detailed Affiliation Given 88/06/08 MCKNIGIIT,J NRC * 
o Detailed Affiliation Given 10pp 45757 147-45757 184 

B 1 70 14 9 Advises that implementation of NUREG 0737,ltem II K 3 5 complete Ulil 
>1220 response stated lhat facility procedures require reactor coolant pump trip 
hon RCS subcoollng margin falls below 20 F 

HELTON, D.C Toledo Edison Co 80/06/09. Document Control Branch (Documont 
Dntrol Desk). Ip 45864 075 45864 075 

J170163 Advises that plans for Implementing mods lo sloam & feodwotar rupture 
mtrol sys prior to beginning Cycle 6 operations rovlsed due to nood to find solonold 
lye vendor & to perform listed evaluations 

HELTON, D C, Tolodo Edison Co 08/06/09 Documont Control Branch (Document 
mlrol Desk) 2pp 45804-324-4 5864 *325. 

1240076 Submits status summary rept on Multi Plant Action B 66, “Natural Circula 
n Cooldown " Near-term OLs should not be added to Safety Issues Mgt Sys listing 
sub] action 

tPRA,R A Project Directorate 1*1. 80/06/10 VARGA, S A Division of Reactor 
ojecls - I/If (Post 870411) 6pp 45927 001-45927 000 

<240125 Forwards notice of environ assessment & finding of no significant impact ro 
I 870807 application to change Tech Specs, doletfng safety features actuation sys 
uiua! & automatic signals to certain steam sys valvos 
AGAZIO.A W Project Directorate 111-3 80/06/10 SHELTON, DC Tolodo Edison 
v 2pp 46927-201 45927.207 

>6240131 Environ assessment & finding of no significant Impact ro proposed amend 
License NPF-3,removmg all safety features actuation sys & containment Isolation 
ch Specs closure time requirements from valvos attachod to steam generators, 
RKINS.K E Project Directorate III 3 88/06/10. 5pp 45927 203 46927.207 

21C0B7 Partial response 10 FOIA request for documonla Forwards App D 
:uments App C documents available In PDR App £ documents completely withheld 
I FOIA Exemption 6) 

,!MSLEY,D H. Division of Freedom of Information & Publication Services (Post 
)51B) 86/06/13 MAXWELL, B. Cosmos Broadcasting Corp 9pp 45053 268 
>57 142 

6210137 Discusses topics for senior mot meeting & submits partial listing of facifi 
i where vendor support has boon problem, vend or involved & component/issue of 
treat W/copyrighted mail 

EENMAN.E G. Region 3, Ofc of the Director 88/03/09 DAVIS.A B Region 3, Ore 
lie Director 22pp 45857-131-45857 142 


0006210210 Forwards background Info on overflight restrictions at nuclear power 
facilities FAA & NRC have no formal restrictions ro commercial ovarfllghts NHC re 
views flight paths on caso-by-cose basis (or oach facility 

BUCKLEY, J T Technical Review Branch 00/06/13 BALLARD.R L Technical Review 
Branch 2pp 45914 012-45014 022 

“8006210224 Requests mooting to discuss proposed answers to util questions ro null 
tary flights over reactors Ulil wants to know how long military has been using area 
around subj plant for making simulated tost runs in unarmed B-52s 
BOYD.RS Atomic Energy Commission 71/01/27, MORRIS, P A Atomic Energy Com 
mission Ip 45914 033 45914 033 

8806210146 Forwards lor review & followup allegations re activities at facility Results of 
reviews & dispositions requested within 30 days of Mr dato Duplicate llr w/NRC notes 
also end Details withheld (ref 10CFR2 790) 

GREENMAN.E G Region 3, Ofc of the Director 88/06/14 SHELTON, D Tolodo 
Edison Co 2pp 458Q6 165 45&BQ 166 


Q Inspection reports, IE Bulletins & correspondence 

8805260324 Responds to NRC Compliance Bulletin 8/ 002, “Fastoner Toshng to Deter 
mine Conformance W/Appflcablo Matl Specs " Uttl found 45 of 51 fasteners tested 
met applicable specs & determined fasteners to bo acceptable 
SHELTON.DC Toledo Edison Co 80/02/16 DAVIS.A B Region 3, Ofc of tho Direc 
tor 44pp 45689 260 45609 303 

0606240028 NRC Info Notico 00-033, "Recent Problems Involving Model Spoc 2-T Ra- 
diographic Exposure Devico " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 08/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158 45683 277 

8606030290 Roaponds to NRC 000427 ltr re violations noted in Insp Rept 50 346/OB 
07 Corrective actions all on shift operations dept personnel counseled ro inadvertent 
pressurization Incident & Sys Procedure 1106 00 changed 

SHELTON.DC Tolodo Edison Co 88/05/27 Documont Control Branch (Document 
Control Desk) 3pp 45752 295 45752 297 

0805240090 Suppl 1 to NRC info Notico 87-061, “Failure of Wostlnghouso W-2-Typo 
Circuit Breaker Coll Switches “ Svc fist end 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated Edison Co, of Now York, Inc 120pp 45683 038 45603 157 

8G05240215 NRC Info Notico 88 034, "Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Oporaliona) Events Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45790 300 

8806200014 Informs that llconsoo Info re verification of environ qualification for Bunker 
Rnmo penetration assamblios Installed nt plant did not provide sufficient Info to ostab 
llsh operability undordosign basis events 

CRUTCHFIELD, D Division of Reactor Projects - JN.IV.V & Special Projects (Post 
070411) 88/06/02 SHELTON.DC Tolodo Edison Co 3pp 45039 346 45639 340 

8805270306 NRC Info Notice 80-035, "Inadequate Licensee Performed Vendor Audita ” 
Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/03 
Consolidated Edison Co of Now York, Inc I20pp 45790 060 45790 107 

8806020047 NRC Info Notice 88 036, “Posslblo Sudden L 099 of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI, C E Division of Operational Evonls Assessment (Post 870411) 00/06/00 
Consolidated Edison Co of New York, Inc 120pp 45065 152 45965 271 

8806150165 Forwards Safety Insp Rept 50 346/80 14 on 080509*13 & rolFco of viola- 
tion 

WRIGHT.G C Region 3, Ofc of tho Director 80/06/00 SHELTON.DC Toledo Edison 
Co 2pp 45027 102-45827 110 

-0806150180 Nolico of violallon from Insp on 8BO509 13 Violation noted refuotlng 
equipment operator demonstrated lack of sufficient knowledge to oporato refueling 
equipment during dofueilng operations 

WRIGHT, G.C Region 3, Ofc of the Director 88/06/08 Ip 45827.104 45B27 104 

“8806150189 Insp Rept 50-346/80-14 on 880519 13 Violation notedMaJor areas 
Inspected defuellna activilles.Unresolved Item Identified Involving mod of fuel grapplo 
on three fuel handling bridges 

AZAB.BA, PHILLIPS, M P Region 3, Ofc of tho Director 88/06/07 6pp 45827 105 
46827.110 

8806150299 Submits listod Info ro tubes plugged In steam generator following May-Juno 
1080 steam generator tube Insen/lco Insp 

SHELTON.D C Toledo Edison Co 08/06/08. Documont Conlrol Branch (Document 
Control Desk) Ip 45812.077-45012 077 

8806170144 Responds to NRC 880420 ltr re violations noted In Insp Rept 50 346/00- 
06 Corrective actions Procedure NEP-021 will be rovlsod to allow preparation of non- 
plant mod re specific change notice bo used In conjunction w/chango request 
SHELTON.DC Tolodo Edison Co 8B/06/09 Document Control Brancn (Documont 
Control Desk), 5pp 45BG4 062 45064 066 

8806090301 Suppl 2 lo NRC Bulletin 67-002, “Fastener Tesllng to Determine Conform- 
ance W/ Applicable Matl Specs ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co or Now York, Jnc I20pp 45916 208*45916 327 

8806080025 NRC Info Notico 88 037, "Flow Blockage of Cooling Water to Safoty Sys 
Components ” Svc fist end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 08/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001*45946 125 

8806000211 NRC Bulletin 08*000, “Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device," Svc list end, 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 08/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45935 211-45935 310 
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6806200301 Forwards Safety ln 3 p Rept 50 346/80 10 on 880401 0515 No violations 

KlJOP.nc Region 3 Die of the (Vector 80/06/14 SHELTON, DC Toledo Edison 
Co 2 pp 45503 025 45903 039 


-6806200325 [nsp Rept 50 346/08 10 on 080401 0515 No violations Of deviations 
no fed Major areas inspected l.censee action on previous msp findmgs.operational 
salef., ma-nt surve-llance LERs, bulletins & Uc protection 

DEFAVETTE.R Reg on 3 , Ofc of the Director 86/06/09 13pp 45903 027 45903 039 

8806090194 NRC ln # o Notice 88 030 Failure of Undervollago Tnp Attachment on GE 
Girev! Breakers” Svc l.si end 

ROSSI.CE Puis on of Operational Events Assessment {Post 870411) 88/06/ 1 5 
Consolidated Ed 1 son Co or New York Inc llipp 45946 126 45946 236 


8806 150011 3 NRC BuHet,n 88 007, Power Oscillations in BWRs " Svc list end 
ROSSI, C E Plosion of Operational Events Assessment (Post 870411) 88/06/ 15 
Consol dated Edison Co of New York, Inc 114pp 45929 115 45929228 

8806 1501 86 Suppl 1 to NRC Bul'etm 88 005, ' Nonconforming Walls Supplied by Piping 
Supples Inc at Folsom NJ 0 West Jers 6 / Wig Co at Witliamstown.NJ " Svc list end 
R055ICE Division of Opcrat-cnal Everts Assessment (Posl 870411) 88/06/15 
Consolidated Ed. son Co of New York, Inc 120PP 45965 032 45965 151 


8806200051 NRC fnfo Notice 8 fl 042, Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts' Svc list end 

ROSSI, C E Dr.ision of Operator^ Events Assessment (Post 870411) 88/06/23 
Consol dated Edison Co of New York, In: 108PP 45977 287 45978 033 


8606200306 NRC Info Noice 88 043 "Sofcnoid Valve Problems " Svc lisl end 
ROSSI CE Oivision ol Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Ed'Son Co of New Yolk Inc 123pp 45977 164 45977 286 


R Periodic operating reporls & related correspondence 

6005260312 Monthly operate* rept for Apr 1988 W/800516 Itr 
CIPRIANI, J. STOR2.LF Toledo Edison Co 88/01/30 6 pp 45701 227 45701 232 

6806220327 Monthly operating rept for May 1988 for Davis Bosse Nuclear Power Sta 
ton Un<l 1 V// 0806 14 Itr 

CtPRIANI.J, STORZ.LF Toledo Edison Co 68/05/31 6 pp 45929 257-45929 262 


S. Reportable occurrences, LERs & related correspondence 

6606020038 Special rcplcn 880 119 diesel lire pump removed from svc for malnt & do 
dared inoperable for longer than limit required by Tech Spec due to unanticipated 
temp switch failure Srtilch repaired & diesel tire pump declared operable 
STORZL F Toledo Edison Co 88/05/26 DAVIS, A B Region 3, OFc of the Director 
2pp 45742 347 45742 348 

8806030105 LER 88 Ol 1 00 on 080408, following mamt on fire Door 422, Shift supervisor 
incorrectly declared fire door operable A terminated contmous fire walch for fire 
barrier Caused by personnel error Tire watch reestablished W/860527 Itr 
GORDON.CS, STORZ.LF Toledo Edison Co 88/05/27 4pp 45717 150 45717 153 

8806156379 LER 68 012 00 on 880509, safery features actuation sys (SFAS) signal re 
cervod & sys actuated on high radiation level Caused by passing filter elements noar 
radiation detectors used to initiate SFAS Procedure revised W/8B0608 Itr 
GORDON.CS, STORZ.LF Toledo Ed-son Co 88/06/08 3pp 45814 138-45814 140 

8806170140 LER 88 009 01 on B8G404,!noperabfe fire barrier existed w/no detection on 
either side & continuous fire watch not in place Caused by personnel error during Ini 
bal fire watch evaluation Continuous fire watch posted W/880S09 Itr 
GORDON.CS . STORZ.LF Toledo Edison Co 68/06/09 4pp 45865 039 45865 042 
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F. Security, medical, emergency & fire protection plans 

0605250166 Forwards Insp Repts 50 348/88 13 & 50 364/88 13 on 080404-08 & notice 
ol deviation 

HERDT AR Region 2 0 !c of the Director 88/05/13 MCDONALD.R P Alabama 
Power Co 2 pp 45664 073 45664 085 


--6B0613O194 Safeguards evaluation ropt supporting Amonds 76 & 68 to Licenses U- 
2 & NPF 8, respectively 

* NRC No Detailed Affiliation Given BQ/05/27 3pp 45793 349 45793 351 

8606020296 Revised emergency plan Implementing procoduros.rncluding Rev 5 ^ 
FNP0EIP8, ‘'Emergency Communications," Flov 12 to FNP-OEIP- 11 , "Hand ro 
Injured Personnel" & Rev 10 to FNPOEIP-2/, “Activation of Emergency 
880531 Itr 

HUDSPETH, JB Atabams Powor CO 88/05/31 200pp 45746 062 45746 236 

8606200315 Forwards SALP Insp Repts 50 340/BQ 04 & 50 364/08 04 for 66 -**c' 
880331 Weaknesses in functional areas of quality program & administrative con:;: j * 
engineering support noted Failure to follow procedures noted in many areas 
GRACE, J N Region 2 , Ofc of the Director 88/06/08 MCDONALD, R P A'ati'i 
Power Co 2 pp 45865 150 45065 191 

-8606200342 SALP Insp Repts 50 348/88 04 & 50 364/08 04 for 060001- 680331 

* Region 2, Ofc of the Oireclor Q0/06/08 40pp 45065 152 45865 191 

6806140386 Responds to deviation notod In Insp Ropt 50 340/88 13 Corre. 
aclionsRoom 444 removed from list of combusliblo storage rooms Fire walch 
maintained until combustible contents could bo removed 
HAIRSTON.W G Alabama Powor Co 88/06/ 10 Documont Control Branch (D. 
ment Control Desk) 2pp 45833 321 45833 322 

8806240015 Ack receipt of 080518 Itr informing NflC of stops takon to correct v.al* 
noted in Insp Repts 50 348/80 09 & 50 364/80 09 Concerns ro util ability to ider\t*> 1 
control access to “attended" safeguards Info oxprossod 

GRACE, JN Region 2, Ofc of the Director 80/06/ 10 MCDONALD, R P Afafccri 
Power Co 4pp 45962 215 45962 2(8 

8806200306 Rev 57 to Emergency Plan Implementing Procedure FNP 0 EIP 8 , Em-: 
gency Communications " 

HUDSPETH, JB Alabama Powor Co 80/06/20 4flpp 45944 252-45944 299 


J Insurance & Indemnity Information 


8006020263 Forwards master work policies for plants, including Endorsements 1,2 A 3 
to NELIA Certificates NW-105 & 154 & Endorsements 1,2 & 3 to MAELU Certfca‘-> 
MW-39 & MW 185 & certificates of insurances 

SANNA.L J Marsh & McLennan, Inc 08/05/27 DINITZ.I Offico ol Nuclear Rea: ( 
Regulation, Director (Post 870411) 150pp 45713 001*45713 240 


M Antitrust correspondence 

8606Q 10047 Responds lo 8B0429 Itr from counsel of Alabama Elnclnc Cooperative i-„ 
objecting to Alabama Powor Co 000125 proposal to rosolvo issues re terms for sa- 1 
of plant Director should affirm settlement proposal 

BOUKNIGHT.J A Newman & Hollzingor BOUKNIGHT.J A Alabama Power Co 62 
05/24 VOGLEH.BH NRC - No Dotailod Affiliation Given 13pp 45684 0V* 
45684 062 

“8006010052 Responds to matters raisod during mooting ro ownersh,p c 4 
plant, including wholesale powor contracts botwoan Alabama Eloclric Cooperat- « 
(AEC) & members & A EC claim that contracts accepted by private lenders as AEC 
loan security 

BOUKNIGHT.J A Newman & Holtzmaor BOUKNIGHT.J A Alabama Power Co fc 
08/12 VOGLER.BH NRC - No Dotailod Affiliation Given 5pp 45 GB 4 017 45684 02v 

-80O6O1OO66 Affidavit of PC Kron addressing reasonableness of Alabama Po*er 4 
Light Co seiiloment proposal from credit standpoint & Alabama Electric Cooperate 
contention that proposed guarantees would properly orode creditworlhynass of 
bers 

KRON, PC Alabama Power Co KflON.PC Cllicorp 08/05/17 1 1pp 45684 021 
45664 030, K 

-8606010062 Affidavit of JH Hunoko supporting Alabama Powor & Light Co (APCO) re- 
quest for Alabama Electric Cooperative (AEC) member companies to provide guar* 
tee lhat APCO will be paid for full sham of planl ownership costs Transcript encl 
HUNEKE.J H Alabama Power Co HUNEKE.J H Morgan Stanley & Co, Inc 8B/0^' 
17 13pp 45684 031 45684 062 


“6605250172 Notice of deviation from insp on 8B0404 00 Deviation noted utilization 
designated combustible storage area w/partai height separation waifs of room not a 
proved tire rated 

HEROT.AR Region 2, OfC of the Director 88/05/13 Ip 45664 075 45664 075 

—6605250175 Insp Repts 50 348/88 13 & 50 364/88-13 on 880404 08 (Wain 
P. 0 !??, , areas inspected Tire protection A prevention 

45^4 M 0 A 76-45664 0a5 NL ° N,TE ° fC 1h ° &feCl0r 68/05/10 l0 f 

' .°J /2° 50 l/ G spon \ Q ,0 FEWA analysts of prompt alert & not 
* a .‘ 45 0 *tens<on being provided for util to submit final subrr 
J?' f f RleRS 5 ,^ correcNvo actons & date for conducting relesl 

pSwef Co^2pp 45?76 267^5776 266 4 ^ rec * 0f 86 ' 05 ^ MCDONALD, R P Alabar 

MO5260169 Responds lo violations noted in Jnsp Rents 50 348/68 09 & 50 qfia/A 
^ocorrec rve acbons taken as util domes tha? violation occurred Contends ^ 
2rnSwAi C r?n U D A r , e t was *? cnded aulhonzerf personnel at lime in question 3 

Oacumom °"*' V 

Forw , art ? s Amonds 76 6 68 lo Uconsas NPF.2 a NPF a raspaciivalv 
^W]h*S a swu,Wa!? 6ndS ratXfl,y SEC " 01 ' 20 10 -odo'-o compliance^ 
Co E T»«T 611 ' 68,05/27 MC00NALD ' RP Alabama Po, 

Aniends 76 , A 68 10 Licenses NPF 2 A NPF-8, respectively moditvina Sc 
comp banco w/amonded physical security plan V ‘ * 9 3 
AOENSAM.EG Project Directorate II 1 88/05/27 4pp 45793 345 45793 348 


8806280222 Requests lhat director affirm sotilomoal proposal negoliated in matter a 
bH Fnaridal obligations & bring manor to close PC Kron affidavit oncl 
BOUKNIGHT.J A Newman & Holtzlnger BOUKNIGHT.J A Alabama Power Co 62 
06/17 VOGLER.B.H NRC - No Detaifod Affiliation Given lOpp 45943 
45943 151 


-8806280285 Affidavit of PC Kron re reasonableness of settlement proposal by util frC"'' 
credit standpoint & contention that proposed guarantees would improperly orode ere: 
itworthiness of members 

KRON.PC Citibank, N A 88/06/17 lOpp 45943-142 45943 151 


P. Operatfng tfeenso stage documents & correspondence 

8806030077 Discusses commitments ro American Switch Co solenoid valves & Name: 
limit switches, per 880510 telcon Procedural guidance lo operators 6 instructional: 
?!!!iL^iP?, n il sor| P* annefS & Qfectncal malnt personnel will be in effect before startup 
MCDONALD.RP Alabama Power Co 08/05/11 GRACE, J N Region 2, Ofc ol Ihe 
Director 2 pp 45734 13B-45734 139 

B BO 6 0200 10 Requests notification of receipt of Rev 26 to operations GA po^ 
manual If Rev 26 has been received, completion & return of encl ack requested 
Alabama Power Co 80/05/10 GRACE.J N NRC - No Detailed Affiliation Given 
2pp 45734 020 45734 021 

BQ052601 19 Application for amonds to Licenses NPF-2 S NPF-O.rotalnmg portion ct 
Paragraph 4 4 10.12 which reiterates 10CFR50, App H requirement lhat rcact.r 
if^ s J.^U rr i d ! fltion flurveillanco specimens shall be removed & examined 
MCDONALD.R P Alabama Power Co 88/05/20 Document Control Branch (Docu- 
ment Control Desk) 3 pp 45701 120 45701,132 
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—8605.260129 Proposed Tech Specs, retaining portion of Paragraph 4 4 10 1 2 ro reactor 
vessel mall irradiation surveillance specimens 

* Alabama Power Co 68/05/20 lOpp 45701 123 45701 132 

3905310014 Confirms that procedures exist to allow operators to bolh recognize & re 
cover from steam binding in auxiliary feedwater (AFW) sys.por Generic Ltr 00 03, 
"Steam Binding of AFW Pumps," resolving Ganorlc Issue 03 
MCDONALD.R P Alabama Power Co 80/05/24 Documont Control Branch (Docu 
mem Control Desk) 2pp 45700 077 45700 076 

6806010176 Forwards State of AL 680505 llr to util ro two minor changes in operational 
procedure at plant, per Tech Spec Section 3 2 

MCDONALD, R P Alabama Power Co 08/05/25 Documont Control Branch (Docu 
menl Control Desk) 3pp 45683 333 45683 335 

0806010106 Application for amends to Licenses NPF 2 & NPF 8, revising ref of senior 
vice president to president * nuclear to reflect organizational titles 
MCDONALO.R P Alabama Power Co 68/05/26 Document Control Branch (Docu 
mort Control Desk) 3pp 45719 301-45719 310 

“8006010100 Proposed Tech Specs ro organizational titles 

* Alabama Power Co 68/05/26 16pp 45710 304 45719 319 

BB0Q130189 Forwards Amends 76 & 60 to Licenses NPF-2 & NPF 6, respectively & 
safeguards evaluation rept Amends modify Section 2 D to roquiro complianco w/ 
amended physical security plan 

REEVES, E A Project Directorate IM 80/05/27 MCDONALD.R P Alabama Power 
Co 3pp 45793 341 45703 351 

“0606130193 Amends 76 & 68 to Licenses NPF-2 & NPF-G, respectively, modifying Sec 
tion 2 0 1o require compliance w/amendod physical socunty plan 
ADENSAM.EG Project Directorate IM QQ/05/27 4pp 45793 345 45703 348 

“6606130194 Safeguards evaluation ropt supporting Amonds 76 & 68 to Llcensos NPF 
2 & NPF-0,rospGc1ivoly 

* NRC No Detailed Affiliation Given 66/05/27 3pp 45793 349 45793 351 

3006070229 Responds to Gonoric Ltr 80 05, "Boric Acid Corrosion ol Carbon Stool Ro 
actor Prossure Boundary Components In PWR Plants " Util has program to 
Identify, evaluato & correct leaks in sys containing boric acid 

MCDONALD.R P Alabama Power Co 08/05/31 Document Conlrol Branch (Docu- 
ment Control Desk) 4pp 45769 359-45769 362 

3006000219 Advises that end nolieo of consideration of issuance) of amonds to Li 
censes NPF-2 & NPF-8 & proposed NSHC & opportunity tor hoanng on 000428 re- 
quest to modify Soctlon 6 of Tech Specs sent to Ofc of TH for publication 
REEVES, E A Project Directorate 111 88/05/31 MCDONALD.R P Alabama Power 
Co 2pp 45757 136-45767 146 

-8006060231 Notice of consideration of Issuance of amends to Llcensos NrP-2 & NFP 
0 & proposed NSHC determination & opportunity for hearing ro 080428 request to 
change loch Specs,por Gonerlc Ltr 08-06 

REEVES, E A Project Directorate 11-3 08/05/31 7pp 45757 140 45757 146 

1006090171 Advises of several changes In distribution for NRC correspondence, Involv 
Inn plant Author should bo Includod on correspondence in addition to BM Guthria 
MCDONALD.R P Alabama Power Co 88/06/01 Document Control Branch (Docu 
menl Control Desk) Ip 45766 050-45756 050 

J606290059 Requests NRC to Institute Investigation of Southern Co & operating & sve 
subsidiaries to determine whether any liconso conditions bolng violated Supporting 
documentation end 

FOGEL.J C Duncan, Weinberg & Miller FOGEL.J C Cajun Electric Power Coopera- 
tive, Inc 86/06/15 VOGLER.B NRC - No Detailed Affiliation Givon 70pp 45056 343- 
45957 052 

3808290 163 Forwards Westlnghouso Owners Group Notification Ltr OG 86-21 .Identify- 
ing midloop concerns, per Gonoric Ur 67-12, "Loss of RHR Whilo RCS Partially Filled” 
& 660428 meeting agroemont 

NEWTON, R A Westlnghouso Operating Plants Owners Group 86/06/20 

HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 


3. Inspection reports, IE Bulletins & correspondence 

IS 05250090 Forwards Insp Repts 50-340/08 14 & 50-364/88-14 on 600411-15 No vto 
fattens or deviations noted 

HERDT.A Ft Region 2, Ofc of the Director 80/05/12 MCDONALD, R.P Alabama 
Powor Co. 2pp 45674 316 45074 334 

-0006250158 Insp Repts 50-348/06*14 & 50-364/86 14 on 80041 1- 15 No violations or 
deviations noted Major areas Inspector] Unit 1 inservico insp aclivities.lncludlng remote 
ultrasonic exam of reactor vessel welds 

NEWSOME, R W , COLEY.JL, BLAKE.J J Region 2, Ofc of the Director. 00/05/11 
1 7-pp 45074 318-45074 334 

1605250166 Forwards Insp Ropts 50-348/86-13 & 50-364/68 13 on 600404 00 & notice 
of deviation 

HERDT.A R Region 2, Ofc of the Director 86/05/13 MCDONALD.R P Alabama 
Power Co, 2pp 45664 073 45664 085 

-8005250172 Nolice of deviation from insp on 880404 08 Deviation noted utilization of 
designated combustible storage area w/partlal height separation walls of room not ap 

E roved fire rated 

IERDT.AR Region 2, Ofc ol the Director, 06/05/13 Ip 45064 076 45604 075 

-9005260175 Insp Repts 50-340/86-13 & 50 304/88-13 on 800404-06 Deviation 
noted Major areas Inspected fire protection & prevention 

WISEMAN.GR , CON LON ,T E Region 2, Ofc of the Director. 88/05/10 lOpp 
45664 076 45664 005 

1608260169 Responds to violations noted in Insp Repts 50 348/86-09 & 50 364/00 
09 No corrective actions taken as util demos that violation occurred Util contends that 
document conlrol area was attended by authorized personnel at time in question 
MCDONALD.R P Alabama Powor Co 88/05/18 Document Control Branch (Docu 
mont Control Desk) 4pp 45609 013 45689 016 


8006060160 Forwards Insp Repts 50 348/80 05 & 50 364/80 05 on 880222-0311 & 
notice of violation 

GRACE ,J N Region 2, Ofc of tho Direclor 88/05/18 MCOONALD.R P Alabama 
Powor Co 3pp 45763 190 45763 256 

-6006068161 Notice of violation from insp on 080222-26 & 0307 11 Violation 
noted failure to follow procedures & failure to prevent deficient conditions from reccur- 
nng In cases listed 

GRACE, J N Region 2, Ole of the Director 06/05/10 2pp 45763 103 45763 194 

--0606060162 Insp Ropts 50 340/68 05 & 50 364/88 05 On 080222-26 & 0307-11 Viola 
ttons nolod Major areas inspected evaluation of effectiveness of /arious plant groups 
Including operations, malnt.QA, engineering & training for safo plant operation 
STADLER.S , SHYMLOCK.M , BRESLAU^ Region 2, Ofc of tho Director 88/05/11 
50pp 45763 195 45763 256 

0806170170 Order imposing civil penalty In amount of $50,000 App ro evaluations & 
conclusions of rosponso to notico of violation end Penalty re violations noted In insps 
on 070511 0710 

TAYLOR.J M Deputy Executive Director for Regional Operations, EDO (Post 870413) 
80/05/10 Alabama Power Co lOpp 45820 320 45826 345 

0800060010 rorwards Insp Ropts 50 340/88 16 & 50 364/80-16 on 680410 21 No vlo 
latlons or deviations nolod 

HERDT.A R Region 2, Ofc of the Director 68/05/10 MCDONALD.R P Alabama 
Powor Co 2pp 45769 32 2-45769 320 

-6806060014 Insp Repts 50 348/08 16 & 50 364/60-16 on 680419 21 No violations or 
deviations noted Major aroas Inspected environ qualification of electrical equipment & 
followup of unrosolved items 

MERRiWEATHER.N, PAUt K,C , CONLON.T E Region 2, Ofc of tho Director 88/05/ 
17 6pp 45769 324 45769 320 

0806030368 Forwards Insp Ropts 50 340/00-10 & 50 364/68-10 on 880328 0401 & 
notice of violation 

COLLINS, DM Region 2, Ofc of Iho Director 80/05/20 MCDONALD.R P Alabama 
Powor Co 2pp 45746 300 45746 317 

“8006030369 Notice of violation from Insp on 000320 0401 Violation noted liconseo 
failed to mako attonuatlon corrections for calibr detectors w/solld geometries which 
resulted In Inaccurato qammn spectroscopy measurements of gaseous mall 
COLLINS.D M Region 2, Ole of tho Director 08/05/20 2pp 45746 302-45740 303 

-8006030391 Insp Ropts 50 340/00 10 & 50 364/06-10 on 600326 0511 Violations 
noted Major areas Inspected liquid & gasoous radwasto mgt.offtuont monitoring & fol 
lowup on unresolved ilom 

ADAMOVITZ.S S , KAHLE.J B Region 2, Ofc of the Director 00/05/19 14pp 
45746 304 45746 31/ 

80OGO1OO75 Responds to NRC 8B0421 ltr re chemical & mechanical test results for 
samples of fastenors obtained during procurement insp on 870511-22 
MCDONALD.R P Alabama Power Co 00/05/23 Documont Conlrol Branch (Docu 
mont Control Desk) 4pp 45719 331 45719 334 

0606070233 Towards Insp Ropts 50 340/08 15 & 50 364/68-15 on 08041 1-0510 No 
violations or deviations noted 

VERRELLl.D M Region 2, Ofc of tho Director 00/05/25 MCDONALD.R P Alabama 
Powor Co 2pp 45774 157-45774 160 

-8006070235 Insp Ropts 50 340/88 15 & 50-364/08 15 On 800411 0510 No violations 
or doviatlons noted Major areas inspected reviews previous enforcomont 
mattors.montly surveillance observation & montly malnt observation 
BRADFORD.W H , MILLER.W H , DANCE.H C Region 2, Ole of the Director 88/05/ 
25 1 1pp 45774 159 45774 169, 

C005240028 NRC Info Notice 06-033, "Rocont Probloms Involving Model Spec 2 T Ra 
biographic Exposure Device ° Svc list oncl 

BURNETT, R.F Division of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158-45603 277 

8005240090 Suppl 1 to NRC Info Notico 07-061, "Failure of Westlnghouso W-2-Typo 
Circuit Breaker Coll Switches " Svc list oncl 

ROSSLCE Division of Operational Events Assossmont (Post 070411) 80/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683,030-45683 157 

8605240215 NRC Info Notice 00-034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Powor Reactors " Svc list oncl 

ROSSI, CE Division of Operational Events Assossmont (Post 070411) 8B/05/31 
Consolidated Edison Co of Now York, Inc I22pp 45790 100-45790 308 

6806200359 Forwards Insp Ropts 50-346/08-17 & 50 364/80-17 on D80502 06 No vio- 
lations or doviatlons noted Attention invited to unresolved item identified In insp rapt 
HERDT.A R Region 2, Ole of the Director 00/06/01 MCDONALD.R P, Alabama 
Power Co 2pp 45001*206 45901 216 

--8806200372 Insp Ropts 50 348/00 17 & 50 364/00*17 on 080502 06 No violations or 
deviations noted Major areas Inspected inservlce Insp program activities associated 
w/roquested relief from ASME code requirements Unresolved Ilom noted 
HALLSTROM.G A , BLAKE.J J Region 2, Ofc of tho Director 80/05/26 Op p 
45901 208 45901 216 

8805270306 NRC Info Notico 86-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list oncl 

ROSSI.C E Division of Operational Events Assossmont (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45700 107 

6806100135 Fo wards results of check analyses ol bolt samples obtained by PTL 
Inpseclorete.lnc as reported by BNL.per procurement insp on 67051 1*22 Corrective 
actions necessary for Boll SO 18 will be submilted by 000722 
HAIRSTON.WG Alabama Power Co 06/06/03 Document Conlrol Branch (Docu 
mont Control Desk) 2pp 45621 025-45821 026 

8006200407 Fowards Insp Repts 50 340/06 10 & 50 364/80*18 on 660509 13 No vlo 
lations or deviations noted 

HERDT.A R Region 2, Ofc of the Director 00/06/07 MCDONALD.R P Alabama 
Power Co 2pp 45903 040-45903 050 



142 DOCKETED ITEMS 


-8906200410 I rap Roots 50-34B/88 10 & SO 364/88-18 on 680600 13 No violations or 
deviations noted Ma[or areas Inspected containment tendon surveillance 
prog ram, snubber surveillance program, IE Info Notice 65-045 

LENAHAN.J J , JAPE.F Region 2, Ofc of the Director 83/06/02 6pp 45903 042- 
45003 050 

8806020047 NRC Info Nolrce 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 88/06/08 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 


R. Periodic operating reports & related correspondence 


8806220158 Monthly operating rept lor May 198B for Joseph M Farley Nuclear 
Plant, Unit 1 W/880613 ttr 

MOREY, D N , WOODARD, J D , HAIRSTON, W G Alabama Power Co 00/05/31 5pp 
45926 038 45928 043 


V, Operator Examinations 


8806200315 Forwards SALP Insp Repts 50 348/68 04 & 50 364/08 04 for 660001- 
880331 Weaknesses In functional areas of quality program & administrative controls & 
engineering support noted. Failure to follow procedures noted In many areas 
GRACE, JN Region 2, Ofc of the Director 88/06/08 MCDONALD.RP Alabama 
Power Co 2pp 45665 160-45865 191 

-6808200342 SALP Insp Repts 50 348/88 04 & 50 364/88 04 for 860801- 880331 

• Region 2, Ofc ol the Oirector B8/0B/08, 40pp 45B65 152-45865,191 

6808216170 Forwards corrected App A to Insp Repls 50 348/88-16 & 50-364/88 16,por 
B80B06 tolcon Revised app correcls valve number identificaljons & refs to ASCO sole- 
noid valves 

HERDT.AR Region 2, Ole of the Director 08/06/06 MCDONALD.RP. Alabama 
Power Co 2pp 45850 122-45850 124 

-6606210179 Errata to Insp Repls 50*348/88-16 & 60-364/08-16 revising App A to cor* 
reel refs to ASCO solenoid valves a valve numbers 

* Region 2, Ofc of the Director 88/06/08 ip 45550 124-45B50J24 

0806160083 Responds 1o NRC Bulletin 88 001 re defects In Wesllnghouae circuit 
breakers Sixty six of sixty-seven breakers required new pole shahs due lo failure of 
welds lo meet bulletin requirements resulting from Insp 

HAIRSTON, WG Alabama Power Co 68/08/09 Documcnl Control Branch (Docu 
m&r.t Control Desk) 2 pp 45S41 2B4-45B4V265 

8806090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform- 
ance W/ Applicable- Mali Specs " Svc list end 

P.OSSLCt Division ol Ops rational Events Assessment (Post B70411) 86/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916208 45910-327 

6806149388 Responds to deviation noted in Insp Repl 5O34B/0B-13 Corrective 
actions Room 444 removed from Ifst ol combustible storage rooms, Flro watch palrol 
maintained until combuslibto contents could be removed 

HAIRSTON.WG Alabama Power Co B8/06/10. Document Control Branch (Docu- 
ment Control Desk) 2pp 45833 321-45033 322 

0008240015 Ack receipt of 860518 It/ Informing NRC of steps taken (o correct violation 
noted In Insp Repts 60 348/86 09 & 50-304/60 09 Concerns re util ability to Identify & 
control access to "attended 11 safeguards Info expressed 

GRACE J JN Region 2, Ofc of Ihe Director 08/06/10, MCDONALD, R P, Afabama 
Power Co 4pp 45982 216-45962 216, 

&806Q80025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water lo Safety Sy 9 
Components 11 Svc fist end 

ROSSI, CE Division of Operatfortaf Events Assessment (Posl 870411) 86/00/14, 
Consolidated Edison Co of New York, Inc 125pp A 5946 001-45946 125 

6606000211 NRC Bulletin 80-006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device." Svc flat end. 

BURNETT, fl F Division of Safeguards & Tran spoliation (Post 670413) 80/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935-211-45935.318 

0008090194 NRC Info Notice 08 033, "Failure of Lfndervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end. 

ROSSI.C.E Division of Operational Evonts Assessment (Post 67041 1) 80/06/15 
Consolidated Edison Co ol Now York. Inc 111 pp 45946,126 45946-236 

0006150013 NRC Bulletin 80 097, "Power Oscillations In BWRs” Svc Hat end 
ROSSI.C E Division of Operational Evonts Assessment (Post 870411), 8 B/Q 6 / 16 , 
Consolidated Edison Co of New York, Inc 114pp. 45929 1 15 45929,228, 

S808150186 Suppf 1 to NRC Bulletin 00 005, "Nonconforming Malls Supplied by Piping 
Suppliosjnc at Folsorr^NJ & West Jersey M(g Co at WlU*amstQWi,NJ i; Svc l 'at end 
ROSSI, CE Division ol Operational Events Assessment (Post 870411) 88/06/16, 
Consolidated Edison Co, of New York, fnc 120pp 45985 032*45965-151. 

0006200001 Responds to violations noted In Insp Ropte 50-348/6B 05 & 50 364/86- 
OS.Corr active actions retraining of electrical & mechanical maint personnel on certain 
plant procedures, Including requirements of FNP O-AP-15 underway 
HAIRSTON.W-G. Alabama Power Co. 80/06/15 Document Control Branch (Docu 
merit Con trot Desk). 0pp. 459 &0 08 3*459 50.08B 

8MJj2301f1 Responds to NRC 880518 order Imposing civil penalty In amount of 
$50,000 for deficiencies noled.par Enforcement Action 07-142 Circuit breakers will noi 
be Installed until NRC concurrence obtained Fee paid 

HAIRSTON.WG Alabama Power Co 8B/06/17. Ofc of Enforcement (Post 070413) 
6pp 45932-117-45932:122, 


0806200315 Forwards SALP Insp Repls 50 340/00 04 & 50-364/00-04 for 060801- 
080331 Weaknesses In functional areas of quality program & administrate controls & 
engineering support nolod Failure to follow procedures noted In many areas 
GRACE, J N, Region 2, Ofc ol the Director. 08/06/00 MCDONALD, R P Alabama 
Power Co 2pp 45865*150 45065 191 

-8006200342 SALP Insp Repts 50-340/80 04 & 50-364/00 04 for 060001 000331 
1 Region 2, Ofc of the Director 88/06/08 40pp 45065 152 45065 191 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency A ftre protection plana 


8806010268 Forwards Safeguards Insp Rept 50 352/00-11 on 0804 19 No violations 
noted 

BELLAMYS R Region 1, Ofc of the Director 00/05/25 MCNEJLL.C A Philadelphia 
Electric Co 2pp 45732 297-45732 302 

8806010015 Forwards rov to physical security plan consisting of page changes did May 
1080 a summary of plan revs tncl withheld (rof 10CFR2 790 & 73 21) 

BRADLEY, EJ Philadelphia Electric Co 80/05/27. MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 3pp 45730-275 45730 277. 

8806280295 Rov 10 to Emergency Plan Implementing Procedure EP-237. "Obtaining 
fodlne/Parllculate &/or Gas Samples from North Vent Wide Range Gas MonFtor” W/ 
080620 Itr 

GALLAGHER, J,W Philadelphia Electric Co 08/00/20 23pp 45945.318 45945 340. 


G. Adjudicatory correspondence 


8806080125 Forwards 000512 notice of appeal of ASLAP 000505 memorandum & 
order.per ASLAP chairman direction for failure to comply W/10CFR2 701 
requirements Notice should be refiled w/motlon for leave to file out of timo Served on 
600524 

CHO.J Atomic Safaty and Licensing Appeal Panel #280 0441. 88/85/24 
ROMANO, F Ft Air and Water Pollution Patrol, 2pp 45740.266 45740 25D 

-8806080197 Air & Water Pollution Patrol notice of appeal to memorandum A order 
(granting licensee motion for summary disposition re ASLBP 07-550*03 LA) * Appels 
AS LB 880505 doclslon ro Iodine spiking amend. 

ROMANO, FR Air and Water Pollution Patrol 88/05/12 2pp 45740-250-45740 259 

8806300025 Appeals 080505 ordor dismissing author contention re Iodine spikes & 
granting amend lo llcensoo Util should not bo granted amend which would permit less 
OC o( dangerous aspect of operation 

ROMANO.FR Air end Water Pollution Patrol //2B0 0 576 88/06/07 Atomic Safety 
and Licensing Appeal Panol 2pp 45960 307-45060 300 

8806170031 Advlsos that certification made w/encl undated filing received on 080601 
fails to meet 10CFR2 701 requirements & Itr not accompanied by motion for leave to 
life appeal oul of time Certificate ol Svc encf Served on 880015 
JULIAN, EL. Docketing & Services Branch #268 6519. 80/00/16, ROMANO.FR Air 
and Water Pollution Patrol, 4pp, 45820 083-45020 006 

8806230013 Memorandum & order.* Licensing Board 080505 memorandum & outer 
granting util motion for summary disposition of single contention shall not be consid- 
ered to have achieved finality pending completion of sua sponto revlow Served on 
0BO616. 

SHOEMAKER, C J. Atomic Safety and Licensing Appeal Panel. 0208 6543 88/08/16 
3pp. 45059,247-45659 249 

8806230017 Notice of assignment of listed ASLAP members to servo as ASLBP for OL 
amend proceeding Servod on 880616. 

SHOEMAKER.C J Atomic Safely and Licensing Appeal Panol #288 6544. 80 / 00/16 
Ip. 45059.246 45659 246 

6806230054 Advises that AS Rosenthaf.TS Moore & HA Wilber assigned to servo as 
Appeal Board for amend proceeding.Related correspondence 
ROSENTHAL, A S. Atomic Safety and Licensing Appeal Panol #280 6542 8B/06/16. 
Atomic Solely and Licensing Appeal Panel ip 46059'207-45859 287 


88 te 6 NRC Bulte^in^a $$} n ° Aching type HFA relays Installed In plant, In response 

HAIRSTON.WG, Alabama Power Co 88/06/20 Document Control Branch (Docu- 
ment Control Desk) Ip 45932.273-45932,273, 

0006200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end y y 

ROSSl.CE Division ol Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co. of New York, Inc 108pp. 45977 207-45978.033 



H. General correspondence 

0606140225 Comment opposing proposed rule 1DCFR50 re emergency planning & pro 
parodness requirements for nuclear power plant fuel loading & Initial low power 
operations Emergency planning should be In full force during low power operation 
ANTHONY.R.L Anlhony, P.L 88/05/23 CHILK.SJ. Office of the Secretary of the 
Commission, 2pp 45794-238-45794 239, 

6806300404 Comment supporting proposed rule 10CFR60 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

LOGUE.R.H Philadelphia Electric Co 88/06/00, Docketing & Services Branch Ip 
45966 305 45966-305 
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i. Insurance & Indemnity Information 


1406070098 Forwards Endorsement 25 to NELIA Policy NF-204 & Endorsement 19 to 
MAELU Policy MF-1 13 

BRAOLEY.E J Philadelphia Electric Co 89/05/27 OINITZ.I NRC - No Dotallod Affili- 
ation Given 5pp 45749,221*45749 225 


*. Operating license stage documents & correspondence 

606160391 Responds to NRC 880307 llr & request at 080504 meeting describing GE 
program to reconfirm daalgn adequacy of associated circuits In GE BWRsUpon com 
pleiFon of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 081104 
ARTIGAS.R. General Eloctrfc Co 68/05/04 THADANI.AC Assistant Director for Sys- 
tems 3pp 45823 164-45623-166 

806030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant, 

GRIMSLEY.D H Division of Rules & Records (870413 080514) 00/05/20 

WEISSMAN.S California, State of 3pp 45784 166-45704 160 

8202980434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevlll Rept Dales represent collective NRC Judgement 
EISENHUT.DG Division of Licensing (B0D428-051 124) 02/01/18 BASSETT.H S 
Office of Management and Program Analysis 3pp 45704 200 45764 210 

806240243 Notification of 880616 mooting w/util In Rockville, MD ro differences bo 
tween Tech Specs in CRESS vs authority & controlled conies 
CLARK, R Project Directorate 1-2 68/06/15 MURLEYJ, SNIEZEK.J , MIRAGLIA.F 
NRC - No (Detailed Affiliation Given 3pp 45916,348-45916 350 

006260298 Requests Commission review & approval of facility integrated leak rato test 
schedule.per 10CFR50,App J, Paragraph III A 6(a) & unit Toch Specs Next tost 
planned during Ihlrd refueling outage for Fall 1090 

FOGARTY, E.P Philadelphia Electric Co 86/06/20 RUSSELL,W T Region 1, Ofc of 
the Director Ip 45940-22B-45948.220, 


Inspection reports, IE Bulletins & correspondence 

B06010213 Forwards Safety Insp Rept 50-352/88 07 on 800314 15,17 & 21 24 No vJo 
latlons noted Concerns re lnsorvice tostlng program control, organizational procedure & 
valve stroke time limits warrant util attention, 

DURR.J P. Region 1, Ofc of the Director 00/05/24 MCNEILL.C A Philadelphia Elec- 
tric Co 2pp 45719 350-45719,360. 

0806010216 Insp Rept 50 352/88-07 on 000314-24 No violations notod Major areas 
In spec tod.fn service teat program implementation of pumps & valves, roviow of organi- 
zational structure, surveillance procedures & tost results & witnessing 
GREGG.H I , EAPEN.P K Region 1, Ofc of the Director 88/05/04 9pp, 45710 352- 
45719 360 

608010266 Forwards Safeguards fnsp Rept 50-352/08-11 on 0004 19 No violations 
noted 

BELLAMY, RR Region 1, Ofc of the Director B0/05/25 MCNEILL.C, A Philadelphia 
Electric Co, 2pp. 4 573 2' '297- 4 6732 302, 

0006010270 Mali Control & Accounting Insp Rept 50 352/60 11 on 660419 No viola 
lions noted Major aroas Inspected-organlzatlon & operation, records & repls 
DELLA RATTA,A , KEIMIG.R.R. Region 1, Ofc of the Director, 00/05/23, 4pp 
45732-209-45732.302 

885240026 NRC Info Notice 86 033, "Rocenl Problems Involving Modal Spec 2-T Ra 
dtographlc Exposure Device " Svo list end, 

BURNETT.Rk Division of Safeguards & Transportation (Post 670413), 68/05/27, 
Consolidated Edison Co of New York, Inc, 120pp 45683 168-45663-277 

308020031 Responds to NRC 600329 request for add! info ro util response to Bulletin 
65 003 & to Suppl 1 to IE Bulletin 85-003, “Motor-Operated Valve Common Mode 
Failures During Plant Transients Duo to Improper Switch Settings " 

KOWALSKI, S.J, Philadelphia Eloctrlo Co. 86/05/27. WENZINGER.E C Region 1, Ofc 
of the Director 8pp 45733.286 45733:293 

305240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Westinghouse W-2-Type 
Circuit B re a ker Ce 1 1 Swltc he s. M Svc II st one I , 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/06/31 
Consolidated Edison Co, or New York, Inc 120pp, 45603 03B 45603 157, 

305240216 NRC Info Notice 88 034, “Nuclear Matl Control & Accountability of Nonfuol 
SNM el Power Reactors " Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co. of New York, Inc 122pp 45790 1 60-45790.300, 

305270306 NRC Info Notice 00-035, "Inadequate Uconsoo Performed Vendor Audits " 
Svc fist end. 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 66/06/03 
Consolidated Edison Co. of New York, Inc 120pp 45790 066 45790 107 

396020047 NRC Info Notice 80 036, “Possible Suddon Loss of RCS Inventory During 
tew Coolant Level Operation,” Svc list end. 

ROSSI.C.E. Division of Operational Eventa Assessment (Post 870411). 0Q/06/0Q 
Consolidated Edison Co of New York, Inc 120pp 45965-162-45965-271 

306090301 Suppl 2 to NRC Bulletin 87-002, “Fastener Testing to Determine Conform- 
ance W/Applicable Matl Specs,” Svc list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 070411). 80/06/10 
Consolidated Edison Co, of New York, Ino 120pp 45916 208 45916,327 

308160069 Responds to NRC 80051 1 Itr re violations noted In Insp Rept 50 352/88 
00 Corrective actlons-Special Event Procedure SE-0 revised to Include info contained 
In Temporary Procedure Change 88 024 & Administrative Procedure A-3 revised 
GALLAGHER, J.W. Philadelphia Electric Co. 88/00/10 WENZINGER.EC Region 1, 
Ofc of the Director. 3pp 45838: 1 03-46638, 1 05 


8806170221 Responds to NRC B80512 Itr re violations noted in Insp Rept S0-352/6D- 
02 Corrective actions Rockbestos test will be included In revised equipment qualifica- 
tion package by 680B01 

KOWALSKI, SJ Philadelphia Electric Co 88/06/13 JOHNSTON, WV NRC - No Do- 
tailed Affiliation Given 5pp 45870 074 45670 070 

8806000025 NRC Info Notice 66-037, ‘‘Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) B8/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946125 

0806080211 NRC Bulletin 08 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 68/06/14 
Consolidated Edison Co of New York, Inc tOSpp 45935 211 45935 318 

8606090194 NRC Info Notice 88 038, “Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/00/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946.126-45946 236 

8806150013 NRC Bullotln 88 007, “Power Oscillations in BWRs “ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115-45929 228 

0806150100 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ ■' Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

0006230007 Forwards Safety Insp Rept 60 352/60-13 on 880501-31 No violations 
noted 

WENZIGER.EC Region 1, Ofc of tho Director 80/00/16 MCNEIL, C A Philadelphia 
Electric Co 2pp 45914 321-45014 334 

-8000230009 Insp Rept 50 352/88-13 on 000601-31 No violations noted Major areas 
Inspected plant tours, observation of mainl & survoillanco.roview of LERs & periodic 
ropts.roview of operational events & sys walkdown 

WILLIAMS, J H , LINVILLE.J Region 1, Ofc of the Director BB/06/15 12pp 
45014 323-45014 334 

6806200051 NRC Info Notice 00 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 60/06/23 
Consolidated Edison Co of Now York, Inc lOQpp 45977 287-45970 033 

6606200306 NRC Info Notice 00 043, "Solonold Valvo Problems " Svc list end, 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 184-45977.206. 


R Periodic operating reports & related correspondence 


8B06220002 Monthly oporatlng rept for May 1900 for Limerick Generating Station Unit 
1 W/Q00615 Itr 

GROPP.RW, ALDEN.W.M Philadelphia Electric Co 00/05/31 8pp. 45909.235- 
45909 240 


S. Reportable occurrences, LERs & related correspondence 


0805250097 LER 80-009 01 on 08O324.RWCU isolation occurred whon rogenoratlvo HX 
room tamp sensing element sensed temp above 122 F selpoinl RWCU sys blockod 
following isolation & reactor chemistry grab sample taken W/D00513 Itr. 

MENGERS.C A., LOGUE.RH Philadelphia Electric Co 80/05/13, 6pp, 45675 110- 
45675-115 

6805240266 LER 68-01 5-00 on 080416 1 amorgoncy diesel generator auto started duo to 
unplannod test start signal Causod by porscnnol error Training memo Issued to all 
Hold engineers requiring completion of stated form.W/000516 Itr 
MENGERS.C A , LOGUE R H Philadelphia Electric Co, 86/05/10 5pp 45717 335- 
45717 336 


0005240293 LER 80 006-01 on 8601 22, failure to perform Toch Spoc surveillance ro- 
uiremonts discovered Caused by Inadequate communication of surveillance test due 
ates Administrative guideline implemented W/880519 Itr 
MENGERS.C A, LOGUE.RH. Philadelphia Electric Co 88/05/19 5pp 45717*330- 
45717*334 

0806160120 LER 88-01 6 00 on 0GO5O7,Channol B roactor protection sys 1/2 scram & 
various nuclear steam supply shutoff sys Isolations occurred Causod by overheating of 
fuso duo to inadequate contact Fuse replaced W/B80606 Itr 

MENGERS.C A. LOGUE.RH Philadelphia Electric Co 86/06/06 0pp. 45022 287- 
45022*292 

8006140459 LER 80 017-00 on BQ0509, reactor end isolation & NSSSS Group VI A & B 
Isolations occurred Caused by component failure Instrument air supply to SV-76-144A 
dosed following second reactor end Isolation W/800608 Hr. 

MENGERS.C A , LOGUE, R H Philadelphia Electric Co 68/06/00 6 pp 45800 210 
45000 214 

0000200307 LER 08 019-00 on 08O5O6,dlscovered locking springs on 17 Agastat relays 
missing or unsecured.Caused by inadvertent dislodging of locking springs Locking 
springs reinstalled Evaluation underway.W/000809 Itr, 

MENGERS.C A , LOGUE.R H Philadelphia Electric Co 88/06/09 6pp 45836 202- 
45838 207 

6806200186 LER 06*010 00, on 080511, main control room ventilation sys Isolated due to 
Channel C high chlorine concentration signal Caused by contact of rainwater w/ana- 
lyzer probe, Special Event Procedure SE-2 lrnptemontGd.W/680610 Itr 
MENGERS.C A. LOGUE.RH, Philadelphia Electric Co 80/00/10 5pp 45838-340 
45038 344 
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-8*06200410 Insp Fleets 50-348/80 16 & 50 364/88-18 on 880509-1 3 No violations or 
deviations noted Major areas Inspected containment tendon surveillance 
rograrn.snubber surveillance program.lE Inlo Notice 85-045 
ENAHAN.J J , JAPE.F Region 2, Ofc ol the Director, 89/06/02 Bpp 45903 042- 
45903 050. 

6606020047 NRC Info Notice 88 036, "Possible Sudden Loss ol RCS Inventory During 
Low Coolant Level Opera tlon” Svc list end 

ROSSJ.C E„ Division of Operational Evanls Assessment {Post 870411) 88/06/08 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 


R. Periodic operating reports & related correspondence 


8806220158 Monthly operating rept for May 1988 for Joseph W Farley tod** 
Plant, Unit 1.W/6&0613 Itr 

MOREY, O.N , WOODARD, J D , HAIRSTON.W G Alabama Powor Co 8Q/Q5/31 £f* 
45926 038-45926 043 


V. Operator Examinations 


6806200315 Forwards SALP Insp Repts 50-348/88-04 & 50 364/80-04 for 660801- 
880331 Weaknesses in functional areas ol quality program & administrative controls & 
engineering support noted Failure to follow procedures noted In many areas 
GRACE. JN Region 2, Ofc of tho Director. 88/06/06 MCDONALD, R P Alabama 
Power CO 2pp 45065 150 45865 191 

-8806200342 SALP Insp Repts 50-340/88 04 A 50 364/86 04 for 860801- 880331 

* Region 2, Otc of the Director 89/06/08, 40pp 45865 152 45865 191 

6806210176 Forwards corrected App A to Insp Repts 50-348/88 16 & 50-364/88 16,per 
080606 telcon Revised app corrects valve number Identifications & refs to ASCO sole- 
noid valves 

HERDT.A R. Region 2, Ofc of ihe Director 6B/0B/08 MCDONALD, R P Alabama 
Power Co 2pp 45650 122-45650 124 

-6006210179 Errata to Insp Repts 60-348/88-16 a 50 304/83 16 revising App A to cor 
rect refs to ASCO solenoid valves & valve numbers 

* Region 2, Ofc of the Director. 88/06/08 Ip 45050 124 45850124 

6806160063 Responds to NRC Bulletin 8B-0Q1 re defects In Westinghouse circuit 
breakers Sixty six of sixty-seven breakers required new pole shafts due to failure of 
welds to meet bulletin requirements resulting from Insp 

HA1RSTON.W.G Alabama Power Co 88/06/09 Document Control Branch (Docu 
ment Control Desk) 2pp, 45841 264-45841 265 

0008090301 Suppl 2 to NRC Bulletin 87-002. “Fastener Testing to Determine Conform- 
ance W/Applicablo Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment {Post 070411). 89/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327 

660614038B Responds to deviation noted In Insp Rept 50-349/99 13 CorroctvG 
actions Room 444 removed from list of combustible storage rooms Fire watch palrol 
maintained until combustible contents oould be removed 

HAIRSTON.W G Alabama Power Co 88/06/10 Document Control Branch (Docu- 
ment Control Desk). 2pp 45B33 321-45033 32 2. 

6806240016 Ack receipt, of 080516 Mr informing NRC of slaps taken to correct violation 
noted in Insp Repts 60-349/68-09 A 50 304/Bfl-O9.Concerns re utif ability to Identify & 
control access to "attended" safeguards Info expressed 

GRACES N Region 2, Ofc of the Director 88/06/10 MCDONALD.RP Alabama 
Power Co 4pp 45062 215-45962 210 


8806200315 Forwards SALP fnsp Repia 50-348/08 04 & 50 384/80 04 for eeottl 
880331 Weaknesses In functional areas of quality program & administrative conlrds I 
engineering support noted Failure to follow procedures noted in many areas 
GRACE, JN Region 2, Ofc of the Director 8B/06/08 MCDONALD.fl P Ateba-J 
Power Co 2pp 45665 150-45865 191 

—8906200342 SALP fnsp Repts 50 348/88 04 & 50 364/80 04 for 860801- 8803 31 
- Region 2, Ofc of the Director 80/06/08 40pp 45865 152-45065 191 


DOCKET 50-352 LIMERICK GENERATING STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 


88060 1 0268 Forwards Safeguards Insp Rept 50-352/88-11 on 0004 10 No viola w* 
noted 

BELLAMYS R Region 1, Ofc of the Director 88/05/25 MCNEILL.CA 
Electee Co 2pp 45732 297-45732 302 

800601001 S Forwards rev to physical security plan consisting of page change* tftdMrj 
1980 & summary of plan revs End withheld (ref 10CFR2.790 & 73 21) 

B RAD LEY, E J Philadelphia Electric Co 80/05/27 MURLEYJE Offico cl 
Reactor Regulation, Director {Post 070411) 3pp 45730 275 45730 277 

6006280295 Rev 10 to Emergency Plan Implementing Procedure EP237, "ObtaAng 
lodina/Particulate &/or Gas samples from North Vent Wide Range GoB Mentor ' w 
850620 Itr 

GALLAGHER, JW Philadelphia Electric Co GB/06/20 23pp 45945 31G -1504534) 


G. Adjudicatory correspondence 

6606000125 Forwards 000512 notice of appeal of ASLAP 880505 memorandum i 
orderper ASLAP chairman direction for failure to comply w/|OCfnJ70> 
requirements Notice should be refiled w/motlon for leave to fife out of IlmoSoivo-J C* 
880524 

CHO,J Atomic Safety and Licensing Appeal Panel //280 6441 80/0 
ROMANO, F R Air and Water Pollution Palrol 2pp 45740 256 45740 250, 


BB06Q80026 NRC Info Notice 80-037, “Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc Ifsl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/ 14 
Consolidated Edison Co of New York, Inc 126pp 45946-001-45946 125 


-8806000197 Afr & Water Pollution Patrol notice of appear to momorontfum J orte 
(granting licensee motion for summary disposition re ASLBP 07-550 03 LA) * App*4'i 
ASLB C805D5 decision re Iodine spiking amond 

ROMANO.F R. Air and Water Pollution Patrol 88/05/12 2pp 45740 250 45749 ii 3 


8006080211 NRC Bulletin 08 006, "Acllons To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device* Svc llsi one), 

BURNETT.R F Division of Safeguards & Transportal ion (Post 870413) 06/06/14, 
Consolidated Edison Co. of New York, Inc 108pp 45935 211 45935 318 

S906O9O194 NJRC Info Nolice 68 038, "Failure of Undervollage Trip Attachment on GE 
Circuit Breakers " Svo list end. 

ROSSI.CE Division of Operational Events Assessment (Post 67041 1). 68/06/15 
Consolidated Edison Co ol New York, Inc mpp 45946 126 45946 236 

8806150013 NRC Bulletin 00 007, "Power Oscillalfons In BWRs.” Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115 45929 228 

6808150186 Supp) 1 to NRC Bulletin 8B-D05, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at F-ofsom.NJ & West Jersey Mfg Co at Will lama town, NJ " Svc list encl 
ROSSI.CE Division of Operational Evonls Assessment (Pod 870411). 98/06/15 
Consolidated Edison Co, el Now York, Inc 120pp 45965 032 45965.151, 

8806290001 Responds to violations noted in fnsp Repls 50 349/99 05 A 50-364/08* 
05 Corrective actions, retraining of electrical & mechanical malnt personnel on certain 
plant procedures, Including requirements of FNP-O-AP-15 underway 
HAIRSTON.W G„ Alabama Power Co 88/06/15. Document Control Branch (Docu- 
ment Control Desk) 6pp 45950.093 45950 088 

88002301 It Responds 1o NRC 88051 B order Imposing civ!) penalty In amount of 
$50,000 for deficiencies noted, per Enforcement Action 87-142 Circuit breakers will not 
be installed until NRC concurrence obtained Fee paid, 

HAIRSTON.W G Alabama Power Co 80/06/17- Ofc of Enforcement (Post 670413) 
Bpp 45932.117-45932 122. 

8806230292 Advises that no GE latching -type HPA relays In stalled In plant.In response 
to NRC Bulletin 89 003 

HAIRSTON.W G Alabama Power Co, 98/06/20 Document Control Branch (Docu- 
ment Control Desk), 1 p 45932 273-45932 273 

8806200051 NRC (nfo Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svo list encl 

ROSSI, CE Oivislon of Operational Events Assessment (Post 8704111 89/06/23 
Consolidated Edison Co of New York, Inc, 108pp 45977-287-45079 033 

8906200306 NRC Info Nolrce 98 043, "Solenoid Valve Problems " Svc list end. 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/08/23. 
Consolidated Edison Co of New York, fnc 123pp 45977 154 46077 286 


9806300025 Appeals 000505 order dismissing author contention ro kxlmo *p»Hi A 

S anting amend to licensee Util should not be granted amond which would permit k » 
3 of dangerous aspect of operation 

ROMANOFF R Air and Water Pollution Patrol #280 6575 88/06/07 Atomic 
and Licensing Appeal Panel 2pp. 45960 307-45960 308 


8606170031 Advises that certification made w/encf undated filing recetved on 660M 
falls to meet 10CFR2 701 requirements & Itr not accompanied by mollon lor Eoarfr W 
file appeal out ol time Certificate of Svc encl Served on 080615 
JULIAN.E L. Docketing & Services Branch #280 6519 88/00/15 ROMANO, F H A* 
and Water Pollullon Patrol 4pp 45820 063-45820 096 


8606230013 Memorandum & order* Licensing Board 800505 memorandum A Crete 
granting util motion for summary disposition of slnglo contention shall nol bo com>J- 
ered to have achieved llnality pending completion of sua sponto review Served on 
SSQSlO 

SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel #286 6543, 80/06/1$ 
3pp 45859-247 45059 249, 


8806230017 Notice of assignment of listed ASLAP members to servo as ASLBP for CH. 
amend proceeding Served on 860616 , 

SHOEMAKER.C, J Atomic Safety and Licensing Appoal Panel #286 6544. BO/OG/16 
Ip 45859 246-45869 246. 


6806230054 Advises that AS Rosenlhfll.TS Moore & HA Wilber assignor! to servo M 
Appoaf Board for amend proceeding Related correspondence. „ 

ROSENTHAL,A S. Atomic Safety and Licensing Appeal Panel #290 6542 88/OS/ Ifl 
Atomic Safety and Licensing Appeal Panel Ip. 45859 287-45059 287 


H, General correspondence 

6806140225 Comment opposing proposed rule 10CFR6D re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low po 1 *^ 
operations Emergency planning should be In full force during low power operation 
ANTHONY.R.L. Anlbony, R L. 00/05/23 CHILK.SJ Office of the Secretary of the 
Commission 2pp 45704 238-45794 239. 

8806300404 Comment supporting proposed rule 10CFR50 re emergency planning £ 
preparedness requirements for nuclear power plant fuel loading & Initial low power op* 
eraiions. „ . , 

LOGUE.R.H. Philadelphia Electric Co. 80/06/08 Docketing & Services Branch Tp 
45966 305 45966 305 
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J Insurance & Indemnity Information 


880CD70096 Forwards Endorsement 25 to NELIA Poticy NF 284 <1 Endorsement 19 to 
MAELU Policy MF-113 

BRADLEY, EJ Philadelphia Electric Co 00/05/27 DINIT2.I NRC * No Detailed Affili- 
ation Given 5pp 45740 221-45740225 


P, Operating license stage documents & correspondence 


8000160391 Responds to NRC 080307 Itr & request at 00Q5O4 mooting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWRs Upon com- 
pletion of Phases 1 & 2 of evaluation of BWRs.GE will submil summary by BB1104 
ARTIGAS.R General Electric Co 88/05/04 THADANI.AC Assistant Director tor Sys- 
tems 3pp 45823 164-45023 166 

8806030197 First partial response to FOlA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GfllMSLEY.DH Division of Rules & Records (870413 000514) 88/05/26 

WEISSMAN.S California, State of, 3pp 45784 16B-457e4*160 

-6202080434 Forwards listing of NRC ostimated completion dates for OL applicants 
listed in Bevili Rept Dates represent collective NRC judgement 
EISENHUT.D G Division of Licensing (000428-851124), 02/01/10 BASSETT, H S 
Office of Management and Program Analysis, 3pp 45764 208-457B4 210 

0806240243 Notlllcation of 080610 moating w/util In Rockville, MD re differences bo- 
twoen Tech Specs In CRESS vs authority & controlled copies 
CLARK, R Project Directorate 12 06/06/15 MURLEYJ , SNIEZEK.J , MIRAGLIA.F 
NRC - No Del ailed Affiliation Given 3pp. 45916 340-45916 350 

80O028O29B Requests Commission review & approval of facility Integrated loak rate tost 
schedule, per 10CFR50,App J, Paragraph III.A6(a) & unit Teen Specs Next test 
planned during third refueling outage for Fall 1990 

FOGARTY, EP. Philadelphia Electric Co 00/06/20 RUSSEDL.WT. Region 1 r Ofc of 
the Director Ip 45948 22G 45040*226 


Q, Inspection reports, IE Bulletins & correspondence 

8808010213 Forwards Safety Insp Rept 50-352/08-07 on 800314-15,17 & 21 24 No vio- 
lations noted Concerns ro Inservice testing program control.organlzationol procedure & 
valve stroke ti mo limits warrant util attention 

DURR.J.P, Region 1, Ofc of the Director 80/05/24 MCNEtLL.C A Philadelphia Elec- 
tric Co 2pp 45719 350 45719 360 

-8806010216 Insp Ropt 50-352/86 07 on 000314-24 No violations notod, Major areas 
Enapoctod insorvlce tost program implementation of pumps & valves.rovlow of organ! 
zational structure, surveillance procedures & tost results & witnessing 
GREGG.H I , EAPEN.P.K Region 1, Ofc ol the Director, 00/05/04 9pp 45719 352- 
45719 360 

8806010268 Forwards Safeguards Insp Ropt 50-352/00-11 on 080419 No violations 
noted 

BELLAMY, R.R Region 1, Ofc of the Director 80/05/25 MCNEILL, C A Philadelphia 
Electric Co 2 pp 45732 297 45732*302 

“8006010270 Mat I Control & Accounting Insp Root 60 352/08-11 on 000419, No viola 
lions notod Major areas inspected organization & op a ration, records & ropis 
DELLA RATTA.A, KEIMIG.R.R, Region 1, Ofc of tho Director 00/05/23 App, 
45732 299 45732 302 

8805240026 NRC Info Notice 00-033, "Recent Problems Involving Model Spec 2-T Ro 
diographlc Exposure Dovlco ” Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 08/05/27 
Consolidated Edison Co ol Now York, Inc. 120pp 45683,150 45683 277 

8806020031 Responds to NRC 880329 request (or addl Info ro util response to Bulletin 
85-003 & to Suppl 1 to IE Bulletin 85 003, "Motor Operated Valve Common Mode 
Failures During Plant Transients Duo to Improper Switch Soilings M 
KOWALSKI, S J Philadelphia Electric Co 08/05/27. WENZINGER.EC Region 1, Ofc 
Of the Director 8pp 45733.286 46733.293 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Wasting house W-2-Typo 
Circuit Breaker Cell Switches." Svc Il9t oncl 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603,038 458B3 157. 

8805240215 NRC Info Notice 80 034, "Nuclear Mali Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/05/31 
Consolidated EdlBon Co of New York, Inc 122pp. 45790.180 45790 308 

8605270306 NRC Info Notice OB 035, "Inadequate Licensee Performed Vendor Audits ” 
Svc list end, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/03 
Consolidated Edison Co. of Now York, Inc, 120pp 45790,068 45790 107, 

0806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation." Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 00/06/00 
Consolidated Edison Co of New York, Inc 120pp. 45965 152-45965 271 

6606090301 Suppl 2 to NRC Bulletin 874D02, "Fastener Testing to Determine Conform- 
ance W/App lie able Matl Specs " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 80/06/10 
Consolidated Edison Co of New York, Inc 120pp. 45610 200 45916*327. 

8666100069 Responds to NRC 880511' Itr re violations noted In Insp Ropt 50-352/80- 
08, Corrective actions Special Event Procedure SE-0 revised to Include Info contained 
In Temporary Procedure Change 08 024 & Administrative Procedure A-3 revised 
GALLAGHER, J W Philadelphia Electric Co 88/00/10. WENZINGER.E C. Region 1, 
Ofc of the Director. 3pp 45838:1 03-45030* 105 


8806170221 Responds to NRC 680512 Itr re violations noted In Insp Rept 50 362/60- 
02 Corrective actions Rockbestos test will bo included In revised equipment qualifica- 
tion package by 880801 

KOWALSKI ,S J, Philadelphia Electric Co 08/06/13 JOHNSTON, WV NRC - No De- 
tailed Affiliation Given 5pp 45B70 074-45870 078 

8 80608 0025 NRC Info Notice 80-037, “Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of New York, Inc 126pp 45940 001 45946125 

8006080211 NRC Bulletin -83 006, "Actions To Be Taken for Transportation ol Model 
Spoc 2-T Radiographic Exposure Device " Svc list Oncl 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc 1Q8pp 45935 211-45935 310 

8006090194 NRC Info Notice 0Q-03Q, "Failure ol Undervoltage Trip Attachment on GE 
Circuit Breakers ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

8806150013 NRC Bulletin 88-007, "Power Oscillations In BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929.115-45929 228 

8806150186 Suppl 1 to NRC Bulletin 88*005, "Nonconforming Malls Supplied by Piping 
Supplies Jnc at Folsom, NJ & Wost Jersey Mfg Co at Willlamstown.NJ " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/15 
Consolidated Edison Co of New York, tnc 120pp 45965 032-45965 151 

8B06230007 Forwards Safety Insp Rept 6O 352/0B13 on 080501-31 No violations 
noted 

WENZfGER.EC Region 1, Ofc of the Director 8B/06/16 MCNEIL.C A Philadelphia 
Electric Co 2pp 45914 321-45914 334 

-8806230009 Insp Ropt 50 352/88-13 on 800501-31 No violations noted Major areas 
inspected plant tours, observation ol malnt & surveillance, review of LERs & periodic 
ropt9,rovmw of operational events A sys walkdown 

WILLI AMS, J.H . LINVILLE.J Region 1. Ofc of the Director 80/08/16 12pp 
45914 323-45014 334 

8806200051 NRC Info Notice Q6 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svc list oncl 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 0B/0B/23 
Consolidated Edison Co of Now York, Inc tOOpp 46977 287 45978 033 

8806200306 NRC Info Notice 06 043, "Solenoid Valvo Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/00/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45077 286 


Ft. Periodic operating reports & related correspondence 


8806220002 Monttity operating ropt for May 1908 for Limerick Generating Station Unit 
1.W/B00615 Itr. 

GROPP.RW., ALDEN.W.M Philadelphia Electric Co 08/05/31 8pp. 45909 235 
45909 240 


S. Reportable occurrences, LERs A related correspondence 

8305260097 LER 00 009-01 on a0O324,RWCU Isolation occurred when roqenerativo HX 
room lamp sensing elemont sonsad temp above 122 F setpoint RWCU sys blocked 
following Isolation & roactor chemistry grab sample taken W/000513 hr 
MENGERS.CA, LOGUE.R H Philadelphia Electric Co 88/05/13 6pp 45675 110 
45675 116 

8805240266 LER 88-01 5-OO.on OBCMIO.emorgency diesel generator auto started duo to 
unplanned test start signal Caused by personnol orrorTralnlng memo issued to alt 
Hold engineers requiring completion of stated form.W/OB051 0 Itr 
MENGERS.CA, LOGUE.R H Philadelphia Electric Co 80/05/18 5pp 45717335 
45717,339 

8805240293 LER 86-006 Ol.on 6601 22, failure to perform Tech Spec surveillance re- 
ulromante dlscovered.Caused by inadequate communication of surveillance lost duo 
atos Administrative guideline Implemented W/800519 Hr, 

MENGERS.CA, LOGUE.R H Philadelphia Electric Co 08/05/10 5pp 45717.330 
46717.334 

8806160128 LER 88 01 6 00 on QB0507,Channel B roactor protection sys 1/2 scram A 
various nuclear steam supply shutoff sys Isolations occurred Caused by overheating ol 
fuse duo to Inadequate contact Fuse replaced.W/QB0606 Itr. 

MENGERS.CA, LOGUE.R. H, Philadelphia Electric Co 88/00/06 6pp. 45822*287- 
45022,292 

8806140459 LER 08-017-00"on eaosOO.reaclor end isolation & NSSSS Group VI A & B 
isolations occurred Caused by component failure Instrument air supply to SV-76-144A 
closed following second reactor oncl Isolation W/800608 Itr 
MENGERS.CA., LOGUE.R H Philadelphia Electric Co. 88/06/06 6pp. 45000 210 
45800 214. 

0806200307 LER 00 019 00‘on. 680506,dlscoverod locking springs on 17 Agaslet relays 
missing or unaecurGd.Cnused by inadvertent dislodging of locking springs. Locking 
springs reinstalled Evaluation undorway.W/880609 Itr. 

MENGERS.CA, LOGUE.R H, Philadelphia Electric Co 88/06/09. 6pp. 46830 202* 
46838*207. 

8006200188 LER OB 018 00 on 88 05 11, main control room ventilation sys isolated due to 
Channel C high chlorine concent ration signal Caused by contact a( rainwater w/ ana- 
lyzer probe. Special Event Procedure SE-2 Implemented W/0B0610 Hr. 
MENGERS.CA.. LOGUE.R H. Philadelphia Electric Co. 00/06/10 5pp 45830 340- 
45030 344. 
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0806290165 LER 88*020 00 on 980521, reactor end secondary containment isolation 
occurred Caused by vibration induced to tubing or tubing defect Air line lubmg repaired 
& reactor end isolation reset W/80QQ17 llr 

MENGERS.C A , LOGUE.R H Philadelphia Electnc Co 86/06/17 5pp 45948 337* 
45946 341 


DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2 


A. Appllcairon/construcllon stage documents & correspondence 

0006 180391 Responds to NRC 680307 Itr & request at 080504 meeting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWRs Upon com 
pie tie n cl Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 881104 
AR TIG AS, FI General Electric Co 88/05/04 THADANI.AC Assistant Director for Sys- 
tems 3pp A 5823' 164*45623 166 

8006090205 Forwards “Program for Independent Design & Const Assessment of Limer- 
ick Unit 2,” for review & approval Submittal provides addl details of program per 
880524 discussion w/ NRC Understands thal NRC will monitor assessment process 
KEMPER, J S Philadelphia Electric Co 08/06/01 MURLEYJE Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1> Ip 45001 225*45801 255 

-0006090207 Rav 0 to “Program for Independent Design & Const Assessment “ 
WILLED J, FLEMING, E B , DANIELS, H E Stone & Webster Engineering Corp 88/ 
06/27 30pp 45801 226 45801 255 

8800090002 Forwards proposed Tech Specs Oralt developed by marking up issued Unit 
1 Tech Specs to Unit 2 specific equipment tag numbers .descriptions & design differ 
ences 

KEMPER,JS Philadelphia Electric Co B8/06/03 CLARK.R J Project Directorate I 2 
40 Opp 45797.028-45798 212 

8066240243 Notification Of 880616 meetma w/ulil In Rockville.MD re differences be 
tween Tech Specs in CRESS vs authority & controlled copses 
CLARK.R Project Directorate 1*2 00/06/15 MURLEY.T, SNIEZEK.J, WIRAGLIA t F 
NRC No Dot ailed Affiliation Given 3pp 45916 348 45916 350 


F. security, medical, emergency A fire protection plans 

0008010015 Forwards rev to physical security plan consisting of page changes did Way 
1906 & summary of plan revs Enel withheld (ref 10CFR2 790 & 73 21} 

BRADLEY. E J Philadelphia Electric Co 80/05/27 MURLEYJ E Office of Nuclear 
Reactor Regulation, Director (Post 870411} 3pp 45730 275-45730 277 

B8062B02&5 Rev 10 to Emergency Plan Implementing Procedure EP 237, “Obtaining 
fodine/Parttculate &/or Gas Samples from North Vent Wide flango Gas Monitor " W/ 
880620 itr 

GALLAGHER, JW Philadelphia Electric Co 06/06/20 23pp 45945,318 45945 340 


H. General correspondence 

8806140225 Common! opposing proposed rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Emergency planning should bo In full force during low power operation 
ANTHONY, R L Anthony. RL 68/05/23 CHILK.SJ Office of the Secretary of the 
Commission 2pp 45794 230 45794 239 

0806300404 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
orations, 

LOGUE.R H. Philadelphia Electric Co 80/06/08 Docketing & Services Branch ip 
45966 305 45966305 


M. Antitrust correspondence 


0606210495 Requests updated info supporting NRC OL antitrust review, consisting of 
responses to Question B 1 & all subsections as well as to Queslion B 2 of end Reg 
Guide 9 3 Info requested wilhin 60 days 

BUTLER.WR Division of Reactor Projects - I/ll (Post 870411) G8/0Q/02 

BAUER,£G Philadelphia Electnc Co 4pp 45871 209 45871 212 


Q. Inspection reports, IE Bulletins A correspondence 

6006010153 Forwards Safety Insp Rept 50 353/88 12 on 880425 0503 & notice of vlo 
latlon 

DURRJ P Region 1, Ofc of the Director 08/05/25 KEMPER.JS Philadelphia Elec- 
tric Co 2pp 45720 266-45720 203 

-0006010150 Notice of violation from Insp on 000425-0503 Violation noted licensoe 
personnel observed resurfacing (lapping) “D” emergency diesel generator crankshaft 
main & connecting rod bearing Journals w/o documented instructions 
• Region 1, Ofc of the Director, 68/05/25 Ip 45720 270 45720 270 

”0806010169 Insp Rept 50 353/88-12 on 8B0425 0503 Violation noled Major areas 
Inspected safety related electrical ays .components emergency diesel generator 
malfit.GtecIncar const (nsp of wiring, cables & components 

WOODARD.CH, ANDERSON.C J, Region 1. Ofc of the Director 88/05/10 13pp, 
45720 271 45720 263 K 

0006010126 Forwards Safety Insp Repl 50 353/88 11 on 880418-22 No violations 
noted 

JOHNSTON.W.V Region 1, Ofc of Ihe Director 88/05/26 KEMPER.JS Philadelphia 
Electric Co 2pp 45733 254 45733 262 

-88Q601C132 Insp Rept 50-353/86-11 on 880416-22 No violations noted Major areas 
Inspected presorvlce Insp activi has .Including licensee program for qualifying & certify 

K ual exam personnel.NDE procedures & data 

EARTY.R A , STROSNIDER.J R Region 1, Ofc of the Director. 88/05/25 7pp, 
45733 256-45733 262 


8005240020 NRC Info Notice 88 033, “Hecent Problems Involving Model Spec 2-T fla 
diographic Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 456B3 158-456B3 277 

8005240090 Suppl 1 to NRC Info Notice 07 061, “Failure of Westtnghouse W-2 Typo 
Circuit Breaker Cell Switches “ Svc (ist end 

ROSSI, CE Division of Operational Evenls Assessment (Post 870411) 86/05/31 
Consolidated Edison Co of New York, (nc 120pp 45603 038*45683 157 

B0O524O215 NRC Info Notice 88 034, “Nuclear Mali Control & Accountability of Nonfwol 
SNM at Power Reactors “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 180 45790 308 

0805270306 NRC Into Notice 88*035, "Inadequate Licensee Performed Vendor Audits 1 ' 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 08/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 068-45790 187 

8806020047 NRC Info Notice 88 038, "Possible Sudden Loss of RCS inventory During 
Low Coolant Level Operation “ Svc list enc) 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/09 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

9006090301 Suppl 2 to NRC Bullelm 07 002, “Fastener Testing to Determine Conform 
ance W/Applicable Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200 45916 327 

6006080026 NRC Info Notice 88 037, “Flow Blockage of Cooling Water to Safely S/a 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

8006080211 NRC Bulletin 88 006, “Actions To Be Taken for Transportation ol Model 
Spec 2 T Radiographic Exposure Device “ Svc list end 

BURNETT.RF Division ol Safeguards A Transportation (Post 070413) 08/06/ 14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 310 

0806210050 Forwards Safety fnsp Rept 50 353/80-13 on B80502 06No violalions 
noled 

OURR.JP Region 1, Ofc of the Director 00/06/14 KEMPER.JS Philadelphia Elec- 
tric Co 2pp 45906 012-45906 022 

--8806210062 Insp Rept 50 353/88 13 on 080502-00 Three unresolved item* 
notod Major areas inspected preoperational test program, including review ol preopor 
ational test program Implementation requirements & test procedures 
VAN KESSEL.HF, EAPEN.PK, Region 1, Ofc ol the Director 66/05/26 Gpp 
45906 014 45906,022 

8806090194 NRC Info Notice 68 038, “Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) B8/CC/15, 
Consolidated Edison Co of New York, tnc 1 1 ipp 45946 126-45940 236 

8806150013 NRC Bulletin 86 007, “Power Oscillations In BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/08/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115 45929 2 20 

0806150186 Suppl 1 to NHC Bulletin 88*005, “Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Williamstown,NJ " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411), 80/00/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032-45965 151 

8806230082 Forwards Safety Insp Rept 50 353/88-10 on 080411-0522 & notice of vlo 
lotion 

WENZINGER.EC Region 1, Ofc of the Director 08/06/15 MCNEILL, CA Philadel- 
phia Electric Co 2pp, 45932 172 45932 193 

-B0G623OOBS Notice of violation from Insp on 88041 1-0522 Violation noted Instrument 
rack 20C026 did not conform to GE design drawing 133D9020 
* Region 1, Ofc of the Director 80/06/15 Ip 45932 174-45932 174 

”6606230007 Insp Rept 50 353/88*10 on 00041 1-0522/ Violation notedMaJor areas 
inspected work acttvities.procodures & records relative to diesel generator bearing re 
furblshment & Bechtel engineering ays turnover walkdowns 

WILLIAMS, J H , LINVILLE.J C Region 1. Ofc of the Director 88/06/10 10pp 
45932 175 45932 193 

0806200051 NRC Info Nolice 88 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounlmg Bolls " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc 10Bpp 45977 287-45970 033 

8806200306 NRC fnfo Nolica 88 043, "Solenoid Vatve Problems ” Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45077 164-45977 286 


S. Reportable occurrences, LERa & related correspondence 


8806140166 Significant Deficiency Rept 137*2 re potentially defective Type HMA auxilia* 
relays GE notification per 10CFR21 end Potentially defective equipment Inspected 
corrected per field disposition instructions from GE 
KOWALSKI, 5 J Philadelphia Electnc Co 88/06/06 MURLEY.T E Office of Nuclear 
Reader Regulation, Director (Post 870411} 5pp 45826 287-45826 291 

8006210342 Summary of Operating Reactors Events Meeting 88 23 on 000607 Ust of 
attendees.events discussed & summary ol reactor scrams end 
LANNING.W Events Assessment Branch 86/06/08 ROSSI, C E Division of Oper- 
ational Evenla Assessment (Post 870411) 15pp 45057 177-45857 191 
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88062105-09 Final Deficiency Rapt 232*2 re Westmghouse type DS (used disconnect 
switch Initially reported on 880415 Mechanical connectors integral to fuse mounting 
assembly would not adequately secu r e some 8 AWG wires 

KGWALSKI.SJ Philadelphia Electric Co 88/06/ 15 RUSSELL, W T. Document Control 
Branch (Document Control Desk) 3pp 45908 230 45908 232 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


BB06010113 Responds to NRC 880427 Ur re violations noted in Insp Rept 50-354/68- 
03 Corrective actions personnel responsible lor equipment qualification instructed to 
adhere specifically to procedural requirements of VPN-MSP-07, Section 62 
MILTENBERGER.S Public Service Electric a Gas Co of Now Jersey 88/0S/26 Doc- 
ument Control Branch (Document Control Desk) 3pp 45720 027-45720 029 

8806010245 Requests that util ASME Code, Section XI relief requests re Exam Category 
B-A for reactor vessel welds remain under consideration while procedures reviewed & 
NRC position developed ( _ 

MILTENBERGER.S Public Service Electric & Gas Co of New Jorsey 88/05/26 Doc 
umant Control Branch (Document Control Desk) 2pp 45732 233-45732 234 


8BO609O1O9 Fonvards FEMA & Region III final exercise ropt of 070909 exercise ol 
State of OE offsite radiological emergency preparedness plans site specific to Artificial 
Island Generating Station 

KRIMM.RW Federal Emergency Management Agency 88/05/27 STOHR.J P Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 070411) Ip 
45801,022 45801 066 

—0806090114 "FEMA & Regional Assistance Committee Region III Exercise Evaluation 
Root" 

* Federal Emergency Management Agency 88/05/12 43pp 45801 023-45B01 066 

680313007s Forwards SALP Repts 50 272/80 09 & 50 311/66 99 for Oct 19&6 - Dec 
1&87 4 50-354/86*99 for 661201-8801 16 

RUSSELL.W.T Region 1, Ofc of the Director 88/06/02 MILTENBERGER.S Public 
Service Co of Colorado, 3pp 45805 257-45806 047 


8805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 T Ra- 
diograp hie Exposure Device * ’ Svc its t enc I 

BURNETT, RF Division of Safeguards & Transportation (Post B70413) 86/05/27 
Consolidated Edison Co ol New York, Inc 120pp 45683 158 45603 277 


8605240099 Suppl 1 to NRC Info Notice 67 061, "Failure ol WestingHouse W-2-Type 
Circuit Breaker Cell Switches " Svc list end _ _ 

ROSSI, CE Division of Operational Events Assessment (Post 870411) B8/Q5/31 
Consolidated Edison Co ofNow York, Inc I20pp 45603,038 45603 157 


0805240215 NRC Info Notice 88 034, "Nuclear Mat! Control & Accountability of Ncnfuet 
SNM at Power Reactors'' Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 68/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 188*45790 306 


—0606130000 Forwards response to SALP repts, per request made during CB0414 
meeting Sys engineer function & responsibilities should ba clanlied 
MILTENBERGER.S Public Service Electric & Gas Co of New Jersoy 80/05/25 
RUSSELL, WT Region t, Ofc of the Director 15pp 45B05 260-45806 047 


6806139075 Forwards SALP flepta 50 272/66-09 & 50 311/96-99 far Oct 1986 - Dec 
1967 & 50*354/80-99 for 861201-6601 15 

RUSSELL, WT Region t, Ofc of the Director 06/06/02 MILTENBERGER.S Public 
Service Co of Colorado 3pp 45005 257*45806 047 


B 0062 10127 Rev 16 to event classification guide 

* Public Service Electric & Gas Co of New Jersey 88/06/10 150pp 45851,001* 
45651,159 

6806210305 Revised emergency plan Implementing procedurea.lnctudmg Rov 2 to EPIP 
10SH, "Protective Action Recommendations/ 1 Rev 5 to EPIP 202H, "Operations Sup- 
port Clr Activation S Operations" & Rev 4 to EPIP 204H, “Emergency Response " 

* Public Service Electric & Gas Co of New Jersey 88/06/10 211pp 45846 135- 
45349 345. 

0806220142 Change pages for Rev 4 to Artificial Island emergency plan 

* public Service Electric & Gas Co of New Jersoy OB/00/10 63pp 45887 J 292- 
458 B7 354 

8606220203 Hevised Artificial Island emergency plan administrative procedurosjnc lading 
Rev 1 to EPIP 1003, "Review & Approval of Plan/Procedures/ECG" & Rev 3 to EPIP 
1008, "Emergency Equipment Inventory Radiation Protection " 

BURGIN.D, Public Service Electric & Gas Co of Now Jersey BB/G6/1Q 05pp 
45860 135-45869 229 

©806240045 Revised emergency plan (mpefementing procadureajncfuding Rov 6 to 
EPIP 404, " Protec tiVfl Action Recommendations," Rev 4 to EPIP 603, "Field Monitor- 
ing" & Rav 6 to table of contents 

* Public Service Electric & Gas Co of New Jersey 86/06/ 10 84pp 45910 251- 
4501 0 334 


F. operating license stage documents & correspondence 

6806160391 Responds to NRC 880307 Itr & request at 880504 meeting describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRsUpon com- 
pletion of Phases 1 A 2 of evaluation of BWRs.GE will submit summary by 801 104 
ARTIGAS.R Ganeral Electric Co 88/05/04. THADANI.^C Assistant Director for Sys- 
tems 3pp. 45823 164 45823 166 

6806030140 Forwards request (or info to support NRC Mark I containment enhance- 
ment progrem.Response needed by 880006 

IRIVENBARK.G W. Project Directorate 1*2 80/05/27 MILTENBERGER.S Public Serv- 
lea Electric & Gas Co of New Jersey 6pp. 45725,033 45725 038 

0606280163 Forwards Westmghouse Owners Group Notification Hr OG-80-21, identify- 
ing midloop concerns, per Generic Ur 87-12, "Loss of RHR While RCS Partially Fpllod" 
& 800428 meeting agreement. 

NEWTON,RA Westlnghouse Operating Plants Owners Group 88/06/20 
HODGES.W Reactor Systems Branch. 7pp 45973 330-45073 344 


Q, Inspection reports, IE Bulletins & correspondence 


-8800130080 Forwards response to SAl-P fOpts.per request made during 880414 
meeting Sys engineer function & responsibilities should bo clanlied & detailed plan (or 
improvement of fab QA/GC prepared 

MILTENBERGER.S Public Service Electric & Gas Co of Now Jersoy 00/05/25 
RUSSELL.W T, Region 1, Ofc of the Director 1 5pp 45005 260 45BQ6 047 

8805270306 NRC Info Notice 86 035, “Inadequate Llconseo Performed Vendor Audits" 
SvC list encj __ . 

ROSSI, CE Division of Operational Evenls Assessment (Post 070411) 68/06/03 
Consolidated Edison Co ol Now York, Inc 120pp 45790066-45790 187 

8006160389 Forwards Safety Insp Ropt 50 354/88-17 on BB0509-13NO violations 
noted 

BELLAMY, R R Region 1, Ofc of the Director, 00/00/07 MILTENBERGER.S Public 
Service Electric ■& Gas Co of Now Jersey 2pp 45B34 073-45034 000 


-*8806150395 tnsp Ropt 50 354/88 17 on 860509 13 No violations noted- Major areas 
inspected licensee effluent controls, liquid otlluent.gasoous affluent, effluent monitor 
calltir, ventilation sys & offsite doso calculation manual 

JANG.JC, PASCIAK.WJ, Region 1, Ofc ol the Director 88/06/02 6pp 45834 075 
45034 080 


0806020047 NRC Info Notice 68 036, "Pos.siblo Suddon Less of RCS InvonLory During 
Low Coolant Level Operation " Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 670411) 80/06/08 
Consolidated Edison -Co of New York, Inc 120pp 45065 152-45065 271 


0006100162 Forwards Insp Ropt 50 354/86 15 on 060418 22 No violations noted. 
DURR.J.P Region 1, Ofc ol tho Director 88/08/00 MILTENBERGER.S Public Serv- 
ice Electric & Gas Co ol New Jersey 458 ff 23a 4504 1 25 f. 

“9606160164 Insp Rept 50-354/88 15 on 880410-22 No violations or deviations 
notod Major areas inspected startup test program following first refueling .including 
review ol startup test procedures & tost results evaluation 

VAN KESSEL.HF, EAPEN.P K. Region 1, Ofc of tho Director 68/00/02 12pp 
45641 240 45841 251 


0606090301 Suppl 2 to NRC Bulletin 87*002, "Fastener Testing to Determine Conform- 
ance W/Appltcable Mall Specs " Svc list encL 

ROSSI.C t Division of Operational Events Assessment (Post 870411) 80/00/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45016 327 


08O6OBO025 NRC Info Notice 90.037, "Flow Blockage of Cooling Water to Safety Sys 
Components 11 Svc tot end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 60/06/ 14 
Consolidated Edison Co of New Yo-rk, Inc 1 25pp, 45946 001-45946 125 


©805280153 Forwards response to request for addl Info re IE Bulletin 85 003, "Motor 
Operated Valve Common Mode Failures During Plant Transients Duo to Improper 
Switch Settings” 

MILTENBERGER.S Public Service Electric & Gas Co ol Now Jersey 80/05/23. Doc 
umenl Control Branch (Document Control Desk) 15pp 4 5687 '2 69 45607 283 


8006010175 Forwards Safety Insp Rept 50 354/88 09 on 800322-0425 No violations 
noted 

WENZINGER.E.C Region 1, Ofc of the Director 00/05/23 MILTENBERGER.S 
Public Service Electric & Gas Co of New Jersey, 2pp 45733 266-45733 28L 

—9806010179 Insp Rept 50-354/88-09 on 880322-0425 No violations noted Major 
areas inspected .operational safety verification, surveillance testing, rnalnl 
activities .review of mafnt program, ESF sys walkdown & assurance of quality 
SWETLAND.P.D. Region 1, Ofc of the Director 68/05/24 Hpp 45733 260- 
45733 281, 


8606080242 Forwards Insp Rept 50 354/08-1 1 on 880321-25 No violations noted 
JOHNSTON.W.V Region 1, Ofc of the Director 08/05/24. MILTENBERGER.S Public 
Service Electric &. Gas Co of New Jersey 2pp 45775.161*45775 174. 


-0806060245 Insp Rept 60-354/88-11 on 880321-25 No violations or deviations 
noted, Major areas Inspected review of licensee action In response to Mark I contain- 
ment mod requirements of NUREG-0Q61 

CHAUDHAflY.S.K , ROMNEY, N D., STROSNIDER.J R Region 1, Ofc of the Director 
88/05/19 12pp 45775.163-45775 174. 


8006060211 NRC Bulletin 68-006, "Actions To Bo Taken tor Transportation of Model 
Spec 2*T Radiographic Exposure Device ” Svc list end 

BURNETT.R.F, Division of Safeguards & Transportation (Post 8704 13) BB/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45035 211-45935318 

8806090194 NRC Info Notice 80 038, "Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co, of Now York, Inc 1 1 1 pp 45946 126 45040 236 

8806150013 NRC Bulletin 80 007, "Power Oscillations m BWfts " Svc Jisf oncl 
ROSSI.C E, Division of Operational Events Assessment (Post 870411), OB/OB/15 
Consolidated Edison Co, of Now York, (nc 114pp 45020 1 15 45929 220 

8006150188 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Malls Supplied by 1 Piping 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co at Wrlllomstewn.NJ " Svc list end, 
ROaSLCE. Division ol Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co. of New York, Inc 120pp. 45965 032-45965,151 

6806270149 First partial response to FOIA request for documents Forwards Apps B 8 
C documents Oocu moats available in PDR App A documents also available In 
PDR.Apps D through G documents withheld (rot FOIA Exemption 5) Releasable por- 
tion one) 

GRIMSLEY.DH Division of Rules & Records (870413 0BO51 4) GB/06/15 BOLEY,K 
Public Cvbzen's Critical Mass Energy Project 24pp 4590B2O8-4590B 350 
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-5806280195 Forwards inpul to plant SALP lor 861201 6801 15 
ANDERSON.C J, Region t, Ofc of the Director 67/12/24 SWETLANO.P Region 1, 
Ole of the Director. 4pp 45999 071-45999 074 

8606250051 NRG Info Notice 88 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting' Bolts" Svc list end 

ROSSI.C E Division of Operational Evanls Assessment (Post 870411) 68/06/23 
Consolidated Edison Co. or Now York, (nc 10Bpp 45977 287-45978 033 

8806200306 NRC tnlo Notice 68 043, "Solenoid Valve Problems " Svc hat end 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 80/06/23 
Consolidated Edison Co o/Now York, (nc 123pp 45977 164-45977 286 


R, Periodic operating reports & related correspondence 

9806280306 Forwards monthly operating rept for May 1088 & corrected operating status 
repls for Mar & Apr 1988 for Hope Creek Generating Station Unit 1 
LABRUNA.S Public Service Electric & Gas Co of New Jersey 88/00/15 Document 
Control Branch {Document Control Desk), 2pp 45943 137 45948 153 

-0806220038 Monthly operating rept for May 1908 for Hope Crook Generating Station 
Unit 1 

JENSEN, H Public Service Electric & Gas Co of New Jersey 00/05/31 13p p 
4 5948 139 45948 151 

-9806280316 Corrected monthly operating status rept for Mar 1388 
4 Public Service Eleclnc & Gas Co of New Jersey 88/03/31 Ip 45940 152 
45948 152 

-8806260327 Corrected monthly operating status rept for Apr 1936 
JENSEN, H Public Service Electric & Gas Co of New Jersey 30/04/30 Ip 
45948 1S3-45948 153 


S. Reportable occurrences, LERs & related correspondence 

8805250126 ROon 8B0226.B feedwater check valve which failed LLRT disassembled & 
Inspected Damaged disk found & replaced Since repair of 8 feedwater eliminated 
notea signals, A feedwater check valves will be inspected at future outage 
LABRUNA.S Public Service Electric &. Gas Co of New Jersey 88/05/11 Incident 
Response Branch 3pp 45666 327-456B6 329 

8606030353 LER 38-012 00 on 880430,reactor manually scrammed following circulating 
water ays (CWS) In leads trip Caused by failure In CWS multiplex (MUX) 
sys Replacement of CWS MUX sys w/hard wired sys planned & enhanced malnl 
developed W/880 5 31 Hr 

ERVIN, A M , LABRUNA.S Public Service Electric & Gas Co of New Jersey 80/05/ 
31 Spp 45763 179 45763183 

8606070161 LER 86-092*01 -on 8 81 206, unexpected actuation of HPCI.RCIC & Chennai 
D of primary containment isolation sys occurred Causod by pressure oscillations in 
reactor level sensing line Filter circuit Installed In GE panel W/86C601 Hr 
ERVIN, A,M , LABRUNA.S Public Service Electric & Gas Co of New Jersey 80/06/ 
01. Spp 45.763354 45769 368 

6806100149 LER B8-O13-0O.on 8 8 050 5, reactor automatically scrammed on low reactor 
water level signal Caused by unusual design Interface between secondary condensate 
pump auxiliary oil pump breaker & oil pump Breakers lagged W/380606 Itr 
ERVIN, AM , LABRUNA.S Public Service Electric A Gas Co of New Jersey 88/06/ 
06 6pp. 45772 165 45772 169. 

880B280135 LER 88-015 00. on B30526,unanliclpated loss of second control room emer- 
gency filtration chiller occurred Caused by component design deficiency Operation 
procedure reviewed & design mod to chiller Installed W/880623 Hr 
ERVIN, A M , LABRUNA.S Public Service Electric & Gas Co of Now Jersoy 89/06/ 
23 5pp 45973 167-45973 171. 


V. Operator Examinations 

8608130075 Forwards SALP Repls 50-272/66-99 & 50-311/80-99 for Oct 1096 - Dec 
1907 & 50-364/86-09 for 861201-860115 

RUSSELL, WT Region 1, Ofc of the Director 80/06/02 MILTENBERGER,S Public 
Service Co. Of Colorado 3pp 45805'257-45006 047 

—8806130080 Forwards response to SALP repts.per request made during 880414 
meeting Sys engineer function & responsibilities should be clarified. 
MILTENBERGER.S, Public Sendee Electric & Gas Co of New Jersey 88/05/25 
RU-SSELL.W T. Region 1, Ofc of the Director 15pp 45805 260-45B06 047. 


DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1 


A. Applies tl on/const ruction stage documents & correspondence 

0806030197 First partial response to FOIA request for documents App 8 forwarded & 
also being made available at PORApp A available at PDR, Records also being made 
available at IP-DR for plant. 

GRIMSLEY.DH Division of Rules & Records (B704 13-83051 4). 8B/05/26 
WEISSMAN ,S California, State of 3p p 45784166*45764.160 

-0110190100 Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate scheduling impacts, Concurrence requested on forth- 
coming biweekly repts Plants requiring ofc level attention listed 
VOLLMER.RH. Division of Engineering fore 851125). 81/10/02 DENTON.H R Office 
of Nuclear Reactor Regulation, Director fpre*85 11 2b) 2pp 45704.171 46784,172 

-0112160001 Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate schedule impacts 

VOLLMER.R.H Division of Engineering (pro 851 125) 81/09/14 DENTON.H.R Office 
of Nuclear Reactor Regulation, Director (pre B51125). 2pp 45784.169 45704i7O. 

-8202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bavill Rept Dates represent collective NRC Judgement 
EISENHUT.D.G. Division of Licensing (000420 851 124) 82/01/18. 0ASSETT,HS 
Office of Management and Program Analysis 3pp. 457B4 208-4 5784‘210. 


-8202250094 Forwards list of casework open issues for wk ending 820122, per 811120 
request Only Category 2 & 3 open Issues l(9ted for plants having Bevill decision dales 
more than 3 months away 

ElSENHUT.DG Division of Licensing (600428-851124) 82/01/28 DENTON.HR 
Office of Nuclear Reactor Regulation, Director (pre 851126) 1 Spp 45784 2ft- 
45784 225 


Q, Inspection reports, !E Bulletins & correspondence 


8805240028 NRC Jnfo Notice 88 033, “Recent Problems Involving Model Spec 2-T Ra 
diographlc Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc I20pp 45683 158 45683 277. 

8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Westinghouse W-2 Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, Jnc 120pp 456B3 038 45683 157 

8805240215 NRC Info Notice 88 034, "Nuclear Matl Control & Accountability of Nonluol 
SNM at Power Reactors ” Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co or New York, Inc 122pp 45790,108 45790 308 

8005270306 NRC Info Notice 86 035, "Inadequate Licensee Performed Vendor Audiia 
Svc list end 

ROSSI.C E Division of Operational Evenis Assessment (Post 870411) 08/06/63 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 187 

8806020047 NRC Info Notice 80-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/08 
Consolidated Edison Co of New York, Inc 120pp, 45965 152-45965 271 

0006090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Dotermlne Conform- 
ance W / Applicable Matl Specs " Svc list end 

ROSSI.C E. Division of Operalional Events Assessment (Post 070411) 88/06/10, 
Consolidated Edison Co of New York, Inc 120pp 45916 200-45916 327 

8606000026 NRC Info Notice 80 037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 89/08/ f4 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 126 

8806000211 NRC Bulletin 88 009. "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 90/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-46935,318 

8806090194 NRC Info Notice 08 038, "Failure of Undervoltage Trip Attachmont on GC 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411), 8C/06/1B, 
Consolidated Edison Co Of New York, Inc. 1 1 1pp 45946 126-45946 236 

8806150013 NRC Bulletin 88-007, "Power Oscillations in BWRs " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post B70411). B8/0B/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15 45929 228 

0806150186 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Malls Supplied by Piplnrj 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Willfamstown.NJ ,v Svc list en-cl 
ROSSI.C E Division of Operational Events Assessment (Post 070411), 80/00/16 
Consolidated Edison Co, of New York, Inc 120pp. 45985,032-45965 151 

BB062 00051 NRC Info Notice 80*042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end, 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co. of New York, Inc. lOOpp 45977.287-45978 033 

08062 00306 NRC Info Notice 88-043, "Solenoid Valve Problems," Svc list end 
ROSSI.C E Division ol Operational Events Assessment (Post 870411) 8B/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

6006030289 Provides verification of compliance w/license conditions requiring develop- 
ment & implementation of emergency operating Instructions per Mar 1066 
request Informs that license conditions re end of first refueling outage closed 
MEDFORD.M O Southern California Edison Co. 88/05/27 Document Control Branch 
(Document Control Desk) 2pp. 45752 191-45752 192 

6006150205 Ack receipt of 880511 (ransmitlal forwarding scope & objectives for 1986 
annual emergency plan exercise Objectives reviewed & found appropriate 
FISH.R F Region 5, Ofc of the Director, 80/06/06 BASKIN, K P. Southern California 
Edison Co Ip 45047 137-45847*137 

8006230243 Informs that operator training on new emergency operating Instructions, per 
Submittal 3 of Rev 3 to CEN-152, "C t Emergency Procedure Guidelines," will bogfn 
during Aug 1998 w/fmpfementatlon scheduled for early Oct 1988 
MEDFORD, M.O Southern California Edison Co 88/06/21 Document Control Branch 
(Document Control Desk) 2pp. 45941.185-45941 186 


J, Insurance & Indemnity information 

8B06070156 Forwards Endorsements 124,125 & 126 to NELIA Policy NF-HB & En- 
dorsements 1 09,1 1 0 & 1 1 1 to MAELU Policy MF-38. 

ADAMS, J.B Southern California Edison Co 80/05/23. DJNJTZJ NRC - No Detailed 
Affiliation Given 7pp 45745051-45745 057 
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8806210189 Forwards Endorsements 127 & 112 to NEUA Policy NF-146 & MAELU 
Policy MF-38, respectively, for final 1987 addl premium 

ADAMS, j B Southern California Edison Co 80/06/15 DINITZ.I NRC - No Detailed 
Affiliation Given 3pp 45049 290 45849 392 


P. Operating license stage documents & correspondence 

6605270047 Forwards Amend Applications 41 & 27 to Licenses NPF-10 & NPF- 
15, respectively .revising Tech Spec 3/4 7 6, "Snubbers," by increasing IB month snub- 
ber surveillance test intervals to support nominal 24 month fuel cycle operation Fee 
paid 

BASKIN, KP Southern California Edison Co 88/05/10 Document Control 8ranch 
(Document Control Desk) Ip 45692 281-45692 318 

-6605270049 Application (or amends to Licenses NPF-IO & NPF-15, increasing 10 
month snubber surveillance tost intervals to ''refueling Interval," to support nominal 24 
month fuel cycle operation, 

BASKIN, KP Southern California Edison Co 88/05/19 NRC - No Detailed Affiliation 
Given 15pp. 45692 282-45692 299. 

-8805270050 Proposed Tech Specs increasing ID month snubber surveillance test in 
tervals to "refueling intorval,” to support nominal 24 month fuel cycle operation 
' Southern California Edison Co 88/05/19 20pp 45692 300 45692 318 

aB0B070139 Forwards Amend Application 48 to Licenses NPF-10 & NPF-15, consisting 
of Proposed Change PCN-221, revising Tech Spec 3/4 6 1 7, "Containment Ventilation 
Sys " for allowable time Isolation valves may be opon Fee paid 
BASKIN.K.P Southern California Edison Co 88/05/25 Document Control Branch 
(Document Control Desk). Ip 45787 286 45707 311 

-8606070140 Amend Application 48 to Licenses NPF-10 & NPF 15, consisting of Pro- 
posed Change PCN-221, revising Tech Spec 3/4617, "Containment Ventilation Sys." 
to change duration that 8 Inch purge supply & exhaust valvos may be open 
BASKIN, K P Southern California Edison Co COTTON, G D San Diego Gas & Electric 
Co WATTS, A R Anaheim, CA 08/05/25 15 pp 45787 207 45787 301. 

-8806070144 Proposed Tech Spec 3/4 6 1 7, "Containment Ventilation Sys," revising 
allowable time that 0 Inch containment purge supply & exhaust Isolation valves may 
open & permit blind flanging as method to seal valves closed 

* Southern California Edison C 0 80/05/25 10pp 45787 302 45707 31 1 

8606030197 First partial response to FOIA request for documents App B forwarded 8 
also being made available at PDR.App A available at PDR Records also being mads 
available at LPDR for plant 

GRIMSIEY.D H Division of Rules & Records (870413 CD051 4) BB/05/29 

WEISSMAN.S, California, State of 3pp 45784.166-45704 16B 

-6112100572 Sid order for DOE work "Review of Pumps & Valve Inservlce Testing 
Program for OL Plants," issued to IN EL Statement of work end 
VOLLMER.R H Division of Engineering (pro-851125) 01/11/09 7pp 45704 232- 
45784 238 

-0202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed m Bevill Rept Dates represent collective NRC Judgement 
EISENHUT.DG Division of Licensing (800420 861124) 82/01/18 BASSETT.H S 
Office ol Management and Program Analysis 3pp 45784 208-45784 210 

-8202250094 Forwards list of casowork open Issues for wk onding B20122, por 011 120 
request Only Category 2 & 3 opon Issues listed for plants having Bevill decision dates 
more than 3 months away. 

EISENHUT.D.G Division of Licensing (800428-051124) 82/01/28 DENTON, H R 
Otfico of Nuclear Reactor Regulation, Director (pro 851125) 15pp 457B4 211- 
45784 225 

8808070148 Notification of 080603 meeting w/util In Rackvilto.MD to discuss reracking 
of spent fuel pool at Units 2 & 3 

BRADFUTE.JO Project Dire ctorato V 88/05/26 KNIGHTON, GW. Project Director- 
ate V Spp 45745 092 45745.096 

8806030365 Responds to Generic Llr 08-05 re boric acid corrosion of carbon ate el 
RCPB.Rev to nonconformance rept program to address boric acid leakage will bo 
made by E80701 Procedure will be implemented re boric acid leakage control 
MEDFORD, MO Southern California Edison Co 08/05/31 Document Control Branch 
(Document Control Desk). 4pp 45746 279 45746 282 

8808060237 Forwards corrected Tech Specs re' 040427 application (or amends to Li- 
censes NPF-10 & NPF-15 re reactor coolant gas vent sys Attachments A & B of origi 
nal submittal omitted action statement time limits 

MEDFORD,M O Southern California Edison Co 88/06/03 Document Control Branch 
(Document Control Desk). 2pp. 45784 083-45784.091 

-6608080244 Proposed Tech Specs re limiting condition for operation lor reactor cool- 
ant gas vent sys. 

* Southern California Edison Co 88/06/03 7pp 4 578 4. 085-4 57 84 091 

6906100001 Discusses Tech Spec 3/4.1 3 4 re CEA drop time tosttng Drop times will be 
measured on 880717 during refueling outage & license amend will bo requested if ex- 
isting requirements not satisfied New method of measuring CEA drop times used 
MEuFORD.M.O. Southern California Edison Co 88/06/03 Document Control Branch 
(Document Control Desk). 3pp 45814 283-45014 285 

8806170066 Forwards application for amends to Licenses NPF-10 & NPF-15, Increasing 
control element assembly drop time from 3 0 s to 3 2 9 Fee paid 
BASKIN, KP, Southern California Edison Co 88/OB/ 14 Document Control Branch 
(Document Control Desk) 2pp 45864*1 66-45064 197 

-8808170071 Application for amends to Licenses NPF-10 & NPF-15,revlslng Tech Spec 
3/4.1 3 4 to Increase specified drop time (or control element assemblies from 3 O s to 

BASKIN.KP. Southern California Edison Co 88/00/14 23pp 45QQ4 16B 45864 ISO 

-0806170073 Proposed Tech Specs Increasing specified drop time for control element 
assemblies from 3 0 to 3 2 s 

* Southern California Edison Co. 88/06/14 7pp 45864 191-45B64 197 


6806220307 Forwards Change Nottce 27 to "QA Program SCE-1-A" reflecting changes 
in organization & responsibilities Change notice will be incorporated in next amend to 
topical rept 

MEDFORD, M.O Southern Californio Edison Co 88/06/17 Document Control Branch 
(Document Control Desk) Ip 45B68 184 45B6B 187 

-0606230205 Change Notice 27 to Page 17 2-8 of Amend 10 to QA Program SCE-1- 
A Change consists of organizational realignments & additions In fuel & mall mgt 
dept .engines ring & const dept & nucloor generation site dept 

* Southern Cfiliform a Edison Co SCE-1-A 68/06/17 3pp 4586B 185 45860 107 

8606230310 Forwards Change Notice 26 to Amend 10 to QA Program SCE-1-A, clarify- 
ing responsibilities for station test result evaluations Change will be incorporated in 
next amend to topical rept 

MEDFORD, M O Southern California Edison Co 08/06/17 Document Control Branch 
(Document Control Desk) Ip 45902 346-45902 349 

-8B06230321 Change Notice 26 to Pages 17 2-35 & 17 2-36 to QA Program SCE-1- 
A 4 Amond lO.clanfying responsibilities for test result evaluation & adding rosponsibll 
itios of tost organization & malnt support organization 

BASKIN.KP Southern California Edison Cci 80/06/17 3pp 45902 347-45902 349 

8806290163 Forwards Weslinghouse Owners Group Notification Ur OG 88 21,ideniify 
ing midloop concerns.por Generic Ltr 87-12, "Loss ol RHR While RCS Partially Filled" 
& B8042B meeting agreement 

NEWTON.R A Weslinghouse Operating Plants Owners Group 88/06/20. 
HODGES, W Reactor Systems Branch 7pp 45973 338-45973 344 

8606230243 Informs that operator training on new emergency operating instructions.per 
Submittal 3 of Rov 3 to CEN-152, “G-E Emergency Procedure Guidelines," will begin 
during Aug 1968 w/fmp fomentation schedufed ror early Oct 1988 
MEDFORD.M O Southern California Edison Co 88/06/21 Document Control Branch 
(Document Control Desk) 2pp 45941 185-45941 186 

880623026B Responds to NRC 880413 request for addl Info re util 071214 & 8B0222 
proposed changos to Tech Specs to Implement guidance of Generic Llr 87-09 Re- 
quests that omitted statements from generic ltr be added to bases (or specs 
MEDFORD.M O Southern California Edison Co QB/06/21 Document Control Branch 
tDocumont Control Desk) 2pp 45948 094-45048 095 

0806290470 Notification of 0Q0628 meeting w/util at plant site to discuss licensing proc- 
ess & 10CFRSO 59 reviews, 

TRAMMELL.CM Pro|oct Directorate V 88 / 06/21 KNIGHTON.GW Prolact Director- 
ate V 5pp 45062 340 45962 353 

8806300357 Forwards Amends 63 8 52 to Licenses NPF-10 & NPF-15, respectively & 
safety ovoluation Amends allowing storage ol spent fuel produced In Unit 1 in either 
Unit 2 or 3 

HICKMAN, D.E Project Directorate V CG/00/22 BASKIN.KP Southern California 
Edison Co 4pp 45969 202-45969 209, 

-0806300371 Amends 63 & 52 <0 Llconsos NPF-10 & NPF 15, respectively, allowing 
storage of spont fuel produced In Unit 1 in either Unit 1 or 2 
KNIGHTON.G W Project Directorate V, QG/06/22 4pp 45989 200 45969 209 

-8808300376 Safety evaluation supporting Amends 63 & 52 to Licenses NPF-10 & 
NPF-1 6, respectively 

* OJlico of Nuclear Roactor Rogutalion, Director (Post 070411) 88/06/22. lOpp 
45969-210-45969 219 


Q. Inspection reports, IE Bulletins & correspondence 


8805270006 Forwards Insp Repts 50-206/80-12,50 361 /BB 00 & 50 362/88 09 on 
880404-08 No violations noted 

Zl M MERMAN, R P Rogien 5, Ole of the Director 00/05/03 BASKIN.KP Southern 
California Edison Co 2pp 45691.003 45691 103. 

-8805270011 tnsp Repts 50 2 06/80- 12,50-361 /0B 09 & 60-362/80 09 on 080404- 
00 No violations or deviations noted Major areas Inspected followup on vondor-rolated 
mods (or roactor trip breakers, surveillance testing & calibr program 
CALDWELL, C.W , JOHNSON, P H Region 5, Ofc ol the Director 08/05/02 9pp 
45691 095-45601 103. 

8806260325 Forwards Insp Repts 5 O-ZOB/ 88 -O 8 . 5 O -301 /0B 08 & 50-362/60 00 on 
BB0228 OAQQ No viol a from noted. 

ZIMMERMAN.R P Region 5, Ofc of the Director 88/05/10 BASKIN, K P. Southern 
California Edison Co 2pp 45701 133-45701.152 

-8805260320 Insp Repts 50-206/08 08,60-361/08-00 & 50 362/00 00 on 680228- 
0409 No violations noted Major areas inspected* operational safety 
veriflcation.evatuallon of plant trips & events, monthly surveillance activities & LER 
review 

HUEY.FR, TATUM.JE, HON, A L Region 5, Ole of the Director 08/05/06 16pp 
45701.135-45701 152 

8805270095 Responds lo NRC 800415 ltr re violations noted In Insp Repts 50-208/08- 
03,50-361/88-03 & 60 362/00-03 Corrective actions depleted nitrogen bottles on 
backup nitrogen sys, Including one w/leaklng regulator valve, replaced on naxl day 
shift 

BASKIN.KP Southern California Edison Co. 08/05/16 Document Control Branch 
(Document Control Desk) app 45700 217-45700,222 

80052 40028 NRC Info Notice 08-033, “Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svo list end 

BURNETT.R F. Division of Safeguards & Transportation (Post B70413), 80/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 158 45603 277. 

6805240090 Suppl 1 lo NRC Info Notice 07-061, "Failure of Westlnghouso W>2-Type 
Circuit 8raaker Cell Switches." Svc list one), 

ROSSI, C,E Division ol Operational Events Assessment (Post 870411) BB/05/31. 
Consolidated Edison Co of New York, Inc 120pp 45683 038-46683 157 
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06-05240216 NRC Info Notice 88 03-1, "Nuclear Mall Conlrol & Accountability of Nonfu©! 
SNM at Power Reactors " Svc fist end 

ROSSI.CE Division- of Operalionai Events Assessment (Post 670411)- 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 1 B8 45790 308 

8806270306 NRC Into Nolice 68-035, ‘Inadequate Licensee Performed Vendor Audits " 
Svc list oncl 

ROSSI.CE Division of Operational Events Assessment <Posl 67041 1) 8B/06/03 
Consolidated Edison Co of New York, Inc I20pp 45790 088 45790 187, 

aa&62200g9 Forwards Insp Repts 50 206/88 15,50 361 /Q8-1d & 50 362/0B-15 on 
880516 20 No violations noted 

WENSLAWSKLF A Region 5, Ofo of Hie Director 98/06/06 BASKIN.K P Soulhern 
California Edison Co 2pp 45913 311-45913 324 

-8306220103 Insp Repts 50 206/68-1 5,50-36 1/BB 14 A 50 362/88 15 on 880516 
20 No violations note© Major areas Inspected plant water chemistry control & chemical 
analysis, radiochemical analysis, post a ccrdont sampling & QA of plant chemistry 
TEN BROOK, W K , YUHAS.G P Region 5, Ofc of Ihe Director 68/06/03 12pp 
45913 313 45913 324 

8006028047 NRC Into Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/08 
Consofideled Edison Co of Now York, Inc 120pp 45965 152-45965 271 

8806090301 Suppl 2 to NRC Bulfelin 87 002, "Fastener Testing to Determine Conform 
ance W/Appl cable Mat! Specs " Svc list end 

ROSSI.CE Division of Oparational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co or New York, Inc 120pp 45918 208 45916 327 

0806080025 NRC info Notice 68 037, "Row Blockage of Cooling Water to Safety Sys 
Components " Svc Hat encl 

ROSSI, CE Division of Operational Events Assessment (Post Q7Q411) B0/O6/14 
Consolidated EdFson Co of Now York, (no 125pp 45946 001 45946 125 

8606000211 NRC Bulletin 68-008, 'Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Tran spoliation (Post 870413) 86/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 310 

8806090194 NRC Info Notice 68 036, "Failure of Undarvoltago Trip Attachment on GE 
Circuit Breakers " Svc list cncl 

ROSSLCE Division of Oper&ltonal Events Assessment (Posl 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 111 pp 45946 126-45946 236 

0006150013 NRC Bulletin 88 007, "Power Oscillations in BWRs " Svc list end 
ROSSi, CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 1 1 5-45929 220 

0605158186 Suppl t lo NRC Bulletin 88 905, "Nonconforming Malls Supplied by Piping 
SuppliGSjnc at Folsom, NJ & West Jersoy Mfg Co al Willi am s1own,NJ ’’ Svc fisl oncl 
ROSSI, CE Division of Operational Events Assessment (Posl 870411) 08/06/15 
Con-soli dated Edison Co of Now York, he I20pp 45965 032-45085 151 

8306200144 EN-0B-Q54 on 0BO615, order suspending License 6010-2 (effective immedi 
atoly) & notice of denial of application for renewal of ficonso issued fo MP 
Acosta Action based on licensee failure of drug tests conducted by util 
ROSANO.R, LIEGERMANJ. Ofc of Enforcement (Post B70413) 68/06/15 Ip 
45902 001 45902 081 


8806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available- In PDR App A documents also available in 
PDRApoo D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion encl 

GRIMSLEY.DH, Division of Rates 6 Records (870413 B80614) 88/06/15 BOLEY.K 
Public Citizen’s Critical Mass Energy Projecl 24pp 45998 208 45996 350 

-8806270193 Informs of establishment of SALP Board & notifies ef 660521 mooting at 
Region V ofc Projected date for SALP meeting w / licensee tentatively scheduled for 
880618 

KIRSCH.D.F Region 5, Ofc of Ihe Director 86/03/26 CHAFFEE, A , JOHNSON,? , 
NARBUT.P Region 5, Ofc of lha Director 4pp 45990 347 45998 350 

8006200051 NRC Info Nolice 80 042, “Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc Ifsl oref 

ROSSI.CE Division cl Operational Events Assessment (Posl B70411) 88/06/23 
Consolidated Edison Co, or New York, Inc lOBpp 45977 287-45978 033 

B806 2OO308 NRC Into Nolico 88 043, "Solenoid Valve Problems " Svc fist encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc I23pp 45977 164-45977.286 


R, Periodic operating reports & related correspondence 

B806220093 Monthly operating repts for May 1988 for San Onotre Nuclear Generating 
Station, Unite 2 & 3 W/88061 5 Jtr 

SIACOR.ER,, MORGAN, ME Southern California Edison Co 88/05/31 11pp. 

45911* 340 46911 .350 


S. Reportable occurrences, LERa &. related correspondence 

0005270170 Pert 21 repl r© defect h loft camshaft bracket of 20 cylinder EMD ModeJ 
G.645E4 engine, 

KULCHAK.H D Morrlson-Knudsen Engineers, Inc 88/05/10 MURLEY.T Office of 
Nuclear Reactor Regulation, Director (Post 970411) 2pp 45899 140-45699 141. 

8B0526Q342 Addendum 1 to Supplemental Part 21 Rept 145 te potential problem w/F- 
573156 pressure sensor/fube oil trip fnilfaily reported on 880429 Addl M/8-inch di- 
amelfir w/deep counferbone In pressure head added to aclrvato valve, 

BLOCK, LR IMO Delavaf, Inc 88/05/12 Ofc of Enforcement (Post 870413) 2pp 
4S701 222-45701 '223 

8606030129 LER 80 009-OD on B8CM2fl,$puriaus Train B toxic gas isolation sys actu- 
ation occurred on high chlorine revel Caused by failure of chlorine gas detoctcr 
assembly Assembly sent to offsite lab for testing W/860527 Hr, 

MORGAN.H E Southern California Edison Co, 08/05/27, 6pp 45717 168 45717 173 


8006100279 PNS V-08 003 on 880520, control room operator lasted positive on urniaiy 
sis for marijuana individual immediately escorted from protected area & security bridge 
deactivated 

SCHAEFERD, SCHUSTER,M Region 5, Ofc of the Director 80/06/03 ?pp 
45804 042-45804 043 

0806160005 LER 88 010 00 on 880508,both emergency chilled water sys trarns de- 
clared inoperable due to low freon level Operating guidelines for maintaining froon 
level in emergency developed & procedures revised W/880606 Hr 
MORGAN.H E Southern California Edison Co 88/06/06 7pp 4 5022 275 45822291 

8603210290 LER 80 011 00 on 880512, Train A fuel handling isolation sys actuated by 
radiation monitor gas channel Caused by loss of power in radiation monitor module 
rosulling from failure of 15 volt dc power supply W/0806 13 Hr 
MORGAN t H,E Soulhorn California Edison Co 00/06/13 5pp 45861 339 45861 343 


V Operator Examinations 

8805130142 Informs Commission of status of program revs to NRC administration ol 
roqualificatlon oxams required under 10CFR55 57 

STELLO.V Ofc of the Executive Director for Operations SECY 80-105 06/04/15 
51 pp 45714 047-45714 097 


DOCKET 50*362 SAN ONOFRE NUCLEAR STATION, UNIT 3 


F, Security* medical, emergency & fire protection plans 


08O62OO3S4 Forwards Addendum 10 ID to physical security pian Plan wilhhcfd (rof 
10CFR73 21) 

MORGAN, H E Southern California Edison Co 88/05/26 Document Control Branch 
(Document Control Desk) Ip 45887 355-45807 355 

8806030289 Provides verification of compliance w/licenso conditions requiring develop 
ment & implementation of emergency operating instructions per Mar 1988 
request Informs that license conditions re end of first refueling outage closed 
MEDFORD, M O Southern California Edison Co 08/05/27 Document Control Branch 
(Document Control Desk) 2pp 45752 191-45752 192 

0806150205 Ack receipt of 880511 transmi'la! forwarding scope & objoc lives for 1963 
annual emergency plan exercise Objectives reviewed & found appropriate 
FISH.R F Region 5, Ofc of Ihe Director 80/06/05 BASKIN.K P Southern California 
Edison Co Ip 45847M37-45B47 137 

0606230243 Informs lhat operator training on now emergency operating ins! ructions ,p»t 
Submiltal 3 of Rov 3 io CEN 152, “C E Emergency Procedure Guidelines," will begin 
during Aug 1988 w/implemontntion scheduled lor oarly Oct 1988 
MEDFORD, M O Soulhorn California Edison Co 80/06/21 Document Conirol Branch 
(Document Control Desk) 2pp 45941 185 45941 186 


J Insurance A Indemnity Information 

$806210189 Forwards Endorsements 127 & 112 to NELIA Policy NF-14B 5 MALLU 
Policy MF 38, respectively, for final 1987 addl premium 

ADAMS, J B Soulhorn California Edison Co 88/06/15 DINITZ.I NRC - No Doteitod 
Affiliation Given 3pp 45849 290 45049 292 


P, Operating f/cense stage documents & correspondence 

8005270047 Forwards Amend Applications 41 & 27 to Licenses NPF-10 A NPF* 
15,respoc lively, revising Tech Spec 3/4 7 6, "Snubbers," by increasing 18 month snub 
ber su/veifiance tost intervals to support nominal 24 month fuel cycle operation Feo 

^ASKIN, KP southern California Edison Co 08/05/10, Document Control Branch 
(Document Conirol Desk) Ip 45692 281-45692 310 

-0005270049 Application for amends to Licenses NPF-10 & NPF-15, increasing 10 
monlh snubber surveillance test intervals to ''retooling interval," to support nominal 24 
month fuel eyefe operation 

BASKIN.K P, Southern California Edison Co 88/05/19 NRC - No Dolaiied Affiliation 
Given I5pp 45692 282-45692 299 

-0005270050 Proposed Tech Specs increasing 10 month snubber surveillance toil in 
iervals to “refueling Interval," to support nominal 24 month fuel cycle operation 

* Southern California Edison Co 88/05/19 20pp 45692 300-45692 318 

8806070139 Forwards Amend Application 48 to Licenses NPF-10 & NPF-15, consisting 
of Proposed Change PCN-221 revising Tech Spec 3/4 6 1 7, “Containment Ventilation 
Sys," for allowable time isolation valves may be open Fee paid 
BASKIN.K P Southern California Edison uo 88/05/25 Document Control Brarwh 
(Documont Control Desk) Ip 45787 286-45787*31 1 

-8006070140 Amend Application 48 to Licenses NPF-10 & NPF- 15 , consisting of Pro- 
posed Change PCN 221, revising Tech Spec 3/4 6 1 7, "Containment Ventilation Sys, 
to change duration that 8 inch purge supply & exhaust valve 9 may bo open 
BASKIN.K P Southern California Edison Co COTTON, G D San Diego Gas & Electee 
Co WATTS,A R Anaheim, CA 88/05/25 15pp 45787 287-45787 301 

-0006070144 Proposed Tech Spec 3/4 6 1 7, “Conlainment Ventilation Sys," revising 
allowable time that flinch containment purge supply & exhaust isolation valves may 
open & permit blind flanging as method to seal vaivos closed 

* Southern California Edison Co 08/05/25 1 Dpp 45787 302-45787 31 1 

6806030197 First partial rosponse to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (870413 080514) 88/05/2 6 

WEfSSMAN.S, California, Stale of 3pp 45784 166 45704 166 
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—01 12100572 Std order for DOE work '’Review of Pumps & Valve Inservice Testing 
Program for OL Plants,’' Issued to IN EL Statement of work end 
VOLLMER.RH Division of Engineering (pro 651 125) 81/11/00 7pp 45784 232- 
45784 238 

~ 82020 004 3 4 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (800428 051 124) 82/01/16 8ASSETT.H S 
Office of Management and Program Analysis 3pp 45784 208 45704,210 

—8202250094 Forwards list of casework open Issues for wk ending 620122, per 81 1 120 
request Only Category 2 & 3 open Issues listed for plants having Bevill decision dates 
more than 3 months away 

EISENHUT.D G Division of Licensing (800428 851124) 02/01/20 DENTON.H R 
Office of Nuclear Reactor Regulation, Director (pro 851125) I5pp 45784 211- 
45784 225 

8806070146 Notification of 880603 meeting w/util in Rockville, MD 1o discuss roracklng 
of spent fuel pool at Units 2 & 3 

BRADFUTE.J O Project Directorate V 88/05/26 KNIGHTON, G W Project Director- 
ale V 5pp 45745 002-45745 096 

8006030365 Responds to Genortc Ltr 88 05 re boric acid corrosion of carbon sloe) 
RCP8 Rev fo nonconformance ropt program to address boric acid leakage will bo 
made by 880701 Procedure will bo implemented ro boric acid leakage control 
MEDFORD, MO Southern California Edison Co 68/05/31 Document Control Branch 
(Document Control Desk) 4pp 45746 279 45746 282 

9906060237 Forwards corrected Tech Spocs re 84042/ application for amands to U 
censes NPF-10 & NPF-15 ro reactor coolant gas vont sys Attachments A & B of orlgl 
nal submittal omitted action statement time limits 

MEOFORD.M O Southern California Edison Co 00/06/03 Document Control Branch 
(Document Control Desk) 2pp 45784 083-45784 091 

-8806000244 Proposed Tech Specs re limiting condition for operation for reactor cool 
ant gas vent sys 

4 Southern California Edison Co 86/06/03 7pp 45784 oos 45784 091 

8606100001 Discusses Toch Spec 3/4 13 4 re CEA drop time testing Drop times will bo 
measured on 080717 during refueling outage A license amend wili bo requested if ex- 
isting requirements not satisfied Now method of measuring CEA drop times used 
MEDFORD, M.O Southern California Edison Co 88/06/03 Document Control Branch 
(Document Control Dosk) 3pp 45814 283 45614 285 

8008170060 Forwards application (or amends to LlconsoS NPF-10 & NPF-15, Increasing 
control elemont assembly drop limo from 30s to 32s Fog paid 
BASKIN.K P, Southern California Edison Co 0B/06/14 Document Control Branch 
(Document Control Desk) 2pp 45064 166 45064 197 

-6806170071 Application for amonds to Licenses NPF-10 & NPF 1 S.rovfalng lech Spoc 
3/4 1 3 4 to incroase specified drop time fur control element assemblies from 3,0 a to 

3 2s 

BASKIN.K P Southern California Edison Co 86/06/14 23pp 45004.160-45864 ISO 

-8006170073 Proposed Tech Spocs Increasing specified drop time for control olordont 
assemblies from 3 0 to 3 2 s 

* Southern California Edison Co 00/06/14 7pp 45864 191-45B64 10/ 

0CO622O3O7 Forwards Change Notice 27 to "QA Program SCE-1-A" mflocting changes 
in organization & responsibilities Change notlco will bo Incorporated in noxt amend to 
topical rept 

MEDFORD.MO Southern California Edison Co 88/06/17 Document Control Branch 
(Document Control Dosk) Ip 45060.184-45660 187, 

-SB 06230205 Change Notice 27 to Pago 17 2-0 ol Amend 10 to QA Program SCE-1- 
A Change consists of organizational realignments & additions In fuel & mall mgt 
dept, engineering & const dept & nuclear generation site dopl 

4 Southern California Edison Co SCE 1-A 88/06/17 3pp 45060 185 45868 107 

0000230310 Forwards Chango Nollco 26 to Amend 10 to Q A Program SCE 1-A, clarify- 
ing responsibilities for stalion test result evaluations Change will bo Incorporated in 
next amend to topical ropl 

MEDFORD.MO Soulhorn California Edison Co 08/06/17 Document Control Branch 
(Document Control Dosk) Ip 45902 346-45902 349. 

-8006230321 Change Notice 26 to Pagos 17 2-35 & 1? 2-36 to QA Program SCE*1* 
A, Amend 10, clarifying responsibilities for tost result evaluation & adding responsibil- 
ities of to st. organization & malnt support organization 

BASKIN.K P Southern California Edison Co 00/06/17 3pp 45902,347-45902 340 

8806290163 Forwards Wostlnghouso Owners Group Notification Ltr OG 88-21 .Identify- 
ing midloop concerns.per Generic Ltr 87-12, “Loss of RHR While RCS Parllally Flllerr 1 
A 800428 meeting agreement 

NEWTON.R A wesllnghouse Operating Plants Owners Group 88/00/20. 
HODGES, W. Roactor Systems Branch 7pp 45073 330 45973 344 

8006230243 Informs that operator training on new omergency operating Instructions, per 
Submitlal 3 of Rev 3 to CEN-152, "C E Emergency Procedurci Guidelines,'’ will begin 
during Aug I960 w/lmplomentatfon scheduled for early Oct 1988 
MEDFORD.MO Southern California Edison Co 80/06/21 Document Control Branch 
(Documont Control Desk) 2pp 4594 1.1 05-4594 1'1 86 

8006230256 Responds to NRC 6004 13 requost for addl info ro util 871214 & 880222 
proposed changes to Tech Spocs to implement guidance ol Generic Ltr 87-09 Re- 
quests that omitted statements from generic ltr be added to basos for spocs 
MEDFORD.MO Southern California Edison Co 88/06/21, Documont Control Branch 
(Document Conlrol Desk) 2pp 46948 094 45940 095 

8606290470 Notification of 860628 mooting w/util at plant site to discuss licensing proc- 
ess & 10CFR50 69 reviews 

TRAMMELL.CM Project Directorate V 08/06/21 KNIGHTON.GW Project Director- 
ate V. 5pp, 46962 349 45962 363 

0800300357 Forwards Amends 63 & 52 to Licenses NPF-10 A NPF-15, respectively & 
safety evaluation Amonds allowing storage of spent fuel produced in Unit 1 in either 
Unit 2 or 3 

HICKMAN.DE Project Directorate V. 86/06/22 BASKIN.K P, Southern California 
Edison Co 4pp 45969 202-45969 209 


—8606300371 Amends 63 A 52 to Licenses NPF 10 & NPF-15, respectively, allowing 
storage of spent fuel produced in Unit 1 in either Unit 1 or 2 
KNIGHTON.GW Project Directorate V 80/06/22 4pp 45969 206 45969 200 

-8000300376 Safely evaluation supporting Amends 63 & 52 to Licenses NPF-10 A 
NPF-15/Gspectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/06/22 lOpp 
45969 210-45969 219 


Q. Inspection reports, IE Bulletins & correspondence 


8605270008 Towards (nsp Repls 50-206/88-12,50 361/80 09 & 50 362/88*09 on 
880404 08 No violations noted 

ZIMMERMAN, R P Region S, Ole of the Director 08/05/03 BASKIN.K P Southern 
California Edison Co 2pp 45691 093 45691 103 

-8005270011 Insp Repts 50-206/88 12,50-361/88 09 A 50 362/80 09 on 880404- 
08 No violations or deviations noted Major areas Inspected followup on vendor- related 
mods for roactor trip breakers, surveillance testing A calibr program 
CALDWELL.CW, JOHNSON, P H Region 5, Ofc of the Director 88/05/02 0pp 
45691 095-45691 103 

0005260325 Forwards Insp Repls 50-206/80 08,60 361/88 00 & 50 362/08 00 on 
B80228 0409 No violations noted 

ZIMMERMAN, RP Roglon 6, Ofc of tho Director 00/05/10 BASKIN.K P Southern 
California Edison Co 2pp 45701 133 45701 152, 

-6005200326 Insp Repls 50-206/60 08,50 361/06 00 A 50 362/80 00 on 8B0228 
0409 No violations noted Major areas inspected operational safety 
verification.evaluation of planl trips A ovents.momhly survolllance activities & LEh 
review 

HUEY.FR, TATUM.JE, HON.AL Region 5, Ofc of the Director 80/05/06 16pp 
45701 135 45701 152 

0005270095 Responds to NRC 880415 ltr ro violations noted in Insp Repts 50-206/00 
03,50-361/00 03 A 50-362/06 03 Corrective actions doploted nitrogen bottles on 
backup nltrogon sys.lncludtng one w/loakmg regulator valve, re placed on noxl day 
shift 

BASKIN.K P Soulhorn Californio Edison Co 08/05/16 Document Control Branch 
(Document Control Dosk) 6pp 45700 217 45700 222 

8605240020 NRC Info Notice 8B 033, "Recent Problems Involving Model Spec 2-T Ra 
dionraphic Exposura Davico" Svc list oriel 

BURNETT, R F Division of Saloguards & Transportation (Po9t 870413) 08/05/27. 
Consolidated Edison Co of Now York, Inc 120pp 45G83 150 456D3 277 

0805240090 Supp) 1 to NRC Info Notice 07 061, "Failure ol Wostlnghouso W-2-Type 
Circuit Breaker Cell Switches " Svc Hot end 

ROSSI.CE Division of Operational Events Assossmont (Post 070411) 68/05/31 
Consolidated Edison Co, of Now York, Inc. 120pp 45683,036-45603 157 

6805240215 NRC Info Notice 88-034, "Nuclonr Mall Control A Accountability of Nonfuel 
SNM Ql Power Reactors " Svc flat end 

ROSSI, CE Division of Operational Evonts Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 1DB 45790 308 

6006140106 Submits Insnrvice Insp ropt of stoom generator lubes, por Tech Spec $ur- 
volllanco Requirement 4 4 4 5(h), Total ol 2,151 tubes Inspected full length & 177 
tubes removed from svc.Comploto results will bo submitted by 000524 
MORGAN.H E Southern California Edison Co 88/06/02 Documont Control Branch 
(Document Control Desk) 2pp 45619,125 45019 126 

0605270306 NRC Info Notice 88-035, "Inadequate Llcenseo Performed Vendor Audils " 
Svc list end 

ROSSI, C.E Division of Operational Evonh Assessment (Post 870411) 00/00/03 
Consolidated Edison Co of New York, Inc 120pp 45790.068 45790 107 

8806220099 Forwards Insp Repts 50-206/00-15,50-361/08-14 & 50 3G2/0B-15 on 
6B0516-20 No violations noted 

WENSLAWSKI.F A Region 5. Ofc of the Director. 00/06/06 BASKIN.K P Soulhorn 
California Edison Co 2pp 45913 311-45913 324 

-0806220103 Insp Repts 50-206/80-15,50-361/00 14 A 50362/80-15 on 800516 
20 No violations noted Major areas inspected plant water chemistry conlrol & chamlcal 
analysls.radiochomlcal analysis .post accident sampling A QA of plant chemistry 
TENBROOK.WK, VUHAS.GP Roglon 5, Ofc of tho Director 6B/0G/03 12pp 
45913.313 45913 324 

8006020047 NRC Into Notice 00 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operalton '* Svc list oncf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/06/08 
Consolldoted Edison Co of New York. Inc 120pp 45965' 152-45965 271 

8806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
arco W /Applicable Mall Spocs " Svc list one! 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200-45916,327 

8806000025 NRC Info Notice 00 037, "Flow Blockage of Cooling Water to Safety Sys 
Components M Svc list oncl 

ROSSI.CE Division of Operational Evonts Assossmont (Post 870411) GO/OG/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45946125. 

8B060BQ211 NRC Bulletin BD-000, "Actions To Bo Taken for Transportation of Model 
Spoc 2-T Radiographic Exposure Device " Svc list end 

BUflNETT.R F Oivlsion of Safeguards & Transportation (Post 870413) 60/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-45935 310 

8606090194 NRC Info Notice 00-038, "Failure of Undervoltaga Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 60/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1 pp 45946 126 45946 236 
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6806154)013 NRC Bulletin 88-007, "Power Oscillations In BWRs " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post B70411) 88/06/15 
Consolidated Edison Co of New York, Inc 1 Hpp 45929,1 15*45929 228 

8808150186 Sup-pl 1 to NRC Bulletin 88-005, "Nonconforming Metis Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfq Co at Wilfiannstown.NJ Svc list Orel 
ROSSI ,CE Division of Operational Events Assessment (Post 670411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

8806200144 EN 68 054 on 0B0615,order suspending License 6010-2 (effective immedi- 
ately) & notice of denial of application for renewal of license issued to MR 
Acosta Action based on licensee failure of drug tests conducted by util 
ROSANO.R Ofc of Enforcement (Post 870413) 88/06/16 Ip 45902 001-45902 001 

8806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion encr 

GRlMSLEY.DH Division of Rules & Records (870413-680514) 88/06/15 BOLEY.K 
Public Citizen's Critical -Mass Energy Project 24 pp 45998 208 45998 350 

-6506270193 Informs of establishment of SALP Board & notifies of 860521 meeting at 
Region V ofc Pro] acted date for SALP meeting w/ licensee tentatively scheduled tor 
660616 

KIRSCH.O F Region 5, Ofc of the Director 86/03/26 CHAFFEE.A Region 5, Ofc ol 
the Director 4pp 45998 347-45998 350, 

8806206051 NRC Info Notice 88-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts" Svc hat end 

RQSSJ,CE Division of Operational Events Assessment (Posl 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc 1O0pp 45977 287 45978033 

8806200306 NRC Info Notice 88-043, "Solenoid Valve Problems 11 Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/08/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 


R. Periodic operating reports A related correspondence 

8806220093 Monthly operating repls for May 1988 for San Onofre Nuclear Generating 
Station .Units 2 & 3 W/8806 1 5 I tr 

SIACOR.ER, MORGAN, HE Southern California Edison Co 88/05/31. Iipp 
45911 340- 45911 ,350 


S Reportable occurrences, LERs & related correspondence 

8685270170 Part 21 rept re defect in loft camshaft bracket of 20 cylinder EMD Model 
G845E4 engrne 

KULCHAK.R □ Mornson-Knudson Engineers, Inc 00/05/10 MURLEY.T Office of 
Nuclear Reactor Regulation, Director (Posl 870411) 2pp 45699 140 45699.141 

8805260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573-156 pressure sensor/luba oil trip Ini Ifally reported on 800429 AddJ 1-1/B-lnch d! 
amater w/doep countGrfcono In pressure head added to active to valve 
BLOCK, L R. IMO Dolaval, he 88/05/12 Ofc of Enforcement (Post 070413) 2pp 
45701 222-45701 223 

6606100069 NPDES noncompllflnca notification on 8B04 24 .circulating water delta temp 
exceeded daily average by 1 dear eo Caused by heat treatment on Unit 2 saltwater 
cooling discharge which was lined up to Unit 3 intake Procedures changed 
MORGAN.H E South arm California Edison Co, 68/06/02 Pocument Control Branch 
(Document Control Desk) 4pp 45821 027-45821.030 

0806100192 LER 87 01 1-02 on 870621, reactor automatically tripped on low steam gen- 
erator water level Caused by intermittent foss of power in one phase of 120 volt ac 
non 1 E Instrument bus due to loose bolt Loose connection repaired W/80 0603 Itr 
MORGANS E Southern California Edison Co 68/06/03 7pp 45771 282 45771*208 

8006100270 PNS-V-08 003 on 8 80528, control room operator tested positive on urinaly- 
sis for marijuana Individual Immediately escorted from protected area & security badge 
rieactw&teo, 

SCHAEFER.D , SCHUSTER.M Region 5, Ofc of the Director 88/06/03 2pp 
45804 042-45e<J4 043. 

8606100260 LER 88 004 00 on 800511, containment purge Isolation sys Tram A actu 
ated on monitor failure due to circuit errors Caused by Incorrecl vendor 
drawings Vendor drawings corrected Circuits modified W/8806 to fir. 

MORGAN.H E, MORGAN.H E Southern California Edison Co 88/06/10. 6pp 
45640 276-45040 281 


V Operator Examinations 

8605130142 Informs Commission of slalus of program revs to NRC administration of 
^qualification exams required under 10CFR55.57 

STELLO.V Ofc of tha Executive Director for Operations SECY-06- 105 88/04/15 
5<pp 45714047-45714 097 


DOCKET 50-364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & f/re protection plane 

0805250166 Forwards Insp ftepls 50-348/66-13 & 50 364/86-13 on 080404-08 & nollce 
of deviation 

HERDT.AR Region 2, Ofc of tho Director 80/05/13 MCDONALD.RP Alabama 
Power Co 2pp 45884:073 45664 085 

-8805250175 fnsp Repts 50-348/08-13 & 50 304/08 13 on 880404 08 Deviation 
noted, Major areas Inspected fire protection & prevention 

WISEMAN, G R Region 2, Ofc of the Director. 88/05/10, IQpp 45664,076 45664 005 

6600070220 Ack receipt of 880502 response to FEMA analysis of prompt alert & notifi- 
cation sya, Advises that 45 day extension being provided for util to submit final submit- 
la) pi proposed corrective actions & dale for conducting retest. 

COLLINS, DM. Region 2, Ofc of the Director 88/05/17 MCDONALD.RP Alabama 
Power CO. 2pp. 45776 267'45776 28B 


8006260109 Responds to violations noted in Insp Repts 50-348/00 09 & 50 364/68 
09 No corrective actions taken as util denies that violation occurred Util contends that 
document control area was attended by authorized personnel at time In quoslion 
MCDONALD.RP Alabama Power Co 08/05/18 Document Control Branch (Docu- 
ment Control Desk) 4pp 45609 013 45689 016 

0006130189 Forwards Amends 76 & 69 to Licenses NPF-2 & NPF 8, respectiyoly A 
safeguards evaluation rept Amends modify Section 2 D to require compliance w/ 
amended physical security plan 

REEVES, E A Project Directorate 11-1 68/05/27 MCDONALD.RP Alabama Pov,g< 
Co 3pp 45793 341-45793 351 

-8006130193 Amends 76 & 60 to Licenses NPF-2 & NPF- 8, respectively, modifying Sec 
tlon 2 D to require compliance w/ a mended physical security plan 
ADENSAM.EG Project Directorate II 1 80/05/27 4pp 45/93 345 45793 340 

-6806130194 Safeguards evaluation ropl supporting Amends 76 & 68 to Licenses NPr 
2 & NPF ^respectively 

* NRC - No Detailed Affiliation Given 88/05/27 3pp 45793 349 45793 351 

8606020296 Revised emergency plan implementing procedures.lncludlng Rev 68 lo 
FNP0EIP8, “Emergency Communications," Rev 12 to FNP O EIP 11, "Handling ol 
Injured Personnel" & Rov 10 to FNP O-EIP 27, "Activation of Emergency " W/ 
800531 Ur. 

HUDSPETH, J B Alabama Power Co 08/05/31 200pp 45746 062-45746 238 

8000200315 Forwards SALP fnsp Repls 50 348/88 04 & 50-364/86 04 for 060001 
880331 Weaknesses in functional areas of quality program & administrative control s A 
engineering support noted Failure to follow procedures not od in many areas 
GRACE.J N Region 2, Ofc of the Director 88/06/08 MCDONALD, R P Alabama 
Power Co 2pp 45B65 150 45065 191 

-8006200342 SALP fnsp Repts 50-348/88 04 & 50 364/88 04 for 860001 880331 

* Region 2, Ofc of the Director 88/06/08 40pp 45065 152 45065 191 

8806240015 Ack receipt of 060510 Itr Informing NRC of stops taken to correct violation 
noted In Insp Repts 50 348/88-09 & 50 364/08 09 Concerns re util ability to Identify A 
control access to "attended" safeguards Info expressed 

GRACE.J N Region 2, Ofc of the Director 88/06/10 MCDONALD.RP Alabama 
Power Co 4pp 45962 215-45062 218 

8806200306 Rev 57 to Emergency Plan Implementing Procedure FNP 0 Ed* B, "C mt 

B ency Communications " 

UDSPETH.JB Alabama Power Co 88/06/20 48pp 45944 252-45944 209 


J. Insurance 4 Indemnity Information 


8006020203 Forwards master work policies for plants, Including Endorsements 1,2 J 9 
to NELIA Certificates NW 105 & 154 & Endorsements 1,2 & 3 to MAELU Coitificotos 
MW-39 & MW-185 •& certificates of Insurance 

SANNA.LJ Marsh & McLennan, Inc 88/05/27 DINITZ.I Offico of Nuclear Reactor 
Regulation, Director (Posl 070411) 150pp 45713 001-45713 240 


M. Antitrust correspondence 


0006010047 Responds to 6B0429 Itr from counsel of Alabama Electric Coaporativo.lnc 
objecting to Alabama Power Co 800125 proposal to rosolve Issuos ro lorms tor solo 
of plant. Director should affirm sotllemont proposal 

BOUKNIGHT.J A Newman & Holtzmger, BOUKNIGHT,J A Alabama Power Co 60/ 
05/24 VOGLER.BH NRC - No Detailed Affiflalion Given 13pp 4 66 B4 005 
45684 062 

-8800010052 Responds to mailers raised during meeting ro ownership of 
plant, in eluding wholesale power contracts botween Alabama Electric Cooperative 
(AEC) & members & AEG claim that contracts accepted by private lenders a s AEC 
loan security 

BOUKNIGHT.J A Nowman A Holtzinger BOUKNIGHT.J A Alabama Powor Co 66/ 
08/12 VOGLER.B H NRC - No Detailed Affiliation Given 5pp 45684 017-45004020 

-0608010056 Affidavit of PC Kron addressing reasonableness of Alabama Powor A 
Light Co settlement proposal from credit standpoint & Alabama Electric Cooperate 
contention that proposed guarantees would properly erode creditworthy ness of mem 
bers 

KRON.PC Alabama Power Co KRON, PC Citicorp 08/05/17 1 1pp 456fM021> 
45684 030, 

-0008010062 Affidavit of JH Huneke supporting Alabama Power & Light Co (APCO)ro 
quest for Alabama Eleclric Cooperative (AEC) member companies to provide guaraft 
tee that APCO will be paid for full share of plant ownership costs Transcrlpl oriel 
HUNEKE.J H. Alabama Power Co HUNEKE, J H Morgan Stanley & Co, fnc 88/05/ 
17 13pp 45684 031-45684 062 

8606280222 Requests that director affirm settlement proposal negotiated in mailer ro 
util financial obligations & bring matter to close PC Kron affidavit end 
BOU KNIGHT ,J A Newman & Hollzlnger BOUKNIGHT.J A Alabama Power Co 68/ 
06/17 VOGLER.BH NRC - No Detailed Affiliation Given lOpp 45943 124 
45943 161 

-0806200285 Affidavit of PC Kron re reasonableness of settlement proposal by util from 
credit standpoint & contention that proposed guarantees would Improperly erode crop 
itworthiness of members 

KRON.PC Citibank, N A 68/06/17 lOpp 46943 142-45943.151 


P. Operating license stage documents & correspondence 

8BO6O3O077 Discusses commitments re American Switch Co solenoid valves & Named 
limit switches, per 8 8 05 10 lelcon Procedural guidance to operators & Instructions to 
shift sups rvisor.p fanners & electrical maint personnel will be In effect before startup 
MCDONALD, R,P Alabama Power Co 08/05/11 GRACE.J N Region 2, Ofc of the 
Director 2pp 45734*1 30-45734 139 
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6606020010 Requests notification of receipt of Rev 26 to operations OA policy 
manual If Rev 26 has been received .completion & return of end ack requested 
' Alabama Power Co 08/05/ IQ GRACE.J N NRC - Mo Detailed Affiliation Given 
2pp. 45734 020-45734 021 

0-605260119 Application for amends to Licenses NPF-2 & IMPF-8, retain Jpg portion ot 
Paragraph 4 4 10 12 which reiterates 10CFR50. App H requirement that reactor 
vessel mall irradiation surveillance specimens shall be removed & examined 
MCDONALD.R P Alabama Power Co 8B/05/20 Document Control Branch (Docu 
ment Control Desk) 3pp 45701 120 45701 132 

-9605260129 Proposed Tech Specs, retaining portion of Paragraph 4 4 10 1 2 re reactor 
vessel matl irradiation surveillance specimens 

* Alabama Power Co 08/05/20 lOpp 45701 123 45701 132 

6605310014 Confirms that procedures exist to allow operators to both r-ocognteo & ro 
cover from steam binding In auxiliary feedwater (AFW) sys,per Generic Ur 88-03, 
"Steam Binding ot AFW Pumps," resolving Generic Issue 93 
MCDONALD.R P Alabama Power Co 08/05/24 Document Control Branch (Docu 
ment Control Desk) 2pp 45700 077 45700 076 

6606010176 Forwards State of AL 880505 Mr to util ro two minor changoa In operational 
procedure at plant.par Tech Spec Section 3 2 

MCDONALD.R P Alabama Power Co 88/05/25 Document Control Branch (Docu 
mont Control Desk) 3pp 45603 333 45603 335 

8600010106 Application for amonds to Licenses NPF-2 & NPF- 8, re vising ref of senior 
vice president to president - nuclear to reflect organizational titles 
MCDONALD, R,P Alabama Power Co 80/05/26 Document Control Branch (Docu 
men! Control Oesk) 3pp 45719 301 45710 310 

-0806010108 Proposed Tech Spoc9 ro organizational titles 

* Alabama Power Co 80/05/26 IGpp 45719 304 45719 319 

6600130169 Forwards Amends 76 & 68 to Licenses NPF-2 & NPF 8, respectively & 
safeguards evaluation rept Amends modify Section 2 D to require compliance w / 
amended physical security plan 

REEVES, E A Project Directorate IM 80/05/27 MCDONALD.R P Alabama Power 
Co 3pp 45793 341 45793 351 

-8806130193 Amends 76 & 68 to Licenses NPF-2 & NPF-Q.respoclively, modifying Sec- 
tion 2 D to require compliance w/nmonded physical security plan 
ADENSAM.EG Project Directorate 11-1 80/05/27 4pp 45793 345 45703 340 

-8806130194 Safeguards evaluation rept supporting Amends 76 & GB to Licenses NPF- 
2 a NPF-O.rospoctivoly 

* NRC - No Detailed Affiliation Givon 80/05/27. 3pp 45793,340 45703 351 

8806070229 Responds to Gonorlc Ur 80 05, "Boric Acid Corrosion of Carbon Stool Ro 
actor Pressure Boundary Components In PWR Plants" Util has program to 
klonlify.evaluato & correct leaks In ays containing boric acid 

MCDONALD.R P. Alabama Powor Co 00/05/31 Document Control Branch (Docu 
mont Control Desk) 4pp, 45769.359-45760 362 

8806080219 Advises that end notice of consideration of issuance of amorids to Li- 
censes NPF-2 & NPF 0 & praposad NSHC & opportunity for hearing on 000420 re- 
uest to modify Section 6 of Tech Specs sent to Ofc ot FR for publication 
EEVES.E A Project Directorate 111 00/05/31 MCDONALD.R P Alabama Power 
Co 2pp 45757 138-45757.146 

-6606060231 Notico of consideration of issuance of amends to Licenses NFP 2 & NFP- 
8 & proposed NSHC determination & opportunity for hearing re 000420 request to 
change Tech Specs, par Generic Ltr 00 06 

RE EVES, E A Project Directorate 11-3 80/05/31 7pp 45757 140 40757:140 

0006090171 Advises of several chongas in distribution for NRC correspondence involv- 
ing plant Author should bo Includod on correspondence* In addition to BM Guthrie. 
MCDONALD.R P Alabama Powor Co 80/06/01 Document Control Branch (Docu- 
ment Control Desk) Ip 45766 058-45766 058 

000629-0163 Forwards Woatinghouso Owners Group Notification Ltr OG 00*21 .identify- 
ing midloop concerns, per Generic Ur 07-12. “Loss of RHR While RCS Partially Filled" 
& 0BO42G meeting agreement 

NEWTON, R A, Wesllnghouso Operating Plants Owners Group. 00/06/20 
HODGES.W Reactor Systems Branch 7pp 45973 338-45973 344 


Q. Inspection reports, IE Bullellns & correspondence 


8005250090 Forwards Insp Repts 50 340/00-14 & 50-364/00-14 on 800411-15 No vio- 
lations or deviations noted 

HERDT.A.R. Region 2, Ofc ol the Director. 00/05/12 MCDONALD.R P Alabama 
Power Co 2pp. 45674 316-45674*334 

-8805250158 Insp Repts 50 340/00-14 & 50-364/00-14 on 08041 M 5 No violations or 
doviallons noted Major areas inspected Unit 1 Inservlce Insp activities, Including remote 
ultrasonic exam of reactor vessel welds 

NEWSOME, R W , COLEY.J.L, BLAKE, JJ Region 2, Ofc of the Director 88/05/11 
17pp 45674,310 45674 334 

6805250166 Forwards Insp Repts 50-340/08 13 & 50-364/08-13 on 800404 08 & notico 
of deviation 

HERDT.A R Region 2, Ole of the (Director. 80/05/13. MCDONALD.R P. Alabama 
Power Co. 2pp 45664 073-46664*005 

-0805250175 Insp Repts 60-340/00-13 & 50-364/08-13 on GB0404-00 Deviation 
noted Major areas Inspocted.flro protection & prevention 

WiSEMAN.GR. CONLON.T E Region 2, Ofc of the Oirector 80/05/10 lOpp 
45664 076-45664 005, 

8805260169 Responds to violations notod in Insp Repts 50 340/80 09 & 50 364/08 
09 No corrective actions taken as util donleB that violation occurred, Util contends that 
document control area was attended by authorized personnel at time In question. 
MCDONALD.R P, Alabama Powor Co 08/05/10 Document Control Branch (Docu 
ment Control Desk) 4pp, 45689 01 3 45689 01 6 


8806060160 Forwards Insp Repts 50-348/88-05 & 50-364/88-05 on 080222 0311 & 
notice of violation 

GRACE.JN Region 2, Ofc of the Director 88/05/18 MCDONALD.R P. Alabama 
Powor Co 3pp 46763 1 90-45763 256 

—8806060161 Notice of violation from Insp on 800222 26 & 0307-11. Violation 
noted ’failure to follow procedures <5 failure to prevent deficient conditions from r occur- 
ring in cases listed 

GRACE.J N Region 2, Ofc of the Director 80/05/10 2pp 45763 193-45763 194 

-0806060162 Insp Repts 50-340/60 05 & 50 364/00 05 on 880222-26 & 0307-11 Viola 
tions noted Major areas inspected evaluation of effectiveness of various plant groups 
including operations, malnt.QA.en ameer Fng & training for safe planl operation 
STADLER.S , SHYMLOCK.M , BRESLAU, B Region 2. Ofc of the Director. 00/05/11 
58pp 45763 195 45763 256 

8006170170 Order imposing civil penalty In amount of $5D,OOO.App re evaluations & 
conclusions of response to notice of violation end Penalty re violations noted In msps 
on 070511-0710 

TAYLOR, J M Deputy Executive Director for Regional Operations, EDO (Post 870413) 
88/05/18 Alabama Powor Co 18pp 45820 328-45026 345 

8806000010 Forwards Insp Repts 50 348/00-16 & 50-364/08-16 on 88O410-21.No vlo 
lalions or deviations noted 

HERDT.AR Region 2, Ofc of the Oirector 88/05/10 MCDONALD.R, P Alabama 
Power Co 2pp 45769,322-45769 329 

-8806060014 Insp Repts 50-346/08-16 & 50-364/88 16 OH 880419 21 No violations or 
deviations noted Major areas Inspected environ qualification of efectrlcal equipment & 
followup of unresolved items 

MEHRLWEATHER.N , PAULK.C , CONLON.T E Rogion 2, Ofc of the Director 88/05/ 
17 6pp 45769 324 45769,329, 

8806030388 Forwards fnsp Repts 50 340/88-10 & 50-364/08-10 on 680328 0401 & 
notico of violation 

COLLJNS.D M Region 2, Ofc of the Director. 08/05/20 MCDONALD.R P Alabama 
Power Co 2pp 45746 300-45746 317 

— B806030369 Notice of violation from insp on 800328 0401 Violation noted flee ns ee 
failed to make attenuation corrections lor catibr detectors w/solid geometries which 
resulted In Inaccurate gamma spectroscopy measurements of gaseous mall 
COLLINS.DM Region 2, Ofc of the Director. 88/05/20 2pp 45746 302-45746*303 

—8806030391 Insp Ropla 50 348/00 10 & 50 394/88-10 on 080328 0511 Vlolflllons 
noted Major areas Inspected liquid & gaseous radwaste mgl.offluont monitoring & fol 
lowup on unresolved Item 

ADAMOVITZ.S S , KAHLE.J B Region 2, Ofc of Iho Director. 08/05/19 14pp 
45749 304 45746 317 

0800010075 Responds to NRC 800421 ltr re chemical & mechanical lest results for 
samples of fasteners obtained dunna procurement Insp on 670511*22 
MCDONALD.R P Alabama Powor Co 08/05/23 Document Control Branch (Docu 
ment Control Desk) 4pp 45719*331-45719 334 

8806070233 Forwards Insp Flopts 50 340/60 15 & 60 304/8B-15 on BB0411 0510, No 
violations or deviations noted, 

VERRELU.DM. Region 2, Ofc of Iho Director BB/05/26. MCDONALD.R P Alabama 
Power Co 2pp 45774*157 45774 169. 

-0806070235 In&p Repts 60 34B/BB 15 & 60 384/88-15 on 0BO411 0510NO violations 
or deviations nolad Major areas Inspoctod reviews previous enforcement 
m alters, monlly surveillance observation & montly malnt observation, 

□RADFORD, W H , MILLER.W H , DANCE, HC. Region 2, Ofc of Iho Director 88/05/ 
25 llpp, 45774.159-45774.169. 

0805240028 NRC Info Notice 08-033, "Recent Problems Involving Model Spec 2-T Ra 
diographic Exposure Device “ Svc list onct 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of Now York, Inc. 12Gpp 45003 156 45603 277 

8606240090 Suppl 1 to NRC Info Notice 07 061, "Failure of Wostlnghouso W-?-Typo 
Circuit Breaker Cell Switches " Svc list encl 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411), 08/05/31, 
Consolidated Edison Co of Now York, Inc. 120pp 45683 038-45683 157 

8005240215 NRC Info Notice 80 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM ttl Power Reactors " Svc fist encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) BG/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 100 45790 308 

- 8806200359 Forwards Insp Reple 50-340/88-17 & 60 364/88 17 on 080502-06 No vlo* 
Jations or deviations noted Alton lion Invited to unresolved Item Identified in insp rept 
HERDT.AR Region 2. Ofc of the Diroctor 08/00/01 MCDONALD, R.P, Alabama 
Power Co 2pp 45901:206-45901 216. 

-8806200372 Insp Renta 50-340/88-17 & 50 394/88-17 on 880502 06 No violations or 
deviations noted, Major areas inspected Inservlce Insp program activities associated 
w/roquasted relief from ASME code requirements Unresolved Hem noted. 
HALLSTROM.G A. BLAKE, J.J Rogion 2, Ofc ot the Director 88/05/26 Opp 
45901*200 45901 216 

8005270306 NRC Info Notice 88-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list encl, 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/03. 
Consolidated Edison Co. of Now York, Inc. 120pp, 45790.000 45760 187 

8006100135 Forwards results of check analyses of bolt samples obtained by PTL 
Inpsoclorate.lnc as reported by BNL.per procurement Insp on 070511-22 Corrective 
actions necessary for Bolt SO 18 will be submitted by 880722 
HAIRSTON.WG. Alabama Power Co, 88/06/03 Document Control Branch (Docu 
ment Conlrol Desk) 2pp 45821 025 45021*026 

8806200407 Forwards Insp Repls 50-348/60*18 & 50*364/88*18 on 880509*13 No vio- 
lations or deviations noted 

HERDT.AR. Region 2, Ofc or the Director 88/00/07 MCDONALD, R.P. Alabama 
Power Co 2pp. 4S903 040 45003,050 
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-A.8&&20O41O In sp Repts 50-346/8B-1B & 50-364/80-18 on 880509 13 No eolations or 
deviations no led Major areas Inspected containment tendon surveillance 
program, s nubber surveillance programJE Info Notice B5-045 
LENAHANJJ, JAPE.F Region 2, Ofc of the Director 88/06/02 8pp 45903 042 
45903 050 

0806020-047 NRC Info Notice B8 036, "Possible Sudden Loss of RCS inventory During 
Low Coolant Love] Operation ” Svc list end 

ROSSI, CE Division of Operational Events Assassmenl (Post 870411) B8/G6/G8 
Consolidated Edison Co- of New York, Inc 120pp 459B5 152 45965 271 

0806200316 Forwards SALP Insp Ropts 50346/88 04 & 50 364/88-04 for 860801- 
680331. Weaknesses in functional areas ot quality program & administrative? controls & 
engineering support noted Failure to follow procedures- moled In many areas 
GRACE. JN Region 2, Ofc of Ihe Director 89/06/00 MCDONALD, R P Alabama 
Power Co 2pp 45965 150 45865 191 

-8006200342 SALP Insp Repls 50-348/86 04 & 50-364/aB 04 for 860801- 80Q331 

• Region 2, Ofc Df the Oirector 08/06/08 4Gpp 45B65.152-45B65 191 

8606210170 Forwards corroded App A to Insp Repls 50- 348/88 16 & 50-364/8B*16,per 
686606 lelcon Revised app corrocts vaEve number Identifications 8 refs to ASCO solo 
noid valves 

HEROT.A R Region 2, Ofc of the Director 68/06/06 MCDONALD.R P Alabama 
Powar Co 2pp 45850 122-45850 1 24 

-0906210179 Errata to Insp Repls 50-348/08-16 & 50 364/88 16 revising App A to cor 
reel refs 1o ASCO solenoid valves & vafve numbers 

• Region 2, Ofc of the Director 88/06/00 Ip 45850 124 45S50 124 

0806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
ance W /Applicable Mall Specs " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 87041 1) 80/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 209 45916 327 


8006010239 LER 88-005 00 on 8B0501 .failure to perform hourly fire watch patrol r* 
qurred by Tech Spec 3 7 12 discovered Caused by personnel error Shift foreman in- 
volved In event counseled W/880526 Itr 

WOODARD, J D . MCDONALD, R P Alabama Power Co 8B/O5/20 4pp 45603 305- 
4 56 03 309 


V. Operator Examinations 

8806200315 Forwards SALP Insp Repts 50 340/88 04 & 50-364/00 04 loi 060001 
86033 1 Weaknesses In funclional areas of quality program & admlnlatralivo controls A 
engineering support noted Failure to follow procedures noted in many areas 
GRACE.J N Region 2, Ofc of the Director 08/06/00 MCDONALD,!! P Alabama 
Power Co 2pp 45065 150 45865 191 

-8806200342 SALP Insp Ropts 50-348/08 04 & 50 364/88-04 for 860801-880331 
* Region 2. Ofc of the Director 88/06/00 40 pp 45065 152 45065 101 
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F, Security, medical, emergency & tire protection plans 

8803140331 Forwards revs 1o physical security plan Rovs withheld (ref 10Cf R73?1| 
GUCWA,L T Georgia Power Co 88/03/08 Document Control Branch (Documorn 
Control Oesk), 2pp 45740 245 45740 245 

8006070040 Forwards Insp Ropts 50 321/08-11 & 50 366/88-11 on 08037(1 012? A 
nollce of violation Criteria for categorization of licensee* identified violations aw md 
w/regard to Item 366/88 07 02, second violation not being cited 
BROWN LEE.V L Region 2, Ole of the Director 80/05/16 MCDONALD.!! P Gwofei 
Power Co 2pp 45764 275-45764 290 


0806240015 Ack receFpt of 68051 B Itr informing NRC of sleps taken to correct violation 
noted in Insp Repts 50 348/80 09 & 50-364/88 09 Concerns re util ability <o identify & 
control access to "attended 1 ' safeguards Info expressed 

GRACE, JN Region 2, Ofc ot the Director 88/06/10 MCDONALD.RP Alabama 
Power Co 4pp, 45962 215 45962 218 


-8000070044 Insp Ropts 50 321/88-11 & 50-366/08 11 on 880320 0422 Violator 
noted Major areas inspected licensee action on previous onlwcomeril 
matters, operational safety verification, maint observations & physical socunty, 

HOLMES RAY, P Region 2, Ofc of the Director 00/05/13 12(ip 457(14 2/9 

45764 290, 


8006080025 NRC Info Notice 80 037, "Ffow Blockage of Cooling Wafer to Safety Sys 
Components " Svc list end 

ROSSI, CE Division of Operational Evonls Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 12Gpp 45946 001-45946,125 


8806080247 Forwards repl of changes to physical security & security (mining & iumVi 
cation plan Rept withheld (ref 10CFR73 21) 

MCDONALD, RP Georgia Power Co 88/05/31 Document Control Drench (Dotemv-r.l 
Control Desk) 2pp 45763 250 45763 259 


8806080211 NRC Bulletin 8B006, "Actions To 0o Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovlce '* Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 88/00/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 31B 

8806890194 NRC Info Notice 08 038, "Failure of Undervollage Trip Atlachmenl on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Oparationaf Events Assessment (Post 870411) 86/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946.126-45946 236 

0806150013 NRC Bulletin 88 007, "Power Oscillators In BWRs," Svc list end 
ROSSI.CE Division ot Oparallonal Events Assessment (Posl 870411) B0/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929J 15 45929 228 

8806150186 Suppl 1 to NRC Bulletin- 88 005, "Nonconforming Malls Suppllod by Piping 
Supplies, fnc at Falsom>NJ & West Jersey Mtg Co al Williams town, NJ A Svc lisl end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 0 32-45965,161, 

0806200001 Responds to violations noted in Insp Repls 50 34B/88 05 & 50-364/88* 
05 Corrective actions retraining of electrical A mechanical mefnl personnel on certain 

R iant procedures. Including requirements of FNP-0 AP-15 undorway, 

AIRSTON.WG. Alabama Powar Co 08/06/ 1& Document Control Branch (Docu 
mont Control Desk) 6pp 45950 083-45950088 

8006230111 Responds lo NRC B80518 order Imposing civil penalty in amount of 
550.006 far deficiencies noled.por Enforcement Action 67-142,Circuil breakers will not 
be installed until NRC concurrence obtained Fee paid 

HAfRSTON.W.G Alabama Power Co 88/06/17 Ofc of Enforcement (Pest B70413) 
6pp 45932.117-45932 122, 

8306230292 Advises ihat no GE latching type HFA relays installed fn plant, in response 
lo NRC Bulletin 86 003 

HAIRSTON.W G, Alabama Power Co 80/06/20 Document Control Branch (Docu 
merit Control Desk) Ip 45932 273 45932.273, 

0006200051 NRC fnfo Notice 08-042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts 11 Svc list end 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411) 08/06/23 
Consolidated Edison Co 01 New York, Inc 108pp, 45977' 207-4 5978 033 

0800200306 NRC Info Notice 88 043, "Solenoid Valve Problems ” Svc list end. 
ROSSI.CE Division of Operational Evenis Assessment (Port 870411) 8B/06/23 
Consolidated Edison Co of Now York, Inc. 123pp 4 59 7 7,164*4597 7' 28 6 


8606160032 Forwards response to 800425 request for addl Info concerning coda n 
items differing from guidelines of NUREG-0654, noted in rovmw of Rev 0 lo afimrijodKy 
plan Info justifying appparent inconsistencies cncl 

MCDONALD, R P Georgia Power Co 00/06/09 Document Control Branch (RrHumort 
Control Desk) 7p p 45B64 011-45BB4 017 

0806240020 Forwards Insp Repts 50 321/08-14 & 50-366/88 14 on 000418 20 ft 012J 
0520 & notice of violation 

BROWNLEE, VL Regfon 2, Ofc of Ihe Director 08/06/10 MCDONALD.RP GttXydi 
Power Co 2pp 45941 249*45941 266 

-8008240034 fnsp Repls 50 321/88-14 & 50 360/88-14 on 800410-20 A 047? 
0520 Violations noted Major aroas inspected operational safety voriHcollon.rr.A r I 
observation, surveillance observation .radio log I cal protection & physical socunty 
HOLMES-RAY.P, SINKULE.MV Region 2, Ofc of lha Director 1)0/00/10 HfP 
45941 253 45941 266 

6006270336 Revised emergency plan implementing procedures, In eluding Rov 0 to Pro- 
cedure 73EP-EIP 01 1 OS/'Assembly.Accountablhty & Evacuation" & nov f to Trov« 
dure 63EP-EIP-009 OS, "Actions for AH Personnel in Notification , Evonl " W/OOQfll T 
Itr 

MCDONALD.RP Georgia Power Co 80/06/17 14pp 45936 060*45930 073, 


H. General correspondence 

0606080410 Notifies of change in distribution for NRC correspondence Author ShOvVJ 
bo added to distribution for NRC correspondence 

MCDONALD.RP, Georgia Power Co 88/06/01 Document Control Branch (DoCitfnenl 
Control Dosk). Ip 45740 350 45740 350, 


J. insurance 4 Indemnity Information 

8005020283 Forvrards master work policies for plants, including Endorsoirtonlo 1,2 ft 3 
to NELIA Certificates NW-105 & 154 & Endorsements 1 ( 2 & 3 to MAEIU CorlikaTcj 
MW 39 & MW 185 & certificates of insurance 

SANNA.l J Marsh & McLennan, Jnc 88/05/27 DINITZ.I Office of Nuclear RfifltlJ# 
Regulation, Oirector (Post 070411) 150pp 45713 001-45713 240 


P, Operating license stage documents & correspondence 


R Periodic operallng reports A related correspondence 

0806220163 Momhiy operating rept for May 1988 for Joseph M, Farley Nuclear 
PlaM.Unit 2 W/GB0613 Itr 

MOREY.D.N , HAIRSTON.W G. Alabama Power Co. 88/05/31 5pp. 45913 259 
45913 264 

S Reportable occurrences., LERs A related correspondence 


0006160391 Responds to NRC 880307 Itr & request at 880604 meeting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWFla Upon com 
plehon of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 001104 
ARTIGAS.R General Electric Co 88/05/04, THADANI.A C Assistanl Dlrocl or for Sri 
toms 3pp 45023 164 45823 166, 

8806060116 Forwards Info ra alleged inadequate training & procedures concernra 
valve tagging activities Review of concern requested & findings oxpocled wilhm 45 
days of receipt of Itr Enel withheld (ref 10CFR2 790) 

BROWNLEE, VL Region 2, Ofc of the Director 08/05/16 MCDONALD, R V Goofy i 
Power Co 2pp 45760 355 45760 350 


8006010118 LER 88 006-00 on 6804 1 7,fnoperable fire detecUon sys 2A 22 could not be 
relumed to svc within 14 days.per Teen Spec 3 33 9Causad by Investigation Into 
of spurious alarm that made sys inoperable Sys will be repaired W/600526 Itr. 
WOODARD, JO, MCDONALD.RP Alabama Power Co 88/05/29, 2pp. 45695,204- 
285. 


0606130119 Application (or amends to Licenses DPR 57 & NPF-5, re vising rof lo wra-or 
vice president-nuclear operations & vice presidenl plant to vice president nuclei' A 
general manager-nuclear plant, respectively 

MCDONALD, HP Georgia Power Co 08/06/07 Document Coniro! Branch (Document 
Control Desk) 5pp 45821 121-45021 141 
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-3806130123 Proposed Tech Specs, changing ref to senior vice president nuclear oper- 
ations & vice president-plant to vice president-nuclear & general manager-nuclear 
plant, respectively 

* Georgia Power Co 88/06/07 16pp 45321 126 45021 141 

0006160077 Forwards updated listings of outstanding licensing submittals requiring NRC 
action Detailed description of each end provided 

MCDONALD, R P Georgia Power Co 80/06/07, Oocument Control Branch (Document 
Control Desk) 6pp 45841 232-45841 237 

0806160294 Forwards Amend 93 to License NPF-5 & safety evaluation Amend rovlses 
Tech Specs to explain that RWCU sys high differential (low isolation signal Includes 
45 s time delay Safety evaluation & notice of Issuance of amend end 
CROCKER, L P Project Directorate II 3 88/06/09 HEAD.G F Georgia Power Co 3pp 
45823 194 45823 205 

--8B061 60298 Amend 93 to License NPF*5,revislng Tech Specs to explain that RWCU 
sys high differential flow Isolation signal includes 45 s time delay 
MATTHEWS, DB Project Directorate II 3 80/06/09 5pp 46823 197-45B23 201 

-B806 160299 Safely evaluation supporting Amend 93 to License NPF 5 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/06/09 3pp 
45023 202 45823 204 

-8806160305 Requests FR publication of notice of issuance of Amend 93 to License 
NPF-5 Amend revises Tech Specs to explain that RWCU sys high differential flow Iso 
la lion signal includes 45 s timo delay 

CROCKER, L P Project Directorate 11-3 80/06/09 NRC - No Detailed Affiliation Given 
Ip 45823 205 45023-205 

8806160355 Notification of 880614 meeting w/util in Rockville.MD to discuss update ac- 
tivities re SIMSX & licensee response to Generic Ltr 83 28 

CROCKER, LP Project Directorate lt-3, QB/06/09 MURLEY.T, SNIEZEK.J , 
MIRAGLIA.F NRC - No Dotailod Affiliation Given 3pp 45023 217-45823 219 

8806280166 Application for amends to Liconsos DPR 57 & NPF-5,ravislng Tech Specs 
to delete refs of automatic Isolation of main control room environ control sys & to 
main control room chlorine detectors Fee paid 

HAIRSTON, W G Georgia Power Co 80/06/20 Document Control Branch (Oocument 
Control Desk) Gpp 45944,180 45944 207 

-0608280167 Proposed Tech Specs.doloting refs to automatic Isolation o! main control 
room environ control sys & to main controfroom chlorine detectors 

* Georgia Powor Co 08/06/20 14pp 45944 194-45944,207 

8806280195 Application (or emend to Uconse DPn-57, changing Tech Specs to allow 
use of two new fuel typos, QE GE8X8EB fuel design & Advanced Nuclear Fuels lead 
fuel assemblies Fee paid 

HAtRSTON.WG Georgia Power Co 80/06/20, Document Control Branch (Document 
Control Desk) 9pp 45944 124-45944 172. 

-8806280200 Rev 3 to “'Hatch 9X9 Lead Fuel Assemblies SAR M 
WHITE, J A , O'LEARY.P M , TANDY, JR Advanced Nuclear Fuels Corp (formerly 
Exxon Nuclear Co . Inc ) ANF-87-95 R03 88/03/29 25pp 45944 140 45944 172 

8BD029Q163 Forwards Westinghouse Ownors Group Notification Ur OG 08-21 .identify- 
ing mldloop concerns, por Generic Ltr 07-12, "Loss of RHR White RCS Partially Filled” 
A 880420 meeting agreement 

NEWTON, R A westinghouse Operating Plants Ownors Group BB/06/20 
HODGES, W Reactor Systems Branch 7pp, 45973 330-45973 344 


Q- Inspection reports, IE Bulletins & correspondence 

8006070040 Forwards Insp Ropts 50-321/08 11 & 50 366/00*11 on 060326 0422 & 
notice of violation Criteria for categorization of licensee Identified violations woro mot 
w/raaard to Item 366/80 07 02, second violation not being cited 
BROWNLEE, VL Region 2, Ofc of the Director 08/05/16 MCDONALD, R P Georgia 
Power Co 2pp 45764 275-45764 200 

-8806070042 Notice of violation from Insp on 080326 0422 Violation noted torus to 
drywell vacuum breaker test solenoid valves incapable of holding pressure during re- 
quired local leak rate testing duo to design deficiencies 

BROWNLEE, V L Roglon 2, Ofc of the Director. 80/05/16 2pp. 45764 277-45764 270 

-8806070044 Insp Ropts 50-321/88-11 & 50 366/88 11 on 000326 0422 Violation 
noted Major areas inspected flconsee action on previous enforcement 
mafters.operational safety voritlcatlon.maint observations & physical security 
HOLMES RAY.P, MENNING.JE. SINKULE,MV Region 2, Ofc of the Director, 88/ 
05/13. 12pp 45764.279-45764 290 

0806060180 Forwards Insp Repts 50 321/00-13 & 50 366/8B 13 on 000410-20 No vio- 
lations or deviations noted 

COLLINS.D.M Region 2, Ofc of the Director. 80/05/17 HEAd.G F Georgia Powor 
Co 2pp 45764 134-45764 144 

-8806060182 Insp Repts 60 321/00*13 & 50-366/00-13 on CB04ia-20.No violations 
noted, Major areas Inspected hydrogen wator chemistry & plant chemistry control 
ROSS,W J , KAHLE.J.B Region 2, Ofc of the Director 00/OS/I 3 9pp 45764.136 
45764.144 

0808060070 Ack receipt of util 080418 ltr informing NRC of steps taken to correct viola- 
tions noted in Insp Repts 50 321/87 32 & 50*366/07 32 

STOHR.JP, Region 2, Ofc of the Director 88/05/10 MCDONALD.R P Georgia 
Power Co Ip. 45769 297 45709 297 

8806070243 Forwards Insp Repts 60-321/88 16 & 60-366/00-16 on 000509 11 No vio- 
lations or deviations noted 

COLUNS.DM Region 2, Ofc of the Director 08/05/26 MCDONALD, R.P Georgia 
Power Co. 2pp 45777*100 45777 114 

-0608070246 Insp Repts 50-321/00*16 & 50 366/80-16 on 8B0509 10 No violations or 
deviations noted Major areas inspected review of recent changes to general employee 
training, radiation Instrument performance checks. 

KUZO.G B , HOSEY.C M Region 2, Ofc of the Director 0B/O5/23 5pp 46777.1 10- 
45777,114 


8805240028 NRC Info Notice Be 033, “Recent Problems Involving Model Spec 2-T Ra 
d to graph ic Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 150-45683 277 

8095310313 Responds to Suppl 1 to NRC Bulletin 05-003, “'Motor Operated Valve Fail 
ures During Plant Transionts Due to Improper Switch Settings" Meeting w/NRC to 
discuss dotails of util program requested 

MCDONALD.R P Georgia Powor Co 08/05/27 Document Control Branch (Document 
Control Oesk) 3pp 45718 032-45710 034 

8805240090 Suppl 1 to NRC Info Notice 67-061, “Failure of Westinghouse W-2*Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 038*45603 157 

8805240215 NRC Inf-o Notice 88-034, “Nuclear Matl Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI.Ce Division of Operational Events Assessment (Post 070411) B8/05/31 
Consolidated Edison Co, of New York, Inc 122pp 45790 160-45700 308 

8606200152 Discusses Insp Repts 50 321/07 31 & 50 366/07 31 on 871130 1211 & 
fonvards notice of violation 

JULIAN.CA Region 2, Ofc of the Director 00/05/31 MCDONALD.R P Georgia 
Power Co 2pp 45893 306 45893 309 

-8800200154 Notice of violation from insp on 871130-1211 Violations noted adequate 
testing not performed to ensure valve- would isolate on high differential flow isolation 
actual ion signal 

JULIAN.CA Region 2, Ofc of Iho Director 88/05/31 2pp 45893 306-45893 309 

8005270306 NRC Info Notice 88 035, ’“Inadequate Licensee Performed Vendor Audits ” 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068-45790 107 

8008130077 Responds to NRC 880516 Hr re violations noted in Insp Ropts 50 321/00 
1 1 & 50 369/00-1 1. Corrective actions Design Change Request 00 31 written & implo 
mented to reverse direction of Unit 2 vacuum breaker test solenoid valves 
MCDONALD.R P Georgia Powor Co 88/06/03 Document Control Branch (Document 
Conlrol Desk) 7pp 4SB07 317-45007 323 

BG08200414 Provides correction to notice of violation Issued on 880531 re violations 
noted In Insp Repts 50 321/07 31 & 50-366/87-31 Seventy level for B Inadvertently 
omitted duo to typo Listed statement should bo added to notice 
JULIAN.CA Region 2, Ofc of the Director 80/06/07 MCDONALD.R P Georgia 
Power Co Ip 45903 051-45903 051 

8006020047 NRC Info Notice 08-036, “Possible Sudden Loss ol RCS Inventory During 
Low Coolant Levol Operation," Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/OB 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

8806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
ance WZ/mpIlcablo Mall Specs ““ Svc list end 

ROSSI.CE Division of Oporalional Events Assessment (Post 070411) 8B/0B/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200 46916 327 

8806240028 Forwards Insp Ropts 50 321/80-14 & 50 366/00-14 on 800410-20 & 0423 
0520 & nollco of violation 

BROWNLEE, VL Region 2. Ofc ol the Director 88/00/10 MCDONALD.R P Georgia 
Powor Co 2pp 45941 249 45941,266 

-8B06240031 Notice of violation from Insp on BG041B-20 & 0423 0520 Violation 
notod plant personnel backfilled instrument ref log for Unit 1 reactor wator level trans 
millers 1B21-N080C & 1B21-N080D w/o specific instructions or procedural guidance 
BROWNLEE, V L Roglon 2, Ofc ol Ihe Diroclor 00/06/10 2pp 45941.251 45941 252 

-8800240034 Insp Repts 60 321/88-14 & 50-366/00-14 on 080418 20 & 0423- 
0520 Violations rioted Major areas Inspected .operational safoty verification ,malnl 
obsorvaiion.survolllanco obsorvallon, radiological protoction & physical security. 
HOLMES-RAY.P., MENNING.JE, ROSS.WJ Region 2, Ofc of Ihe Director 88/00/ 
10 1 4pp 45941 253-45941 266 

8006000025 NRC Into Notice 88 037, “Flow Blockage of Cooling Water to Safoty Sys 
Components " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 00/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45946,125 

8806080211 NRC Bulletin 00 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposuro Device " Svc list one I 

BURNETT, R F. Division of Safeguards & Transportation (Post 070413) 8B/06/14 
Consolidated Edison Co of Now York, Inc lOOpp 45935 211 45935*310 

8006090194 NRC Info Notice 88 033, "Failure of Undorvollago Trip Attachment on GE 
Circuit Breakers “ Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (PobI 070411) 88/08/15 
Consolidated Edison Co of Now York, Inc 111 pp 45946126 45946 236 

8806150Q13 NRC Bulletin 88 007, "Power Oscillations fn BWRs" Svc list oncl, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co ol New York, Inc 114pp 45929,115-45929 228 

8606160106 Suppl 1 to NRC Bulletin 0BOO5, "Nonconforming Matls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Willlamstown.NJ " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 8B/06/15, 
Consolidated Edison Co of New York, Inc 120pp 45965 032*45965151 

8806260113 Forwards “Owner Data Rept for Insorvlce Insp for Facility, Jan Mar t900," 
for review Util performed several Insps not specifically required by ASME 
Coda.Sectlon Xl.on selected Class 1,2 & 3 components 

HAIRSTON, W.G Georgia Power Co 00/06/21 Document Control Branch (Oocument 
Control Desk) 3pp 45943 160 45943*273 

-0806280117 “Owner Data Rept for Inservlco tnsp, Edwin I Hatch Nuclear Plant Uml 
2 , Jam-Mar 1988 “ 

*■ Georgia Powor Co 88/06/21 1 1 1 pp 45943 163-45943 273 
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8806200051 NRC Info Notice 86*042, "Circuil Breaker Failures Due to Loose Chargfng 
Spnng Motor Mounting Bolls " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, fnc lOQpp 45977 287*45978 033 

8096200306 NRC Info Notice 88 043, "Solenoid Valve Problems ” Svc list end 
FIOSSI.CE Division of Operational Events Assessment (Poet 870411) 88/06/23 
Consolidated Edison Co ot Now York, Inc, 123pp 45 977 164-45977 266 


R, Periodic operating reports A related correspondence 

0806270271 Forwards monthly operating repts for May 1988 for Hatch Units 1 & 2 & 
revised monthly operating repts for Apr 1988 Revised repts reflect reclassification of 
Unit I Event 86*005 & Unit 2 Event 86*005 to account for shutdown 
MCDONALD.R P. Georgia Power Co 88/06/15 Document Control Branch (Documenl 
Control Desk) 2pp 45925 308 45925:330 

-0806226102 Monthly operating repts for May 1988 for Hatch Units 1 A 2 
BEAHaRM Georgia Power Co 88/05/31, llpp 45925 310 45925 320 

-8806270272 Revised monthly operating repts for Apr 198B for Hatch Units 1 & 2 
BEARD, R M Georgia Power Co 88/04/30 10pp 45925 321*45925330 


&, Reportable occurrence LERs A related correspondence 

6006020095 FNO f 1-88-026 B an eeOSl8,Unlt 1 Achieved cntrcality following 30-day 
outage period to correct problems identified as result of INPO evaluation On 
GG05 f B.Unil 2 remained at zero power for completion of repairs on valve 
NINH.S Region 2. Ofc of the Director 88/05/19 Ip 45733 305 45733 305, 

0806010114 LER 68-012-00 on 8-0-0421 .surveflfanco requirements not mel due to failure 
to test response time of fsolatlon actuation instrumentation Caused by procedure 
Inadequacy Special purpose procedures developed & performed W/880523 Itr 
HE IDT, J D , MCDONALD.R P Georgia Power Co 80/05/23 llpp 45895 273- 
45695 283 

8806030139 LER 68 014 00 on 8B0427, surveillance requirements not met resulting In 
condition prohibited by Tech Spec Caused by procedural Inadequacy Scheduling of 
development of permanent procedure revs undoiway V//680526 Itr 
HEIDT.JD. MCDONALD.R P. Georgia Power Co 8B/05/26 11pp. 45717*174- 
45717,184 
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F. Security, medical, emergency & tire protection plana 

0606130017 Provides supplemental Info to 871130 response re deviation noted In Insp 
Repts 59-313/87*14 & 50-36B/8?*1 4 Surveillance procedures being developed to 
ensure that existing lire barriers not survoilled by Tech Specs remain Intacl 
LEVINE, JM Arkansas Power & Light Co 80/03/28 CAL LAN. LJ. Rogion 4, Ofc of 
Ihe Director 8pp 45817 219 45817 226, 

8806010045 Forwards Rev 13 to util Industrial security plan per 10CFR50 54(p) w /de- 
scription of changes made In .rev & revise pages to plan Attachment withheld (ref 
10CFR73 21) 

HOWARD, DR Arkansas Power & Light Co. 88/05/27. Document Conlrol Branch 
(Document Control Desk) 2pp 45735 154-45735 155 

0800100000 Forwards partially withhold Insp Repts 50 313/68-12 & 50-368/38 12 & 
notice of violation Notice of violation withhold (ref tOCFR73,21), 

CALLAN.L J Region 4, Ofc of the Director 69/06/01 CAMPBELL, G Arkansas Power 
& Light Co 2pp 46018 069-45818 071, 

-8800100086 Partially withhold Insp Repts 50-313/80 12 & 50 366/86 12 on 60O41M5 
(ref 10CFR73 2l).Vlolfltons noted Major areas inspected audits, testing & 

malnt, compensatory measures, access control-packages & access control vehicles 
KELLY.J A Rogion 4. Ofc of the Dirocfor, 88/05/23 Ip. 45610.071*45610 071 

60O&14O5S9 Forwards Insp Repis 50 313/88-16 & 5O3BB/0B-16 on 880509*12 Certain 
Improvements necessary & llccnsoe commitments listed 

CALLAN.L J Region 4, Ofc of the Director 88/06/09. CAMPBELL, <3 Arkansas Power 
& Light Co 2pp 4 5031 ’033-4563 1.041. 

-88&&140S9B Insp Repts 50-31 3/8B-16 & SO 360/88-16 on 8B05O9 12 No violations or 
deviations noted Major areas Inspected reviow of operational status of emergency pre- 

TERC.NM Region 4, Ofc of the Director 88/06/01. 7pp, 45831 035 45031 041. 

0006210155 Ack receipt of changes to emergency plan transmuted by 680330 Hr Listed 
observations resullecf from differences between example Initiating conditions of App 
1.NUREG 0654 & new EALs used by util to classify emergencies. 

CALLAN.L J Region 4, Ofc of the Director 88/06/16, CAMPBELL, G Arkansas Power 
& Light Co. 4pp 45046 346 45848 349 

8808270340 Forwards Jn$p Repts 50 313/38*10 & 50 368/86-19 on 880516*20 No vio- 
lations or deviations noted 

CALLAN.L J Region 4, Ofc of the Dfreclor. 60/09/17 CAMPBELLG Arkansas Power 
& Light Co. 2pp 45936,074 46938 081 

—0000270345 Insp Repts 50-313/88*10 & 50 368/88-19 on 880510 20.No violations or 
deviations noted Major areas Inspected. Implementation of & compliance to fire pro- 
lectlon/prevention program & review of actions on previous Insp findings 
MURPHY, M E. Region 4, Ofc of the Director. 88/08/09. 8pp, 45936:076 46930 081. 


P. Operating license stage documents & correspondence 


8B060703&9 Requests one time exemption from 10CFR 50.7 1{e) requiring annual update 
of SAR Exemption will move required submittal date tor annual update from 880722 to 
881022 to allow completion ot SAR program currently underway at util 
HOWARD ,DhR Arkansas Power & Light Co B9/05/13 CALVO.J A, Project Director- 
ate IV, 2pp. 45770017-45770 01 B 1 


8806060052 Forwards request for add! info re SPDS Questions re max credrblo fault 
testing of Rochester Instrument Sys SC- 132 & Energy fnc Mode! 00993 4 rerun 
unresolved Info requested within 30 days from receipt of Itr 
HARBUCK.C C Project Directorate IV 60/05/23 CAMPBELL, T G Arkansas Power A 
UgbICo 6pp 45725 341*45725 346 

6006010244 Forwards "Permanent Repair of Arkansas Nuclear One Unit 2 Prossuflzw,* 
All work on repair successfully completed, per util plan presented at 671026 moatnc 
HOWARD, DR, Arkansas Power & Light Co 80/05/27 CALVO.J A Project Director- 
ate IV ip 45732 337*45732 344 

-0806010267 "Permanent Repair Plan for Arkansas Nuclear One Unit 2 Presswuter " 

* Arkansas Power & Light Co 08/04/21 7pp 45732.338*45732’344 

8806030164 Application for amend to License NPF-6, addressing qualified core ex t ther- 
mocouple requirements Fee paid 

CAMPBELL.G T Arkansas Power & Light Co 00/05/27 CALVO.J A Prefect Director 
ate IV 5pp 45734 148*45734 155 

-6696030161 Proposed Tech Specs re qualified core-exit thermocouple requirement*. 

* Arkansas Power & Light Co 08/05/27 3pp 45734 153*45734 155 

0806000300 Summary of 860519 meeting w/MIddle South Uhls representatives re pfty 
posed establishment & licensing of Middle South Utifs Nuclear Operating Co Ago-nd* 
encf 

WiGGINTON.DL Project Directorate iV 88/05/27 Project Directorate IV 1?pp 
45757 001-45757 012 

8006100016 Responds to 880317 Generic Ltr 80-05 re borre acid corrosion ol carbon 
steel reactor pressure boundary components Jn PWR plants Guldollnos will bo cwrv 
Dieted by 081215 

HOWARD, O R Arkansas Power & Light Co 88/05/27 Document Control Branch 
(Document Control Desk) 3pp 45010 061-45810.063. 

6606070058 Forwards draft application for amends to Licenses DPR-51 & NPF6,[rans 
ferring mgt & operating responsibilities to Sys Energy Resources, Inc, for review Formal 
application will be submitted by 880701 

CAMPBELLJ G Arkansas Power & Light Co 80/06/01 CRUTCHFIELD, D, Dillon ol 
Reactor Projocls - Ifl.lV.V & Special Projects (Post 870411) 2pp 45704 236 
45764-274 

-8806070060 Draft application for amends lo Licenses DPR-51 & NPr-6, ImnsforrtnQ 
rant & operating responsibilities to Sys Energy Resources, Inc 

* Arkansas Power & Light Co CD/06/01, 37pp 45764 23B 45764 274 

8806150203 Forwards Rev 1 to "Reactor Containment Bldg Integrated Leak Plato Toil 
8500501 , M per ulil commitment from Insp Ropt 50-360/87-32,50-308/65-15 & Urvo 
solved Item 368/8515 02 

HOWARD.D R Arkansas Power & Light Co 88/06/03 MURLEY.T E Office of Nircfc 
ar Reactor Regulation, Director (Post 870411) 2pp 45834 001-45034 013 

-8806150211 Rev 1 to "Reactor Containment Bldg Integrated Leak Rato Tost, 860501 ” 

* Arkansas Powor & Light Co 00/05/20 llpp 45834:003*45834 013 

8806230153 Advises that responses to Generic Ltr 08-03, "Steam Binding of Aux^aiy 
Feedwater Pumps" acceptable No further action necessary 
HARBUCK.CC Project Directorate IV 80/00/07. CAMPBELL, T G Arkansas Powc-r & 
Light Co 6pp 45907-195*45907 199 

8000140532 Expresses appreciation for Interest shown by recipient & J Levfno In bd*l 
Ing NRC on progress being made on various mgl Initiatives at facillty.Mgt mooting 
topics from 880426 meeting end 

MARTIN, R D, Region 4, Ofc of the Director. 08/00/09. CAMPBELL.G Manwi 
Power & Light Co, 3pp. 45004 335 45804 337 

8606220045 Application for amend to License NPF-6, deleting organizational charts from 
Section 6 0 of Tech Specs Feo paid 

CAMPBELL.T G Arkansas Power & Light Co 80/06/10. Document Conlrol Branch 
(Document Control Desk) 4pp. 45913 252 45913 250 

-8606220046 Proposed Tech Specs deleting organizational charts from Section 60 ol 
Tech Specs. 

* Arkansas Power & Lighl Co 00/06/10 3pp 45913,256 45913 250. 

6806280316 Forwards results of NRC review of util 880129 response to Generic Issue 
GM24 re auxiliary feedwater ays (AFWS) reflabl lily. Improvement In AFWS reliability 4 
secondary 9lrfe DHR capability warranted Response within 60 days requested 
HARBUCK.CC Project Directorate IV 08/06/14. CAMPBELL.T G Ar Kansas Power £ 
Lfghl Co 72pp 45953 266 45953 340. 


Q. Inspection reports, IE Bulletins & correspondence 

8806130017 Provides supplemental info to 071130 response re deviation noted In Imp 
Repis 50-313/87-14 A 60 360/07*1 4, Surveillance procedures being developed lo 
ensure that existing fire barriers not surveillod by Teen Specs remain intacl 
LEVINE, JM. Arkansas Power A Light Co 88/03/28. CALLAN.L J Region 4, Ofc Ol 
the Director Cpp 45817,219 45817.226, 

8806020003 Responds to violations noted in Insp Repts 50-313/88*00 6 60 368/0fl- 
06 Corrective actions written reprimands Issued to electricians Involved In replacement 
of Relays 03X/4926 & 94 0340-2, w/o approved job order, on 880226. 

LEVINE.JM Arkansas Power & Light Co. 88/05/13 CALLAN.L J Region 4, Ofc ol 
the Director 6pp 45734,032-45734:036 

8805250251 Forwards fnsp Repts 50-313/08-11 & 50-368/88*11 on 000418*22 fi notice 
of violation 

CALLAN.L J, Region 4, Ofc of the Director 88/05/16, CAMPBELL.G Arkansas Power 
& Light CO 2pp, 45687,255 45607 266 

-8805250253 Notice of violation from Insp on 880410-22 Violation noted, conlrary lo 
Tech Spec 6 8.1 .Valve ZPS 5078 incorrectly fagged as having been placed & wxiPiea 
in lest position & associated pipe cap removed 
* Region 4, Ofc of the Director 88/05/16. Ip 4 6687 *267 -4 5 6 87 ‘257 
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”8605250254 Insp Repls 50-313/08 11 & 50 368/88 11 on 880418-22 Violations 
noted Major areas inspected containment integrated teak rate test No insp of Unit 1 
conducted 

KELLEY, 0 L , TAPIA, J I , SEIDLE.WC Region 4, Ofc of the Director 86/05/10 9pp 
45607 258-4 56B7.266 

8005260171 Confirms that procedures discussed in Generic Ltr 08 03 ro IE Bulletin 05- 
001, "Steam Binding of Auxiliary Feedwater Pumps," in place & will be maintained 
HOWARD, DR Arkansas Power & Light Co 80/05/17 MIRAGLIA.FJ Associate Di- 
rector for Projects (Post 070411) 2pp 45609 017 45689 018 

8805270090 Forwards tnsp Repts 50-313/80-10 & 50 368/80-10 on 080328 0430 & 
notice of deviation 

CALLAN.L J Region 4, Ofc of the Director 88/05/20 CAMPBELL, G Arkansas Powor 
& Light Co. 2pp 45700 223 45700 235 

-0805270094 Insp Repts 50 313/88-10 & 50-360/08-10 on 860320 0430 Deviation 
noted Major areas inspected operational safety verificalion.malnl.surveillancG & follow- 
up on previously identified items 

JOHNSON, W D , HAAG.R C , CHAMBERLAIN, D Region 4. Ofc of the Director 08/ 
05/20 lOpp 45700 226 45700 235 

8605310198 Informs that 880329 response denying violation reviewed & affirms that vio- 
lation occurred & does not constitute backf it Determination may bo appealed to TE 
Murley & appeal must be sent to V Stello 

CALLAN.L J Region 4, Ofc ottho Director 08/05/20 CAMPBELL.G Arkansas Power 
a Light Co 2pp 45718 202-45710 205 

8805240028 NRC Info Notice 88 033, "Recent Problems Involving M-odel Spec 2-T Ra- 
diographic Exposure Devico 11 Svc list end 

BURNETT, RF Division of Safeguards & Transportation {Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 158 45GB3 277 

8805240090 Supp! 1 to NRC Info Notice 87 061, "Failure of Westmghouso W 2 Typo 
Circuit Breaker Cell Switches " Svc list enc! 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp. 45603 030-45683 1 57 

8805240215 NRC Info Notice 80-034, "Nuclear Motl Control & Accountability of Nonfue! 
SNM at Power Reactors ’’ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 168 45790 300 

8B06100080 Forwards partially withheld tnsp Repts 50 313/00-12 & 50 386/80 12 & 
notice of violation Notice of violation withheld (ref 10CFR73 21) 

CALLAN.L J Region 4, Ofc ofthe Director 00/06/01 CAMPBELL, G Arkansas Power 
& Light Co 2pp 45018 069-45818 071 

-8006100086 Partially withheld Insp Repts 50-313/00-12 & 50-368/08 12 on 880411-15 
(ref 10CFR73 21) Violations noted Major areas Inspected audits, tostlng & 

main!, compensatory measures, access control packages & access control vehicles 
KELLY.J A , CALDWELL, R A , EVERETT, R J Region 4, Ofc of the Director 88/05/23 
Ip 45818 071 45818 071 

8806130058 Forwards Insp Repts 50 313/00-14 & 50-36B/8B 14 on Q00502 06 No vio- 
lations or deviations notod 

CALLAN.L J Region 1, Ofc of tho Director 80/06/02 CAMPBELL.G Arkansas Powor 
A Light Co 2pp 45017 243-46517 249 

-8006130060 tnsp Repls 50-313/08-14 & 50-360/00-14 on 080502-06 No violations or 
deviations noted, Major areas Inspoctod Unit 2 startup testing from Rofuollng Outage 
2R6 

KELLEY.DL , SEIDLE.WC Region 4, Ofc of tho Director 80/05/31 6pp 45017.245 
45817-249 

0605270306 NRC Info Notice 80 035, "Inadequate Llconseo Performed Vendor Audits " 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 00/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790.068 45790 107 

6806150203 Forwards Rev 1 to "Reactor Containment Bldg Integrated Leak Rato Test 
0500501," per util commitment from insp Ropt 50 368/07 32.50-36B/85 15 & Unre- 
solved Item 360/8515 02 

HOWARD.D R Arkansas Power & Light Co 88/06/03 MURLEY.T E Offico of Nircto 
ar Reactor Regulation, Director (Post 870411) 2pp 45834 001-45834 013 

-0006160211 Rev 1 1o "Reactor Containment Bldg Integrated Loak Rato Test,800501 
4 Arkansas Powor & Light Co 08/05/20 1 1 pp 45034 003-45034 013. 

0606160149 Ack receipt of 800520 ltr Informing NRC of actions taken to correct viola 
Hone in Insps 60-313/08 04 & 50 368/88-04 NRC review will include assessment of 
criteria ref tn util condition reporting procedure for potential 10CFR21 Items 
CALLAN.L J Region 1, Ofc of tho Director 8B/06/06 CAMPBELL.G Arkansas Powor 
& Light Co 2pp 45822.264-45822 2B5 

8866020047 NRC Info Notice BG 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/00. 
Consolidated Edison Co of New York, Inc 120pp. 45985 152-45965 271. 

8006140559 Forwards Insp Repts 50-313/80-16 & 50-360/08 16 on 880509-12 Certain 
Improvements necessary & licensee commitments listed 

CALLAN.L J Region 4, Ofc of tho Director 88/06/09 CAMPBELL.G Arkansas Povrer 
& Light Co. 2pp 45B31 033-46031 041 

-8806140566 Insp Repts 50-313/00-10 & 50-360/88 16 on 880500-12 No violations or 
deviations noted Major areas inspected.rovlow of operational status of omergoncy pro- 

? aredness program, 

ERC.N M , FISHER.W L Region 4, Ofc of tho Director, 68/06/01 7pp 45831 035- 
45B31-041 

8006090301 Suppl 2 to NRC Bulletin 87*002, "Fastener Testing to Determine Conform- 
ance W/Applicable Mali Specs '* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co. of New York, Inc. 120pp 45916 200-45916 327 

0806060025 NRC info Nolice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components '* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/14. 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45946125 


0806080211 NRC Bulletin BB-Q06, "Actions To Bo Taken for Transportation of Mode! 
Spec 2-T Radiographic Exposure Device" Svc fist end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 08/06/14. 
Consolidated Edison Co of New York, Inc 1D8pp 45935 211-46935 310 

6606090194 NRC Info Notice 00-038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Oivislon of Op a rational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co or Now York, Inc 111 pp 45946 128-45946 236 

8806150013 NRC Bulletin 00 007, "Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/05/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115 45920 228 

8690150166 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Malls Supplied by Piping 
Supplies Jnc at Folsom, NJ a West Jersey Mfg Co at Williamstown.NJ Svc list oncl 
ROSSI.CE OJvislon of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032 45965 151 

6806270149 First partial response to FOIA request tor documents Forwards Apps B & 
C documents Documents available in PDR App A documents also available in 
PQH Apps D through G documonts withheld (ral FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.OH Division of Rules & Records (870413-8B051 4) 88/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45998 208-45998 350 

-0800280007 Informs of licensing exams administered at plant during SALP reporting 
period of Jul 1684 Juno 1805 Plant performance in all classo3 rated satisfactory for 
renewal of operator & aonlor operator licenses 

COOLEY, R A Region 4, Ofc o! the Director 85/07/02 JOHNSON, W Region 4, Ofc 
of the Director Ip 45999 027-45999 027 

—8606200042 Discusses replacement exams administered during SALP reporting period 
of Jul 1985 - Dec 1986 Replacement exam porformonce excellent In all 
aspects Roquolification program also found to be satisfactory 

COOLEY, R A Region 4, Ofc of the Director 87/01/22 HUNTER.D Region 4. Ofc of 
tho Director 3pp 45999 033-45999 035 

8006270340 Forwards Insp Ropts 50-313/88-19 & 50 368/08-19 on 880516 20 No vio- 
lations or deviations noted 

CALLAN.L, J Region 4, Ofc of the Director 88/06/17 CAMPBELL.G Arkansas Power 
& Light Co 2pp 45936 074-45936,081 

“8BQ027O345 Insp Ropts 50-31 3/8B-19 & 60-368/08 19 on 800516 20 No violations or 
deviations noted Major areas inspected Implementation of & compliance to fire pro- 
to ction/prevenll on program & review of actions on previous insp findings 
MURPHY.ME, IRELAND, RE Region 4, Ofc of the Director 80/06/09 6pp 
45936 076-45936 081 


8006200051 NRC Into Notice 88 042, "Circuit Breaker Failures Due tn Loose Charging 
Spring Motor Mounting Bolts " Svc Hat enct 

ROSSLCE Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc lOBpp 45977 287-45976 033 

0006200306 NRC Info Notice 86-043, "Solenoid Valvo Problems " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co. of Now York, Inc 123pp 45977 164-45977 286. 


R. Periodic operating reports & related correspondence 


0806080188 Monthly operating ropt for Apr I960 lor Arkansas Nuclear Ono Unit 2,W/ 
88051 3 ltr 

HARRISON.D F , HOWARD.D R, Arkansas Power & Light Co 68/04/30 6pp. 

45826-134 45026 139, 

3006220031 Monthly oporating ropt for May 1988 for Arkansas Nuclear One, Unit 2W/ 
660614 ltr 

HARRISON.OF, HOWARD, D.R Arkansas Power & Light Co 66/05/31 6pp 

45913229-45913 234 


S. Reportable occurrences, LERs St related correspondence 
<■ 

8806140564 LER 60 007-00 on 060423, Inadvertent plant protection sys (PPS) actuation 
occurrod when malnt technician deenergized power supply to sys Caused by parson 
nel orrorJechnlclen reset PPS & counseled W/CB0603 Jlr 

TAYLOR.L A , LEVtNE.JM Arkansas Power & Light Co. 88/06/03 6pp 45804-356- 
45004-361 

B8CG170289 LER 08 908-00 on 800504,la9S of RCS normal make up/em erg ency bora 
lion capability occurred Caused by leak on threaded filling for ono of two water level 
transmilter Rev cl plant procedures ro connoctlon of fillings underway W/ 6 80606 ltr, 
TAYLOR.L A Arkansas Power & Light Co 08/06/06 6pp 45820 057-45826 062 

8606170305 LER 98 009-00 on 080 501 .discovered that Tech Spec drop time limit for 
control element assembly (CEA) Insertion not met for certain CEAs Caused by doll 
ctency in method for testing Emergency amend request submitted W/ 080606 ltr 
ROGERS, P, LEVINE, JM Arkansas Powor & Light Co 88/06/06 5pp 45620 063 
45826 060 

0806290229 LER B7 006 0 Von 070706,unlso!afable RCS pressure boundary teak result- 
ed In unit shutdown & coot down .Caused by failure of C E Inspectors to identify defec- 
tive wolds Seal welds removed & replaced W/880616 ltr 

JACKS, J.D, LEVINE, JM Arkansas Power & Light Co 08/06/16 0pp 45992 191- 
46962 199 

8896260264 LER 06 000 01. on 680504, loss of all RCS normal makeup/ emergency bo-r- 
ation capability occurred dua to gas binding of charging pumps Caused by leak on 
threaded fitting of water teval transmitter Fitting repaired W/880u1 7 hr 
TAYLOR, LA, LEVINE, J M Arkansas Power 8, Light Co. 80/00/17 0pp 4,5945.099- 
45945 104 
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V Operator Examinations 

6806270 149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PORApp A documents also available in 
PDR Apps D th/ouqh 6 documents withheld (ref FOIA Exemption 5) Releasable per 
lion end 

•GRIMSLEY.D H Division of Rules & Records (870413 080514) 08/06/15 BOLEY.K 
public Citizen’s Critical Mass Energy Project 24pp 45998 200 45998 350 

-8806280007 Informs of licensing exams administered at plant during SALP reporting 
period of Jul 1084 - June 1905 Plant performance In all classes rated satisfactory for 
renewal of operator & senior operator licenses 

COOLEY.R A Region 4* Ofc of the Director. 85/07/02 JOHNSON, W Region 4, Ofc 
of the Director Ip 45999027 45999 027 

-8006200042 Discusses replacement exams administered during SALP reporlmg period 
of Jul 1905 - Dec 1986 Replacement exam performance excellent In all 
aspects flequahficallon program also found to be sallslaclory 
COOLEY.R A Region 4, Ofc of the Director 07/01/22 HUNTER.D Region 4, Ofc of 
the Director 3pp 45999 033-45999 035 


DOCKET 50-389 WILUAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Security, mecffcaf, emergency & fire protection plans 

8806060169 Forwards FEMA "McGuire Nuclear Station Emergency Exercise of 67091 1- 
12," final rept NRC encourage util to assist appropriate organizalions in resolving 
weaknesses Identified by FEMA 

COLL INS, D M Region 2, Oic of the Director aa/05/17 TUCKER.H 8 Duke Power 
CO, 9pp 45752 322 4 5753 021 

8800010140 Forwards Insp Repts 50-369/80 11 A 50 370/66 11 on 000416 22 & notice 
ol violation Notice ot violation withhold (ret 10CFR2 795 & 73 21) 

CUNE.WE Region 2, Ofc ot the Director 08/05/20 TUCKER.HB Duke Power Co 
Sop 45720 290 45720 292 

-880B010156 Partially withheld Physical Security Insp Repts 50 369/98 n & 50 370/ 
86-11 on 680418-22 (ref 10CFR2 790 & 73 21) Violations noted Major areas 
Inspected secunty organ fzation,lock3 & keys & combinations 
ENNIS, J D , MCGUIRE, D R Region 2. Ofc ofthe Dneclor 88/05/19 Ip 45720 2G2- 
45720 292 

8006080101 Advises that end revs to emergency plan Implementing procedures maited 
on 880525 for update W/o oncls 

LEONARDO Duka Power Co 88/05/27 Region 2, Ofc of ihe Director Ip 
45775 081 45775 001 

8886000399 Advises that 880406 Rev 34 to physical security plan consistent w/provi- 
slons of 10CFR 50 64 (p) & acceptable Changes addressing description of vital equip- 
ment/sya in Chapter 5 6 App I referred to NRR for review & disposition 
CLINE.W E Region 2, Ofc of the Doctor 86/05/31 TUCKER.H B Duke Power Co 
2pp 45787 325-45767 326 

0806220340 Advises that Rev 24 to emergency plan consistent W/ 10CFR50 47(b) & 
acceptable 

COLLINS, DM Region 2. Ofc of the Director 08/00/03 TUCKER.H B Duko Powor 
Co 2pp 45929 294 45929 205. 

6006208401 Forwards fnsp Repts 50 369/80-12 A 50 370/68-12 on 800423 0520 A no 
lices of violation & deviation 

BROWNLEE, VL Region 2, Ofc of the Director. 88/06/06 TUCKER.H B Duke Power 
Co 2pp 45070 309-45670 925 

-8006200403 Notice ot violation from insp on 800423-0520 Violation noted Procedure 
FT/1 /A/ 4252/01, "Auxiliary Feedwater Pump Number 1 Performance Tost” inad- 
equate in that horizontal vibration ranges did not correspond to required ranges 
BROWNLEE, VL Region 2, Ole c} the Director 0B/DB/O6 3pp 45B70 31 1-45870,31 3 

-0006200486 Insp Repts 50 369/80-12 & 50 370/08 12 on 8B0423 0520 Vioffilicm 
noted Major areas inspected operations safely verification, surveillance testing.maint 
activities & followup on previous insp findings 

ORDER S.W , NELSON.D, CROTEAD.R Region 2, Ofc of the Director 80/05/31 
llpp 45870 315-45870.325 

8806170240 Advises that Condition 2 F of License NPF-9 should be deleted Amend 79 
to License NPF-9 combined Conditions 2 E & 2 F into now Condition 2 E 
HOOD.D Protect Directorate 11*3 60/06/09 TUCKER, H B Duke Power Co 2pp 
45828 351-45828 352. 

8006280209 Advises lhal end revs to emergency plan Implementing procedures malted 
on B80609 W/o oncls 

LEONARD, R Duke Power Co 8Q/06/13 Region 2, Ofc of the Director. Ip, 
45942 356-45942 356 


P, Operating license stage documents & correspondence 

8805250070 Demonstrates compliance w/momtoWng require marts & chances previously 
commuted fow level dose of 0 1 pCI/L or (ess for Cs-137,per Amend 72 S 53 (o Li- 
censes NPF-9 & NPF-17, respectively 

TUCKER.H 8. Duke Power Co 06/05/10 Document Control Branch (Document Con- 
trol Desk). 7pp. 45606 224 45686 230 

6065260300 Forwards proposed rev & clarification to Tach Spec 3/4 7 G, per 800510 & 
19 discussion w/NRC re 870615 application for amend to Licenses NPF-9 & NPF-17 
re snubbers 

TUCKER.H B Duko Power Co 00/05/19 Document Control Branch (Document Con- 
trol Desk) 3pp 45702 123 45702 127 

-8605260308 Proposed Tech Specs 3/4 7 0 ro snubbers 
* Duka Power Co 88/05/19 2pp 45702.126 45702 127 

6806060062 Forwards Amends 64 A 65 to Licenses NPF 9 & NPF-17, respectively & 
safety evaluation Am ends changed Tech Specs 1o accommodate removal of resist- 
anco temp detector (flTD) bypass manifold sys & installation of in-line RTDs 
HOOD.D Frofect Directorate lf-3. 88/05/19 TUCKER.HB Duke Power Co 3pp 
45725 265 45725 291 


-8006060071 Amends 94 & 65 to Licenses NPF-9 & NPF* 17,respec lively, amend' 
Tech Specs to accommodate removal of resistance temp detector (RTO) bypa 
manifold sys & installation of in line RTDs 

MATTHEWS.DB Project Directorate 11-3 80/05/19 14pp 45725 2O7 45725 20O 

-8806060074 Safety evaluation supporting Amends 84 & 65 to Licenses NPf 0 A NPJ 
17,respectively 

* Project Directorate II 3 88/05/19 10pp 45725 201 45725 291 

68 060 10040 Informs thal util will provide schedular info for development A iniplomerA 
lion of enhanced programs & procedures & detailed response to Generic (tr 80 05 t 
000801 

TUCKER.HB Duke Power Co 88/05/23 Document Control Branch (Documanl Cor 
trol Desk) 2pp 45720 26 2 45720 263 

68060303 IB Forwards summary of 0BO412 site visit to review ground water nionilormg l 
control 9ys Existing procedures & draft proposed procedures.problom invest^ nlvrf 
rept & drawing MC 1220 73 also end 

HOOD.D S Project Directorate ||3 80/05/26 Project Oireclorato 113 4pp 

45714 001-45714 046 

-8605120350 Trip rept of 000412 visit to facility & mooting w/util ro fccli Spec for pu 
manent dewatering sys 

STALE Y.G B Slructural & Geoscloncos Branch 88/05/06 BAGCHI.G SlfUduml fl 
Geosciences Branch 40pp 45714 005 45714 046 

0806280054 Forwards response to Generic Ltr 08 03, "Steam Binding of Auxiliary Feud 
water Pumps" Operating procedures & temp monitoring IhermocoupJos rue {Hfma 
nent mods & will be maintained in effect 

TUCKER.H B Duke Rower Co 08/05/26 Oocumont Control Branch (Docunranl Con 
IrolDesk) 4pp 45944 016 45944 019 

8806070236 Forwards summary of Q80428 meeting w/ORNL contractors & uhl ro Imd 
equate core cooling Instrumentation sys List of attendees also oncl 
HOOD.D Projecl Directorate 11-3 88/05/27 Project Directorate 113 3pp 45/44 117 

45744 130 

-8005120060 Forwards trip rept of 800428 visit 1o plant ro evaluation of Inadequate 
core cooling iii strum ontati on 

ANDERSON.J L Oak Rldgo National Laboratory 80/05/09 HUANG, T L FtoaCtor Sys 
terns Branch llpp 45744 120 45744 130 

8006070257 Forwards corrected Pages 2-8,2 9 & B2 5 to Amends 04 8 05 to licenses 
NPF-9 & NPF- 17, respectively 

HOOD.D Projecl Directorate 11-3 00/05/27 TUCKER.H B Duko Power Co ftp 

45745 096 45745 102 

-B80BQ70262 Corrected Pages 2 8,2 9 & B2 5 to Amends 84 & 65 to Licenses NPF 9 A 
NPF-17,roflpoctivo[y 

* NRC - No Detailed Affiliation Given 00/05/27 3pp, 45745 100 45745 102 

6806070330 Requests that Tech Specs change requests for McGuire be bmao-cl trpun 
pen & ink Identified changes, as presently practiced on Catawba Rotypod paflns uhocAJ 
continue to bo used for Oconee requests 

MATTHEWS.D 6 Projecl Directorate 11-3 88/05/2/ TUCKER.H B Duko IWr Co 
4pp 45744 164-45744 167 

0806080253 Forwards Amends 85 & 6G to licenses NPF 9 & NPF-17, te&poclwef/ A 
safety evaluation Amends chango Toch Spec 5 3 1, Fuel Assemblies, to provide in 
creased flexibility In substitution ol solid stainless steel rods for fuol rods 
HOOD.D Projecl Directorate 11-3 80/06/01 7 UCKER.H B Duke Power Co ftp 
45757 064 45757 077 

-8806080250 Amends 85 A 60 to Licenses NPF 9 A NPF- 1 7, respectively, chan® na 
Tech Spec 63 1 to provide increased flexibility in substitution of solid stainless steU 
rods & open water channels for fuel rods roconstitutible fuel assembles 
MATTHEWS, 0,(3 Project Directorate II 3 80/06/01 9pp 45757 066 45/5/071 

-8806080202 Safety evaluation supporting Amends 85 & 66 to licenses NPf- 0 A N FI- 
17 .respectively 

* Project Directorate II 3 BB/06/01 3pp 45757 072-45767 074 

—8806080363 Notice of Issuance of Amends 85 & 66 to facility OL 
HOOD.D $ Project Directorate II 3 00/06/01 3pp 45757 075 45757 077 

8808100083 Advises that Toch Spec bases lor reactor vessel level indication sys.pci utt 
870630 llr, should remain in place until Tech Spec requirements deleted 
TUCKER.H B Duka Power Co 88/06/03 Document Control Branch (Document Cwv 
trol Desk) 2pp 45810 083-45D 18 084 

8G06130007 Suppls application for amonds to Licenses NPF-9 & DPfl-47, ufxlatmg 
fndox to Toch Specs 

TUCKER.H B Duke Power Co 08/06/03 Document Control Branch (Documonl Con 
trot Desk), 2pp 45807 324-45607 350 

-0806130094 Proposed Tech Specs providing changes to Index 
4 Duke Power Co 80/08/03 25pp 45807 326 45807 350 

8806130302 Forwards Amends 86 & 67 to Llconses NPF 9 & NPF 17, rospoctrvtfy A 
safety evaluation Amends change Tech Specs by excluding snubber lislmgs from 
Tech Specs 3/4 7 0 & basos 

HOOD.D Projecl Directorate lf-3 88/06/06 TUCKER.H B Duke Power Co 3pp 
45793 246 45793 271 

-0806130307 Amends 86 & 67 to Licenses NPF-9 A NPF-17, respectively, changing 
Toch Specs by excluding snubber listings from Toch Specs 3/4 7 8 A bosos 
MATTHEWS, D.B Project Directorate II 3 88/06/06 1 0p p 45793 249 45703 2GG 

-0806130311 Safety evaluallon supporting Amends B6 & 67 to Licenses NPF-9 A NPF* 
^.respectively 

HOOD.D S Project Directorate lf-3 08/06/06 4pp 45793 267 45703 270 

-8008130314 Requests FR publication of notice of Issuance of Amends 86 A 67 to Li 
censes NPF-9 & NPF- 17, respectively Amends modify Toch Specs by excluding snub- 
ber listings from T ech Spec 3/4 7 8 & bases , _ _ 

HOOD.D.S Project Directorate II 3 88/06/06 NRC - No Detailed Affiliation Given Ip 
45793,271 45793 271. 
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8806170216 Informs that licensee 880526 response to Generic Hr 88 03, "Steam Bind- 
ing of Auxiliary Feedwator Pumps," for facility satisfactory 

HOOD.D S Project Directorate II 3 08/06/08 TUCKER, H B Duke Power Co 3pp 
45825 347-45025 349 

BQ06210235 Advises that util does not consider circuit breaker coordination to be safety 
concern at plant based on incident cited by AEOD not Involving mafnt configuration & 
normal operation alignmants.per DS Hood 880504 request 

TUCKER, RB, Duke Power Co 88/06/00 Document Control Branch (Oocument Con- 
trol Desk), 2pp 45650 136 45650 137 

QB06210373 Requests that word "all" In statement "ANSI/ANS 19 6 1-1985 Sid Also 
Requires Measurements of Critical Boron Concentration at Hot, Zero Power W/AII " 
on Pago 5 of 880516 SER should be deleted 

HOOD.D S Project Directorate 11-3 68/06/10 TUCKER, H B Duke Power Co 3pp 
45B71 290-45671 292 

8806220188 Advises that Info requested in NRC 080407 Ur ro main steam tine break in 
lea condenser plants can be found in WCAP- 10989, Addendum 1 sent to NRC on 
880601 

TUCKER ,H B Duke Power Co 86/06/13 Computer & Telephone Operations Branch 
Ip, 45B70 021-45670 021 

8806230331 Responds to util 080422 roquesl for changes to Tech Spec 6 9 16 ro 
annual radiological environ operating rept Request unacceptable Tech Spec presently 
written reflects appropriate level of reporting 

MATTHEWS.DB Project Directorate II 3 08/06/16 TUCKER.H B Duke Power Co 
4pp 46906 329-45906 332 

8806290176 Requests addl into re facility pump & msorvice testing program to complete 
revlaw.lnfo requested Identified In oncl.lncludlng App J.Type C leak rato tested valvo 
II sling 

HOOD.D Project Directorate 11-3 06/06/16 TUCKER.H R Duko Power Co I5pp 
45956 224 45956 238 

880B230339 Responds to utlt 880222 request for changes to Chapter 6 at Tech Specs, 
“Administrative Controls “ Request unnecessary Insufficient support found for conclu- 
sion that changes would not Involve any significant hazards consideration 
MATTHEWS.DB. Protect Directorate li 3 08/06/17 TUCKER.H B Duko Power Co 
4pp 46906 333-45906 336 

9806290163 Forwards Wostinghouso Owners Group Notification Ur OG -80 21, identify- 
ing midloop concorns.per Generic Ur 87-12, "Loss of RHR While RCS Partially Filled" 
& 880426 meeting agreement 

NEWTON, R A Westlnghouso Operating Plants Owners Group 8B/06/20 

HODGES.W Ro actor Systems Branch 7pp 45973 330 45973 344 

8806290222 Appeals NRC denial of backfittrng claim re containment Integrated leak rate 
losing Util maintains view that two NRC positions not supported by App J constitute 
backfst s for facilities 

TUCKER.H B Duko Powor Co 00/06/20 Document Control Branch (Document Con- 
trol Desk). 9pp 46948*342 45948 350 


Q, Inspection reports, IE Bulletins & correspondence 

8806080038 Ack receipt of 8B05O5 llr Informing NRC of stops takon to correct violations 
noted In ln$p Repts 50 369/60 06 & 50 370/60 06 

COLLINS.DM Roglon 2, Ofc of the Olroctor 00/05/10 TUCKER.H a Duko Powor 
Co Ip 45766 347*45765*347 

0808010140 Forwards Insp Ropte 50-369/80 1 1 & 50 370/08 11 on 06041 6 22 & notice 
of violation, Notice of violation wilhhold (rot 10CFR2 790 & 73 2t) 

CLINE.WE Region 2, Ofc of the (Director 88/05/20 TUCKER.H a Duke Power Co 
2pp. 45720.290 45720*292 

-0806010156 Partially withhold Physical Security Insp Repts 50-309/00-11 & 50-370/ 
0B- 1 1 on B8O410 22 (ref 10CFR2 79Q & 73 21) Violations notod Major areas 
Inspected security organization, locks & keys & combinations 

ENNIS, J D , MCGUIRE, DR Roglon 2, Ofc of the Director 00/05/19 Ip 45720 202- 
45720 292 

8806090010 Ack receipt of 000505 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-369/00 06 & 60 370/08-06 

COLUNS.D.M. Region 2, Ofc of the Director 68/05/26 TUCKER.H, B. Duke Power 
Co Ip 45801*311-45001*311, 

8806200054 Forwards response to Generic Ur 00 03, “Steam Binding of Auxiliary Food- 
wafer Pumps." Operating procedures & temp monitoring thermocouples are perma- 
nent mods & will be maintained in effect, 

TUCKER.H B Duke Power Co 80/05/26 Document Control Branch (Document Con- 
trol Desk). 4pp 45944 016 45944.019 

8605240028 NRC Info Notice 80 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device," Svc list end 

BUflNETT.R.F, Oivision of Safeguards & Transportation (Post 870413) 8B/Q5/27 
Consolidated Edison Co. of Now York, Inc I20pp 45683 158 45603 277 

8805240090 Suppl 1 to NRC Info Notice 07 001, "Failure of Westinghouso W-2*Type 
Circuit Breaker Coll Switches " Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 07041 1), 0B/O5/31 
Consolidated Edison Co. of New York, Inc 120pp 45683 030 45603 157 

8B05240215 NRC Info Notice 88 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors M Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co. of New York, Inc 122pp 46790 100 457BQ 30B 

3306100088 Responds lo violations noted In Insp Repts 50-369/OB 09 & 50 370/08- 
09, Corrective actions, slgnoff procedures reviewed w/personnel & will bo revised to in- 
clude slgnoffs for documenting lests & terminal Identification replaced 
TUCKER.H B Duke Power Co 80/05/31 Document Control Branch (Document Con- 
trol Desk) 7pp 45810,076 46018 002 

8805270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc fist end 

ROSSI, CE, Division of Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co. of New York, Inc 120pp 45790 068 45790 107 


6806200481 Forwards Insp Repts SO 369/08-12 & 50-370/08 12 on 880423 0 5 20 & no- 
tices of violation & deviation 

BROWNLEE.V.L Region 2, Ofc of the Director 06/06/06 TUCKER.H B Duke Power 
Co 2pp 45870 309 45070 325 

-08O62OO483 Notice of violation from insp on 880423-0520 Violation noted Procedure 
PT/1/A/4252/01, "Auxiliary Feedwater Pump Number 1 Performance Test" inad- 
equate In that horizontal vibration ranges did not correspond to required ranges 
BROWNLEE, V L Region 2, Ole of the Director 88/06/06 3pp 45670 311-45870 313 

—8006200485 Notice of deviation from insp on 880423-0520 Deviation noted operability 
dotormi nation re Problem Investigation Rept 0 MB0-0089 re auxiliary feedwater pump 
operability made w/only staff senior reactor operator Involvement 
BROWNLEE, VL Region 2, Ofc of the Director 8B/06/06 Ip 45070.314-45870 314. 

-8806200486 Insp Repts 50-369/0D 12 & 50 370/86-12 on BB0423 0520 Violations 
noted Major areas inspected operations safety verification, surveillance testing, maint 
activities & followup on previous insp findings 

ORDERS, W, NELSON.O, CROTEAU.R Region 2, Ofc of the Director 80/05/31 
1 1pp 45870 315 45870 325 

8806020047 NRC Info Notico 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation," Svc list end 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 88/06/08 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

8806220293 Forwards Safety Insp Repts 50-369/88*13 & 50-370/88*13 on 880502 06 
& notice of violation Unresolved items Identified in rept will bo pursued during future 
tnsps 

HERDT.A R Region 2, Ofc ol the Director 80/00/09 TUCKER.H B Duke Power Co 
2pp 45929 296-45929 3U9 

-8606220297 Notico o! violation from insp on 800502-09 Violation rioted ASME Code 
Section XI stroke time tests performed In manner that could bo unduly affected by 
changes in measurements & instruments.contrary to Tech Spec 4 0 5, in Oct 1 987 
HERDT.A R, Region 2, Ofc of the Director, 88/06/09 2pp 45929 290-45929 200 

*-0806220300 Insp Repts 50-369/88-13 & 50-37D/B0 13 on 080502 06 One violation & 
two unresolved Items noted Major areas inspected NRC Diagnostic Evaluation Team 
Rept findings 8 action on previous insp findings. 

GIRARD, e H . BLAKE, JJ Region 2, 6fc of the Director 08/06/07 lOpp 45929 300- 
45929 309 

8806090301 Suppl 2 to NRC Bulletin 07-002, "Fastener Testing to Dotormlne Conform 
ance W/Appll cable Mall Spocs" Svc list end 

ROSSl.Ct Division of Operational Events Assossmemt (Post 0704 1 1 ) 80/06/10, 
Consolidated Edison Co of New York, Inc, 120pp 45916 20B-459 16 327 

8806210301 Forwards request for addl Info ro rarilolodlno & particulate aampllng.per 
Insp Repts 60-369/07-13 & 50-370/07-13, Including description of stock velocity pro- 
file study performed In 1901 

TUCKER.H B Duke Powor Co 08/00/13 Document Control Branch (Document Con 
trol Desk) 22pp 45914 103-45G14 124 

8806000025 NRC Into Nollco BB-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list one! 

ROSSI.CE Division of Operational Events Assasamont (Post B70411) 00/09/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45646,125 

8800080211 NRC Bulletin 88 006, "Actions To Bo Taken for Transportation of Model 
Spoc 2-T Radiographic Exposure Davfce" Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 68/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-45935,318, 

8006090194 NRC Info Notice 88-038, "Falture of UndervoJtage Trip Attachment on GE 
Cirruit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assossmont (Post 070411) B8/OQ/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp, 45946 126 45946 230 

8806150013 NRC Bulletin 00-007, "Power Oscillations In BWRs," Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/00/15 
Consolidated Edison Co. or Now York, Inc 1 14pp 45929.115 45929,220 

80061501BB Suppl 1 to NRC Bulletin 08 005. "Nonconforming Mails Supplied by Piping 
Suppllas.lnc at Folsom.NJ & Wost Jersey Mfg Co at Williams town, NJ Svc list encf 
ROSSI.CE. Division of Operational Events Assessment (Post 070411) 88/OB/15, 
Consolidated Edison Co of Now York, Inc. 120pp 45065'032 45965 151 

0806260238 Forwards ropsonso to NRC 880520 Itr ro violations noted In Insp Repts 60- 
369/00-11 & 50 370/00-11 Response withhold (raf 10CFR73.21) 

TUCKER.H, 8 Duke Power Co. 60/06/20 Document Control Branch (Document Con- 
trol Desk) 2pp 45963 200 45963 201, 

6906208051 NRC Info Notice 0B-Q42, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts *’ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/23 
Consolidated Edison Co of Now York, Inc 108pp 45977 287 45970 033 

8806200306 NRC Info Notico 08 043, "Solenoid Valve Problems " Svc list oncl, 
ROSSI,C,E Division of Operational Evonts Assessment (Post 070411) 08/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977,164*45977 206. 


R. Periodic operating reports & related correspondence 


8805260329 Monthly operating repts for Apr 1980 W/880513 Itr 
REA VIS, J A , TUCKER.H B Duko Powor Co 88/04/39 12pp 45701 205 45701 216, 

0806220073 Monthly eporating repts (or May 19BB for McGuire Nuclear Stalion.Unlts 1 
& 2W/80061D Hr 

REAVIS, J A , TUCKER.H B Duke Power Co 00/05/31 12pp 45909 261-45909 272 
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S. Reportable occurrences, LERs & related correspondence 

8806090079 LER 88-006-00 on 880 502,tur bine driven auxiliary feedwater pump CA 
automatically started & declared inoperable Caused by personnel improperly executing 
tesl step by inadvertently causing lead to make contact w/pump circuitry W/880601 
Jtr. 

LEROY V S E , TUCKERS B Duke Power Co 88/06/01 6pp 45763 095 *15763 10 0 

8806150049 NPDES noncompltance nobfscatton on 68053 l.convenlional wastewater 
treatment sys discharge exceeded std 9 3 units Caused by malfunction of addition 
sys Discharge ammednatety terminated & pK found above limitations 
HALLER, W A Duke Power Co 88/06/09 North Carolina, State of 2pp 45838 019 
45838 020 

0806270260 LER 864309-00 on 80O5ie.[nadveren1 ESP actuation from Train B diesel 
generator load sequencer occurred Caused by personnel error Operations personnel 
stopped pumps IB CA & IB RN &. cMfcr B VC W/B 80617 Itr 
LEROY.SE , TUCKER, H B Duke Power Co 88/OS/17 6PP 45936 142 45936 147 

6606270262 Special repton 880518, diesel generelor IB experienced valid 
failure Caused by fuel & vol of trapped air shook debris loose from engine mounted 
duplex fuel filter Filter cartridges replaced Preventative malnl procedure revised 
TuCKER.H B Duke Power Co 68/06/17 Document Control Branch (Document Con- 
trol Desk) 2pp 45936 152 45936 153 


DOCKET 50-370 WILLIAM B, MCGUIRE NUCLEAR STATION, UNIT 2 


F Security, medical, emergency A fire protection plans 

8006060169 Forwards FEMA “McGuire Nuclear Station Emergency Exercise of 87091 1 
12," final repl NRC encourage util to assist appropnate organizations in resolving 
weaknesses Identified by FEMA 

COLLINS, DM Region 2, Ofc of the Director 83/05/17 TUCKER.H B Duke Power 
Co flpp 45752 322-45753 021 

6806010146 Forwards fnsp Repls 50-369/08-11 * 50-370/88-11 on 880418 22 & notice 
of violation Notice of violation withhold (ref 10CFR2 790 & 73 21) 

CLINE, WE Region 2, Ofc of the Director 68/05/20 TUCKER.H B Duke Power Co 
2pp 45720 290-45720 292 

“8806010156 Partially withheld Physical Security Insp Hepts 50 369/8B-11 & 50 370/ 
88-11 on 880418 22 (ref 10CFR2 79D & 73 21) Violations noted Major areas 
(nspocted secunty organize I Ion Jocks & keys A combine Isons 
ENNIS, J D Region 2. Ofc of tho Director 68/05/19. Ip 45720 292-45720 292 

8606030101 Advises that end revs to emergency plan Implementing procedures mailed 
on 860525 for updaie W/o ends 

LEONARD.R Duke Power Co 8Q/05/27 Region 2, Ofc of the Director, Ip 
45775 001-45775 001 

8006080399 Advisos lhal 880406 Rev 34 1o physical security plan consistent w/prov; 
sions ol 10CFR50 54(p) & acceptable Changes addressing descnpUon of vital equip 
ment/sys In Chapter 5 & App I referred to NRR tor review & disposition 
CLINE.WE Region 2, Ofc ofthe Director 68/05/31 TUCKER.H B Duke Power Co 
2pp 45787 325-457 &7 326 

8806220340 Advises that Rev 24 10 emergency plan consistent w/ 10CFR50 47(b) & 
acceptable 

COLLINS, DM Region 2, Ofc of the Director 88/06/03 TUCKER.H B Duke Power 
Co 2pp 45929 294-45929 295 

8908200481 Forwards Insp Repts 50 369/88 12 & 50 370/80 12 on 680423 0520 & no 
tices. of violation & deviation 

BROWNLEE, VX Region 2, Ofc of the Director 88/06/06 TUCKER.H B. Duke Power 
Co 2pp 4 5B70 309-45870 325 

-8006200483 Notice of violation from Insp or> 880423 0520 Violation noted Procedure 
PT/t/A/4252/01, "Auxiliary Feedwater Pump Number 1 Performance Test" Inad- 
equate In that horizontal vibration ranges did not correspond to required ranges. 
BROWNLEE, V L Region 2, Ofc of the Director 88/06/06 3pp 45670 3 1 1-45070 a 1 3 

-8806200486 fnsp Repts 50-369/86-12 & 50-370/88-12 on 80 0423 0520 Violations 
noted Major areas inspected operations safety verification, surveillance testing, malni 
activities & followup on previous Insp findings 

ORDERS, W, PEEBLES, T A Region 2, Ofc of the Director 86/05/31 Hop 
46870 315*45876 325 vy 

0006170240 Advises that Condition 2F cf License NPF-9 should be deleted Amend 79 
to License NPF-9 combined Conditions 2 fE ■& 2 F into now Condition 2 E 
HOOD.D Project Directorate 113 0B/O6/O9 TUCKER.H B Duke Power Co 2pp 
45926 361-45828,352- ^ 

8806260209 Advises that end revs to emergency plan implementing procedures mailed 
on 80 0609 W/o ends 

LEONARD.R Duka Power Co 83/06/13 Region 2, Ofc of the Director Id 
45942 358 45942 358 P 


6B06060Q62 Forwards Amends Q4 & 65 to Licenses NPF-9 & NPF 17, rospoctrvofy 4 
safety evaluation Amends changed Tech Specs to accommodate removal cf ros-il 
anco temp detector (RID) bypass manifold sys & Installation of In tine RTD3 
HOOD.D Project Directorate 11-3 BB/05/19 TUCKER.H 0 Duke Power Co 3tt> 
45725 265-45725291 

-0806060071 Amends B4 & 65 to Licenses NPF-9 & NPF*17,respQCtlvaly, amorKSvj 
Tech Specs to accommodate removal of resistance temp detector (F1TDJ byp.ni 
manifold sys & Installation of In lino RTDs 

MATTHEWS, D B Project Directorate fl 3 88/05/19 14pp 45725-2(37 45725 280 

“8906060074 Safety evaluation supporting Amends 84 & 65 to Licenses NPF 0 & NFF* 
17, respectively 

4 Project Directorate 11-3 08/05/19 10pp 45725*281-45725 291 

8806 01 0040 Informs that util will provide schedufar info for development & implement! 
tion of enhanced programs & procedures & detailed response to Generic Llr 89 05 t'p 
GB0001 

TUCKER.H B Duke Power Co 88/05/23 Document Control Branch (Document Con- 
trol Desk) 2pp 45720 262-45720 263 

8BO8O30197 First partial response to FOIA request for documents App 0 forwarded l 
also being made available at PDA App A available at PDR Records also being mad* 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (870413 880514) 88/05/2< 
WEISSMAN.S California, State of 3pp 45704 166 45784 160 

--B202OSO434 Forwards listing of NRC estimated completion dates for OL nppka/iti 
listed in Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (800426-B51 124) 02/01/10. BASSE K.MS 
Office of Management and Program Analysis 3pp 45784 200 45704 210 

“8202250094 Forwards list of casework open issues for wk ending 820122, por 6M 1?0 
request Only Category 2 & 3 open Issues fisted for plants having Bevill decision dale* 
more than 3 months away 

EISENHUT.DG Division of Licensing (800428-851124) 82/01/20 DENTON llfl 
Office of Nuclear Reactor Regulation, Director (pre 051126) 16np 45704 211 
45784 225 

0006030318 Forwards summary of 880412 site visit to review ground wntor monitculnd 6 
control sys Existing procedures & draft proposed procedures.problom Invostlga'htfi 
rept & drawing MC 1220 73 also end 

HOOD.D S Project Directorate 11-3 88/05/26 Project Directorate) 113 

45714 001 46714 046 

-8005120350 Trip rept of 880412 visit to facility & meeting w/utff ro Tech Spec for per 
ma nent d e watering sys 

STALEY.G 0 Structural & Geosciencos Branch 88/05/06 BAGCMJ.G Sliuclural & 
GeoscJonces Branch 40pp 45714,005 45714 046 

8006280054 Forwards response to Generic Ltr 86-03, "Steam Binding of Auxiliary Feed 
water Pumps” Operating procedures & temp monitoring thermocouples oro pcrrr-4 
nent mods & will be maintained in effect 

TUCKER.H B, Duke Power Co 88/05/26 Document Control Branch (Document Con- 
trol Desk) 4pp 45944 016 45944.019 

0806070236 Forwards summary ol 800428 meeting w/ORNL contractors & util ro Inad- 
equate core cooling Instrumentation sys List of attendees also end 
HOOD.D Project Directorate 11-3 80/05/27 Project Directorate lf-3. 3pp 45741 117 
45744 130 

“8005120960 Forwards trip rept of 800420 visit to plant re evaluation of rn.adeqjVe 
core cooling Instrumentation 

ANDERSON.JL Oak Ridge National Laboratory 8B/05/09 HUANG, TL Render S,* 
lems Branch 1 1pp 45744*120-45744 130. 

0806070257 Forwards corrected Pages 2-8, 2-9 & B2-6 to Amends 84 S 65 to License! 
NPF-9 3. NPF-1 7, respectively 

HOOD.D Project Directorate II 3 BB/05/27 TUCKER.H B Duko Power Co 
45745,098 45745 102 

“8006070262 Corrected Pages 2-0.2-9 & B2-5 to Amends 84 & 65 to Lfconses NPF 9 A 
NPF- \ 7 .respectively 

* NRC - No Detailed Affiliation Gwen 88/05/27 3pp 45745 100-45745 102 

8806070338 Requests that Tech Specs change requests for McGuire bo based upm* 
pen & ink Identified changes, as presently practiced on Catawba Retyped pages shtHrfd 
continue to be used for Oconee requests 

MATTHEWS, D B Project Directorate il 3 88/05/27 TUCKER.H B Duko Poaor Co 
4pp 45744 164 45744 167 

0806080253 Forwards Amends 85 & 66 to Licenses NPF 9 & NPF-17, rospocbvoty A 
safety evaluation Amends change Tech Spec 5 3 1, Fuel Assemblies, to provide In- 
creased flexibility In substitution of solid stainless steel rod9 for fuel rods 
HOOD.D Project Directorate 11-3 88/06/01 TUCKER.H B Duko Power Co 2pp. 
46757 064 45757.077 


P. Operating license stage documents & correspondence 


8905250078 Demonstrates compliance w/momtorlng requirements & changes previously 
committed low tovel dose of 0 1 pCf/L or lass for Cs-137,psr Amend 72 & 53 to Li- 
censes NPF-9 & NPF-17, respectively 

TUCKER.H B Duke Power Co 09/05/10 Document Control Branch (Document Con- 
trol Desk) 7pp 45686:224 45686 230 

B80 5260300 Forwards proposed rev & clarification to Tech Spec 3/4 7 8, per 880518 & 
19 discussion w/NRC re 070615 application for amend to Licenses NPF-9 A NPF-17 
re snubbers 

TUCKER.H B Duke Power Co. 00/05/19 Document Control Branch (Document Con- 
trot Desk) 3pp. 45702 123-45702 127 


“8005260308 Proposed Tech Specs 3/4.7 8 re snubbers 
• Duke Power Co 63/05/19. 2pp 45702' 123 45702 127, 


“8806000258 Amonds 85 & 66 to Licenses NPF-9 & NPF-17,respac lively, chung-no 
Tech Spec 5 3 1 to provide increased flexibility In substitution of solid stamtois steel 
rods & open water channels for fuel rods reconstitutibfe fuel assemblies 
MATTHEWS, D.B Project Directorate JI-3 08/06/01 9pp 45757.060 46757 071, 

--0806080262 Safety evaluation supporting Amends 85 & 66 to Licenses NPFD & NPf 
17, respect (vofy 

* Project Directorate 11-3 88/06/01 3pp 45767 072*45767 074 

“8006090363 Notice of issuance of Amends 85 & 66 to facility OL 
HOOD.D, S, Project Directorate 11-3 88/06/01 3pp. 45767075-45767 077, 

8006100083 Advises that Tech Spec bases for reactor vessel level Indication sys por utl 
870630 Itr, should remain in place until Tech Spec requirements deleted 
TUCKER.H B Duke Power Co. 88/06/03 Document Control Branch (Decuman I Cor- 
trot Desk) 2pp 45818 083 45018 084 
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8806130087 Suppls application (or amends to Licenses NPF-9 & DPR-47, updating 
index to Tech Specs 

TUCKERH B Duke Power Co 88/06/03 Document Conlrol Branch (Document Con- 
trol Desk) 2pp 45807 324-45807 350 


8606000010 Ack receipt of 880505 l(r informing NRC of steps taken to correct violations 
noted in insp Repts 50-360/88-06 & 50-370/86 06 

COLLINS.D M. Region 2, Ole of the Director 00/05/25 TUCKER.H B, Duke Power 
Co. Ip 40601 311-45001:311. 


>-8806130094 Proposed Tech Specs providing changes to Index 
• Duke power Co 08/06/03 25pp 4 5B07 326 45007 350 

8806130302 Forwards Amends 86 & 67 to Licenses NPF-9 A NPF-17, respectively & 
gaiety evaluation Amends change Tech Specs by excluding snubber listings from 
Tech Specs 3/4 7 8 & basos 

HOOD.D Project Directorate II 3 88/06/06 TUCKER.H B Duke Power Co 3pp 
45793 246 45793 271 

-8006130307 Amends 06 & 67 to Licenses NPF-9 & NPF- ^.respectively, changing 
Tech Specs by excluding snubber listings from Tech Specs 3/4 7 0 & bases 
MATTHEVVS.D 0 Project Directorate 11-3 88/06/06 18pp 45793 240-45793 266 

-8006130311 Safety evaluation supporting Amends 86 & 67 to Licenses NPF-9 A NPF- 
1 7, re spe cl ivaly 

HOOD.D S Project Directorate lf-3 88/06/06 4pp 45793 267 45793 270 

-8806130314 Requests FR publication of notice of issuance of Amends 86 & 67 to Li 
censes NPF-9 A NPF-17,rospocliVGly Amends modify Tech Specs by excluding snub- 
ber listings from Tech Spec 3/4 7 8 & bases 

HOODED S Project Directorate II 3 88/00/06 NRC - No Detailed Affiliation Given In 
45793 271-45793 271 

6806170216 Informs that licensee 800526 response to Generic Llr 88 03, "Steam Bind 
ing of Auxiliary Feedwator Pumps," for facility satisfactory, 

HOOD.D.S Project Directorate 11-3 88/06/08 TUCKER.H 0 Duke Power Co 3pp 
45825 347 45025 349 

0006210235 Advises that util doe9 not consider circuit breaker coordination to be safety 
concern at plant based on incident cited by AEOD not involving main! configuration & 
normal operation alignments, per DS Hood 800504 request 

TUCKER, H.B Duke Power Co 08/00/08. Document Control Branch (Document Con- 
lrol Desk) 2pp 45850 136 45850 137 

8806210373 Requests that word "ell" In statement "ANSI/ANS 10 6 1 1905 Std Also 
Requires Measurements of Critical Boron Concentration at Hot.Zero Power W/Ali " 
on rage 6 of 800518 SER should be dolotod 

HOOD.D S Project Directorate 11-3 08/06/10 TUCKER.H B Duke Power Co 3pp 
45871*290 45071 292 

0806220108 Advises that info requested in NRC 8B04O7 Mr re main steam lino break In 
ice condenser plants can bo found in WCAP 10909, Addendum 1 sent to NRC on 
680601. 

TUCKER.H 8 Duke Power Co 08/00/13 Computor & Telephone Operations Branch 
ip 46870 021-45070 021 

0BO623O251 Concludes that ASME Code Section XI test requirement impractical to per- 
form at facility & alternatives described above provide acceptable level of stuclurol Irv 
tegnW tor nuclear svc water sys. 

MATTHEWS DB Project Directorate 113 80/06/15 TUCKER.H B Duko Power Co 
4pp. 45906 321 45900 324 


8006280054 Forwards response to Generic Hr 88-03, "Steam Binding of Auxiliary Feed 
water Pumps ” Operating procedures & temp monitoring thermocouples are perma- 
nent mods & will be maintained in effect. 

TUCKER.H B Duke Power Co. 08/05/26 Document Control Branch (Document Con 
trol Desk) 4pp. 45944 016-45944 019 


8-005240028 NRC Info Notice 00 033, "Recont Problems Invoking Model Spec 2-T Ra 
dioaraphic Exposure Device,” Svc list end 

BURNETT h R F Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co, of New York, Inc 120pp 45603 158 45683 277 

8805240090 Suppl 1 to NRC Info Notice 07-061, "Failure of Wostlnghouse W-2-Typo 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 80/05/31. 
Consolidated Edison Co of New York, Inc 120pp 45083,038 45683.157. 

8805240215 NRC Info Notice 88 034, "Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Ro actors," Svc list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 83/05/31, 
Consolidated Edison Co. of New York, Inc 122pp 45790 168 45790 308 

8006100008 Responds to violations noted In Insp Hepts 50 369/88 09 & 60-370/88 
09 Corrective actions slgnoff procedures reviewed w/personnel & will bo revised to In 
dude slgnoffs for documenting testa & terminal identification replaced 
TUCKER.H B Duko Power Co 98/05/31 Document Control Branch (Document Con 
trol Desk), 7pp 45018 076 45818 092, 

8805270306 NRC fnto Nolle© 60-035, "Inadequate- Licensee Performed Vendor Audits " 
Svc list one I, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/00/03 
Consolidated Edison Co. of New York, Inc 120pp, 45790 008-45790 187 

6306200481 Forwards Insp Repts 50-369/88 12 & 60 370/88-12 on 880423 0520 & no 
ticos of violation & deviation 

BROWNLEE.V.L, Region 2, Ofc of the Director. 08/00/06. TUCKER.H 0 Duko Power 
Co 2pp 45670,309 45670.326. 


-0006200403 Notice of violation from Insp on 800423-0520 Violation no ted, Procedure 
PT/1/ A/4252/01, "Auxiliary Feedwater Pump Number 1 Performance Test" inati 
equate In that horizontal vibration ranges did not correspond to required ranges, 
BROWNLEE, V L, Region 2, Ofc of the Director, 00/06/06 3pp 45070 311-45870 313 

—8806200485 Notice of deviation from Insp on 890423 0520 Deviation noted, operability 
determination re Problem Investigation Repl O-MOO 0089 re auxiliary feedwater pump 
operability made w/only staff senior reactor oporator Involvement 
BROWNLEE, VL, Region 2. Ofc of the Director 80/06/06 Ip 45870.314-45870314 


-0806200486 Insp Repts 50-369/80-12 & 50-370/08-12 on 800423-0520 Violations 
noted Major areas Inspected oparallons safety verification .surveillance testlng^malnt 
activities & folfowup on previous Insp findings. 

ORDERS, W. NELSON, D„ CROTEAU.R. Region 2, Ofo of the Director 08/05/31. 
Ilpp 45070,315-45070 325. 


8806230331 Responds to util 080422 request for changes to Tech Spec 69 10 ro 
annual radiological environ operating ropt. Requosl unacceptable Tech Spoc presently 
written retlects appropriate levol of reporting 

MATTHEWS.D.B. Project Directorate 11-3 80/00/16 TUCKER.H B, Duko Power Co 
4pp 45606 329 45900332 


8806210014 Forwards ropl of steam tube generator lubo Insp for facility third refueling 
outagejnservlca Insp completed on 070600, par Tech Specs 445 5b&692 Listed 
quantity of tubas Inspected from Inlet side of steam generators, 

TUCKfcR^H.B Duko Power Co 88/06/06, Document Control Branch (Document Con- 
trol Desk) lipp 46914.160 45914 178 


8806290176 Requosts addi info ro facility pump & Inaervico testing program to comploto 
rovlow.lnfo requested Identified In oncf.inciuding App J.Typo Cloak rate tasted valve 
lisllna 

HOOD.D Project Directorate 113. 00/06/16 TUCKER.H B Duko Power Co 15pp. 
45956 224-45956 230 


6890020047 NRC Into Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation, " Svo list end 

FIOSSLC.E. Division of Operational Events Assessment (Post 870411) 86/00/08 
Consolidated Edison Co, of Now York, Inc 120pp 45965 152 45965*271 


00 68230339 Responds to util 800222 request for changes to Chapter 6 of Tech Spocs, 
"Administrative Con1rol9 " Roquost unnecessary Insufficient support found for conclu- 
sion that changes would not Involve any significant hazards consideration 
MATTHEWS, D B. Project Directorate 11-3 00/06/17 TUCKER.H B Duko Power Co 
4pp. 46900,333-45008*336 

6080290163 Forwards Wostinghouso Ownors Group Notification Ur OG -88-21 .identify- 
ing midloop concerns, per Gonorlc Hr 07-12, "Loss of RHR While RCS Partially Filled" 
& 880428 meeting agreement 

NEWTON.RA Wostinghouso Operating Plants Ownors Group 80/06/20. 
HODGES.W Reactor Systems Branch 7pp 45073,330-45973 344 

6806290222 Appeals NRC denial of bnckfitting claim ro containment Integrated leak rate 
les-tlng Util maintains view that two NRC positions not supported by App J constitute 
bacKfitg for facilities, 

TUGKERJH B Duke Power Co 88/06/20, Document Control Branch (Documenl Con 
trol Desk) 9pp 46940 342 45940 360 


Q, Inspection reports, IE Bulletins ft correspondence 


8806220293 Forwards Safety fnsp Repts 60 369/00 13 & 50 370/88-13 on 800502-06 
& notice of violation Unresolved Homs Identified In ropt will be pursued during future 
imps 

BERDT.A R, Region 2, Ofc of the Director. 88/06/09 TUCKER.H B Duke Power Co. 
2pp, 45929 296-45929.309. 

-6800220297 Notice of violation from fnsp on 080502-06 Violation noted ASME Code 
Section XI stroke time tests performed in manner that could bo unduly affected by 
changes In measurements & Instruments, contrary to Tech Spoc 4.0 5, In Ocl 1987 
HERDT.A R. Region 2, Ofc of the Director 83/06/09. 2pp, 45929 298-45920 299 

-6806226300 Insp Repts 50-369/88-13 & 50-370/88 13 on 880502-06 One violation & 
two unresolved items noted Major areas Inspected'NRC Diagnostic Evaluation Team 
Ropt findings a action on previous insp findings 

GIRARD, E.H, BLAKE, J.J. Region 2, Ofc of the Director 00/06/07, 10pp 45929 300- 
45920-309, 

8306090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform- 
ance W/Appficable Mall Specs " Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) GG/06/10 
Consolidated Edison Co of New York, Inc, 120pp. 46916.208-45916 327 


8806060038 Ack receipt of 000505 Mr Informing NRC of steps taken to correct violations 
noted in Insp Repts 50 369/00-0B & 50*370/60 06 

COLLI NS, D.M Region 2, Ofc of the Director 80/05/18 TUCKER.H B. Duko Power 
Co Ip 46765.347-45765,347 

0806010148 Forwards Insp Repts 50-369/00-11 & 50-370/80-11 on 080418 22 & nolle© 
of violation, Notice of violation withheld (ref 10CFR2.790 & 73 21) 

CLINE.W E Region 2, Ofc of Iho Director 08/05/20, TUCKER.H B Duko Power Co 
2pp 45720 290 45720-292. 

*-8806010156 Partially withhold Physical Security Insp Repts 50-369/80-11 & 60-370/ 
88-11 on 880418-22 (ref 10CFR2 790 & 73 21) Violations noted Major areas 
Inspected. security organization, locks & keys & combinations 

ENNfS.J.D., MCGUIRE, DR Region 2, Ofc of the Director 88/05/19 Ip. 45720,292- 
45720 292. 


0806210301 Forwards request for add! Info ro rodlolodlne & particulate samplmg.por 
Insp Repts 50-389/87-13 & 50-370/87-13, including description of stock velocity pro 
file study performed In 1981 . 

TUCKER, H.B. Duke Power Co 88/00/13, Document Control Branch (Document Con- 
lrol Desk) 22pp 45914:103 46914 124. 

0806080025 NRC Info Notice 89 037, "Flow Blockage of CooPlng Water to Safety Sys 
Components " Svc list end, 

ROSSi.CE, Division of Operational Events Assessment (Post 870411). 68/06/14. 
Consolidated Edison Co of New York, Inc 126pp, 45946.001*46946.125 

0806060211 NRC Bulletin 80-006, "Actions To Be Taken for Tran sport alien of Mode) 
Spec 2-T Radiographio Exposure Device M Svc list end 

BURNETT, R F. Division of Safeguards & Transportation (Post 870413) 60/06/ 14 
Consolidated Edison Co of New York. Inc 106pp. 45935 211-45936-318. 
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0806090194 NRC Into Notice 88 038, "Failure of Undervoltaqe Trip Attachment on GE 
Circuit Breakers'" Svc fist encP 

ROSSI.CE Division ot Operational Events Assessment (Post 870411} 68/06/15 
Consolidated Edison Co of Now York, Inc lllpp -45946 1 26 45946 236 

0806150013 NRC Bulletin 80 007, "Power Oscillations tn BWRs " Svc list end 
ROSSI.CE Division of Operational Evenls Assessment (Post 670411) 08/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15 45929 228 

8806160196 Suppl 1 to NRC Bulfetm 88 005, "Nonconforming Matis Supplied by Piping 
Supplies, (nc at Folsom,NJ & West Jersey Mfg Co at Wilfiamstown.NJ Svc list encl 
ROSSI.CE Division of Operational Evenls Assessment (Post B70411) 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032 45965 151 

8806280236 Forwards repsonse to NRC B80520 Hr re violations noted in Insp Repls 50- 
369/89-1 1 & 50 370/08-1 1 Response withheld (rel 10CFR73 21) 

TUCKER ,H 0 Duke Power Co 88/06/20 (Document Control Branch (Document Con- 
trol Desk) 2pp 45963 200 45963 201 

6806200051 NRC Info Notice B8 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svc list encl 

ROS5l.CE Division of Operational Evenls Assessment (Post 670411) 08/06/23 
Consolidated Edison Co of New York, Inc 1 0Bpp 45977 267-45978 033 

8006200306 NRC Info Notice 00-043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division ot Operational Evenls Assessment (Posl &70411) 68/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 206 


R, Periodic operating reports A related correspondence 

8805260329 Monthly opera ling reptsJor Apr 1908 W/880513 Hr 
REAVIS, J A , TUCKER.H 0 Duke Power Co 08/04/30 12pp 45701,205 45701 216 

8809220073 Monthly operating repls for May 1900 for McGuire Nuclear Station, Units 1 
& 2 W/800615 Itr 

REAV1S.J A, TUCKER, HB Duke Power Co 88/05/31 12pp 45909 261-45909 272 


S. Reportable occurrences, LERs A related correspondence 

8886150049 N PIPES noncomp fiance notification on 80 0531 .conventional wastewater 
treatment sys discharge exceeded std 9 3 units Caused by malfunction of addition 
sya Discharge immediately terminated & pH found above limitations 
HALLER, W A Duke Power Co 08/05/08 North Carolina, State ot 2pp 45838 019 
45B30 020 

B8CB2 10018 Advises that LER re auxiliary feedwator ays aligned to assured source 
during testing will be delayed until 880713 All concerns surrounding Incident have not 
yet been resolved 

TUCKER.H B Duke Power Co 08/06/13 Documenl Control Branch (Document Con- 
trol Dos k) Ip 45911 201-45911 201 


DOCKET 50*373 LASALLE COUNTY STATION, UNIT 1 


F. Security, medfcal, emergency & fire protection plane 

8806090165 Rev 7 to Procedure LZP-1200-1, "Classification of Generating Station 
Emergency Plan Conditions " 

• Commonwealth Edison Co 08/05/20 20pp 45755 057-45765 076 

8806140498 Rev 13 to Emergency Plan Implementing Procedure LZP-1310-1, "Notifica- 
tions " 

* Commonwealth Edison Co 60/05/23 16pp 45002 303-45802 31B 

8006100034 Forwards Safety fnsp Repls 50-373/80 1 1 & 50 374/86 10 on 080325- 
0509 & notice ot violation 

FORNEY.WL Region 3, Ofc of the Director 66/05/25 REED.C Commonwealth 
Edison Co 2pp 45817*109 45817 119 

-8000100041 Insp flepts 50 373/86 11 & 50 374/66 10 on 0003 25 0509, Violations 
noted Major areas Inspected operational safety, 

surveillance, main!, Ira inlng.LER.emargoncy planning emergency detection & classifica- 
tion & mat moating 

RING.M A Region 3, Ofc of Ihe Director 8 6/ 05/25 flpp 45617 112 45817*119, 

0606070185 Forwards Rev 29 to security plan Rev withheld (ref 10CFR73 21) 

BLISS, HE Commonwealth Edison Co 89/06/01 Document Control Branch (Docu 
merit Control Desk) ip 45777 064-45777 064 

0800280230 Responds to NRC 880510 Itr re violations noted in Insp Repls 50-373/88 
09 A. 50 374/89 09 on B60327-0407 Corrective actions addl manpower assigned to 
control point area 1o help during peak periods 

BHSS.H E Commonwealth Edison Co 68/66/08 DAVIS, A B Region 3, Ofc of tha Di- 
rector, 4pp 45943152-45943155 


J. Insurance A Indemnity Inform alfo-n 

8806010057 Forwards Endorsements 197 to NEUA Policy NF 43,171 to MAELU Policy 
MF-22,60 to NELIA policy NF-253,32 to MAELU Policy MF-104.109 to NELIA Policy 
NF-187 & 92 to MAELU Policy M F 54 

QSTER.J Commonwealth Edison Co 08/Q5/19 DJNITZJ Document Control Branch 
(Document Control Desk) 7pp 45605 192-45685190 


P. Operating license stage document* A correspondence 

0006160391 Responds to NRC 680307 Hr & request at 800504 meeting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWRs Upon com 
pleticn of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 061 104 
ARTIGAS.A General Electric Co 68/05/04 THA0ANI.A C Assistant Director for Sys 
terns 3pp 45623 164-45823 166 


0805310154 Clarifies circumstances re util response to Confirmatory Aclion Ltr CAL fl 1 
8B 03 & request for Tech Spec change involving core performance momlermgSptvll 
Operating Order 8B 21 issued re manual scram 

ALLEN.O M Commonwealth Edison Co 80/05/09 Document Conlrol DraiKh MX.cj 
men! Control Dosk) 5pp 45719 201 45719 205 

8006070189 Application for amend lo License NPF- 11, modifying lahlo ol pruniry tc,* 
tamment isolation valves to identify now excess flow check vnlvos being insV 1 
during second refuel outage Fee paid 

ALLEN.C M Commonwealth Edison Co 00/05/23 Document Control Branch (Docu- 
ment Control Desk) 4op 45774 243 45774 250 

-0&O6O7O19Q Proposed Tech Specs, revising table of primary conlfunmcml 
valves to identify now excess flow check valves being installed during second a'jJ 
outage Valves being added as part of mod to improvo reactor water level 

* Commonwealth Edison Co 08/05/23 4pp 45774 247-45774 250 

0006060231 Forwards (nil Technology Corp M R470025, "Probabili&lic Anafysn <4 U 
Salle County Nuclear Power Station Oiosol Generator Toch Spoc Amend/' concluding 
that having Generator 0 out of svc for extended time would be irwlgriilicanl 
ALLEN, C M Commonwealth Edison Co 00/05/24 Document Conlrol Branch (Dmi. 
mont Control Dosk) 2pp 45767 110 45767 179 

-0806060233 'Probabilistic Analysis of LaSalle County Nuclear Power Siaiion D./S t 
Generator Tech Spec Amond " 

* International Technology Corp M R4 70025 07/12/15 68pp 45/6/ 1 12 4575/ If/ 

8906070304 Forwards revised response lo compliance w/10CrR50 02, "AlVeS 
applicable only to design of standby liquid control sys Util has etioson lo msln'l r- 
ricned boron prior lo second refuel outage 

ALLEN, CM Commonwealth Edison Co 80/05/24 Document Conlrol Branch (IV v- 
aienl Conlrol Desk) 4pp 45774 221-45774 224 

8806170054 Forwards Amends 57 & 30 lo Licenses NPF-11 & NPF 10, roipcctWi i 
safety evaluation Amends revise Tech Specs such that provisions ol Set too 4 0 2 1 
would nol apply to cerium refuel interval surveillances for Cycles 2 A 3 
SHEMANSKI.P Project Directorate 111-2 00/05/24 BUSS,H Commonwealth 
Co 3pp 45027 230 45627 245 

-8806170062 Amends 57 & 38 to Liconsos NPF-11 & NPF 1 0, respectively, rcMinJ 
Tech Specs such that provisions of Section 4 0 2b would not apply to certain rcW 
interval surveillances tor Cycles 2 & 3 

NORRHOLM.LJ Project Directorate III 2 00/05/24 Bpp 45027 23J 4502/ ?4D 

-8806170072 Safety evaluation supporting Amends 57 & 30 to Llranson NH 11 A 
NPF- 1 8, respectively 

* Office ol Nuclear Roactor Regulation, Director (Post 870411) 00/05/24 Spp 
45827 241-45027 245 

0806030197 First partial response lo FOIA request for documents App 0 (onwOrfU^i A 
also being made available at PDRApp A available al FDR Record 1 ; also bong mifc 
available at LF’DR far plant 

GRIMSLEY f D H Division of Rules & Records {870413 000514) flfl/05/rt 
WEISSMAN.S California, Slate of 3pp 45784 166 45704 >60 

--01 12 100572 Std order for DOE work “Review of Pumps & Valve Iiisunico Usli>j 
Program for OL Plants," issued to INELStatemont of work oncl 
VOLLMER.R H Division of Engineering (pro 651125) 01/11/09 7pp 45M4 23 2 
45784 230 


-0202080434 Forwards listing of NRC estimated completion dates for OL appMr s 
lislod tn Bovill Rept Dales represent collective NRC judgement 
EISENHUT.DG Division of Licensing (000420-851124) 82/01/10 DAVSniHS 
Office of Management and Program Analysis 3pp 45704 20fl 45704 210 

-8202260094 Forwards list of casework open issues for vvk ending D201??, per 81ll/> 
request OnSy Category 2 & 3 open issues listed for plants having Bovill decision 
more than 3 monlhs away ^ 

EISENHUT.OG Division of LiconSing (000428 051124) 02/01/20 DENTO'IM 0 
Office of Nuclear Roactor Regulation, DJroctor (pro 851125) 15pp 45/04211 
45784 225 

0806070373 Supplemental application for amend to License NPF-1 1. do rolmg LKcr.i* 
Condition 2C(34) which allowed conlmuod operation w/one recirculation loop optr* 
bte 

ALLEN.C.M Commonweallh Edison Co 80/05/31 Documonl Control Hraiuh ((*> + 
mont Control Dosk) 2pp 45774 232 45774 233 

8806210007 Partial response to FOIA request for documents Forwards App D 
documents App C documents available in PDR App E documents compToloty - 
(ref FOIA Exemption 5) « . 

GRIMSLEEY.D H Division of Freedom of Information & Publication Services (F\sl 
680516) 0ft/ 06/ 13 MAXWELL, B Cosmos Broadcasting Corp 9pp 46053 2tl 
45057*142 

-60062 1 0137 Discusses topics for senior mot meeting & submits partial Iwtino 
ties where vendor support has been problem, von dor Involved A components sue uT 
interest W/copy righted mat) * 

GREEN MAN.E G Region 3, Ofc of the Oirector 88/03/09 DAVIS A B Region 3 O’, 
of the Director 22pp 45857 131-45857 142, 

6006240094 Notifies of CRGR Meeting 130 on 680614 in Rockville, MO Agenda is’AJ 
JORDAN.E L Committee to Review Generic Requirements 88/06' 1 3 

BERNEHO,R M Office of Nuclear Material Safety A Safeguards, Direct ?P? 
45926 360 4 5926 361 

68-06290163 Forwards Westinghouse Owners Group Notification Ltr OG 88 JiljfcfilV 
log midloop concerns.per Generic Ur 87-12, "Loss of RHR White RCS Partially Fjh-J 
& 68 042Q mooting agreement 

NEWTON, R A Wesimahouse Operating Plants Owners Group 89/cerw 

HODGES, W Reactor Systems Branch 7pp 45973 33B 45973 344 
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Q Inspection reports, IE Bulletins & correspondence 

0806250193 Forwards Insp Repts 50 373/88 08 & 50 374/86 0ft on 880-316 24 Issues 
Identified by Augmented Insp Team may be examined for possible regulatory viola 
tlons in subsequent msps 

GREENMAN.E G Region 3, Ofc of the Director 08/05/16 REEO,C Commonwealth 
Edison Co 2pp 46067 094 46067 192 

-8605250195 Insp Repts 50 373/80 08 & 50 374/80 00 on 800316 24 No Violations or 
deviations noted Major areas inspected root cause determlnalion.safety significance & 
performance of operators & equipment re 800309 reactor trip at Unit 2 
RING.M A , KOPRIVA.R A , PHILLIPS.L E Region 3, Ofc of tho Director 08/05/11 
30pp 46067 096*46067 192 

-8605250197 Forwards draft charter for insp of events re facility 890309 reactor 
trip.prepared per NRC fncident Investigation Manual, Rgv 1 Augmented Insp Team in 
tended to communicate facts surrounding event to regional & headquarters mgt 
GREENMAN.E G Region 3, Ofc of the Director oa/03/17 RING.M A Region 3. Ofc 
of the Director 1 0pp 46067 120*46007 137 

-0805250202 Responds to Issues listed in 6Q0317 confirmatory action Hr & Augmented 
Insp Team questions submitted during 880310,23 & 24 meetings re Unit 2 080309 
event 

TURBAK.MS Commonwealth Edison Co 88/04/15 DAVIS, A B Region 3, Ofc of tho 
Director 56pp 46067:138 46067 192 

6808200123 Forwards corrected response to IE Bulletin 85 003, “Motor Operated Volve 
Common Mode Failures During Plant Transients duo to Impropor Switch Settings 11 
Sub[ response supersedes 800502 response 

MORGAN.W E Commonwealth Edison Co 80/05/10 DAVIS, A 0 Region 3, Ofc of 
the Director 33pp 45065 084 45065 116 

6806100019 Forwards Page 11 inadvertently omitted from original Insp Repls 50 373/ 
88 08 & 60 374/80*08 

GREENMAN.E G Region 3, Ofc of the Director 88/05/24 REED.C Commonwealth 
Edison Co 2pp 458 17 103 45817 105 

-8000100023 Page 1 1 of Insp Repts 50 373/88 08 & 50-374/60 00 

* Region 3, Ofc of tho Dlroctor 08/05/24 Ip 45017 185*45817 185 

0006100034 Forwards Safely Insp Repls 50 373/08-11 & 50 374/88 10 on 880325 
0509 & notice of violallon 

FORNEY, WL Region 3, Ofc of the Director 00/05/25 REED.C Commonwealth 
Edison Co 2pp 45817 109 45817 119 

-6806100038 Notice of violation from insp on 880325 05D9 Violation noted while per 
forming surveillance US NB 404, procedure not adhered lo when instrument technician 
Inadvertently valvod in variablo 

FORNEY.WL Region 3, Ofc of tho Director 08/05/25 Ip 45817 lit 45817 ill 

-8606100041 Insp Repts 50 373/80 11 & 60-374/0G 10 Oh BQ0325 0509 Violations 
noted Major aroas Inspected operational safety** 

aurveillanco.malnt, training, LER, emergency planning omergoncy detection & classifies* 
Ifon & mgt mooting 

RING.M A Region 3, Ofc of the Director 80/05/25 8pp 45B17 1 12 45817 119 

0805240028 NRC Info Notice oo 033, "Recent Problems Involving Model Spec 2 T Ra 
dlographlc Exposure Device," Svc list end 

BURNETT.RF Oivislon of Safeguards & Transportation (Post 07041*1) 08/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45b03 158 45683 277 

8805240090 Suppl 1 to NRC Info Notice 07 061, "Failure of Wostmghouso W 2-Typo 
Circuit Breaker Coll Switches," Svc list end 

ROSSI, CE, Division of Operational Events Assessment {Post 070411) BG/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 038 45983 157 

8006240215 NRC Info Notice 08 034, "Nucloar Mat! Control & Accountability of Nonktol 
SNM at Power Roaclors " Svc list end 

ROSSI, CE Oivislon of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York, Inc 12 2pp 45790 100 45790 300 

6803140266 Forwards SALP 7 Board Insp Ropts 50*373/88 01 & 50 374/08 01 on 
661 116*080315 Rocommends that util maintain offort to suatafn longterm improving 
trend in order to achieve superior performance 

DAVIS, A B Region 3, Ofc of the Director 00/06/01 REED.C Commonwealth Edison 
Co 2pp. 45936 342 45937 023 

-0806140200 SALP Insp Repts 50*373/88*01 & 50 374/BG01 for 861116* 
86031 6 Overall performance acceptable 

* Region 3, Ofc of the Director 88/06/01 39pp 45036 344 45937 023 

6605270306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co Ol New York, Inc 120pp 45790 068-45780' 107 

8606100137 Responds to IE Bulletin 05 003, Suppl 1 re safely related motor operated 
valves In selected high prossuro sys During current Dresden Unit 3 refueling 
outage, four addl HPCI & isolation condenser valves will bo tested using MOVATS 
MORGAN, WE Commonwealth Edison Co 00/06/03 Document Control Branch 
(Document Control Desk) 3pp 15821 013 45021 015 

0606020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc fist end 

ROSSj.CE Division of Operational Events Assessment (Post 870411) 80/06/08 
Consolidated Edison Co of New York. Inc 120pp 45965 162 45965 271 

0806200230 Responds to NRC 880510 Hr re violations noted In Insp Repts 50 373/80* 
09 & 50-374/88 09 on 080327 0407 Corrective actions addl manpower assigned to 
control point area to help during peak periods 

BLISS, H E Commonwealth Edison Co 88/06/00 DAVIS, A B Region 3, Ofc of the Di- 
rector 4pp 45943 1 62-45943 1 55 

0808090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Teslmg to Determine Conform 
ance W/ Applicable Mali Specs," Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/10 
Consolidated Edison Co ol New York, Inc 120pp 45916 POO 45916 327 


8000200519 Forwards Safety Insp Repts 50 373/88*07 & 50 374/8B07 on 080316 
0603 No violations noted 

HARRISON, JJ Region 3, Ofc of the Director BG/OS/13 REED.C Commonwealth 
Edison Co 2pp 45693 310 45893 316 

-0806200522 Insp Repts 50 373/88 07 & 50 374/8B-07 on 800316 0603 No violations 
or deviations noted Major aroas Inspected inservice insp activities, Including review of 
programs, proceduros.dala review & actions on Info Notice 88 003 
WARD.KD, DANIELSON, DH Regron 3, Ofc of the Director 80/06/13 5pp 
45893 312 45093 316 

0806280136 Advises that second paragraph on Pago 4 of Insp Repts 50 373/80 05 & 
50*374/06 05 should bo clanlied to roaa that equipment f-or continuous data recording 
from Inline monitors acquired a will be installed during Ihir-d refueling outage 
ALLEN, CM Commonwealth Edison Co 00/06/13 DAVIS,AB Region 3, Ofc of tho 
Director ip 45942 315-45942 315 

8806980025 NRC Info Notice 08 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001*45946 125 

8806080211 NRC Bulletin 80*006, "Actions To Be Taken for Transportation of Model 
Spec 2*T Radiographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post B70413) 88/06/14 
Consolidated Edison Co of New York, Inc 1 Ddpp 45935 211-45935 318 

8806090194 NRC Info Notice 00*030, "Failure of Undorvollago Trip Atlachmonl on GE 
Circuit Breakers " Svc list end 

ROSSI, C E Dwision of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, tnc lllpp 45946 126 45946 238 

*006150013 NRC BulEotin 80 007, "Power Oscillations In BWRs " Svc list and 

ROSSI.C E Division of Operational Events Assessment (Post B70411) BG/06/15 
Consolidated Edison Co of Now York, Inc IMpp 45929 115 45929 220 

6606150186 Suppt 1 to NRC Bulletin GO 005, "Nonconforming Mails Supplied by Piping 
Supplios.lnc at Folsom.NJ & West Jersey Mfg Co at WIIIJamstown.NJ " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 06/00/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

0006210271 Responds to NRC Bulletin 88 003 re Insps to ensuro GE Latching HFA 
relays have adequate latch engagement Results of msps will be report od witnln 30 
days 

MORGAN, W E Commonwealth Edison Co 00/06/15 Document Control Branch 
(Document Control Do*»k) 2pp 45906 033*45906 034 

6606200051 NRC Info Notice 88 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc lisl oncl 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 80/08/23 
Consolidated Edison Co of New York, Inc 108pp 45977 207 45976 033 

6806200306 NRC Info Nolico 08 043, "Solenoid Valve Problems " Svc list oncl 
ROSSI, CE Division of Operational Evonls Assessment (Posl 070411) 80/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 104 45977 286 


S. Reportable occurrences, LEFs A related correspondence 

0006010035 LER 80*000*00 on 8 8033O .continuous conductivity monitor for reactor 
water samples declared inoperablo Caused by vossol dralndown for chemical 
decontamination Vossol floodod up after decontamination work & svc resumed W/ 
880519 Hr 

SHIELDS, J, DiEDERICH.GJ Comm onwoallh Edison Co 60/05/10 4pp 45Q95’226 
45695 229 

0006010027 LER 88 004 00 on 8B04 22,reac1or protection sys (FIPS) Bus A 

tripped Caused by improper Installation of 1C51B-K1 relay at 1H13*P608 panot by In 
strumanl mamt technician RPS MG Sol A rostorod to operable status W/OB0520 Itr 
SMEETS.RF, DIEDERICH.GJ Commonwealth Edison Co 8B/05/20 5pp 
45695 230 45695 234 

8006090243 LER 00 007-00'on 800503.ESF Isolation occurred due lo jumper falling off 
terminal & shorting isolation sys Temporary jumpor device built to prevent 
recurrence Blown fuse replaced W/800601 Itr 

DORWICK.KC, DIEDEFltCH.GJ Commonwealth Edison Co 00/06/01 5pp 
45766 190*45706 194 

8006240037 LER 80-000-00, on 8005 17, re actor protection sys (RPS) bus B 

tripped Caused by short to ground during jumper Installation RPS motor gonerator sol 
rostored to operable Bialus & rubber boots provided to cover free end of W/880614 
Hr 

SMEETS.RF Commonwealth Edison Co 88/06/14 6pp 45910 065 45910 070 

8806230286 Ack support & cooperation received ro special study based on 000309 
event using Brookhavon nuclear plant analyzer 

JORDAN, EL Office for Analysis & Evaluation of Operational Date, Director 86/06/ 
15 BECKJORD.ES Office of Nuclear Regulalory Research, Director (Post 060720} 
J2pp 45906 325 45906 326 


DOCKET 50*374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8B06090 156 Rov 7 to Procedure L2P 1200*1, "Classification of Generating Station 
Emergency Plan Ccnddtons " 

* Commonwealth Edison Co GD/05/20 20pp 45765 057-45765 076 

B606140498 Rov 13 lo Emergency Plan Implementing Procedure LZP-1310 1, "Notifica 
tlons ” 

• Commonwealth Edison Co 80/05/23 16pp 45802 303-45002 310 
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08O6HH)O34 Forwards Safely insp Repls 50 373/88*11 & 50 374/0810 on 880325- 
0509 8 no lice of violation 

FORNEY.VV L Region 3, Ole of the Director 88/05/25 REED.C Commonwealth 
Edison Co 2pp 45817 109 45817 119 

-8005100041 Insp Repts 50 373/88 *1 A 50 374/88-10 on 880325 0509 Violations 
noted Major areas inspected operational safety, 

surve II lance, maim.training.LER, emergency planning emergency detection A classifica- 
tion A mat mealing 

RING.M A Region 3, Ofc of the Director 8B/Q5/25 8pp 45817 112 45B17 119 

8806070105 Forwards Rev 29 to security plan Rev withheld (rot 10CFR73 21) 

BLISS.H E Commonwealth Edison Co 80/06/01 Oocument Control Branch (Docu- 
ment Control Desk) Ip 45777064-45777 064 

0506280230 Responds to NRC B80510 Hr ro violations noted in Insp Repls 50 373/80 
09 & 50-374/BB-09 on 8 8032 7 0407 Corrective actions addl manpower assigned to 
control point area to tiDlp during peak periods 

BUSS, HE Commonwealth Edison Co 88/06/08 DA VIS, A 8 Region 3, Gfc of the Di 
rector 4pp 45943 152*45943 155 


~fl 8062 101 37 Discusses topics for senior mat meeting A submits partial listing ol fet- 
tles where vendor support has been probfem.vendor Involved & componenl/mira of 
Inleresl W/ copyrighted mat I 

GREENMAN.EG Region 3, Ofc of tho Director 88/03/09 DAVI&.AQ Rogon 3 CH 
ol tho Director 22pp 45B57 131 45857 142 

8806240094 Notifies of CflGR Meeting 130 on 880614 in Rockville.MD Agenda tr 4 
JORDAN, E L Committee to Review Generic Requirements 00/06/13 

BERNE RO,R M Office of Nuclear Material Safety A Safoguard^D/tMy 
GOLDBERG, JR Office of the General Counsel PAPERIEUO.CJ Region 3, Ofc of 
ihe Director. 2pp 45926 360 45926 361 

SBQ8290163 Forwards Wostinghouse Owners Group Notification Ur OG 0Q 2l,idoi ly 
Ing midloop concerns, per Generic Ur 87*12, "Loss of RHR While RCS Partially Fi^j' 
A 880428 meeting agreement 

NEWTON, R A Wostinghouse Operating Plants Owners Group 08/06/rv 
HODGES, W Reactor Systems Branch 7pp 45973 330 45973 344 


Q. inspection reports, IE Bulletins & correspondence 


P, Operating license stage documents A correspondence 

8806160391 Responds to NRC 060307 Hr & request al B80504 meeting describing GE 
program lo reconfirm design adequacy ol associated circuits in GE BWFIsUpon com 
plation of Phases 1 A 2 of evaluation of BWfls,GE will submit summary by 681104 
ARTfGAS.R General Electric Co 8B/05/04 THADANJ.A C Assistant Director for Sys 
tarns 3pp 4 5023 164-45823 166 

8805319168 Forwards responses to NRC questions discussed in tefcon A masting re 
860919 application for amend to License NPF 18, amending Tech Spec to Install nigh 
density luel racks 

ALLEN, CM Commonwealth Edison Co 88/05/17 Document Coni rol Branch (Docu- 
ment Control Desk) 9pp 45718 053 45716061 

8806060231 Forwards Inti Technology Corp M R470025, " ‘Probabilistic Analysis of La- 
Salle County Nucfoar Power Station Diesel Generator Tech Spec Amend/' concluding 
thal having Generator 0 out of-svc for extended time would be Insignificant 
ALLEN,CM Commonwealth Edison Co 88/05/24 Document Control Branch (Docu 
ment Control Desk) 2pp 45767 110 45767 179, 

-8006060233 ‘'Probabilistic Analysis of LaSalle County Nuclear Power Station Diesel 
Generator Tech Spec Amend " 

* International Technology Corp M R470025 87/12/15 68pp, 45767 112 45767 179 

8808070364 Forwards revised response to compliance W/10CFR50 62, "ATWS Rule," 
applicable only to design of slandby liquid control sys Util has chosen to rnslall on 
ilcned boron prior lo second refuel outage 

ALLEN £ M Commonweafth Edison Co 08/05/24 Document Control Branch (Docu- 
ment Control Desk) 4pp 45774 221*45774 224 

0806170054 Forwards Amends 57 A 38 to Licenses NPF-11 A NPF*18„ respectively A 
safety evaluation Amends revise Tech Specs such lhal provisions of Section 4 02 b 
would not apply to certain refuel Interval surveillances for Cycles 2 A 3 
SHEMANSKLP Project Directorate III 2 88/05/24. BLISS, N Commonweafth Edison 
Co 3pp 4 5827’ 23 0-4 502 7 P45 

-8806170062 Amends 57 A 3B to Licenses NPF-11 A NPF- 16, respectively, revising 
Tech Specs such that provisions of Sad Ion 4 0 2b would not apply to certain refuel 
Interval surveillances for Cycles 2 A 3 

NORRHOLM,LJ Project Directorate 111-2 86/05/24 8pp 45627 233 45827 240. 

-8606 170072 Safety evaluation supporting Amends 57 A 30 lo Licenses NPF-11 A 
NPf-1 8, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/05/ 24 5pp 
45827 241-45827 245 

8606030197 First partial response to FOIA request lor documents App D forwarded A 
also being made available at PDR App A available at PDR Records also being made 
avail able at LPDR for plant 

GRIMSLEY.DH Division of Rules A Records (870413 800514) 88/05/26 

WEfSSMAN.S California, Slate of 3pp 45784166 45764 160 

-8112100572 Std order for DOE work "Review of Pumps & Valve In service Tosltng 
Program for OL Plants/' issued to IN EL Statement of work end 
VOLLMER.R H Division of Engineering (p/o051126) 81/11/09 7pp 45704232- 
46784 236 

-fl 20200043 4 Forwards listing of NRC estimated completion dates for 0L applicants 
listed In B evil I Rep 1,0a te a represent collective) NRC judgement 
EJSENHUT,D,G Division of Licensing (000428 851 124) 82/01/18, BASSETT,HS 
Office of Management andPiogram Analysis 3pp 45784 208 45784 210 


0805250193 Forwards Insp Repls 50-373/88 08 A 50 374/80 08 on 080310 24 Isse- j 
Identified by Augmented Insp Team may bo examined (or possible regulatory wj 
lions in subsequent insps 

GREENMAN.EG Region 3, Ofc of the Director 80/05/16 REED,C Common a oa l ^ 
Edison Co 2pp 46067 094-46067 192 

-CB 052501 95 Insp Repts 50 373/88 00 & 50-374/88 00 on 880316 24 No violations or 
deviations noted Major areas inspected root cause determination^ oloty sign tic aixo A 
performance of operators & equipment re 860309 reactor trip at Unit 2 
RING.M A , KOPRIVA.RA, PHfLLIPS.L E Region 3, Ofc of the Director 88/05/1 1 
30 pp 4(5067 09G 46067 192 

-8805250197 Forwards draft charter for insp of events re facility 600309 n.'»U 
(^prepared par NRC Incident Investigation Manual, Rev 1 Augmented insp Team n. 
tended to communicate facts surrounding event to regional A headquarters nijyt 
GREENMAN 3 E G Region 3, Ofc of the Director 08/03/17 RING,M A Region 3, </■ 
of the Director lOpp 4G067 128 4G067 137 

-8805250202 Responds to issues listed In 800317 confirmatory aclion Itr & Augment 
Insp Team questions submiltod during 880318,23 A 24 meetings ro Unit 2 600309 
event 

TURBAK.M S Commonwealth Edison Co 88/04/15 DAV/S.A B Region 3, Ofc tl 64 
Director SGpp 46067 138 46067 192 

88DG200123 Forwards corrected response to IE Bulletin 85-003, "Molor Operated Ys>, a 
Common Mode Failures During Plant Transients duo lo Improper Switch Sotlirgi" 
Subi response supersedes 880502 response 

MORGAN, WE. Commonwealth Edison Co 00/05/18 DAVIS, A B. Region 3, Otod 
tho Director 33pp 45865 004 45865 116 

88061000-19 Forwards Page 11 inadvertently omitted from original Insp Hopts £-0 3/3' 
Ba-oa A 50 -37 4/ 8-8 06 

GREENMAN.EG Region 3, Ofc of ihe Director 80/05/24 REED„C ComriwnAcaii 
EdJSOn Co 2pp 45017 103 45817 185 

-8B06 100023 Page 11 of Insp Repls 50 373/00 00 A 50-374/80 00 
4 Region 3, Ofc of the Director 08/05/24, Ip 45817 106-46017 105, 

8806100034 Forwards Safety fnsp Repts 50 373/00-11 & 50-374/08 10 cm 
0509 & notice of violation 

FORNEY ,W L Region 3, Ofc of tho Dlreclor 80/05/25 REED t C Common a 
E dison Go 2pp 45017 109-45B17 119 

—8806100030 Notice ol violation from Insp on 880326 0509 Violation noted frhte F*> 
forming surveillanco LIS N0 404, procedure not adhered to when instrument tcchn-osi 
Inadvertently valved in variable 

FORNEY.WL Region 3, Ofc of the Director 08/05/25 Ip 456117 111-415017 Ml 

-8006100041 Insp Repts 50-373/00-11 A 50-374/80*10 on 8B0325 0509 VroTfllori 
no ted Majo r are as Inspocledgperalional Mj fc “/ 

survel 1 1 ance, m alnt.trafn In g.LER, emergency planning emergency detection & clusvvi 
tion & mgl mooting , „ 

RING.M A Region 3, Ofc of the Director. 88/05/25 8pp 45817 112 45817 119 

080 5240028 NRC Into Notice 00 033, "Recent Problems Involving Modol Spec 2 T Pi 



-8282250094 Forwards fist of casework open issues for wk ending 020122, per 81 1 120 
request Only Category 2 A 3 open Issues lasted for plants having Bevill decision dates 
more than 3 months away 

El SEN HUT, D G Division of Licensing (800428-851124), 82/01/28, DENTON ,M R 
Office of Nuclear Reactor Regulation, Director to re-85 1125) 15pp 45784-21 1- 
45704*225 


8806070373 Supplemental application for amend lo License NPF-11, deleting License 
Condition 2C(34) which allowed continued operation w/ono recirculation loop opera- 
ble 

ALLEN ,C M Commonwealth Edison Co, 86/05/31 Document Control Branch (Docu- 
ment Control Desk) 2pp. 4 57 7 4,232-457 7 4:233 


8806200000 Requests meeting w/NRC to discuss environ qualification issue re Bunker 
Ramo con tain ment penetrations installed UtiJ to support license o position that pen e ba- 
llons qualified for facility not similar to that used for Braidwood 2 
ALLEN, CM Commonwealth Edison Co 68/06/00 MURLEY.T E, Office of Nuclear 
Reactor Regulation, Director (Post 87041 1). Ip 45070 261*45870 261 


60O621OO07 Partial response to FOIA request tor documents Forwards App I 
documents App C documents available In PDR App E documents completely wilhhel 
fref FOIA Exemption 5) 1 * 

GRfMSlEY.DH. Division of Freedom of Information A Publication Services (Poi 
880516), 80/06/13, MAXWELL, B Cosmos Broadcasting Corp 9pp 45853 26E 
45857 142 


0805240090 Suppl 1 to NRC Info Notice 07-061, "Failure of Wostinghouse W 2 
Circuit Breaker Cell Switches " Svc list end „„ r „, , 

ROSShCE Division of Operational F*' r '" , c Assossmont (Post 070411) 08/05/31 
Consolidated Edison Co, of New York, tnc 120pp 45683,038 46683,157 


8805240215 NRC Info Notice 88-034, "Nuclear Mall Conlrol A Accountability of Hor**S 
SNM at Power Reactors," Svc list end ,, 

ROSSI, CE Division of Operational Events Assossmenl (Post 870411) OB/-O5r3l 
Consolidated Edison Co of New York, Inc, 122pp 45790 180-46790308 


6806140256 Forwards SALP 7 Board Insp Repts 50*373/08 01 & 60-374/86 01 cn 
861 1 16-80031 S.Recommends that util malnlain effort to sustain long term improve 
trend (n order to achieve superior performance lk . „ 

DAVtS.A.B Region 3, Ofc of ihe Director 08/06/01, REED.C Commonwealth B&w 
Co 2pp 45936 342-45937-023 


-0006140260 SALP Insp Repts 50-373/88-01 A 50-374/00 01 tor 861116- 
BB0315OverallperformanceacceptabJe 

* Region 3, Ofc of the Director 88/08/01 39pp 45936 344-45937 023 

8805270306 NRC tnfo Notice 88 035, "Inadequate Licensoo Performed Vendor AudtJ' 

ROSSI.CE Division of Operational Events Assessment (Post 870410 09/06/03 
Consolidated Edison Co of New York, Inc, 120pp, 45790 068 45790*107 
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0006020047 NRC Wo Notice 08-036, "Possible Sudden L033 of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post Q70411) 08/06/CB 
Consolidated Edison Co of New York, Inc 12Gpp 45965 152-45965 271 

0006260230 Responds to NRC 800510 Itr re violations noted In tnsp Ropts 50-373/88- 
09 8 50 374/08 09 on 880327-0407 Corrective actions addl manpower assigned to 
control point area to help during peak periods 

BUSS.H E Commonwealth Edison Co 08/08/08 DAVIS, A B Region 3, Ofc of the DJ 
rector 4pp 45943 152 45943 155 

0006090301 Suppl 2 lo NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
a nee W/ Applicable Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208-45916 327 

0006100137 Responds to JE Bulletin 85 003,Suppl 1 re safety- related motor operaled 
valves in selected high pressure sys During current Dresden Unit 3 refueling 
outage.four addl HPCI & Isolation condenser valves will bo tested using MOVATS 
MQRGAN.W E Commonwealth Edison Co 88/06/03 Document Control Branch 
(Document Control Desk) 3pp 45021 013 45821 015 

8008200519 Forwards Safety Insp Ropts 50-373/08 07 & 50-374/08 07 on 800316- 
0603 No violations noted 

HARRISON, J J Region 3, Ofc of tho Director 08/06/13 REED.C Commonwealth 
Edison Co 2pp 45093 310-45093 316 

-8606200522 Insp Repts 50-373/08 07 & 50-374/88 07 on 880316 0603,No violations 
or deviations noted Malor aroas Inspected inservice Insp activities, Including review of 
programs, procedures, data review & actions on Info Notice GB'003 
WARD.KD, DANIELSON, D H Region 3, Ofc of the Director 88/06/13 5pp 
45893 312-45803 316 

6B06280136 Advisos that second paragraph on Page 4 of Insp Repts 50-373/88 05 & 
50-374/88 05 should be clarified to road that equipment for continuous data recording 
from inline monitors acquired & will be Installed during third refueling oulago 
ALLEN, CM Commonwealth Edison Co 08/06/13 DAVIS, A B Region 3, Ofc of the 
Director Ip 45942 315 45942:315 

8806 08 00 2 5 NRC Info Notice 00 037, "Flow Blockage of Cooling Water to Safely Sya 
Components " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/06/14. 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

8808080211 NRC Bulletin 80 006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovico " Svc (1st end 

BURNETT, RF (Division of Safeguards & Transportation (Post 070413) 00/06/14 
Consolidated Edison Co of New York, fnc lOOpp 45935 211 45935 31D 

8806090194 NRC Info Notice 00 038, "Failure of Undervollago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI ,C E Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of New York, fnc 111pp. 45946 126 45946 236 

8806150013 NRC Bulletin 08-007, "Power Oscillations In BWRs " Svc list end 
ROSSI, C,E Division of Operational Events Assessment (Post 070411), 88/06/16 
Consolidated Edison Co of Now York, Inc 114pp 45929 115-45929 220 

0008150186 Suppl 1 to NRC Bulletin 08 005, "Nonconforming Mails Supplied by Piping 
Supplies, fnc at Folsom, NJ & West Jorsoy Mlg Co at Willlamstown.NJ " Svc list oner 
ROSSI.CE Division of Operational Events Assessment (Po3t 870411) 88/06/15 
Consolidated Edison Co of New York, Inc, 120pp 45965 032*45965 , 15t 

6806210271 Responds to NRC Bulletin 00 003 ro Insps to ensure GE latching HFA 
relays have adequate latch engagement Results of Insps will bo reported within 30 
days 

MQRGAN.W E Commonwealth Edison Co, 88/00/16 Document Control Branch 
{Document Contrd Desk) 2pp 45906 033 45906 034 

08O62OOO51 NRC Info Notice 08 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Events Assoesmont (Post 070411) 88/06/23 
Consolidated Edison Co of New York, Inc lOBpp 45977 287-46978 033, 

8806290306 NRC Info Notice 00-043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 459?7‘104-45977,2CB 


S- Reportablo occurrences, LERa & related correspondence 


8806230266 Ack support & cooperation received re special study based on 800309 
event using 8rookhaven nuclear plant analyzer 

JORDAN.EL Office for Analysis & Evaluation of Operational Data, Director 00/06/ 
15 QECKJQRD.ES Office of Nuclear Regulatory Research, Director (Post 860720) 
2pp 45906 325 45906 326 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8806029192 Forwards Amend 37 lo License NPF-30 & safeguards evaluation 
ropt Amend modifies Paragraph 2 E of license to require compliance w/amended 
physical security plan 

WIGGINTON.DL Project Directorate IV 88/05/24 DEWEASE.J G Louisiana Power 
& Light Co 4pp 45705 005-45705 013 

—8800020199 Amend 37 to License NPr-3B.modifying Paragraph 2E ol liconse to re 

a ulre compliance w/am ended physical security plan 
ALVO.J A Project Directorate IV 08/05/24 2p p 45705 009 45705 010 

-8806020204 Safeguards evaluation rept supporting Amend 37 to License NPF-36 
’ NRC - No Detailed Affiliation Given 08/05/24 3pp 45705 011 45705 013 

8806020338 Forwards Amend 30 to License NPF-30 & safety evaluation Amend 
changes Tech Spec by correcting number of fire dalectors Installed in Fire Zone RAB 
2 

WIGGINTON.DL Project Directorate IV 00/05/24 OEWEASE.J G Louisiana Power 
& Light Co 3pp 45710 140 45710 140, 

-8000020340 Amend 36 to Llcenso NPF-38, changing Tech Specs by correcting number 
of tiro detectors installed In Fire Zone RAB-2 

CALVO.JA Project Directorate IV 88/05/24 5pp 45710143-45710 147 

“BB06020342 Safoty evaluation supporting Amend 36 to License NPF 30 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/05/24 2pp 
4571O 140 4571O149 

8006090036 Rev G to Emergency Plan Supporting Procedure EP-3 050, "Emergency Or- 
ganization Documentation & Conlrol " W/8B0630 Itr 

LABONTE.W G , SMITH.V , QURSKI.RF Louisiana Powor & Light Co 08/05/30 
19pp 45763 025 45763 043 

8806090195 Revised emergency plan implementing procedures, Including Rev 13 to EP- 
1 010, "Unusual Event," Rev 13 lo EP-1-020, "Alert” & Rov 11 lo EP 3 040, "Emor- 

g oncy Equipment Inventory" W/ 080602 Hr, 

URSKlJl.F Louisiana Power & Light Co 88/06/02 74pp 45766 21 1 45766*272 

0806260210 Emergency Plan Implementing Procoduros.includlng Rev 13 to EP-I 030, 
"Site Area Emergency," & flov 13 to EP-1-040, "General Emergency " W/880617 Itr, 
SMITH, W, BURSKI.R F, Louisiana Power & Light Co 68/06/17 3flpp 45944 037- 
45944 074 


P. Operating license stage document# & correspondence 

8805250209 Responds to JR Boardman verbal request for Into ro use of Mobil SHC-32 
lubricant In Relianco motors at facitty. Rev of EQ malnt Input Instruction a to reflect use 
of Chevron SRI 2 or Mobil SHC-32 undorway Related Info oncl 
BURSKI.R, F Louisiana Powor & Light Co 08/05/13 Document Control Branch (Ooc 
ument Control Desk) 27pp 45664 040 45664 066 

8805310073 Application for amend lo Llconso NPF-30,conslsting of Tech Spec Change 
Request NPh-38-80,removing organization charts as Figures 6 2 1 & 6 2-2 from Tech 
Specs.per Generic Llr 88 06 & adding general administrative control requirements 
DEWEASE.J G Louisiana Powor & Light Co, 88/05/20 Document Control Branch 
(Document Control Desk) 6pp 45694 231-46G94’246 

4 

-6005310075 Proposed Tech Specs, removing Figures 62 1 & 6 2-2 from administrative 
control's section & adding general administrative conlrol requirements 
* Louisiana Power & Light Co 80/05/20 10pp 45694,237 45694 246 

8806030073 Advisas of denial of certain roquoste re Revs 4 & 5 to 10 yr Inservice Insp 
program Relief to measure only differential pressure cannot bo granted for contain 
monl spray.HPSI & LPSI sys Pump operability should be determined aa slated 
CALVO.JA Project Directorate IV 9B/05/20 DEWEASE.J G Louisiana Powor & 
Light Co 3pp 45725 178-45725 180 


8006170194 Forwards special ropt ro power oscillation event at plant Recommends fur* 
ther acllon as described In repl.W/o oncl 

KAUFFMAN, J , LANIK.G, Reactor Operations Analysis Branch, 80/06/06 
ROSENTHAL.J E Reactor Operations Analysis Branch 2pp 45028 317-45028 310 

9806170060 Forwards AEOD/SG03, "AEOD Concorns re Power Oscillation Event at Lo 
Salle 2 (BWR-5)" Rept details AEOD concorns re facility power oscillation event of 
860309 Significant concerns & associated recommendations listed, 

JORDAN.E L Office for Analysis & Evaluation of Operational Dala, Director 88/06/ 
08 MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 870411) 
QECKJORD.E S Office of Nuclear Regulatory Research, Director (Post 660720), 6pp 
45325 196 45825 213 

-8806170076 Special Rept AEOD/SQ03, "AEOD Concerns re Power Oscillation Event 
at LaSallo 2 (BWR-5) " 

KAUFFMAN, J , LANlK.G Office for Analysis & Evaluation of Operational Data, Direc- 
tor 06/00/07 12pp 45025 202-45025 213 

0008140483 LER 88 006 06 on 08051 3, Technical Surveillance LTS-600-12 re looso 
parts monitor functional test not performed as required Cau9od by personnel 
error Surveillance Immediately performed.W/800610 Itr 

SPENCER, D, DIEDERICH.GJ Commonwealth Edison Co 88/00/10 4pp 
45802 332-45602 335 


8806060020 Forwards rovlsod Tech Spocs for tasting of log powor trip based on discu9 
slons w/NRC Changes being made to 6BQ128 submittal to add now surveillance 
requirement Safety analysis remains bounding 

BURSKI.R F Louisiana Powor & Light Co 08/05/20 Document Conlrol Branch (Doc- 
ument Conlrol Desk) 2pp 45725.328-45725 333 

-8806060136 Proposed Tech Specs changing original Tech Specs Table 4 3-1 to add 
new surveillance requirement 

* Louisiana Power 8, Light Co 80/05/20 4pp 45725*330 45725 333 

8906020192 Forwards Amend 37 to License NPF-38 & safeguards evaluation 
rept Amend modifies Paragraph. 2E of license to require compliance w/amended 
physical security plan 

WIGGINTON.DL Project Directorate IV 08/05/24 DEWEASE.J G. Louisiana Power 
& Light Go 4pp 45705,005 45705 013 

-8806020199 Amend 37 to License NPF-38, modifying Paragraph 2E of license to ro 

a ulre compliance w/amended physical security plan 
ALVO.J A Project Directorate IV. 88/05/24 2pp 45705 009*45705 010. 

-0806020204 Safeguards evaluation rept supporting Amend 37 to Llcenso NPF-3B 
* NRC - No Detailed Affiliation Glvon, 80/05/24 3pp 45705 011-45705 013 
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8006020338 Forwards Amend 36 to Ucensa NPF-38 & safety evaluation Amend 
changes Tech Spec by correcling number of fire detectors installed In Fire Zone RAB- 
2 

WlGGfNTON.D L Project Directorate IV. 68/05/24 DEWEASE.J G Louisiana Power 
& Light Co 3pp 45710 140 45710 149 

-8006020340 Amend 36 to License NPF 38, changing Tech Specs by correcting number 
of fire detectors installed in Fire 2on,o RA9 2 

CALVOJ A Project Directorate IV. 83/05/24 5pp 46710 143 45710 147 


8006130160 Advises of utif intent to use C-E realistic small break LOCA eva\n*<o 
modal for Cycle 4 reload NRC approval of topical ropt needed by Dae 1983 
BURSKI.R F Louisiana Power & Light Co 80/06/01 Document Control Rraruh (Doc 
ument Control Desk) 2pp 45802 153 45802 154 

8806210474 Application for amend to License NPF-36, revising Tech Spoc 4 0 4 1 re tv 
drccon analyzers surveillance requirements 

BURSKI.R, F Louisiana Power & Light Co Q8/0S/02 Document Control Branch i0«c 
ument Control Desk) 4pp 45914 179 45914 185 


-8806020342 Safety evaluation supporting Amend 36 to License NPF-38 

* Office of Nuclear Reactor Regulation, Director (Post 870111) 88/05/24 2pp 
45710 148 45710 149 

0806020294 Forwards Amend 38 lo License NPF38 & safety evaluation, Amend 
changes App A Tech Specs by revising Table 3 6-2 re conlammenl isolation valves & 
Table 3 6-1 re c-onta nmem leakage paths 

WIGGINTON.OL. Project Directorate IV 80/05/25 DEW EASE ,J G Louisiana Power 
& Light Co 3pp 45709 111 45709 126 

-8006020300 Amend 30 to License NPF-38, changing App A Tech Specs by revising 
Tech Specs Table 3 6 2 ro containment isolation valves & Tabfo 3 6-1 re containment 
leakage paths 

CALVOjA Project Directorate IV 88/05/25 9pp 45709 114-45709.122 

-8806020301 Safety evaluation supporting Amend 38 to License NPF-38 

* Office of Nuclear Reactor Regulation, Director (Posl 870411) 88/05/25 4pp 
45709123 45709 126 

0006030197 First partial response to FOIA request for documents App B forwarded A 
also being made available r \ PDR App A available at PDA Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Divfsion of Rules & Records (870413 390514) 68/05/26 

WEISSMAN.S California, State of 3pp 45704 166 45784 168 

-01 101 901 8B Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate scheduling impacts Concurrence requested on forth- 
coming biweekly repts Plants requiring ofc level attention listed 
VOLLMER.RH Division of Eng inoor mg (pie 851125) 81/1(1/02 DENTON, HR Office 
of Nuclear Reactor Regulation, Director (pro 851 125) 2pp 45784 171 45784 172 

-8112100061 Summarizes current scheduling outlook for next 10 cases & measures 
taken to mlnlmizo or eliminate schedule impacts 

VOLLMER.H H Division of Engineering (pre 851125) 01/09/14 DENTON, H FI Office 
of Nuclear Reactor Regulation, Director (pro 851125/ 2pp 45784 169 45784'170. 

-8202000434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevill Rept Dates represent collective NRC Judgement 
EfSENHUT.DG Division of Licensing (800428-851124) 82/01/16 BASSETT.H S 
Office of Management and Program Analysis 3pp 45784 206 45784 210 

- 8202250094 Forwards list of casework open issues for wk ending 820122, per 811120 
request Only Category 2 & 3 open rssues listed for plants having Bovitl decision dates 
more than 3 months away 

EISENHUT.DG Division Of Lkens'tig (800428-851124) 62/01/28, DENTON.H R 
Office of Nuclear Reactor Regulation, Director (pro 851 125) 15pp 45764 211- 
45784 225 

8006000300 Summary of 000519 meeting w/ Middle South Utils representatives re pro- 
posed establishment & licensing of Middle Soulh Ulils Nuclear Operating Co Agenda 
end 

WiGGINTON.DL Projecl Directorate IV 89/05/27, Project Directoralo IV 12PP 
45757 001-45757 012 K 


8006150277 Forwards safely evaluation conditionally accepting three flaw fnrticalfons 
detected In nozzle located at 0 degree that exceeded or approached acceptance stds 
of ASME Code, Section X) Requires augmented Inservico Insp per sub) cooe 
WIGGINTON.DL Project Directoralo IV. 00/05/27 DEWEASE.J G, Louisiana Power 
a Light Co 4pp 45815 102-45815 110 


—88061 5020 1 Safety evaluation supporting conditional approval of fracture mechanics 
analysis c( reactor vessel flaw Indications in hot leg noz2fo to shell weld tor ultl 
' Project Directoralo IV 60/05/27, 5pp 45015 10Q 45315 110 

88960/0102 Application for amend to License NPF 30 .consisting of Tech Spec Change 
Request NPF-38 Sl.revising number of fans which must be operable In Tech Spec 
3 6 2 2, "Containment Cooling Sys " Foe paid 

DEWEASE,J G, Louisiana Power & Light Co, 66/05/31, Document Control Branch 
(Document Control Oosk) 8pp 45770052-45770 052 


-8806070166 Proposed Tech Spec 3 6 2 2, * ‘Containment Cooling Sys ” 

' Louisiana Power & Light Co 88/05/31 3pp 45770 060 45770 082 

8006070323 Requests temporary waiver -of compliance w/Toch Spec 3 6 2 2 re contain- 
man! cooling tans which need to be operable In Modes 1-4 Tech Spec change re- 
quest revises Tech Spec 362 2 to allow only two fans to bo operable during Modes 

1*4 

BLfflSKI.F1 F Louisiana Powor & Light Co 88/05/31 Document Control Branch (Doc- 
ument Control Desk) 3pp. 45774.1 70 45774 172 


8806070387 Provides addl Info re Toch Spec Change Request NPF-36 B1 per NRC 
request Safety related equipmant located inside containment has boon qualified for 
combination LOCA/maln steam line break evonl 


BURSKI.R F. Louisiana Power & Light Co. 83/06/01 Document Control Branch (Doc- 
ument Control Desk) 2pp. 45774 234 45774 235 


8806080218 Forwards draft application for amend to License NPF 38. allowing Sys 
Energy Rosource9,!nc to become Join! licensee of facility Request for amend will be 
submitted by 880701 

DEWEASE.J G Louisiana Power & Light Co. 86/06/01 CRUTCHFIELD.D. Division of 
Reactor Projects - hf.lV.V & Special Projects (Post 870411) 2pp 45787.339 


—8006000220 Draft application for amend to License NPF-G&.allowing Sys Enemy 
Resources, Inc lo become (oinl licensee of facility 
* Louisiana Power & Lfght Co. 08/06/01 34pp 45787 341 45788,014 


-08O621O4B3 Proposed Tech Specs 48 4 1 ra hydrogen analyzers surveillance nxgj' f *“ 
manta 

* Louisiana Power & Light Co 80/06/02 3pp 45914 183 45914 105 

8005210493 Forwards Amend 39 to License NPF-38 & safety ovalimlJon favnd 
changes Tech Specs by reducing from two to one number of conlammonl cotfffij 
fans required to be operable in each iram of containment cooling sys 
WIGGINTON.DL Project Directorate IV 80/06/02 OEWEASE.J G Loulslam Pu»v# 
& Light Co 3pp 45871 189 45871 200 

- 8606210496 Amend 39 to License NPF-38, changing Tech Specs by reducing from ho 
to one, number of containment cooling fans required to bo operabla in oath ten 
containment cooling sys 

AUBENSTEIN.LS Project Directorate IV 08/06/02 5pp 45071 192 45871 196 

--680021O499 Safety evaluation supporting Amend 39 to License NPr-38 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 86/00/02 4„q 
45871.197-45871 200 

80O623C156 Grants temporary waiver of compliance w/Tech Spec 3 6 22 ru fans 
quired tor containment coofmg sys, In response to G80531 roquesl Temporary warn* n 
effect for 48 h starting 880531 

CALVO.J A Project Directorate IV 88/06/02 DEWEASE.J G Louisiana Power S. 
Light Co 4pp 45907 188 45907 189 

660G14C140 Responds to Generic Llr 8R 05, providing schedule requested for imp 1 ^ 
menllng program consisting of systematic measures to ensure that bone add con j- 
sion not lead to abnormal reakage.rapidjy propagating failure or gross flCPC rupture 
BURSKI.R F Louisiana Power & Light Co 88/06/03 Document Conlrol Branch (Doc- 
ument Control Desk) 2pp 45026 292-45826 203 

0806070007 Forwards draft version of proposed request for amend lo Llcoaso f»Pr 
38, per 330519 mealing w/NRC re proposal by Middle South Utils to Book appro, aJ For 
transfer of mgt of plant to Sys Energy Resourcesjnc 

DEWEASE.J G Louisiana Power & Light Co 88/06/07 CRUTCHFIELD.D Dv.sion of 
Reactor Projects - III.IV.V & Special Projects (Post 870411) 37pp 45753 fu? 
45753 238 

6D061 50375 Application for amend to License NPF-30,conslslirig of Toch Spec Chang* 
Request NPF-30 82 Amend would revise Table 3 3 1, "Reactor Proteclivo Jnstemrn 
tation," allowing plant operators to bypass reactor coolant flow-low tnpFoo paid 
DEWEASE.J G Louisiana Powor & Light Co 80/06/07 Document Control Branch 
(Document Control Desk) 4pp 45B34 096 45B34 104 

-6606 150381 Proposed Tech Specs, revising Table 3 3-1, "Reactor Cooltml PfoUfcl-.a 
Instrumentation/' to allow plant operators to bypass reactor coolanl flow low Erp 
below 10[-4)% of ratod thormal power 

■ Louisiana Power & Light Co 88/06/07 4pp 45834 fOO-45834 104 

8006210241 Advises that enforcement discretion to facility from provision of TM 
Specs 304 & 3622 for conlainmenl cooling sys granted on 080520 to allow fie/*/ 
onter to Made 2 for tow powor physical testing below 10 1% power 
CALLAN.LJ Region 4, Ofc of the Director 88/08/14 DEWEASE.J G Lou,sr3,\i 
Power & Light Co 2pp 45850 138-45B50 139 

8806300106 Advises that 880405 response to Generic Ltr 08 03, "Steam <3 rtdiv>g< c4 
Auxiliary Feedwater Pumps," satisfactory & no further action necessary Response 
confirmed that necessary procedures in place & will bo maintained 
WIGGINTON.D L Project Directorate IV 00/06/20 DEWEASE.J G Louisiana Powtf 
& Light Co 3pp 45975 192 45975 194 

8806280169 Forwards "MSIV Guide flail Faifure Final flop! " Evaluation concludes thil 
valve remained operable even w/guldo rails missing 

CARNS.N.S Louisiana Power & Light Co 80/06/23 Document Control Branch (Docu- 
ment Control Desk) Ip 45964,042 45964 229. 

-8608280171 “MSIV Guido Rail Failure Final Ropt ,J 
‘ Louisiana Power & Light Co 88/06/20 200pp 45964 043 45964 229 


Q. Inspection reports, IE Buflotlns & correspondence 

8005250274 Responds to violations noted in Insp Rept 50*382/88 05 CotrKtMS 
act ions post-accident sampling sys sampling valves will be replaced w/GcrTiOCO 
valves & sys will be retested 

BURSKI.R F, Louisiana Power & Light Co 08/05/16 Document Control Branch (Doc 
umont Control Desk) 4pp. 45606,21 1-45686 214 

8606030073 Advises of denial of certain requests re Revs 4 & 5 to 10 yr mservice imsp 
program Relief to moasure only differentia! pressure cannot bo granted for conta/i- 
men! spray, HPSI & LPSI sys Pump operability should bo determined as stated 
CALVO.J A Projecl Directorate IV QB/05/20 DEWEASE.J G Louisiana Power & 
Light Co. 3pp 45725178*45725,180, 

6805270145 Forwards Insp Rept 50 362/86 11 on 880410-22 & notice ol violation 
CALLAN.LJ Region 4, Ofc of the Director 08/05/23. DEWEASE.J G Louwiaw 
Power & Light Co, 3pp 45700 201-45700 213. 

-6805270147 Nolice of violation from fnsp on 000410-22 Violation noted no Gvxtonc* 
to Indicate that seven valid quality notices had been received by nuclear sves worn 
fng for 10CFR21 review 

* Region 4, Ofc of the Director 88/05/23 2pp 45700,204-45700 205 
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-BBO527O140 Insp Repl 50 302/88 11 on 0804 1 8-22 Violations noted Major areas 
inspected licensee action on previously identified map findmgs.inservico insp & 
10CFR21 

GILBERT, L D , STEWART.R C , BARNES, I Region 4, Ofc of the Oirector 83/05/16 
flpp 45700 206 45700 213 

8805240020 NRC Info Notice 86 033, "Recent Problems Involving Model Spec 2 T Ra- 
diographic Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 86/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 156*45683 277 

8806090003 Forwards Insp Rept 50 382/88-16 on 800512-20 Violations noted will bo 
discussed during enforcement conference on 880614 Util given opportunity to explain 
circumstances surrounding 880512 near loss of shutdown cooling evenls 
CALLAN.L J Region 4, Ofc ol the Director 88/05/27 DEWEASE.J G Houston Light- 
ing & Power Co 2pp 45801 312-45801 322 

-8806090004 Insp Rept 50 382/80 16 on 860512-20 Potential violalion & deviation 
noted Major areas Inspected events which occurred & actions taken by util prior 
to.durmg & subsequent to 880512 Incident ro possible loss of shutdown cooling 
SMJTH.WF, STAKER.TR , CHAMBERLAIN, D Region 4, Ofc of the Director 66/05/ 
27 9pp 4580V314 45B01 322 

8806160277 Forwards safety evaluation conditionally accepting three flaw Indications 
detected In nozzle located at 0 degree lhat exceeded or approached acceptance stds 
of ASME Code, Section XI Requiros augmented Inservico Insp per subj code 
WIGGINTON.DL Project Directorate IV 80/05/27 DEWEASE.J G Louisiana Power 
& Light Co 4pp 45815 102 45815 110 

8805240090 SuppJ 1 to NRC Info Notice 87-061, "Failure of Wostinghouse W-2-Type 
Circuit Breaker Cell Switches ” Svc list one I 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 038 456B3 157 

8006240215 NRC Info Notice 88 034, "Nuclear Mail Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188-45790,308 

0806090069 Forwards Insp Rept 50-382/08*12 on 800501-06 No violations or cfevi 
ations noted 

CALLAN.L J Region 4, Ofc of the Director 86/06/01 DEWEASE.JG Louisiana 
Power & Light Co 2pp 45802 058*45802 065 

-0806090071 Insp Repl 50 382/80 12 on 080501 06 No violations noted Major aroas 
inspected radialion protection activilios during Cycle 2 refueling outage 
CHANEY, H O , BAER.R E Region 4, Ofc of the Director 88/05/27 6pp 45002 060- 
45802 065 

8806070182 Forwards Quality Verification Function Insp Rept 50 382/06 200 on 
880201-12 Weaknesses noted Util staff Inadequate in prevonlfng recurrence or occur- 
ence of certain problems List of potential enforcement findings end 
CRUTCHFIELD, D Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411) 88/06/02 DEWEASE.J.G Louisiana Power & Light Co 4pp 45744 0D2- 
45744 105 

-8006070100 Insp Rapt 50 302/00-200 on 080201-12 Woaknossos noted Major areas 
Inspected quality verification organization ability to identify, ro solve & prevent recur- 
rence of safety significant deficiencies In functional areas of plant operations 
SCOTT, WE , VANDENBURGH.C Office of Nuclear Roactor Regulation, Director (Post 
870411) JORGENSEN, BL Roglon 3, Ole of the Director 00/05/16 19pp 
45744 086-45744 105 

660 Q090091 Ack receipt of 800516 Itr informing NRC of stops lakon to address con- 
cerns re complete operability of post accidont sampling sys In Insp Rept 50 382/8B- 
05 on 800415 

CALLAN.L J Region 4, Ofc of the Director 88/06/02 DEWEASE.JG Louisiana 
Power & Light Co 2pp 45770 162-45770 163 

660S270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/08/03 
Consolidated Edison Co of New York, Inc 120pp 457S0 068 45790 107 

8806130093 Forwards Insp Rept 60-302/88 08 on 800316 0430 & notice of violation 
CALLAN.L J Region 4, Ofc of tho Director 08/00/03 DEWEASE.JG. Loulslano 
Power & Light Co 3pp, 45010 234*45818 253 

-8806130097 Notice of violation from insp on 800316 0430 Violation noted license o 
(ailed lo establish adequate procedure to control operation of luol handling ventilation 
sysjn that procedure valvo lineup failed to identify 14 root valves 
*■ Region 4, Ofc of the Director 88/06/03 2pp 45818 237 46810 230 

-0806130101 Insp Rept 50 382/80 08 on 880316-0430 Violations noted Major areas 
inspected onsite followup of ovents.monthly maint obsorvatlon.monlhly surveillance 
obsorvatlon.rafuollng activity observatlon,ESF,sys walkdown & plant status 
SMITH, W.F, STAKER.T.R . CHAMBERLAIN, D, Roglon 4, Ofc of tho Director. 88/00/ 
02, 16pp 45818 239 45018 253 

8006020047 NRC Info Notice 00 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc Hsl end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 00/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

88-06090301 Suppl 2 lo NRC Bulletin 07 002, "Fastener Testing to Determine Conform- 
ance W/Appllcable Matl Specs M Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) BB/06/10 
Consolidated Edison Co or Now York, Inc 120pp 4591 6 200*45916 327 

8006080025 NRC fnfo Notice 88 037, "Flow Blockage of Cooling Water lo Safety Sys 
Components " Svc fist one I. 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946.125 

6006080211 NRC Bulletin 00 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 08/06/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-45935 318. 


8806090194 NRC Info Notice GB 03B, '‘Failure of Uritfervoltago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Evenls Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 1 llpp 45946 126 45946 236 

8806150013 NRC Bulletin B8-007, "Power Oscillations in BWFts" Svc l-stencl 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co or New York, Inc 1 14pp 45929 1 1 S 45929 228 

8806150166 Suppl 1 lo NRC Bulletin 88 005, "‘Nonconforming Mails Supplied by Piping 
Suppfiosjnc al Folsom,NJ & West Jersey Mfg Co at Wiltiamstown.NJ '* Svc fiat ericl 
ROSSI.C E Division of Operational Events Assessment (Post 870411), 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032 45985 151 

6806243150 Third partial response to FOIA request for documents App C, E,F & G doc 
uments oncl & available In PDR App D documents available in PDR Portions of 
records subj >o request withheld (rol FOIA Exemptions 4,5,6 & 7) 

GRIMSLEY.DH NRC No Dotailod Affiliation Glvon BB/06/15 SOLEY.K Public Citi 
2 on’s Critical Mass Energy Projocf 9pp 45927 007-45927 200 

-8806240164 Partially withheld memorandum re Investigation Q4 84 043 & Investigation 
status record ro alleged drug abuse activity by reactor operators at facility 
DRISKILL.DO Roglon 4, Ofc of the Director 84/11/06 HERR.R K Region 4, Ole of 
tho Director 5pp 45927 073-45027 077 

-8806240224 Partially withheld memo re 641210 bnofing of B Martin on narcotics fnvaa- 
ligation at facilities 

HAYES, BB Office of Investigations 84/12/20 Office of In vostlgo lions 4pp 
45927 079-45927 082 

-0006240234 Discusses results of monitoring of licensee drug investigation of reader 
operators reinitiated In Dec 1904 OF Cooksey during 650123 Interview in New 
Orleans, LA.stated that no further evidence of drudf uso Idenlifiod 
HERR,RK Office of Investigations 65/02/05 GILBERT, T Office of Investigations 
2pp 45927 003-45927 084 

-0006240260 Forwards ropl S. oxhiblls ro Investigation of allegation lhal Louisiana 
Powor & Light Co terminated corporate security dept investigation on reactor oporalor 
drug use w/o advising NRC of findings, for whatever action DOJ dooms appropna1o 
HAYES, B B Office al Investigations 85/02/26 TOENSING.V Justice, Dept of, Attor- 
ney Genoral, Office of 3pp 45927 092-45&27 094 

-8606240254 Documents Investigate efforts in response to allegation that Louisiana 
Power & Ugh! Co (LP&L) corporate socurlty dept Investigation ro drug uso by util reac- 
tor operators suspended pnor to conclusion by LP&L mgt 

HAYES.B Q Office of Investigations 05/02/27 MARTIN, R D Offico of Investigations 
2pp 45927 095-45927 096 

— 8B0624Q255 Informs of resulls of B50226 conforonco w/R Herr.O Drisklll & J Groon- 
spun ro licensor* referral to DOJ Prosecution declrned & deferred for administrative 
action J Groonspun will send Cain & Loddlck 1tr& re sub) of referral 
FORTUNA.R A Office of Invest igat ion s 05/02/27 HAYES.B B Office of Invosliga 
Uons Ip 45927 097 45927 097. 

—8806270025 Partially withhold Investigation Hopl 4 64 043 Contradictory statements by 
JM Caln.RS Loddick & RP Barkhurst nolod Major areas Investigated alleged conceal 
ment of drug abuse by reactor operators 

DRISKILLOD, HERh,R,K , HAYES.B B Office of In veal [gallons 85/02/26 24pp 
45027-090 45927 122 

-0006270040 Affidavit of WC Nelson ro llcanseo Investigation of drug use by facility ro 
actor operators Affirms suspension of subj Investigation until after 830712 because In- 
vestigation adding stress to preparation for NRC licensing exam 
NELSON, WC Louisiana Power a Light Co 04/11/20 2pp 45027 123 45927 124 

-880B270045 Affidavit of JM Cafn re facility policy about drug uso by enriployoos & II 
censes lnvo 3 tigntion Rept 5 001 83(966) on drug usage by roactor operators 
CAIN, J M Louisiana Powor A Lighl Co 04/11/20 3pp 45927 125 45927 127 

-8006270054 Affidavit of W Cavanaugh ro invostlgation of alleged drug uso by reactor 
operators at Ificilhy Slates that continuation ol Investigation delayed until after opera 
lor licensing exam 

CAVANAUGH, W Mississippi Powor & Light Co 04/12/05. 3pp 45927,120-45027 130 

-0806270073 Affidavit ol RD Martin re meeting botwoen Region JV & llcensoo at region 
ole on 641206 to discuss licensee corrective actions on Investigation of drug uso by 
facility reactor operators that liconsoo inlliated in May 1983 
MARTIN, R D Roglon 4, Ofc of the Director. 84/12/07 Ip, 45927 131 45027 131 

-8B06270082 Affidavit of PS Loddick ro liconsoo Investigation of alleged marijuana uso 
by facility reactor operators Ack knowledge of liconsoo Invesligativo Rept 5 001- 
83(966) In Nov 1904 W/ mlllalad handwritten changes 

LEDDICK.RS Louisiana Power & Light Co 64/12/06 6pp 45027432-45927 136 

-8806270090 Affidavit of RK Kerr ro 841120 meeting w/Caln,DD Drisklll, R 
Barkhursl, Admiral Williams & RS Loddick to discuss licensee 1983 Drug Investigation 
05 001-03(966) & 041206 mealing between licensoo & NRC In Arlmgton.TX, 

KERR.RK Office of Investigations 65/02/25 2pp 45027,137 45927 130 

8806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion oncl 

GRIMSLEY.DH Division of Rutes a Records (070413-880514) 88/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 46998 288 45998 350 

-BG06200009 Discusses licensing exams for SALP ponod of Dec 1984 Dec 1906 Per 
formanco rated poorer lhan previous SALP evaluation period Table shows perform 
anco breakdown of exams 

COOLEY.R Roglon 4, Ofc of the Director 66/01/10 CONSTASBLE.L Region 4, Ofc 
oftho Director Ip 45999 025-45990020 

-■8Q06280049 Discusses replacement exams administered during SALP reporting period 
from Jen 1986 - Jan 1QB7 Replacement exam performance fn all aspects No requalifi- 
cation program audits performed during evaluation period 

COOLEY.R A Region 4, Ofc of tho Director 07/02/23 CONSTABLE, L Region 4, Ofc 
of the Oiroctor Ip. 459DB 036-45999 030 
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0806220235 Ack receipt of 880429 llr informing NRC of steps taken to correct violations 
noted In Insp Rept 50 382/88 04 Implementation of corrective actions wifi bo exam- 
mod during future insp 

CALLAN.L J Region 4, Ofc of the Director 88/06/ t 6 DEWEASE.J G Louisiana 
Power & Light Co 2pp 45B70 030-45870031 

8800290132 Forwards fnsp Ropt 50-382/80-10 on 8 604 IB 22 & notice of 
violation Unresolved item Identified in Paragraph 2 a of rept 

CALLAN.LJ Region 4, Ofc of the Director 00/06/17 DEWEASE.J G Louisiana 
Power & Light Co 3pp 45954 226 45954 236 

-8806290137 Nolfco of violation from insp on 880416 22 Violation noted failure to pro- 
vide documentation of qualification re containment bldg cooling fan motors 

• Region 4, Ofc of the Diroclor 88/08/17 tp 45954 229 45954 229 

-0806296141 tnsp Rept 5O-382/0B 10 on 860410-22 Violations noted Major areas 
inspected I icons oo correcltvo action program effectiveness 

BOARDMAN.J R , GAG LIAR 00, J B Region 4, Ofc of the Director 68/06/01 7pp 
45954 230 45954 236 

0806290188 Forwards Insp Repl 50-382/88 17 on. 880531-0603 & notice of violation 
CALLAN.L J Region 4. Ofc of Iho Director 86/06/17 DEWEASE.J G Louisiana 
Power & Light Co 2pp 45654 254-45954 263 

-6808290193 Notice of violation from msp on 060531 0603 Violation noted ccnlrary to 
Tech Spec 6 8 2, procedure required by Tech Spec 681 changed w/o approval from 
plant manager nuclear Cooldowns were successively conducted at shorter Intervals 

* Region 4, Ofc of the Director 88/06/17 Ip 45954 256-45954 256 

-8006290201 Insp Rept 50 382/08-17 on 880531 0603 One violalion •& no deviations 
noted Major areas inspected startup testing 

MCKERNONJO, 0UNDY.H F , SEIDLE.WC Region 4, Ofc of the Director 08/06/ 
14 7pp 45954 257 45954 263 

8006280095 Forwards enforcement conference meeting summary root re Insp Rept 50 
382/88-16 findings, on 880512 20 Findings Included 880512 refueling water fevel n 
slrument Incident & Generic Ltr 87 12 

CALLAN,LJ Region 4, Ofc of the Director 88/06/21 DEWEASE.J G Louisiana 
Power & Light Co 2pp 45942 197 45942 198 

6806200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc iisl one I 

ROSSI.C B Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 287-45978 033 

8006200306 NRC Info Notice B8 043, "Solenoid Valve Problems'' Svc list end 
ROSSI.C E. Division of Operational Events Assessment (Post 870411) 86/06/23 
Consolidated Edison Co of New York, Inc 1 23pp. 45977 164-45977 206 


R Periodic operating reports & related correspondence 

0BD6 170067 Monthly operating repl for May 19B6 for Waterford Uml 3 W/880615 ltr 
KILLONA.IA, 6URSKLR F Louisiana Power & Light Co 08/05/31 7pp 45864 217- 
45664 223 


V. Operator Examinations 


8806270149 First partial response to FOIA request for documents Forwards Apps- 3 -I 
C documents Documents available in PDR App A documents also avalabo n 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) RclMsat/j per 
Uorv end 

GRIMSLEY.D H Division of Rules & Records {070413 0005 14) 08/08/15 BOLE r It 
Public Citizen's Critical Mass Energy Project 24pp 45998 208 45990 350 

-0806 2 60009 Discusses licensing exams for SALP period of Dec 1994 Doc 1055 Per- 
formance rated poorer than previous SALP evaluation period Table shoAS ped-i*- 
ance breakdown of exams 

COOLEY.R Region 4, Ofc of the Director 86/01/10 CONSTASHLE.L Hegor> 4, O’i 
of tho Director Ip 45999 026-45999 028 

-8006260049 Djscussos replacement exams administered during SALF’ roped ngf< vi 
from Jan 1986 Jan 1987 Replacement exam performance in all aspects No r«j i'V 
cation program audits performed during evaluation period 

COOLEY.R A Region 4, Ofc of the Director B7/02/23 CONSTABLE^ Region 4 O'; 
of the Director tp 45999-036 45999 036 


DOCKET 50-386 NYC HALL OF SCIENCE RESEARCH REACTOR 


Q, Inspection reports, IE Bulletins & correspondence 


0805250258 Responds to Generic Ltr 00 03 re resolution of Generic Snluly vi 
"Steam Binding of Auxiliary Feedwator Pumps ” Procedures established to j 
fluid conditions within auxiliary feedwater sys.per NRC Bullotin 80 001 
MUSOLF.D Northern States Power Co 88/05/13 Office of Nuclear Roirlor 
tfon, Director (Post G7041 1> 2pp 45697 228-45087 229 


DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F, Security, medical, emergency & fire protection plana 

0006020186 Rgv 6 to Emergency Plan Implementing Procedure EP IP 042, Attach rcri 
D, "Emergency Operation Facility Chomlslry Lab " 

WARY.P Pennsylvania Power & Light Co 08/04/00 2pp 45713 270 46713 277 

8806020196 Rev 6 to Emergency Plan Impiomonling Procedure DP PP 033, TahD f 3 
’’Flow Chart for Arriving at Protective Action Decision " 

* Pennsylvania Power 8 Light Co 88/04/21 Ip, 45712 324 45/12 325 

8805250300 Revised emergency plan implementing procedures, Including H(v 5 to l? 
IP 001, "Emergency Classification,” Rev 7 to EP IP-034, ’Reactor RMg Simp’o 
lion Emergency Sampling” & Rev 6 to EP-I P-047, "Pass Largo Liquid/ 11 W/fiMU 
llr 

KEISER.H W Pennsylvania Power & Light Co 00/05/ 10 47pp 45674 005 45674 1H 


S. Reportable occurrences, LERb & related correspondence 

8805250213 LER 88 007 00 on 88041 3, discovered lhal monthly Tech Spec sampling re 
qulirerjisnl missed Caused by cognitive personnel error due to not filing surveillance 
tickler cards Sample taken & found to bo in spec W/88051 2 Hr. 

ALLEN.R.E, CARNS,NS Louisiana Power & Light Co 88/05/12 6pp 45686 316 
45086 321 

6805260345 PNO IV 86 044 on B805tfl,two employees received radiological evorexpo 
sure due to hot particle & sliver or motal on rospirator.rospeclively Licensee upgraded 
one area to hot particle control area & tightened hoi partlclo controls 
CHAMBERLAIN, D Region 4, Ofc of the Director 80/05/19 2pp 45702 115 
4S702-116 

8686060020 LER 80OO9OOon 880423,contalnmemt purge isolation radiation monitors 
inoperable due to Inadequate procedures Applicable procedures being revised Plant 
stack monitors operable & capable of terminating purge. W/ 000523 Hr 
LABONTE.W T , CARNS.N S Louisiana Power & Light Co 68/05/23 6pp 45725 347- 
45726 352 

8806090106 PNO-IV-88 048 on 680516, EBASCO employee working in refueling area re- 
ceived approx 22 rem doso to skin of whole body Caused by lodging of hat particafe 
(fuel flea) on employee thigh altar passing through protective clothing 
CHANEY, HD Region A, Ofc of Ihe Director, 80/05/31 2pp. 45014 196 45614.197 

0800210156 LER B8 003-01 on 880219 20 & C315.con1rol room outside air intake radi- 
ation monitor spuriously actuated ESF portion of ventilation ays Caused by equipment 
malfunction Shield replaced & design change under consideration W/080016 ltr, 
VJNCI.DW, CARNS.N S, Arkansas Power & Light Co 80/08/16. 8pp 45049 260 
45849 287 

8806280361 Special Rept SR 80-005 00 on 600511, unit weB In refueling mode when op- 
erations personnel declared seismic monitor SM-IYR 6021 Inoperable Plastic Lexan 
mounting board appeared to be deformed due to heat Monitor will be relocated 
CARNS.N S Louisiana Power & Light Co 00/06/20. Document Control Branch (Oocu 
ment Control Desk), 5pp 45948 221 45948 225 


8005260230 Forwards SALP Repts 50-307/86 00 & 50 3B0/B6 99 lor Aug MM -V> 
I960 Licensee should bo prepared to discuss NRC assessment & plant to 
performance during SALP evaluation meotrng 

RUSSELL,W T Region 1, Ofc of the Director 08/05/IB KEISER.H W PuiiV.l'iJ 
Power & Light Co 3pp 45701 233 45701 302 


-8805260234 SALP Repts 50 387/86 99 & 50-380/06 99 for Auf] 1906 - Jnn 1939U- 
censes porformanco In functional areas assessed exhibit high dogreo of profos'^ii 
ism & commitment to achieve higher stds 

4 Region 1, Ofc of the Director 08/05/18 67pp 45701 236 45701 302 


3606100107 Forwards Safety Insp Repts 50 3B7/86 09 & 50 300/ OQ 09 on 850-1 -3 
0507 No violations noted Insp reviewed soveral event 9, including one which resir teJn 
physical damage to reactor vessel feedwater sparger nozzles 
WIGGINS, JT Region 1, Ofc of Ihe Director 88/06/01 KEISER.H W PeimsyUn* 
Power & Light Co 2p p. 45799 036*45799 052 


-8805100111 Insp Repts 50 387/88 09 & 50 308/08 09 on 000403 0507 Ho Wt'aWfJ 
noted Major areas Inspected plant operations, physical security 5 F 
events Improper posting of controlled zone area noted 

BLGUGH.AfT Region 1, Ofc of the Director 08/05/31 15pp 4570D 03B 41 MOV 


0806170018 Revised emergency plan Implementing procedure 8 , Including P 

IP-035, "Emergency Vent Monitor Sampling,” Rev 6 to EP IP 013, "Nonrsilo A Oils. * 
Emergency Monitoring Teams” & Rev 6 to EP-IP-012, “Onsito Emergency v '' 

KEISER.H W, Pennsylvania Power & Light Co 80/06/01 37pp 45826 069 45626 1H 


8606140541 Responds to NRC 880425 ltr ra violations noted m insp Repls 50 307/e- 
07 &. 50 388/B0 06 Corrective actions portions of emergency plan orgammlion rreti 
lizod on non emergency basis to recover from BB0523 event ^ „ 

KEISER.H W Pennsylvania Power & Light Co 8B/O0/1O WIGGINS.JT Rcgon 1,C - 
of the Director 7pp 45833 326 45833 332 


P. Operating license stage documents & correspondence 


7. Hearing transcript® on norvantftrust matters 


8000240150 Third partial response lo FOIA request for documents App C, E,F & G doc- 
ument® end & available fn PDR App D documonts available in PDR Portions of 
records subj to request withhold (ref FOIA Exemptions 4,5,6 & 7} 

GRIMSLEY.DH. NRC - No Detailed Affiliation Given 88/06/15 BOLEY.K Public Citl 
zen’s Critical Mass Energy Project 9pp 45927 007 45927 200, 

-0800 270098 Transcript of 841204 Investigative interview of RP Barkhursl by D 
Drfskiil Pp l-6t 

' Region 4, Ofc of the Diroclor- 84/ 12/04 B2pp 45927*1 39-45927 , 200 


6006160391 Responds to NRC 880307 Mr & request at 080504 mcollnfl 5 
proof am to reconfirm design adequacy of associated circuits m GE BWRs Upon co 
pletion of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 
ARTIGAS.R General Efeclnc Co 08/05/04 THADANI.AC Assistant Director for 5/ v 
term 3pp 45623*164 46823 166 


8005250319 Requesls preliminary application forms & bond & Insurance forms as i 
cussed In recipient 860411 ltr, per util review of two Class I permitted fill ureas ia 
termfne status under new waste regulations 1V . _ , 

SAXTON, CH Pennsylvania Power & Light Co 80/05/13 LAMEREAUX.DJ PWirwj v 
van fa, Common wealth of Ip, 45606*281-45686 281 
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£<606030197 First partial response to FOIA request /or documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (8704 13 800514) 08/05/26 

WEISSMAN.S California, State of 3pp 45704 166 45784 160 

-B11CM9018B Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate scheduling Impacts Concurrence requested on forth- 
coming biweekly ropts Plants requiring ofc level attention listed 
VOLLMER.R H Division of Engineering (pro 051 1 25) 81/10/02 DENTON.HR Office 
of Nuclear Reactor Regulation, Director fpre-851 125) 2pp 45704 171 45784 172 

-8112100572 Sid order for DOE work ''Review of Pumps & Valve Inservice Testing 
Program for OL Plants," issued to INEL Statement of work encf 
VOLLMERRH Division of Engineering (pro 051 125) 01/11/09 7pp 45784 232- 
45704 238 

-8112160001 Summarizes curronl scheduling outlook lor next 10 cases & measures 
taken to minimize or eliminate schedule impacts 

VOLLMER.RH Division of Engineering (pro-851 1 25) 91/09/14 DENTON.HR Offdco 
of Nuclear Reactor Regulation, Director (pro 851125) 2pp 45784 160 45784 170 

“0202060434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Sovill Repl Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (000428 051124) 02/01/10 BASSETT, H S 
Office of Management and Program Analysis 3pp 45704 208 45784 210 

-0202250094 Forwards list of casework opon Issues (or wk ending 020122, per 011120 
request Only Category 2 & 3 open issijos listed for plants having Qevill decision dales 
more than 3 months away 

EISENHUT.OG Division of Licensing (000428 051 124) 82/01/28 DENTON, HR, 
Office of Nuclear Reactor Regulation, Oirector (pro 051125) 16pp 45784 211- 
45784 225 

£806090214 Forwards application for amend to Llconso NPr 14 .consist! no of Proposed 
Amend 112,revising Tech Spec Table 4 4 61 3 1, Reactor Vessel Mail Surveillance 
Program Withdrawal Scheduler," for compliance w/10CFR50,App H Foe paid 
KEISER.HW Pennsylvania Power & Light Co 88/06/03 BUTLER.WR Project Dlroc 
toraie 1*2 3pp, 45814 191-45814 195 

-8BO610OO53 Application for amend to License NPF-M.conslslmg of Proposod Amend 
112,revislng Tech Spec Table 4 4 6 1 3 1, "Reactor Voasol Mall Surveillance Program 
Withdrawal Schedule " for compliance w/1CCFR50,App H 

KEISEH.H W Pennsylvania Powor & Light Co 80/06/03 Ip 45814 194-45014 194 

-8806090219 Proposed Tech Spec Table 4 4 6 1 3-1, "Reactor Vossol Mall Survorllanco 
Pr ogr a m-Wdhdrawa I Schedule," revised for compliance w/10CFR50,App 0 & ASTM 
Sid 1 65 02 Mali surveillance load factor rallo also revised 

* Pennsylvania Powor & Light Co 08/06/03 Ip 45014 105 45014 195 

8800130295 Provides finding of no adverse effect In response to 870320 submittal ro 
archeological sites on plant property Util should submit roquesl for amends to onvfron 
protection plans In Licenses NPF-14 & NPF-22 

BUTLER, WR Project Directorate 1-2 80/06/07 KEISER.HW Pennsylvania Powor & 
Light Co 4pp 45796 171-45706 175 

8 fl 061 40465 Forwards revised application for amends to Licenses NPF-14 & NPF-22 ro 
changes to offsite organization based on recommendations In Generic Ltr 88 06 
KEISER.HW Pennsylvania Power & Light Co 08/06/ H) BOILER, W R Project Direc- 
torate 1-2 3pp 45047 007-45047 025 

“8006140456 Application for amends to I icenses NPF-14 & NPF 22, revising offsilo or- 
ganization 

REISER, H.W Pennsylvania Power A Light Co 80/06/10 2pp 45847 010 45847 011 

“8006140450 Proposed Tech Specs.rovfslng offsito organization 

* Pennsylvania Power & Light Co 08/06/10 14pp 450*1 7*012 4S047 O25 


O, Inspection reports, fE Bulletins & correspondence 

8805250216 Ack recofpl of 680108 ltr Informing NRC of stops taken to corrocl violations 
noted In Insp Ropts 50 307/87-19 & 50 388/07-10 Cor reclivo actions re unqualified 
radiological operations supervisor considered Inadoquato 

BELLAMY, RR Region 1, Ofc of the Director 08/05/16 KEISER.HW Pennsylvania 
Power & Light Co 2pp 45734 103-45734 108 

8805260230 Forwards SALP Repta 50-387/86 09 & 50-380/86-99 for Aug 1 90B - Jan 
19GB Licensee should be prepared to discuss NRC aasossmont & plans to Improve 
performance during SALP evaluation mooting 

RUSSELL, WT. Region 1. Ofc of the Director. 88/05/10 KEISER.HW Pennsylvania 
Power & Light Co 3pp 45701 233 45701 302 

-8005260234 SALP Repts 50-387/86-09 & 50-388/06 99 for Aug 1986 - Jan 1980 Li 
cons oo performance In functional areas assossod exhibit high degroo of professional 
Ism & commitment to achieve higher gtds 

* Region 1, Ofc of the Director 80/05/18. 67pp 45701*286 45701 302 

09O524OO28 NRC Info Notice 08-033, "Recant Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device ’’ Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 08/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45003 158 45603*277 

000524009 0 Suppl 1 to NRC Info Nollco 8/-061, "Failure of Weatinghouse W-2-Type 
Circuit Breaker Cell Switches " Svc list end. 

ROSSI, Cfc Division of Operational Events Assessment (Post 070411) 86/05/31 
Consolidated Edison Co or Now York, Inc 120pp 46683 038-45683 157 

6805240215 NRC Info Notice 88 034, "Nuclear Mat! Control & Accountability of Nonfuel 
SNM at Powor Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/05/31. 
Consolidated Edison Co Of Now York, (nc 122pp 46790 106 45700 308 

0606080176 Responds to Suppl 1 to Bulletin 85 003, "Motor Operated Valve Common 
Mode Failures During Plant Transients Due to improper Switch Settings " No revs to 
design review for original bulletin requirod as result of suppJ 

KEISER.HW Pennsylvania Power & Light Co 80/05/31 RUSSELL, W.T Region 1, 
Ofc of the Director 10pp 45784,095-45704 104 


8606100107 Forwards Safety Insp Repts 50-387/BS 09 & 50-306/08-09 on 880403 
0507, No violations noted Insp reviewed several events, including one which resulted In 
physical damage to reactor vessel feedwater sparger nozzles 

WIGGINS, JT Region 1, Ofc of the Director 88/06/01 KEISER.HW Pennsylvania 
Power & Light Co 2pp 45799 036 45799 052 

“8806100111 Insp Ropts 50 307/80 09 & 50 388/08-09 on B80403-0507 No violations 
noted Major areas inspeclocJ plan! operations, physical security & plant 
events Improper posling of controlled zone area noted 

BLOUGH.A R Region 1, Ofc of the Director 08/05/31, 15pp 45799 030-45799 052 

8806140383 Advises that enforcement conference scheduled for 000623 to discuss vio 
lations re equipment qualification noted during 8609 15 19 & 1117-31 
JOHNSTON.WV Region 1 , Ofc of the Director 80/06/01 KEISER.HW Pennsylva- 
nia Power & Light Co 2pp 45030 350 45030 359 

8605270306 NRC Info Notice 88 035, "Inadequate Licensee Porformed Vendor Audits u 
Svc list oncl, 

ROSSLCE Division of Operational Events Assessment (Post 070411), 88/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790,068-45790 187 

0806029047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list and 

ROSSI, CE Division of Operational Evonts Assessment (Post 070411) 00/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965,271 

8006090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Toabng to Determine Conform 
anco W/ Applicable Mat I Specs 11 Svc list Orel 

ROSSI, C t Division of Operational Evenls Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208-45916 327 

8806140541 Responds to NRC 800425 ltr re violations noted In Insp Repls 50-387/88- 
07 & 50 380/88 06 Corrective actions portions of emergency plan organization mobl 
llzed on nonem urgency basis to recover from 000523 event 

KEISER.HW Pennsylvania Power & light Co 00/08/10 WIGGINS, JT Region 1,01c 
of the Oiroclor 7pp 45833 326 45033 332 

8B06G0QO25 NRC Info Nolico GQ037, "Flow Blockage of Cooling Water to Safety Sya 
Components ” Svc list encf 

ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 88/06/14, 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45046.125 

8006080211 NRC Bulletin QO-OQ0, "Actions To Bo Taken for Trans porta lion- of Model 
Spec 2-T Radiographic Exposure Dovice" Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Post 0704 1 3). 80/06/14 
Consolidated Edison Co of New York, Inc 1G8pp 45935 211-45935 310 

8806090194 NRC Info Notice Q0-O36, "Falluro of Undervoltago Trip Attachment on GE 
Circuit Breakers " Svc list encf 

ROSSI.CE Division of Operational Evonls Assessment (Post 970411) 08/06/16. 
Consolidated Edison Co of New York, Inc 11 1pp. 45D46 1 20-45946 236 

0806150013 NRC Bulletin 88 007, "Power Oscillations in DWRs" Svc flsl oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 80/06/15 
Consol id tiled Edison Co of New York, Inc 114pp 45929115-46920 220 

08061 50 1 06 Suppl 1 to NRC Bulletin. G0 005, "Nonconforming Malls Supplied by Piplna 
Suppllesjnc at rolsom.MJ & West Jersey Mfg Co at Wlllfamstown.NJ," Svc list oncl 
ROSSI.CE Division of Operational Evonfa Assessment (Post 070411) 88/06/15 
Consolidated Edison Co or New York, Inc 120pp 46965 032-45965151 

8BO0210O34 Torwfirds final response to NRC Bulletin 07-OO2,UliI Inlllat-od furlhor testing 
of bolts from original purchase ordor tost lot via nonconformance rept procoss 
KEISER.HW Pennsylvania Power & Light Co 00/06/15. RUSSELL, WT Raglon 1, 
Ofc ol tho Director 3pp 45002 071-45002,073 

800021OD44 Provides revised response to NRC 871130 ltr ro violations- noted In Insp 
Ropts 50 387/07-19 & 50-388/07-19 Corrective actions Incumbenl will be romavod 
from emergency plan position of radiation protection coordinator 
KEISER.HW Pennsylvania Powor & Light Co 0G/O6/15 BELLAMY, R.R Region 1, 
Ofc of Ihe Director 2pp 45904 358-45904 360 

0806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDR App A documents also available In 
PDR Apps D through G documents withhold (ref FOIA Exemption 6) Releasable por 
hon oncl 

GRIMSLEY.DH Division of Rules & Records (670413-060514) 08/00/15 BOLEY.K 
Public Citizen’s Critical Mass Enorgy Project 24 pp 4 59B0 200-45908 350, 

— 8806260291 Forwards SALP Input for plant for period from Aug 1906 Jan 1908 
CAPHTON.DL Region 1, Ofc of tho Director 80/02/29 BLOUGH.R Region 1, Olcof 
the Director 7pp. 45999 131-45999 137 

8D06200051 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSSLCE Division of Oporalional Evonts Assessment (Post 070411) C6/06/23 
, Consolidated Edison Co of Now York, Inc 108pp 45977*207-45970 033. 

880 62003 06 NRC Info Notice 80-043, "Solenoid Valve Problems.” Svc list oncl 
ROSSI.CE, Division of Oporalional Evonts Assessment (Post 070411). 08/06/23 
Consolidated Edison Co of Now York, Inc, 123pp 45977 164-46977 209 


R Periodic operating reports 0 related correspondence 


8000220113 Monthly operating ropts for May 1988 for Susquehanna Steam Electric Sta- 
tion Units 1 & 2 VV/ 0006 13 llr 

HIRTJA, KEISER.HW, Pennsylvania Power & Light Co 80/05/31 
MCDONALD,// G Office of Administration & Resources Management, Director (Post 
870413) 9pp 45926 029 45926 037 
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S Reportable occurrences, LERs A. related correspondence 

0806030134 LER 08 000-00 on 8BQ426, disco vorecf design deficiencies during App H 
raanalysis Proper compensatory actions have been laken in accordance w/planl Tech 
Specs W/ 890526 Ur „ 

DAVIS.SE, BYRAM.RG Pennsylvania Po*ver& Light Co 33/05/26 3pp 45717 tB5- 
45717 167 

8800200293 LER 88-009-00 on 80O52O V HPCI out-of-svc annunciator alarmed & HPCI in 
verier status light ilCuminated in control room Caused by high voltage trip setpoint of 
inverter drifting low Voltage adjusted & equalized W/ 830620 llr 
HfRT.J A , BYRAM.RG Pennsylvania Power & Light Co 68/06/20 4pp 45942 294 
45942 297. 


V. Operator Examinations 

3805260 230 Forwards SALP Repls 50 387/88 99 & 50*380/86 99 for Aug 1906 * Jan 
1996 Licensee should bo prepared to discuss NRC assessment & plans to improve 
performance during SALP evatealton meeting 

RUSSELL.WT Region 1, Ofc of the Director 88/05/18 KEISER,H W Pennsylvania 
Power 8. Light Co 3pp 45701 233 45701 302 

--B805260234 SALP Repls 50 387/36 99 4 50 3BB/B6-D9 for Aug 1906 Jan 1983 Li- 
censee performance m functional areas assessed exhibit high degree of professional- 
ism 4 commitm enl to achieve higher stds 

• Region 1, Ofc of the Director 89/05/18 67pp 45701 236 45701 302 


DOCKET 50*380 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

3000020188 Rev 6 to Emergency Plan Implementing Procedure EP IP 042, Attachment 
D, "Emergency Operation Facility Chemistry Lab” 

WARY.P Pennsylvania Power & Light Co 00/04/08 2pp 45713 270 45713 272 

8000020198 Rev 6 to Emergency Plan Implementing Procedure EP IP-033, Table F3, 
“Flow Chart for Arriving si Protective Action Decision" 

' Pennsylvania Power & Light Co 06/04/21 Ip 45712324 45712325 

8005250380 Revised emergency plan implementing procedures, Including Rev 5 to EP- 
IP-001, "Emergency Classification," Rev 7 to EP IP-034, "Reactor Bldg Sample Sta- 
tion Emergency Sampling" & Rev 6 to EP-IP047, "Pass Largo Liquid/ " W/B80510 
Hr 

KEISER.H W Pennsylvania Power & Light Co 00/05/10 47pp 45674 005 45674 131 

0805260230 Forward's SALP Repls 50-387/96 99 & 50 380/86 99 (or Aug 1986 - Jan 
1980 licensee should be prepared to discuss NRC assessment & plans lo improve 
perform a nee during SALP evaluation meeting 

RUSSELL.WT Region 1, Ofc ol the Director 89/05/10 KEISER.H W Pennsylvania 
Power & Light Co 3pp 45701 233 45701 302 

-0005200234 SALP Repts 50 307/66 99 & 50 3D 0/66 -99 for Aug 1086 Jan 1906 Li- 
censee performance in functional areas assessed exhibit hegh degree of professional- 
ism & commitment to achieve higher stds 

• Region 1 t Ofc of tho Director 80/05/18 67pp 457-01 236 45701 302 

8606100107 Forwards Safety Insp Repls 50 387/00 09 & 50 380/BB 09 on 8B0403- 
0507 No violations noted Insp reviewed several oventsjncludmg one which resulted in 
physical damage lo reactor vessel feedwater sparger nozzles 
WIGGINS, JT Region 1, Ofc of tho Director 88/06/01 KEISER.H W Pennsylvania 
Power & Light Co 2pp 45799 036-45799 052 

*-8800100111 Insp Repts 50-387/88 09 & 50 308/00 09 Oh 680403 0507 No violations 
noted Major areas inspected plant operations. physical security & plant 
events Improper posting of controlled zone area noted 

BLOUGH.A R Region 1, Ofc Of Ihe Direclor 88/05/31 15pp 45799 030 45709 052 

8805170010 Revised emergency plan implementing procedures .including Rev 6 Id EP- 
IP-036, "Emergency Vent Monitor Sampling," Rev 6 to EP IP 013, "Noarsite & Offsite 
Emergency Monitoring Teams” & Rev 6 lo EP-IP-012, "Onsite Emergency ” W / 
680601 Itr 

KEISER.H W Pennsylvania Power & Light Co BB/06/01 37pp 45626 069 45626 105 

B0OS14O541 Responds to NRC 000425 Hr io violations noted in Insp Repls 50 387/80 
07 & 5Q-38&/8B 06 Corrective actions portions of emergency plan organization mobl 
lized on nonemergency basis lo recover from 880523 event 

KEISER.H W Pennsylvania Power & Light Co 80/00/10 WIGGINS, J T Region 1, Ofc 
of the Director 7pp. 45833326 45B33 332 


P. Operating license stage documents & correspondence 

8606160391 Responds to NRC 680307 Hr & request at 000504 meeting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWRsUpon com- 
pletion of Phases 1 & 2 of evaluation of SWRs.GE will submit summary by 001104 
ARTIGAS.R General Electric Go 80/05/04 THAOANI.AC Assistant Director for Sys 
terns 3-pp 45B23 164-45823 166 

0805250319 Requests preliminary application forms & bond & Insuranco forms as dis- 
cussed In recipient 830411 llr.por mil review of two Class I permilted fill areas to de- 
termine status under new waste regulations 

SAXTON.C H Pennsylvania Power f, Light Co, 88/05/13 LAMEREAUX.D J. Pennsyl- 
vania, Commonwealth of Ip 456B6.281-45686 281 

6006030184 Forwards Amend 49 to License NPF-22 S notice of issuance of amend to 
license Amend changes Tech Spec Tablo 363 1, "Primary Containment Isolation 
Valves ” 

BUTLER ,W R. Prefect Directorate I 2 88/05/24 KEISER.H, W Pennsylvania Power & 
Light Co 5pp 45725.060-45725085 

*-0806030193 Amend 49 to License NPF-22, changing Tech Spec Tablo 36 3 1, "Pri- 
mary Con tainmenl Isolation Valves 11 

BUTLER ,W R Project Directorate 1*2 00/05/24 1 1pp 457250/3 45725 003 


■“8006020313 Notice of issuance ol Amend 49 to License NPF-22 Amend mod fed 
Tech Spec Table 3 6 3-1, "Primary Containment Isolation Valves ” 

BUTLER, WR Project Directorate I 2 00/05/24 2pp 45725 004 45725065 

0806030197 First partial responso to FOIA roquoat for documents App □ forwarded S 
afso being made available at PDR App A available at PDR Records also being rnsda- 
available at LPCR for plant 

GRIMSLEY.DH Division of Rules & Records (070413 BC05H) GB/05/M 
WEISSMAN.S California, State of 3pp 45704 166 45704 168 

*0112109572 Std order for DOE work "Review of Pumps & Volvo Insorvico TosVig 
Program for OL Pfanls," issued to INEL Statement of work end 
VOLLMER.RH Division of Enginoormg (pre 851125) 01/11/09 7pp 457642J? 
45764 236 

—0202080434 Forwards listing of NRC estimated completion dates for OL appitcani 
listed m Bevill Rept Dates represent collective NRC judgement 
EISENHUT,DG Division of Licensing (000420-851124) 82/OVIfl BASSE TT H $ 
Office of Management and Program Analysis 3pp 45704 200 457G4 210 

B806130295 Provides finding of no adverso offset in response lo 870320 submntal re 
archeological sites on plant property Util should submit request for amends la on.ifon 
protection plans in Licenses NPF-14 & NPF 22 

BUTLER.W R Project Directorate I 2 00/06/07 KEISER.H W Pennsylvania Power & 
UghtCo 4pp 45796 171-45706 175 

0806140455 Forwards revised application for amends lo Licenses NPF-14 8 NPI 22 ra 
changes to offsite organization based on rocommondations in Generic Hr OB 06 
KEISER.H W Ponnbylvama Power & Light Co 88/06/10 BUTLER.W R Project Direc- 
torate 1-2 3pp 45047 007 45047 025 

-0806140456 Application for amends to Licenses NPF 14 & NPI" -22, revising olfsilo c< 
ganlzation 

KEISER.H W Pennsylvania Power & Light Co 80/06/10 2pp 45047 0104584701! 

-8006140458 Proposed Tech Spocs.revising oftsite organization 
r Pennsylvania Power & Light Co 68/06/10 14pp 45047 012 45847026 

8806130279 Forwards amend packago.including safety evaluation supporting Amond 43 
to License NPF-22 

* Project Directorate 1-2 80/06/13 NRC - No Dotalled Affiliation Gwen Ip 
45795 001 45795 020 

-0806130280 Safely evaluation supporting Amond 49 to License NPF 22 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 00/05/21 3pp 
45795 016 45795 020 

8806210329 Forwards addl info re feedwater sparger incident, por request Two ropes t*o 
safety evaluations & foodwater sparger damage safoty assessment oncl Conclude 
that operation \v/ damaged sparger rot unroviowod safely question 
KEISER.H W Pennsylvania Power & Light Co 08/06/16 BUTLER.W n Projocl E>r«c- 
torote I 2 21pp 45851 175 45051 206 

-0800210348 "Feodwator Sparger Damage Safety Assessment for NCR 06 0021 " 
GUTS HALL, J P Pennsylvania Power & Light Co 06/06/07 1 1 pp 45051156- 

45051 206 


Q Inspecllon reports, IE Bulletins & correspondence 

8005250218 Ack receipt ot GBQioa Hr informing NRC of steps taken lo correct «ol a 1 ^'i 
noted in Insp Ropts 50 307/87 19 & 50 388/87 l9Correctivo actions ro unqua 1 red- 
radio logical operations supervisor considered inadoquate 

BELLAMY, RR Region 1. Ofc of the Director 80/05/16 KEISEF1.H W ParvwytateJ 
Power & tight Co 2pp 45734 193 45734 19B 

0005260230 Forwards SALP Repts 50-387/86 99 & 50-380/06-9D for Aug 1988 * Jin 
1988 Licensee should bo prepared to discuss NRC assessment & plana lo- fmpwM 
performance during SALP evaluation mooting 

RUSSELL.WT Region 1. Ofc of tho Director 00/05/10 KEISEn.H.W Pennsyha/.a 
Power & Light Co 3pp 45701 233 45701 302 

-0005260234 SALP Ropts 50 387/06-90 & 50 308/86 09 for Aug 1 00G Jan 1968 li- 
censee performance In functional areas assessed exhibit high degree of pio!o*5K>nal 
ism & commitment to achieve higher stds 

* Region 1, Ole of the Director 80/05/18 67pp 45701 236-45701 302 

8005240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 T 
diographlc Exposure Device ” Svc list oncl 

BUFINETT.R F Division ol Safeguards & Transportation (Post 870413} 66/05/27 
Consolidated Edison Co of New York, Inc 120pp 45003 150-45CD3.277 

6805240090 Suppl 1 to NRC Info Notlco 87-001, "Failure of Wes ting house W 2 Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 60/05/31 
Consolidated Edison Co of New York, Inc 120pp, 45603 038-45603 157 

6605240215 NRC Info Notlco 88 034, "Nuclear Matt Control & Accountability o I NonUJ 
SNM at Power Reactors " Svc list end 

ROSSI.C E Division ot Operational Events Assessment (Post 67041 1) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45790 300 

8606080175 Responds to Suppl 1 lo Bulletin 05 003, "Motor-Operated Valve Cornmcn 
Mode Failures During Plant Transients Due to Improper Switch Settings No revs u 
design review for original bulletin required as result of suppl _ „ 

KEISER.H W Pennsylvania Power & Light Co 08/05/31 RUSSELL.WT ROflW 1. 
Ofc of the Director lOpp 45704 095 45784 104 

8BO01OO1O7 Forwards Safety Insp Repts 50 387/88 09 & 50 300/08 09 on 680403 
0507.No violations noted Insp reviewed several events.includlng one which fosuNOdin 
physical damage to reactor vessel feedwater sparger nozzlos 
WIGGINS, JT Region 1. Ofc of the Director. B8/06/01 KEISER.H W PennsyNiM 
Power & Light Co 2p p 45799 036 45799 052 



DOCKETED ITEMS 169 


-eemooi 11 Insp Repts 50 387/68 09 & 50 308/88 09 on 8B0403 0507 No violations 
notad Major aroas inspected plant operations, physical security A plant 
events Improper posting of controlled zone area no tod 

BLOUGH.A R Region 1, Ofc of tho Director 88/05/31 15pp 45799 038 45799 052 

0BDB 140383 Advises that enforcement conference scheduled for 880623 to discuss vio- 
lations re equipment qualification nolod during 880915-19 & 1 1 17 31 
JOHNSTON, WV Region 1, Ofc of the Director GQ/06/01 KEISER.HW Pennsylva- 
nia Power & Light Co 2pp 45030 358 45030 359 

8805270306 NRC Info Notice 88 035, “Inadequate Licensee Performed Vendor Audits ” 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1) 88/06/03 
Consolidated Edison Co of New York, Inc I20pp 45790 060 45790 187 

8806020047 NRC Info Notice 08 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Oivision of Operational Evonts Assessment (Post 870411) BB/Q6/0B 
Consolidated Edison Co of New York, Inc I20pp 45965 152 45965 271 

8806090301 Suppl 2 to NRC Bulletin 87 002, “Fastener Tesling to (Determine Conform- 
ance W/Applicable Matl Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of New York, Jnc I20pp 45916 208 45916 327 

0800140541 Responds to NRC 080425 Itr re violations noted In Insp Repts 50 387/88- 
07 & 50-388/BB 06 Corrective actions portions of emergency plan organization mobi- 
lized on nonemergency basis to recover from 880523 event 

KEISER.HW Pennsylvania Power & Light Co 80/00/10 W1GGINS.J T Region 1, Ofc 
of tho Director 7pp 45Q33 326 45833 33? 

8006000025 NRC Info Notice 8B 037, "Flow Blockage of Cooling Water to Safety Sys 
Components “ Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) CB/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

8806080211 NRC Bulletin 88 006, “Acllons To Bo Taken for Transportation of Model 
Spec 2 T Radiographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc 10Bpp 45935 211*45935 318 

8508090194 NRC Info Notice 08*038, "Failure of Undarvoltago Trip Attachment on GE 
Circuit Breakers “ Svc fisl end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of Now York, Inc 1 11 pp 4594G 126 45946 236 

58 06 150D 13 NRC Bulletin 88-007, "Power Oscillations In BWRs " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 1 5 45029 228 

0886160166 Suppl 1 to NRC Bulletin 88 005, “Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ A West Jersey Mfg Co al Wllfiamstown.NJ " Svc list oner 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, fnc 120pp 45965 032-45965 151 

8806210034 Forwards final response to NRC Bulletin 87-002, Util initiated furtfior tostmg 
of bolls from original purchase order test lot via nonconformance ropt process 
KEISER,H W Pennsylvania Power & Light Co 80700/15 RUSSELL, WT Region 1, 
Ofc of the Dlreclor 3pp 45902 071-45902 073 

6806210044 Providos rovlsed rosponso to NRC 871130 Itr re violations noted in Insp 
Ropfs 60-387/87-19 & 50-308/87-19 Corrective actions Incumbent will be ramovod 
from emergency plan position of radiation protection coordinator 
KEISER.HW. Pennsylvania Power A Light Co 08/06/15 BELLAMY.R R Region 1, 
Otc of the Director 2 pp 45904 359 45904 360 

6606230043 Forwards Insp Rept 50 380/88-11 on 080509 13 No violations noted 
DURR.J P. Region 1. Ofc of the Director 08/06/15 KEISER.HW Pennsylvania 
Power & Light Co 2pp 45926 249 45926 260 

-0806230044 Insp Rept 50 308/88-11 on 800509-13 No violations noted Major areas 
inspected inservico Insp activities to ascorlaln whelhor licensee activities conducted In 
compliance w/ applicable ASME Code & regulatory requirements 
MCBREARTY.R A , STROSNIOER.J.R Region 1, Ofc of tho Director 80/06/07 tOpp 
45926 251-45926 260 

0806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documentB.Documonts available (n PDF) App A documents also available in 
PDR Apps D through G documonts withheld (ref FOIA Exemption 5) Releasable por- 
tion oncl 

GRIMSLEY.D.H Division of Rules A Records (070413 800514) 08/06/15 SOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp, 45900 200 45996 350 

-8808200231 Forwards SALP Input for plant for period from Aug 1906 - Jan 1980 
CAPHTON.O l Region 1 t Ofc of the Director 88/02/29 BLOUGH.R Region 1, Ofc of 
the Director 7pp 45999 131-45999 137 

8806200051 NRC Info Notice 08-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Molor Mounting Bolls " Svc list end 

ROSSI.C E, Division of Operational Evonts Assessment (Post 070411) 08/06/23 
Consolidated Edison Co or New York, Inc lOOpp 45977,207 45978 033 

8B0620-0306 NRC Info Nolice 88 043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


R Periodic operating reports A related correspondence 

8806220113 Monthly operating repls for May 1980 for Susquehanna Steam Electric Sta- 
tion Units 1 & 2 W/880613 ftr 

HIRT.JA, KEISER.HW Pennsylvania Power & Light Co 60/05/31 
MCDONALD, W G Office of Administration & Resources Management, Director (Post 
870413) 9pp 45926029-45926 037 


S, Reportable occurrences, LERs & related correspondence 

BQO0O2OO96 LER CflOOBOoori 8B0404, ventilation supply fire dampers for plant 4 kV 
switchgear Room 11407 chained In open position w/no fusible link installed Cause 
undetermined Compensatory actions Implemented por Tech Spec 3 7 7W/880526 Itr 
DAVIS.SE , BYRAM, R G Pennsylvania Power & Light Co 80/05/26 4pp 4569Q 181- 
45690 104 


V. Operator Examinations 


8805200230 Forwards SALP Repts 50 387/86-99 & 50-386/06 99 for Aug 1086 * Jan 
1988 Licensee should be prepared lo discuss NRC assessment & plans to improve 
performance during SALP evaluation meeting 

RUSSELL, WT Region 1, Ofc of the Director 88/05/18 KEISER.HW Pennsylvania 
Power & Light Co 3pp 45701 233 45701 302 

-8005260234 SALP Repts 50-387/86 99 A 50 308/86 99 for Aug 1906 Jan 1900 LI 
cansee performance In functional areas assessed exhibit high degree of professional 
Ism A commitment to achieve higher stds 

' Region 1, Ofc of the Director 88/05/10 67pp 45701 236 45701 302 


DOCKET 50-389 ST. LUCIE PLANT, UNIT 2 


F, Security, medical, emergency & fire protection plans 

8806070036 Forwards Insp Repts 50 335/88 06 & 50 389/0B 06 on 8B0305 0409 Vio 
latfons noted Violations under considerations for enforcement action Violations will be 
discussed during enforcement conference scheduled for BQ0526 
GRACE.J N Region 2, Ofc o-t the Director, 08/05/1B CONWAY.WF Florida Power & 
Light Co 2pp 46764 291-45764 302 

—QB06Q70037 Insp Repls 50-335/68 06 A 50 330/08 06 on 6B0305-0409 Violation 
noted Major areas Inspected onsite activities In areas of Tech Spec 
compliance .opera tor performance, overall plant operations, QA practices A site security 
procedures 

P-IBB.H E Region 2, Ofc of the Director 8B/05/GS lOpp 45764 293 45764 302 

0006070231 Forwards final FEMA rapt on B70826 emergency exercise Two areas re 
quiring correclivo actions nolod In Soction IV of rept, FEMA also Identified 14 areas 
recommondad lor improvement NRC urged to assist w/rosolvfng weaknesses 
COLLINS, DM Region 2, Ofc of fhe Director 88/05/18 CONWAY.WF Florida Power 
& Light Co 2pp 4 5776 293-45776 338 

8003130305 Forwards me-oimg agenda, summary of mooting agreements & viewgraphs 
ro 080218 mooting w/NRC In RockvIllo.MD r a status of physical security Improve 
monts al plant W/o agenda Ends 2 & 3 withhold (ref 10CFR2 790) 

CONWAY.W F. Florida Power A Lfghl Co 88/06/03 Document Control Branch (Docu 
monl Central Dosk), 2pp 45B23 001-45B23 002 

0800220240 Forwards Insp Ropts 50 335/00-12 A 60-309/88-12 on 080516 20 No vio 
lalions or deviations noted 

CLINE.WE Region 2, Ofc of the Director, 08/06/10 CONWAY,W F Florida Power & 
Light Co 2pp 45937 053 45037 055 

-8806220245 Partially wilhhold Insp Ropts 50 335/08 12 A 50-389/8B 1 2 on 000516 20 
(rof 10CFR2 790 & 73 21), No violations or deviations nolod Major areas 
Inspected security program audit, security sys power supply & communications. 
MASNYK.OM Region 2, Ofc of I ho Director 88/06/09 Ip 45937 055 45937’055 

8806280111 Forwards replacement Pago 5 4 to Rev 13 to physical security 
plan.correcling typo in description for Item 28 Replace me nt page withheld (ref 
10CFR73 21 4 2 790(a)(3)) 

CONWAY.W F. Florida Power & Ughl Co 8B/06/23 Document Control Branch (Docu 
monl Control Desk) Ip 45962,254-45062 254 

08O02BO134 Forwards Rev 15 to physical security plan Change revised canal barrier In 
tagnty insp Interval baaod an NRC 8B0427 Itr Rev withhold (rof 10CFR2 790) 
CONWAY.W F Florida Power & Light Co 88/06/23 Document Conlrol Branch (Docu 
monl Control Dosk) 2pp 45962 259-45962 26 0 


P. Operating license stage documents & correspondence 

8806030081 Forwards request for addl info ro 10CFR50 62.ATWS rule Response re 
quested within 45 days of Hr date 

TOURIGNY.E G Project Directorate II 2 88/05/18 CONWAY, W.F. Florida Power A 
Light Co IDpp 45725,132 45725.141 

8805310024 Application for amond to License NPF- 16, revising Tech Specs lo Incorpo- 
rate revised pressuro/tomp limits A results of low temp overpressure protection 
analysis Fee paid 

CONWAY.W F. Florida Powor & Light Co. 08/05/20 Document Control Branch (Docu- 
ment Conlrol Dosk) 3pp 45694 291-45694’203 

860603027 B Forwards nolice of consideration of issuance of amend to OL & proposed 
NSHC determination re RCS pressure/ temp limits & low temp overpressure protection 
sys 

TOURIGNY.E G Project Directorate 11-2 80/05/24 CONWAY.WF Florida Power & 
Light Co 2pp 45715*160 45715 176 

-8606030285 Nolle© of consideration of issuance of amend to License NPF-16 A pro 
posed NSHC determination & opportunity for hearing Amend revises RCS pressure/ 
temp limits & fow temp overpressure protection sys, 

TOURIGNY.E G Project Directorate li-2 80/05/24 7pp. 45716 170 45715 176 

8006920132 Advises that 000516 rosponso to Generic Ltr 80 03, “Steam Binding of 
Auxiliary Feedwater Pumps" satisfactory S no furlhor action necessary 
TOURIGNY.E G. Project Directorate 11-2 68/05/25 CONWAY.WF Florida Powor A 
Light Co 2pp 45709 277-45709 270 
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08G6O3O197 Flrs-t partial response to FOIA request lor documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.D H Otvislon of Rules & Records (870413 000514) 83/05/26 

WEISSMAN.S California, Slate of 3pj> 45784.16645784 168 


-8202080434 Forwards listing of NRC estimated completion dates for OL applicants 

listed in Bevitl Rept Dates represent collective NRC judgement 

EISENHUT.OG Division of Licensing <800428-351 124) 82/01/18 BASSETT, H S 
Office of Management and Program Analysis 3pp 45784 208 45784 210 

-82022500 94 Forwards list of casework open issues for wk ending 020122, per 911120 
request Only Category 2 & 3 open Issues listed for plants having flevill decision dates 
more than 3 months away. 

EISENHUT.DG Division of Licensing (800428 051124) 82/01/20 DENTON, H R 
Office of Nuclear Reactor Regulation, Director (pre-651125) 15pp 45784 21 1 
457-04 225 


0806030157 Requests fee re B80404 application for addl relief for first 10 yr interval for 
pump & valve inservico lest program 

DIGGS.RM License Fee Management Branch 08/05/31 CONWAY.W F. Florida 
Power & Light Co Ip, 467 1 5 040 457 1 5 040, 

0BO01OO13O Responds to Generic Hr 90-05 re boric acid corrosion of carbon steel re 
actor pressure boundary components Principle locations where leakage could degrade 
RCS pressure boundary will be identified & Included in new procedure 
CONWAY.W F Ffondfl Power & Light Co 88/05/31 Document Control Branch (Oocu 
ment Control Desk) 4pp 45821 001-45021 004 

0BC616O3OO Forwards Rav tl to FPLTQAR 1-76A, "Topical OA Rept" A marked-up 
Rev 10 Revs ara organizational changes 

CONWAY.W F Florida Power & Light Co BB/06/07 Document Control Branch (Docu 
menl Control Desk) 57pp 45862 315-45863 152 

-8806160303 Rev 1 1 to, "Topical OA Fepl " 

• Florida Power & Light Co 0B/O5/1O 195pp 45863 012-45063 152 


8805240090 Suppl 1 to NRC Info Notice 07 061, '‘Failure of Wosimghcuse W 2 T* - ?* 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670111) 63/05 '31 
Consolidated Edison Co of New York, Inc 120pp 45683 0J0 45603 157 

0BO524O215 NRC Info Notice 0B 034, “Nuclear Mali Control & Accountability ot NonVN 
5NM at Power Reactors " Svc fist encl 

ROSSI ,CE Division of Operational Events Assessment (Post 870411) 8&/05 / 3 P 
Consolidated Edison Co of New York, Inc 122pp 45790 1 08 45700 308 

8805270306 NRC Info Notice 00 035, "Inadequate Licensee Performed Vendor Auiti-" 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/1)6 '03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45700 107 

8808020047 NRC Info Notice 00 036, "Possible Sudden Loss of RCS Invunt&ny 
Low Coolant Level Operation '* Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) &0/U6/T0 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45065 271 

8BO6O9O301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Doleirnino Cortfcm- 
anco W/ Applicable Mail Specs " Svc list end 

ROSSI.Ct Division of Operational Events Assessment (Post 0/0411) 00/06710 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 32/ 

0806220240 Forwards Insp Repts 50 335/00 12 & 60 389/08 12 on 080516 20 No ro- 
tations or deviations noted 

CLINE, W.E Region 2, Ofc of the Director 88/06/10 CONWAY.W F Honda IW* S. 
Light Co 2pp 45937 053 45937 055 

-8806220246 Partially withheld Insp Repts 50 335/80 12 & 50 300/00 (2 on 880516 20 
(ref 1OCFR2 790 & 73 21) No violations or deviations noted Majoi -fcrcu 

inspected security program audit, security sys power supply & communications 
MASNYK.OM, MCGUIRE, D R Region 2, Ofc of the Director, 60/06/09 Ip 
45937 055 45937 055 


8B06169029 Informs lhat schedule tor second set of responses to NRC 880316 request 
for addl info re 1QCFR20 App A exemption reque si for worker changed Submittal date 
changed from 000610 to 0624,per 630607 discussion w/projecl manager 
CONWAY.W F Flonda Power & Light Co. 88/06/00, Ofc of tho Executive Director for 
Operations Ip 45864 010 45064 010 

80061701:81 Remits application fee for rev to pump A valve Imservlco lost program sub- 
mitted on 800404 

CONWAY, W.F Florida Power & Light Co 80/06/09 Document Control Branch (Docu- 
ment Control Desk) Ip 45870,140 45-8-70 146 

0806220332 Forwards Amend 31 to License NPF-16 & safety evaluation Amend 
changes RCS pros sure/temp limit figures to bo offective up to six full power yrs of 
operation & Tech Specs dealing w/overpressure protection sys 
TOURIGNY.EG Project Directoraio 112 88/06/14 CONWAY.W F Florida Power & 
Ught Co 3pp 459B2 284-45B92 320 

-0808220336 Amend 31 to License NPF-16, changing RCS pressure/lomp limit figures 
to be effective up to bix full power yrs of operation 

BERKOW.H N. Project Directorate II 2 80/06/ 14 32pp 45892 287-46092-310 

-8806220337 Safety evaluation supporting Amend 31 to License NPF-16 
* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/06/14 9pp 
45092 320-45892 320 


8806080025 NRC Info Notice 88 037, "Flow Blockage of Cooling Walor lo Safrry S/l 
Ccmpononis “ Svc list end 

ROSS! CE Division of Operational Events Assessment (Post 670111) O-G/OG/H 
Consolidated Edison Co of Now York, Inc 125pp 45946 001 45846 125 

8006000211 NRC Bulletin 00 006, "Actions To Bo Token for Transportation of Modvt 
Spec 2-T Radiographic Exposure Dovicg " Svc list oncl 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) GB/(tf/i* 
Conso-lidatod Edison Co of Now York, Inc 1O0pp 45935 211-45035310 

0806090194 NRC Info Notice 00 030, “Failure of Undorvoltngo Tup Attachment ofl GE 
Circuit Breakers " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 670411) Ufl/WN* 
Consolidated Edison Co of New York, Inc 111 pp 45946 126 45945 ?30 

0806150013 NRC Bulletin 08 007, "Power Oscillations in BWRs " Svc hi end 
ROSSI.CE Division of Operational Events Assessment (Post 0701 U) 88/06/18 
Consolidated Edison Co of Now York, Inc 114pp 45929 115 45920 220 

0006150186 Suppl 1 to NRC Bulletin 00 005, "Nonconforming Metis Suenlrod by P4VO 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Willinmslown.NJ Svc 1*1 c-vl 
ROSSI.CE Division oi Operational Evonts Assessment (Post 670111) fl0/O3 r i5 
Consolidated Edison Co of Now York, Inc 120pp 45965 032 45965 161 


0006230323 Forwards request for addl Info ro util 000214 request to use Instrumented 
Insp technique Response requested within 45 days of Itr date Full response schedule 
within 30 days of Itr date requested it unable to provide full response 
TOURtGNY.EG Project Directorate 11-2 80/06/1 G. CONWAY.W F, Florida Power & 
Light Co 3pp 45907 231 45907 233. 

8006290163 Forwards We sting house Owners Group Notification Ur OG 80 21, Identify- 
ing midloop concerns.per Generic Ltr 07-12, "Loss of RHR While RCS Partially Filled" 
& 880428 mealing agreement 

NEWTON.RA Westlnghouse Operating Plants Owners Group B3/G6/20, 
HODGES, W. Reactor Systems Branch 7pp 45973.338-45973 344 


00OB2OOO51 NRC Info Notice 88 042, "Circuit Breaker Failures Duo to looso 
Spring Motor Mounting Bolts " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 0/9411) 
Consolidated Edison Co of New York. Inc 1O0pp 45977 28/-4597B 033 


0806200306 NRC Info Notice 80 043, "Solenoid Valve Problems " Svchsl oncl 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 


R, Periodic operating reports & related correspondence 


G. Inspection reports, IE Bulletins & correspondence 

6806070038 Forwards Insp Repts 50-335/0 6 06 & 50-389/8B-96 on 880305- 0409 Veo 
fatlons noted Violations under considerations for enforcement action Violations will be 
discussed during enforcement conference scheduled for a BO 520 
GRACE.J N. Region 2, Ofc of the Director, 88/05/18, CONWAY.W F Florida Power & 
Light Co 2pp, 45764 291-45704 302. 

—8806070037 Insp Repts 50 335/B8 06 A 50-309/08 06 on 880305-0409 Violation 
noted Major areas Inspectedonslta activities in areas of Tech Spec 

compliance, operator pariormance.overall plant operations.OA practices & site security 
procedures. 

BIBB.H.E, GRLENJAK.RV Region 2, Ofc of the Director 88/05/06, 1 0pp 
45764 203 45764 302 

0805240028 NRC fnfo Notice 08-033, “Recent Problems Involving Model Spec 2-T Ra 
dlographlc Exposure Device ’* Svc list encl 

BURNETT.RF. Division of Safeguards & Transportation (Post 870413). 68/05/27 
Consol fda tod Edison Co. of New York. Inc, I20pp 45683’ 158 45603.277 

8806070404 Forwards Insp Repls 60 335/88 09 & 50-389/80-09 on 880502-05 No vio- 
lations or deviations noted. 

HERDT.A R Region 2, Ofc of the Director. 88/05/27. CONWAY.W F. Florida Power & 
Light Co 2pp. 45776 240 45776 251 , 

-8806070407 Insp Repts 50 335/88-09 & 60 389/88 08 on 800502 06 No violations or 
deviations noted Major, areas Inspected malnt program Imp lamentation, Inservico 
insp.licenseo action on previous enforcement matters A inspector followup items 
CROWLEY, B.R, BLAKE,J,J Region 2, Ofc of the Director. 86/05/24 10pp. 

45770242-46776261. 


0600220050 Monthly operating rept9 for May 1908 for Turkey Point Uwt9 3 & A A £4 
Lucie Units 1 & 2W/860615 Itr 

GRANT, N.W Florida Power & Light Co 08/05/31 17pp 45913 204 45913 310 


V. Operator Examinations 


0806030069 Advises that util has shipped 1980 initial license & senior reader opeuv 
upgrade exam ref mail to fisted examlnors & addresses Requests that usors rc'um 
matl to facility training staff after exam 

CONWAY.W F. Florida Power & Light Co 00/05/18 MUNRO.J Rofllon 2, Ofc d 
Director. 31pp 45734,053 45734 083 


DOCKET 60-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A Appllcatlon/conatruclion stage documents & correspondence 

8B06030197 First partial response to FOIA request for documents App 0 forwa/rfe-d 4 
afso being made available at PDR App A available at PDR Records also being rr^jj 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (070413 000514) 86/05/^ 
W piqq* 4M<a r o | Jf0rnja state of> 3 pp 45764 ^ 66-45784 168 
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-81 12160061 Summarizes current scheduling oullook for next 10 cases & measures 
taken to minimize or eliminate schedule impacts 

VOLLMEER.R H Division of Engineering (pre-851125) 01/09/14 DENTON, H H Office 
of Nucfear Reactor Regulation, Director (pre 851125) 2pp 45784 169 45704 170 

-0202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (800428 051124) 62/01/tfl BASSETT, H S 
Office of Management and Program Analysis 3pp 45784 208 45784 210 

-8202260094 Forwards fist of casework open issues for wk ending 820122, par 811120 
request Only Category 2 & 3 open issues listed for plants having Bevill decision dates 
more than 3 months away 

EISENHUT.DG Division of Licensing (G00428 0S1124) 82/01/20 DENTON.H R 
Office of Nuclear Reactor Regulation, Director (pro 851125) 15pp 45784 211- 
45764 225 

8006010231 Forwards "Watts Bar Program Plan," for review & concurrence 
WHITE, S A Tennessee Valley Authority 80/05/27 EBNETER.S D Ofc of Special 
Projects 2pp 45732 153*45732 212 

-8806010232 "Watts Bar Program Plan '* 

* Tennessee Valley Authority 08/05/31 50pp 45732 155-45732 212 

8806080297 Notification of 880603 mooting w/TVA in Rockville, MO to discuss util 
schadute for completing unit 

AULUCK.R Ofc of Special Projects 0 8/05/27 BLACK, S Ofc of Special Projects 
3pp 45757.035 45757 037 

8806060175 Forwards Wostlnghouse addendums to proprietary Rept WCAP-1O90B, 
"COBRA NC, Analysis for Main Steamllne Break In Catawba Unit 1 fee Condenser 
Containment,” & non proprietary Rept WCAP-10989 per GG Zech BB040Q request 
GRIDLEY.R Tennessee Valley Authority 08/06/01 Document Control Branch (Docu- 
ment Control Desk) 2pp 45764 149*45764 189 

8806130132 Responds to Generic Ltr 88 05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components In PWR Plants " Util will Implement program to 
address potential for boric acla corrosion prior to initial fuel loading 
GRIDLEY.R Tennessee Valley Authority 88/06/01 Document Control Branch (Docu- 
ment Control Desk) 4pp 45802 136 45602 139 

8806000281 Notification of 800607 meeting w/util (n RockvlIle.MD to discuss plant pro- 
gram plan & schedule of completion 

AULUCK.FI Ofc of Special Projects 88/06/03 BLACK, S Ofc of Special Projects 
3pp. 45757 013-45757,015 

8806140365 Forwards response to Generic Ltr 00 03 re steam binding of auxiliary feed- 
water pumps, Including monitoring of steam binding & restoring sys to operable status 
should steam binding occur 

GRIDLEY.R Tennessee Valley Authority 80/06/03 Document Control Branch (Docu- 
ment Control Desk) 4pp 45826 298 45826 301 

8806200060 Final response to FOIA request for documents App H documents available 
at PDR App I documents partially withheld (ref FOIA Exemption 5) 

GRIMSLEY.D.H. Division of Rules & Records (87041 3 8Q0514) 00/06/13 

CONNOR, L Doc-Search Assoclatos 5pp 45845 050 45845 180 

-8806200193 Forwards H Meyers 050813 memo transmitting series of memos previous 
ly son! to NRC concerning Black & Veatch review of plant 

KAMMERER.C Office of Congressional Affairs (pro 070413) 05/09/15, PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 160 45B45 160 

-8806210168 Discusses questions raised as lo consistency Of findings In 050917 SALP 
w/results of TVA NSRS rents, Quality Technology Co findings & INPO field notos 
MEYERS, H House of Rep 05/09/23 DIRCKS.& , KAMMERER.C NRC - No Detailed 
Affiliation Given 9pp. 45845-165*45045.173 

-8806210182 Forwards H Meyers 850903 Ifr for appropriate action 
KAMMERER.C. Office of Congressional Affairs (pro 070413) 85/09/10 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 175*45045 176 

-8806210185 Discusses NRC 050516 questions re TVA adherence to NRC 
rogulatlonsjncfudlng compliance w/Cnterion 1 1, App B, 1 OCFR50 
MYERS, H. House of Rep. 85/09/03 DIRCKS.B, KAMMERER.C NRC - No Detailod 
Affiliation Given. 5pp 45845,176 45845 180 

8808290163 Forwards Westlnghouso Owners Group Notification Ltr OG 00 21, Identify- 
ing midloop concerns, per Generic Llr 07-12, "Loss of RHR While RCS Partially Filled" 
4 8604 28 mealing agreement 

NEWTON, R A. Westlnghouso Operating Plants Owners Group 08/06/20 
HODGES, W Reactor Systems Branch 7pp 45973.338-45973 344 


F. Security, medical, emergency 4 fire protection plans 

0008090005 Forwards Insp Repts 50*390/88 02 & 50*391/88 02 on 880405 0509 No 
violations or deviations noted 

BARR.K.P Ofc of Special Projecls 88/05/27 WHITE.SA Tennessee Valley Author- 
ity. 2pp 45814:231 45014.248 

-8806090006 Insp Repts 60-390/08*02 & 50-391/80 02 on 000405 0509 No violations 
or deviations noted Major areas inspected licensee action on previous enforcement 
Items & insp findings & fire prevention & fire protection 

WALTON, G A , POWELL, T B , ELROD, S A. Region 2, Ofc of the Ofrector 80/05/27 
15pp 45814.233*45014 240, 

0908170058 Rev 12 to Radiological Emergency Plan Implementing Procedure IP-6, "Ac- 
tivation & Operation of Technical Support Ctr " W/880613 ltr 
GRIDLEY.R Tennessee Valley Authority 88/06/13 28pp, 45870 111-45870 138 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0806090129 Forwards affidavit certifying that on 88051 9, Page 12 1-3 of Amend 62 to 
FSAR served upon Individuals by depositing Into US Mall 

GRIDLEY.R Tennessee Valley Authority 88/06/02 Document Control Branch (Docu- 
ment Control Desk) 3pp 45766*305 45766 307. 


Q. Inspection reports, IE Bulletins & correspondence 

8-006060093 Ack receipt of 080422 ltr Informing NRC of stops taken to correct violfllfons 
noted in Insp Repts 50-438/87 09, 50-439/87-00,50 259/87 38,50-260/87 38,50-296/ 
07-30, 50-327/87-68,50 328/07-68,50-390/87-10 & 50 391-87-16 
BARR.KP Ofc of Special Projects 88/05/17 WHITE, S A Tennessee Valley Author- 
ity 2pp 45760 335 45760 336 

6806060021 Ack receipt of util 880408 supplemental response to violations noted in 
Insp Repts £0-300/87-12 & 50 391/87-12 Implementation of corrective actions will 
bo examined during future inaps 

BARR.KP Ofc of Special Projects 80/05/19 WHITE, S A Tennessee Valley Author- 
ity 2pp 45742 337 45742 330 

8606060025 Ack receipt of 800405 supplemental response to violations noted In Insp 
Repts 50 300/07*07 S 50 391 / 87*07 Pinal rept re engineering evaluation of discrep- 
ancies failing to meet Insp acceptance entoria will bo reviewed 
BARR.KP Ofc of Special Projecls 00/05/19 WHITE, S A Tennessee Valley Aulhor 
ity 2pp 45769 337-45769 330 

6806060064 Ack receipt of 080504 amended response to violations noled In Insp Ftepls 
50*390/87-1 1 & 50 391/07-11 

BARR.KP Ofc of Special Projects 88/05/19 WHITE, S A Tennessee Valley Author- 
ity 2pp 45760 251 45760 252 

OBQ524OO20 NRC fnfo Notice 60-033, "Recent Problems Involving Model Spec 2 T Ra* 
biographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 00/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 150-45663 277 

8806090905 Forwards Insp Repls 50 300/8B-02 & 50 391/60 02 on 680405 0509 No 
violations or deviations noted 

BARR.KP Ofc of Special Projects 00/05/27 WHITE.SA Tennessee Valley Author- 
ity 2pp 45814 231*45814 240 

-8806090006 Insp Repts 50-390/88*02 & 50*391/08-02 on 6 80408 0509 No violations 
or deviations noted Major areas Inspected licensee action on previous enforcomsnt 
items & insp findings & fire provontion & fire protection 

WALTON, G A , POWELL ,T B v ELROD.S A Region 2, Ofc of the Dlroclor 08/05/27 
1 5pp A 5814,233-45014*248 

0CO524OO9O Suppl 1 to NRC Info Notice 87-061, "Failure of Wostlnghouse W-2-Typo 
Circuit Oreakor Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/05/31, 
Consolidated Edison Co of Now York, Inc 120pp 45603 03B 45663 157 

8005240215 NRC Info Nolico 00-034, "Nuclear Melt Control & Accountability of Nonfual 
SNM at Power Reactors ” Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp 46790 188 45790 308 

8606130220 Summary of 080510 enforcement conference w/util In Rockville, MD re al- 
leged harrassmont & intimidation of Inspectors by Hartford Sfoam Boiler & Insurance 
Co for work performed List of attendees & meeting handouts end 
AULUCK.R Ofc of Special Projects 00/05/ 31 Ofc of Special Projects 26pp 
45703 210-45703 245 

0005270306 NRC Info Nolico 80-035, "Inadequate Llcenseo Performed Vendor Audits" 
Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp, 45790 068 45790 187 

3606020047 NRC Info Notice Bfl 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Laval Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965 152-459G5 271 

8806090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Dotermlno Conform 
ance W/Appllcablo Mall Specs ” Svc (1st oncl 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 08/06/10 
Consolidated Edison Co or Now York, Inc, 120pp 45916 200-46916 327. 

0806230323 Submits interim responso to violations noted In Insp Repls 50 390/07-07 & 
50-39 1/07*07 Extension of schedule for responding io violation until 891031, In order 
to provide details of sample relnsp program of HVAC supports, requested 
GRIDLEY.R Tennessee Valley Authority 00/00/13 Document Coni rol Branch (Docu- 
ment Control Desk) 3pp 45932.052-45032 054 

8806000026 NRC Info Nolico 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list oncl 

ROSSI.CE Division of Operational Evont9 Assessment (Post 070411) 80/06/14 
Consolidated Edison Co or Now York, Inc, 125pp 45946001-45946 125 

8806080211 NRC Bulletin 88-006, "Actions To Be Token for Transportation of Model 
Spec 2 T Radiographic Exposure Device ° Svc list oncl 

BURNETT.R F. Division of Safeguards & Transportation (Post 079413). 00/06/14 
Consolidated Edison Co. of New York, fnc 1 08pp 45935 21 1-45935 318 

8006090194 NRC Info Notice 0D-O3G, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/06/15 
Consolidated Edison Co of New York, Inc. Ill pp 45946 126 45946 236 

8806160013 NRC Bulletin 80-007. "Power Oscillations In BWRs." Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929115-45929 220 

8806150186 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Wllllamstown.NJ '* Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 670411), 00/06/15 
Consolidated Edison Co. or Now York, Inc 120pp 45965 032-45965:151 

8808200051 NRC Info Notice 80-042, "Circuit Breaker Failures Due to Looso Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 070411), 08/06/23 
Consolidated Edison Co of Now York, Inc 1Q8pp 45977 , 287*45978 033 
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8806200306 NRC Into Notice 80 043, ‘'Solenoid Valve Problems " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc I23pp 45977 164 45977 266 


S. Reportable occurrences, LERs & related correspondence 

6605260043' Supplemental deficiency rept ro incorrect pressure switch setpoints lor 
ERCW screen wash pumps Intialiy reported on 860617 Requests change of "imp?ov 
log" to “proving” in listed statement Next repl will bo submitted by 661007 
GRIDLEV.FI Tennessee Valley Authority 88/05/19 Document Control Branch (Docu 
fTlont Control Desk) 2pp 45701 110-45701 Ml 

660606006-0 Part 21 & (mat deficiency rept ro failure of high voltage cabfe insulation on 
diesel generators Inilia lly reported on 870923 Deficiency attributed to desfgn deficien- 
cy by Moruscn Knutfson Replace monl cabfe procured 

GRIDLEY.R Tennessee Valley Authority BB/Ofi/OI Document Control Branch (Docu 
ment Control Desk) 4pp 45769 330-45769 334 

80060700 1 2 Final deficiency rept re internal bolts corroded in raw water check 
valves Initially reported on 860502 Util will replace flapper assembly holddown bolts 
on all 26 sub) Alwood & Morrill check vafves 

GRIDLEY.R Tennessee Valley Au I ho rity 88/06/01 Document Control Branch (Docu 
monl Control Desk) 4pp 45753 244-45753 247, 

8806140153 Supplemental final deficiency rept re extreme wear shown on Westing 
house switchgear breakers Initially reported on 651226 Breaker lubricant changed 
•from molybdenum disulfide alcohol suspension to Moly Kote BR2 Plus 
GRIDLEY.R Tennessee Valtey Authority BB/06/02 Document Control Branch (Docu 
men! Control Desk) 5pp 45621 218-45821 22? 

8006160008 Responds to 880505 llr re unpermiited discharge of ERCW sirafner back 
wash to inlake channel Repl describing discharge. actions taken lo minimize environ 
impact & steps taken to eliminate violation end W/o slated end 
BROOKS.RH Tennessee Valley Authority 88/06/09 STEWART.P L Tennessee, 
State ot 2pp 45640 319-45040 320 

8806200174 Final deficiency rept re Limitorquo motor actualor component 
Interchangeability Initially reported on 670924 Design info assembled to Identify safety 
related actuators affecting design function & valve manufacturer info collected 
GRIDLEY.R Tennessee Valley Authority B8/06/15 Document Control Branch (Docu 
ment Control Desk) 4pp 45865 130 45065 130 


-8006210182 Forwards H Meyers B50903 Itr for appropriate action 
KAMMERER.C Office of Congressional Affairs (pre 870413) 05/00/10 PALIAO'O 
Commissioners Ip 45845 175 45845 175 

-8806210185 Discusses NRC 850516 questions ro TVA adheronto to 
regulations, including compliance w/Cntenon II, App B, 10CFR50 
MYERS, H House of Rep 85/09/03 DIRCKS.B NRC No Detailed AfMntion G\b\ 
5pp 45045 176 45845 100 

8806290163 Forwards Westmghouso Owners Group Notification Llr OG 6fl 2l,kfc-'"\ 
Ing midloop concerns, per Generic Ltr 87*12, "Loss of RHR Whlfo RCS Partially Fn 1 
& B0O428 meeting agreement 

NEWTON.R A Wostinghouse Operating Plants Owners Group WQS'K 
HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 


F. Security, medical, emergency & fire protection plana 

8806090005 Forwards Insp Ropts 50 390/88 02 & 50 391/08 02 on 800105 0509 Kz 
violations or deviations noted 

BARR.KP Ofc of Special Projects 08/05/27 WHITE.SA Tonnoasoo Vo'Iov Au'Jv* 
Ity 2pp 4581 4'231-45B14 248 

-0806090006 fnsp Repts 50 390/98 02 & 50-391/8B 02 on 000405 0500 No vIvtaKri 
or deviations noted Ma|or areas Inspected licensee action on previous enter ccrrvi 
items & Insp findings & fire prevention & fire protection 

WALTON.G A Region 2, Ofc of the Director 80/05/27 I5pp 45014 233 45BM 2iS 

8006 170058 Rev 12 to Radiological Emergency Plan Implementing Procedure lf>6 P Ac 
tivalion & Operation of Technical Support Ctr " W/800613 Itr 
GRIDLEY.R Tennessee Valley Authority 08/06/13 20pp 45070 1 1 1 45070 139 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8006090129 Forwards affidavit certifying that on 080510, Pago 12 1 3 ol AriunJ C2 
FSAR served upon individuals by depositing Into US Mail 

GRIDLEY.R Tennessee Valley Authority 88/06/02 Document Coni rol {linncli (CX-cu- 
ment Control Desk) 3pp 45766 305-45766 307 


DOCKET 50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 


A, AppHca Do n/const ruction siege documents & correspondence 

6806030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPOR for plant 

GRIMSLEY.OH Division of Rules & Records (870413-880514) 68/05/26 

WEISSMAN.S California, State of 3pp 45784 166-45784 166 

-9202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bevill Rapt Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (800423 851124) 82/01/18 BASSETT, H S 
Office of Manage monl and Program Analysis 3pp 45764 208 45784 210 

—0202250094 Forwards list of casework open Issues forwk ending 820122. per 811120 
request Only Category 2 & 3 open issues listed for plants having BbviIJ decision dales 
more than 3 months away 

EISENHUT.DG Division of Uconsmg (800428-851 124) 62/01/28 DENTON.H R 
Office of Nuclear Reactor Regulation, Director (pro 851125) 15pp 45784 211 
46764 22 S 

6806010231 Forwards "Watts Bar Program Plan," for review & concurrence 
WHITE.SA. Tennessee Valley Authority 68/05/27 EBNETER.SO Ofc of Special 
Projects 2pp 45732 153 45732 212 

—0SO6O1O232 “Watts Bar Program Plan " 

• Tennessee Valley Authority 88/05/31 5Bpp 45732155 45732 212 


Q. Inspection reports, IE Bulletins & correspondence 

8806060093 Ack receipt of 000422 llr informing NRC of slops taken to correu wta"- «-s 
noted In Insp Repts 50 430/07 08, 50 439/87-08,50 259/07-38,50 2CC/Q7 10 50 
87-38, 50 327/67 68,50-320/87-68,50-390/07 10 & 50 391 07*16 
BARR.KP Ofc of Special Projects 08/05/17 WHITE.SA Tonno&soo Va1 p 0 /A./Ny- 
Ity 2pp 45760 335 45760 336 

8806060021 Ack receipt of util 880408 supplemental response lo viofaljon* rv/l'-J m 
fnsp Repts 50 390/67-12 A 50 391/07 12 Implementation of corroctrvo flclorj * 1 
be examined during luturo msps 

BARR.KP, Ofc of Special Projects 80/05/19 WHITE, & A ronnoasoe VflllOf Ai/Nsr 
ity 2pp 45742 337 45742 330 

8606060025 Ack receipt of 060405 supplemental response to violations noiod n 
Repts 50 390/87 07 & 50 391/07 07 Final rept re ongmeorlng ovaluulion of diML-p- 
anefos failing to meet insp acceptance criteria will he reviewed 
BARr.kp Ofc of Spocml Projects 00/05/19 WHITE.SA Tonnoasco VnfloyAuJb^ 
Ily 2pp 45769 337-45769 338 

80 060 60 064 Ack rocelpt of Q00 5 04 amended response to violations noted in ln<p fU-p j 
60 300/87-11 & 50 391/07 11 

BARR.KP Ofc of Special Projects 00/05/19 WHITE, $> A Tennesson Val’oy Au?* 1 
ity 2pp 45760,251 45760 252 

8005240026 NRC Info Notice GO 033, "Rocont Problems involving Model Spec 2-T F m 
diographlc Exposure Device " Svc list oncl 

BURNETT.R F Division of Safeguards & Transportation (Post 0/0413) 
Consolidated Edison Co of Now York, Inc 120pp 45603 158 45603 ??? 


8806060175 Forwards Westinghouae addendums to propnetary Rep! WCAP- 10988, 
“COB RA-NC, Analysis for Mam Steamlino Break la Catawba (/ml 1 Ico Condenser 
Containment,” & nonpropnelaiy Rapt WCAP-10989 per GG Zech 880400 request 
GRIDLEY.R Tonnessee Valley Authority 88/96/01 Document Control Branch (Docu 
ment Coni rol Desk) 2pp 45764 149 45764 189 

6806130132 Responds to Generic Ur 88-05, "Bone Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components m PWR Plants " Util will Implement program to 
address potential lor boric acid corrosion prior to initial fuel loading 
GRIDLEY.R Tennessee Valley Authority 08/06/01 Document Control Branch. (Docu 
ment Control Desk) 4pp 45802 136 45802 139. 


0006090005 Forwards Insp Repts 50 390/80*02 & 50 301/08 02 on 000105 OJA* Nj 
violations or deviations noted 

BARR.KP Ofc of Special Projects 08/05/27 WHITE.SA Tennesseo Valla/ AW-hcr 
ity 2pp 45B14 231-45814 240 

*-8806090006 Insp Repls 50 390/GB 02 & 50-391/80 02 on 600405 0509 NO uo'3V<-i 
or deviations nolod Major areas Inspected licensee aciion on previous enforamt-N 
items & Insp findings & fire prevention & fire protection 

WALTON, G, A, POWELL, TB, ELROD, S A Rogion 2, Ofc of the Director BmVtJ 
16pp. 45814 233-45814 248 


8806140365 Forwards response lo Genonc Ltr 08 03 re steam binding of auxiliary feed 
water pumps, including monitoring of steam binding & restoring sys To operable status 
should steam binding occur, 

GRIDLEY.R Tennessee Valiey Authority 88/06/03 Document Control Branch (Docu 
ment Control Desk). 4pp 45B26 208 45826 301 


8806230060 Final response to FOIA request for documents App H documents available 
at PDR App I documents partially withheld (ref FOfA Exemption 6) 

GRIMSLEY.DH Division of Rules & Records (870413 880514) 86/06/13 

CO N NO R, L. Ooc- Search Associates 5pp 45B45 050 45B4510O 


-8009200193 Forwards H Meyers 850613 memo transmuting series of memos previous- 
ly sent lo NRC concerning Black & Veatch review of plant, 

KAMMERER.C Office of Congressional Affairs (pro 870413) 05/09/15 PALLADINO 
BERN THAI, ZECH Commissioners Ip 45845 160-45045 160 


0005240090 Suppl 1 to NRC Info Notice 07-061, "Failure of Wosllngliouso 
Circuit Breaker Coll Switches ” Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 6/0411) 50/05/.) I 
Consolidated Edison Co of Now York, Inc 120pp 45683 030 45CQ3 157 

8805240215 NRC Info Notice 88 034, “Nuclear Mall Control & Accountability o I Nw\g 
SNM at Power Reactors " Svc fist oncf 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/03/ 
Consolidated Edison Co of New York, Jnc 122pp 45795108 45790 306 

0006130220 Summary of 880510 enforcement conference w/util in nockvillo.MD ro a! 
teged harassment & intimidation of Inspectors by Hartford Steam Boiler A Insurav* 
Co for work performed List of attendees & meeting handouts encf 
AULUCK.R Ofc of Special projects 00/05/31 Ofc of Special Projo<li 
45793 218*45793 245 


-8806210168 Discusses questions raised as to consistency ol findings In 850917 SALP 
w/results of TVA NSRS repta, Quality Technology Co findings & INFO field notes 
MEYERS, H HousoofRep 85/00/23 DIRCKS.B NRC • No Detailed Affiliation Given 
9pp. 45945.165 45845 173. 


8805270306 NRC Info Notice 69-035, "Inadequate Licensee Performed Vendor AuA's *" 
Svc fist end. „ 

ROSSI, CE Division of Operational Events Assessment (Post 870411) flG/ta'OJ 
Consolidated Edison Co of Now York, Inc 120pp 45790 068 45790 187 
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8B06020047 NRC Info Notice 08-036, “Possible Sudden Loss of PCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411} 80/06/08 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

8606090301 Suppl 2 to NRC Bulletin 87*002, “Fastener Testinq to Determine Conform 
ance W/Applicablo Mall Specs " Svc Cist end 

ROSSI, C t Division of Operational Events Assessment (Post 070411) 00/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327 

6606230323 Submits Interim response to violations noted in Insp Repls 50*390/07*07 & 
50-391/87*07 Extension of schedule for responding to violation until 891031,in order 
to provide details of sample relnsp program of HVAC supports, requested 
GRIDLEY,R Tennessee Valley Authority 06/06/13 Document Control Branch (Docu* 
ment Control Desk) 3pp 45932 052-45932 054 

6606060025 NRC Info Notice 8B 037, ’’Row Blockage of Cooling Water to Safety Sys 
Components “ Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

8806080211 NRC Bulletin 8G 006, "Acflons To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Post 070413} 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211 45935 318 

8606090194 NRC Info Notice 88 038, “Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers ” Svc list encl 

ROSSI.CE Division ol Operational Events Assessment (Post B70411) 80/06/15 
Consolidated Edison Co of Nov/ York, Inc 111 pp 45946 126 45046236 

8606150013 NRC Bulletin 08 007, “Power Oscillations In BWRs” Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411} 00/06/ 15 
Consolidated Edison Co of Now York, tnc 114pp 45929 115 45929 228 

8609160166 Suppl 1 to NRC Bulletin 88 005, "Nonconforming Matls Supplied by Piping 
Suppllosjnc at Folsom.NJ & West Jersey Mfg Co at Williamstown.NJ ” Svc list one! 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

6609200051 NRC Info Notice 88 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 070411) 88/06/23 
Consolidated Edison Co of New York, Inc tOOpp 45977 287 4597C033 

0806200306 NRC Info Notice 88 043, “Solenoid Valve Problems “ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45077 206 


S Reportable occurrences, LERb & related correspondence 

8805260043 Supplemental deficiency rept re Incorrect pressure switch setpoints for 
ERCW screen wash pumps Intiatly reported on 0606 17 Requests change of “improv- 
ing" to “proving" in listed statement Next rept will bo submitted by 861097 
GRIDLEY.R Tennessee Vallay Authority 00/05/19 Document Control Branch (Docu- 
ment Control Desk) 2pp 45701 110 45701 111 

8609070012 Final deficiency rept re internal bolts corroded in raw water chocx 
valves Initially reported on 880502 Util will replace ffappor assembly holddown bolts 
on all 26 subj Atwood & Morrill check valves 

GRIDLEY.R Tennessee Valley Authority 80/06/01 Document Control Branch (Docu 
mont Control Dosk) 4pp. 45753 244-45753 247 

0000140153 Supplemental final deficiency rept ro oxtrome wear shown on Wostmg- 
houso switchgear breakers Initially reported on 851226 Breaker lubricant changed 
from molybdenum disulfide alcohol suspension to Moly Koto DR2 Plus 
GRIDLEY.R Tennessee Valloy Authority 08/06/02 Document Control Branch (Docu- 
ment Control Desk) 5pp 45821:218-45821 222 

6906160008 Responds to 880505 Itr ro unpermlttod discharge of ERCW strainer back- 
wash to Intake channel. Rept describing diachargo.actions lakon to mlnlmlzo environ 
impact & steps taken lo eliminate violation end W/o stated end 
BROOKS, R H Tennessee Valley Authority, 08/06/00 STEWART, P L Tennessee, 
State Of. 2pp 45040 319 45840.320 

8906200174 Final deficiency rept ro Umitorquo motor actuator component 
interchangeability. In 111 ally reported on 670924 Design Info assembled to Idonllty safety 
related actuators affecting design (unction & valve manufacturer Info collected 
GRIDLEY.R, Tennessee Valley Authority, 88/06/15 Document Control Branch (Docu- 
ment Control Dosk) 4pp 45865' 136-45865 139 


DOCKET 60-395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 


&0G6O6OO17 Forwards Insp Rept 50-395/80-12 on 880502-05 No violations or devi 
at Ions noted 

JULIAN, C A Region 2. Ofc of the Director, 88/05/19 NAUMAN, DA South Carolina 
Electric & Gas Co 2pp 45769'284-45769 290 

*-8806060018 Insp Rept 60-395/88-12 on 8B0502*05,No violations noted Major areas 
Inspaclod roporlabilUy deter min at Ion ,Q A reviews & security 

MELLEN.LS, BELISLE.G A Region 2, Ofc of the Director 08/05/19 11pp. 

45769 206 45769 296 


0006030180 Forwards Amend 70 to license NPF-12 & safeguards evaluation Amend 
modifies license condition to require compliance w/amonded physical socunty plan 
HAYES, JJ Project Directorate lt-1 80/05/26 NAUMAN.O A South Carolina Electric 
& Gas Co 4pp 45757 210 45767 210 


-8606030214 Amend 70 to License NPF-12, modifying license condition to require com 
pliance w /amen dad physical security plan 

ADENSAM.E G Project Directorate lt-1 06/05/20 2pp 45757 213 45757 214 


-6606030217 Safeguards evaluation supporting Amend 70 to License NPF-12, 
• Project Directorate 11*1 88/05/26 3pp 45757 215 45757 210 


BB06290037 Advises that 880122 Rev 12 to corporate emergency plan consistent w/ 
planning stds of 10CFR50 47(b) & requirement of App E to 10CFR50 Understands 
that deletions In Table 5 2 were made In error, per BB0524 talc on 
COLLINS.D M Rogion 2, Ofc of the Director 08/06/03 NAUMAN.O A South Carolina 
Electric & Gas Co 2pp 45950 1 42 45950 143 

8806160155 Rev IS.Chango A to EPP 001, "Activation & Implementation of Emorgency 
Plan" & Rev 11 .Change B to EPP-019, "Emergency Equipment Checklist " W/600606 
ttr 

BEALE.K E , NAUMAN, D A South Carolina Electric & Gas Co 0B/O6/O6 5pp 
45022 349-45822 353 

8006280200 Forwards Amend 2 lo updated fire protection evaluation rept 

NAUMAN, DA South Carolina Electric & Gas Co 00/06/20 HAYES, JJ Document 
Control Branch (Document Control Desk) 2pp 45943 001*45043 068 

-8006200213 Amend 2 lo fire protection evaluation rept 

* Commonwealth Edison Co 06/06/30 65pp 45943 003*45943 068 


J* Insurance & Indemnity Information 

0806030177 Forwards policy endorsmonts, Including Endowments 51,36,91 & 77 to 
NELIA Policies NF 252,NF-201,NF-1B2 & NF 238, respectively & Endorsements 
32,28-, 72 & 65 to MAELU Policies MF-1O0.MF-t12.MF 61 & MF-93, respectively 
SANNA.L J Marsh & McLennan, tnc 80/05/26 DINITZJ Office of Nuclear Reactor 
Regulation, Director (Post 870411) 37pp 45717 273 45717 308 


P Operating license stage documents & correspondence 


G8062903B2 Forwards Amend 67 to License NPF 12 & safoty evaluation Amend revises 
Tech Specs to clarify svc water sys a reactor bldg response times.por util 061212 
applications 070409 suppl W/o ends 

HOPKINS.J B Project Directo r alG 11-1 07/07/22 NAUMAN, DA Southern California 
Edison Co 1 p 459G4 326 45064 326 

8805250227 Application for amend to Licenso NPF-12, revising Surveillance Require 
mont 4 4 5 4 a 10 of Toch Spec 3/4 4 5, lo allow use of steam generator weld sleeve 
processes contingent upon prior NRC approval Foe paid 

NAUMAN.O A South Carolina Electric & Gas Co 6B/05/16 Document Control 
Branch (Document Control Dosk) 4pp 4 5607 1 60 45687 1 64 

-0005250235 Proposed Tech Spoc 3/4 4 5, “Steam Generators," Surveillance Requiro 
mont 4 4 5 4 a 10, allowing use of steam generator wold aloovo processes contingent 
upon prior NRC approval 

* South Carolina Electric A Gas Co 08/05/16 Ip 45607 164*45507 164 

0005260312 Responds to 071109 request for add! info re 051206 application for amend 
to License NPF 1 producing number & seventy of starts of emergency diesel ■genera- 
tors to reduce woar & Increase reliability Revised Toch Spocs oncl 
NAUMAN.D A South Carolina Electric & Gas Co 80/05/16 HAYES, J J Document 
Control Branch (Document Control Desk) 3pp 45664 OBG-45664 099 


—88052503 1 4 Proposed Tech Specs re reduction of number & seventy of starts of 
emergency diesol generators to doorcase engine woar & Increase reliability 
' South Carolina Electric & Gas Co 0B/O5/16 1 1 pp 45604 089*45664 099 

0005250377 Confirms that procedural requirements addressed in uti) 860214 Itr to JN 
Groce ro Gonoric Ltr fiD 03, “Steam Binding of Auxiliary Foodwater Pumps,” which 
resolves Generic Issue 93 will -continue to bo maintained 

NAUMAN.D A South Carolina Electric & Gas Co 88/05/ID Document Control 
Branch (Document Control Dosk) 2pp 45606 215 45686 216 


0806030119 Requests 7 day extension to 7 day action statement for Toch Spec Limiting 
Condition for Operation 3 6 2 3,ActLon Horn a ro reactor btdg cooling unit Extensions to 
allow chemical cleaning of both Trains A & B 

NAUMAN.D A South Carolina Electric & Gas Co 06/05/10 GRACE, J N Region 2. 
Ofc ol the Director, 2pp 45742 120 45742 129 


8805250211 Submits amend to QC0216 Reg Guide 1 97 submittal re justification for min 
Instrument temp range ol 50 F for monitoring roactor bldg almosphore vs Reg Guido 
1 97 recommended 40 F.per NRC lelcan request 

NAUMAN.D A South Carolina Electric & Gas Co 08/05/20 HAYES, J J Document 
Control Branch (Documont Control Desk) 3pp 456B6 347-45686 349 


8005270023 Application for amend Id License NPF-12, revising Tech Specs supporting 
refueling & oporalion of plant w/Vantage 5 Improved fuel design Proprietary WCAP* 
1 1G56,nonproprmtary WCAP-1 1657 & Woslinghouse safety evaluation end 
NAUMAN.D A South Carolina Electric & Gas Co 06/05/20 Document Control 
Branch (Document Control Dosk) 3pp 45692 336 45094 172* 


-8B0S2700-27 Application for withholding proprietary WCAP-1 1656, "Westlnahouse Im 
proved Thermal Oeslgn Procedure Instrument Uncertainty Methodology," iron public 
disclosure, per 10CFR2 790(b)(4) 

WIESEMANN.R A Westmghouso Electric Corp 87/12/03. MUR1EY.T Office of Nu- 
clear Reactor Regulation, Director (Post 07041 1), Opp 45692 339-45692 347 


-8805270030 “Westmghouse Improved Thermal Design Procedure Instrument Uncer- 
tainty Methodology " 

* Wosllnghouse Electric Corp WCAP- It 657 67/12/31 26pp 45692 348*45693013. 


-B805270031 “Safety Evaluation for VC Summer Nuclear Station Transition lo Westing- 
house 17x17 Vanlage 5 Fuel “ 

1 South Carolina Electric & Gas Co GG/05/3 1 500pp 45693 014-45694 172 


8806030304 Notification of 880601 meeting w/ulil & EG&G In Rockville.MD to discuss 
pianl Inservice testing program 

HAYES, JJ Project Directorate II 1 08/05/24 MURLEY/T , SNIEZEK.J , MIRAGUA.F 
NRC - No Detailed Affiliation Given 4pp 457 1 5 179 4 5716 1 62 

0806020093 Requests meeting on 080601 in Rockville, MD to discuss plant Insorvlco 
testing program Discussion will focus on items presented In oncl 
HAYES.JJ Project Directorate d-1 88/05/26 NAUMAN.D A South Carolina Electric 
& Gas Co Bpp 45709 202-45709 299 
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8806020124 Advises that B60519 response to Generic Ur 88 03, "Steam Binding of 
Auxiliary Feedwater Pumps" satisfactory & no further action necessary 
HAYES.J J Project Directorate 11-1 88/05/26 NAUM AN, D A South Carolina Elactnc 
& Gas Co 2pp 45704 353 45704 354 


0006030188 Forwards Amend 70 to License NPF'12 & safeguards evaluation Amend 
modifies license condition to require compliance w/amended physical 1 security plan 
HAYES.J J Project Directorate 11-1 8B/05/26 NAUMAN.D A South Carolina El ectnc 
& Gas Co 4pp 45757 210-45757.218 


O Inspection reports, IE Bulletins & correspondence 

8006060096 Forwards Insp Rept 50*395/80-10 during Apr 1008 & nollco cf '■lo'ALon 
VERRELLI.DM Region 2. Ofc of the Director 80/05/16 NAUMAN.D A South OuoV 
na Electric & Gas Co 2pp 45764 062-45764 072 

-0&O6D6OO98 Notice of violation from insp In Apr 1909 Violation notod failure lo esiib- 
lish continuous fire watch w/backup suppression equipment In relay room 
VERRELLI.DM Region 2 ( Ofc of the Director 88/05/16 ip 46764 064 45764 054 


-6886030214 Amend 70 to License NPF-12 v moditymg license condition to require com 
pH a nee w/a mended physical security plan 

ADENSAM.EG Project Directorate IM 88/05/26 ?pp 45757 213-45757 214 


-8806030217 Safeguards evaluation supporting Amend 70 to License NPF*12 
• Project Directorate II 1.83/05/26 3pp 45757 215-45757 218 

8806030197 First partial response to FOIA request for documents App E3 forwarded A 
also being made available at PDR App A available at FDR Records also being mado 
available at L PDR for plant 

GRIMSLEYJDH Division of Rules S Records (070413 800514) B8/05/26 

WEISSMAN.S California, State of 3pp 45764 166 45764 166 


-81 12100572 Std order for DOE work "Review of Pumps A Valve inservice Tesllng 
Program for OL Plants," issued to INEL Statement of work end 
VOLLMER.RH Division of Engineering (pre851125) BI/11/09 7pp 46784 232- 
45704 230 


-8202080434 Forwards listing of NRC eslfmated completion dates for OL applicants 
listed in Bevifl Rept Oates represent collective NRC judgement 
EISENHUT.OG Division of Licensing <0OO42O'S51124) 02/01/16 BASSETT, H S 
Office Of Management and Program Analysis 3pp 45784*200-45784 210 


-0202250094 Forwards lisl of casework open issutJ9 for wk ending 620122, por 01 1 120 
request Only Category 2 A 3 open issues listed for plants having Bevill decision dates 
more than 3 months away 

EISENHUT.OG Division of Licensing (000420 851124 ) 02/01/28, DENTON.H R 
Office of Nuclear Reactor Regulation, Dimeter <pre 851125), 15pp 45764.211* 
45734 225 


8806150004 Forwards response to Generic Ltr 60 05, "Boric Acid Corrosion ol Carbon 
Steel Reactor Pressure Boundary Components In PWR Plants " Detailed evaluation ol 
components to be completed by 800930 

NAUMAN.D A Southern California Edison Co 89/06/03, Document Control Branch 
(Document Control Desk) 5pp 45838 031-45838 035 

8806170296 Forwards Amend 71 to License NPF-12 A safety evaluation Amend 
charges Tech Specs to raise temp limit of sve water pump/ screen room from 102 F 
to 113 F 

HAYES, JJ Projecl Directorate 11-1, 88/06/06, NAUMAN.D A South Carolina Electric 
A Gas Co 3pp 45829 097 45829 106 

-880B170297 Amend 71 lo License NPF-12,changlng Tech Specs to raise temp limit of 
sve water pump/screon room from 102 to 118 F 

ADENSAM.E G Project Directorate II 1 88/06/0$ 5pp 45029 099-45029 103 

-8886170300 Safety evaluation supporting Amend 71 to License NPF-12 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 88/06/06 3pp 
45829,104-45829 106 


8800210425 Summary of 880524 mealing w/uttl in Rockville, MD to discuss proposed 
change to Tech Spec 36 16, "Containment Structural Inlagnty" Related info end 
HAYES.J J„ Project Directorate II 1 88/05/08 Project Directorate IM 43pp 

45857 214-45B57 256 


0006210422 Notification of BB0628 meeting w/util Eh JankinsvilJe.SC to discuss status of 
licensing activities 

HAYES, JJ Project Directorate IM, 68/06/10 ADENSAM.EG Project Directorate II 
1 3pp 45371 318-45871 320. 

0BO621O51 1 Forwards Amend 72 to License NPF-12 A safety ovaluatlon. Amend revises 
Tech Specs to establish clear & independent access to senior mgl re matters of nu 
clear safety by change fn oversight of Nuclear Safety Review Committee 
HAYES.J J Projecl Directorate I1 1 88/06/13 NAUMAN.D A South Carolina Electric 
& Gas Co 3pp 45871.221 45071 291 

-0806218512 Amend 72 to License NPF-12, revising Toch Specs to ostablish clear A 
Independent access to senior mat re matters of nuclear safety by change in oversight 
of Nuclear Safety Review Commiiteo 

ADENSAM.EG. Project Directorate 11-1 38/06/13, 6pp 45871,224-45871*229 

-0806210514 Safety evaluation supporting Amend 72 to License NPF-12 
4 Offece ol Nuclear Reactor Regulation, Director (Post 870411) 83/06/13 2pp 
45871 .230 46871 231 


8803230260 Describes -util proposed plan for addressing Generic Ltr 82-33 open issues 
re SPDS Current SPDS based on Westinghouse plant safety status display sys using 
Wostinghouse software. Util has initiated upgrade project for entire compuler svs 
NAUMAN.D A, South Carolina Efeclrie & Gas Co 88/03/16, Document Control 
Branch (Document Control Desk) 3pp. 45902,152-45902,154, 

8800200375 Addendum to 680520 application for amend to License NPF-12, revising 
Tech Specs In support of refuattng & operating plant w/VANTAGE 5 improved fuel 
design Addendum reanalyzed T average to 507 4 P. 

NAUMAN.D A. South Carolina Electric A Gas Co 88/00/20 Document Control 
Branch (Documenl Control Desk) 26pp 45948 260*45fi<J8 31O 


-8806060100 In9p Rept 50 395/08-10 In Apr 1988 No violations noted Major 
Inspected previous Insp fmdmgs.monthly surveillance observe lions, monthly mAmt ob- 
servations & operational safety verification 

PREVATTE.R L , HOPKIN5.P C , MODENOS.L P Region 2, Ofc of lira Dimeter 60.' 
05/13 8pp 45764 065 45764 072 

0806030017 Forwards Insp Rept 50-395/08-12 on 8B0502 05 No vlolallonj or ifcr/ 
aliens noted 

JULIAN.CA Region 2, Ofc of Ihe Director 8B/05/19 NAUMAN.D A South f ,V(/rj 
Electee ft Gas Co 2p p 45769 284 45769 296 

-6806060010 Insp flept 50 395/00-12 on 880502 05 No violations noUMf Major rue-n 
inspected roportability dotermination.OA revlows & security 
MELLEN.LS, BELISLE.G A Region 2, Ofc of the Director 88/05/19 11 m 

45769 2B5 45769 296 

0006200027 Responds to violations noted In Insp Rent 50 395/0001 CprroiL'.a 
action Identified EFW pump motor lubricated on 680121 Reviewing innlnt Nitgry (-1 *3 
10CFR50 49 qualified equipment 

NAUMAN.D A Southern California Edison Co 08/05/25 GRACE, J N Region ? O': 
of the Director 17pp 45B65 193 45065 209 

8005240028 NRC Into Notice 88 033, "Recent Problems Involving Mode! Spec 2 1 R* 
dlographic Exposure Device " Sve list end 

BURNETT, R F Division of Safeguards & Transportation (Post 670413} Ofl/OVJJ 
Consolidated Edison Co of New York, Inc 120pp 45603 150 45603 27/ 

680607038 B Confirms 080523 tofeon between JL Skolds A HC Dance ro oiorulinu wra 
time enforcement discretion Extension of limiting condition of oporallon to tho-rrwV’y 
clean & test Tram B of reactor bldg cooling units authonzod 
GRACE, J N Region 2, Ofc of the Director 08/05/27 NAUMAN.D A South (VoVa 
Electric & Gas Co Ip 45774 107 45774 107 

0805240090 Suppl 1 lo NRC Info Notice 87 061, "Failure of Weslinghuuso W 2 
Circuit Breaker Cell Switches ” Sve list end 

ROSSI.C E Division of Operational Events Assessment (Post 670411) IM/O* f 3 p 
C onsolidated Edison Co of New York, Inc 120pp 45603 030-45003,157 

0805240215 NRC Info Notice 80 034, "Nuclear Mail Control & Accountability nf 
SNM at Power Reactors " Sve list end 

ROSSI.C E Dwislon of Operalional Events Assessment (Post 0/04 1 1) Cfl/05^1 
Consolidated Edison Co of New York, Inc 122pp 45790 100 45790 301) 

0005270306 NRC Info Nolico 80-035, "Inadequate Licensee Porformod Vontfw Ai*J r i 
Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) WI/fKPO' 
Consolidated Edison Co of New York, fnc 120pp 45790 008 45700 10/ 

0806020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS fnvoiUnry fVr/vj 
Low Coolant Love) Operation ” Sve Ifst end 

ROSSI.C E Division of Operational Evonls Assossmont (Post 8/0111) fl0/M<u4 
Consolidated Edison Co ol New York, Inc 120pp 45905 152-45005 271 

0806090301 Suppl 2 lo NRC Bullotin 07 002, "Fastener Testing to Dalarmmo Pivs^-r" 
ance W/Appllcable Matt Spocs " Sve fist end 

ROSSI.C fc. Division of Operational Events Assessment (Post 070411) OO/iKMO 
Consolidated Edison Co or New York, Inc 120pp 45916 200-45916327. 

0006240016 Ack receipt of 880525 ltr Informing NRC of steps tnkon to corrocl yWHeuO 
notod In Insp Rept 50 395/00-01 

HERD!, A R Region 2, Ofc of Ihe Director 08/06/10 NAUMAN.D A South 
Electric ft Gas Co 2pp 45962 213 45962,214 

8806000025 NRC Info Notice 08-037, "Flow Blockage of Cooling Water to Safety 
Components " Sve list end 

ROSSI, C,E Division of Operational Events Assessment (Post 0704 M) Ufl/Ofi/ti 
Consolidated Edison Co of New York, Jnc 125pp 45940 001-45946 125 

0886000211 NRC Bulletin 08 006, "Actions To Be Taken for Transportation el MM 
Spec 2-T Radiographic Exposure Device," Sve lisl end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) WCOrn 
Consolidated Edison Co of New York, Inc 1O0pp 45935 211-45935 310 

0806090194 NRC Info Notice 88 038, "Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Sve list end M , 

ROSSLC E Division of Operational Events Assessment (Post 670411) 0fl/W/l* 
Consolidated Edison Co. of New York, Inc lllpp 45946.126 46946 230 

0806150013 NRC Bulletin 00-007, "Power Oscillations in BWRs " Sve list oncl 
ROSSI.C E Division of Operational Events Assessment (Post 070411) Olj/Oo/ 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115-45929 220 

8806 IS0 186 Suppl 1 to NRC Bulletin 06 005, "Nonconforming Malls Supnljod t»/ FV^a 
Supplies, fnc at Folsom, NJ & West Jersey Mfg Co at Williams town, NJ Svclit«^i 
ROSSI.C E Division of Operational Events Assessment (Post 6704! 1) 80/W r lt 
Consolidated Edison Co of Now York, Inc 120pp 45905 032 45965 161 


-8806280377 Addendum to proposed Tech Spocs, changing temp average to 587,4 F 
• South Carolina Electric & Gas Co. 88/06/20 16pp. 45948 295 45948 310 

6806290163 Forwards VVestlnghouse Owners Group Notification Ltr OG-93 21, Identify ■ 
fng mfdloop concerns.per Generic Ltr 87*12, "Loss of RHR While RCS Partially Riled" 
A a 8 0426 m eel Ing ag re emenl 

NEWTON.R A. Woslfnflhouse Operating Plants Owner© Group 86/06/20. 
HODGES, W. Reactor Systems Branch 7pp 45973,330 45973 344 


8806200051 NRC fnfo Notice 08-042, "Circuit Breaker Failures Duo to Loose Ch*r*r>? 
Spnnp Motor Mounting Bdts " Sve list end , „ 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 00/w^g 
Consolidated Edison Co of New York, Inc 108pp 45977 207-45978 033 

8806200306 NRC fnfo Notice 00 043, "Solenoid Valve Problems " Sve list oncl 
ROSSf.CE, Division of Operational Events Assessment (Post 070411) Wwtil 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 
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R. Periodic operating reports & related correspondence 

6606170142 Forwards fifth annual rept lor mods made to facility por FSAR & summary 
of safety evaluation prior to B70806 

NAUMAN.D A South Carolina Electric & Gas Co 8B/05/27 GRACE, J N Region 2, 
Ofc of tho Director lOpp 45064 045-45864 054 

6 B 061 30300 Monthly operating rept for May 1980 W/880609 Itr 
HALTIWANGER.J , NAUMAN.DA South Carolina Electric & Gas Co 88/05/31 5pp 
45709 20 1-457G9 205 

8006160062 Forwards Technical Rept 88*1, "Seismic Activity Near VC Summer Nuclear 
Station for Period Jan Mar I960 " 

NAUMAN.D A South Carolina Electric & Gas Co 06/06/08 HAYES.J J Document 
Control Branch (Oocument Control Desk) Ip 45840 141-45840 157 

-0806160076 "Seismic Activity Near VC Summer Nuclear Station for Period Jan-Mar 
1688" 

TALWANI.P, South Carolina, Unlv of, Columbia, SC 8B 1 08/03/31 16pp 

45840 142 45040 157 


S. Reportable occurrences, LERa A related correspondence 

8603140268 LER 00 003 00 on 880201, level Indication errors occurred & caused con- 
densation In sensing lines Pressurlzer level channels adjusted to compensate for 
errors experienced In lines to prevent operator confusion W/880300 Itr 
HIGGINS, W R , NAUMAN.DA South Carolina Electric & Gas Co 08/03/00 6pp, 
45740 246 45740 251 

86 0603031 3 Special Rept SPR 80 03 on 680422, reactor bldg high range radiation moni- 
tor RMG18 declared inoperable due to erratic reading Caused by faulty 
connections New coaxial connectors installed & monitor returned to sve 
NAUMAN.DA South Carolina Electric & Gas Co 00/05/00 GRACE, J N Region 2, 
Ofc of the Director 2pp 45752 312-45752 313 

8666070078 Special Rept SPR 88 004 on 800506,61 meter wind direction Instruments 
declared Inoperable Caused by defective data logger t New data loggor Installed & in 
strument will ba returned to operabto status on 880524 

NAUMAN.D A South Carolina Electric & Gas Co 00/05/23 GRACE, J N Region 2, 
Ofc Of the Director 2pp 45787 312-45707 313 

8606010141 LER 88 005 00 on 800426, fire walch not established for relay room after 
isolation of C02 sys.par Tech Spec 3 7 93 a Caused by Inadequate review of paper 
work due to personnel error Involved personnel to review Incident W/QB0526 Hr 
HIGGINS, WR„ NAUMAN.DA South Carolina Electric & Gas Co 00/05/26 5pp 
45695 303-45695 307 

8806200211 PNO II 80 038 on 880803, outage oxcoodod 48 h to repair leaking tubos on 
condenser B Reactor subsequently tripped from unrelated switch problem during sur- 
veillance test Eddy current test determined 30 tubes would not pass probe 
DANCE, H. Region 2, Ofc of the Director 00/06/03 Ip 45B01 ,262-45861-262 

8006160310 LER 8B 006 00 on 00051 2, safety Injoclion/roactor trip occurred when MSIV 
closed during testing Caused by operation of lost switch Action required by appropri- 
ate emergency operating procedure Initiated 

HIGGINS, W fl , NAUMAN.DA Southorn California Edison Co 60/00/09 6pp 
45641 170-46841 183 


V. Operator Examinations 

8805250299 Forwards amended Tech Spec Pagos Q-1,6-2 & 6 3, reflecting add! info 
added por Generic Ltr 86 06 ro deletion of organizational charts & rov of training re- 
quirements. 

NAUMAN.DA South Carolina Electric & Gas Co 00/05/10 Document Control 
Branch (Document Control Oesk) 4pp 45673 101-45673,184 
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F. Security, medical, emergency & fire protection plana 

8005250119 Advises that mutual resolution to open items A concerns re re emergency 
action levels achieved.por G803Q4 telcon Emergency plan changes consistent w/pro 
cedural rev & being readied for submittal, 

SORENSEN, GC Washington Public Power Supply System 88/03/22 FISH, Ft 
Region 5, Ofc of the Director Ip. 45712 353 45712*353 

B806060270 Forwards Insp Rept 50 397/08-06 on 800426 29 No deficiencies or viola 
lions noted. 

WENSLAWSKI.F A Region 5, Ofc of the Director 88/05/18 SORENSEN, GC Wash 
inglon Public Power Supply System. 2pp. 45704*020 45704 027 

-8806080271 Insp Rept 50-397/00-06 on 080426 20, No deficiencies or violations 
noted Major area inspected operational status of emergency preparedness program 
(audit section) A followup on five open items Identified during previous Insps 
GOOD.GM, FISH.RF Region 5, Ofc of the Director 88/05/18 6pp 45784 022- 
45704 027. 

8898020222 Rev 5 to Emergency Plan Implementing Procedure EPIP-13 1 1, "Emergen 
cy Classification " 

BAKER, JW Washington Public Power Supply System. 88/05/2 3 2Spp 45712 326 
45712.351 

8608030051 Forwards Amend 67 to License NPF-21 & safeguards evaluation Amend 
modifies Paragraph 2 E of license to require compliance w/amendod physical security 
plan 

SAM WORT H,R B Project Directorate V 88/05/23 SORENSEN, G C Washington 
Public Power Supply System 4pp. 45725.1 80 45725.196 

“8806030058 Amend 57 to License NPF-21 .modifying Paragraph 2 E of license to re- 
quire compliance w/a mended physical socurity plan 

KNIGHTON, G W. Project Directorate V. 08/05/23 2pp. 45725 192-45725*193 

-8806030002 Safeguards evaluation supporting Amend 57 to License NPF-21, 

* Project Directorate V. 08/05/23. 3pp 45725 194-45725H96 


8806130353 Informs that calculation analyzing structural integrity of specific support 
steel configurations for Instrument sensing lines rescheduled for completion from 
880515 to 8807 15 due to unavailability of supporting resources 
SORENSEN, G C Washington Public Power Supply System 80/06/03 Document 
Control Branch (Document Control Desk) Ip 45B21 109-45021 109 


P. Operating license stage documents & correspondence 

8806160391 Responds to NRC 0BO3O7 Itr & request at 686504 meeting describing GE 
program to reconfirm design adequacy of associated circuits in GE BWR9 Upon com 
pletTon of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 081104 
ARTIGAS.R General Electric Co 86/05/04 THADANI.AC Assistant Director for Sys 
terns 3pp 45B23164 45823 166 

8806220013 Forwards FR notice of consideration of Issuance of amend to License 
NPF-21 & opportunity for hearing ro 880318 request to revise battery duty cycles for 
Div 1,2, & 3 125 volt & 250 volt ac power sys 

SAMWORTH.RB Project Directorate V 89/05/06 SORENSON.GC Washington 
Public Power Supply System 3pp 45095 348 45095,354 

— 8B05G40025 Notice of consideration of Issuance of amond to License NPF 21 & op 
portunity for hearing Amend changes Tech Spec Section 4 021, N DC Sources Sur- 
veillances Hequsrements ” 

KNIGHTON, G.W Projoct Directorate V 08/04/25, 4pp 45895 351 45895 354 

8805250140 Clarifies 6B03Q7 application (or amend to License NPF-21 re single loop 
operation Application not In conflict w/ 10CFR51 52, Paragraph (a)(3) requirements in 
that discharged fuel will conform to 10CFR51 52 assumptions 
SORENSEN.G C. Washington Public Power Supply System 08/05/13 Document 
Control Branch (Document Control Desk) 2pp 45664 067 45664 069 

8006020221 Forwards EG&G EGG-PHY 8032, "Technical Evaluation Ropt for Evalua- 
tion of Offsite Dose Calculation Manual Through Amend 4 ” Nineteen discrepancies 
raised in conclusion requested to bo addressed through now rov to manual 
SAMWORTHR.B Project Directorate V 88/05/19 SORENSEN.G C Washington 
Public Power Supply System Gpp 45709 016-45700 044 

“8804120250 "Technical Evaluation Rept for Evaluation of Offsite Dose Calculation 
Manual Through Amend 4 Washington Nuclear Plant Unit 2 " 

BOHN.TS , SERRANO, W EG&G Idaho, Inc (subs ofEG&G, Inc) BOHN.TS Idaho 
National Engineering Laboratory FIN D-6034 EGG PHY-0032 08/03/31 NRC No 
Dotaitod Affiliation Given 23pp 45709 022-45709 044 

8806010020 Informs that meeting stipulated date far response to request far info not 
possible Info will bo submitted by 8B0624 per 080517 telcon w/RB Samworth & PL 
Powell 

SORENSEN.G C. Washington Public Power Supply System 88/05/20. Document 
Control Branch (Document Control Desk) Ip. 456B3 283 45683 283 

8806030051 Forwards Amond 57 to Llconso NPF 21 & safeguards evaluation Amond 
modifies Paragraph 2 E of license to require compliance w/amonded physical security 
plan 

SAMWORTH.RB Projoct Directorate V 08/05/23 SORENSEN.G C Washington 
Public Power Supply System 4pp 45725, 100 45725 1BG 

—8806030058 Amond 57 to license NPF-21, modifying Paragraph 2 E of license to ro 
qulro compliance w/amonded physical security plan, 

KNIGHTON, G.W Project Directorate V 88/05/23 2pp 45725 192 45725 193. 

-BGQ603OO62 Safeguards evaluation supporting Amend 67 to License NPF 21. 

* Project Directorate V 06/05/23 3pp, 45725.194 45725 196 

8006030197 First partial responso to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being mode 
avallahlo at LPOR for plant 

GRIMSLEY.DH Division of Rules & Records (B704 13 880514) 00/05/26 
WEI5SMAN.S California, State of 3pp 46784 166-457C4 160 

-0202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bovill Ropt Dates represent collective NRC judge ment. 

EISENHUT.DG Division of Licensing (800420 651124) 02/01/10. BASSETT, HS 
Office of Management and Program Analysis 3pp 45704*200*45784 210 

-•6202 250094 Forwards list of casework open Issues for wk ending 020122, per 011120 
request Only Category 2 & 3 open Issue 9 listed for plants having Bovill decision dates 
more than 3 months away 

EISENHUT.DG. Division of Licensing (800420-051124) 02/01/28 DENTON, HR 
Office of Nuclear Reactor Regulation, Director (pro 851125) 16pp 45784*211- 
45704 225 

8806280321 Forwards Amond 50 to License NPF 21 & safety evaluation Amend revises 
requirement for automatic isolation capability for Valve RHR-V-8 as detailed In Tech 
Spec Tables 3.3 2-1 & 3.6,3 1 

SAMWORTH.RB Project Directorate V 88/05/26. SORENSEN.G C Washington 
Public Power Supply System 2pp 45953 346-45953’362 

--8B06 280328 Amend 50 to License NPF -21, revising requirement for automatic Isolation 
capability for Vatve RHR-V-8 as detailed In Tech Spec Tables 3 3 2-1 & 3 63-1. 
KNIGHTON, G.W. Projoct Directorate V. 60/05/26 1 1pp 45953 348-45953 350 

-8806280331 Safety evaluation supporting Amend 50 to License NPF-21 

* Office of Nuclear Reactor Regulation, Director (Po9t 070411) 80/05/26 4pp 
45953.350 45953 302. 

8306 150307 Confirms 680524 L Oxsen telcon w/P Johnson re mat meeting w/ulll on 
800607 in Region V.Ust of eqenda items & Internal notice of meeting end 
KIRSCH.D F. Region 5, Ofc of the Director 88/06/02 SORENSEN.G C Washington 
Public Power Supply System, 5pp 45015 273 45615 277 

8806210371 Forwards Amend 59 to License NPF-21 & safety evaluation Amend 
changes Tech Spec Tables 3 23 1 "MCPR Operating Limits" & 3.3.10-1, "Thermal 
Power Limits of Tech Spec 03 10 1, M Revs provldo operating limits for Cycle 4 
SAMWORTH.RB Project Directorate V 88/06/09 SORENSEN.G C Washington 
Public Power Supply System 3pp. 45871.204-45871 289 



176 DOCKETED ITEMS 


“80 OS 2201 76 Amend 59 to License NPF-21, changing Tech Spec Tables 32 2 1, 
"MCPR Operating Limits" & 3 3 10-1 , “Thermal Power Limits of Spec 3 310 1" 
KNEGHTON.GW Protect Directorate V 88/06/09 15pp 45371 2&7 45871 261 

“8000220179 Safety evaluation supporting Amend 69 to License NPF 21 

• Office of Nuclear Reactor Regulation, Director (Post 070411) 88/06/09 8pp 
45871 202 45871 209 

8806230086 Forwards Amend 60 lo License NPF-21, safety evaluation, notice of issu- 
ance & environ assessment & finding of no significant impact Amend extends refuel- 
ing outage for Implementing Rev 2 to Reg Guide 1 97 for flux monitoring 
SAMWORTH.RB Project Directorate V 08/06/10 SORENSEN.G C Washington 
Public Power Supply System. 4pp 45896 046 45896069 

-8606230094 Amend 60 to License NPF 21, revising License Condition 2 c (16) to 
extend fourth refueling outage deadfm.8 for implementing requcromenls of Rev 2 to 
Reg Guido 1 97 for (fu* monitoring Neutron flux monitor mu&t bs qualified 
KNIGHTQN.GW Project Director IQ V 08/06/10 2pp 45896 050-45896 051 

“B866230099 Safety evaluation suppo rim g Amend 60 lo License NPF-21 

* NRC - No Detailed Affiliation Given 80/06/10 2pp 45096 052-45896 053 

-8006230102 Noti-ca of issuance of Amend 60 to Lfcsnse NPF-21 
SAWWORTH.R8 Project Directorate V 88/06/10 2pp 45896 054 45896 055 

“0806000349 Environ assessment & finding of no significant impact supporting Issu 
anco of amend to License NPF-21 

KNIGHTON.G W Project Directorate V 00/05/31 4pp 45096 056 45896 059 

0808290101 Notification of 880628 meeting w/util fn Rockville, MD to dtscuss analyses 
to be performed for Cycle 5 fuel reload 

SAMWORTH.R Project Directorate V 83/06/16 KNIGHTON, GW Project Directorate 
V 3pp 45956 242-45956 244 


Q Inspection reports, IE Bulletins A correspondence 

0805310270 Forwards Insp Rapt 50-397/00-13 on 880407 14 No items of noncompll- 
anco noted 

WE NSLAWSKI ,F. A Region 5, Ofc of the Director 88/05/12 SORENSEN.G C Wash- 
ington Public Power Supply System 2pp 45719 226 45719 23B 

“0805310275 Insp Rapt 50-397/06-13 on 060407-14 No violations noted Major areas 
Inspected plant water chemistry control & chemical analysis, radiochemical 
analysis, post accident sampling & QA of pfant chemistry activities 
TEN0ROOK.W K , YUHAS.G.P Region 5, Ofc of the Director 88/05/11 llpp 
45719 226 45719 238 


8000200216 Forwards Insp Rept 50-397/08 19 on 080516 20 No violations noted 
PATE.RJ Region 5, Ofc of the Director 88/06/08 SORENSEN.G C Wasting^ 
Public Power Supply System 2pp 45944 078 45944 092 

“8006200228 fnsp flept 50 397/8B 19 on 880516*20 No violations Cf deviate* 
noted Major areas inspected representative subsystems lo assess post acoidenl s-atv 
pling sys conformance to Reg Guide 1 97, Rev 2 

MELFIJF, RICHARDS, S A Region 5, Ofc of the Director 00/08/05 I3pp 
45944:090-45044 092 

0006290009 Forwards Insp Rept 50 397/08 12 on 880425-27 & 0509 12 No wLlloii 
noted Concern expressed w/fincflngs re control & posting of redlofogicnlly control 
work areas during scheduled refueling outage 

SCARANO.R A Region 5, Ofc of the Director 08/06/08 SORENSEN, GC VY«hf^ 
ton Public Power Supply System 2pp 45950 092-45950 105 

“0806290024 fnsp Rept 50-397/88-12 on 080425 27 & 0500 12No vltfalc^i 
noted Major areas inspected occupational exposure control during oxlo.vdc-J 
outages , in eluding organization & mg1 t training & qualifications & survoys 8 rtvcntor^rvg 
CILLIS,M P CICOTTE.gr, YUHAS.GP Region 5, Ofc of the Di reel or 110/06 /Oa 
12pp 45950 094 45950 105 

0806090301 Suppl 2 to NRC Bulletin 87-002, “Fastener Testing to Determine Lon ton** 
anco W/Applicable Mall Specs " Svc list end 

ROSSI, GE Division of Operational Events Assessment (Post 870411) 86/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208 45916 327, 

8006080025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water lo Safety S r * 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 00/05/ T I 
Consolidated Edrson Co of New York, Inc 125pp 45946 001-45946 125 

0006000211 NRC Bulletin 08-006, “Actions To Be Taken for Transportation of I 
Spec 2-T Radiographic Exposure Device H Svc list end 

BURNETT.R F. Division of Safeguards & Transportation (Post 070413) 80/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211-45935 310 

0000240153 Forwards draft “Generic PRA Based Insp Plan" for processing IJvojgA 
NUDOCS to central flles.PDR & LPDR 

LONG.SM Risk Applications Branch 08/06/14 BLANTON, J D Docemonl Tonboi 
Branch (Document Control Desk) Ip 45927 252-45928 074 

-8006240154 Draft A 3453 07-6, “Washington Nucloar Plant 2 Generic PfIA (taioJ 
Insp Pfar>“ 

TAYLOR ,J , FRESCO.A, VILLARAN.M Brookhaven National Laboratory f IN A 3451 
07/06/30 02pp 45927 253 45920 074 


0005250141 Advises that util response to Suppl 1 to IE Bulletin 65 003 will bo submilted 
following BWR Owners Group aubmiltal UN will complete any add! activities as result 
of suppt by end of Spring 1980 refueling outage 

SORENSEN, GC Washington Public Power Supply System 88/05/13 Document 
Control Branch (Document Control Desk) 3pp 4S675 104 45675,106 

8005260122 Responds to NRC 680418 Hr re violations noted in Insp Rept 50 397/GO 
02 Corrective actions plant switchgear inspected, w/exception of main generator volt 
age regulator paneJ.no add! fillers discovered 

SORENSEN.G C Washington Public Power Suppty System, 68/06/18 Documenl 
Control Branch (Document Control Desk) 5pp 45692 102 45692 186 

0806000270 Forwards Insp Flept 50 397/88 06 on 000426 29 No deficiencies or viola 
tfons noted 

WENSLAWSKLFA Region 5 t Ofc of the Director, 00/05718 SORENSEN.G C Wash 
Ington Public Power Supply Syslem 2pp 457B4 020 45784 027 

“0806000271 Insp Ropt 50-397/08-06 on 680426 20 No deficiencies or violations 
noted Major area In spaded operational status of emergency preparedness program 
(audJt section) & followup on five open Hems Identified during previous Insps 
GOOD.GM. FISH.RF, Region 5, Ofc of the Director, 80/05/18, 0pp 45784 022 
45704 027 

8005240020 NRC info Notice 60 033, "Recent P/obloms Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BUR NETT, R F, Division of Safeguards & Transporlalfon (Post 870413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603,150 46603 277 

0005240090 Suppl 1 to NRC Info Notice 67 061, “Failure of Woslinghouso W 2-Type 
Circuit Breaker Cell Switches *' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603030 46683 157 

0806240215 NRC Info Notice 80-034, “Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co or New York, Inc 122pp 45790,188 45790 308 

8006100003 Responds to NRC 880527 request for addl info re violations noted in fnsp 
Rept 50-397/88-02 Details of overall assessment of plant quality & program changes 
to improve quality of design mods will be provided at 660607 mooting 
SORENSEN.G C W&shvrvgton Public Power Supply System. B8/G&/02 Document 
Control Branch (Document Control Desk). 6pp, 450 19 352*45819 357. 

0805270306 NRC Info Notice 80 035, “Inadequate Licensee Performed Vendor Audiis" 
Svc fist and 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 89/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068-45790:107 

000022OOB2 Forwards Insp Rept 50-397/88-10 on 880509 27 No violations noted 
PATE.RJ Region 5, Ofc of the Director 08/06/06 SORENSEN.G C Washington 
Public Power Supply System 2pp, A 5900 307*45908 312 

“0000220003 Insp Rept 60 397/68-18 on 680509 27 No violations notod Major areas 
Inspected in service insp activities. 

CLARK, CA, RICMARDS.S A Region 5, Ofc of the Director 09/06/06 4pp 
46903 309 45900 312 K 


0806090194 NRC Info Notice 80 038, "Failure of Undervolloge Trip Attachment on GE 
Circuit Breakers “ Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B7Q411) 0WOO/15 
Consolidated Edison Co of Now York, Inc lllpp 45946 126 45946 230 

0866150013 NRC Bulletin 88 007, “Power Oscillations in BWRs “ Svc li9l one) 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 0D/O0/f5 
Consolidated Edison Co of New York, Inc 114pp 45929.116 45920 220 

80061 501 CO Suppl 1 to NRC Bulletin 60 005, “Nonconforming Mails Supplied by P.p^J 
Supplies, Inc at Folsom, NJ & West Jersey MIq Co al Willlamstown.NJ Svc tel ovT 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 1)0/06/ IS 
Consolidated Edison Co of New York, Inc 120pp 45065 032-45905 151 

0806270149 First partial response to FOlA request lor documents Forwards JWi tl & 
C documents Documents available In POR App A document a also ft/fliWo ** 
PDR Apps D through G documents withhold (rof FOfA Exemption 5) flfllorfwibto rerf 
lion end 

GRIMSLEY.D H. Division of Rules & Records (B70413 880514) 66/06/15 0OIET.K 
Public Citizen’s Critical Mass Energy Project 24pp 45990 200 45906 350 

“8712070006 Forwards draft SALP rept lor Feb 1985 - Jan 1986, for roviow 8 comnnr.r 
at 86031 9 meeting at Region V Updated Tables 1 & 4 also end W/o end 
KIRSCH.D F Region 5, Ofc of the Director 06/03/14 CHAFFEE, A, JOHNSON P 
QUALLS, P Region 5, Ofc of the Direclor Ip 45999 012-45999.012 

“0712070118 Forwards data tables for use in preparing performance analyse ter 
SALP Insp results & LERs occurring during last month of SALP may not bo Included in 
fabfas Tables subject to review & comment until SALP process comptaioJ W/o eixt 
JOHNSON.PH Region 5, Ofc of the Director 06/02/09 CHAFFEl, A , QUAUS, P , 
TOTH, A Region S, Ofc of iho Director 4pp 45999 013 45999 016 

—8712070 1 99 Forwards draft SALP Rept 50*397/07 06 for Feb May 1907 k* 
review Comments requested al SALP Board meeting schodule for 070707 in Ite-gco 
Vj Up date ol Tables 1-4 Included in draft W/o ropt . 

KIRSCH.D, F. Region 5, Ofc of tho Director 87/07/01 CHAFFEE.A Region 5, Ofc of 
the Director KNIGHTON, G , GRADFUTE.J Office of Nucloar Reactor ftoflufatton, O. 
rector (Post &70411) Ip 45999009 45999009 

-0712070229 Forwards Insp & LER data tables for use In preparing perforinuiKO am-V- 
ses for SALP, per OF Klrsch 870507 memo Tables subj to review & comment un&l 

SALP process complete. W/o ends iru „ _ 

JOHNSON.PH Region 5, Ofc of the Director 87/05/12 CHAFFEE, A , DODDS R 
Region 5, Ofc of the Director BRADFUTE.J Office of Nuclear Roactof RofljjfetWA, 
Director (Post 670411) 2pp 45999 010-45909 011 

-0712070251 Partially deleted memo forwarding SALP rept & recommendations re NRC 
ac t, ons [Qf plant W/o oncli 

KlflSCH.D F Region 5, Ofc of the Director 87/07/31 MARTIN, J 0 Region 5, 0*c cl 
the Direclor. 2pp. 45999 007-45999 000 

-8006270246 Partially deleted memo forwarding SALP rept & recommendations re NRC 
actions , 

CHAFFEE, A E Region 5, Ofc of the Director 85/05/06 MARTIN ,J B nqpoft 5 Ole 
of the Director 2pp 45999 017-45999.020 


8006020047 NRC Info Noiico 80-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Leva) Operation " Svc list end 

FtOSS1.CE Division of Operational Events Assessment (Post B70411) 83/06/08 
Consolidated Edison Co. of New York, fnc l20pp 45965 152 45965 271 


8808200051 NRC Info Notice 88 042, “Circuit Breaker Failures Due fo Loose Charts) 
Spring Motor Mounting Bolts " Svc fist end t 

ROSSI.CE Division of Operational Events Assessment (Post 870411) Q8W23 
Consolidated Edison Co of New York, Inc 108pp 45977 287 45978 033 
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0000200306 NRC Info Notice 88 043, "Solenoid Valve Problems " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06723 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45077 206 


FI. Periodic operating reports & related correspondence 

0806170004 Forwards biweekly notice, applications & amends to OL Involving NSHC dtd 
880504 W/o end 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/05/23 

SORENSEN ,G C Washington Public Power Supply System 3pp 45823 357* 
45823 359 

8866100370 Monthly operating rept lor May 1900 for WPPSS Unit 2 W/08Q61O Ur 
HUTCHISON, L B , POWERS, CM Washington Public Power Supply System 88/05/ 
31 4pp 45863 271-45863 274 


S. Reportable occurrences, LERs & related correspondence 

8005260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F* 
573 156 pressure sensor/lube oil trip Initially reported on 800429 Addl 1-1/0 Inch di 
ameter w/deep counterbone In pressure head added to activate valve 
BLOCK, L R IMO Delaval, Inc 08/05/12 Ofc of Enforcement (Post 870413), 2pp 
45701 222-45701 223 

0006260349 PNO V-88 032 on 88051 2,radlatlon alarm caused by Improper valve lineup 
resulted in spill of radioactive spent resins to radwasto area lloor No offsite release 
occurred Inadequate controls permuted 3/4 Inch drain valvo to open 
CICOTTE.C, YUHAS,G Region 5, Ofc of the Director 00/05/13 Ip 45734 199- 
45734 199 

8806080209 LER 88 010-00 on 800430, nuclear steam supply shutoff sys Group 1 Isola- 
tion occurred Caused by low pressure in main steamllnes w/roactor mode switch in 
’ run*’ position Valve RFW-FCV-10B repaired W/8B0531 llr 

WASHINGTON, S L , POWERS, CM Washington Public Power Supply System 0B/Q5/ 
31 5pp 45753 302 45753 308 

0806000116 LER 88 01 1 00 on 880501, reactor protection sys actuation occurred as 
result of reactor pressure vessel low water of |- 13 Inches Caused by personnel orror 
& inadequate design Individual involved counseled W/B30531 llr 
DAVISON, W S , POWERS.CM Washington Public Power Supply System 88/05/31 
5pp 45766 105 45766 109 

8B06160090 LER 08 012 00 on 080606, potential existence of unmonltored radiological 
effluent release path during certain emergency conditions determined Cause 
unknown Fan disabled W/800606 Itr 

WASHINGTON, S L , POWERS, C M Washington Public Powor Supply System 00706/ 
OB 6pp 45023 150 45823 155 

8006210210 LER 88 013 00 on 800512 & 13,los9 of power occurred on reactor protec- 
tion sys (RPS) Caused by phase to ground faults due to lightning RPS alternate supply 
electrical protection assembly breaker & logic rosot W/08061 3 Itr 
ARBUCKLE.J D , POWERS, C M Washington Public Power Supply System 00/00/13 
5pp 45040 355 45046 359 

6696220249 LER 8B 015 00 on 000515, loss of powor to reactor protection sys (RPS) 
ocurrod due to flooding of roactor cavilyCausod by inadvortont removal of power to 
MC-7ARPS switched to altornato powor supply & RHR cooling restored W/800610 Itr 
WYRICK.T, POWERS.CM Washington Public Power Supply System 08/00714. 5pp, 
45869 260 45B69 264 

6806220301 LER 08-016-00 on 8 005 18, reactor protection sys actuation ocurred Caused 
by error in plant design Evont discussed In mechanics shop meeting & article doscrib 
ing event to bo Included In profuolling outage bulletin W/000617 Itr 
WASHINGTON, S.L , POWERS.CM Washington Public Power Supply System 88/06/ 
17 6pp 45869 030 45069 043 

6608280354 LER 00 017 00 on 00061 5, outboard isolation main steamtino drain valve 
operated erratically Caused by cam block of open direction torquo switch causing pre- 
mature & erratic actuation Defoctivo valves replaced W/800320 Hr. 

WASHINGTON, S L , POWERS.CM Washington Public Power Supply System 68/06/ 
20 lOpp, 45945 024-45945 033 


V Operator Examinations 

6006280101 Requests submittal of ref mall listed in end by 080721 lor senior reactor 
operator licensing exams on 000920 22 W/o end 

PATE.R J Region 5, Ofc of the Director 08/ 06/23 OXSEN.L Washington Public 
Power Supply Systom 3pp 45966 283 45966 2B5 


DOCKET 60-400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & (Ire protection plana 

8606020322 Forwards Amend 6 to License NPF G3 & safeguards ovaluation rept Amend 
modifies Paragraph 2 E of license to require compliance w/amendod physical security 
plan, per util 861 126 & 870923 submittals 

BUCKLEY.B C Project Directorate 11-1 88/05/25 UTLEY.E E Carolina Power & Light 
Co, 4pp 45710 161 45710169 

-0006020337 Amend 6 to License NPF-63,modifing Paragraph 2E of license to require 
compliance w/amended physical security plan 

ADENSAM.E G Project Directorate 11-1 88/05/25, 2pp 45710 165 45710.166 

-8806020341 Safeguards evaluation supporting Amend 0 to License NPF-63. 

* Oflice of Nuclear Reactor Regulation, Director (Post 870411) 00/05/25 3pp 
45710 167-45710 169 

6606070322 Advises that 800222 Rev 12 to radiological emergency plan consistent w/ 
provisions of 10CFR50 47(b) & 10CFR50,App E 8. acceptable Proposed changes 
which decrease emergency plan effectiveness cannot be Implemented w/o approval 
COLLI NS ,D M. Region 2, Ofc of the Director GB/05/26 UTLEY.E E Carolina Power & 
Light Co 2pp 45779 153 45779 154 


P. Operating license stage documents & correspondence 

8806030090 Notifies of snubber functional testing program to be Implemented during 
first refueling outage on 8B0716 Functional testing will be conducted as listed 
WAT SON ,R A Carolina Power & Light Co 88/05/10 GRACE.J N Region 2, Ofc of 
the Director, 2pp 45734 146-45734 147 

8605250134 Forwards WCAP-11810, "Shearon Harris Nuclear Plant Natural Circulalion 
Cooldown Evaluation Program Rept ” Analysis shows applicability of Diablo Canyon 
natural circulation cooldown test results to plant 

LOFLIN.L I Carolina Power & Light Co B8/05/17 Document Control Branch (Docu 
menl Control Desk), 4pp 45692:102-45692181 

-8805250136 "Shearon Hams Nuclear Plant Natural Circulation Cooldown Evaluation 
Program Rept " 

VICTOR, KJ , OFT.RR, MOLDERBAUM.D F Weallnghouse Electric Corp WCAP- 
11010 08/04/30 75pp 45692.106-45692 181 

8005250167 Responds to Gonenc Ur BB-03, "Steam Binding of Auxiliary Feedwater 
(AFW) Pumps " Procedures requiring monitoring of fluid temp at EFW discharge each 
shift In place & procedures for recognizing steam binding of AFW pumps in effect 
MCDUFFIE, M A Carolina Power &. Light Co B 6/ 05/20 Document Control Branch 
(Document Control Desk) 3pp 45673 164-45673 166 

0606020322 Forwards Amend B to License NPF 63 & safeguards evaluation rept Amend 
modifies Paragraph 2 E of licenso to roqulre compliance w/amended physical security 
plan.por util 061126 & 870923 submittals 

BUCKLEY, 8 C Project Directorate 11-1 88/05725 UTLEY.E E Carolina Powor & Light 
Co 4pp 4571 0.161-46710'169. 

-0006020337 Amend 6 1o License NPF 63,modlfmg Paragraph 2 E of license to require 
compliance w/amended physical security plan 

ADENSAM.E G Project Directorate 11-1. 6B/05/25 2pp 45710 165-45710 166 

-0806020341 Safeguards evaluation supporting Amend 6 to License NPF 63 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 68/05/25 3pp 
45710 167-45710 169. 

6806070317 Confirms B80512 totcan re mgt meeting w/ulil In Atlanta, GA on 000607 Util 
requested moating to discuss mgl overview of nuclear program 
GRACE.J N, Region 2. Ofc of the Director 00/05/25 UTLEY.E E Carolina Power & 
Ugh! Co Ip 45779 155 45770 155. 

8006030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at POP Records also being made 
available al LPDR for plant. 

GRIMSLEY.DH. Division of Rutes & Records (070413 8B05 14) 88/05/26 

WEISSMAN.S California, State of 3pp 45784 1 66-45784 168 

-6202060434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In BgviII Rept Dates represent collective NRC judgement 
EISENHUT.DG. Division of Licensing (000420 851124) 82/01/10 BAS5ETT.H S 
Office of Management and Program Analysis 3pp 45704 200 45784 210 

B0OBO6O141 Responds to Generic Llr 66-05, "Boric Acid Corrosion of Carbon Stool Ro 
actor Pressure Boundary Components in PWR Plants,” por 10CFR50 54(f) 

EURY.LW Carolina Power & Light Co, 00/05/27 Document Control Branch (Docu 
moot Control Desk). 2pp 45760 360 45760 361 

0806000106 Application far amend to License NPF 63, revising Tech Specs 
3 3 3 2 a, 4 2 2,2 b,4.2 23 & 323b ro reducing number of operable Incore detector 
thimbles Proprietary Wastinghousa Rept WCAP-11600 withheld (raf 10CFR2 790) Foo 

EhjRY.L.W Carolina Powor & Light Co 80/06/0 1 Document Control Branch (Docu 
menl Control Desk) 7pp 45775 012-45775 036 

-8806080111 Proposed Tech Specs 3,3 3 2 a, 4 2 2 2 b,4 2 2 3 & 3 2,3b ro reducing 
number of operable incom detector Ihlmblos 

* Carolina Power & Light Co 88/06/01 9pp 45775 019-45775 02 7 

-8806080138 Requests withholding of proprietary Woslinghouso Rept WCAP- 11808, 
Incore Thimble Reduction Study,” per 10CFR2 700 
WIESEMANN.R A. WestinghousQ Electric Corp B8/04/O7 MURLEY.T Office of Nu 
clear Reactor Regulation, Director (Post 870411). 16pp 45775 028 45775 036 

0606140269 Provides revised relief requests for Insorvico testing program Revised ro 
quests Identify proposed alternative method of testing por 880519 discussion w/ 
NRC Disagrees w/ NRC safety evaluation re submittal of program mods 
LOFLIN,Ll Caroline Power & Ught Co 80/06/06 Document Control Branch (Docu- 
ment Control Desk) 3pp 45826 254-45826 256. 

0896240094 Notifies of CRGR Meeting 138 on 880614 In Rockville.MD Agenda listed 
JORDAN.E L Committee to Review Generic Requirements 08/06/13 

BERNERO.R.M. Office of Nuclear Material Safety & Safeguards, Direct or 
GOLDBERG, J R Office of the General Counsel PAPER1ELLO.C J Region 3, Ofc of 
the Director. 2pp 45926,360 46926-301 

8806290163 Forwards Wostmghouse Owners Group Notification Ltr OG 80 21Jdontify 
Ing midloop concerns, por Generic Ur 87-12, ’’Loss of RHR While ACS Partially Filled” 
& B8042B meeting agreement, 

NEWTON, R A. Westlnghouse Operating Plants Owners Group Q8/0B/20 

HODGES, W. Reactor Systems Branch 7pp 45973 330 45973 344 

8006290330 Forwards notice of consideration of issuance of amend to License NPr-63 
& opportunity for hearing re operability requirements of Tech Spec 33 3 7. "Chlorine 
Detection Sys" 

BUCKLEY.B.a Project Directorate !M. 88/06/20. UTLEY.E E Carolina Powor & Light 
Co 2pp 45956.148 45055 157. 

-0806290333 Notice of consideration of issuance of amend to License NPF 63 & pro 
posed NSHC determination & opportunity (or hearing Amend revises operability re 
quire meets of Tech Spec 3 3 3 7 re chlorine detection ays 
ADENSAM,E G. Project Directorate 11-1 80/00/16 Bpp 45956 150 45956 167. 
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0. Inspection reports, IE Bulletins & correspondence 

8806060004 Ack receipt of util 880429 Itr Informing NRC of steps taken to correct viola 
tions noted in fnsp Rept 50 400/88 06 

VERRELLLDM Region 2 V Ofc of the Director 88/05/16 UTLEY.E E Carolina Power 
& Light Co Ip. 45760 352-45760 352 

8005250167 Responds to Generic Li/ 8B 03. "Steam Binding of Auxiliary Feedwater 
(AFW) Pumps ” procedures requiring monitoring of fluid temp at EFW discharge each 
shift fn place & procedures for recognizing steam binding of AFW pumps In effect 
MCDUFFIE, M A Carolina Power & Light Co 88/05/20 Document Control Branch 
(Document Control Desk) 3pp 45673 164-45673 166 

B806060032 Forwards Insp Rept 50 400/86 04 on 890307-11 No violations or devi- 
ations noted Re sponso requested If util oral commitment differs from statements 
made In end Ensp rept. 

HERDT.AR Region 2, Ofc of the Director 88/05/20. UTLEY, EE Carolina Power & 
Light CO 2pp 45026 140 45626 163 

-8006060038 fnsp Repl 50 400/86 04 on 880307-11 No violations or deviatrons 
noted Major areas Inspected, electrical equipment within scope of 10CFR50 49 & fol- 
lowup on previously Identified deficiencies 

MERRI WEATHER, N . CON LON ,T E Region 2, Ofc of the Director* 80/04/27 22pp 
45626142 45828166 

0805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device" Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 60/05/27 
Consolidated Edison Co of New York, Inc 1 20pp 45663 158-45683 277 

8805240090 Suppl 1 to NRC Info Notice 67 081, "Failure of Westinghouse W 2-Type 
Circuit Breaker CeEl Switches" Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45663 038-456B3 157 

G0O524O215 NRC Info Notice 88-034, “Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York. Inc. 122pp 45790188 45790,306 

8805270380 NRC Info Notice 88-035, “Inadequate Licensee Performed Vendor Audits ” 
Svc list end 

ROSSI.CE Division of Operational Evonts Assessment (Post 870411) GB/06/03 
Consolidated Edison Co. of Now York, Inc 120pp 45790 063 45790 187 

8806020047 NRC Info Notice 06-036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc iist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/08, 
Consolidated Edison Co of New York, fnc 120pp 45965 152 450B5 271 

8806090301 Suppl 2 to NRC Bulletin 07 002, "Fastener Testing to Determine Conform 
flneo W/ Applicable Matl Specs " Svc list end 

ROSSI.C,E Division of Operational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200 45916 327 

0808160014 Clarifies 880212 response to Violation A 1 noted in Insp Repl SO 400/87* 
38, based on review of NRC 880511 (tr & 888531 telconUr indicates misunderstand- 
ing of response Design engfneor overlooked second portion of board Drawings oncl 
WATSON.R A Carolina Power & Light Co 88/00/10, Document Control Branch (Doc- 
ument Control Desk) 3pp 45641 256 45041*258 

8806080026 NRC Info Notice 88-037, “Flow Blockage of Cooling Water to Safety Sys 
Components M Svc list oncl, 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 06/06/14 
Consolidated Edison Co of New York, fnc, 125pp 45946 001-45946 125. 

8006080211 NRC Bulletin 88 006, “Actions To Be Taken tor Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F, Division of Safeguards & Transportation (Post 870413), 88/06/14 
Consolidated Edison Co of New York, fnc. 108pp, 45935 211-45935 318 

8006090194 NRC Info Notice 00 038, “Falluro ot Undervollago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc lllpp 45946 126-45946 236 

0806160013 NRC Bulletin 88 067, “Power Oscillations In BWRs. ,r Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co. of New York, Inc 114pp 45929 116-45929 228, 

8806160108 Suppl 1 to NRC Bulletin 88 005, “Nonconforming Mails Supplied by Piping 
Supplies Jnc at Folsom, NJ & West Jersey Mfg Co at Wrlllamstown.NJ* Svc list end 
ROSSI.CE Division of OperaUonaf Events Assessment (Post 870411) 8G/0Q/15, 
Consolidated Edison Co of New York, fnc. 120pp 45965,032-45985:161. 

8808200051 NRC Info Nolice fiB-042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts/’ Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23, 
Consolidated Edison Co of New York, Tnc 108pp 45977,207 45970 033 

6006200306 NRC Info Notice 88-043, “Solenoid Valve Problems " Svc list oncl 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc I23pp 45977 164-45677 286. 


S. Reportable occurrences, LERe & refated correspondence 

8808260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential prob'om w/F 
573-156 pressure sensor/fube oil trip.lmtially reported on 880429 Acfdl M/8 Inch di- 
ameter w/tfeep counterbone in pressure head added to activate valvo 
BLOCK.L R IMO Dolaval, fnc 08/05/12 Ofc of Enforcement (Post 070413} ?po 
45701 222-45701 "223 

0806030324 Part 21 repl re dc motor failure on auxiliary feedwater llmitorquo operate) 
valves Plant mod will be Implemented to install surge protecllon for shun! coif clrcutry 
of subject dc motors 

WATSON.R A Carolina Power & Light Co 88/05/10 GRACE.J N Rofllon 2, Ofc c4 
the Director 6pp. 45770 155-45770 160 

8606010189 LER 88 009 00 on 880422, discovered that on 880410 Tech Spec 30 3 
violated Caused by Train A being placed in test while Train 0 declared Inopoiabte kt 
maint & testing due to personnel error Procedures wiil be revised W/880510 lir 
JOHNSON.JR, WATSON.R A Carolina Power & light Co 08/05/19 (too 

45683 336-45689 340 

8806140464 LER 88-011 00 on 88051 1.Westlnghouse notified plant of unanatyzed corv 
ditJon re inadvertent actualion of low temp overpressure protection sys Aulomatic Ac- 
tuation function disabled & permanent mod under consideration W/880010 Hr 
HOWE.AJ, WATSON.R A Carolina Power & Light Co 88/06/10, 8pp 454H60I? 
45616017. 

8006140615 LER 88 012-00 on 86051 2,om0rgency svc water (ESW) sys declared inf- 
erable & on 8B0 5 13, attempt to close valves failed rendering Train A InoporabraCaui'S 
of valve falters unknown Plant Change Requost 2878 approved W/880010 Itr 
JOHNSON, J R . WATSON.R A Carolina Power & Light Co 00/00/10 £pp 

45000 162 45G00 167 

0800280388 LER 88-014 00 on 8 60520, discovered two RCS wide rango press uro Lnpulj, 
for subcooiing margin monitor calculations had been changed Caused by inadequate 
procedure controls Procedures revised W/6D0620 fir 

SCHWA BENB AUER, WATSON.R A Carolina Power & Light Co. 00/08/20 Gf«p 
45944 240 45944 245 


V. Operator Examinations 


8805310107 Certifies that liconsed oporator Initial & re qualification training progrems ac 
credited by INPO Natl Nuclear Accreditation Board.per Generic Ur G/-f)7Lisl of add) 
training programs also provided 

WATSON.R A Carolina Power & Light Co 88/05/24 Document Control Branch (OtfC- 
umonl Control Desk) 2pp 46685 335 45665 336 


DOCKET 50-407 UNIV. OF UTAH RESEARCH REACTOR 


H. General correspondence 

8806220126 Informs that DK Gehmllch, Associate Dean for Academic Affair ft.rcpU cod 
RE Stephenson as reactor administrator effective on 880609 Current memborshp of 
reactor safety committee listed 

BENNION.J 8 Ufah, Univ of, Salt Lake City, UT 88/06/13 ADAMS, A Standards 
tion & Non Power Reactor Project Diractorate Ip 46069,246 45060 240 


DOCKET 50-499 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

8005260302 Forwards change to Rev 10 lo Emergency Plan Secllon 9 0 1, "Radiol 
cal Protection of Onsite Personnel" per 000511 request Change do sen bos conditions 
for precautionary onsite sheltering & control room ventilation Isolation 
TAYLOR, JW, Dairyland Power Cooperative 88/05/18 Document Control ilra/Kh 
(Document Control Desk) 2pp 45701 224-45701 226 

-0805260307 Change to Page D 12 of Rov 10 to emergency plan 
• Dafryland Power Cooperative. 88/05/18 Ip 45701 226 45701 226 


G, Adjudfcalory correspondence 

0806230154 Requests change (n M Burmaster address 
KERR.K Atomic Safety and Licensing Board Panel 0288 6534 88/00/07 Dockobng 
& Services Branch Ip 4506T001-45061.001 


I. Financial Information 


0806230191 “1987 Dairyland Power Cooperallve Annual Rept ” 

WILLINK.W, Dairyland Power Cooperallve 87/12/31 32pp. 45902 216 45902 247 


P. Operating license alage documents & correspondence 


R, Periodic operating reports & related correspondence 

wards quarterly rept of changes to procedures &/or plant mods which 
La described in FSAR for First Quarter 1988 
Carolina Power & Ught Co. 80/05/16 Document Control Branch (Doc- 
Desk) 18pp 46664 ‘1 46-45664'1 63 

B80013O315 Monthly operating rept for May 1988 for Hams Nuclear Plant Unit 1.W/ 
98061 0 ttr, 

HALE.M., WATSON.R A Carolina Power & Light Co. 88/05/31, 6pp, 45810 146 


8805250157 Foi 
change plant* 
WATSON.R A 
umenl Control 


8003240069 Advises that changes to QA plan consistent w/provlslons of 1 0CFFISOApp- 
B & acceptable Notification required for changes for olher opera! I vo OA commi! meals 
outside QA program description 

WRIGHT.G.C Region 3, Ofc of the Director 86/03/21 TAYLOR ,J.W Dairyland 
Power Cooperative 2pp, 44850 294 44050 295 

8006170096 Forwards Amend 62 to License DPR-45 & safety evaluation Amond re- 
vises Tech Specs In response to 870930 application, as revised on 880 222 No com- 
ments or requests for hearing received In response to FR nolle© of proposed arbors 
ERiCKSON.P B. Division of Reactor Projects - III.IV, V & Special Projects (P«l 
870411). 88/05/31 TAYLOR, J,W* Dairyland Power Cooperative 3pp 45027 253- 
45827 305, 
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«8€06 170101 Amend 62 to License DPR 45, revising Tech Specs per util 670930 re- 
quest as revised on 680222 

RUBENSTEIN.L S Division of Reactor Projects - IH,IV,V & Special Projects (Post 
870411) 88/05/31 40pp 45827 256 45827 295 

-8006170103 Safety evaluation supporting Amend 62 lo License DPR 45 
* Office of Nuclear Roactor Regulation, Oirector <Post 870411) 88/05/31 lOpp 
45027 296-45827 305 


O Inspection reports, IE Bulletins 4 correspondence 

8806060056 Responds to NRC 880405 Itr re violations noted in Insp Rept 50 409/08- 
03 Corrective actions operations review committee meeting convened to discuss Impli- 
cations of event Individual counseled re attention to duty 

TAYLOR.JW Dairy land Power Cooperative 00/04/29 GREENMAN.EG Region 3, 
Ole of the Director 2pp 45760 249 45760 260 

0805240146 Responds to NRC Bulletin 05-003, Suppl 1, "Motor-Operated Valve 
Common Mode Failures During Plant Transients due to Improper Switch Settings " No 
adds safety related motor- operated valves found 

TAYLOR.JW Dalryland Power Cooperative 80/05/16 Document Control Branch 
{Document Control Desk) 2pp 45686 130-45608 131 

0805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spoc 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 670413) BB/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45603 15fl 45683 277 

8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Westinghouse W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 970411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 030 45683 157 

8005 2402 15 NRC Info Notice 88 034, "Nuclear Mall Control & Accountability of Ncnfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 108 45790 306 

8005270306 NRC Info Notico 80 035, "Inadequate Ucensoe Performed Vendor Audits " 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) Gfl/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790,068-45700 187 

8006150138 Forwards Safety Insp Rept 50 409/00-06 on 880517-20 & notico of viola- 
tion 

SHAFER, W.D Roglon 3, Ofc of the Director, 08/06/03 TAYLOR.JW Dalryland 
Power Cooperative 2pp 45035 323 45035 333 

-0BO915O146 Notico of violation from insp on QG051 7-20 Violation noted contrary to 
Tech Spoc 6 8 l.soveral plant Individuals were not whole body counted at required 
frequency in 1987. 

SHAFER, W O Region 3, Ofc of tho Director 80/06/03 Ip 45035 325 45835 325 

-0806150149 Insp Rept 50*409/00 06 on 880517-20 Violations noted Major areas 
Inspected post-shutdown radiation protection & radwasto mgUncludlrg 
organization, mgt controls, training external & internal oxposuro controls & solid rati 
waste 

MILLER.DE, GREGER.LR Roglon 3, Ofc of the Director 08/0S/02 8pp 45835 326- 
45635 333 

8000160065 Responds to NRC Bulletin 88 004, "Potential Safety Related Pump Loss” 
Demineralized water transfer sys has potential for dead-heading of ono pump, but sys 
not safety related No actions planned in response to bulletin 

TAYLOR.JW Dalryland Power Cooperative 88/06/06 Document Control Branch 
(Document Control Dosk) 2pp 45064 001 45064 002 

0006020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Love) Operation " Svc list one I 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/00 
Consolidated Edison Co of Now York, Inc, 120pp 45965 152 45D65 271 

0806090301 Suppl 2 to NRC Bulletin 07 002, "Fastonor Testing to Ootormme Conform- 
ance W /Applicable Mail Spocs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/06/10, 
Consolidated Edison Co of New York, Inc. 120pp 45916 200-45916 327. 

8806080025 NRC Info Notice 00-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/14 
Consolidated Edison Co of Now York, Inc 126pp 45946,001-45946 125 

8806080211 NRC Bulletin 80 000, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT, RF Division of Safeguards & Transportation (Post 070413) 86/06/14 
Consolidated Edison Co, of New York, fnc lOBpp 45935 211-45935 318, 

0606090194 NRC Info Notico 88 030, "Failure of Undorvoltage Trip Atlachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc. 1 1 1pp 45946 1 26 45946 236 

8806150013 NRC Bulletin 88*007, "Power Oscillations in SWRs." Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 116 45929 220 

8B06150186 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Mails Supplied by Piping 
Supplles.lno at ToIsom.NJ & West Jersey Mfg Co at Williamstown.NJ ' Svc list encl 
HObSI.CE, Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp, 45965 032-45965 151. 

0806200051 NRC Info Notice 88 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end. 

ROSSI.CE, Division of Operationel Events Assessment (Post 870411) BB/06/23 
Consolidated Edison Co of New York, Inc 10Dpp 46977 287-45978 033 

8806200306 NRC Info Notice 08 043, "Solenoid Valve Problems ” Svc list one! 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/06/23 
Consolidated Edison Co of New York, Inc. 123pp 45977 164-45977*286 


R. Periodic operating reports & related correspondence 

6805240347 "State of Wl 1905 LaCrosso BWR Environ Radioactivity Survey/’ W/ 
060425 Itr 

MCDONNELL, LG Wisconsin, State of NRC-30 83-647 85/12/31 KEPPLER.J G 
Region 3, Ofc of the Director 44pp 45718 099-45718 143 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

0805270318 Forwards Rev 5 to physical security plan Rev withheld (ref 10CFR73 21) 
BERATTA.J P Niagara Mohawk Power Corp 86/05/24 Office of Nuclear Reactor 
Regulation, Oirector (Post 67041 1) ip 45701 199-45701 1G9 

8B060B0236 Forwards Insp Repts 50 220/80 08 & 50 410/88 07 on 080401- 0505 & 
notice of violation Rosponso should ret actions taken or planned to address sub) 
violations, including failure to prevent recurrence of missed flrewatch patrols 
WENZINGEfl.E C Region 1, Ofc of the Director 08/05/25 MANGAN,C,V Niagara 
Mohawk Power Corp 2pp 45791 220-45701 230 

-0806080239 Notice of violation from insp on 600401-0505 Violation noted actions 
taken to correct cause of failure to perform firowatch patrols on 870222,0618 & 
871027 ineffective & primary contalnmont sample not taken & analyzed 
* Region 1, Ofc of the Director 86/05/25 2pp 45701 2 22-45791 223 

—0806000240 Insp Repts 50 220/80 03 & 50 410/38-07 on 880401-0505 Violations & 
unresolved items noted Major areas inspected Unit 1 refueling outage actlvltles.util 
action on previously Identified items physical security & plant tours 
JOHNSON, J.R Region 1, Ofc of the Director 00/05/25 15pp 45791 224-45791 236 

8006060053 Ack receipt of 880311 Urs stating that commitments re firo protection & 
DCRDR completed before commercial operation 

HAUGHEY.M F Project Directorate I 1 88/05/26 MANGAN.C V Niagara Mohawk 
Power Corp 2pp 45743 075-45743 076 

0806150465 Forwards Insp Repts 50-220/88-15 & 50 410/88 15 on 060506 24 Viola- 
tion deferred ponding outcome of enforcement conference Concern expressed ro im- 
plementation of fire protection program at Unit 1 

KANE.WF Region 1,Ofc of the Director 88/06/97 MANGAN.C V Niagara Mohawk 
Power Corp 2p p 45834 061-45034 095 

“8806150466 Insp Repts 50-220/BQ-15 & 50 410/80 15 on 0BO5O6 24 Apparent viola 
lions noted Major areas Inspected Nconsoe action on previously Idonllllod Items, plant 
tours, safety sys walkdowns & review of Unit 1 App R compllanca 
JOHNSON.J R Region i, Ofc of the Director Q0/06/02, 13pp 45634 0B3-45834 095 


J. Insurance & indemnity Information 


6006100243 Forwards Endorsomont 159 to NELIA Policy NF-IOO.Endorsement 140 to 
MAELU Policy MF-29.Endorsement 01 lo NELIA Policy NF 195, Endorsement 64 to 
MAELU Policy MF 01, Endorsement 108 lo NELIA Policy NF-101 & Endorsomont 09 
MAELU Policy MF 46 

O'CONNOR, DJ Marsh & McLennan, Inc 08/06/01. D1NITZ.I, Office of Nuclear Ro 
actor Regulation, Director (Post 870411). lOpp 45791 030-45791 040 


P Operating license stage documents & correspondence 

8806100391 Responds lo NRC 8C0307 Hr & requost at 880504 mealing describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRa Upon com 
plollon of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 881104. 
ARTIGAS.R General Electric Co 88/05/04, THADANI, A C Assistant Director for Sys 
toms 3pp 45823164-45923 166 

Q806020223 Ack 880512 withdrawal of 860 121 request for scheduler exemption from 
requirements of 10CFR6O re requirements for Inerted contalnmont Requost stated that 
100% ratod thermal pawor trip tost completed & that containment Ineri 
HAUGHEY.M F Project Directorate 1-1, 88/05/26 MANGAN.C V Niagara Mohawk 

, Power Corp 2pp 45710 028-45710.053, 

8B0601016B Addresses scheduler exemption described In License NPF69, Paragraph 
2 D(v) to requirements of GDC 50,10CFR60,App A, allowing Installation of redundant 
(uses fn circuits that use transformers for redundant ponotralion protection. 

TERRY.C D Niagara Mohawk Power Corp QB/05/20 Document Control Branch 
(Document Control Dosk) 4pp 45696 095 45690 098 

G8Q6090157 Requests that relief idontlflod in 870630 & 080331 submittals from certain 
pump & valve testing requirements of 1903 Edition through Summer 1903 Addenda of 
ASME Section XI bo granted on interim basis until program plan completed 
TERRY.C D Niagara Mohawk Power Corp 88/06/01 Document Control Branch 
(Document Conlrol Dosk) 2pp 45766 064-45760 065 

88061702B7 Ack receipt of util 680526 Itr ro completion of actions required to close 
, schedular exemption to 1GCFR50,App A, GDC 50 Actions Involved Installing redundant 
fuses in circuits that use transformers for penetration protection, 

HAUGHEY.M F. Project Dlroctorate 1-1. 88/03/03 MANGAN.C.V. Niagara Mohawk 
Power Corp 2pp 45B28 360-45826,361 

S806150366 Forwards application for amend to License NPF-69, revising Tech Spec 
Section 6 2, "Organization" & Figures 6 21-1 a 6 2 2-l.per Generic Ur 88-06, "Re- 
moval of Organization Charts From Tech Specs " Fee paid 

TERRY, C.D Niagara Mohawk Power Corp 08/00/06 Document Control Branch 
(Document Conlrol Desk) Ip 4 5 834:204-45034*311 

“8806150369 Application for amend to License NPF 69, revising Tech Spoc Section 6 2 
& Figures 6 2 1-1 & 6 2 2 1 in order to delete organizational charts & include general 
organizational structure requirements 

TERRY CD Niagara Mohawk Power Corp 80/06/00 2pp 45034 295-45034 296 
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~fi0O61SO37O Proposed Tech Spec 5, revising Pages 6-1 through 6 15 to accomodate 
addt Info recommended in Generic Ltr 88 08, “Removal of Organization Charts From 
Tech Specs " Supporting info & NSHC analysis end 

* Niagara Mohawk Power Corp 69/06/06 15pp 45034 297-45834 31 1 

8606140060 Grants intenm relief from certain ASME Code testing requirements for spe- 
cific pumps & valves whore code requirements not practicable Final safety evaluation 
could contain relief request denials 

CAPflA.flA Project Directorate 11 08/06/07 MANGAN.CV Niagara Mohawk Power 
Corp 3pp 45603 154 45803 IS6 

8806160086 Forwards “Power Ascension Test Program Final Startup Rept,” did May 
1988 Rept submitted in compliance w/Tech Spec 69 1 & replaces Feb 1908 interim 
root in entirety 

PERKINS, T J Nragaia Mohawk Power Corp 80/06/09 Document Control Branch 
(Document Control Desk) Ip 4S862 009 45662 304 

-8800160097 “Power Ascension Tosl Program Final Startup Rept " 

1 Niagara Mohawk Power Corp 88/05/31 294pp 45862 010 45062 30-4 

6008230117 Forwards application for amend lo License NPF 69.chanamg Sections 3 0 
& 4 0 of Tech Specs re applicability of limiting conditions for operation & surveillance 
require monts, per Generic Ltr 87-09 Fee paid 

TERRY, CD Niagara Mohawk Power Corp 88/06/14 Document Conlrol Branch 
{Document Control Desk) 2pp 45926170-45926 237 

-0888230118 Application for amend to License NPF-69,changing Tech Spec Sections 
3 0 & 4 0 re applicability of limiting conditions for operalfon & surveillance 
requirements ,por Generic Ltr 87 -09 

TERRY, CD Niagara Mohawk Power Corp 88/06/14 2pp 45926 172-45926173 

-0008230121 Proposed Tech Specs re applicability of limiUng conditions for operation & 
surveillance rGquirements.peir Generic Ltr 87-09 

* Niagara Mohawk Power Corp 08/06/14, G4pp 45926 174 45926 237 

8606290163 Forwards Westinghouse Owners Group Notification Ltr OG 0B 21 .identify- 
ing midloop concerns, per Generic Ltr 07-12. "Loss of RHR While PCS Partially Filled'' 
& 800428 meeting agreement 

NEWTON.RA Westinghouse Operating Plants Owners Group 80/06/20 

HODGES, W, Reactor Systems Branch 7pp 45973 33B-45973 344 


O. Inspection reports, IE Bulletins & correspondence 

8B0525O22O Responds lo NRC 880309 fir re violations noted In Augmented Insp Team 
Rept 50-4 10/68-01, Corrective fictions engineering dept to determine limiting differen 
tial temp & incorporate results Into next FSAR update 

MANGAN.CV Nuagara Mohawk Power Corp 88/05/17 Document Control Branch 
(Document Control Desk) 4pp 45686 312 45686 315 

8B060 10033 Forwards Radiological Controls fnsp Repts 50 220/8B 12 & 50 410/06 IP 
on 880418-22 No violations noted 

BELLAMY.R R Region 1, Otc of the Director 88/05/20 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 45720 297-45720 308 

-8BD60 10038 Radiological Controls Insp Ropls 50-220/0 B 1 2 & 50-410/88-12 on 
6804 IB-22 No violations noted Malor areas inspected licensee action on previous 
findings, ALAR A & external exposure controls 

LOESCH.R , NIMJTZ.R L , SHANBAKY.M M Region 1, Ofc of the Director 08/05/16 
10pp 45720 299-45720 30B 

0BO6O8O23B Forwards Insp Repts 50 220/08 0B & 50 410/68 07 on 680401 0505 & 
notice of violation Response should ref actions lakon or planned lo address subj 
violations .including failure to prevent recurrence of missed firewatch patrols 
WENZINGER.ee Region 1. Ofc of the Director 0B/OS/25 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 45791 220 45791 238 

-8B06060239 Notice of violation from map on 890401-0505 Violation noted actions 
taken to correct cause of failure to perform firowatch patrols on 070222,0618 & 
871027 ineffective & primary containment sample not taken & analyzed. 

* Region 1, Ofc of Ibe Director 88/05/25, 2pp, 45791 222-45791 223 

-8806080240 Insp Repts 50-220/B6-08 & 50-410/00-07 on 8B0401 0505 Violations & 
unresolved items noted Major areas Inspected Unit 1 refueling outage activities.util 
action on previously identified itoms, physical security & plant tours 
JOHNSON, J.R Region 1. Ofc of the Director 88/05/25 15pp 45791-224-45791238 

8808020002 Responds to Suppl 1 to IE Bulletin B5 003, "Motor Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings” 
Info provided on all motor- operated valves in 870216 & 860512 ltra 
TERRY, CD Niagara Mohawk Power Corp 80/05/26 Document Control Branch 
(Oocumenl Control Desk) 2pp 45734 037-45734 038 

8606080157 Forwards Safety Insp Rept 50-410/88-03 on 080125-29 No violations 
nolad 

GALLO, R M Region 1, Oic of the Director 86/05/28- MANGAN.C V, Niagara Mohawk 
Power Corp 2pp. 45768 016-45766 021 

-6006080173 Insp Rept 50-410/68 03 on 830125-29 No violations noted Mator areas 
Inspected licensed operator training to evaluate effectiveness of licensee program & 
determine whether training could have prevented B80 1 20 unusual even! 

LUMB/T. LANGE, O. Region 1, Ofc of the Director 66/05/27 4pp 45766010* 
45766 021 

8605240028 NRC fnfo Notice QB-033, “Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, RF Division oJ Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 156-45683 277. 

6806080094 Advises that util Intends to complelo assessment & formulate long-term 
plana re oscillations f n average power range monilor signals by 860930, per Insp Rept 
50-410/68-04 

TERRY ,CD. Niagara Mohawk Power Corp 8Q/05/27 Document Control Branch 
(Document Control Desk) Ip 45601,021-45801 021. 

8805240090 Suppl 1 to NRC fnfo Notice 87-061, "Failure of Wesllnghouso W 2-Type 
Circuit Breaker Colt Switches “ Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edrson Co of New York, fnc 120pp 45663 038 45603 167 


0805240215 NRC Info Notice 88-034, "Nuclear Matl Control & Accountability ol Wonfud 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 90/05/31 
Consolidated Edison Co of New York, Inc 122p p 45790 100 45790 306 

8805270306 NRC Info Notice 86 035, “Inadequate Licensee Performed Vendor AuTls 
Svc list oncf 

ROSSI.CE O (vision of Operational Events Assessment (Post Q 70411) 0fl/0€/Q3 
Consolidated Edison Co of Now York, Inc 120pp 45790 060-45790 1B7 

8006150465 Forwards Insp Repts 50 220/08-15 & 50 410/88-15 on 88O5-0G 24 V-to'j- 
lion deferred pending outcome of enforcement conference Concern ex pressed re *rv 
plomenlation of fire protection program at Unit 1 

KANE.WF Region 1, Ofc of the Director 88/06/07 MANGAN.CV Niagara WohruV 
Power Corp 2pp 45634 081 45834 095 

-8006150466 Insp Repts 50 220/80-15 & 50-410/08 15 on 880506 24 Appa/dpl Wi- 
llems noted Major areas inspected licensee action on previously Identified (termpla.il 
tours, safety sys walkdowns & review of Unit 1 App R compliance 
JOHNSON.J R Region 1, Otc ol the Oirector 88/06/02 13pp 45D34 003 45034 m 

8806020047 NRC Info Notice 88 036, “Possible Sudden Loss of RCS Inventory Dur-cg 
Low Coolant Level Operatron “ Svc list oncl 

ROSSI.CE Division of Operational Evenls Assessment (Post 870411) 60/06/0-5 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

8806150006 Forwards comments on SALP Repts 50 220/86 90 & 50-410/87 99 Com 
ments discussed at 880510 meeting w/NRC Sept 1988 meeting w/NRC to d-$cu« 
finding re performance Improvement suggested 

MANGAN.CV Niagara Mohawk Power Corp 88/06/09 Document Control Branch 
(Document Control Desk) 10pp 45838 049 45B36 058 

BB06090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Dotermlno Coi/orm 
anco W/Applicable Mall Specs " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 8704 It) 60/03/10 
Consolidated Edison Co of New York, fnc 120pp 45916 200 45916 327 

0006100383 Forwards Safety Insp Ropts 50 220/88 09 & 50 410/08 09 on 809307 II 
& 0404 OB & notice of violation 

DURR.J P Region 1, Ofc of the Director 80/06/10 MANGAN.CV Niagara Mohdrek 
Power Corp, 2pp 45063 192-45063 240 

-8000100367 Insp Repts 50 220/0B 09 & 50 410/8BO9 on 880307-11 & 0401- 09 Vio- 
lations noted Major areas Inspected inservice Insp program ro first 10-yr map InlcrvAl A 
augmented oxams conducted by fJcenseo.includlng procedures 
MCBREARTY.R A , KERCH, H W , HARRIS, R H Region 1, Ofc of the Director B0/C5/ 
19 54pp 45063 195 45063 248 

8006220144 Forwards Safoty Insp Ropts 50 220/68-14 & 50 410/80-13 on 070425 
29 No violations noted 

BELLAMY.R R Region 1, Ofc of the Director 08/00/10 MANGAN.CV Niagara 
Mohawk Power Corp 2pp 45937 1 1 1-45937 1 16 

-0606220147 Insp Repts 50 220/88 14 & 50 410/88 13 on 000426 20 No vioViOM. 
noted Major areas Inspected licensee action on previous Insp findings ol post OftnJorU 
& auborna diluent sampling s^s 

KfRKWOOD.AS, KOTTAN.J j, PASCIAK.WJ Region 1, Ofc of the Duoclpr 66/05/ 
10 6pp 45937 113 45937 110 

0806000025 NRC fnfo Nolico 00 037, “Flow Blockage of Cooling Walcr lo Snfcty Si* 
Components ” Svc fist encf 

ROSSI.CE Division of Operational Events Assessment (Post 8/0411) D0/M/U 
Consolidated Edison Co of Now York, Inc 125pp 45946 001 45946.125 

8006089211 NRC Bulfelm 00 006, "Actions To Be Taken for TransporlalJon ol MrxJH 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNFTT.RF Division of Safeguards & Transportation (Post 070413) 00/66/(4 
Consolidated Edison Co of New York, Inc lOOpp 45935 211-45935 316 

000QO9O194 NRC Info Notice 88 030, “Failure of Undervoltago Trip Attachment oa t»£ 
Circuit Breakers " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/(5 
Consolidated Edison Co ofNew York, Inc 111 pp 45946,126-45946230 

8009150013 NRC Bulletin 80 007, "Power Oscillations In BWRs " Svc fist oncf 
ROSSI.CE. Division of Operational Events Assessment (Post 8704H) 0B/O6/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115-45929 228. 

8006150106 Suppl 1 to NRC Bulletin 88-005, “Nonconforming Mails Supplied by 
Supplies, Inc at Folsom, NJ & West Jorsoy Mfg Co at Wifiiamstown.NJ ' Svc list enJ 
ROSSLCE Division of Operational Events Assessment (Post 070411) 00/09/15 
Consolidated Edison Co 01 New York, fnc 120pp 45965 032-45965 151 

6606270149 First partial response to FOIA request for documents Forwards Apps 0 A 
C documents Documents available In P DR App A documents also avallabto m 
PDR Apps D through G documents withhold (ref FOIA Exemption 5) Releasab'o por 
lion enct 

GRIMSLEY.DH Division of Rules & Records (870413-000514) 88/00/15 OOLEY.K 
Public Citizon’s Critical Mass Energy Project 24pp 45998:208-45998 350 

-8006200263 Forwards input to SALP repts for period from Nov 061101- 680214 £ 
070131 000214 Evaluation based on insps conducted during assessment penods 
HUNTER.JG Region 1, Ofc of the Director 80/02/25 JOHNSON.JR Region I.O'c 
of the Director Ip 45999*102 45999 102 

“0806280201 Forwards proposed updated SALP evaluations for facilities from Nov 
1906 - Feb 1908 & Feb 1987 - Feb 1980 Evaluation based on insp & examiner re- 
views conducted during SALP period . 

GALLO.RM Region 1, Ofc of the Director 08/03/07 JOHNSON.JR. Region 1. Ofc 
of the Director 6pp 459D9 103 45999.108 

8006280201 Forwards Safety insp Repts 50 220/68 07 & 50 410/88 06 on 00O?2* 
0305 & 0321-25 No violations noted Attention directed to Paragraph 4 2 2 re satislac 
tory completion of reactor bldg closed loop cooling HX/pIping stress analysis 
JOHNSTON, WV Region 1, Ofc of the Director 80/06/15 MANGAN.CV Negara 
Mohawk Power Corp 2pp 45943 069 45943*107. 
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-8806260204 Insp Ropts 50-220/88 07 & 50 410/88 06 on 880229 0304 & 0321 25 No 
violations identified Major areas inspected refueling outage activiUos.plant maint 
mods, plant surveillances lor Unit I & action on previous insp muling 
BLUMBERG.NJ, GALLO, R M Reqion 1, Ofc of the Director 08/00/14 37pp 
45043 071-45943 107 

6606270273 Responds to NRC 800516 llr re concern discussed in Paragraph 2 4 of 
Insp Rept 50-410/BQ-10 Response currently being reviewed by senior mgt Response 
will be submitted by 880622 

MANGAN.CV Niagara Mohawk Power Corp 80/06/17 Document Control Branch 
(Document Control Desk) Ip 45936 154 45936 154 

6606200051 NRC Info Notice 80 042, '’Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounling Boils ” Svc fist end 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 08/06/23 
Consolidated Edison Co of Now York, Inc 108pp 45977 207 45978 033 

8666200306 NRC Info Notice 88 043, "Solenoid Valve Problems ” Svc list end 
ROSSI.C E Division of Operational Evonls Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, tnc 123pp 45077 164 45977 206 


R Periodic operating reports & related correspondence 

8806200133 Monthly oporalmg rept for Nino Mite Point Unit 2 for Apr 1988 W/8B0509 

llr 

TOMLINSON, E, PERKINSJJ Niagara Mohawk Power Corp 80/04/30 13pp 
45901 231-45901 243 

8806160377 Monthly operating rept for May 1980 for Nino Milo Point Unit 2 W/080609 
Itr 

TOMLINSON, E, WILLIS, J L Niagara Mohawk Power Corp 88/05/31 2Qpp 
45640 198 45840 225 


S. Reportable occurrences, LERs & related correspondence 

8005310271 PNO I 80-054 on 000523, operators noticed that recirculation pump A outer 
seal pressure gono to 0 pslg & high seal leakage alarm Intormltlent Reactor shutdown 
commenced & pump secured & isolatod Seal being roplaced 
COOK.W, JOHNSON, J Roqion 1, Ofc of the Director 08/05/24 Ip 45734 205 
45734 205 

0806090027 LEfl 08 007 01 on 080201 .shutdown cooling sys Isolated on spurious high 
reactor pressure signal Causod by pressure surgo at transmitter created by Till 
pump Alternate method for coolant circulation & OHM verified W/880531 llr 
JENKINS.R E , WILLIS, J L Niagara Mohawk Power Corp 80/05/3 1 5pp 45762 311 
45762 315 


V. Operator Examinations 

8805250220 Responds to NRC 880300 Ur re violations noted In Augmented Insp Team 
Ropt 50 410/00 01 Corrective actions engineering dept to determine limiting dlfforon 
tlal temp & incorporate results Into next TSAR update, 

MANGAN.CV Niagara Mohawk Power Corp 80/05/1/ Document Control Branch 
(Document Control Desk) 4pp 45686 312 45606 315 

8806080157 Forwards Safety Insp Rept 50 410/00 03 on 6001 25 29 No violations 
noted 

GALLO, R M Region 1, Ofc of the Director 88/05/26 MANGAN.C.V Niagara Mohawk 
Power Corp 2pp 45766 016 45766 021 

-8806080173 tnsp Ropl 50 410/00 01 on 800125-29 No violations noted Major areas 
inspected llcon 9 od operator training to ovolunto effectiveness of liconsoo program & 
determine whether training could have prevented 0801 20 unusual ovont 
LUMB.T. LANGE, D Roglon 1, Ofc of the Director 00/05/27 4pp 45766 010 
45766 021 

8B0615000B Forwards commonts on SAl P Ropts 50 220/66 99 & 50-410/07-99 Com 
meals discussed at 080510 mooting w/NRCSopl 1980 mooting w/NRC to discuss 
finding re performance Improvomenl suggested 

MANGAN.CV Niagara Mohawk Power Corp 00/06/09 Documont Control Branch 
(Oocument Control Desk) lOpp 45830 049 45830 050 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


F» Security, medical, emergency & tire protection pinna 

8805270154 Forwards Safely Insp Ropts 50-334/88-16 & 60 412/00-11 on 600401- 
30 No violations noted 

WIGGINS, JT Roglon 1, Ole of the Director 68/05/17 SIEBER.J D. Ouquosno Light 
Co 2pp 45700 209 45700 304 

-8005270161 Insp Ropts 50 334/88 16 & 50412/80 11 on 080401 30 No violations 
noted Major areas Inspected licensee actions on previous Insp findings, plant 
operation.physlcal security, radiological controls, plant housekeeping & fire protection 
TRIPP.L E Region 1, Ofc of the Director 88/05/16 14pp 45700 291-45700 304 

8806160412 Forwards Security Insp Ropts 50 334/88 14 & 50 412/88 09 on 000425* 
29,No violations noted 

BELLAMY, R R Region 1, Ofc of tho Director 88/06/09 SIEDER.J O Duquesno Light 
Co 2pp 45842,001-45842 009 

~8 B081 604 17 Insp Ropts 50 334/80 14 & 50 412/00-09 on 800425 29 No violations 
noted Major areas Inspected unresolved itoms.plan & implementing 
proceduras.organlzation.program audlt.rocords & roptsjesting & mnlnl 
LANCASTER, WK Region 1, Ole ol tho Director 08/06/07. 7pp 45042 003- 
45042.009 

6806230095 Forwards Safety Insp Ropts 50 334/88 20 & 50 412/08 12 on 0B05O9 
13,No violations noted ( „ 

DURR.J P Region 1, 01c of Iho Director 00/06/14 SIEBER.J D Duquesno Light Co 
2pp 45932151-45932 159 


-0806230100 Insp Ropts 50*334/88*20 & 50 412/86-12 on 880509*13 No violations 
noted Major areas inspected actions on fire protection program activities 
ANDERSON, C Roglon 1 , Ofc of the Director 88/00/06 7pp 45932 153-45932169 


i, Financial Information 


0606220223 Forwards annual financial repts for 1987 
SIEBER.JD Duquesno Light Co 08/06/07 Document Control Branch (Document 
Control Desk) Ip 45086 OOI 45888 164 

—8906220230 "Pennsylvania Power Co 1937 Annual Rept " 

ROGERS.J T , COLE.AW Pennsylvania Power Co 07/12/31 2 8pp 45888002 

458BBQ20 

-8B0Q2 20241 ‘’Ohio Edison Co 1987 Annual Ropt " 

ROGERS, JT Ohio Edison Co 87/12/31 44pp 4 5QQ8 029-45088 072 

-8BO022O247 "Duquesno Light Co, 1987 Annual Rept ” 

VON SCHACK.W W Duquesno Light Co 07/12/31 46pp 45868 073 45038 164 


J. Insurance & Indemnity Information 


0035250093 Forwards Endorsement 89 to NELIA Policy NF-226 & Endorsement 77 to 
MAELU Policy MF-87 

DARNETT.J E Conover & Associates, Inc 0B/O5/1O DINITZJ Offrco of Nucloar Re 
actor Regulation, Director (Post 070411) 3pp 45675 107-45675 109 

0006140560 Forwards Amendatory Endorsement 90 to NELIA Policy NF 226 & Amend 
atory Endorsement 78 to MAELU Policy MF 87 

BARNETT, JE Conover & Associates, Inc 0O/O6/OG DINITZJ NRC - No Detailed Af- 
filiation Given 13pp 45013 005 45813 017 

0806160857 Forwards Endorsement 3 to NELIA Certificate N 110 & Endorsement 3 to 
MAELU Certificate M-110 

BARNETT, JE Conover & Assocl ales, Inc 80/06/06 DINITZJ NRC No Do tailod Af- 
filiation Given 14pp 45022 293 45822 305 

8006210491 Forwards Endorsemants 3 to NELtA Certificate NW-130 & MAELU Corlifi 
cate MW-59 

BARNETT.J.E Conover & Associates, Inc 66/06/09 DINITZJ Oflico of Nuclear Re 
actor Regulation, Director (Post 070411) 13pp 45B71 176 4587V1Q0 


P. Operating license stago documents 4 corroapondence 

0606033207 Provides Info to suppl preliminary response to NUREG 0737, Horn III D,1 1 
for safety Injection sys & for radiation monitoring sys & Informs of plans to conllnuo 
testing, maint, training & adminstratlvo controls program for other sys 
SIEBER.J D Ouquosno Light Co C8/Db/20 Documont Control Branch (Oocument 
Control Desk) 2pp 45752 189 45752 190 

0806160041 Advises ol util Intent to meet 10CFR55 45 requirements re simulators by 
providing plant rol simulator tor both Units 1 & 2 

StEOER.J D Duquesno Light Co 80/05/23 NANNON.J N Operator Licensing 
Branch Ip 45822 282-45822 282 

6806033330 Forwards safety evaluation re 000113 application for amend to Liconso 
NPF-73, revising Tech Specs to roduco numbor of required incoro Instrument 
thimbles, for Info Unclogglng of thlmblos eliminated nood for amend 
TAM,P S. Project Directorate I 4, 08/05/24 SIEBER.J D Duquesno Light Co 2pp 
45714-259 45714 263 

-8606030336 Safoty evaluation concluding that proposed Tech Spec chango 
acceptable No amend issued slnco conditions resulting In noed for amend to License 
NPF-73 no longer exist 

*■ Of fl co of Nuclonr Reactor Regulation, Director (Post 870411) 80/05/24 3pp 
45714 261*46714 263 

0806070295 Forwards safety evaluation ro util proposed implementation of ATWS rule 
requirements Util proposal acceptable pending final resolution of Toch Spec 
issue NRC conclusion subj to successful completion of human factors engineering re- 
views 

TAM.P-S, Project Directorate 14 0B/G5/31 SIEBER.J D Duquesno Light Co 2pp 
4574 5 103 45745:113 

-8806070305 Sofoty evaluation ro compliance w/ATWS rule 10CFR50 62 Util proposed 
design acceptable subj to final resolution of Tech Spoc Issue 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 88/0-5/31 9pp 
45745 105 45745 113 

8806100055 Discusses monitoring of boric acid leakage onto carbon stoat 
components, in response to Generic Ltr 00-05, "Boric Acid Corrosion of Carbon 
Steel ,” Present plant procedures Include visually Inspecting RCS components 
SIEBER.J D Duquesno Light Co 00/05/31 Oocument Control Branch (Documont 
Control Desk). 3pp 45818 066-45010 068 

6806200150 FOIA requast tor documents ro NRC inquiry Into B Gupta 001224 memo to 
C McCullough about work done by Schneider Inc, Schneider Consulting Engineers or 
Schneider affiliate at facility & correspond ones between NRC & Schneider Inc 
BREUS.M Pittsburgh Press, Pittsburgh, PA 80/06/03 Oflico of Administration & Re- 
sources Management, Director (Post 070413) 1 p, 45954 333 45954 333 

8806130361 Notification of 080623 mooting w/ulil In Rockvillo.MD to discuss status of 
current active licensing actions 

TAM.PS Project Directorate 1-4 88/06/06 STOLZJF Project Directorate 1-4 3pp 
45705 024-45705 026 

8006220319 Forwards util response to NRC concerns addressed In Sections 18 1 & 
18 2 or SSER 6 ro DCRDR & SPDS respectively 

SIEBER.J D. Duquosne Light Co, 80/06/08 Document Control Branch (Document 
Control Desk), 43pp 45869 044-46069 086 



182 DOCKETED ITEMS 


8806210454 Forwards Amend 3 to License NPF-73 & safety evaluation Amend revises 
steam generator water level tow low reactor trip setpoint & auxiliary feedwater actu- 
ation setpoint by lowering from 15 5% to 1 1 5% 

TAMPS Project Directorate 14 88/06/ 10 SEEBER.JD Duquesne Ught Co 2pp 
45857 273 45957 281, 


-8B06210461 Amend 3 to License NPF-?3.revi$ing steam generator water level low low 
reactor tnp seipomt & auxiliary feedwater actuation setpoent by lowering from 15 5* 


to 11 5* 

ST0LZ.J F Project Directorate 1-4 


88/06/10 5pp 45857 275 45857 279 


-6906210487 Safety evaluation supporting Amend 3 to License NPF-73 
* Office of Nuclear Reactor Peculation, Director (Post 870411) 88/06/10 2pp 
45857 200 45857 201 


6806200055 Forwards application for amends to Licenses DPR 68 & NPF-73, to fncor 
porate changes to administrative controls section to reflect nuclear group organization 
changes & delete organization charts per Generic Ltr 88 06 Fee paid 
SIEBER.J D Duquesne Light Co 8B/06/11 Document Control Branch (Document 
Control Desk) Ip 4 5881 265 45861 293 

-6806200059 Application for amends to Licenses DPR-66 & NPF 7 3, changing admlnis 
tratr/e controls section to raffed nuclear group organization changes & delete organl 
zation charts in accordance w/Generic Hr 68 06 
SIESEfl.JD Duquesne Light Co B8/06/11 2pp 45061 266 45861 267 

-8606200063 Proposed Tech Specs incorporating changes to administrative controls 
section to reflect nuefaar group organization changes £ deleting organization charts In 
accordance w/ Generic Ltr 86 06 

* Duquesne Ught Co 08/05/11 26p p 45861 268 45861 293 

8806290163 Forwards Westinghouse Owners Group Notification Ltr OG 88 21 .identify- 
ing midloop concerns.per Generic Ltr 87-12, "Loss of RHR While FICS Partially Filled" 
& 680428 meeting agreement 

NEWTON, R A Westinghouse Operating Plants Owners Group 80/06/20 

HODGES, W Reactor Systems Branch 7pp 45973 33B-45973 344 

8806290493 Concludes that based on licensee annual repl of facility, changes.tests & 
experiments dtd B70408 & 880608 Site visit, changes, tests & experiments meet crite- 
ria in 10CFR5Q 59 Lists Improvements recommended to licensee during visit 
TAM.PS Project Dirac toralo 1*4 88/06/20 STOLZJF Project Di recto ra to I 4 Bpp 
45964 265 45964 272 


8806020047 NFlC Into Notice 88 036, “Possible Sudden Loss of RCf> Inventory Dur^ 
Low Coolant Love) Operation " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) G8/Q6'D3 
Consolidated Edison Co of New York, Inc 120pp 45065 152-45965 271, 

■8806160412 Forwards Security Insp Repta 50-334/88-14 & 50 412/0000 on. 060*25- 
29 No violations noted 

6ELLAMY.R R Region 1, Ofc of the Director GB/06/09 SIEBER.J 0 Duqueano lighH 
Co 2pp 45842 001-45842 009 

-8606100417 Insp Repts 50 334/88 14 & 50-412/88-09 on 08042b 20 No wotawsr.l 
noted Major areas inspected unresolved Homs, plan & Implement 

procedures,orgamzation,prograrn audit, records & repts, testing & mainl 
LANCASTER.W K , SMITH, G C , KEIMIG.R R Region 1, Ofc of tho Director 88/06' 
07 7pp 45042,003-45842 009 

0806090301 Suppl 2 to NRC Bulletin 07 002, "Fastener Tosling to Dolormlno Cc-n'cv'v- 
ance W/ Applicable Mali Specs M Svc list end 

ROSSf.CE Division of Operational Evonts Assessment (Post 87041 1) 88/OOMO 
Consolidated Edison Co of Now York, Inc 120pp 45916 208-450 16 327 

0006080025 NRC Info Notice 08-037, "Flow Bfockago of Cooling Water to Safety Sjl 
Components ” Svc list end 

ROSSI, CE Division of Operational Evonts Assessment (Post 670411) 88/06/1 1 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45940 125 

8006080211 NRC Bulletin 80 006, "Actions To Be Takon for Transportation of I.VJ-J 
Spoc 2 T Radiographic Exposure Device " Svc fist end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) flfl/06/H 
Consolidated Edison Co of New York, Inc lOGpp 45935 211 46935 318 

6806230095 Forwards Safely Insp Ropts 50 334/08 20 & 50-412/60-12 on BOOI-W 
13 No violations noted 

DURR.J P Region 1, Ofc of the Director 88/00/14 SIEBER.J D Duquosne Lfftht Co 
2pp 45932 151-45932 150 

-8806230100 Insp Repts 50 334/88 20 & 50*412/80 12 on 013O5O9 13No wFa'idni- 
noted Major aroas inspected actions on firo protection program activities 
ANDERSON.C Region 1, Ofc of tho Director 00/06/00 7pp 45032 161 45912 111 


O Inspection reports, IE Bulletins & correspondence 


8805270101 Forwards Safety Insp Repts 50 334/80-13 $ 50 412/89 08 on 880411 
15 No violations noted 

BELLAMV.R R Region 1, Ofc of tho Director 88/05/17. SIEBER.J D Duquesne Light 
CO 2pp 45691 104 45691 115 

-8805270105 Insp Repts 5O-334/0Q-13 & 50 412/80-08 on 880411-15 No violations 
noted Major areas inspected radiological measurements program using NRC I Mobil 
Radiological Measurements Lab & fab assistance by DOE, 

KIRKWOOD.A, PASCIAK.WJ Region I, Ofc Of the Director 80/05/16 IQpp 
4569 1 106-45691 115 


8805270154 Forwards Safety Insp Repts 50-334/88-18 & 50-412/68-11 on 880401- 
30 No violations noted 

WIGGINS.JT Region 1, Ofc of the Director 68/05/ 17. SIEBER.J D Duquosne Light 
Co 2pp 45700 289 45700 304 


-8805270161 fnsp Repts 50 334/88 16 & 50 412/89 11 on 080401-30 No violations 
noted Major areas Inspected licensee actions on previous Insp fmdmgs.plant 
ope ration, physical security, radiological controls, plant housekeeping A (ire protection 
TRJPP.LE Region 1, Ofc of the Director 88/05/10 14pp 45700,291 45700 304 

8805240028 NRC fnfo Notice 06-033, "Recent Problems Involving Model Spec 2*T Ra 
biographic Exposure Device “ Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 670413) 60/05/27 
Consolidated Edison Co of New York, fnc 120pp. 45663 1 58-45663 277 

B80S240090 Suppl 1 to NRC fnfo Notice 07-061, "Failure of Westing ho use W-2-Typo 
Circuit Breaker Cell Switches " Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post B70411), 08/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038-45683,157, 

580 5 2 4 02 1 5 NRC fnfo Notice 88 034, "Nuclear Matt Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 99/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 ifiB-4 5790 308 


1806100055 Discusses monitoring of boric acid leakage onto carbon ste 
components.^ response to Generic Ltr 88 05, "Boric Acid Corrosion of Carbi 
Ste* 1 " p ' esent P fan t procedures Include visually inspecting RCS components 
SJE8EOJD Duquesne Light Co 88/05/31, Document Control Branch (Docume 
Control Desk) 3pp 458 18 066-45818 068 


806060218 Forwards "Inservfce Insp 10-Yr Plan for First Insp Interval at Reaver Valiev 
Power Station Unit 2 ” J 

C™ 1 ' 01 Branch (Doc, mom 


8006090194 NRC Info Nollce 80 030, "Failure of Undorvoltago Trip Altfldimoul ooGE 
Circuit Breakers " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post O/QIH) BtVOfl/li 
Consolidated Edison Co of Now York, Inc 111 pp 45948 120 45046 290 

8006150013 NRC Bullelm 80 007, "Power Oscillations In BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assossmonl (Post ft 704 1 1 ) 1)0/00/ H 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15 45G29 ?2Q 

8806150186 Suppl 1 to NRC Bulletin 00 005, "Nonconforming Mails Supplied by lyry 
Supplfosjnc at Folsom.NJ & West Jersey Mfg Co at Wllllamslowrr.NJ Svc till c^f 
ROSSJ.CE, Division of Operational Events Assessment (Post 070411) 00/06/ 1* 
Consolidated Edison Co of Now York, Inc 120pp 45965 032 459G5 1 6 1 

GBO8270149 First partial response to FOIA romtosl for documonta Forward! Appi D A 
C documents Documents available in PDF! App A documents olio nwnWo ft 
PDA Apps D through G documents withhold (rof FOIA Exemption 5), Helen sftbki 
tlon end 

QRIMSLEY.D H Division of Rules & Records (070413 8D0514) 00/06/16 £K>I I Y K 
Public Citizen’s Critical Mass Energy Project 24 pp 4599O'2O0 45090 350 

--8S06200070 Forwards proposed SALP evaluation for Apr 1000 - Mar 1067 W/oorvl 
EAPEN.PK Roglon 1, Ofc of tho Director 87/03/13 TRIPP, L Raglan 1, Ofc of IM 
Director, Ip 45999 042 45909,042 


8806200061 NRC Into Notice 08-042, "Circuit Broakor Falluros Duo 1o loose (AaryAj 
Spring Motor Mounting Bolts " Svc list oncl 

ROSSI.CE Division of Operational Evonts Asso&smont (Post 0704 II) Ofl/OG/2> 
Consolidated Edison Co of New York, fnc lOOpp 45077:287-45070 033 

8806200306 NRC fnfo Nollce 80-043, "Solenoid Valvo Problems " Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 070411) IKJ/W5/?} 
Consolidated Edison Co of New York, Inc 123pp 45077 164 4597/ 280 


Ft. Periodic operating reports & related correspondence 


8806030205 NPDES discharge monitoring rept for Apr 1008 W/000527 ltr 
DRUGA.RJ Duquosne Light Co 08/04/30 2lpp 45746 320 45740 340 


S Reportable occurrences, LERs & related correspondence 


8806060217 "fnservlce Insp 10-Yr Plan for First fnsp Interval at Beaver Valley Power 
station unit 2 

3oSp L 45?75 177?W76 130 P ‘ S,K0WSKf ' WA Ouquesne Light Co 88/06/01 


806130260 Notification of 860609 meeting w/utils & Hafa Inti Inc in PockvKe.MD 
discuss results or testing using instrumented techniques on various sys & proposal 
apply inslrumented techniques on various sys at plants 1 H H 

uTiff »££ v P'-oleol.D.roctorale 111.1. TAMPS Protect Directorate I 4 SB/Q6/I 
45794^362 4S7M3k' D ° ra 111 STOL2.JF. Project Directorate 14 4| 


8806090327 LER 80-006 01 on 800221 .control room rocoived Indication that nafutljij 
water storage tank level transmitter C Indicating fo-lo lovol Caused by Irozon tranami 
(er sensing lines Frozen lino thawed W/0B0519 ltr, 

NOONAN J,P Duquesne Light Co 88/05/19 5pp 45764.303-45794 307 

8806130006 LER 80 007-01 on Q0O4O4,roac1or coolant pump tripped Initiating reaefc/ 
trip .Caused by blocking relay malfunction that resulted In undorvoltaga rolay actuat-nn 
& toss of 4 kV bus 2A motor loads Relay adjusted & calibr W/060510 ltr 
NOONAN, T P Duquosne Light Co 08/05/23 4pp 45791 092-46701 095 


Svc Hafend RC lnf ° N ° UCQ 8& 03 ' ,|f>adG ^ ual9 u c«nsee Performed Vendor Audils ” 


ROSSI.C E Division 
Consolidated Edison 


of Operational 
Co of New York 


Events Assessment (Post 870411) 08/06/0 
, fnc, 120pp 45790 068 45790 187 


P°hvards addl Info re 880120 fire ©vent involving ann delator cab i no 5s Ervt 
addresses three specific Issues raised fn 080418 Mr Util concludes Ibat ovum was »s^ 
lated Incident caused by random equipment failure 

SIEBER.J D Duquesne Light Co 08/06/00 Document Control Branch (Document 
Control Desk) 5pp 45847 216 45647 220 



DOCKETED ITEMS 183 


DOCKET 50*413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Securlty> medical, emergency & fire protection plans 

8805310110 Changes 0 8 to Emergency Plan Implementing Procedure HP/O/B/IOQO/ 
06, "Emergency Equipment Failure Check & Inventory " W/080516 Hr 
MORGAN.RS, TUCKER.H B Duke Power Co 88/05/16 31pp 45734 210 
45734 246 

8806070367 Requests addl time to Implement revised emergency procedures commuted 
to In response to deviation noted In Insp Repts 50-413/07-13 & 50*414/87-13 Com- 
mitment will be complete by 800801 

TUCKER.H 0 Ouke Power Co 88/05/31 Document Control Branch (Document Con 
trol Desk) Ip 45774 180 45774 108 

8806080306 Advises that 880401 Rov 10 to physical security plan consistent w/provi 
slons of 10CFR50 54(pj & accoptablo Rev withheld (ref 1 0CFR73 21) 

CLINE.WE Region 2. Ofc of the Director 00/06/31 TUCKER.H B Duke Power Co 
3pp 45787 145-45787 147 

86062101S6 Revised emergency plan implementing procedurosjn eluding Changes 1 1 to 
1 2 to RP/0/A/5000/02, Notification ol Unusual Event, 1 " R P/0/ A/ 5000/0 3, r, A|ert“ & 
RP/0/A/500.004, "Site Area Emergency " W/800616 Itr 

SMITH.T, SIMPSON.OP, TUCKER.H 8 Duko Power Co 30/06/16 60pp 
45649 321-45850 017 


P. Operating license stage documents & correspondence 

0805270207 Forwards proprietary WCAP-11528 & nonproprietary WCAP-11847, "RCS 
Flow Anomaly Investigation Ropt" List of four-loop plants w/anomaly 
sensitivity, application for withholding & affidavit end WCAP-11528 withheld (ref 
10CFR2 790) 

JOHNSON, WJ Westinghouse Electric Corp. 00/05/13 HODGES, M.W Division of 
Engineering & Systems Technology (Post 87041 1) 3pp 45734 247-45735 042 

-6005270213 Requests withholding of WCAP-11528, "RCS Flow Anomaly Investigation 
Ropt," per 10CFR2 790 Affidavit enc! 

WIESEMANN.R A Westinghouse Electric Corp 80/05/13, Office ol Nuclear Reactor 
Regulation, Director (Post 870411) 9pp 45734.250-45734 250 

-80O527O216 "RCS Flow Anomaly Invostlgation Rept," 

GARNER.DC, DOMINICIS.D P , CADEK.F.F. Westinghouse Electric Corp WCAP 
11047 00/04/30 203pp. 45734 259-45735 042 

8006010040 Informs that util will provide scheduler Info for development & implement 
lion of enhanced programs & procedures & detailed response to Generic Ltr 88 05 by 
680801 

TUCKER.H, 0. Duke Power Co 88/05/23, Document Control Branch (Document Can 
trol Desk) 2pp 45720 262 45720 263, 

8808060112 Forwards roquost for addl Info ro utl! 800224 submittal of diroct gonoratlon 
response spectra & snubber reduction program Response requested within 45 days of 
Hr date 

JABQOUR.K N Project Directorate 11-3 00/05/24. TUCKER.H B, Duko Power Co 
6pp 46743 070-45743.083 

8006030197 First partial response to FOIA roquost for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRtMSLEY.D.H Division of Rules & Records (87O413-QB0514) 08/05/26. 

WEISSMAN.S. California, State of 3pp 45784-166 45764 160 

-8202080434 Forwards listing of NRC osllmatod completion dnlos for OL applicants 
listed in Bevill Ropt Dates represent collective NRC Judgement 
EISENHUT.D G Division of Licensing (800420 051124). 82/01/10 BASSETT, H S 
Office of Management and Program Analysis 3pp. 4578 4.20 B 45704-210 

0006070152 Application for amends to Licenses NPF-35 & NPF 52 ro change In total 
number of channels for PORV block valve position Indicator from 2/valvo to 1/ 
valve Foe paid 

TUCKER.H B Duke Power Co 80/05/28 Document Control Branch (Document Con- 
trol Desk). 4pp. 45769.346 45769*353 

-8806070164 Proposed Tech Specs ro chango In total number of channels for PORV 
block valve poslllon Indicator from 2/valve to 1 / valvo 
4 Duke Power Co 08/05/26 4pp. 45769-350-45769-353 

8608280054 Forwards response to Generic Ur 88 03, "Steam Binding ol Auxiliary Food 
water Pumps " Operating procedures & temp monitoring thermocouples are perma- 
nent mods & will be maintained In offset 

TUCKER.H B. Duko Power Co 80/05/26 Document Control Branch (Document Con 
trol Desk) 4pp. 45944.016-45944-019 

0806070296 Forwards Amends 45 & 38 to Licenses NPF-35 & NPF-52, 
respectively Amends modify Tech Specs to cover operation of sys & components as- 
sociated w/monllor tank bldg 

JABBOUR.K.N Project Directorate fl-3 00/05/27 TUCKER.H B Duke Power Co 
2pp 45744.137-45744 161. 

-890607030B Amends 45 & 38 to Licenses NPF-35 & NPF-52, respectively, modifying 
Tech Specs to cover operation of sys & components associated w/monltor tank bldg 
MATTHEWS.DB Project Directorate 11-3 88/05/27 17pp 45744 130-45744 155 

-8806070316 Safety evaluation supporting Amends 45 & 38 to Licenses NPF-35 & 
NPF-5 2 .respectively. 

4 Office of Nuclear Reactor Regulation, Director (Post 870411). 88/05/27 2pp 
45744-166-45744 157 

-0006070321 Notice of Issuance of Amends 45 & 38 to Licenses NPF-35 & NPF- 
5 2, respectively Amends modify Tech Specs to cover operation of sys & components 
associated w/ monitor tank bldg 

JABBOUR.K N. Project Directorate 11-3. 80/05/27 4pp. 45744 158-45744,161 


8600070338 Requests that Tech Specs change requests for McGuire be based upon 
pen & Ink identified changes, as presently practiced on Catawba Retyped pages should 
continue to be used far Oconee requests 

MATTHEWS ,D B Project Directorate II 3 08/05/27 TUCKER.H B Duke Power Co 
4pp 45744.164-45744 167 

8006070413 Confirms verba! granting of temporary waiver of compliance for rev to Tech 
Spec to change total numb or of channels for PORV block valve poslllon Indicator 
from 2/valve to t /valve as shown In end Table 3.3 lO.per 000526 request 
LAIN AS, G C Assistant Director for Region II Reactors 88/05/27 TUCKER.H B Duko 
Power Co 4pp 4574 4 306-457 4 4 3 09 

8806090124 Application for amends to Licenses NPF 35 & NPI~-52, clarifying require- 
ments for containment pressure control sys by clearly detailing design of sys Fee paid 
TUCKER.H B Duko Power Co 88/05/27 Document Control Branch (Document Con- 
trol Desk) Gpp 45794,001 45794017 

—8806090131 Proposed Tech Specs Tables 3 3 3,3 3-4,3 3-5,4 3-2 & corresponding 
Tech Spec pages, clarifying requirements for containment pressure control sys by 
more clearly detailing design of sys 
4 Duke Power Co 88/05/27 14pp 45794 004-45794 017 

0806100011 Supplemental application for amend to Licenses NPF-35 & NPF 52 chang- 
ing number of channels (or PORV block valve position Indicator 
TUCKER.H B Duke Power Co 68/05/27. Document Control Branch (Document Con- 
trol Desk) 3pp 45814 204-45014 300 

-6806100013 Proposed Tech Specs changing total number ol channels for PORV block 
valve position indicator from 2/Valvo to vvalvo 
' Duko Power Co 00/05/27 4pp 45814 297-45614 300 

0806160332 Forwards notice of consideration of Issuance of amends to Licenses NPF- 
35 & NPF-52 & opportunity for hearing on 07 101 6 request re nuclear sve water sys 
JABBOUR.K N Project Directorate 11-3 06/05/31 TUCKER.H B Duke Power Co 
2pp 45823 305-45823 312 

— 8806160343 Notice of consideration of Issuance of amends to Licenses NPF 35 & 
NPF-52 & opportunity for hearing or> B71016 request re nuclear sve water sys 
MATTHEWS.DB Project Directorate 11-3 88/O6/0B.5pp 45023 307 45023 312 

0606060175 Forwards Westinghouse addendums to proprietary Repl WCAP-1OO08, 
"COBRA NC, Analysis for Main Steamllno Break in Catawba Unit 1 Ice Condenser 
Containment,” & nonpropriotary Rept WCAP- 10989 per GG Zech 0BO4OQ request 
GRIDLEY.R Tonnossoo Volley Authority 00/06/01 Document Control Branch (Docu- 
ment Control Desk) 2pp 45764,149 45784 189 

-0BOGO6O184 "COBRA-NC.Analysls for Main Sleamllne Break In Catawba Unit 1 Ice 
Condensor Contatnmont (Response to NRC Questions)," WCAP-109B9, Addendum 1 
did May 1088, 

I Westinghouse Electric Corp WCAP-10909 ADD 01 00/05/31. 30pp 45764*160- 
45704-189 

0806070118 Forwards Amends 46 & 39 to Licenses NPF 35 & NPF-62, respectively & 
safety evaluation Amends modify total number of channels for PORV block valve posi- 
tion Indicator from two par valve to on o per valve for Unit 2 only. 

LAINAS.GC Assistant Djroctor for Region fl Reactors 88/06/01 TUCKER.H B Duke 
Power Co Gpp 45745 050 45745 070 

-8806070124 Amends 46 & 39 to Llconsos NPF-35 & NPF-52,respectivoly, modifying 
total number of channels for PORV block valve position indicator from two per valvo 
to ono per valve tor Unit 2 only 

LAINAS.GC Assistant Director for Region II Reactors 09/00/01 7pp 45745 001 
45745 067 

”8806070132 Safety evaluation supporting Amends 40 & 39 to Licenses NPF-35 & 
NPF-52, respectively 

• Office of Nucloar Reactor Regulation, Director (Post 070411) 88/00/01. 3pp, 
45745 060-46745.070. 

0006170265 Forwards Amends 47 & 40 to Licenses NPF 35 & NPF-52, respectively & 
safety evaluation Amends modify Tech Spec 3/4 4 6, "Steam Generators" & assoclat 
ed basos for tubo plugging catena Notice of Issuance ol amends also oncl 
JABBOUR.K N Project Directorate 113 80/00/06 TUCKER.H B Duke Power Co, 
3pp 46825 207*45825,319 

—8806170266 Amends 47 8 40 to Licenses NPF-35 & NPF 5 2, respectively, modifying 
Tech Spec 3/4 4 6, "Steam Generators" & associated bases for tube plugging criteria 
MATTHEWS, D B. Project Directorate 11-3 00/06/06 14pp 45025 300-45825.313 

-8800170272 Safety evaluation supporting AmendB 47 & 40 to Licenses NPF-35 & 
NPF-52 ( ro3pectiv0ly, 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 8B/06/06, 3pp 
45025 314-45025,318 

-88061 70274 Notice of issuance of Amonds 47 & 40 to Licenses NPF-35 & NPF- 
52,respeclivoly Amonds modify Tech Spec 3/4 4 6, "Steam Generators" & assoclaled 
bases for lube plugging criteria 

JABBOUR.K.N. Project Directorate 11-3 08/00/06 3pp 45826 317-45625.319. 

0806210373 Requests that ward "air in statement "ANSf/ANS-19 6 M005 Std Also 
* Requires Measurements of Critical Boron Concentrallon at Hot, Zero Power W/AII " 
on Pago 5 of 000510 SER ahoutd be deleted 

HOOD.DS Project Directorate II 3 00/00/10, TUCKER.H B Duke Power Co 3pp, 
45871.290-45071 292 

8800228188 Advises that Info requested In NRC 880407 ltr re main steam lino break in 
ice condenser plants can bo found in WCAP- 10989, Addendum 1 sent to NRC on 
800601 

TUCKER.H B Duke Powar Co. 88/06/13, Computer & Telephone Operations Branch 
ip 46870 021 -45B70.021. 

080621 026B Forwards response to Question 12 ol KN Jabbour B70731 request for addl 
Info re performance testing of relief & safety valves, per NUREG 0737, Item 

II D 1 Response to Question 0 transmitted w/utll 880531 Itr 

TUCKER.H B Duko Power Co, 00/06/14 Document Control Branch (Document Con- 
trol Desk). 35pp 45911-153-45911 167 
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0806230331 Responds to util 060422 request for changes to Tech Spec 69 16 re 
annual radiological environ operating rept Request unacceptable Tech Spec presently 
written reflects appropriate level of reporting 

MATTHEWS, D 0 Protect Directorate 11-3 68/06/16 TUCKER.H B Duke Power Co 
4pp 45906 329 45906 332 


8806 2 80056 Informs that analysis & Tech Specs due by 8B0621 will be submitted by 
880615 because of need for further reviews 

TUCKER.H B Duke Power Co 88/06/16 Oocumonl Conlrol Branch (Document Con 
trol Desk) Ip 45942 222-45942 222 


3005270306 NRC Info Notice 00 035. "Inadequate Licensee Performed Vendor Auj 1 *" 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 08/W/OJ 
Consolidated Edison Co of New York, Inc 120pp 45790 080 45760 107 

8806210504 Responds to NRC 800506 Itr ro violations noted In Insp ftopla 50 -U3rW- 
15 & 50 414/08-15 Corrective aclions design engineering personnel on sjIo lo ad n 
Operability evaluations 

TUCKER.H B Duke Power Co 80/06/06 Document Control Branch (Document (yvi 
trol Desk) 5pp 45904 265 45904 269 


8806290036 Discusses utii 080617 request for temporary waiver of Tech Spec 3/4 6 5 
re ice condenser bed inoperability lime to avoid unnecessary entrance Into Mode 

5 Safety evaluation concluded no unraviewed safety questions exist 

TUCKER.H B Duke Power Co 88/06/20 Document Control Branch (Document Con 
trol Desk) 2pp 45950 139-45950 141 

8B06290163 Forwards Wostmghouse Owners Group Notification Ltr OG 88-21 .identify- 
ing midfoop concerns, per Generic Ltr 87-12. "loss of RHR While RCS Partially Filled" 

6 030428 meeting agreement 

NEWTON.R A wastmghouse Operating Plants Owners Group 08/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 338 45973 344 

6806290222 Appeals NRC denial of backfithng clafm re containment Integrated leak rate 
testing UL1 maintains view that two NRC positions not supported by App J constitute 
backhls for facilities 

TUCKER.H B Duke Power Co 88/06/20 Document Control Branch (Document Con- 
trol Desk) 9pp 45948 342-45948 359 


Q Inspection reports, IE Bulletins & correspondence 


6B06200424 Forwards Insp Repts 50-413/60 20 & 50-414/00-20 on 880516 20 Ho ro- 
lations or deviations noted 

HERDT.AR Region 2. Ofc of the Director 00/06/07 TUCKER.H D Oiiko Povw Co 
2pp 45903 098 45903 105 

-8806200427 Insp Repts 50 413/80 20 & 50 414/00 20 on 000516 20 No vlo H ilt*o 
noted Major areas inspected emergency dlrml generator operations & survoi Ia-h. 4- 
toslmg.maint & corrective aclions 

S PARKS, S E , TAYLOR.P A , JAPE.F Roglon 2, Ofc of tho Olroctor OO/Ofl/OJ fi-p 
45903 100 45903 105 

8606020047 NRC Info Notice 00 036, "Possible Sudden Loss of RCS Jimintoiy IW.j 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 0/01)1) AA/OGife) 
Consolidated Edison Co of Now York, Inc 120pp 45965 152 45965 2/1 

8806090301 Suppl 2 to NRC Bulletin 87 002, Tastonor Tostlng to Determine Corf^m 
ance W/Applicable Matl Specs " Svc list oncl 

ROSSI.CE Division of Operational Evonts Assessment (Post « 7 1>-1 1 1 ) Ufi/OflHD 
Consolidated Edison Co of Now York, fnc 120pp 45010 208 45910 32/ 


0805250210 Forwards corrected Page 3 lo Insp Repts 50 413/88 07 A 50 414/88 07 
HERDT.AR Region 2, Ofc of the Director 66/05/12 TUCKER.H B Duke Power Co 
Ip 45687 253 456B7 254 


-8805250212 Corrected Page 3 of Insp Repts 50 413/88*07 & 50-414/08-07 
’ Region 2. Ofc of the Director 68/05/12 Ip 45607 254 456B7 254 

8B05250086 Summarizes 880429 enforcement conference re degradation of nuclear svc 
water sys & auxiliary feedwater sys due to clam fnfesistion List of attendees & hand- 
out end 

GRACE, JN Region 2, Ofc of the Direclor B8/05/13 TUCKER.H B Duke Power Co 
49 pp 45674 335 45675024 

0805250184 Forwards clarified response to Violation 413/88 05 01, per 000516 tolcon 
w/Region II Procedure IP/0/3620/02A written as instrument procedure rather than 
test procedure to provide more flexibility for various plant conditions 
TUCKER.H B Duke Power Co 89/05/20 Document Control Branch (Document Con 
hot Desk) 4pp 45686 185 45686 188 

8605260157 Forwards supplemental response lo NRC 850717 ltr re violations noted in 
Insp Rept 50 413/85-2? Withheld (re) 10CFR73 21) 

TUCKER.H B Duke Power Co 80/05/20 Document Control Branch (Document Con 
trol Dosk) 3pp 45759 326 45759 327 

8806070237 Ack receipt of 880414 ltr informing NRC of steps takon to correct violations 
noted tn insp Repts 5O-413/B0-Q9 & 50 414/08-09 Disagrees w/util assessment thal 
measures were adequate to control eddy current testing of tubes 
GIBSON, A F Region Z, Ofc of the Director B8/05/26 TUCKER.H B Duke Power Co 
Ip 45770 085 45770 095 


8006280054 Forwards response lo Generic Ltr 00 03, "Steam Binding of Auxiliary Feed 
water Pumps " Operating procedures & temp monitoring thermocouples are perma- 
nent mods & will be maintained in effect 

TOTHB Duke Power a> 68/05/26 Document Control Branch (Document Con 
t/Ol Desk) 4pp 45944 0t6-45944 019 

8805240028 NRC info Notice 6B-033, "Recent Problems involving Model Spec 2-T Ra- 
diographic Exposure Device ** Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co of New York, lac 120pp 45663 158 45603,277* 

8805240090 Suppl 1 to NRC tnio Notice 07 061, "Failure of Westlnghouso W-2-Typa 
Circuit Breaker Cell Switches " Svc fist end 

ROSSf.CE Division of Operational Events Assessment (Post 67041 1) 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45603 157 

"«NU NRC tnlo Notwe B8 034, "Nuclear Matl Conlrol & Accounlability ol Nontu 
bNM at Power Reactors Svc list end 


nriee pia-i vim 

rvme IS ? ^ !S)0n °R erallonal Events Assessment (Post 67041 1) 88/05/3 
Consolidated Priicnr\ rv* of New York, fnc 122pp 45790 168 48790 300 


BB .« 6 ?J 0387 Requ . es1 , s tme to iwptenwnt revised emergency procedures commute 

s asssssaar lnsp Rap,s 60 4 c ° 4m/w -’ 3 *• 

MM j H 1p 45774^80 S 4577.fc1ti9 DMU ™"' ^ ^ 

S8 8707 3 31 35 wi mFrmn c t0 Ques1l ° n 8 « block valve operator torque, p< 

siss'&r ot ,a,,urs in epri iast da, ° ,minsd ■* c, ° 8in 
•S^m,Ssm SiSSSf® 1 D “ Conlro ’ B,anc " ,0 “' 08 

D “' Jmonl C ° n1 ' 01 8ran(th IDoaumanl Co, 
IT™, lha1 . utl1 incorporating statement info elation directive £ 

S£;SK.axra:“,sr 


8806240040 Discussos Insp Ropts 50 413/08 14 & 50 414/00 14 on 000,11 0 III A i * 
wards notice of violation 

GRACE, J N Region 2, Ofc of tho Director 80/06/13 1UCKER.H B Duho Powu C o 
3pp. 45941 224-45941 220 

-8806240042 Notice of violation from insp on 0003 10-10 Violation nuttnl w/Udrl 2 r\ 
mode 1 & operating at 20% power, throo Indepondont stoam generator auxiMry feu-j- 
water pumps not operable during actual turbino trip 

GRACE, J N Region 2, Ofc of tho Diroctor UO/CG/13 2pp 45041 Mt 45911 220 

0806240092 Ack recofpl of BB0325 & 20 Mrs Informing NRC of slops takon to Correct 
violations in Insp Repts 50 413/00-05 & 50 414/00 05 

HERDT.A R Region 2, Ofc of the Director 80/06/13 TUCKEtlll 0 Puko F’ufts f Co 
2pp 45941 212 45941 213 


8806080025 NRC fnfo Notice 80 037, "Flow Blockago of Cooling VVnlar lo flafoly S,i 
Components " Svc lisl oncl 

ROSSI.CE Division of Operational Evonts Assasamonl (Post 0704 M) flll/OtVii 
Consolidated Edison Co of Now York, Inc 125pp 45946.001*45048125 

8006000211 NRC Bulletin 00 006, "Actions To Bo Takon for Transportation of JtaJtt 
Spec 2-T Radiographic Exposure Device M Svc list oncl 

BURNETT.R F Division ol Safeguards & Transporlntlon (Post 0/O41U) flJ/Otl/H 
Consolidated Edison Co of Now York, Inc tOOpp 45935 211 45935 Jill 

0806200019 Forwards Rov 4 to fnsorvico leap plan for firat 19 yr Ifitoivnlnnkwon tv> 
questions raisod In 0BO126 tolcon & rollof roquo9t for prossurizor skirt 
TUCKER.H B Duko Power Co 80/06/14 Docurnont Conlrol Branch {Clouinumi 
trol Desk) 7pp 45917 001 45925H04 


-8606200020 Rov 4 to "Inservlca Insp Pian " W/4/5 ovoralzo drawings 
CHERRY.J G Duke Power Co 00/04/07 2,000pp 45917 000 45925 104 

8806090194 NRC fnfo Nolico 00 030, "Failure of Undorvoltago Trip Atlaclimoat on(iE 
Circuit Breakers M Svc list oncl 

ROSSI.CE. Division of Operational Evonts Asaossmonl (Post 0/0411) 50/06/ 15- 
Consolidated Edison Co. of Now York, Inc lllpp 45940 12G 45946 23(\ 

B8 S§A?J?. 013 Buliolm 88 007, "Powor Oscillalions In DWRs " Svc fist oncl 
ROSSI.CE. Division of Operational Events Assossmont (Post 0/0411) flO/M/15 
Consofidatod Edison Co of New York, Inc 1 t4pp 45929.115 45029 2?8 

80061 501 BG Suppl 1 to NRC Bulletin 00 005, "Nonconforming Malls Supplied by P*f^ 
Suppliesjnc ot Folsom, NJ & Wost Jorsoy Mlg Co al Will lams town ,NJ Svc list on.' 
ROSS .CE Division of Operational Events Assossmont (Post 070411) 90/00/1 i 
Consolidated Edison Co of Now York, Inc 120pp 45905 032-45065 f 5 1 

8806230066 Clarifies Info on two items ro motor operators for hydrogpri aklnnor fan i,pi 
vafves & T-drafh installation on Llmitorque motor oporators in rosponso to Injp Roth 
50-413/88 07 & 50 414/88 07 1 

TUCKER.H B Duke Powor Co 80/06/16 Docurnont Control Branch (Docurnont Con 
Irol Desk) 4pp 45932 225 45932.220. 

0606280065 Informs that Tech Spec Interpretation, clarifying application of Equation ?2 
Ihermal power will bo submitted by 000721 ,in rasponso to Violationj W 
413/87*30 01 & 50 414/87*30 01 

TUCKER HB Duke Power Co 88/06/15 Docurnont Control Branch (Document Con 
trol Dosk) tp 45942-221-45942 221 


, N r*y nuu iNuucu ao uw, "uircun Uroakor Failures Due 10 looso 
S prlngMoior Mounting Bolts " Svc (1st end 

ROSSI CE Division of Operational Evonls Assessment (Post 870411) 80/06/23 
uonsolldated Edison Co of Now York, Inc lOOpp 45977 207-45970 033 

B8 Sn 2 c?«?. 3 5 8 c- W S C Jr ? fo No,lco 00 043 - "Solenoid Valvd Problems " Svc hsl oncl 

? .W 00 Operational Evonts Assessment (Post 079411) eO/W'23 
Consolidated Edison Co of New York. Inc 123pp 45977 1G4 45977 200 




. a reiaiBQ corrosponaence 

88 tuc B iS?q w , a 9 S.L An S ua, Ra r ? Jo, °9 | caf Environ Operating Repl " W/080527 tl If 
TUCKER.H B Duke Power Co 87/12/31 800pp 45781 197 45704-010 
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8805260323 Monthly operating repts tor Apr 1088 W/880513 Hr 
REAVIS, J A , TUCKER.HB Duke Power Co 88/04/30 14pp 45701 064*45701 077 

8806220087 Monthly operating repts tor May 1088 tor Calawba Nuclear Station .Units 1 
& 2 W/060615 Itf 

REAVIS, J A , TUCKER, H 8 Duke Power Co 80/05/31 14pp 45913 215 45913 228 


S Reportflble occurrences, LERs & related correspondence 


6605260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573-156 pressure sensor/lube oil trip Initially reported on 880429 Addl i-1/B-mch di 
a meter w/deep counter bone in pressure head added to activate valve 
BLOCK.LR IMO Delaval, inc 88/05/12 Ofc of Enforcement (Post 070413} 2pp 
45701 222-45701 223 

8805310179 Rev 1 to 080406 special replon 800307 & OO.valid & two invalid failures of 
diesel generator 1 A, re spec lively, occurred Caused by high differential pressure across 
fuel pump 9tralnors & filters Strainers & filters replaced 

TUCKER, H B Duke Power Co 08/05/17 Document Control Branch (Document Con 
Irol Desk) 2pp 45711 171-46711 172 

8805310159 Special rept on 88041 0.diosel generator 1A seventh failure occurred due to 
pnoumatlc control sys problem Caused by loak In orifice chock valve Chock vatvo & 
shuttle valve replaced Further Investigation Indicated design deliclency in sys 
TUCKER, H B Duke Power Co 88/05/19 Document Control Branch (Document Con- 
trol Desk) 2pp 45718 222-45718 223 

8806030381 Special ropton 080419,25 & 0505, diesel generator valid failures occurred 
due to pressure sensor design flaws Now P3 pressure sensor Inspecled.caltbr & in- 
stalled & generator declared operable after operability tost 

TUCKER, H B Duke Power Co 08/05/25 Document Control Branch (Document Con 
Irol Desk) 25pp 45757 219-45757 243 

8806290156 LER 00-019-00 on 880425, valid failure of diesel generator 1A occurred duo 
to faulty oil pressuro sensor Caused by design, mfg.const/installallan 
deficiency Components known or suspected to have failed roplacod & tested W/ 
880613 Hr 

TORRE, J G , TUCKER, H B Duke Powor Co 00/06/13 9pp 45962 170 45962 106 

8B06280127 LER 06 020 00 on 00 0520 .violation of Tech Spec occurred when PORVs & 
associated block valves had only one position indication channel per valve Caused by 
mat deficiency Tech Spec Interpretation issued W/00061 7 Hr 
TORRE, JG. TUCKER.HB Duke Powor Co 88/DG/17 Bpp 45944 020-45944 027 


DOCKET 50 414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection planB 

0805310119 Changos 0 0 to Emergency Plan Implementing Procedure HP/0/B/1000/ 
06, "Emergency Equipment Failure Chock & Inventory " W/88051 6 Itr 
MORGAN, RS„ TUCKER.HB Duke Powor Co 0B/05/16 31pp 45734 216 
45734 246 

8900070367 Requests add! time to implement revised emergency procedures committed 
to in rosponso to deviation noted in Insp Repts 50-41 3/07-1 3 & 50 414/87 ^Com- 
mitment will bo comploto by 880801 

TUCKER, H B Duke Power Co 88/05/31 Document Control Branch (Document Con- 
trol Desk} Ip. 45774 188*45774:100 

0800060306 Advises that 880401 Rov 10 to physical security plan consistent w/provl 
sions of 10CFR50 54(p) & acceptable Rev withheld (ref 10CFR73 2t), 

CLINE, W.E Region 2, Ofc of the Director 80/05/31 TUCKER.HB Duke Powor Co 
3pp 45707 145*45707 147 

8006210156 Revised emergency plan Implementing procoduro9, Including Changes 1 1 to 
12 to R P/0 /A/ 6000/02, ‘‘Notification of Unusual Event,’" RP/0/A/5000/03, Alert" & 
RP/0/A/ 500.004, "Site Area Emorgoncy " W/080610 Itr 

SMITH, T, SIMPSON, D P , TUCKER.HB Duko Powor Co 0B/0B/16 60pp 
45049 321-45850 017 


P. Operating license atage documents & correspondence 

8005270207 Forwards proprietary WCAP-1152D & nonproprietary WCAP 11847, "RCS 
Flow Anomaly Invosligation Rept" List of four-loop plants w/anomaly 
8onsi1ivlty,app11CBtlon for withholding & affidavit end WCAP-t 1520 withhold (ref 
10CFR2.790) 

JOHNSON, WJ Westlnghouso Electric Corp 08/05/13 HODGES, MW Division of 
Engineering & Systems Technology (Post 87041 1) 3pp 45734 247-45735 042 

-8005270213 Requests withholding of WCAP-11528, "RCS Ffow Anomaly Investigation 
Rept,” per 10CFR2 790 Affidavit oncl 

WIESEMANN.R A Westlnghouse Electric Corp 80/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 070411) 9pp 45734 250-45734 250 

-8605270216 "RCS Ffow Anomaly Invosligation Rept " 

GARNER, D C , DOMINICIS.D P , CADEK.F F Westlnghouso Electric Corp WCAP- 
11847 68/04/30 203pp 45734,259 45735 042. 

8008010040 Informs that util will provide schodular Info for development & implementa- 
tion of enhanced programs & procedures & detailed response to Generic Lir 88*05 by 
880001 

TUCKER.H B, Ouke Power Co 68/05/23 Document Control Branch (Document Con 
trol Desk) 2pp 45720*262-45720 203 

0806060112 Forwards request for addl info re util 000224 submittal of direct generation 
response spectra & snubber reduction program Response requested within 45 days ol 
Itr date 

JA0BOUR.K N Project Directorate lt-3 80/05/24 TUCKER.HB Duke Powor Co 
Spp 45743 079*45743 083 

0806090092 Application for amend to License NPF 52, deleting Hem 6 re diesel genera- 
tor main bearing Number 7 special insp, based on operating experience & special insp 
results Fee paid Justification & no significant hazards analysis end 
TUCKER, H B, Duke Power Co 08/05/24 Document Control Branch (Document Con- 
trol Desk) 9pp 45790 222-45700 230 


0006070152 Application for amends to Licenses NPF 35 & NPF-52 re change In total 
number of channels for PORV block valve position Indicator from 2/valve to 1/ 
valve Fee paid . _ 

TUCKER.H B Duko Power Co 08/05/26 Document Control Branch (Document Con 
trol Desk) 4pp 45769 946 45769 353 

-8006070154 Proposed Toch Specs re change in total number of channels for PORV 
block valve position Indicator from 2/valve to 1 / valve 

* Duke Power Co 68/05/26 4pp 45769 350-45769 353 

8C 06200054 Forwards response to Generic Ltr 8B 03, ' Steam Binding- ol Auxiliary Feed- 
water Pumps" Operating procedures &. temp monitoring thermocouples are perma- 
nent mods & will bo maintained in effect 

TUCKER.H B Duke Power Co 80/05/26 Document Control Branch (Document Con 
trol Desk) 4pp 4 5944 016 45944 019 

8006070 296 Forwards Amends 45 & 38 to Licensee NPF -35 & NPF-52, 

respectively Amends modify Tech Specs to cover operation of sys & components as- 
sociated w/monitor tank bldg 

JABBOUR.KN Project Directorate 113 83/05/27 TUCKER.HB Duke Power Co 
2pp 45744 137 45744 161 

— 0806070300 Amends 45 & 38 to Licenses NPF-35 & NPF-62.respective!y, modifying 
Tech Specs to cover operation of sys & components associated w/momtor lank hldg 
MATTHEWS, DB Project Directorate 11-3 08/05/27 17pp 45744 139 45744 155 

—0006070316 Safely evaluation supporting Amends 45 & 30 to Licenses NPF-35 & 
NPF-52, respectively 

* Office of Nucloar Reactor Regulation, Director (Post 670411). 88/05/27 2pp 
45744 156-45744 157 

-8806070321 Notice of issuance of Amends 45 & 30 to Licenses NPF-35 & NPF- 
SS/especlively Amends modify Tech Specs to cover operation of sys & components 
associated w/monltor tank bldg 

JABBOUR.KN Project Directorate 11*3 60/05/27 4pp 45744 150 45744 161 

8806070330 Requests that Tech Specs change requests for McGuire be basod upon 
pen & ink Identified chnngos.as presently practiced on Catawba Retyped pages should 
conlinuo to bo used for Oconee requests 

MATTHEWS.D B Project Directorate 11-3 80/05/27 TUCKER.H B Duke Power Co 
4pp 45744 104-45744 167 

8006070413 Confirms verbal granting of temporary waiver of compliance for rev to Tech 
Spec to change total number ol channels for PORV block valve position Indicator 
from 2/valve to t/valve as shown In oncl Table 3 3-10,per 680526 request 
LAI NAS, G C Assistant Director lor Region II Reactors 86/05/27 TUuKER.H B Duko 
Power Co 4pp 45744 306-45744 309 

6006090124 Application tor amends to Licenses NPF 35 & NPF-52, clarifying require 
monts for containment pressure control sys by clearly detailing design of sys Fee paid 
TUCKER.H B Duko Power Co 86/05/27 Document Conlrol Brandi (Document Con 
IrolOosk) 3pp 45794 001-45794 017 

-0806090131 Proposed Tech Specs Tablos 3 3 3,3 3-4,3 3-5,4 3-2 & corresponding 
Tech Spec pages.clailfying requirements for containment pressure control sys by 
more clearly detailing design of sys 

* Duko Power Co. 68/05/27. 14pp 45794 0 0 4 4 5794 017 

8806100011 Supplomonial application for amend to Licenses NPF 35 & NPF 52 chang 
ing number of channels for PORV block valva position Indicator 
TUCKER.H B Duke Power Co 60/05/27 Document Control Branch (Document Con 
trol Desk} 3pp 46014,294-450 1 4 309 

-8800100013 Proposed Tech Specs changing total number of channels for PORV block 
valva position indicator from 2/ Valve to 1 /valve 

* Duke Powor Co 60/95/27 4pp 45614 207-45814 300 

0806160332 Forwards notice of consideration of issuance of amends to Llconses NPF- 
35 & NPF 52 & opportunity for hoarlng on 071016 request ro nuclear sve water sys 
JABBOUR.KN Project Directorate II G 00/05/31 TUCKER, H B- Duko Power Co 
2pp 45B23 305-45023 312 

— 8B06160343 Notice of consideration of issuanco of amends to Licenses NPF 35 & 
NPF-52 & opportunity for hearing on 67 1016 request re nuclear sve water sys, 
MATTHCWS.DB Project Directorate 11*3 00/06/06 Bpp 45 023 307-45023 312 

8606070118 Forwards Amends 46 & 39 to Licenses NPF-35 & NPF-52, respectively & 
safety evaluation Amends modify total number of channels for PORV block valva posi- 
tion Indicator from two per valvo to ono per valve for Unit 2 only _ 

LAINAS.G C AssiBlant Director for Region II Reactors 00/06/01 TUCKER.HB Duke 
Power Co 3pp 45745,050 45745 070 

-8606070124 Amends 46 a 39 to Llconses NPF-35 & NPF-52, respectively, modifying 
total number of channels for PORV block valve position indicator from two por valvo 
to ono per vatvo for Unit 2 only 

LAINAS.G C Assistant Director for Region II Readers 80/06/01 7pp 45746 061- 
45745 067 

-8606070132 Safety evaluation supporting Amends 46 & 39 to Licenses NPF-35 & 
NPF-52 1 respoctivcly . . 

* Office of Nucloar Reactor Rogulahon. Director (Post 670411) 88/06/01 3pp 
45745 068-45745 070 

8606170265 Forwards Amends 47 & 40 to Licenses NPF 35 & NPF 52, respectively & 
safety evaluation Amends modify Tech Spec 3/4 4 5, "Steam Genorators" & associat- 
ed bases lor tube plugging criteria Notice of issuanco of amends also oncl 
JABBOUR,K N Project Directorate 11-3 08/06/06. TUCKER, H.B Duko Power Ca 
3pp 45825 297-45825 319, 

-8606170268 Amends 47 & 40 to Licenses NPF-35 & NPF* 52, respoclivoly, modifying 
Tech Spec 3/4 4 5, "Steam Generators" & associated bases for tube plugging criteria 
MATTHEWS, DB Project Directorate 11-3 06/06/06 14pp 45825 300 45825 313 

-0606170272 Safety evaluation supporting Amends 47 & 40 te Licenses NPF-35 & 
NPF-52, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 86/06/06 3pp 
45825 314-45825 316 
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“0006170274 Notice of issuance of Amanda 47 A 40 to Licenses NPF 35 & NPF- 
52,respect(voly Amends modify Tech Spec 374 4 5, "Steam Generators" A associated 
bases for lube plugging criteria 

JABS0UR,K N Pro fact Directorate II 3 66/06/06 3pp 45025 317 45B25319, 

88O02tO373 Requests that word "air In statement "ANSI/ANS 19 6 1*1905 Std Also 
Requires Measurements of Critical Boron Concentration at Hot, Zero Power W/Afl " 
on Page 5 of 860 5 1 8 S ER should be deleted 

HOOD.D S Project Directorate tl-3 86/06/10 TUCKERH B Duke Power Co 3pp 
45871 290-450/1 292 

6806220188 Advises that info requested In NRC 8 B 0407 Hr re main steam line break m 
Ice eondensor plants can be lound in WCAP-10&8 9, Addendum t sent to NFC on 
aaoeoi 

TUCKER ,H B Duke Power Co 28/06/13 Computer & Telephone Operations Branch 
Ip 45870 021-45870 021 

6806210258 Forwards response to Question 12 of KN Jabbour 070731 request for addl 
Info re performance tasting ol relief & safety valves.per NUREG 0737, Item 
II D 1 Response to Question 8 transmitted w/util 800531 Itr 

TUCKERH B Duke Power Co 86/06/14 Document Control Branch (Document Con- 
Irol Desk) 35pp 45911 153 45911 187 

8806230331 Responds to uli! 880422 request for changes to Tech Spec 6916 re 
annual radiological environ operating rapt Request unacceptable Tech Spec presently 
written reflects appropriate (oval of reporting 

MATTHEWS, DB. Pro jset Directorate 11-3 88/06/16 TUCKER, HB Duke Power Co 
4pp 45906 029 45906 332, 

8800 2 BOOS 6 Informs trial analysis & Toch Specs due by 880621 will be submitted by 
080816 because of need for further reviews 

TUCKERH 8 Duke Power Co 88/06/16 Document Control Branch (Document Con- 
ti ol Desk) Ip 45942 222-45942 222 

8606290163 Forwards Weslmghouse Owners Group Notification Ltr OG-00-21 , idem i ty- 
ing midloop concerns, per Generic Ur 87*12, "Loss of RHR While RCS Partially Filled" 
& 880420 mealing agreement 

NEWTON, R A Westlnghouse Operating Plants Owners Group 86/06/20 

HODGES.W Reactor Systems Branch 7pp 45973 338-45973 344 

8606290222 Appeals NflC denial of backfilling claim re containment Integrated leak rate 
testing Util maintains view that two NRC positions not supported by- App J constitute 
b s ckfi ts for fa c i lit Is s 

TUCKERH B Ouko Power Co 00/06/20 Document Control Branch (Document Con 
trot Desk). 9pp 4594B 342 45940350 


Q. Inspection reports, IE Bulletins & correspondence 

8806010006 Advises that clarification of wording of Tech Spec 3 76 will be submitted 
by 880729 instead of 080601, per util 880301 submEftal re Violation 50 414/67-44 03 
TUCKERH B Duke Power Co 88/03/24 Document Control Branch (Document Con 
trol Desk) Ip 45685 360-45685 360 

8805260210 Forwards corrected Page 3 to Insp Repts 50 413/08 07 & 50 414/80 07 
HERDT.A R Roglon 2 t Ofc of the Director 88/05/12 TUCKER.H B Duke Power Co 
Ip 45607 253-45687 254, 

-8605250212 Corrected Page 3 ot Insp Repts 59 413/88 07 & 50 414/88 07. 

* Region 2, Ofc of Iho Director. 86/05/12 Ip 45087.254-45687 254 

8885260080 Summarizes 880420 on force men l conference re degradation ot nuclear svc 
water sys A auxiliary feedwater sys due to clam Infestation List of attendees & hand 
out oncf 

GRACE,JN Region 2, Ofc ot the Director 88/05/13 TUCKER, H B Duke Power Co 
49pp 45074 335-45075 024 

8005260167 Forwards supplemental response to- NRC 850717 Hr re violations noted In 
Insp Root 60 413/85 2 /.Withheld (ref 10CFR73 21) 

TUCKERH B Duke Power Co 88/05/20 Document Control Branch (Document Con 
Urol Desk) 3pp 45759 326 45759 327 

660 6 970237 Ack receipt of 800414 Itr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 413/88 09 & 5O-414/6B09 Disagrees w/util assessment that 
measures were adequate to control eddy current testing of tubes 
GIBSON, A F Region 2 t Ofc of the Director. 88/05/26. TUCKER, H 8 Duke Power Co 
Ip 45770085 45770065. 

&0O626OO54 Forwards response to Generic Ltr 88 03, "Steam Binding of Auxiliary Feed- 
water Pumps " Operating' procedures & temp monitoring thermocouples are perma- 
nent mods & will bo maintained In effect 

TUCKERH B. Duke Power Co 88/05/20 Document Control Branch (Document Con- 
trol Desk) 4pp 45944 016 45944.019 

8805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device.” Svc list end. 

BURNETT, R F. Division of Safeguards & Transport a II on (Post 870413) 8B/05/27. 
Consolidated Edison Co, of Now York, Inc. 120pp 45683 156*46683 277. 

8885240090 Suppl 1 to NRC Info Notice 67-061. "Failure of We sting ho u se W 2-Type 
Circuit Breaker Cell Switches " Svo list end 

ROBSLCE Division of Operational Events Assessment (Post 870411) 88/05/31. 
Consolidated Edison Co of New York, fnc 120pp 45683 036*45683 157. 


6806130323 Forwards response to Question B re block valve operator torque pe 
870731 NUREG 0737 request Success or failure In EPRI te3t determined by 
valve to predetermined "zero position" 

TUCKER, H a Duke Power Co 08/05/31 Document Control Branch (Document Cw 
irol Desk) 3pp 45818 254 45818 256 

8B05130310 Addresses status of review & corrective efforts re violations noted In I ns# 
Repls 50 4 14 / 66 - IB, 50 413/07*30 & 50-4 14/87-30. Corrective efforts Incfudo roevaf 
uation of all possible procedures re locked throttled valves 
TUCKER, H B Duke Power Co 08/06/01 Document Control Branch (Document Con- 
trol Desk) 2pp 45017 239 45817 240. 

8806100232 Informs that util incorporating statement Into station dlroctke cm 
testing, which provides guidance on acceptable duration of lest interruptions S act 
required to re- initiate testing after such interruptions 

TUCKER, H B Duko Power Co B8/06/02 Document Control Branch (Document Coo 
trol Desk) Ip 45772 145 45772 145 

6 B0 52 703 06 NRC Info Notice 00 035, "Inadequate Licensee Performed Vendor A mils " 
Svc II si end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45700 107 

8806210504 Responds (o NRC 080506 Itr re violations noted In Insp floplB 50 413/6*5 
15 & 50 414/00 15 Corrective actions design engineering personnel on srio lo turf n 
operability evaluations 

TUCKERH B Duke Power Co 80/06/06 Document Control Branch (Document Coo 
trol Desk) 5pp 45904 265 45904 269 

0806200424 Forwards Insp Repls 50 413/88 20 & 50 414/B8-20 on 880516 20 No mo 
latlons or deviations noted 

HERDT.A R Region 2, Ofc of the Director 60/06/07 TUCKER, H B Duko Power Co 
2pp 45903 098*45903105 

-8806200427 Insp Repts 50 413/88-20 & 50 414/80-20 on 8805 10 20 No violate 
noted Major areas inspected emergency diese) generator operations & surveManca 
testing, mamt & corrective actions 

SPARKS, S E , TAYLOR.P A , JAPE.F Region 2, Ofc of the Director 80/08/03 6pp 
45903 100-45903 105 


8606020047 NRC Info Notice B0 038, "Possible Sudden Los9 of RCS Inventory During 
Low Coolant Level Operation ” Svc list end. 

ROSSI, CE Division of Operational Evonts Assessment (Post 070411) 60/00/0* 
Consolidated Edison Co of New York, Inc. 120pp, 46965.152*45965 271 

8006090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform- 
ance W/ Applicable Mall Specs " Svc libt end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 00/06/10 
Consolidated Edison Co of New York, fnc 120pp 45916.200 45916:327, 

8806240040 Discusses Insp Repts 50 413/80*14 & 50 414/08-14 on 000310 10 A tor 
ward9 notic o of violation 

GRACE, JN Roglon 2. Ofc of the Director. 08/06/13 TUCKER.H.Q, Duke Power Co 
3pp 45941 224-45941 228 

-0806240042 Notice of vidation from insp on 800310-10 Violation noted wAJrot 2 te 
mode 1 & operating at 20% power, throe independent steam generator auxilary feed- 
water pumps not operable during actual turbine trip. 

GRACES N Region 2. Ofc of the Director 80/06/13. 2pp 45941 227-45941 '228 


8800240092 Ack receipt of 000325 & 20 Itrs Informing NRC of steps token lo cormcl 
violations in Insp Repts 60 413/88-05 & 60 414/00-05 

HERDT.A R Region 2, Ofc of the Director 88/06/13. TUCKER, H B Duko Pom Co 
2pp 45941 212*46941 213. 

88 96 080025 NRC Info Notice 80 037, "Flow Blockage of Cooling Walor lo Safety Syi 
Components " Svc list end _ , . 

ROSSI, CE Division ot Operational Events Assessment (Post B70411) flfl/08/H 
Consolidated Edison Co. of New York, Inc. 126pp 45946.001-45946.125 


8006080211 NRC Bulletin 88-006, "Actions To Be Taken for Transportation of MftW 
Spec 2-T Radiographic Exposure Device " Svc list end. 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 88/ 06/ 1 4 
Consolidated Edison Co of New York, Inc 108pp 45636 21 1 -45935*3 10. 


8806200019 Forwards Rev 4 to Inservice Insp plan for first 10 yr Into rval.ans «vors to 
questions raised In 880126 telcon & relief request for pressurfzor skirl. 

TUCKER, HB Duke Power Co 88/06/14 Document Control Branch (Doc umorU Con- 
trol Desk) 7pp 45917:001 45925104 


-8806200020 Rev 4 to "fnservlce Insp Plan." W/475 oversize drawings, 

CHERRY , J Q Duke Power Co 88/04/07 2,OO0pp 45917 008 45925' 104 

8806090194 NRC Info Notice so 038, "Failure ol Undervoltage Trip Attachment on GET 
Cl rcuit B re akers ” Svc tl st e ncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc. 11 Ipp 45946:126 45946*238 

8006150013 NRC Bulletin 88 007, "Power Oscillations In BWRs.” Svc list oriel 
ROSSI, CE Division of Operational Events Assessment (Post 670411). 09/08/ i a 
Consolidated Edison Co or New York, Inc 114pp 45929 115-46920 226 


8805240215 NRC info Notice 60-034, "Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 00/05/31 
Consolidated Edison Co. of New York, Inc. 122pp 45790.188 45790.308 


8006150186 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Walla Supplied byP^j 
Supplle9,lnc at Folsom, NJ & West Jersey Mlg Co at Wi!llam$town,NJ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/96/ « & 
Consolidated Edison Co of New York, Inc. 120pp. 45965:032-46965 , 161 


8008070387 Requests addl time lo implement revised emergency procedures committed 
to In response to deviation noted in Insp Repts 50-413/87-13 A 60 414/87-13 Com 
mttmejit will be complete by 600801 

TUCKER.HB Duke Power Co 88/05/31. Document Control Branch (Document Con- 
trol Desk) Ip 45774*188*45774 188. 


6806230066 Clarifies info on two Items re motor operators for hydrogen skinner fan sy* 
valves & Tdrain installation on Llmltorque motor-operators In response to Insp ilepi* 
50-413/88 07 & 50-414/88-07 

TUCKER, H.0, Duke Power Co 08/06/15, Oocument Control Branch (Document Con- 
trol Desk) 4pp 45932 225 45932'2 26. 
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0306290065 Informs that Tech Spec interpretation, clarifying application of Equation 2 2- 
1 re rated thermal power will be submitted by 8B0721 ,in response to Violations 50 
41 3/87*30 01 & 50 414/07*30 01 

TUCKER.H 0 Duke Power Co B8/0B/15 Document Control Branch (Documont Con 
trol Desk) Ip 45942 221*45942 221 

8806200051 NRC Info Notice 88-042 t ''Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls M Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, Inc 1O0pp 45977 287*45978 033 

8006200308 NRC Info Notice 88 043, “Solenoid Valve Problems ” Svc list end 
ROSSt.CE Division of Operational Events Assessment (Post 070411) 80/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 


R. Periodic operating reports & related correspondence 


H. General correspondence 

8 BOB 17 0241 Advises that util In process of reorganization which will change responsibil- 
ities within quality program Addl Internal organization assessment expected soon.thus 
delay of annual submittal requested until 800901 

KINGSLEY, OD System Energy Resources, Inc 86/06/13 Documont Control Branch 
(Document Control Desk) 2pp 4586 4 2 02-45064 203, 


I. Financial Information 


8 6 08 2 4 0 001 Forwards statement of cash flows & reserves evidencing util ability to gen- 
erate cash flow for payment of 90% of deferred premium obligation for Unit 1 & that 
Southern Mississippi Electric Power Assoc will be able to pay remaining 10% 
KINGSLEY, O D System Energy Resources, Inc 08/06/15 MURLEY.T Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 7pp. 45909 354 45909 360 


8809060011 "1987 Annual Radiological Environ Operating Rept " W/880527 Itr, 
TUCKER.H B Ouke Power Co 87/12/31 800pp 45781 197-45704 019 

8805260323 Monthly operating repts for Apr 1988.W/08O513 Itr. 

REAVIS.J A , TUCKER.H B Duke Power Co 80/04/30 14pp. 45701 084*45701 077 

8006220087 Monthly operating repts for May 1998 for Catawba Nuclear Statlon.Unlts 1 
a 2W/080615ltr 

REAVIS.J A , TUCKER.H B Duka Power Co. 00/05/31 14pp 45913 215 45913 228 


S. Reportable occurrences, LER& & related correspondence 

0805260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573 156 pressure sensor/lube oil trip Initially reported on 000429 Addl 1*1 /B inch di- 
ameter w/deep counterbone In pressure head added to activate valv© 

BLOCK.LR IMO Del aval, Inc 80/05/12 Ofc of Enforcement (Post 970413) 2pp 
45701 222*45701 223 

0806070158 LER 80 017 00 on Q80424,maln feedwater Isolation occurrod due to hl-hl 
level lurblne trip signal from steam generator Caused by personnel error, Steam gon 
orator levels brought under conlrol using auxiliary feedwater W/000524 Hr 
TORRE, J G , TUCKER.H B Duke Power Co 88/05/24 7pp 45740 226 45740 232 

8006100193 LER 88 018 00 on 000427, steam generator 2C hi hi love) turbine trip signal 
occurred & feedwater isolation Initiated Cause unknown Affected valvos realigned & 
feedwater Isolation reset W/880527 Itr. 

TORRE, J G , TUCKER, H.B. Duke Power Co 00/05/27 6pp 45790 310 45790 320 
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F, Security, medical, emergency A fire protection plans 

8806090083 Forwards "Final Radiological Emergency Preparedness Exorclso Rept” 
Slate of LA & local offsite radiological omergency plans & prepared noss remain ado 
quate to provide appropriate health & safety measures 

KRIMM.RW. Federal Emergency Management Agency 89/03/01 STOHR.J P Dlvi 
Sion of Radiation Protection & Emergency Preparedness (Post 070411) Ip, 
45700 086-45788 147 

-8806090089 "Final Radiological Emergency Preparedness Exorcise Rept " 

* Federal Emergency Management Agency 86/03/01 62pp 45708,007 45708-147 

6806080259 Rev 3 to Emergoncy Plan Implementing Procedure 10 S 01-18, "Personnel 
Soarch & Rescue " W/800601 Itr, 

KINGSLEY.O, 0. System Energy Resources, Inc 08/05/16. 11pp. 45766 123 
45766' 133 

8B05270208 Forwards computer tape of hourly meteorological data for 1997 Note tape 
formatted similar to tape sent earlier by Hr dtd 880111 except that EBCDIC format 
rather than ASCII format usod.Sample tape dump printout also end 
KINGSLEY ,O.L System Energy Resources, Inc 08/05/17 Documont Control Branch 
(Document Control Desk) 200pp 45698.232-45699:022 

0606020000 Suppls 070223 response to SALP rept for May 1985 - Oct I960, per 
670122 meeting & provides addl info ra uttl initiatives to Improve SALP 
performance.Utii endorses SALP concept as mutually beneficial to licensee s.NRC & 
ublic 

JNGSLEY.O D, System Energy Resources, Inc 08/05/20 GRACE, JN, Region 2, 
Ofc of the Director. 9pp. 45734.022-45734 030 

8006020262 Forwards Amend 44 to License NPF-29 & sefoty evaluation Amend modi- 
fies license condition by changing Section 2 E to require compliance w/amended 
physical security plan 

KINTNER.L.L Project Directorate II 1. 88/05/25, KINGSLEY, O.D System Energy Re- 
sources, Inc, 3pp 45709 102*45709'110 

-8B06020260 Amend 44 to License NPF-29, modifying license condition to require com- 
pliance w/amanded physical security plan 

AOENSAM.E G, Project Directorate 11-1. 08/05/25, 2pp 45709-105*45709 100. 

—8606020263 Safety evaluation supporting Amend 44 to License NPF-29 

* NRC - No Detailed Affiliation Given 88/05/25 4pp 45709 107*45709.110 

8606160101 Rev 17 to "Grand Gulf Nuclear Stalion Emergency Plan Nonsafety-Relat* 
ed " W/880603 Hr 

MORGAN, A C , WRIGHT, M , KINGSLEY, O D System Energy Resources, Inc 00/05/ 
31 86pp 45816,186 45816 257 

0600230001 Advises that 880201 Rev 16 to physical security plan consistent w/provl- 
slons of 10CFR50 54(p) A acceptable, 

COLLINS, DM Region 2, Ofc of the Director 06/00/03, KINGSLEY.O D. System 
Energy Resources, Inc 2pp 45014 350-45914*351. 


J. Insurance & Indemnity Information 


8806290120 Forwards Endorsement 40 A 50 to NELIA Policy NF-257 & Endorsements 
20 & 29 to MAELU Policy MF-1 00, respectively 

KINGSLEY.O D, System Energy Resources, Inc 80/00/17 Documont Conlrol Branch 
(Document Conlrol Desk). 9pp 45954.210*45954 225 


O. Advisory Committee on Reactor Safeguards reports A correspondence 


8800180005 Partial response to FOIA request (or documents, Forwards App B 
documents,App A & B documents available in PDR 

GRIMSLEY.DH Division of Rules & Records (070413 890514) 88/06/06 

CONNOR,L Doc-Search Associates 7pp 45B24 003-45026 038 

-8806160289 Forwards responses to inquiries for use by subcommittee prior to 740117- 
18 meeting Responses will form basis tor further discussions w/steff 
8UTLER.W R Atomic Energy Commission - Deputy Director for Reactor Projects 74/ 
01/12 FRALEY.R ACRS - Advisory Committee on Reactor Safeguards. 0pp. 
46824 267-45024.275 


P. Operating license stage documents & correspondence 


8606160391 Responds to NRC 890307 Itr & request at 880504 meeting describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRs Upon com- 
pletion of Phaso9 1 & 2 of evaluation of BWRs.GE will submit summary by 801104 
ARTIGAS.R. General Electric Co 88/05/04 THADANLA C Assistant Director for Sys- 
tems. 3pp. 45023 164-45823'16& 

B805250132 Forwards addl Info re util 861 023 safety relist valve fatigue evaluation .per 
880329 request, 

KINGSLEY.O D Sysiom Energy Resources, Inc 88/05/13. Documont Control Branch 
(Document Control Desk) 6pp. 45687.247-45607.252 

8C06030116 Provides advance notification of nuclear waste shipment correcting hr code 
on 071203 submittal 

KINGSLEY.O.D, System Energy Resources, Inc QQ/05/17 GRACE, JN Region 2, 
Ofc of the Director 2pp. 45742 137-45742 138 

B806010055 Forwards Rev 3 to SERI M-189 1, “Pump & Valve Insorvlco Testing 
Program.Safflty Relatod “ Changes Incorporated Into Rov 3 Include mods performed 
at refueling Outage 2 to standby liquid control sya 

KINGSLEY.O.D, Sysiom Energy Resources, Inc, 80/05/24. Document Control Branch 
(Document Control Desk) 2pp. 45730 004-45730 269 

-8806010061 Rov 3 to SERI-M-189 1, "Pump & Volvo Inservlce Testing Program " 

* Systom Energy Resources, Inc 00/04/27 300pp. 4673 0.006 45730 269 

6806020262 Forwards Amend 44 to License NPF-29 & safety evaluation. Amend modi- 
fies license condition by changing Soctlon 2.E to require compliance w/amended 
physical security plan 

KINTNER.L.L. Project Directorate 11-1. 90/05/25 KINGSLEY.O D System Energy Ro- 
* sources, Inc 3pp 45700 102-46709,110 

-8806020260 Amend 44 to License NPF-29 .modifying license condition to require com 
pllance w/amondod physical security plan, 

ADENSAM.E.G Project Directorate 1M 88/05/25, 2pp, 45709 105 45709 106 

-B606O20263 Safety evaluation supporting Amend 44 to License NPF-29 

• NRC - No Detailed Affiliation Given 00/05/25 4pp, 45709,107-45709 110 

6006030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR.App A available at PDR. Records also being made 
available at LPDR for prant, 

GRIMSLEY.DH Division of Rules & Rocorda (070413 080514) 08/05/26 

WEISSMAN.S California, State of 3pp 45784-166*45784 160. 

—8110190100 Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate scheduling Impacts. Concurrence requested on forth- 
coming biweekly repts, PI ants requiring ofc lovel attention listed, 

VOLLMER.R H. Division of Engineering (pre B511261 01/10/02 DENTON, H.R Office 
of Nuclear Reactor Regulation, Director (pro 851126) 2pp. 45704.1 71-46784-1 72. 

-8112180061 Summarizes current scheduling outlook for noxt 10 cases & measures 
taken to minimize or eliminate schedule Impacts 

VOLLMER.R.H Division of Engineering (pro 851125). 81 /09/14 DENTON, HR Office 
of Nuclear Reactor Regulation, Director (pro-851125) 2pp 45784-169 457G4.170 

-6202060434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevlll Rept Dates represent collective NRC judgement, 

EISENHUT.D.G Division of Licensing (800428 051124) 82/01/18 BASSETT, H S, 
Office of Management and Program Analysis 3pp. 45784*208-45784,210 
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-82Q225 , &094 Forwards list of casework open issues for wk ending 62 0122, per 811120 
request Only Category 2 & 3 open issues listed for plants having BovilJ decision dales 
mere than 3 months awa# k ,, _ 

EISENHUT.DG Division of Licensing (800428 051124) 82/01/20 DENTON, HR 
Office of Nuclear Reactor Regulation, Director (pre 851125) 15pp 45784 21 1- 
45784 225 


8806080308 Summary of 080519 meeting w/MJddte South Utils representatives ro pro 
posed establishment & licensing of Middle South Utils Nuclear Operating Co Agenda 

WIGGINTON.D L Project Directorate IV 80/05/27 Project Directorate IV 12pp 
45757 001-45757 012 

8806100245 Forwards rept of change s.tests & experiments reportable under 
1OCFR5O50 for JunP>JuJ 1987 Remaining safety evaluation* determined reportable 
throuqh end ol 1987 Will be provided in forthcomteg submittal 
KINGSLEY, OD System Energy Resources, rnc 88/05/31 Document Control Branch 
{Document Control Desk) 62pp 4501 7 A 20 46-017 182 


-8806160140 Forwards request lor addl info re listed items concerning util opp'icaison 
for CP , . . 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/07/13 
MOORE, V A Atomic Energy Commission * Deputy Director for Reactor Projects 3pp 
45824 141-45824 143 

-.8606160145 Notification of 730719 meeting w/ulil in Bethesda.MD to discuss lochn<cdl 
matters principally re reactor sys, conlalnmont sys & accident analysis 
OWSLEY, G Atomic Energy Commission, Directorate of Licensing 73/07/17 

0UTLFR.WR Atomic Energy Commission, Directorate of Licensing ip 45024 H4 

45824 144 

-8806160148 Notification of 730810 mealing w/util rn Bethesda.MD to discus s corta.fi 
ment sys manors re util application, &pocnical ly, Isolation vafre 
arrangoments.subcompartmenl pressure analysis, vent clearing model & ulsl ra 
sponges 

OWSLEY.G Atomic Enorgy Commission, Directorate of Licensing 73/O0/C3 

BUTLE'R.W R Atomic Energy Commission, Directorate of Liconsing Ip 45524 145 

45824 145 


80D8O9O164 Notification ol 880614 ft 15 meetings w/Sys Energy Resources, Inc m 
RockvlIfa.MD to discuss licensing actions for third refueling outage 
KINTNER.LL Rroiecl Directorate 11-1 88/06/03 aOENSAM.EG Projecl Directorate 
IM t 3pp 45784 158 45784 160 


8806140133 Forwards technical juslification & discussion to support 880502 Application 
for amend to License? NPF 29 Amend would Implement Tech Spec changes encour- 
aged by Generic Lb 00 06 _ . 

KINGSLEY.OD System Energy Resources, Inc 88/06/03 Document Conlrol Branch 
{Document Control Desk) 8pp 45810 325-45910 339 


6806230214 Notification of 880623 meeting w/Hycfrcgen Control Owners Group fn 
Rockville, MD to discuss emergency procedure guidelines tor Mark II) 
containments Attendees Ii9ted „ , , 

KINTNER.L L Project D rectorate II 1 B8/06/03 ADENSAM.E G Project Directorate 
II \ 6pp 45906 351 45906 356 


0006180005 Partial response to FOIA request for documents Forwards App El 
documents App A & 0 documents available In FDR 

GRIMSLEY.DH Dn/ision of Rules & Records (070413 880514) 8B/06/06 

CONNOR, t. Doc-Search Associates 7pp 45824 003-45825 038 


-8608160020 Forwards revrow concluding that util approach re containment sys of pro 
posed application unacceptable Addl info re sub) requested 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 72/10/11 
BOYD RS Atomic Energy Commission Deputy Director for Reactor Projects 4pp 
45024-053-45824,056 


”8806160033 Notification of 721200 meeting w/util in Bethesda.MD to discuss slops 
bolnq takon by GE & Bechtel to modify Mark Ilf containment design for plant to meat 
Safety Guide 7 combustibla gas control limits 

OWSLEY.G Atomic Energy Commission, Directorate of Licensing 72/12/06 
GIAMBLJSSO.A Atomic Energy Commission. Directorate of Licensing 3pp 
45824 {>59 45624-061 


-0006160064 Informs of brief review re Info contained in Amend 1 to plant PSAF1 Lovel 
D review schedule requires first sot of questions by 730106 Requests slippage of 
order of 6 wks because of applicant incomplete response to mlnr review 
TEDESCORL Atomic Energy Commission, Directorate of Licensing 73/01 /II- 
BOYO.RS Atomic Energy Commission, Directorate of Licensing, ip, 4SB24 064 
45824 064 


-8BD616O071 Lists deficiencies found In info to bo provided In Amend 2 to PSAR Based 
on listed deficiencies, add J Info requested to bo able to perform meaningful review Info 
requested tw 730301 

TEDESCO.Fl L Atomic Energy Commission, Directorate of Licensing 73/01/30 
BOYD.R S Atomjc Energy Commission, Directorate of Licensing 2pp 45024 065 
45624 066 


”8008100075 Forwards Accident Analysis Branch initial questions, Including questions 
ro silo, engineered safeguards for iodine removal & DBA consequences on plant 
PSAR Major revs la cafculatianal models anticipated 

DENTON.Hn, Atomjc energy Commission, Directorate of Licensing 73/02/03 
BOYD.R S, Atomic Ener-gy Commission, Directorate of Licensing I0pp 45824 067- 
45024.079 


-8006160153 Forwards info requested by 730719 Hr re combustible gas control 
bypass leakage Enel will bo identical in content to rnfo filed later as pari of Amend 2 
STAMPLEY.nl Mississippi Power & Lrghl CO 73/08/14 GIAM0USSOA Alone 
Energy Commission, Directorate of Licensing 13pp 45824 146 45824 158 

—8806160161 Informs that info in several importanl review areas re Mark III containment 
will not bo available for review on basis to meet blue book schedule of 730907 Based 
on listed Info util Informed of listed items 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/OfbO-f 
HENDRIE.J M Atomic Energy Commission, Deputy Director for Technical Rovie#r 
(Pre-1 975] 2pp 45824 164 45824 165 

- 88C61601B5 Forwards request for addl info io suppf 730501 responses lo request for 
addl info Certain regulatory requirements established in area of sys quality group ctis 
silications which will havo to be resolved prior to review conclusion 
MOORE, V A Atomic Energy Commission, Directorate of Licensm-g 73/0C05 
STAMPLEY.N L Mississippi Power & Light Co 7pp 45024 166 45824 172 

-8006160190 Notification of 730910 meeting w/ulil in Bethesda.MD Jo djsc&iso arphca^B 
planned response lo questions raised by staff ro containment for plant 
OWSLEY.G Atomic Energy Commission Deputy Director for Reactor ProJcdB 73/ 
09/17 BUTLER.WR Atomic Energy Commission Deputy Director for Roador 
Projects 4pp 45824 173 45824 1 76 

* 86061 601 9G Forwards request for addl Info ro review of Info submitted on PSAR up to 
& including Amend 1 1 ^ 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing /3/09/28 
MOORE, V.A Atomic Energy Commission Deputy Director for Roacior Projects npp 
45624 177 45024 187 


-8608160204 Forwards request for edcfl rnfo to suppi 730512 & 0719 responses lo ro 
quest for addl Info Certain regulatory requirements established ro design of co-nta-n 
mont which will have to be resolved prior to conclusion of review 
MOORE, V A Atomic Enorgy Commission - Deputy Director lor Roactor projocls 73/ 
10/02 STAMPLEY.NL Mississippi Power & Light Co 1 1 pp 45824 18B 451)2-1 198 

”8006160208 Advises that util response to 731002 request for addl info & statement of 
regulatory requirements re design of containment wili bo submitted by 731112 
STAMPltY.NL Mississippi Power & Ught Co 73M0/09 aOTLER.WR WwjjC 
Energy Commission - Deputy Director for Reactor Projects 3pp 45624 IV? 
45924 201 


-0806160261 Forwards draft safely evaluation deiailmq items requiring resolution ot 
peeled to occur prior to Issuance of const permit & will be reported In suppi lo MUrtV 

TEDESCO.R L Atomic Energy Commission, Deputy Director for Technical llcmu 
(Pro-1975) 73/12/19 DEYOUNG, R C Atomic Energy Commission - Deputy Director 
for Reactor Projects 3pp 45024 228 45824 230 

-8800160264 Draft safety evaluation detailing items requiring resolution enpeclod la 
occur prior to issuance of const permit 

* Atomic Energy Commission, Deputy Director tor Technical Review (Pro-moj rV 
12/18 3Gpp 45824 231 45024 266 


-0006160095 Summary of 730223 mealing w/tilil In Bethesda.MD re fission product 
transport modeling for containment, following design basis LOCA Mealing attendees 
end 

OWSLEY.G F Atomic Energy Commission. Directorate of Licensing 73/03/13 Atomic 
Energy Commission, Directorate of Licensing 5pj> 45824 079 45B24 003 


-8BOGT0O20O Summary of 740116 meeting w/util In San Jose.CA re staff review of pro 
posed containment doslgn Meeting agenda end ^ 

OWSLEY.G Atomic Enorgy Commission - Deputy Director for Reader Projacte 74/ 
03/29 Atomic Energy Commission - Deputy Director for Reactor Projects 4pp 
45824 278 45824 201 


-B0OG16O1O4 Forwards request for addl Info re listed Items concerning util Application 
for CP Arrangement of mealing to discuss fisted matters requested 
TEDESCO.R L Atomic Enorgy Commission, Directorate of Licensing 73/05/04 
MOORE, V A Atomic Energy Commission - Deputy Director for Roacior Projecls 1 9pp 
45824084-45824.102. 


-8006160306 Summary of ACRS 740307 mooting lo reviow util application n> luted 
items Transcript of proceedings available „ 

OWSLEY.G, Atomic Energy Commission Doputy Director for Reactor Projects 74/ 
04/02 Atomic Energy Commission » Doputy Director for Roacior Projects /f>p 
46824 282 45824 203 


-0096160109 Responds to 720426 Ur suggesting lhat util amend application for plant by 
reducing thermal power oulput of reactors 

STAMPLEY.N L Mississippi Power & Light Co 73/05/10 GIAMBUSSO.A Atomic 
Energy Commission, Directorate of Liconsing 2pp 45824 103-45024 104 


-0806160309 Summary of 740430 & 0502 mootings w/util in Qothesda.MD re applicant 
proposed rev to combustible gas control sys design r 

OWSLEY.G F Atomic Energy Commission • Deputy Director for Roactor Frojocls 
05/14 Atomic Energy Commission - Deputy Director for Roactor Projects bpp 
45B24 295 45024.209 


-0600160117 Forwards request for addJ info ro listed items concerning uti! application 
for parmSte to const plant Rosponso requested by 730622 Requests info within 7 days 
alter receipt ofltr of confirmation of above schoduio 

BUTLER.WR Atomic: Energy Commission, Directorate of licensing 73/05/12 
STAMPLEY.NL Mississippi Power & Light Co 17pp 45824 105 45&24’121 

-0006 1601 25 Discusses design basis for hydrogen evolution Tram motal water reactor 
rare considerations Mg* attention needs to be focused on key decision to reduce pos 
Sibil I ty that significant redesign will be required 

OWSLEY.G F. Atomic Energy Commission, Directorate of Licensing 73/05/23 
MOORE, V.A Atomic Enorgy commission, Directorate of Licensing 3pp 45824 1 22- 
45024 124 


-8006160312 Summary of 750116 meeting w/util In Bethesda.MD re deferred 4 riaw 
issues Involving plant project that wifi require applicant to provtefo add! Inio tkteng 
post con 9 l permit period Attendance list end _ 

BUTCHER.EJ Office of Nucfear Reactor Rogulation, Director 75/01/21 Office oi 
Nucfgar Reactor Regufaboa Director 5pp 45824 '300 45024 304 

-8806160317 Summary of 750205 meeting w/ulil in Bothosda.MD ro tfonvatrpn of ^ 
namlc loads considered in design of containment structures & significance oi loads to 
overall loading on structures Attendance list end _ , 

BUTCHER, EJ Division of Reactor licensing (NRR-1975 only) 75/02/14 Division of 
Reactor Licensing (NRR-1975 only) 4pp 45824 311-45024314 
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-6006160336 Fo wards response to concerns re suppression pool dynamic 
loads Response divided into three parts due to organizational dtv of responsibility 
MCGAUGHY.J P Mississippi Power & light Co 75/04/25 Office of Nuclear Reactor 
Regulation, Director 2pp 45824 354-45024 355 

•-B806160342 Summary of 750423 meeting w/util In Belhosda.MO ro util proposed re- 
sponse to NRC 750303 Itr requesting info on design basis loading far containment 
structures per mod from design in PSAR 

BUTCHER.EJ Division of Reactor Llconsing (NRR 1075 only) 75/05/01 Division of 
Reactor Licensing (NRR-1975 only) 3pp 45824 356 45824 350 

“8000160351 Discusses 750527 moating re discussion w/statl that loads being used by 
util not adequately supported by test data & possibly questionable doslgn practices 
being u3ed to factor load into dosign 

BUTCHER.EJ Division of Reactor Licensing (NRFM975 only) 75/05/29 
TEDESCO.R L, MACCARY.R R Division of Technical Review (NRR 1975 only) 2pp 
45024 359 45024 360 

“6806160363 Forwards request for addl info re Mark III containment suppression pool 
dynamic loads Requests transmittal of request to applicant for discussion at 750603 
meeting 

MACCARY.R R Division of Technical Reviow {NRR-1975 only) 75/05/30 
DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 5pp 45025 001- 
45625 005 

“B606160405 Summary ol 750603 & 04 mooting w/util in Galthorsburg.MD & 
Belhoada.MD.respectivoly re design basis loading & doslgn methods for plant 
BUTCHER.EJ Division of Reactor Licensing {NRR-1975 only) 75/06/10 Division of 
Reactor Licensing (NRR 1975 only) 4pp 45025 009 45825 012 

“8606160413 Forwards rovisod request for addl info ro Mark III containment suppres- 
sion pool dynamic loads Transmittal of ercl to applicant requested 
MACCARY.R R Division of Technical Review (NRR 1975 only) 75/06/11 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 4pp 45825 013- 
45825 016 

-BB0616Q421 Forwards request for addl info ro pool dynamic loads for plant & submits 
position ro review 

TEDESCO.R L Division of Technical Reviow (NRR-1975 only) 75/06/13 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 5pp 45025 017- 
45825 021 

“BB061G0424 Forwards request (or addl Info re Mark III contalnmont suppression pool 
dynamic9,pGr 760620 request to review sub) ropt 

MACCARY.R R Division of Technical Review (NRR-1975 only) 75/10/16 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 5pp 45825 022- 
45925 026 

-0006160429 Informs that based on review, pool dynamic loads specified for plant found 
to bo acceptable provided util adopts listed positions 

TEDESCO.R L Division of Technical Rovlow (NRR-1975 only) 75/10/22 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 4pp 45B25 027- 
45825 030 

“6006170251 Advisos of preliminary reviow of util 720922 application to const nuclear 
power plant Initial meeting to discuss review schodulo will bo planned (or 720927 & 
socond meeting on 721006 

OWSLEY.G F Atomic Energy Commission, Directorate of Licensing 72/09/21 
BOYD.R S Atomic Enorgy Commission - Deputy Director for Roaclor Projocls 2pp 
45B25 037 45025 038 

8000170100 Requests addl Info ro util 080422 application to amend Tech Spec 3/ 
4 133 which requires all control rod acrarn accumulators to bo operable Proposed 
changes would provide alternate surveillance tosts In Section 4 13 3 
KINTNER.L L Project Directorate 11-1 QO/OQ/OQ KINGSLEY, OD System Energy Re- 
sources, Inc 3pp 45027 310 45827 312 

8806170241 Advises that util In process of reorganization which will chango responsibil- 
ities within quality program Addl internal organization assessment expected soon.lhus 
delay of annual submittal requested until 080901 

KINGSLEY, Q D. System Enorgy Resources, Inc 88/06/13 Document Control Branch 
(Document Control Desk) 2pp. 45064.202 45064.203 

8606290013 forwards addl info re Generic Llr 83 28, Item 2 2 1, "Equipment Classifica- 
tion & Vendor Interface (Program lor All Safety Related Components)," per 8G0511 
request Discussion of computor data base features end 

KINGSLEY, OD System Energy Resources, Inc 86/06/17 Document Control Branch 
(Document Control Desk) 6pp 45954 002 45954 007 


Q Inspection reports, IE Bulletins & correspondence 

8005250127 Responds lo NHC 800325 Itr re violations noted in Insp Ropt 50 416/87- 
32Corrocliva aclrons components Identified as not meeting environ qualification re 

S ulremonts replaced prior to restart 

INGSLEY.OD System Energy Resources, Inc 80/05/16 Documont Control Branch 
(Document Control Desk) 1 1 pp 45606 146-45606 156 

0806020000 Suppts 870223 response to SALP ropt (or May 1985 Oct 1906, per 
870122 mooting & provides addl Info ro util Initiatives to Improve SALP 
performance, Util endorses SALP concept as mutually bonoflcial to licensees, NRC & 
public 

KINGSLEY, O D System Energy Resources, Inc 88/05/20 GRACE, J N Region 2, 
0(c of the Director 9pp 45734 022 45734 030 

6606060034 Ack receipt of 800516 Itr Informing NRC of stops taken to correct violations 
noted In Insp Repi 50 416/87-32 

HERDT.AR Region 2, Ofc ol the Director 08/05/23 KINGSLEY ,OD System Enorgy 
Resources, Inc Ip 45760 351-45760 351 

0606010008 Forwards requests for relief from Inservlco Insp plan requirements ol ASME 
Section XI, Including Rev 1 to Relief Request I 00007 re amount of exam coverage 
obtainable, Rev 2 to I 00010 & Rev 0 to I 00019 

KINGSLEY, O D System Energy Resources, Inc 00/05/24 Document Control Branch 
(Documont Control Desk) 25pp 45686 044-45686 068 


0605240028 NRC Info Nolrce 88 033, "Recent Problems Involving Model Spec 2 T Ra- 
diographic Exposure Devjce 11 Svc list end 

BURNETT.R F Division ol Safeguards & Transportation (Post 870413) BB/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45683 150 45683 277 

6605240090 Suppl 1 to NRC info Notice 87 061, "Failure of Weslmghouse W 2-Type 
Circuit Breaker Cell Switchos " Svc list end 

ROSSI.CE Division of Ororalional Events Assessment (Post 870411) 0B/O5/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45683 157 

6B0524021 5 NRC Info Notice 00 034, "Nuclear Mail Control & Accountability of Nonfuol 
SNM at Powor Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) BB/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 188 45790 306 

BB06080300 Responds to NRC Bulletin 6B-003, "Inadequate Latch Engagement in HFA 
Type Latching Relays Mfg by GE 11 Two Inservice relays scheduled for insp per GE 
Svc Ltr 1 90 1 during next refueling outage 

KINGSLEY.OD System Energy Resources, Inc 68/05/31 Documont Control Branch 
(Oocument Control Desk) 3pp 45764 092-45764,094 

0006130169 Forwards revised valve data sheets per NRC Bulletin 05 003, Suppl 1, 
"Motor Operated Valve Common Mode Failures During Plant Transients Due to Im 
proper Switch Soilings ” 

KINGSLEY.OD System Energy Resources, Inc BB/06/01 Document Control Branch 
(Document Control Desk) 5pp 45B02 163 45002 168 

6006200472 Ack receipt ol 880505 Itr informing NRC ol stops taken to correct violations 
noted In Insp Ropt 50 416/88-03 

VERRELLI.DM Region 2, Ole of the Director BB/06/01 KINGSLEY.OD System 
Energy Resources, Inc Ip 45904 348 4 5904*348 

BQOB100 1 oo Responds lo Violation noted In Insp Rept 50 416/80-07 Corrective 
actions Maml work Order 1-81640 issued lo replace solenoids on Valves E51-F025 & 
E51-F026 w/roquirod 125 dc volt units 

KINGSLEY.OD System Energy Resources, Inc 00/06/02 Document Control Branch 
(Document Control Desk) 3pp 45818 129 45810 1 31 

6606150230 Responds to NF1C G80503 Itr re violations noted In Insp Rept 50*416/60 
07 Corrective action operations licensed personnel will be bnoloa on Issue lessons 
learned critique will be performed & documented 

KINGSLEY, OO System Energy Resources, Inc 88/06/02 Document Control Branch 
(Documont Control Dosk) Bpp 45862 001-45862 OOS 

0805270306 NRC Info Nobco 8B 035, "Inadequate Licensee Performed Vendor Audits" 
Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 008 45790 1B7 

8006160005 Partial response to FOIA request for documents Forwards App B 
documents App A & B documents available in PDR 

GRIMSLEY.DH Division of Rulos & Records (670413 000614) 88/06/06 

CONNOR, L Doc-Search Associates 7pp 45024 003 4 5825 038 

-8806100437 Notification of 7401 17 16 subcommittee! meeting In San Joso, CA to fur- 
ther discuss util application for CP & to Inspect GE teat (acllili09 used to verify con 
tafnmont performance 

MCKINLEY.JC Atomic Enorgy Commission 74/01/12 OKRENT.D Atomic Enorgy 
Commission 6pp 45025 031 45825 036 

0606160175 Forwards fee for 080524 inservlco insp plan relief request, per 
1 OCFR170 21 

CESARE.JG System Enorgy Resources, Inc 80/06/07 Documont Control Branch 
(Document Control Dosk) Ip 45022 180 46822 100 

6606029047 NRC Info Notice 60 036, ' Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation" Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/00/08 
Consolidated Edison Co of Now York, Inc 120pp 469G5 152 45965,271, 

G60G090301 Suppl 2 lo NRC Bulletin 07-002, "Fastener Testing to Determine Conform 
once W/Applicablo Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/10 
Consolidated Edison Co ot Now York, Inc 120pp 45916 208 45916 327 

8896060025 NRC info Notice 80 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 88/00/14 
Consolidated Edison Co ofNew York, Inc 125pp. 45946 001*45946125 

0806060211 NRC Bulletin 80 006, "Actions To Be Taken for Transportation of Model 
Spoc 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F. Division of Safeguards & Transportation (Post 070413). 88/06/14 
Consolidated Edison Co of New York, Inc lOOpp 4593 5 211-45935 318 

8096090194 NRC Info Nollco 88 036, "Failure of Undervoltogo Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/06/15 
Consolidated EdisonCo of New York, Inc 1 1 1pp 45946 126 45946 236 

8896150913 NRC Bulletin 08 007, "Power Oscillations In BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 8704 11) 80/06/15 
Consolidated EdisonCo ol Now York, Inc 114pp 45929 116 45920 220 

8696150186 Suppl 1 to NRC Bullolm DD-005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Fotaom.NJ ft West Jersey Mfg Co at WHIIamstown.NJ Svc list encf 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/16 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45065151 

8806200951 NflC Info Notice 89 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Syc list oncl 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 08/06/23 
Consolidated Edison Co of New York, Inc lOOpp 45977 207 45970 033 

8806209306 NRC Info Notice BO-943, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Rost 070411) 80/06/23 
Consolidated EdisonCo or Now York, Inc 123pp 45977 164-45977'206 
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R. Periodic operating reports & related correspondence 

MO*O0O124 Forwards “Degraded Cor© Accident Hydrogen Control Program," quarterly 
status root for Jan-Mar 1906 

KINGSLEY, 0 0 System Energy Resources, Inc 86/05/31 Document Control Branch 
(Document ConlropDe&k) 4pp 45770 151 45770 1 54 

8006220020 Monthly operating rept for May 1983 for Grand Gull Nuclear Station Umi 
1 W/860G15 Itr 

HOBBS, S H , KINGSLEY.OD System Energy Resources, Inc 06/05/31 4pp 
45909 241-45909 244, 


S Reportable occurrences, LERs A related correspondence 

8805260342 Addendum 1 10 Supplomenlal Part 21 Rept 145 re potential problem w/F 
573 156 pressure sensor/lube oil trip Initially reported on 680429 Acfdl M/0-inch di 
ameter w/cfeep counterbone in pressure head added to activate valve 
BLOCKER IMO Do lava I, Inc 68/05/12 Ofc of Enforcement (Post 870413) 2pp 
45701 222 A 5701 223 

8805270007 Special Rept 86 003/0 on 8B0505Joose pans monitor channel inoperable 
for more than 30 days Caused by extended investigation Temporary loose parts detec- 
tor installed & monitor returned to &vc 

CESARE,JG System Energy Resources, Inc 88/05/13 Document Control Branch 
(Document Control Desk) 2pp 45689 357-45689 350 


V. Operator Examinations 

8806020009 Supple 670223 response to SAIP rept for May 1985 Ocl 1906, per 
870122 meeting & provides addl fnfo re util initiatives to Improve SAIP 
performance Mil endorses SALP concept as mutually beneficial to Bicensees.NRC & 
public 

KINGSLEY, OD System Energy Resources, Inc 68/05/20 GflACE.JN Region 2, 
Ofc of the Director 9pp 45734 022 45734 030 


DOCKET 50-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A, AppJIcatlon/constructlon stage documents A correspondence 

8806 180391 Responds 1o NRC 000307 Hr & request al 800504 meeting describing GE 
program to recoMwo design adequacy ol associated circuits in GE BVVRs.Upon com- 
pletion of Phases 1 S 2 of evalualion of SWRs.GE will submit summary by 881104 
ARTiGAS.R General Electric Co 68/05/04 THADANIAC Assistant Dirocter (or Sys- 
tems 3pp 45B23 164-45023 166 

0806080308 Summary of 880519 meeting w/Middfe South Utils representatives re pro 
posed establishment & licensing of Middle South Utils Nuclear Operating Co Agenda 
artel 

WIGGINTONAL Project Directorate IV 88/05/27, Project Directorate IV 12pp 
45757 001-45757 012 

9806230214 Notification of 880623 meeting w/Nydrogon Control Owners Group In 
Rockvilie.MD to discuss emergency procedure guidelines for Mark III 
containments Allen dees listed 

KINTNER.LL Project Directorate IM 80/06/03 ADENSAM.E G, Project Directorate 
JI-1 6pp 45906 351-45906 356 

8809160005 Partial response to FOIA request for d ocu mo nls Forwards App B 
documents App AS B documents available In PQR 

GRIMSLEY.DH Division of Rules & Records (870413-800514) 63/06/06 

CONNOR.L Doc-Search Associates 7pp 45024 003-45825 030 

-8806160020 Forwards review concluding that util approach re conlammont sys of pro- 
posed application unacceptable Addl Info re sub] requested 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 72/10/11. 
BOYD.R S Atomic Energy Commission - Deputy Director for Reactor Projects 4pp 
45824 053-45024 056 

— 80OB16OD33 Notification ol 721208 meeting w/utii in Bolhosda.MD to discuss steps 
being taken bv GE A Bechtel to modify Mark fiJ containment design for plant 1o meet 
Safety Guide 7 combustible gas control limits 

OWSLEY, G Atomic Enemy Commission, Directorate of Licensing 72/12/06 
GIAMBUSSO.A. Atomic Energy Commission, Directorate of Licensing 3pp 
45B24 059 45B24 061 H 

-8806160064 Informs of brief review re Fnfo contained In Amend 1 to plant PSAR Level 
D review schedule requires frrsl set of queslions by 730406 Requesls slippage of 
order of 6 wks because of appiicanl Incomplete msponss to mirl review* 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/01/1 1 
BOYD.R S Atomic Energy Commission, Directorate of Licensing Ip 45824 064- 
45024,064 

-8806160071 Lists deficiencies found In fnfo to be provided Fn Amend 2 to PSAR Based 
on fisted deficienclas.addi info requested lo be able to perform meaningful review Info 
reauestodby 730301 

TEDESCO.HL Atomic Energy Commission, Directorate of Licensing 73/01/30 

BOYD.R S Atomic Energy Commission, Directorate of Licensing 2pp 45B24,065- 
45824 066 

-8006180095 Summary of 730223 meeting w/ulil fn Efethesda.MD re ffsslon product 
transport modeling for containment, following design basis LOCA, Meeting attendees 
and 

OWSLEY, G Jr. Atomic Energy Commission, Directorate of Licensing 73/03/13, Atomic 
Energy Commission, Directorate ol Uconsing 5pp 45824-079 45824-083 

-8006160104 Forwards request for addl info re listed flams concerning util application 
tor CP Arrange ment ol meeting to discuss listed matters requested, 

TEDESCO.R.l Atomic Energy Commission, Directorate of Licensing 73/05/04 

MOOhE, V A Atomic Energy Commission - Deputy Director lor Reader Prolocls 19pp 
45824 004 45824 102 


-8806160109 Responds to 720426 Hr suggesting that util amend application for print tj 
reducing thermal power output of reactors 

STAMPLEY.N L Mississippi Power & Light Co 73/05/10 GIAMBUSSO.A Atone 
Energy Commission, Directorate of Licensing 2pp 45824 103-45824 104 

-8806160117 Forwards request for add! info re listed items concerning util nppi«calcir 
for permits lo const plant Response requested by 730622 Requests Into wihm 7 dtyi 
after receipt of Hr of confirmation of above schedule 

BUTLER, WR Atomic Energy Commission, Directorate of Licensing 73/05/17 

STAMPLEY.N L Mississippi Power & Light Co 17pp 45824 105 45824 121 

-8000160125 Djscusses design basis for hydrogen evolulion from malnl water 
rata considerations Mgl attention needs to be focused on key decision lo reduce pos- 
sibility that significant redesign will be required 

OWSLEY.G F Atomic Enorgy Commission, Directorate of Licensing 73/05/23 

MOORE, V A Atomic Energy Commission, Directorate of Licensing 3i>p 45824 
45624 124 


-8006160140 Forwards request for addl info re listed Hems concerning uU np^imcn 
tot CP 

TEDESCO.R L Atomic Energy Commission, Directorate of Uconslrw 73/07/13 
MOO RE, V A Atomic Energy Commission - Deputy Director for Ronctor frojocH. 3cp 
45624-141-45524 143 

“8806 160145 Notification of 730719 mealing w/util In Bethesda.MO lo discuss SoOvw'*? 
mailers principally re reactor sys, containment sys & accident analysis 
OWSLEY, G Atomic Energy Commission, Directorate of Licensing 73/07/17 

BUTLER, W Ft Atomic Energy Commission, Directorate of Licensing Ip 458M 144 
45824 144 

-080616-0148 Notdccation of 730810 mooting w/ulil in Bethosda.MD lo lUmai con'in- 
monl sys matters re util application, specifically Isolation 

arrangements, subcompartment pressure analysis, vent clearing model A utJ ro 
sponsas 

OWSLEY, G Atomic Energy Commission, Directorate of Licensing 73/OB/Oa 

BUTLER, W R Atomic Energy Commission, Directorate of Licensing Ip 45824 145- 
45824 145 


-8806160153 Forwards info requested by 730719 Itr re combustible gas control %y% 5 
bypass leakage Eincl will bo Identical In content to info filed lator as pad ol ArrcivJ ? 
StAMPLEY.NL Mississippi Power & Light Co 73/00/14 GfAMBUSSO.A Aloa*: 
Enorgy Commission, Directorate of Licensing, 13pp 45824 146*45024 ICO 

--880&1 60161 Informs that Info in several important review aroas re Mark Hi conMumcel 
will not be available for review on basis to meet blue book schedule of 730007 Ulvri 
on listed Info util informed of listed items 

TEDESCO.R L Atomic Enorgy Commission, Directorate of Licensing 73/00/Cl 
HENDRIE.J M Atomic Energy Commission, Deputy Director for Tociinlcnf Ito.-wr 
(Pro-1976) 2pp 45824 164-45824 165 

—8806 f >6 31 85 Forwards request for addl info to suppl 730501 responses lonxrml fur 
addl Info Cortain regulatory requirements established In area of sys quality group dji 
sificatlons which will have to bo resolved prior to review conclusion 
MOORE, V A Atomfc Energy Commission, Directorate of Licensing 7 J/ 03/1-5 
STAMPLEY.N, L Mississippi Power & Light Co 7pp 45024 160-46024 172 

— 8B06160 190 Notification ol 730918 meeting w/util in Bethosda.MD to disms nf-fi* 4'f 
planned response to questions raised by staff re containment for plant 
OWSLEY, G Atomic Energy Commission - Deputy DIroctor for Reactor Projoclft 73' 
09/17 BUTLER, WR Atomic Enorgy Commission - Deputy Director for Itca^u 
Projecls 4pp 45Q24 173 45824 176 

--6806160 190 Forwards request tor addl Info re review of Info submitted on PS AH up 1 3 
& including Amend 1 1 

TEDESCO.R L Atomic Energy Commission, Directorate of Llconslng 73/OT/rt 
MOORE.V A Atomic Energy Commission • Deputy Director for Roacfor Projocls 11# 
45824 177 4S024 167 

--8800169204 Forwards request for addl Info to suppl 730512 A 0719 lOsponDOS lo 
quest for addl info Certain regulatory requirements established re design of CWYaA 
ment which will have to be resolved prior to conclusion of review 
MOORE, V A Atomic Energy Commission - Deputy Director for Reactor Prolocls 7V 
10/02 STAMPLEY.N L Mississippi Power & Light Co 1 1 pp 45824,168 46021 m 

“8906160208 Advises that ulii response to 731002 request for addl Info A BtAlomont of 
regulatory requirements re design of containment will bo submitted by 731 1 12 
STAMPLEY.N L Mississippi Power & Light Co 73/10/09 BUTLEM.W H Alcm< 
Energy Commission - Deputy Director for Reactor Projects 3pp 450/4 197 
45B24 201 

- 6006160261 Forwards draft safety evaluation detailing Items requiring rosoluUCK* pk 
peeled to occur prior to Issuance ol const permit & wil) be reported In suppl to 
ovaluallon 

TEDESCO.R L Atomic Energy Commission, Deputy Director for Technical fwvw* 
(Pre 1975), 73/12/19 OEYOUNG.R C Atomic Energy Commission - Deputy Direct ji 
for Reactor Projecls 3pp 45824*220 45824 230 

-8606160264 Draft safety evaluation detailing items requiring resolution oupectcd to 
occur prior to issuance of const permit 

* Atomic Energy Commission, Deputy Director for Technical Review (Pm 1975J 7 Jr 
12/10 36pp 45B24 231-45824 206 

“8806100280 Summary of 740116 mealing w/util fn San Jose.CA re staff rovio* of pf> 
posed containment design Meeting agenda end 

OWSLEY, G Atomic Energy Commission - Deputy Director for Reactor Projocls 
03/29, Atomic Energy Commission - Deputy Director for Reactor Projects fPP 
45024-278-45924 261 

“8606160300 Summary of ACRS 740307 meeting to review util application re ***** 
items Transcript of proceedings available 

OWSLEY.G Atomic Energy Commission - Deputy Director for Reactor Project? J** 
04/02. Atomic Energy Commission • Deputy Director for Reaclor P/0J& “ 
45824 202-45824 283 
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-'9006160309 Summary of 740430 & 0502 meetings w/ulil In Belhesda.MD re applicant 
proposed rev to combustible gas control sys design 

OWSLEY.G F Atomic Energy Commission - Deputy Director for Reactor Projects 74/ 
05/14 Atomic Energy Commission - Deputy Director for Reactor Projects 5pp 
45-024 295 45B24 299 

-8806160312 Summary of 750116 mooting w/util In Belhosda.MD re deferred & new 
Issues Involving plant project that will require applicant to provide addl info during 
post const permit period Attendance list end 

BUTCHER.EJ Office of Nuclear Reactor Regulation, Director 75/01/21 Office of 
Nuclear Reactor Regulation, Director 5pp 45824 300 4 5824 304 

-8806160317 Summary of 750205 meeting w/utt) in Belhesda,WD re derivation of dy- 
namic loads considered In design of containment structures & significance of loads to 
overall loading on structures Attendance list onct 

BUTCHER.EJ Division of Roactor Licensing {NRR 1975 only) 75/02/14 Division of 
Reactor Licensing (NRR-1975 only) 4pp 45824 31 1-45Q24 314. 

-8906160336 Forwards rosponso to concerns re suppression poo) dynamic 
loads Response divided into three parts duo to organizational div of responsibility 
MCGAUGHY.jp Mississippi Power & Light Co 75/04/25 Olfice of Nuclear Roactor 
Regulation, Director 2pp 45824 354-45824 355 

-8806160342 Summary of 750423 mooting w/util In Bethosda.MD ro util proposed re- 
sponse to NRC 750303 Itr requesting Info on design basis loading for containment 
structures per mod from design In PSAR 

BUTCHER.EJ Division of Roactor Licensing (NRR-1975 only) 75/05/01 Division of 
Reactor Licensing (NRR 1975 only) 3pp 45824 356-45824 350 

-8806160351 Discusses 750527 mooting ro discussion w/staff that loads being used by 
util not adequately supported by lost data & possibly questionable design practices 
being used to factor toad into design 

BUTCHER.EJ Division of Roactor Licensing (NRR-1975 only) 75/05/29 

TEDESCO.R L, MACCARY.R R Division of Technical Rovjow (NRR-1975 only) 2pp 

45824 359 45824 360 

-8806160363 Forwards request for addl Info re Mark III containment suppression pool 
dynamic loads Requests transmittal of request to applicant lor discussion at 750603 
meeting 

MACCARY.R R Division of Technical Roviow (NRR-1975 only) 75/05/30 

DEYOUNG, RC Division of Reactor Licensing (NRR 1975 only) 5pp 4 5025 001- 

45825 005 

-0806160405 Summary of 750G03 & 04 mooting w/util in Gailhersburg.MD & 
Bethesda.MD.respeQtively ro design basis loading & dosign methods for plant 
BUTCHER.EJ Division of Reactor Licensing (NRR 1975 only) 76/00/10 Division of 
Reactor Licensing (NRR-1975 only) 4pp 45825 009 45025 012 

-B80616Q413 Forwards revised request (or addl Info ro Mark III contalnmont suppres- 
sion pool dynamic loads Transmittal of end to applicant roquostod 
MACCARY.R R Division of Technical Review (NRR-1975 only), 75/06/11, 

DEYOUNG.R C Division of Reactor Licensing (NRR-1975 only) 4pp 45025 013- 
45B25 016 

-8006160421 Forwards request for addl Info ro pool dynamic loads tor plant & submits 
position ro roviow 

TEDESCO.R L Division of Technical Roviow (NRR-1975 only) 75/06/13 

DEYOUNG.R C, Division of Roactor Licensing (NRR-1975 only) 5pp 4SB25 017- 
45B25 021 

-8B06160424 Forwards requost for nddl info ro Mark III ccntainmont suppression pool 
dynamics, por 750820 requost to review subj ropt 

MACCARY.R R Division of Technical Roviow (NRR-1975 only) 75/10/16 

DEYOUNG.R C. Division of Roactor Licensing (NRR-1975 only) 5pp 45Q25 022- 

45826 026 

-8806160429 Informs that based on review, pool dynamic loads specified for plant found 
to bo acceptable provided ulil adopts listed positions 

TEDESCO.R L Division of Technical Reviow (NRR-1076 only) 75/10/22 

DEYOUNG.R C Division of Reactor Licensing (NRR-1975 only) 4pp 46825 027- 
45825 030 

-8808170251 Advises of preliminary review of util 720922 application to const nuclear 
power plant Initial mooting to discuss review schedule will be planned for 720927 & 
second meeting on 721006 

OWSLEY.G F Atomic Energy Commission, Directorate ol Licensing 72/09/21 
BOYD.R S Atomic Energy Commission - Deputy Director for Reactor Projects. 2pp 
45825 037-46026 038. 


F. Security, medical, emergency & fire protection plans 

68C6O9OO03 Forwards "Final Radiological Emergency Proparodness Exorcise Rept " 
State of LA & local offsite radiological emergency plans & preparedness remain ade- 
quate to provide appropriate health & safety measures 

KRIMM.RW. Federal Emergency Management Agency 88/03/01 STOHR.J P. Divi- 
sion of Radiation Protection & Emergency Preparedness (Post 670411) Ip 
45786 086 45780.147 

-8806090089 "Final Radiological Emergency Preparedness Exorcise Ropt 11 
* Federal Emergency Management Agency 08/03/01, 62pp 45760 007-45788 147 


I. Financial information 

8806240001 Forwards statement of cash flows & reseivos evidencing util ability to gen- 
erate cash flow for payment of 90% of deferred premium obligation tor Unit 1 & that 
Southern Mississippi Electric Power Assoc will be able to pay remaining 10% 
KINGSLEY, OD System Energy Resources, Inc 88/06/15 MURLEYJ, Office ol Nu- 
clear Reactor Regulation, Director (Post 870411) 7pp 45909 354-45909,360. 


O. Advisory Committee on Reactor Safeguards reports & correspondence 

8806160005 Partial response to FOIA request for documents Forwards App B 
documents App A & B documents available fn PDR 

GRIMSLEY.DH Division of Rules & Records (870413-000514) GB/06/08 

CONNOR, L Doc-Search Associates 7pp 45024 003-45025 038, 


-8806160269 Forwards responses to Inquiries for use by subcommittee prior to 740117- 
18 meeting Responses will form basis for further discussions w/staff 
BUTLER,WR Atomic Energy Commission - Deputy Director for Roactor Projocts 74/ 
01/12 FRALEY, R ACRS - Advisory Committee on Reactor Safeguards 9pp 
45624 267-45824 275 


Q. Inspection reports, IE Bulletins & correspondence 


8B0524002G NRC Info Notice 88-033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposuro Devlco ,r Svc list end. 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co ol Now York, Inc 120pp. 45Q83 15B-456B3 277 

8605240090 Suppl 1 to NRC Info Notice 87 081, "Failure of Weslmghouse W-2-Typo 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of Now York, Inc, 120pp 45603 030-45663,157 

8605240215 NRC Into Notice 8B 034, “Nuclear Matt Control & Accountability of Nonfuol 
SNM at Power Reaclors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of Now York, Inc 122pp, 45790 1 80-45790 30B 

8805270306 NRC Info Notice 68-035, “Inadequate Licensee Performed Vendor Audita" 
Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060-45790 187 

8806160005 Partial responso to FOIA roquest for documents Forwards App 0 
documents App A & B documents available in PDR 

GRIMSLEY.DH Division of Rules & Records (870413-880514) 80/06/06 

CONNOR, L Doc-Soarch Associates 7pp 45824 003 45025 03 B 

-8006160437 Mollification of 740117-18 subcommittee mooting In San Jose, CA to fur- 
ther discuss util application lor CP & to inspect GE test facilities used to verify con 
talnmont psrfo rmance 

MCKINLEY.J.C Atomic Energy Commission 74/01/12 OKRENT.D Atomic Energy 
Commission Opp 45025,031 45025 030 

0006 02004 7 NRC Info Notlco 8Q-O30, "Possible Sudden Loss of PCS Inventory During 
Low Coolant Level Operation " Svc list one) 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 88/00/CB. 
Consolidated Edison Co of New York, Inc 120pp 45965 1 52-45965271 

060609030 1 Suppl 2 to NRC Bulletin 07 002, "Fastener Testing to Determine Conform 
anco W/ Applicable Mali Specs " Svc hst end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/00/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200-45916 327 

8806080025 NRC Info Notlco 00-037, "Flow Blockage of Cooling Water to Safety Sya 
Components " Svc fist end. 

ROSSI.C E Division of Operational Events Assessment (Post 070411) BB/0B/14 
Consolidated Edison Co of Now York, Inc, 125pp 45946 001 45946 125 

0006000211 NRC Bulletin 80 000, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Dovlce " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 08/08/14 
Consolidated Edison Co. of New York, Inc lOBpp 45935 21 1-45935 31 B 

8B06090194 NRC Info Notlco 88 030, "Failure of Undorvoltago Trip Attachment on GE 
Circuit Breakora " Svc Hal ©ncl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/00/15 
Consolidated Edison Co. ofNow York, Inc 1 1 ipp 45946 126-45946 236 

8806160013 NRC Bulletin 08-007, "Power Oscillations In BWRs " Svc list end 
ROSSI.C, E, Division of Operational Evonts Assessment (Post 070411), 00/06/15, 
t Consolidated Edison Co of Now York, Inc 114pp 45929' 116 46929'22fi 

8806150106 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Matla Supplied by Piping 
Supplies, tnc at Folsom.NJ & West Jersey Mfg Co at Willlamstown.NJ ' Svc list encl 
ROSSI.C E Division of Operational Events Assessment (Pest 070411) 88/06/16 
Consolidated Edison Co of New York, Inc 120pp 46965,032-45905 151 

8006200051 NRC Info Notice 08-042, "Circuit Breaker Failures Duo to Loose Charging 
Spang Motor Mounting Bolts," Svc list encl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of New York, Inc lOBpp 46977 287-45978 033 

8006200306 NRC Info Notice 08-043, "Solenoid Valve Problems " Svc tlst end 
ROSSI.C E, Division of Operational Events Assessment (Post 870411). 80/00/23. 
Consolidated Edison Co of New York, Inc 123pp 45977* 164-45077'286 


R. Periodic operating reports & related correspondence 


80O6OBO124 Forwards "Degraded Core Accident Hydrogen Control Program," quarterly 
3tatus rept for Jan Mar 1088 

KINGSLEY.O.D. System Energy Resources, Inc 08/05/31 Document Control Branch 
(Document Control Desk) 4pp, 45770 151-45770 154 


S. Reportable occurrences, LERs 8 rerated correspondence 


0005260342 Addendum 1 to Supplemental Part 21 Rept 145 ro potential problem w/F* 
573-156 pressure sonsor/iube oil trip Initially reported on 080429 Addl 1-1/8 Inch di- 
ameter w/daop counterbone In pressure head added to activate valve. 

BLOCK.LR IMO Delaval, Inc, 00/05/12. Ofc of Enforcement (Post 870413) 2pp 
45701 -222-45701 '223 
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DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency 4 fire protection plans 

3805250092 Advises lhat Rev 3 & 4 to emergency plan implemented on 680412 & 
26 respectively Rev 3 reflects changes to emergency action level tables Rev 4 reflects 
chanaes to site emergency plan, including delation of primary access point 
MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROC2KA.E J Northeast Utilities 68/05/12 Document Control Branch (Document 
Control Desk) 2pp 45686264.45606 265 

8006070349 Forwards Amends 17,1 29,& 19 to Licenses DPR 21.0PR-65 & NPF-49, re 
spectively A safety evaluation Amends modify Paragraphs 2C<4) of Licenses DPR-21 
& DPR 65 & Paragraph 2 E of License NPF 49 to require- compliance w/ security plan 
STOLZJ F Project Directorate 14 68/05/26 MROCZKA, Northeast Nuclear Energy 
Co (subs ot Northeast Utilities) 2pp 45744 168 45744 181 

-8806070361 Amends 17,129 & 19 to Licenses DPR 21, DPR-65 & NPF-49, 
re spec lively, modifying Paragraph 2C{4) of Licenses DPR-21 & DPR-65 & Paragraph 
2 E of License NPF 49 to require compliance w/revised plant security pPan 
STQLZ.JF Project Directorate I 4 88/05/26 9pp 45744 170.45744 176 

-8806070366 Safety evaluation supporting Amends 17,129 & 19 to Licenses PPR 
21, DPR-65 & NPF-1 9, respectively 

*NRC No Oelaifed Affiliation Given 66/05/26 3pp 45744 179 45744 1B1 

8806030008 Forwards Rev 5 to physical security plan & Rev 7 to suitability, training & 
qualification plan Rovs withheld (ref 10CFF2 790) 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.EJ Northeast Utilities 68/05/27 Document Control Branch (Document 
Control Desk) 2pp 45763 169 45768 170 

8806150422 Forwards Safeguards Insp Repts 50 245/80.00,50-336/88.11 & 50 423/ 
88 09 on 880502 03 No Violations noted 

BELLAMY, RR Region 1, Ofc of the Director 68/06/07 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 45834 226 45834 229 

-8806150423 Physical Security Insp Repls 50 245/89 08,50 336/OB 1 1 & 50-423/88 00 
on 680502 03 No violations noted Major areas inspected licensee initial implement 
tion of strike plans & compliance w/NRC approved security & contingency plans 
MARTIN, WG Region 1, Ofc ol the Director 86/06/01* 2pp 45834 220 45834 229 

8806160122 Rev 1 lo EPIP 4616, "Emergoncy Preparedness Facilities & Emergency 
Equipment," Rev 1 to EPIP 4616 1, “ERF 5 Quarters Emergency Preparedness Moni- 
toring Plan" A Rev 1 to EPIP 4616 2, “ERF Quarterly Emergency 11 W/B80607 Hr 
MROCZKA.EJ Northeast Nuclear Energy Co (9ubs of Northeast Utilities) 

MROCZKA.EJ Northeast Utilities 88/00/07 Document Control Branch (Document 
Control Desk) 60pp 45621 269 45621 326 

8808210101 Rev 0 to Emergency Plan Implementing Procedure EPIP 4506, "Sys Sabo 
taga “ W/8B0614 Itr A list ol other procedures 

MROCZKA.E J Northeast Nuclear Energy Co (subs ot Northeast Utilities) 

MROCZKA.EJ Northeast Utilities 8B/Q6/14 22pp 45845 208-45045 229 


6605310065 Submits info confirming implementation of monitoring & corrective prove- 
dures identified to resolve Generic Ltr 88 03, “Steam Binding of Auxiliary Feedwater 
Pumps " 

MROCZKA.EJ Connecticut Yankeo Atomic Power Co MROCZKA.EJ Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 68/ 
05/23 Document Control Branch (Document Control Desk) 3pp 45694 29-1- 
45694 296 


GB06030009 Advises lhat payment for invoicos of co9ts Incurred in review ol 10CFR5O 
submittals & 10CFR55 svrs will be wire transferred on 880603 
MROCZKA.E J Connecticut Yankeo Atomic Power Co 06/05/23 Documonl Cont r cf 
Branch (Documonl Control Desk) 2pp 45716 171 45716 172 

BB06030204 Application for amends to Liconsos DPR 61, DPR-21, DPR 67 & NPF 49,re- 
vismg Tech Specs re administrative controls ChanqoB eliminate conflicting submittel 
directions for correspondence w/NRC Fee paid 

MROCZKA.EJ Connecticut Yankee Atomic Power Co 66/05/25 Document Control 
Branch (Document Control Desk) 3pp 45759 330 45759 355 

.-8606030211 Proposed Tech Specs re administrative con trots- reporting requirements 
' Connecticut Yankeo Atomic Power Co 60/05/25 15pp 45759 341 45750 355 

8806070349 Forwards Amends 1 7,129, & 19 to Liconsos DPR-21, OPR 65 & NPF 49,»e 
spectively A safety evaluation Amends modify Paragraphs 2 C (4) of Liconses DPR 21 
& DPR 65 & Paragraph 2 E of Licenso NPF 49 to requlro compliance w/socurity plan 
STOLZ.JF Project Directorate 1-4 86/05/26 MROCZKA, Northeast Nuclear Energy 
Co (subs of Northeast Utilities) 2pp 45744 168 45744 101 

-8806070361 Amends 17,129 & 19 to liconsos DPR 21, DPR 66 & NPF 49. 
respectively, modifying Paragraph 2C(4) of Liconsos OPR 21 & DPR 65 & Paragraph 
2 E of Licenso NPF 49 to require compliance w/ revised plant socurity plan 
STOLZJ F Project Directorate I 4 60/05/26 9pp 45744 1 70 45744 17B 

-8806070366 Safety evaluation supporting Amonds 17,129 & 19 to Licenses DPfl- 
21. DPR 65 & NPF 1 9, respectively 

' NRC - No Detailed Affiliation Given 00/05/26 3pp 45744 179*45744 161 

0806140233 Responds to Generic Ur 88 05, "Boric Acid Corrosion of Carbon Steel Re 
actor Pressure Boundary Components in PWR Plants “ Source of RCS loaka^u deter 
mined by insp to bo at reactor vossol head O ITing 

MROCZKA.E J Northeast Nuctoar Energy Co (oubs of Northeast IK, lies) 
MROCZKA.EJ Connecticut Yankee Atomic Power Co MROCZKA.EJ Northwsl Un- 
ities 88/05/27 Documonl Control Branch (Document Control Dosk) Gpp 45023 013- 
45623 01 B 


0806230269 Application for amend to Licenso NPF-49, decreasing rooclor trip solpomt & 
ESFAS instrumentation setpoint for stoam generator wntor I oval low low hp sctpoiril 
from 23 5% to 20 73% of narrow rango instrument span Fog paid 
MROCZKA.E J Northeast Nuclear Energy Co (subs of Norlhoast Utilities} 
MROCZKA.EJ Northeast Ulilities 68/06/15 Documonl Conlrol Branch (Docurwnt 
Control Desk) 5pp 45932 039 45932 047 


H General correspondence 

8806090261 Ack receipt of 860506 Itr ra HJ Lloyd concerns about odor from plant Lloyd 
has been advised that radiation releases from nuclear power plants do not cause 
smells & review did not identify source of odor 

STELLO.V Ofc ot the Executive Director for Operations 88/06/01 DODD.CJ 
Senate 2pp 45764 254 45784 262 

-8806090265 Forwards HJ Uoyd 680416 Itr re strong odor from plant on 680417 Re 
sponso to HJ Lloyd concern requested 

DODD.CJ Senate 88/05/06 BRADBURNE.J C Congressional Affairs 2pp 


P Operating license stage documents & correspondence 

8805270041 Forwards proposed Rev 1 1 lo "Northeast Utils QA Program (NUQAP) Topi 
cal Rept " Feo paid 

MRQCZKA.E J Northeast Utilities Service Co (suba of Northeast Utilities) 80/05/18 
Document Control Branch (Document Control Dosk) 5pp 456SO 069 45690 205 

-0805270043 Rev 11 to "Northeast Utils QA Program (NUQAP) Topical Rept " 

Service °° < subs of Northeast Utilities) 88/05/16 150pp 

45690 074*45690 205 

8805260°74 Apphcation for amend to License NPF 49,chang1ng Tech Spec Section 
461 3 by Incorporating addl methods ol surveillance for assessing containment leak 
tiamn ess Fee paid 

unnrH^FL n!iS ea f , i»1li ,elBa L.S!L7ffi P° < SJbs o' Northeast Utilities) 

o2S^ J 4p«TO«^ 7S1«' 19 - D3CU ™ n ‘ COnUCl B,HnCh ,D0Cument 


Tech Spec S J 6Cl,on 4 6 1 incorporating addl moihods of sl 
vedance for assessing containment leak tightness 

4 5675^9 3 4 5 67 g C j En6r9V ^ * aUbS ° f Nor1h0asl Utilities) 86/05/19 1 

8806020228 Forwards Amend 18 to Licenso NPF 49 & safety evaluation Amend revise 

sumDrotect^from 3 ? n 9 r 3 A chanSQ , mi 9 RC / vant ar0a r <3quir0d for cold over pro 
FFRr?uqnw n / D^L 0 ,^ 5 4 nc l BS & addl Tech Specs for consistency 
rL RGU ? 0N / R K P^iect Directorate 1 4 88/05/19 MROCZKA.EJ Northeast Nuclei 
Energy Co- (subs ot Northeast Ulilrtcos) 2pp 45710 011-46710027 

“dS25?SS 10 Llc0ns0 . NFF *19,revisng Tach Spec Secl.cn 3 49 3 

change nwn RCS vent area required for cofd overpressure protection from 7 0 tn 5 
inches 8 Tech Spec Sections 381 S, 3822638a I ter eons.stencV ° to 5 
STOLZ.J F Project Directorate I 4 88/05/19 I3pp 45710.013 45710025 

S >^ ,e ! v Gva ' uatlon supporting Amend 18 to License NPF 49 
45°0 0ai457WM7 eaCtM F,8 3 lJ,a,l0n ' 0,reclor (Post 870411) 68/05/19 2p, 


-0606230275 Proposed Tocli Specs, decreasing reactor trip solpoint & ESfAS inslru- 
mentation trip setpoint for stoam gonorator wator fovol low low trip sotpoinl 
* Norlhoast Nucloor Energy Co (subs of Norlhoast Ulilillos) 60/00/15 4pp 
45932 044 45932 047 

8806300204 Forwards Rov 1 to EGG NTA-7605, “TMI Action .NUntfl 6737 
(IJ D 1), Millstone Nuclear Power Stallon Unit 3,“ technical evaluation roplUul 
B5 1001, 870721 & 0026 submiltols of info on performance testing of relief & safety 
valves acceptable 

FERGUSON.R L Project Directorate I 4 80/06/16 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Utililios) 2pp 45DG9 248 459G9.2/4 

8B05 1 70326 Rev 1 to EGG NTA 7095, "TMI Action NUREG 0737 (II D 1}/' technxaa 
evaluation ropt 

YUAN.CY, NALEZNY.CL, FINEMAN.C P EG&G Idaho, Inc (aubs ot EG&G, Inc) 
FIN A-6492 EGG NTA 7095 R01 08/04/30 NRC - No Detailed Affiliation Gr/tit 
26pp 45969 250 45969 274 

6006290163 Forwards Wostinghouso Owners Group Notification Ltr OG 68 21 .Identity* 
mg midloop concerns, per Generic Ltr 07 12, ’’Loss of RHR Whilo RCS Partially Filled ' 
& 880428 meotina agrooment 

NEWTON, R A Wostinghouso Operating Pfants Owners Group BB/06/20 

HODGES, W Reactor Systems Branch 7pp 45973 330 45973 344 


Q Inspection reports, IE Bulletins & correspondence 


^Ponds to NRC 860425 Itr re violations noted In (nap Rept 50 423/86- 
05 Corrective actions Valve 3FWA*V2 lockod opon, listed valvo lineup performed on 

.'te'ns A & B & description of event & caution to verify valvos distributed lo sJi.fls 

MROCZKA, EJ Northeast Nuclear Energy Co (subs of Northeast Whites) 

MROCZKA.E J Northeast Utilities 00/05/19 RUSSELL.WT Region 1, Ofc ot Iho Di- 
rector 2pp 46607 347-45687 348 

88 £r n 1 ™ 200 Fo ™ arda sddl inf o *<> support util 66061 1 & 1020 responses to IE Bulletin 
iinrv? ro motor-operated valve common mode failuros.per NRC 880324 request 
uSRStKM 1 ! °2 hoasl , Nuc,ear Energy Co (subs of Northeast Ul'IibfrS) 

MROCZKA.E J Northeast Utilities 68/05/23 Document Control Branch (Document 
Control Desk 6pp 45732 262-45732 267 


8005240020 NRC Info Notice 88 033, "Recent Problems Involving Modol Spec 2T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 670413) 88/05/27 
Consolidated Edison Co ot New York, Inc 120pp 45G83 156-45G03 277 


J UO-UO.OU-OJO/OO uu 




oououuuioq rorwaras insp Hepts 
880411-15 & notice of violation 
BELLAMY, RR Region 1, Ofc of the Director 08/05/27 MROCZKA.EJ Northeast 
Nuclear Energy Co (subs of Northeast Utilities) 2pp 45788 186-45780 198 
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-*806080108 Insp Repts 50-245/06-06, 50-336/80 09 & 50-423/66 07 on 68041 1- 
15 Violations noted Major areas Inspected radiation protection activities, Including inter- 
nals external exposure controls & station ALAR A p rad ices 

THOMAS, W, GRESICK.J , WEADOCK.A Region 1, Ofc of the Director 88/05/24 
lOpp 45788189 45788 19B 

8806100142 Forwards update on Implementation status of corrective aclions discussed 
in util 870716 response to SALP Ropt 50-423/85 89 

MROCZKA.EJ Northeast Nuclear Energy Co (subs of Northeast Utilities) 
MROCZKA.E J Northeast Utilities 88/05/27 Document Control Branch (Document 
Control Desk) lOpp 45799 053-45799 062 

8806140233 Responds to Generic Ltr 80 05, “Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components in PWR Plants “ Source of RCS leakage deter- 
mined by Insp to be at reactor vessel head O Ring 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast Utilities) 80/05/27 
Document Control Branch (Document Control Desk) 6pp 45Q23 01 3 45023 018 

8005240090 Suppl 1 to NRC Info Nolice 07-061, “Failure of Weslinghouso W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45663 038 45683 167 

8605240215 NRC Info Notice 88 034, ’’Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors ” Svc list end 

ROSSI .C E Division of Operational Events Assessment (Post 870411) 80/05/31 
Consolidated Edison Co of Now York, Inc 122pp 45790 100 45790 300 

8805270308 NRC Info Notice 08 035, “Inadequate Licensee Performed Vender Audits " 
Svc fist end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 45790 187 

8806100048 Forwards Safety Insp Rept 50-423/88 00 on 080405 0523 No violations 
noted. 

BETTEN HAUSEN, L. Region 1, Ofc of the Director 88/06/03 MROCZKA.E J North 
east Nuclear Energy Co (subs of Northeast Utilities), 2pp 45014 306 45814*325 

-8806100085 Insp Rept 50-423/88 08 on 8B04Q5 0523 No violations or deviations 
noted Major areas Inspected plant operations, reported foul smell, plant operational 
status, safety sys operability, full power reactor trip & malnt 

MCCABE, EC Region 1, Ofc of the Director 08/06/03 lOpp 45814 308-45814 325 

8806080250 Ack receipt of 880509 ltr & payment of civil penalty In amount of 
$50,000 Corrective actions will be examined during future Insp, 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/06/07 MROCZKA.EJ North- 
east Nuclear Energy Co (aubs of Northoast Utilities) Ip 45756 147 45756-147 

8806150422 Forwards Safeguards Insp Repts 50 245/08 00,60 336/08-tl & 50 423/ 
88 09 on 080502 03,Na violations noted 

BELLAMY, R.R Region 1, Ofc of Iho Director 88/06/07 MROCZKA.EJ Northeast 
Nuclear Energy Co. (subs of Northoast Utilities) 2pp 45B34 22G 45034 220 

“0BO016O423 Physical Security Insp Repts 50-245/80 00,50 330/00 11 & 50 423/QO 09 
on 680502 03 No violations noted.Malor areas Inspected licensee Initial implementa- 
tion o( strike plans & compliance w/NRC approved security & contingency plans 
MARTIN, W.G , KEIMIG.R R Region 1, Ofc of the Director 88/06/01 2pp 45834 228- 
45834 229 

8806020047 NRC Info Notice 08-036, “Possible Sudden Loss of RCS Invontory During 
Low Coolant Level Operation " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/06/08 
Consolidated Edison Co of New York, tnc 120pp 45965-152-45065 271 

880S090301 Suppl 2 to NRC Bulletin 07-002, "Fastener Testing to Determine Conform- 
ance W/Appllcablo Matl Specs ” Svc list oncl 

ROSSI, C.E. Division ol Operational Events Assessment (Post 070411) 88/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200-45916-327 

8806220011 Informs that listing of all nonsafety related suppliers & mall specs roqulrod 
In response to NRC Bulletin 87-002, Suppl l, "Fastonor Testing to Determine Con- 
formance w/ Applicable Matl Specs," would consume many man hours & not feasible 
MROCZKA.EJ. Connecticut Yankee Atomic Power Co 08/06/13, Document Control 
Branch (Document Control Desk) 2pp 45013 248*45913.249 

0806000025 NRC Info Notice 88-037, "Flow Blockage of Cooling Water to Safety Sy3 
Components,'’ Svc list oncl 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 80/06/14 
Consolidated Edison Co. of New York, Inc 125pp 45946,001 45946 125 

0806000211 NRC Bulletin 08 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device." Svc list end 

BURNETT.R.F Division of Safeguards & Transportation (Poet 870413) 80/06/14 
Consolidated Edison Co of Now York, Inc 108pp 46935 21 1-45935 31G 

8806090194 NRC Info Notice 88-030, “Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) CQ/06/15 
Consolidated Edison Co of New York, Inc 1 llpp 45946 126-45946 236 

86061 60013 NRC Bulletin 88-007, “Power Oscillations In BWRs” Svc llsl end 
ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 68/06/15. 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15-46029 223 

8606160166 Suppl 1 to NRC Bulletin 08-005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom, NJ & Wost Jersey Mfg Co at Willlamstown.NJ Svc list encl 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411), 08/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

8606270149 First partial response to FOIA request for documents Forwards Apps B &. 
C documents Documents available In PDRApp A documents also available In 
PDR.Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion end. 

GRIMSLEY.D.H Division of Rules & Records (870413-880514) 88/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45998 2OQ-45990 350 

-88Q62B0259 Forwards SALP input based on Insps conducted during assessment 
period from Sept 1905 - Feb 1987 

BLUMBERG.N.J, Region 1, Ofc of the Director 87/03/04 MCCABE, E Region 1, Ofc 
ol the Director 8pp 45999 094*46099 101 


8806200051 NRC Info Notice 80 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts “ Svc list encl 

ROSS1.C E Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co ot New York, Inc lOBpp 45977*287-45978 033 

8806200300 NRC Info Notice 08 043, “Solenoid Valve Problems ” Svc list encl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 68/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 206 


R. Periodic operating reporta & related correspondence 

8806140531 Monthly operating rept for May I960 for Millstone 3 W/880609 ltr 
ELMS.AL, SCACE.SE Northoosl Nuclear Energy Co (subs of Northeast Utilities) 
SCACE.SE Northeast Utilities 08/05/31 4pp 45031 024-45831 027 


S Reportable occurrences, LERs & related correspondence 

8005260350 Special ropl on 08041 3, containment area indicated area temp inside RCS 
pressurizor cubicle greater than 120 F Caused by packing leak from isolation valve & 
slight leakage past safety valve Malnt performed on valves 

SCACE.SE Northeast Nuclear Energy Co (subs of Northeast Utilities) SCACE.SE 
Northeast Utilities 08/05/13 Document Control Branch (Documont Control Desk) 
3pp 45702 061-45702 063 

0806020170 LER 08 017 00 on 800425,4 h sample flow rale estimate not performed per 
Tech Spec 33 3 10Causad by personnel error Written communications between 
dapts required when directing another dept to comply w/Tech Spec action W/080 525 
Hr. 

MARSHALL.F M , SCACE,S E Northeast Nuclear Energy Co (subs of Northeast Utili- 
ties) SCACE.SE Northeast Ulllktl os 88/05/25 4pp, 4569 8 2 1 9-4 569B 222 

8606030136 LER 0B-Q16 00 on 80O425,control switches for both trains of motor driven 
auxiliary foodwater pumps & Train A (an left In pull-to-lock during change 
mode Caused by personnel orror Tech Spec reviewed to ensure operability W/ 
800525 ltr 

HULME.ND, SCACE.S.E Northoast Nucloar Energy Co (subs of Northeast Utilities) 
SCACE.SE Northoast Uti litres 00/05/25 5pp 45717*188 45717 192 

8806220207 LER 06 017 01 on G60213,whllo operating al 15% power, w/maln turbine 
generator off line, plant received reactor trip Causod by general warning alarm present 
In both trains of solid state protection sya W/880615 ltr 

MCDANIEL, DT , SCACE.SE, Northeast Nuclear Energy Co (9ubs of Northeast Ulill 
lies) 00/06/16 4pp 45069 25 1-45B69 254 


DOCKET 50-424 ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 


F, Security, medical, emergency & Ure protection plana 

8006060118 Forwards Insp Root 50 424/08-17 on 000325 0429 & notice of violation 
BROWNLEE, VL Region 2, Ofc of Iho Director 88/05/13 MCDONALO.R P Georgia 
Power Co 2pp 45700 235-45760 248 

-.0006060135 Insp Rept 50-424/08-17 on 080325 0429 Violation noted Major areas 
inspected plant oporalions, radiological controls, malnt, survollfanco, fire 

prolectlon.sGcurlly & quality programs & administrative controls affecllna quality 
ROGGE, J,F„ BURGER.C W , PATTERSON, C A Region 2, Ofc of tho Director 86/05/ 
13, llpp 45760 23B 45760 24Q 

8B0531OO22 Forwards rept of changes made to plant physical security & contingency 
plan Ulll inlonds to implement Change C discussed In encLEncf withheld (rof 
10CFR73.21 & 2.790) 

MCDONALD.R P Georgia Powor Co. 06/05/16 Document Control Branch (Document 
Control Desk) 2pp 46065 31 9 45GQ5-320 

6800070076 Forwards changes to physical security & contingency plan Changes with 
held (ret 10CFR73,21 & 2 790). 

MCDONALD.R P Goorgla Power Co 88/06/01 Document Control Branch (Documont 
Control Desk) 2pp 45770 019 45770 020 

6806220323 Revised emergency plan implemenllnp procedurosjncludlng Rev 6 to 
91 501-C, "Recovery," Rav 4 to 91401-C, "Assembly & Accountability," & Rov 6 to 
01 704-C, "Aclions lor Security Durmg Radiological Emargency “ W/080610 ltr 
MCDONALD.R P Georgia Power Co 80/06/01 57pp 45925:332-45926 028 


H. General correspondence 

8606000296 Advises of change in distribution for NRC correspondence RP McDonald 
appointed executive vice president of nuclear operations & WG Hairston named 
senior vice president, 

MCDONALD.R P Georgia Power Co, 80/06/01 Document Control Branch (Document 
Control Desk) Ip 45753.301 46753 301 


J. Insurance A Indemnity Information 

8606020263 Forwards master work policies for pfants, including Endorsements 1,2 & 3 
to NELIA Certificates NW-105 & 154 & Endorsements 1,2 A 3 to MAELU Certificates 
MW-39 & MW-185 & certificates of Insurance 

SANNA.LJ Marsh & McLennan, Inc 00/05/27 DINITZ.I Office of Nuclear Reactor 
Regulation, Director (Post 07041 1) 150pp 45713 001-457 13 240 


P. Operating license stage documents & correspondence 

8605270207 Forwards proprietary WCAP-11520 & nonproprietary WCAP-11B47, "RCS 
Flow Anomaly Investigation Ropt M List of four-loop plants w/anomaly 
sensitivity, application for withholding & affidavit oncl WCAP-1 1528 withheld (ref 
10CFR2 790) 

JOHNSON, WJ Westmghouse Electric Corp 08/05/13 HODGES, MW Division of 
Engineering & Systems Technology (Post 87041 1) 3pp 45734 247-45735 042 
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“8805270213 Requests with holding ot WCAP-11528, "RCS Flow Anomaly Investigation 
Rept," per 10CFR2 790 Affidavit end 

WIESEM AN N,R A Westinghouse Electric Corp, 88/05/13 Office of Nuclear Reactor 
Regulation, Director {Post 870411) 9pp 45734 250 45734 258 


— 8305270216 "RCS Flow Anomaly Investigation Rept " 

GARNER.D.C, DOMINICIS.D P , CADFK.FF V/estinghouso Electric Corp 
11847 88/04/30 203pp 45734 259 45735 042 


VVCAP- 


060520 OQS0 Application for amend to License NPF-68 t allowmg operation w/slrghtly 

B osrtive moderator temp coefficient below 100% power Fee paid 
ICOONALD.R P Georgia Power Co 8B/05/10 Document Control Branch (Document 
Control Desk) 4pp 45689 099 45669 259 


-860 5269090 "Positive Moderator Temp Coefficient & Refueling Water Storaae Tank/ 
Accumulator Boron Concentration Increase Licensing Rept for Vogtle Electric Conor 
atfng Plant Units H2" 

* Westing house Electric Corp 80/04/30 120pp 45689 103 45689 222 


-8805260096 Proposed Tech Specs, allowing operallon w/sfightly positive moderator 
temp coefficient below 100% power 
* Georgia Power Co 88/05/19 37p p 45689 223 45669 259 

66052702 1 9 Corrects ref made In 8B0328 response to Generic Ltr 63 28, Item 2 2 1 Pro- 
cedure 010604 4 107 of plant operational support policy & procedure manual correct 
reJ 

MCDONALD, R P. Georgia Power Co B8/05/19 Document Control Branch (Document 
Control Oesk)i Ip 45700 321-45700 321 


6605270279 Application for amend to License NPF-68, revising Tech Spec 3 / 4/6 re 
control room emergency filtration sys Fee paid 

MCDONALD, R P Georgia Power Co 68/05/19 Document Control Branch (Document 
Control Desk) I8pp 45700 261-45700,280 


-6905270263 Proposed Tech Spec Section 3/4 7 6 re control room emergency filtration 
sys 

• Georgia Power Co 86/05/ 19 2pp 45700 279-45700 280 


8605310253 Application for amend to License NPF 68,changing Tech Specs to reduce 
Heat Flu* Hot Channel Factor FQ(z) to 2 25 at 100% powerDetailed description 8 
basis for change & basis for determination that no significant hazards Involved end 
MCDOMALD.R P. Goorola Power Co 88/05/19 Document Control Branch (Document 
Control Desk) 7pp, 45734 206-45734 215 


-8805310258 Proposed Tech Specs.redudng Heat Flux Hot Channel Fador FQ(z) to 
2 25 at 100% power 

* Georgia Power Co 88/05/19 3pp 45734 21345734 215 


B808 140176 Responds to Generic Llr 80-05, "Boric Acid Corrosion of Carbon Steel Re 
actor Pressure Boundary Components lr> PWR Plants " 

MCDONALD, R P Georgia Power Co 88/05/31 Document Conlrof Branch (Document 
Control Desk), 3pp 45821 210 45821 212 


-0806210368 Notice of consideration of issuance of amend to License) NPI 68 & pro- 
posed NSHC determination & opportunity lor hearing Amend changos Toch Spcv* to 
replace off site organization w/moro general organization requirements 
HOPKINS.J B Project Directorate 11-3 88/05/27 Bpp 45871 240 450/1 247 

8006240073 Application for amend io License NPF 60, revising Tech Snoc6 3.ro ba.r„>j 
& incorporating recent changes to 10CFR55 into licensing program Foe paid 
MCDONALD, R P Georgia Power Co 08/06/14 Document Coni re I Branch iUocurvrl 
Control Dosk) 6pp 45940 126-45940 133 

“8006240070 Proposed Tech Specs, In corp orating recent changos lo 1001155 Jnb 1 
censing program 

* Georgia Power Co 80/06/14 2pp 46948 132-45940 133 

6806210420 Advise that process effluent radiation monitoring sys- rotated r. i 
yet resolved Availability test of 1,000 h has not been conducted Avail nluMy l« 5 Hj> 
scheduled for 881231 

MCDONALD,R P Georgia Power Co 88/06/15 Document Control Branch (Ikxuirwl 
Control Desk) 2pp 45845 259 45045 260 

6806270306 Forwards written response to questions discussed in 0(105 2 6 IhAuvi tv 
880314 Hr proposing changes to FSAR to establish reduced separation <lilfo/erv.ei 
cable & raceway configurations not previously tested Addl info also end 
BAILEY,J A Georgia Power Co 00/06/16 Document Conlrol Branch (Docturwrii iYw> 
(rol Desk) I4pp 45935 345 45935 358 

8806290163 Forwards Weslmghouse Owners Group Notification Llr OG All wyiw-. 
ing midloop concerns.per Generic Ltr 87-12, "Loss of RHR Whlla RCS Prwtia'y Fiivf 
& G00428 meeting agreement 

NEWTON, R A Westinghouse Operating Plants Owners Group wm'SQ 

HODGES.W Reactor Systoms Branch 7pp 45973 330 45973 344 


Q, Inspection reports, IE Bulletins & correspondence 


8806060086 Adk receipt ot 880429 ltr informing NRC of 3teps taken to terror t vUMr^-ni 
notod In Insp Rept 50 424/88 07 

JULIAN, C A Region 2, Ofc of the Director 06/05/13 MCDONAl D,n P Gcrvuj 
Power Co 2pp 46760 353 45760 354 

8806060118 Forwards Insp Rept 50 424/88 17 on 080325 0420 & nallui ol wlr-vt 
BROWNLEE, VL Region 2, Ofc ol the Director 08/05/13 MCDONAl U, FI h CIchvjI 
Powor Co 2pp 46760 235 45760 248 

“8806060121 Notice of violation from Insp on 080325 0429 Violation notod tnfrro to- ri 
tabhsh procoduro adequate for covering conlrol room annunciator inverter Ai0niivr.i A 
oporatlon, rosultino In loss of all annunciators for 12 min 

BROWNLEE, VL Region 2, Ole of the Director 08/05/13 Ip 45760 23/ 4'i/W 21 1 


0806080246 Forwards summary of 0B0427 & 28 meetings al plant site re facility Tech 
Specs List of action Hems & commitments also end 

BAILEV.J A Georgia Power Co 68/06/01 Document Control Branch (Document Con 
trot Desk) 7pp 45768 155-45786,161 

0806130066 Revised application for amend to License NPF-eB.repiadng plant organiza- 
tion charts in Tech Specs w/more general organizational requirements & deleting rof 
to certain corporate mgt positions 

MCDONALD.R.P GeorgFa Power Co 88/00/01, Document Conlrol Branch (Document 
Control Desk) 9pp 45018 257 45815 280 

“8006130070 Proposed Tech Specs, replacing organization charts w/moro general orga- 
nization requirements & revising & deleting ref to certain corporate mgt positions to 
removo unnecessary do tails 

* Georgia Power Co 88/06/01 15pp 4 58 IB 2C6 45618 280 

8006160172 Application for amend to Llcenso NPF 6B, revising Tech Spec 40 42c al 
lowing operability verification lo bo performed during conditions other than 
shutdown Fee paid 

MCDONALD.RP Georgia Power Co 88/06/07 Document Conlrol Branch (Document 
Control Dosk) 6pp. 45041 206 45B4T212 

“880816&173 Proposed Tech Specs 4 8 4 2c re operability verification to be performed 
during conditions other than shutdown 

• Georgia Power Co 86/06/07, Ip 45841 212 4504T212 

8606170239 Forwards listings of outstanding licensing requests for plant, lor NRC review 
& approval 

MCDONALO.R P. Georgia Power Co 66/06/10, Document Control Branch (Document 
Conlrol Desk) 4pp 45064.162-45864 165 


“0606000135 Insp Rept 50 424/08-17 O/l 800325 0429 Violation notod ftVH 
inspected plant operations, radiological controls, mnlnUufU'ihnco u$ 

pro toe lion. security & quality programs & administrative controls allotting quality 
ROGGE, J F„ BURGER, C W , PATTERSON C A Region 2, Otc of Ihu Dm lor 8FKi f 
13 llpp 46760 230-45760 240 

8806010162 Responds to NRC 000419 ltr re violations notod In Insp ftepl M 474/0/ 
71 Corrective actions shift manning stamp updated to relkict iwwil iM 
complement Ltr Issued by operations mgt reinforcing rcqulromonl of liovpng q'j-a 'r 

mS DONALD, R P Georgia Powor Co 00/05/19 Document Control Branch (lk>rur **-i 
Conlrol Desk) 0pp 45733.171-45733 178 

8806070273 Forwards Insp Flopts 50 424/00 18 & 50-425/0B 20 on 800416 2/ A 0^7 
05 & nolle© of violation. 

HERDT.A.R Region 2, Ofc of the Director 80/05/26 MCDONAl O, Ft f* (tw^i 
Power Co 2pp 45787.053 45787 072 

--0806070276 Notice of violation from Insp on 880418 22 & 050291 
notod procedures & drawings not of type appropriate to circumstances lo ttoi 
proper bolting ot matls correctly Installod.to comply w/FSAR 
HERDT.A R Region 2, Ofc of the Director 08/05/20 3pp 46707 055 4670 1 05/ 

“8803070279 Insp Repts 50-424/68 10 & 50-420/88-20 on 000410 22 VfoUMi 
noted Major areas inspected licensee action on previous enforcement mdiom.D'vl 2 
HVAC ays & readiness review Module 18A, "HVAC " 

KLEINSORGE,W P , BLAKE, JJ Region 2, Ofc of the Director, 80/05/24 15^ 
45787 050 46787 072 


8606210323 Forwards Amend 5 to License NPF-69 & safety evaluation Amend modi 
lies Tech Space to allow surveillance flow rate of 150 gpm for each motor-driven aux- 
iliary feedwater pump 

HOPKINS, J B Project Dlractorate 11-3 88/06/10 HAIRSTON, WG Georgia Power Co 
£pp 45657.105 45857/176 

“8806210330 Amend 5 to License NPF-68, modifying Tech Specs to allow survellanco 
flow rate of 150 gpm for each motor driven auxiliary feedwater pump 
MATTHEWS, D.B Project Directorate 11-3 88/06/10 6pp 45057 167*45657 171 


8005240020 NRC tnfo Notice 08 033, "Recent Problems Involving Modul Sink 2 T Fla 
dlographlc Exposure Dovico " Svc list end „ 

BURNETT, R,F, Division of Safeguards A Transportation (Post 570413) M/0VW 
Consolidated Edison Co, of New York, me I20pp 45683 158 45683 27/ 


8005240090 Suppl 1 to NRC Info Notice 87-001, "Failure ot Wostlnghouso W 2 Tj** 
Circuit Breaker Cell Switches " Svc list end k 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/0501 
Consolidated Edison Co of Now York, Inc 120pp 45603.038-45083 157 


“0806210337 Safety evaluation supporting Amend 5 to License NPF-68. 

• Office of Nuclear Reactor Regulation, Director (Post 570411) 85/06/10 2pn 


“8806210345 Requests FR publication of notice of Issuance of Amend 5 to License 
NPF 65 Amend modifies Tech Specs to allow surveillance flow rote of 150 opm for 
each mo tor- driven auxiliary feedwater pump 

HOPKINS.J. 9 Project Directorate 11-3 88/06/10 NRC - No Detailed Affiliation Given 
3pp 45057 174 45857,176 

6006210357 Forwards FR nolice of consldoralion of issuance of amend lo License 
NPF-60 & proposed NSHC & opportunity for hearing re 8B0506 request to remove 
organizational charts from Tech Specs 

HOPKINS.J, 8 Project Directorate 11-3 08/08/14. HAIRSTON, W G Ge ora! a Power Co 
2pp 45671*238 45071 263 y 


8805240215 NRC fnfo Notice 88 034, "Nuclear Mail Conlrol & Accountability of He* \*r 

SNM at Power Reactors," Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) CS/05 r 3i 
Consolidated Edison Co of New York, Inc 122pp 45790 180-45790 308 

8805270306 NRC Info Notice 80*035, "Inadequate Licensee Performed Vendor Au^i 
Svc list end J11 

ROSSI.CE, Division ot Operational Events Assessment (Post 0704111 08/08 03 
Consolidated Edison Co ot Now York, Inc 120pp 45790 068-45790 18? 

8806020047 NRO Info Notlco 88-036, "Possible Sudden Loss of RCS Inventory O.T‘0 
Low Coolant Level Operation " Svc list end _ , 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 
Consolidated Edison Co of New York, Inc 120pp 46965,152-45965 271 
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8606210022 Forwards Insp Rept 50*424/80-12 on 800321 25 No violations or devi 
ations noted Util attention invited to unrosotved item noted in insp rept Rept docti 
meats oral commitment made by licensee 

HERDT.AR Region 2, Ofc of the Director 88/06/00 MCDONALD.R P Georgia 
Power Co 2pp 45910 336-45911 003 

-0806210023 Insp Rept 50 424/88-12 on 880321-25 No violations or deviations 
noted Major areas inspected environ qualification of electrical equipment & util Imple- 
mentation of program lo meat requirements of 10CFR50 49 for equipment 
MERRIWEATHEH.N , CONLON.T E Region 2, Ofc of the Director 68/00/00 26pp 
45910 330-45911 003 

6606090301 Suppf 2 to NRC Bulletin 87*002, "Fastener Testing to Determine Conform- 
ance W/Appllcable Mat! Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 20B 45916 327 

0806200011 Responds to violations noted In Insp Rept 50-424/08 17 Corrective 
action Rev 3T to Procedure 11432-1 revised Diner circuits providing annunciator 
power checked & descriplive labels installed in panels 

MCDONALD, RP Georgia Power Co 80/06/13 Document Control Branch (Document 
Control Desk) 4pp 45870 263 45870 266 

8806080025 NRC Info Notice 88*037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list end 

ROSSf,CE Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co or Now York, Ino 125pp 4694B001 45946 125 

0806080211 NRC Bulletin 88 006, "Actions To Be Taken for Transportation of Model 
Spec 2 T Radiographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 68/06/14 
Consolidated Edison Co of New York, Inc. lOBpp 45935 211-45935 310 

8806090194 NRC Info Notice 88 038, "Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers " SvC list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

8906150013 NRC Bulletin 06 007, "Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 87041 1) 08/06/ 15 
Consolidated Edison Co of New York, Inc 1 1 4pp 45929 115 45929,220, 

8806160186 Suppl 1 lo NRC Bulletin 08 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ A Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp, 45965 032 45965 151, 

8006200051 NRC Info Notice 88-042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 07041 1) 08/06/23, 
Consolidated Edison Co of New York, Inc 100pp. 45977 267-45978 033 

8806200306 NRC Info Notice 88 043, "Solenoid Valve Problems" Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post B70411) 60/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 20G, 


R periodic operating reports & related correspondence 

06652 60332 Monthly operating rept for Apr 1980 W/000516 Itr 
D1LWORTH.S C , MCDONALD.R P Georgia Power Co 80/04/30 7pp 45702 120* 
46702134 

-6605310011 Forwards "Vogtlo Electric Generating Station Preoporatlonat Radiological 
Environ Surveillance Rept 1981-84," per Tech Spec 6 8,1 3 Analysis for 1935 80 con- 
tinuing 

MCDONALD.R P Georgia Power Co 88/05/23, Document Control Branch (Document 
Control Desk) 2pp 45699 023-45099 138 

-8005310012 "Voglle Electric Generating Station Prooporatlonal Radiological Environ 
Surveillance Rept 1961 84," 

* Georgia Power Co 64/12/31 116pp 45699 025 45699.138 

6666220017 Monthly operating rept for May 1988 for Voglle Unit 1 W/800615 Hr, 
DILWORTH.SC, MCDONALD.R P GoofQla Power Co 88/05/31 7pp 46908 335- 
46908 341 


S. Reportable occurrences, LERs & related correspondence 

8805260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573-156 pressure sensor/fube oil Hip, Initially reported on 080429 Addl 1-1/8-inch di- 
ameter w/deep counlerbona In pressure head added to activate valve 
BLOCK, LR IMO Delava!, fnc, 80/05/12 Ofc of Enforcement (Post 870413) 2pp 
45701 222-45701 223, 

6605280231 Rev 1 to Special Ropt 07 002 re structural Integrity of containment 
tendons Containment Integrity has not been adversely affected by condition basod 
upon insp performed for corrosion & const process used to initially fill ducts 
MCDONALD.R P Georgia Power Co. 80/05/10 Document Control Branch (Document 
Control Desk) 5pp 45701. 059-4570T063 

8806149358 Special rept on 08051 1, radiation monitor removed from svc In order to In- 
stall radiation shields on check source discovered Inoperable Monitor had several 
component problems Personnel continuing to prepare problems 
MCDONALD.R P. Georgia Power Co 88/05/31, Document Control Branch (Document 
Control Desk) 3pp 4583 1-0 IQ 45831 020 

8800210342 Summary of Operating Reactors Events Meeting 88-23 on 800607, List of 
attendee9,even1s discussed & summary of reactor scrams end 
LANNING.W Events Assessment Branch 88/06/00 ROSSI.CE Division of Oper- 
ational Events Assessment (Post 87041 1) 15pp 45857:177-45057 1 91 

0806220182 LER 8B 015 00 on 8B0524 .discovered monthly analog channel operational 
test for containment radiation level monitors not performed since Aug 1987 Caused by 
personnel error Previous Tech Spec revs will be reviewed W/880617 Hr. 
SWARTZWELDER.J , MCDONALD.R P Georgia Power Co 88/06/17 5pp 
45070 023 45870 027 


80062B0277 Special rept QG-002 on 070218,0023 & 0206 engine tnpped.alr escaped 
from cylinder locks & output breaker & diesel tripped respectively Caused by valve 
from fuel ell day lank to diesel closed & personnel error 

HAIRSTON, W G Georgia Power Co 68/06/17 Document Control Branch (Document 
Control Desk) 3pp 45945 341-45945 343 


V, Operator Examinations 


8805310291 Forwards info re operator licensing re q u fro me nls, per NRC 871209 
request Util will apply for dual unit licenses for Unit 1 licensed operators In Fall 
1900 Overview of formal training program & difference between units end, 
MCDONALD.R P Georgia Power Co 68/05/19 Document Control Branch (Document 
Control Desk) 12pp 45710 224-45710 235 

8Q06230006 Requests util provide ref mails listed In end for written & operating exams 
scheduled for wk of 680919 & adequate space & accommodations to properly con 
duct subi exams Related Info end 

JULIAN.CA Region 2, Ofc of the Director 08/06/01 HEAD.G F Georgia Power Co 
lOpp 45937 291-45937 300 


DOCKET 50-425 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/canslructlon stage documents & correspondence 


8805270207 Forwards proprietary WCAP-11520 & non proprietary WCAP-11847, "RCS 
Flow Anomaly Investigation Rept” List of four-foop plants w/anomaly 
sensltlvity.applicatlon for withholding 4 affidavit end WCAP-11520 withheld (ref 
10CFR2 790) 

JOHNSON, W J Wesllnghouso Electric Corp 8B/05/13 HODGES, M W Division of 
Engineering & Systems Technology (Post 070411} 3pp 4573 4’24 7-45735 042 

-0605270213 Requests wllhhotdmg of WCAP-11526, "RCS Flow Anomaly Investigation 
Rept," per 10CFR2 790 Affidavit end 

WIESEMANN.R A Wostfnghouse Electric Corp 8D/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 070411) 9pp 45734*250-45734 258 

-8805270216 "RCS Flow Anomaly Investigation Ropl " 

GARNER.DC Weslinghouse Elocfrlc Corp WCAP-11C47 8B/04/30 203pp 

45734 259 45735 042 


8605260086 Application for amend to Llconso NPF-68,al lowing operation w/allghlly 
positive moderator temp coefficient below 100% power.Foejpala 
MCDONALD.R P Georgia Power Co OB/05/lfl Document Control Branch (Document 
Control Desk) 4pp 45689 099 456B9 259 

-8805260090 "Positive Moderator Temp Coefficient & Refueling Water Storage Tank/ 
Accumulator Boron Concentration increaso Licensing Rept for Vogtle Eloctrfc Gener- 
ating Plant Unite 1 & 2 " 

* Westlnghouso Electric Corp, 80/04/30 120pp 45609,103 45689 222 

8805270219 Corrects ref mads In 000328 response to Generic Llr 83 28, Item 2 2 1 Pro- 
cedure 010604 4-107 of plant operational support poticy & procedure manual correct 
ref 

MCDONALD.R P Georgia Power Co 80/05/19 Document Control Branch (Document 
Control Desk) Ip 45700 321-45700 321. 

0BO614Q170 Rospomfs to Generic Ltr 00-05, "Boric Acid Corrosion of Carbon Steel Re 
actor Prossuro Boundary Components In PWR Plants " 

MCDONALD.R P Georgia Power Co 88/05/31. Document Control Branch (Document 
Control Desk), 3pp 4682 1 210-45621 2 1 2, 

8806080246 Forwards summary of 000427 & 20 maollngs ct plant site re facility Tech 
Specs List of action Items a commitments also oncl 

BAILEY, J A Georgia Power Co 88/06/01 Document Control Branch (Document Con 
trol Dosk) 7pp. 45780 155 45780 161, 

8806170239 Forwards listings of outstanding licensing requests for plant.for NRC review 
*& approval 

MCDONALD.R P Georgia Power Co 88/06/10 Document Control Branch (Document 
Control Desk) 4pp. 45864 162-45864,165 

8806290441 Forwards request (or addl Info re spent fuel racks Response requested 
within 30 days of Itr receipt. 

HOPKINS, J 0. Project Directorate 11-3 88/06/15. HAIRSTON, WG Georgia Power Co 
6pp 45956.114-45956 119. 

8806270306 Forwards written response to questions discussed in B0Q525 tetcon re 
080314 Itr proposing changes to FSAR to establish reduced separation differences for 
cable & raceway configurations not previously tested, Addl info also oncl 
BAILEY.JA Georgia Power Co, 0B/06/16 Document Control Branch (Document Con- 
trol Desk) 14pp 45935 345 45935 350 

8809290163 Forwards Weslinghouso Owners Group Notification Ltr OG 88 21 .Identify* 
Ing midloop concerns, per Generic Ur 87-12, "Loss of RHR While RCS Partially Filled" 
& 880429 meeting agreement 

NEWTON.R A westinghous© Operating Plants Owners Group 88/06/20, 
HODGES, W Reactor Systems Branch 7pp 45973,338 46973 344 


E NRC Safety Evaluation Report (SER), suppis & correspondence 


8809100168 Informs that voltage Indicator & selector switch now installed In 
unlt.resoMng SER Confirmatory Item 24 re testing of Interlock P-24 
BAILEY, J, A Georgia Power Co, 89/06/01 Document Control Branch (Document Con 
trol Dosk) Ip 45790 309-45709,309. 
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F. Security, medical, emergency & fire protection plans 

80OS3 10022 Forwards rapt ol changes made to plant physical security & contingency 
plan Util inlands to Implement Change C discussed In end Enel withheld (ref 
10CFR73 21 & 2 790) 

MCDONALD.R P Goo rota Power Co 86^05/16 Document Control Branch (Document 
Control Oesk) 2pp 45665 319 A 5865 320 

8806060189 Forwards Insp Hept 50 425/68 23 on 680401-0505 No violations or devi- 
ations noted 

BROWNLEE, VL Region 2, Ofc of the Director 88/05/18 MCDONALD, HP Georgia 
Power Co 2pp 45753 033-45753 050 

-8006060191 Insp Ropt 50-425/88-23 on 880401 0505 No viofalions or deviations 
noted Major areas inspected fire protection, reaclor vessel A internals,pFp1ng sys & 
supports, safety- related components auxiliary sys & electrical equipment 
SCHEPENS.R L , BURGER, CW , S1NKULE.M V Region 2, Ofc of the Director 88/05/ 
17. 16pp 45753 035-45753 050 

0806070076 Forwards changes io physical security & contingency plan Changes with- 
held (ref 10CFR73 2t & 2 790) 

MCDONALD.R P Georgia Power Co 8B/06/01 Documanl Control Branch (Document 
Control Oesk) 2PP 45770019 45770020 

8806220323 Revised emergency plan implementing procedures.mcludtng Rev 6 to 
91501-C, ’■Recovery;' Rev 4 to 91401 C, "Assembly & Accountability," & Rev G to 
91704-C, "Actions for Security During Radiological Emergency," W/B80610 Itr 
MCOONALD.RP Georgia Power Co 88/06/01 57pp 45925 332-45926 028 


H. General correspondence 

8008880296 Advises of change in distribution tor NRG correspondence RP McDonald 
appointed executive vice president ol nuclear operations A WG Hairston named 
senior vice president 

MCDONALD, RP Georgia Power Co 88/06/01. Oocumont Control Branch (Documanl 
Control Desk) Ip 45753 301-45763 301 


J Insurance 8. Indemnity Information 

0006020283 Forwards master work policies for plants, including Endorsements 1,2 & 3 
to NELIA Certificates NW 105 & 154 & Endorsements 1,2 & 3 to MAELtl Certificates 
MW-39 & MW-V05 & certificates of Insurance 

SANNA.LJ Marsh A McLennan, Inc 00/05/27 D1NIT2J Office of Nuclaar Reader 
Regulation, Oiractor (Post 0704 11) tSOpp 45713 001 45713 240 


0. Inspection reports, IE Bulletins & correspondence 

8QQ60600&B Forwards Insp Rept 50-425/08-17 on 880328 31 & 041 1-1 5 No violations 
or deviations noted 

JULIAN.C A Region 2, Ofc of the Director 88/05/16 HEAD.G F Georgia Power Co 
2pp 45764 034 4S764 047 

“0806060091 Insp Rept 50 425/68 17 on 880328 31 & 041 1 15 No violations or devi 
aliens noted Major areas inspected licensee mat of QA activities 
WRIGHT.FI W. QELISLE.G A Region 2, Ofc of tho Director 86/05/13 12pp 
45764 036 45764 047 

0800060132 Forwards fnsp Rept 50-425/08 22 on B80413 21 No violations or devi 
ations noted 

HERDT.A R Region 2, Ofc of tho Director 80/05/17 HEAD.G F Georgia Power Co 
2pp 45760 320-45760 329 

-0806060133 Insp Rept 50 425/80 22 on 060410 21.No violations or deviations 
noted Major aroas inspected electrical equipment, cable A Instrumentation component 
installations & records A heat shrmkabte tubing installation program 
HUNT.MD, MILLER.MN, CONLON.TE Region 2, Ofc of ine Director 00/05/16 
Bpp 45760 322-45760 329 

8006060189 Forwards Insp Rept 50 425/08-23 on 880401 0505 No viofalions or devi 
atfons noled 

BROWNLEE, V L Region 2, Ofc of the Director. 80/05/18 MCDONALD.R P Goorqia 
Power Co 2pp 45753 033 45753 050 

-8806060191 Insp Flept 50 425/80 23 on 0BO4O1-O5O5 No viofalions or deviations 
noted Major areas inspeclod fire protection, reactor vessel & Intern als, piping sys & 
supports, safety- rotated components auxiliary sys & electrical equipmenl 
SCHEPENS.R L. BURGER.C W. t SINKULE.M V Region 2, Ofc of the Director, 88/05/ 
17 16pp 45753O35 4S753 O50. 

0005310242 Responds to violations noted in Insp Rept 5CM25/80-12 Corrective 
action flow devices removed & reinstalled in correct orientation A personnel Involved 
In flow element installation trained in revised Pullman Procedure IX 5 
RICE.PD Georgia Power Co, 8B/Q5/19 Document Control Branch (Document Con 
trot Desk) 2pp. 457 18 005 45713 066 

8906060042 Ack receipt of 880503 Itr informing NRC of steps taken to correct violations 
noted m Insp Rept 59 425/80 01 

HERDT.A R Region 2, Ofc o! the Director 68/05/23 MCDONALD.R P Georoia 
Power Co 2pp 45769 335 45769336 U 

0806060106 Discusses NRC evaluation oJ readiness roviow of mechanical equipment 
Module 4 submitted on 6801 18 Mechanical equipment acceptable based on current 
Info & complies w/ applicable regulatory requirements except oncl Items 
GRACE, JN. Region 2, Ofc of the- Director. SB/05/23 MCDONALO.RP, Georgia 
Power Co 3pp 45764 100 46764 133 y 

8008070206 Forwards Insp Rept 59 4 25/8 8 24 on 680509-10 No violations or dovi 
allons noted 

HERDT.A R Roglon 2, Ofc of the Director 08/05/24 MCDONALD.R P Geornia 
Power Co 2pp 45779 133 45779 130 U 


-8B06070207 Insp Rept 50 425/80 24 on 8B0509-10No violations or cftMa-boos 
noted Major areas Inspected preoperalional testing, including reviow & witness™ c4 
RCS pnmary hydrostatic test 

GLASMAN.M, SZC2EPANIEC.A , TINGEN.S Region 2, Ofc of tho Director B5fQ6f 
23 4pp 45779 135 45770 13B 

8806070273 Forwards Insp Repts 50-424/08- IB & 50 425/08 20 on 080418 22 0 050?- 
05 & notice of violation 

HERDT.A R Region 2, Ole ot the Director 80/05/26 MCDONALD.R P Georal 
Power Co 2pp 45787 053 45787 072 

-86C6070276 Nolice of violation from insp on 080418-22 & 050205 Wo'-i^on 
noted procedures & drawings not of typo appropriate to circumstances to assure ih-ai 
proper bolting of malls correctly Installed, to comply w/FSAR 
HERDT.A R Region 2, Otc of the Diroclor 08/05/26 3pp 45787 055 45767 057 

-8806070279 Insp Repts 50 424/00 18 & 50 420/flG 20 on 8B041B22 Vi obiren 
noted Major aroas Inspected licensoo action on provious enforcement malic is, (Jjvt 2 
HVAC sys A readiness roviow Modulo 18A, "HVAC " 

KLEINSORGE.W P , BLAKE, JJ Region 2. Ofc of tho Diroclor 06/05/2*1 15pp 
457C7 058-45787 072 

8805240020 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2 f Ra 
biographic Exposure Device " Svc fist oncl 

BURNETT, RF Division of Safeguards & Transportation (Post B7D41.3) I3B/OS/27 
Consolidated Edison Co of New York, Inc 120pp 45683 158-45683 277 

0005240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Wosltnghouso W 2 Ttf* 
Circuit Breaker Coll Switches” Svc list encf 

ROSSI.CE Oivision of Operational Evonts Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 030-45663 167 

0805240215 NRC Info Notice 88 034, "Nuclear Matt Control & Account ability o-f Nonfat 
SNM at Power Reactors ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/ 05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 180*457 GO 30B 

0000200191 Ack receipt of 880519 Itr informing NRC ol steps taken to correct vx> I a lor* 
noted In Insp Rept 50 425/88 12 

BROWNLEE.V L Region 2, Ofc of the Oireclor 80/06/01 MCDONALD, FI P 
Power Co 2pp 45901 167 45001 166 

0805270308 NRC Info Notice 88 035, "Inadequate Licomoe Porformed Vendor Audi"* ' 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060-45790 107 

8806020047 NRC Info Notice 08-036, "Possible Sudden Loss of RCS Invonlory EW-g 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Evonts Assossmenl (Post 870411) 88/06^06 
Consolidated Edtson Co of New York, Inc 120pp 45965 152-45965 271 

8006090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Oolcrmlrw Confcurv 
anco W/ Applicable Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assossment (Post 670411) 00/96/19 
Consolidated Edison Co of Now York, Inc 120pp 45916 208-45016 327 

8006080025 NRC Info Nolfco 80 037, "Flow Blockage of Cooling Water lo Said* 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assossmenl (Pest 670111} 6D/9G/M 
Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

08O6OBO211 NRC Bulletin 88 006, "Actions To Be Taken for Tran spoil a lion ol Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 879413) 68/93/14 
Consolidated Edison Co of New York, Inc 108pp 45935 2)1-45035 318 

8806090194 NRC Info Notice 80 038, "Failure of Undervoltago Trip Allachmant on G£ 
Circuit Breakers ” Svc l.st end 

ROSSI.CE Division of Operational Events Assossmenl (Post 0704 1 1) 68/96/15 
Consolidated Edison Co of New York, Inc lllpp 45946 126 45946 238 

6806150013 NRC Bulletin B8-007, "Power Oscillations In BWRs “ Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 69/96/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115 45920 228 

8006 15Q1B6 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Malls Supplied b)/ F.piry 
Supplies, Inc ot Folsom, NJ & West Jorsoy Mfg Co at Williamslown.NJ ’ Svc liil cncf 
ROSSI.CE Division of Operational Events Assessment (Post 879411) 00/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

8806200051 NRC Info Notice 8B 042, "Circuit Breaker Failures Duo to Looso Charj rtf 
Spring Motor Mounting Bolls " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/O6/23 
Consolidated Edison Co of New York, Inc lOQpp 45977 207 45976 933 

8006200306 NRC Info Notice 88-043, "Solenoid Valve Problems ” Svc list and 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 68/06/ 23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 £66 


S. Reportable occurrences, LERa & related correspondence 

8805260342 Addendum 1 to Supplemental Part 21 Rept 145 re polonlial problem wjF 
573-156 pressure sensor/lube oil trip Initially reported on 930429 Addl I 1/Bt/Kh (b 
ameter w/deep counterbone In pressure hoad added to activate valve 
BLOCK.L R. IMO Delaval, Inc 0B/05/12 Ofc of Enforcement (Post 870413) hP 
45701 222-45701 223, 

8006210342 Summary ot Operating Reaclors Events Meeting 8G-23 on 08060/ l«$l <4 
attendees, events discussed & summary of reactor scrams oncl 
FANNING, W Events Assessment Branch 80/06/08 ROSSI.C E Oivlsmn ol Oper- 
ational Events Assessment (Post 870411) I5pp 45857 177-45057 191. 
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8806230219 Part 21 rept ro potentially reportable condition associated w/Dresser Model 
7440W check valves supplied w/llow direction arrow stamped opposite to valve 
How Investigation being conducted Evaluation of Bechtel Western Power Co Itr end 
WATZ.JP Dresser Industries, Inc 88/06/16 Document Control Branch (Document 
Control Desk) 7pp 45948 057 45948 063 


V. Operator Examinations 

9605310291 Forwards Info ro operator licensing requirements, per NHC 071209 
request Util will apply for dual unit licenses for Unit 1 licensed operators in Tall 
1986 Overview of formal training program & difference between units end 
MCDONALD, R P Georgia Power Co 08/05/ 19 Document Control Branch (Oocument 
control Desk) 12pp 45710 224-45710 235 

8806230006 Requests util provide ref matls listed In end for written & operating exams 
scheduled for wk of 880919 & adequate space & accommodations to properly con- 
duct subjexams Related Info end 

JULIAN, C A Region 2, Ofc of the Director 00/06/01 HEAD.G F Georgia Power Co 
lOpp 45937 291*45937 300 


DOCKET STN-50 437 FLOATING NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 

8805240028 NRC Info Notice 88 033, “Recent Problems Involving Modol Spec 2T Ra 
diographlc Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards 8 Transportation (Post 870413) 85/05/27 
Consol idaied Edison Co of Now York, Inc 120pp 45603d 50-45683 277 

8805240090 Suppl 1 lo NRC Info Notice 07 061, "Failure of Westinghouse W-2-Type 
Circuit Breaker Coll Switches " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1) 00/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038-45683 157 

9605240215 NRC Info Notice 89 034, "Nuclear Matl Control & Accountability of Nonfuol 
SNM at Power Roactors " Svc list end 

ROSSI.CE Division of Operational Events Assoasmont (Post 870411) 80/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188-45790 308 

8805270300 NRC Info Notice 88 035, “Inadequate Licensee Performed Vendor Audits/’ 
Svc list end 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 88/08/03 
Consolidated Edison Co of New York, Inc 120pp 45790.068-45700107 

6806020047 NRC Info Nottco 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Oporation ” Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/00/08 
Consolidated Edison Co of New York, Inc, 120pp 45965 152-46965 271 

8606090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform- 
ance W/Appllcable Mail Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/06/10 
Consolidated Edison Co of Now York, Inc 120 pp 45916 208-45916 327 

8806000025 NRC Into Notice 80 037, "Flow Blockage of Cooling Wator to Safoty Sys 
Components." Svc list oncl 

ROSSI, C E Division of Operalional Events Assessment (Post 870411), 03/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45046 001 45946 125 

6B06080211 NRC Bulletin 08 006, "Actions To Bo Takon for Transportation of Model 
Spec 2-T Radiographic Exposure Oovlco " Svc list oncl 

BURNETT, R F Division of Safoguards & Transportation (Post 870413) 00/06/14 
Consolidated Edison Co, of Now York, Inc lOQpp 45935 21 1*45935 , 31D 

0806090194 NRC Info Nolico 08 030, "Failure of Undorvollago Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 00/06/15. 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 126 45946 236 

8606160013 NRC Bulletin 80 007, "Power Oscillations in BWRs " Svc list oncl 
ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/08/15 
Consolidated Edison Co of New York, Inc 114pp 45929,115 45929 228 

8806160 1B6 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Matls Supplied by Piping 
Supplies, Inc al Folsom, NJ & Wost Jorsey Mfg Co nt WIIIJamatown,NJ ■' Svc list oncl 
ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 88/06/15 
Consolidated Edison Co. of Now York, Inc 120pp 45965 032-45965 151 

8B0620C051 NRC Info Notice 00 042, "Circuit Broakor Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc Us t oncl 

ROSSl.C.E Division of Operational Evonts Assessment (Post 07041 1) 86/06/23, 
Consolidated Edison Co of New York, fnc, 108pp 45977 287*45078 033 

80062010300 NRC Info Notice 88 043, "Solenoid Valve Problems." Svc list end 
ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977.164 45977 206 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Appllcatfon/conatructton atage documents & correspondence 

8806030167 First partial response to FOIA request (or documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
availablo at LPDR for plant 

GRIMSLEY.DH Division of Rules & Rocords (87041 3 0G0514) 00/05/26 

WEISSMAN.S California, State of, 3pp 45704 166-45784 166 

—0202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bovili Rept Dales represent collective NRC judgement 
EISENHUT.DG Division of Licensing (000428 051124) 82/01/18 BASSETT, H S 
Office of Management and Program Analysis 3pp 45784 208-45784 210 


8806130132 Responds to Generic Ltr 88-05, "Boric Acid Corrosion of Carbon Steel Re 
actor Pressure Boundary Components in PWR Plants" Util will Implement program to 
address potential for bone acid corrosion prior to initial fuel loading 
GRIDLEY.R Tennessee Valley Authority OQ/OB/OI Documonl Control Branch (Docu- 
ment Control Desk) 4pp 45Q02 136*45802 139 

0006140365 Forwards response to Generic Ur 88 03 re steam binding of auxiliary feod- 
wator pumps.includmg monitoring of steam binding & restoring sys to operable status 
should steam binding occur. 

GRIDLEY.R Tennessee Valley Authority 8Q/0Q/03 Document Control Branch (Docu- 
ment Control Desk) 4pp 45826 290*45826 301 

8806290163 Forwards Westlnghouse Owners Group Notification Ltr OG-08 21 .identify- 
ing midloop concerrs.per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled” 
& 080428 meeting agreement 

NEWTON, R A Westmghouso Operating Planls Owners Group 0B/06/20 
HODGES.W Reactor Systems Branch 7pp 45973 330 45973 344 


J. Insurance & Indemnity Information 

8606020203 Forwards master work policies for planls.indudlng Endorsements 1,2 & 3 
to NELIA Certificates NW-105 & 154 & Endorsements 1,2 a 3 to MAELU CeMiiicates 
MW-39 & MW 105 & certificates of Insurance 

SANNA.L J Marsh & McLennan, Inc 08/05/27 DINITZJ Office of Nuclear Reactor 
Regulation, Director (Post 870411) 150pp 45713 001-45713 240 


0. Inspection reports, IE Bulletins 4 correspondence 

8008060093 Ack receipt of 800422 Itr informing NRC of slop3 taken lo correct violations 
noted In Insp Repts 50 433/87-00, 50 439/07 08,50 259/87-30.50-260/07*30,50 296/ 
87-30, 50-327/8 7 69,50 328/07-66,50 390/07-10 & 50-391-87-18 
BARR.K P Ofc of Special Pro jocls 06/05/17 WHITE, SA Tennessee Valley Author 
Ity 2pp 45760 335 45760 336 

8806060044 Ack recoipl of util 880504 ltr Informing NRC of steps taken to correct viola- 
tions noted In Insp Rapls 50 439/87 09 & 50 439/07-09 

BARR.K P, Ofc of Special Projects 80/05/19 WHITE.SA Tennessee Valley Author 
ity. 2pp 45760 357*45760 358 

8005240028 NRC Info Notice 08 033, "Recent Problems Involving Model Spec 2-T Ra 
dtographlc Exposure Device " Svc list end 

BURNETT.RF Division of Safeguards & Transportation (Posl 870413) 80/05/27. 
Consolidated Edison Co of New York, Inc 120pp 45603 158-45683'277 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westlnghouse W-2-Type 
Circuit Breakor Cell Switches " Svc fist end 

ROSSI.CE Division cl Operational Evonls Assessment (Post 87041 M 08/05/31, 
Consolidated Edison Co of Now York, Inc 120pp 45GB3 030-45603 157 

BB05240215 NRC Info Notfce 00 034, "Nuclear Matl Control & Account ability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/05/31, 
Consolidated Edison Co ofNow York, Inc 122pp 45790 100 45700 300 

8805270306 NRC Info Notice 80 035, "Inadequate Licensee Performed Vendor Audil9 " 
Svc list oncl 

ROSSI, C E Division of Operational Events Assessment (Post 070411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 107, 

8806020047 NRC Info Notice 98 036 , "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Oporation ” Svc list end 

ROSSI.CE Divj&lon of Operational Evonts Assessmont (Post 870411) O0/O6/OB, 
Consolidated Edison Co of Now York, Inc 120pp 45085 152-459S5 271 

0806090301 Supji) 2 to NRC Bulletin 07 002, "Fastener Testing io Determine Conform- 
ance W/Appllcnbte Matl Specs " Svc list oncl 

ROSSI.CE Division of Operational Events Assessmonl (Post 070411) 8B/06/10 
Consolidated Edison Co of Mew York, Inc 120pp 459 1 6 200 4 5910 327. 

8800270308 Forwards Insp Repts 50 438/C8 01 & 50 430/80*01 on 680407- 0510 & 
notice of violation 

MCCOY.FR Ofc of Special Projects 08 / 06/13 WHITE.AS Tennessee Valley Au- 
thority 2pp 45936 002 45936 044 

-8806270321 Notice of violation from Insp on 000407-0516 Violations noted activities 
affecting quality not accomplished per procedures & drawings & design bases not cor- 
rectly translated Into design output documents 

MCCOY, FF, Ofc of Special Projects 89/00/13 3pp 46936 004*46936 006 

-0006270326 Nolico of deviation from insp on 800407*0510 Deviation 
noted, documentation of qualification of Class IE equipment 
MCCOY, F F Ofc of Special Projects 00/06/13. 2pp 45 936 007 45936 008 

-6006270333 Insp Repts 50 438/08 01 & 50-439/80 01 on O0O4O7-O51B Violations & 
devlalions noted, Major areas inspected, 

electrical, mechanical, instrumentation, housekeeping, preservation of equipment & 
welding 

YORK.J.W, WALTON, G, ELROD, S Region 2, Ofc Of tho Director 00/06/13 36pp, 
45936 000-45936 044 

8806QBQ025 NRC fnfo Notice 08 037, "Flow Blockage of Cooling Water to Safely Sys 
Components " Svc list oncl 

ROSSI.CE. Division ol Operational Events Assessment (Post 070411). 08/00/14. 
Consolidated Edison Co of New York, Inc 125pp 45946.001-45946 125 

8806090211 NRC Bulletin 80-006, "Actions To Be Taken for Transportation of Modol 
Spec 2-T Radiographic Exposure Device " Svc fist end. 

BURNETT.RF Division of Safeguards & Transportation (Post 070413) 00/06/14 
Consolidated Edison Co of New York, Inc. 1O0pp 45935 211-45935.310 

8800090194 NRC Info Notice 88-038, "Failure of Undervoltago Tflp Attachment on GE 
Circuit Breakers " Svc fist end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of New York, fnc 1 1 1 pp 45946 126-45946 236 
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8806150013 NRC Sullelm 88 007. "Power Oscillations In BWRs " Svc list end 

ROSSI CE Division of Operational Events Assessment (Post 870411) BQ/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 1 15 45929 228 

88061 50 186 Suppl 1 to NRC Bulletin 88 005. "Nonconforming Mails Supplied by Piping 
Supplies Inc at Folsom, NJ & West Jersey Mfg Co at William stown.NJ " Svc list end 
ROSSI CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965032 45965 151 


-8806270321 Notice of violation from insp on 880407 0516 Violations noted awii M 
affecting quality not accomplished per procedures A drawings & design bases rv>l c<* 
rectly translated into design output documents 

MCCOY, FF Ofc of Special Projects 00/Ob/ 13 3pp 45036 004 450 3G 006 

-8606270328 Notice of deviation from msp on 08040/ 0516 IWJV* 
noted documentation of qualification of Class 1 E equipment 
MCCOY.F F Ofc of Special Projects 00/06/13 2pp 45936 007 4593G003 


8806200051 NRC Info Notice 88-042, "Circuit Breaker Failures Due to Loose Charging 
Spang Motor Mounting Belts " Svc list end _ 

ROSSI C E Oivlsion of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc lOBpp 45977 287-45978 033 

8806200306 NRC Info Notice 68 043, "Solenoid Valve Problems " Svc list end 
ROSSl.CE Division of Operational Events Assessment (Post B7Q411) 08/06/23 
Consolidated Edison Co of New York, ln.c 123pp 45977 164-45977 286 


S. Reportable occurrences, LERb & related correspondence 

8005260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573 156 pressure sensor/lube oil trip Initially reported on 880-120 Add) M/8 inch di- 
ameter w/deep counterbone in pressure head added to activate valve 
BLOCK, LR IMO Delaval, Inc 88/05/12 Ofc el Enforcement (Post 870413) 2pp 
45701 222 45701 223 


DOCKET 50 439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/construction stage documents A correspondence 

8806130132 Responds to Generic Ur B8-05, "Bode Accd Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components in PWR Plants" Util will implement program to 
address potential for bone acid corrosion prior to initial fuel loading 
GRIOLEY.R Tennessee Valley Authority 88/06/01 Document Control Branch (Docu- 
ment Control Desk) 4pp 45802 136 45002 139 

8806140365 Forwards response to Generic Ltr 0B 03 re steam binding of auxiliary feed- 
water pumps.including monitoring of steam, binding A restoring sys to operable status 
should steam binding occur 

GfliOLEY.R Tennessee Valley Authority 88/06/03 Document Control Branch (Docu- 
ment Control Desk) 4pp 45826 298 45026 301. 

0808290163 Forwards Westmghouse Owners Group Notification Llr OG 8 8-21, identify- 
ing midloop concerns,per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled 1 ' 
& B80428 meeting agreement 

NEWTON, R A Weslmghouse Operating Plants Owners Group BB/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330-45973 344 


-8806270333 tnsp Repls 50 438/8B 01 & 50 - 430/86 01 on 0BO4O/O51O Vki'Jtu** * 
deviations noted Major areas inspect:^ 

electrical, mechanical, instrumentalion.housekeopirig, prosorvntlon of nqg'jwrunl A 
welding 

YQRKJW, WALTON, G , ELROD, S Region 2, Ofc of the Director (10/00/ 1 J H&> 
45936 009 45936 044 

88060B0025 NRC Info Notice 08-037, “Flow Blockago of Coollmj- Wnlnr tu SaVt/ S>% 
Components “ Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 0/0411) ('WOO'i* 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45046 125 

8806080211 NRC Bulletin 00 006, "Actions To Bo Taken for 1 ranspor tnlion i,l Mi-^i 
Spec 2 T Radiographic Exposure Device " Svc list end 
BURNETT, R F Division of Safeguards A Transportation (Posl 0/0111) 
Consolidated Edison Co of New York, Inc tOOpp 45935 21 1 45935 31 El 

8806090194 NRC Info Notice B0 030, "Failure of Undorvoltago T rip Atlrv hnru-ut ivi C? 
Circuit Breakers " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Pout <170411) 
Consolidated Edison Co of New York, Inc 111 pp 45946 12C 4504(1 ? JCt 

8806150013 NRC Bulletin 0B 007, “Powar Oscillations In BWRs " Svo li^.h <«n. P 
ROSSl.CE Oivision of Operational Events Assessment (Post <170111) (i'W^>1* 
Consolidated Edison Co of New York, Inc 1 1 4pp 45020 1 15 45021) 

8806150186 Suppl 1 to NRC Bulletin 88 005, “Nonconforming Mails Supping tr, fvp-r-; 
Supplies, Inc at Folsom, NJ & Wost Jersoy Mfg Co at Williams town, NJ " Svu til cM 
ROSSl.CE Division of Operational Events Assessment (Post <170411) (il'l-*<‘i$. 
Consolidated Edison Co of New York, Inc 120pp 45905 032 459(t'» 151 

BB06200051 NRC Info Notice 60 042, "Circuit Bronkor Failuros Duo to l now ( iiv^i ^ 
Spring Motor Mounting Bolts " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post <170411) tnbi* 2] 
Consolidated Edison Co of Now York, Inc 1 0Qpp 45977 207 45070 til I 

8806200306 NRC Info Notice 8B 043, "Solenoid Valve Problems " Svc Ini urn l 
ROSSI ,CE Division of Operational Events Assossmont (Pont 070111) li'lh- VI 
Consolidaled Edison Co of Now York, Inc 123pp 45977' 104 450/7 200 


J, Insurance A Indemnity Information 

8806020283 Forwards master work policies for plants, inciudlno Endorsements 1,2 & 3 
lo NELtA Certificates NW 105 A 154 8 Endorsements 1,2 & 3 to MAELU Certificates 
MW-39 & MW-185 & certificates of insurance 

SANNA.LJ Marsh & McLennan, Inc 08/05/27 DINITZ.I Oiflco ol Nuclear Reactor 
Regulation, Director (Post 870411) 150pp 45713 001-45713 240 


S. Reportable occurrences, LERs & related correspondence 

8805260342 Addendum 1 to Supplemental Part 21 Rapt 145 ro ptilcmlial p*n4V,n w F 
573 156 pressure sonsor/tubo oil trip Initially reported on 8004?E> Aik FI 1 l/fl-r-h i> 
amoter w/deep countorbone In pressuro head added to activate vnlvu 
BLOCK, LR IMO Delaval, Inc 08/05/12 Ofc of Enforcomont (PoM «\f< 

45701 222 45701 223 


Q Inspection reports, IE Bulletins & correspondence- 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


8806060093 Ack receipt of B80422 ltr informing NRC of steps taken lo correct vlotations 
noted in Insp Repts 50 43B/87-0a, 50 439/87 08,50-259/B7-38,50 260/87-38,50 206/ 
87-38, 50 327/87-6B.50 328/87-68,50 390/87-10 & 50-391-87-18 
BARR.KP Ofc of Special Projects 08/05/17 WHITE.SA Tennessee Valley Author- 
ity 2pp 45760 335 45760 336 


8806080044 Ack receipt of util 800504 ltr Informing NRC of steps taken to correct viola 
lions noted in Insp Repls 50 43 B/07-09 a 50 43 9/87-09 

BARR.KP Ofc of Special Projects 00/05/19 WHITENS A Tennessee Valley Author- 
ity 2pp 45760 357 45760 358 

8805240028 NRC Info Nolice 88-033, “Recent Problems Involving Model Spec 2-T fla 
diographlc Exposure Device " Svc list end 

8URNE]T,RF Division of Safeguards A Transportation (Post 070413) 8B/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 158-45603 277 

880524009° Suppl 1 to NRC Info Notice 87-061, “Failure of Weslmnhouso W-2-Typo 
Circuit Breaker Cell Switches " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411), 08/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 03B-456B3 157 

8 S 4 ° o ?^ RC J 0,0 “«?34, "Nuclear Mali Control A Accountability of Nonfual 
SNM at Power Reactors " Svc list end 

S? SS !*S?^ ion ^ °Pp ral| onal Events Assessment (Post 870411), 06/05/31 
Consolidaled Edison Co orNew York, Inc 122pp 45790.186-45790 308 ’ 

6fl SvcIls?enc| ,RC lnf ° N ° llC ° 88 ° 35, “ lnad0C l uale L! c«nsee Performed Vendor Audits " 

SMS £ 80/03/03 

Suddsn Loss oi rcs invem °^ o “ nn 9 

SzSmMwV* 00/O5/O8 ’ 

Tes,ins m De,wm,n ° c °" i£ > m 

rSSuSaT J£'' lsioa Operational Events Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of New York, (nc, 120pp 45916*208-45916-327, 

lnsp Repts 50 438/88 01 a 60 ,i39/8e 01 on 88M07 - 0516 4 

68/0e/13 ' WH,TE ' AS Tenne8se8 Vall< * Au - 


F. Security, modlcal, emergency & firo protection plana 

6805250297 f"orwards Physical Security Insp Ropt 5D-44O/O0 05 on IIIUHPI n A r- . u 
of violation Ends withhold (rof 10CFR73 21(c)(2)) 

NORELIUS.CE Region 3, Ofc of tho Director 08/05/12 KAPLAN, A ( r UtC r ju«l I - 
trio Illuminating Co 3pp 45675 116 46675 110 

0605260295 Forwards FEMA 6B022G review of onc4 potilion under 1UCI PJ .hm ro ( ■„ t 
& 080419 clarification of two Issues in FEMA review Tronsmlllnl ol (ino.V^ » .<•-* S* 
layod pending Issuance of clarification from FEMA 

SHAFER, WD. Region 3, Ofc of tho Director 68/05/ 16 KAPLAN, A Clov<hi\JI i, * < 
Illuminating Co 6pp 45700 325 45700 360 

8806010050 Forwards Rov to to security plan for incorporation min o* 1 
manuals End withheld (rof 10CFR73 21) 

KAPLAN, A Cleveland Electric Illuminating Co 00/05/24 Docunumt ( n ’k 4 l‘ a,-* n 
(Document Control Desk) Ip 45719 010 45710,010 

8806010221 Advoes that temporary 10CFR50 54(p) chango to security |- p ui * j ■* 
expire on 880715 to duo extension of const schedule 

KAPLAN, A Cleveland Electric Illuminating Co 80/05/24 Document Cun'jd ( tr* n 
(Document Control Desk), Ip 45053 315*45603 315 

6806030049 Revised emergency plan implementing Inslructlons.incluiling U 
Change 1 to Rev 2 to EPI-A10, "Recovery," Rov 5 to EPI-B8, "PioIolIjkJ t s 4 
Guides" & Temporary Change 1 to Rov 1 to EPI C3, "Emergency ' W ft • *2* “r 
KAPLAN, A Cleveland Electric Illuminating Co 8G/05/24 50pp 45/1C VOS 4W i* 2 * * 

6806010023 Forwards Rev 7 to util security forco training & quail lie atin-n (/"-rM uvs 
to rev made per 10CFR50 S4(p) & dlscussod w/Rogion ill rovkuwor on ?rr<i 
withheld (ref 10CFR73 21) 

KAPLAN.A Cleveland Electric Illuminating Co. 00/05/25 Docunumt Con’ 

(Document Control De9k) Ip. 45735 153 45735 153 

8606070010 Forwards Safety Insp Rept 50 440/00-04 on 800223 0410 A m'- e t* di- 
lation 

KNOP.RC Region 3, Ofc of the Director, G8/05/27 KAPLAN, A Cfiwi-'inJ F ^ ; < 
Illuminating Co 2pp 45764.195-45764*216 

“•8806070015 Insp Repl 60 440/88 04 on 600223-0419 Violations noloi) M & 

J oafoly, rvi'*, 

findings S al c 
45704 100 46 


it i ; i s 


events, malnt.survelllance.ESFs.operatlonal safety loam I; 
COOPER.R Region 3, Ofc of (he Director 8B/05/27 19 



DOCKETED ITEMS 199 


0806280312 Advises that Rov 8 to plant emergency plan consistent w/ provisions of 
10CFR50 54 & accoplablo 

SHAFER.WD Region 3, Ofc of tho Director 08/06/16 KAPLAN, A Cleveland Electric 
Illuminating Co 2pp 45945 036 45945 0J7 


M. Antitrust correspondence 


8808150365 Forwards lables of contents & appendices Inadvertently omitted from City 
of Cleveland.OH 880219 answer to util 070918 application 

ALBERT.KM Goldberg, Fieldman & Letham, PC 80/05/23 THOMAS, CO Policy 
Development & Technical Support Branch (Post 070411) 6pp 45863 186 45063 191 

6806160313 Requests 30 day extension until 880703 to filo response to Cities of Clyde 
& Cleveland re ulil antitrust license amond applicaiion.tluo to length of 
comments NRC antitrust counsel does not object to granting extension based on dis 
eussicn 

ZAHLER.R E Shay/, Pittman, Potts & Trowbridge ZAHLER.R E Ohio Edison Co 88/ 
05/27 THOMAS.CO Policy Development & Technical Support Branch (Post 
07041 1) 2pp 45863 290 45063 291 

B806300243 Forwards notice publishod in FR on 800616 per proceeding re util requosl 
to delate antitrust license conditions 

LAMBE.W M Policy Development & Technrcnl Support Branch (Post 07041 1) 88/06/ 
22 ALBERT.K M Goldberg, Fieldman & Letham, P C 3pp 45975 345 45975 347 


P. Operating license stage documents A correspondence 


8606160391 Responds to NRC 080307 Jlr & request at 800504 meeting describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRs Upon com- 
pletion of Phases 1 & 2 of evaluation of 8WRs,GC will submil summary by 081104 
ARTIGAS.R General Electric Co 88/05/04 THADANI.AC Assistant Director for Sys 
terns 3pp 45823 164 45823 1 66 

SB06030215 Forwards Amond 12 to License NPF 50,safoty evaluation & notice of 
denial Amend partially grants roquost by allowing ono time waiver of requirement for 
performing complete diesel overhaul to like now condition 

COLB URN, T G Project Directorate 1 11-3 08/05/10 KAPLAN, A Cleveland Electric Illu- 
minating Co 2pp 45714 286-45714 302 

-'0608030220 Amond 12 to License NPF 58, partially granting request by allowing one 
ti/no waiver of requirement for performing complete dlosol overhaul to like new condi- 
tion 1o reduce diesel generator lost failure 

P ERKINS, K E Project Directorate Ifl 3 08/05/18 5pp 45714 208-45714 292 

-9B06030223 Safety evaluation supporting Amend 12 lo Liconso NPF-50 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 08/05/18 6pp 
45714 293-45714.2 90 

-8806030231 Notice of denial of amend to OL & opportunity for hearing Amend modi 
ties nole to Tech Spec 4 8 1 1 2 1 to allow that appropriate overhauls to liko now con 
dution can be used to reduce tost failures 

COLBURN.TG Projoct Directorate 111-3 08/05/18 4pp 45714 209 45714 302 

0805250303 Application (or amond to Liconso NPF-bO.revIslrtg Tech Spec Section 
4 1 3 3 to change control rod scram accumulator alarm solpomt based on rocomman- 
dahons from GE Foo paid 

KAPLAN, A Cleveland Electric Illuminating Co 08/05/20 Document Control Branch 
(Document Control Dosk) 4pp 45606 270 45806 200 

“8805250-305 Proposed Tech Spue Soclion 4 1 3 3,changing control rod scram accumu- 
lator afarm selpolnbpor GE rocommondationa 

* Cleveland Electric lllummaling Co 88/05/20 Ip 45680 200 45686 200 

8805250391 Appllcallon for amond to License NPF-50,rovislng first stage turbine pres 
sure setpoints based on tost data In Tech Spec Tables 3 3 1-1 .note (h) & 3,3 4 2- 
l.noto (fa) & Sections 2 2 1 10 & 2 2 11 1 Fee paid, 

KAPLAN, A Cleveland Electric Illuminating Go 80/05/20 Document Control Branch 
(Document Control Desk) 3pp 45606 136 45606 145 

“0005250393 Proposed Tech Spocs.rovlbing first stage turbine pressure setpoints 
basod on test data 

' Cleveland Electric Illuminating Co 80/05/20 5pp 45606 141 45696 145 

B806030197 First partial response lo FOIA request for documents App B forwarded & 
also being made available at PDR App A available al PDR Records also being made 
available at IPDR lor plant 

GRIMSLEY.DH OJvfsIon of Rules & Rocords (870413-000514) 88/05/26 

WEISSMAN.S California, State of 3pp 45704 166-45704 160 

--0202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed In Bevill Repl Dates ropresenl colloclivo NRC judgement 
EISENHUT.D G Division of Licensing (000428 851124) 82/01/18 BASSETT.H.S 
Office oJ Management and Program Analysis 3pp 45704 200 45704 , 21O 

-8202250094 forwards list of casowork open issues for wk ending 020122, per 811 120 
request Only Category 2 & 3 open Issues listed (or plants having Bovlll decision dotes 
more lhan 3 months away 

EISENHUT.D G Division of Licensing (000428-051124) 02/01/20 DENTON, H R 
Office of Nuclear Reaclor Regulation, Director (pre-051125) 15pp 45764.21 1 - 
4576 4 225 

0BO60 18243 Forwards supplementary mall lor updated S A R, consisting of logic & func- 
tional control diagrams for Inclusion in Chaptor 7 & figure for Chapter SLFIguro re- 
places Inadvertently provided figure depleting different sys 

KAPLAN.A Cleveland Electric Illuminating Co 08/05/27 Document Control Branch 
(Document Control Desk) 65pp 45712 001-45712 123 

8006230214 Notification of 880623 meeiing w/Hydrogen Control Owners Group In 
fieckvilfe.MD to discuss emergoncy procedure guidelines for Mark III 
containments Attendees listed 

KINTNER.L L Project Directorate II 1 80/06/03 AOENSAM.E G Project Directorate 
11-1 Opp 45906 351 45906 356 


8806140058 Ack receipt of 880408 reply to response from util ro recipients 870922 peti- 
tion seeking correclion of util emergency preparedness info handbook of Oct 
1986 FEMA will respond to remalnrng concerns specified in reply 
MURLEY.T E Office of Nuclear Reactor Regulation. Director (Post B70411) 80/06/ 
06 KLINE.C, O'CONNELL, R , BURLING, T Affiliation Not Assigned 2pp 46633 150 
45G03 153 

“8006140072 Fteceipt of C KlIno.T BurlmaR Blmber & R O'Connell pelltlon.on behalf of 
Concerned Citizens of Lake County, Citizens of Geauga County & Concerned Cilizens 
of ABhtabula County, lor director's decision under 10CFR2 206 
MURLEY.T E Office of Nuclear Reaclor Regulation, Director (Post 070411) 88/06/ 
06 Ip 45803 153 45803 153 

BQ06 160393 Application for amend to License NPF-50, revising Tech Spoc Table 3 8 4 1- 
1 to delete circuit breakers from table that are not containment penetration conductor 
overcurrent protection devices Fee paid 

KAPLAN, A Cleveland Electric Illuminating Go 80/06/09 Document Control Branch 
(Document Control Dosk) 4pp 45640 325 45B40 330 

“8806160394 Proposed Tech Specs.doleting circuits breakers that are not containment 
ponelralion conductor ove/curront protection devices from Tech Spec Table 3 84 1-1 
& correcting typos in table 

* Cleveland Electric Illuminating Co 86/06/09 2pp 45840 329-45640 330 

8806290315 Forwards request for addl Info re facility compliance w/ 
1 0CFR5Q 62 Rosponso requested wilhin 30 days of Itr receipt 

COLBURN, TG Project Directorate 111-3 80/06/09 KAPLAN, A Cleveland Eloclric lllu- 
mEnating Co 3pp 45964 262-45904 264 

8806210007 Partial response to FOIA request tor documents Forwards App D 
documents App C documents available in PDR App E documents completely withhold 
tret FOIA Exemption 5i 

GRIMSLEY.DH Division of Freedom of Information & Publication Services (Post 
880515) 08/06/13 MAXWELL, B Cosmos Broadcasting Corp 9pp 45853 268 
45057 142 

“0006210105 Forwards description of committed acUons.establJshBd parameters to bo 
monitored & appropriate action statements If predetermined threshold values 
exceodod.por 071109 committments 

EOELMAN.MR Cleveland Electric Illuminating Co 07/11/13 DAVIS, A B Regions, 
Ofc Of the Director 10pp 45856 171-45856 180 

-8606210128 Requests assistance to confirm lhat proposed activity In plant ropl war 
rants followup & lo provide Evonis Assessment Branch w/oxpocted comptotlon date 
for completion of work Related documents end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/02/17 
MILLER, H J Region 3, Ofc of the Director 14pp. 45057 1 17-45057 130 

--BB06210137 Discusses topics for senior mat meeting & submits partial Haling of faclll 
tios where vendor support has been problem; vendor Involved & component/lssue oJ 
intorost W/copyrlghted mall 

GREENMAN.E G Region 3, Ofc of the Director 80/03/09 DAVIS, A B Region 3, Ofc 
of the Director ?2pp 45057 131-45057 142 


Q Inspection reports, IE Bulletins A correspondence 

8805266297 Forwards Physical Security Insp Rapt 50 440/0B 05 on 880404 13 & notice 
of violation Ends withhold (rof 10CFR73 21(c)(2)) 

NOREUUS.CE Region 3, Ofc of the Director. 88/05/12 KAPLAN.A Cleveland Elec- 
tric Illuminating Co 3pp 45G7S 116 45675 1 18 

0806156233 Ack rocolpt of util 880429 Hr informing NRC of steps token to correct viola- 
tions notod In Insp Rcpt 50-440/07-25 & requests addl Info re listed actions within 30 
days of Itr date. 

MILLER.H J, Region 3, Ofc of the Director, BG/D5/20 KAPLAN.A Cleveland Electric 
lllumlnaling Co 3pp 45047,123 45847 135 

8B08080145 Forwards Safeguards Insp Ropl 60 440/88-02 on 800323 No violations 
noted 

MALLETT.B S Region 3, Ofc of llio Director 08/05/25 KAPLAN.A Cleveland Elec- 
tric Illuminating Co 2pp 45770 136-45770 140, 

-OB06OOO147 Allegation Review Insp Repl 50-440/09-02 on 060323 No violations 
notod Major areas Inspected review of allegation received by Region III of employee 
allegedly in possession of illegal substance Allegation not substantiated 
CHRISTOFFER.G Region 3, Ofc of the Director CFtEED.JR Region 2, Ofc of the 
Director 06/05/24 2pp 45770. 13D-45770 140 

BB05240028 NRC Info Notice 0B-O33, “Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end. 

DURNETT.R F Division of Safeguards & Transportation (Post 870413) 06/05/27 
Consolidated Edison Co of New York, Inc, 120pp 45603 168-45683 277, 

0006070010 Forwards Sofoty Insp Repl 50-440/88-04 on 0B0223 0410 & notice of vio 
tation 

KNOP.RC Region 3, Ofc of the Director 80/05/27. KAPLAN.A. Cleveland Electric 
Illuminating Co 2pp 45764 195-45764.216 

“0000070014 Notice of violation from Insp on 080223 0418 Violations noted min opera- 
ble channels por trip sys requirement not met for both reactor protection ays trip ays 
due to Improperly calibr APRM Instrumentation channels 
KNOP.RC Region 3, Ofc of Iho (Director QD/05/27 Ip. 45764:197-46764 197 

-8806070016 Insp Rept 50-440/08-04 on 800223-0419 Violations notod.Major areas 
inspected previous insp items.oporaticnal safety, nonrouline 
oventa.malnl.survelllance.ESFs.aperaltonal safety team insp findings & allegations 
COOPER.R Region 3, Ofc of (he Director 08/05/27 19pp 45764.198-45764 216, 

8805240090 Suppl 1 lo NRC Info Notice 87-061, “Failure of Westlnghouso W-2-Typa 
Circuit Greaker Cell Switches 11 Svc list oncl. 

ROSSI.CE Division of Operational Events Assessment (Post C7Q411). 80/05/31. 
Consolidated Edison Co of New York, Inc 120pp 45603 038-45683.157 
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BB05240215 NRC Info NoUce 08 034, “Nuclear Mali Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI CE (Division of Operational Events Assessment (Post 670411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188 45790 300 


8605270308 NRC tnfo Notice 88 035, “Inadequate Licensee Performed Vendor Audits" 

ROSS?C if Division of Operational Events Assessment (Post 6704 It) 08/05/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068 45790 187 


8806030281 PNO-III 00 045 on 980518, licensee began plant shutdown from ICON 
power to repair hydrogen seal oil sys for main generator Caused by sys level con-j:f- 
ler failure Seal oil sys repair & main generator inspection scheduled 
COOPER.R, KNOP.R Region 3, Ole of the Director 88/05/19 Ip 45752 165- 
45752 186 

8806020220 Forwards LERs BB-01 2-00,98-01 3-00,89-01 4 00 & 98 015 00 for p'ant 
KAPLAN.A Cleveland Electric illuminating Co 98/05/27 Document Control Branch 
(Document Control Oesk) Ip 45713 285 45713 296 


8006060256 Forwards response to NRC B80512 Itr re violations noted in Insp Rept 50- 
440/08 05 Completion date for corrections to violations ra protected area perimeter 
terrain extended until 860831 Response withheld (rof 10CFR73 21) 

KAPLAN.A Cleveland Electric Illuminating Co 08/06/03 Document Control Branch 
(Document Control Desk) Ip 45763 257-45763 257 

8606020047 NRC Info Notice BB036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/06/08 
Consolidated Edison Co of New York. Inc 120pp 45965 152-45965 271 

8806150006 Responds to IE Bulletin 85 003,Suppl 1 re motor-operated valves Consist 
ent application of switch methodology ref in util 0BO42O Itr a 800331 final rept con 
firms that sub) valves operable both in & out of normal position 
KAPLAN.A Cleveland Electric Illuminating Co 88/06/09 Document Control Branch 
(Document Control Desk) 2pp 45B36 059 45036 060 

8806090301 Suppt 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform- 
ance W/Applicabfa Wall Specs ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 6B/Q6/10 
Consolidated Edison Co of New York, Inc 120pp 45916 208-45916 327 

6606080025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water to Safaty Sys 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) BB/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

8806080211 NRC Bulletin 88 006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device “ Svc list end 

BURNETT, R F Omsion of Safeguards & Transportation (Post 870413) BB/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 21 1-45935 318 

8806210150 Forwards Re qualification Exam Rapt 50-440/OU8B 01 administered on 
8B0S16-19 

WRIGHT, GC Region 3, Ofc of the Director 88/06/14 KAPLAN, A Cleveland Electric 
Illuminating Co 2pp 45914 003 45914 OQ7 

—8606210162 Exam Rept 50 440/OL-8B-O1 on 880516-19 Exam results all senior reac 
tor & reactor operators passed as individuals & crews during exams, one crew failed 
simulator evaluation & one senior reactor operator failed written oxam 
HILLS, D , BJORGENJ. NEJFELT,G Region 3. Ole of the Director 60/06/13 3pp 
45914 005 45914 007 

8806090194 NRC Info Notice 88 038. “Failure of llndervollage Trip Attachment on GE 
Circuit Breakers ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 00/06/15 
Consolidated Edison Co of New York, fnc 11 Ipp 45946 126 45946 236 

8806150013 NRC Bulletin B8 007, "Power Oscillations in BWRs " Svc list one! 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/06/15 
Consolidated EdisonCo of New York, Inc 114pp 45929 115 45929 228 


-8006020232 LER 98 012 00 on 800427, automatic reactor scram occurred due to reac- 
tor water level of loss than Level 3Causod by personnel error & proccdusJ 
inadequacy Operators involved counseled & sys operating instructions revised 
DUNN, G A Cleveland Electric Illuminating Co 88/05/27 3pp 45713 206 45713 2c S 

—8006020243 LER 88 013 00 on 000427, RWCU sys containment Isolation 

occurred Caused by Increase in differentia! flow trip setpoint &/or time delay Corvj.Ko 
under evaluation & RWCU (low control valves engineering design change inhaled 
DUNN, G A Cleveland Electric Illuminating Co 98/05/27 3pp 45713 209 4571 3 251 

-8806020262 LER 88 014-00 on 08O42Q,r0actor protection sys (RPS) fldunlon oc 
curred on reactor vessel high level Causod by failure ot contacts to close in b,psn 
relay for RPS Channel A Relay replaced & tested & old relay rolurned for unaVs-s 
OUNN.G A Cleveland Electric Illuminating Co 99/05/27 2 pp 45713 292 45713 293 

-8806020271 LER 00 015 00 on 0B0430,roaclor scram occurred duo to roackx wi'<y 
level of less than Level 3 Caused by procedural deficiency Operating precede* 
revised.cperators Involved counseled & operators trained re events sequence 
DUNN, G A Cleveland Electric Illuminating Co 89/05/27 3pp 45713 294 4571 3 296 

8806140393 Forwards LERs 88 016 00,00 017 00,69 019 00 & 87-073 01, 

KAPLAN A Cleveland Electric lllumlnalmg Co 80/06/03 Document Control Or&nch 
[Document Control Desk) Ip 45900 181-45000 104 

-8906140399 LER 88 016 00 on 080504, unexpected RWCU containment Isolsbon oc 
curred duo to pump room high differential tomp Causod by personnel error Gau'efl 
added to repetitive task for calibr of time delay for fan A trip rolay 
DUNN.G A Cleveland Electric Illuminating Co 00/08/03 3pp 45800 I B2 45800 let 

-0806140404 LER 90 017 00 on 8 9 05 00 .unexpected scram of Group 3 control rc<U 
caused reactor vessel level to decrease to low level 3 resulting In full scram Cfl'jrK-J 
by blown fuse Fuse replaced 

OUNN.G A Cleveland Electric Illuminating Co 00/06/03 3pp 45000 105 45800 197 

-0806140409 LER 80 018 00 on 880505, investigation determined lhal ilOrt'xyi 
changes performed in Apr 10B7 failed to rosult in corrections to tosl milrutt on.* c4 
instrument recallbrs Caused by personnel error Surveillance instruction roviiod 
DUNN.G A Cleveland Electric Illuminating Co 08/06/03 3pp 45BOO m 45800 1W 

-0906140417 LER 87 073 0 Von 071029, throe MSIVs fallod to fast closo Inlmo re- 
quired by Tech Specs 3 4 7 4 3 6 4 Causod by sticking ot vnlvoa In fast closure iJjjJ 
solenoid air pllol Discs & seals for valves replaced 

OUNN.G A Cleveland Electric Illuminating Co 80/06/03 4pp 4 5 Q00 191 45000 IB* 

6806170146 LER B0 010 00 on 0005 1 Strains of control room heating, vonMobon A *r 
conditioning declared Inoperable for emergency circulation modo Caused by mo* Fini- 
cal failure of compressor guide vane linkage connector W/800610 Itr, 

DUNN.G A, KAPLAN.A Cleveland Electric Illuminating Co 00/09/10 Vp 
4 5070 OBI -45070 084 


8006160186 Suppt 1 to NRC Bulletin 88-005, "Nonconforming Mails Supplied by Piping 
Supplies, Inc at Folsom,NJ & West Jersey Mfg Co at Williamstown.NJ A Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 08/06/15 
Consolidated Edison Co of New York, Ire 120pp 45965 032 45965 151 

0808280304 Provides followup to response to Insp Rept 50 440/87-25 per discussion 
w/S Reynolds & 880520 request tor add! info 

KAPLAN.A Cleveland Electric Illuminating Co 88/06/20 Document Control Branch 
(Document Control Desk) 9pp 45948 227-45948 245 

8006280175 Forwards Safety Insp Repts 50 440/88-10 & 50 441/00 05 on 880523- 
0610 No violations noted 

HARRISON, JJ Region 3, Ofc of the Director 88/06/22 KAPLAN.A Cleveland Elec- 
inc Illuminating Co 2pp 45973 178-45973 185 

-0806280183 Insp Repts 5O44O/0B-1Q A 50 441/80 05 on 860523-0610 No violations 
noted Major areas inspected licensee implementation of Generic Ur 83-20 in areas of 
equipment classificallon.vendor interface & post-maint testing 

Region 3, Ofc of the Defector QB/06/22 6pp 


8806200051 NRC Info Notice 88 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls “ Svc fist encl, 

ROSSt.CE Division of Operational Events Assessment (Post 970411) 88/06/23 
Consolidated EdisonCo of New York, Inc 1O0pp 45977 287 45976,033 


80O62TO3O6NRC Info Notice 88 043, “Solenoid Valve Problems " Svc list encl 
ROSSI, C E Division of Operational Events Assessment (Post 670411) 89/00/i 
Consolidated EdisonCo of New York, Inc 123pp 45977 164 45977 206 


80O621OOB7 Partial response to FOIA roquost for documents rorwitnl* Af*p 0 
documents App C documents avallnblo In PDR App E documonts completely wr'libcfd 
(ref FOIA Exemption 5) 

GRIMSLEY.D H Division of Freedom of Information & Publication Scrvlcoi (^cj 4 
9B0515) 90/06/13 MAXWELL, B Cosmo9 Broadcasting Corp 9pp 45053 £fi- 
45B57 142 

-8606210098 Informs of request that Div of Reactor Safoly assumo load respond" •> 
for resolving MSIV failures on 071029 & 1103 at plant Responsibility Includes 
mining adequacy of technical justifications tor establishment of root cruise 
GREENMAN.EG Roglon 3. Ofc of the Director 97/11/10 MILLEn.HJ flegw 3 
Ole of the Director 701pp 45854 O51-45B50 170 

-0906210115 Provides formal rept of findings & conclusions roquosted In 071104 A >3 
confirmatory action lira Rent summarizes analysis, root causes & correctrro a 
identified following MSIV failures of 871029,1103 & 29 

KAPLAN.A Cleveland Electric Illuminating Co 07/12/30 DAVIS, A D Region 3, CHc oi 
the Director Ip 45B56, 181-45856 181 

-0806210121 “Final Rept MSIV 3- Way Dual Solenoid Valvo Failures " 

♦ Cleveland Electric Illuminating Co. 07/12/30 300pp 45056’ 182 45057 1 16 

8006290204 PNO 111*88 055 on 8B06 16, reactor scrammed dua to high power level nr-* 
actor core Caused by spurious signal generated after reinsertion of pimlod 
board fn recirculation control sys Cause of spurious signal under Investigation 
COOPER.R, KNOP.R Region 3, Ofc of tho Director 08/06/17 fp 45962 150- 
45962 190 


V. Operator Examinations 


R, Periodic operating reports & related correspondence 


88 1°W/88 1 0615 l!r llhly 0p8rat,ng fept f0f Ma ^ 1980 (or Perf Y Nuclear power Plant, Unit 
45937*056 45g K 37 P 06t N,A Clflve!and EUjc,ric nominating Co Bfl/05/31 6pp 


S. Reportable occurrences, LERs & related correspondence 

68 57a S. 6 i°6ft 4 Jr«e C l?« d ^ 1 l ° s u u PPlomenta1 Part 21 Rept 145 re potential problem w 
01 lr[ P lmtial, y sported on 860429 Addl 1-1 /8-inch 
BLOTkVn i hc i n ? in P fessuro head added Jo activate valve 

45701 222 4570^223 ' ° 88/05/12 0fc of 870413 3 J 


8005130142 Informs Commission of status of program revs to NRC admiaialraLoo 
^qualification exams required under 10CFR55 57 

STELLO.V Ofc of the Executive Director for Operations SECY 88 105 88/ 04 MS 
51 pp 45714 047-45714 097 

8006150010 Certifies that plant operator training programs accredited by INPO A NxS 
Academy of Nuclear Training on 880127 Util approach to training for both iiviral 4 ra- 
qualification training programs previously approved by NRC 

KAPLAN.A Cleveland Electric Illuminating Co 88/06/09 Document Control Cra-Kh 
(Document Control Desk) Ip 45830 018-45038 010 

0806210150 Forwards Requallfication Exam Rept 50-440 /OL -GO 01 adnunisiered on 
890518-19 

WRIGHT, G C Region 3, Ofc of the Director 08/06/14 KAPLAN.A Ctavelaad Eie* vc 
Illuminating Co 2pp 45914*003 45914 007 
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■$305210162 Exam Kept 50 440/01- 08 01 on 880516-19 Exam results all senior reac 
lor £ reactor operators passed as individuals & craws during oxams.ono craw failed 
simulator evaluation & one senior reactor operator failed written exam 
HILLS, O, BJORGEn.J , NEJFELT.G Region 3, Ofc of the Director 08/06/13 3pp 
45914 005 45914 007 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A Appllcatlon/constructlon stage documents & correspondence 

8606 160391 Responds lo NRC 800307 Itr & request at 800504 mealing describing GE 
program lo reconfirm design adequacy of associated circuits in GE BWRs Upon com 
pletton of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 8B1104 
ARTIGAS.R General Electric Co QB/05/04 THADANl.A C Assistant Director for Sys 
terns 3pp 45Q23 164 46023 166 

8806230214 Notification of 080623 meeting w/Hydrogon Control Ownors Group In 
Rockville.MD to discuss emergency procedure guidelines for Mark III 
containments Attendees listed 

KINTNER.LL Project Directorate 11-1 08/06/03 ADENSAM.E G Projecl Directorate 
II 1 6pp 45906 351 45906 356 

8B061400S8 Ack receipt of 800400 reply to response from util re recipients 870922 peti- 
tion seeking correction of ulil emergency preparedness info handbook of Oct 
1986 FEMA will respond to remaining concerns specified In reply 
MURLEYJE Office of Nuclear Reactor Regulation, Director (Post 070411) 06/06/ 
06 KUNE.C, O’CONNELL, R , BURLING, T Affiliation Not Asslgnod 2pp 45803 150 
45003 1 53 

“8006140072 Receipt of C KllneJ Burling, R Bimber & R O’Connoli petition.on behalf of 
Concerned Citizens of Lake County, Citfzons of Geauga County & Concerned Citizens 
of Ashtabula County, for director's decision under 10CFR2 206 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 6B/06/ 
06 Ip 45803 153 46003 153 

3806210087 Partial response lo FOIA request for documents Forwards App D 
documents App C documents available In PDR App E documents completofy withheld 
(ref FOIA Exemption 5) 

GRIMSLEY.DH Division of Freedom of Information & Publication Services (Post 
6B0515) 80/06/13 MAXWELL, B Cosmos Broadcasting Corp 9pp 45053 268- 
45057 142 

-3306210137 Discusses topics for senior mat mooting & submits partial listing of facifl 
lies whore vendor support has been probrem.venrior involved & component /Issue of 
interest W/ copyrighted mall 

GREENMAN.EG Region 3, Ofc of tho Director 80/03/09 DAVIS.AQ, Region 3, Ofc 
of tho Director 22pp 45857 131 45857 142 


F Security, medical, emergency & flro protection plans 

6306030049 Revised emergency plan implementing instruclions.inctudlng Temporary 
Change 1 lo Rov 2 to EPIA10, ''Recovery," Rov 5 to EPI 00, "Protective Actions & 
Guidos" & Temporary Change 1 to Rov 1 to EPI C3, "Emergency " W/0Q0524 Itr 
KAPLAN.A Cleveland Electric Illuminating Co 80/05/24 50pp 45716 195-45716 244 

8606280312 Advises that Rov 8 to plant emergency plan consistent w/ provisions of 
10CFR50 54 & acceptable 

SHAFER.WD Region 3, Ofc ofihe Director 00/06/ 1 G KAPLAN, A Cleveland Electric 
Illuminating Co 2pp 45945 036 45945 037 


G, Inspection reports, IE Bulletins & correspondence 

6605240020 NRC Info Notice 08-033, "Rocont Problems Involving Modol Spec 2-T Ra 
diooraphlc Exposure Device " Svc list oncl 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 08/ 05/27 
Consolidated Edison Co of New York, Inr I20pp 45683 158 4 5683-277 

8605240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westmghous© W-2-Typo 
Circuit Breaker Cell Switches " Svc list end 

ROSSLC E Division of Operational Events Assessment (Post 870411). 00/05/31 
Consolidated Edison Co of Now York, Inc 120pp 45683 038 45603 157 

6305240216 NRC Info Notice 00-034, "Nuclear Matt Control & Accountability of Nonfuel 
SNM al Power Reactors " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of New York, Inc 122pp 45/00 1 00 45790 308 

8605270306 NRC fnfo Notice 00 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI,C E Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of New York, Inc 120pp 4t>7 90.068-45790.187 

8806020047 NRC Info Notice 00 036, "Possible Sudden Loss of RCS Inventory (During 
Low Coolant Level Operation " Svc list oncl 

ROSSI, C E Division of Operational Evonls Assessment (Post 870411) 88/06/00 
Consolidated Edison Co of Now York, Inc, 12 Opp 45965 1 52-45965 271 

0806090301 Suppl 2 |o NRC Bulletin 87-002, "Fastener Teslmg to Determine Conform- 
ance W/Applicablo Matt Specs " Svc list end 

ROSSf.Ot Division of Operational Evenls Assessment (Post 870411) 88/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208-45916 327 

8606080025 NRC Info Notice 08 037, "Flow Blockage of Cooling Water to Safety Sya 
Components ” Svc fist end 

fl.OSSI.CE Division of Operational Evonls Assessment (Post 070411) 00/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946 001-45946 125 

680608021 1 NRC Bulletin 80 006, "Actions To Be Taken for Transportation of Model 
Spec 2'T Radiographic Exposure Device " Svc list end 

BlIRNETT.RF Division of Safeguards & Transportation (Posl 070413) 68/06/14 
Consolidated Edison Co of Now York, Inc lOOpp 45935 211-45935 318 


8006090194 NRC Info Notice 88 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers ” Svc list oncl 

ROSSLC E Division of Operalronal Events Assessment (Post 8704H) 88/06/15 
Consolidated Edison Co of New York, Inc 1 1 1pp 45946 126 45946 236 

0006150013 NRC Bulletin 08 007, ‘ Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/15 
Consolidated Edison Co of Nov/ York, Inc 1 14pp 45929 115 45929 228 

8806160106 Suppl 1 to NRC Bulletin 08-0D5, "Nonconforming Mads Supplied by Piping 
Suppliesjnc at Folsom, NJ & West Jersey Mfg Co at WifbamsIown.NJ " Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post G70411) 88/06/15 
Consolidated Edison Co of Now York, Inc, 120pp 45965 032 45965 151 

0006280175 Forwards Safety Insp Repts 50-440/88 10 & 50-441 /GB-05 on 880523 
0810 No violations noted 

HAFtRISON.JJ Region 3, Ofc of the Director 08/06/22 KAPLAN.A Cleveland Elec- 
tric Illuminating Co 2pp 45973 178-45973 105 

-8806200103 Insp Repts 50-440/88-10 & 50-441/88 05 on 080523 0610 No violations 
noted Major areas Inspected licensee Implementation of Generic Hr 83-28 In areas of 
equipment classification, vendor interface & post-maint testing 
NEISLER.J H , GARDNER.RM Regson 3, Ofc of the Director 88/06/22 6pp 
45973 1 BP-45973 185 

0006200051 NflC Info Notice 00-042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolls " Svc list oncl 

ROSSI.C t Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc lOBpp 46977 287-45978 033 

8000200306 NRC Info Notice 08-043, "Solenoid Valve problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of New York, fnc 123pp 45977 164 45977 286 


S Reportable occurrences, LERs & related correspondence 

0805260342 Addendum i to Supplemental Part 21 iRopl 145 re potential problem w/F- 
573-156 pressure servsor/lube oil trip Initially reported on 080429 Addl 1-1/8 Inch dj- 
amotor w/deop counterbono in pressure head added to activate valve 
BLOCK, L R IMO Oolaval, Inc 80/05/12 Ofc of Enforcement (Post 870413) 2pp 
45701 222-45701 223 

8806210087 Partial responso to FOIA roquosl for d ocu me nls Forwards App D 
documents App C documents available In PDR App E documents completely withheld 

g of FOIA Exemption 6) 

RIMSLEY.DH Division of Freedom of Information & Publication Services (Post 
000515) 80/06/13 MAXWELL, B Cosmos Broadcasting Corp 9pp 45853 268- 
45857 142. 

-0006210060 Informs of request lliat Div of Reactor Safety assume lead responsibility 
for resolving MSIV failures on 871029 & 1103 at plant Responsibility Includes deter- 
mining adequacy of technical Justifications for establishment of root cause 
GREENMAN.EG Region 3, Ofc of (ho Director 87/ 11/10 MILLER , HJ Roglon 3, 
Ofc of the Olrector 701 pp 45054 051 45056 170 


V, Operator Examinations 

8805 13C 142 Informs Commission of status of program revs to NRC admin! si ralion of 
roqualifloalion oxams required under 10CFR55 57 

STELLO.V, Ofc of tho Executive Director for Oporahons 5ECY-80-1O5 88/04/1$ 
51 pp 45714.047-45714,097 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

BB052Q0162 Forwards Pago Amord 5 lo "Soabrook Plan for Massachusetts Commum 
lies Matrix Identifying changes lo amend & applicable plan sections oncl Only sub 
slantive changes appear on matrix 

THOMAS.G S Public Service Co of Now Hampshire 88/05/23 Document Control 
Branch (Document Control Desk) 6pp 45677 036-45601 200 

-0805260155 Rev 0 to Pago Amend 5 to "Soabrook Plan for Massachusetts Communi- 
ties " 

* Public Service Co of Now Hampshire 88/05/17 1,000pp 45677 042-45681 200. 

0806220131 Provides coordination on mutually agreeable schedule for FEMA findings & 
determinations on off3lto emergency response plans.NRC agrees w/FEMA proposed 
schedule for submitting findings within 120 days prior to 000628 0702 oxcorciso 
CONGEL.FJ Division of Radralion Protection & Emergency Preparedness (Posl 
870411) 80/06/03, KRIMM.R W Federal Emergency Management Agency Ip 
45B96.025 45896 025 

8806160189 Advises that NRC prepared to support full scale emergoncy preparedness 
exorcise scheduled for wk of G80626,per G Thomas 860421 request 
VARGA.SA Division of Roaclor Projects I/ll (Post 070411), 08/06/06 
HARRISON, R J Public Service Co of New Hampshire 4pp 45023 1G0 45023,183 

8806140510 Requests permission to install temporary antennas during 
emergencies Antenna location is essontial element of NRC emergency telecomniimj. 
cations plan for facility 

MARTIN,! T Region 1 , Ofc of the Director 08/06/00 HARRISON, R J Public Service 
Co, of New Hampshire 3pp 45804 310 45604 312 

6006280265 Forwards Safety Insp Rcpt 60-443/68 05 on 800329 0523 No violations 
noted Attachment to end rept Is request for addl info re NRC Div of Operational 
Events Assessment review of util response to Item o of IE Bullelrn 05 003 
WIGGINS.JT Region 1, Ofc of the Director 00/06/16 HARRISON.R J Public Sorv 
ica Co of New Hampshire 4pp 4 5945 106-45945 138 
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"8606280274 Insp Rept 50-443/88-06 on 880329-0523 No violations noted Ma|cr 
areas inspected actions on previous insp findings, routine plant operations.physlcal 
socun ly .licensee potentially ROs & operational evenl9 & mafnt activities 
HAVERKAMPJDR Region 1, Ofc of tho Director 08/05/15 22pp 45945 112 
45945 138 


O. Adjudicatory correspondence 

8806000034 Requests answers to questions, re use of carbon steel piping fittings &. 
flanges supplied by Piping Supplies.lnc or West Jersey Mfg Co Concerns re safety 
problems w/use of faulty or low grade mails In const noted Served on 880523 
HUMPHREY, QJ Senate #288 6398 88/05/18 2ECH.LW Commissioners Ip 
45739 242*45739 242 

8806000078 NRC Staff response to Massachusetts Atty General JM Shannon suppl to 
waive r petition * Filing of bankruptcy petition does not relievo debtor of obligation to 
maintain property Request should be granted Certificate of Svc end 
BERRY, G A Assls-tanl General Counsel for Hoanngs #288 6395 88/05/18 Atomic 
Safety and Licensing Appeal Pane! 9pp 45740 136-45740 146 


0806140126 Forwards New England Coalition on Nuclear Pollution motion for c fa nfic* 
tlon or, in alternative, motion for feava to file notice of appeal out of-timo & nouo <4 
appeal 

FtRSTER.A C New England Coalition on Nuclear Pollution FEFISTER.A C Harmon & 
Weiss #280 6460 88/06/01 ROSENTHAL, A S , WILBER.H A Atomic Safety and *> 
censing Appeal Panel Ip 45792 040 45792 057 

-8806140141 New England Coalition on Nuclear Pollution motion (or clanficalon con 
alternalrve.motion for leave to file notice of appeal out-of-tima * Notice QfeppeU & 
svc list end 

FERSTER.AC New England Coalilion on Nuclear Pollution FERSTER.AC Haimon A 
Weiss 88/06/01 Atomic Safety and Licensing Appeal Panol 9pp 45762049 - 

A C*? AA f\C*t 


0806080131 Memorandum & order (ruling on admissibility of Co mm o n. wo all h of ML 
amended contention & bases) * Amended contention dtd 8B0415 ro nolificatlon sys A 
Bases A & B admitted as issues in controversy Served on 8806D3 
WOLFE.SJ, HARBOUR, J , LUE8KE.E A Atomic Safety and Licensing Board Pan. -I 
#286 6455 88/06/02 Massachusetts, Commonwealth of 12pp 45740260- 
45740 271 


8806080037 Order* Requests New England Coalition on Nuclear Pollution & staff to 
comment upon applicant suggestion of mootnass & response to Board order submit- 
ted on B0 05 10. Comments should be received no fater than 880602 Served on 
B80524 

WOLFE, SJ Atomic Safety and Licensing Board Panel #280 6400 88/05/23 Ip 
45740 244-45740 244 

8806000046 New England Coalition on Nuclear Pollution motion for extension of time to 
reply to applicant suggestion of mootnass* Provides two reasons warranting exten- 
sion of time to respond to applicant motion W/ Certificate of Svc 
FERSTER.A New England Coalition on Nuclear Pollution, FERSTER,A Harmon & 
Waiss #288 6411 88/05/24 Atomic Safety and Licensing Board Panel 4pp 
45740 228-45740 231. 

8806080058 Decision * Decision on ALAB 892 affirming 680217 Memorandum & Order 
LBP 08-6, allowing aiithonztlon of low power operation Served on 880524 
S HOE MAKE R .C J Atomic Safety and Licensing Appeal Panel #286 6399 88/05/24 
16pp 45739 054 45733 070 

8806140023 Forwards Documents NYN 88025 & NYN-B0O42,par 880524 request Enel 
map of Commonwealth of MA portion of Seabrook EPZ could not copied due to 
size W/o ends 

BERRY, G A Assistant General Counsel for Hearings #288 6474, BB/05/24 
WOIFE.S J Atomic Safety and Licensing Board Panol. Ip 45792 092-45792 092 

8B060302B3 Applicant response to Ssaccast Anti Pollution League fate filed contention 
on Soabrook plan for Commonwealth of MA communities * Certificate of Svc end 
SELLECK.K A Public Service Co of New Hampshire SELLECK.K A Ropes & Gray 
#288 0383 88/05/25 Atomic Safety and Licensing Board Panel 6pp 45702 147- 
45702*152 


8BQ60 00052 Advises that dept of atty general hopes to be able In near future to put 
both SPMC contentions & proposed findings of fact into computer disc that NRC com- 
puters can read Related info & Certificate of Svc end 

FIERCE, A R, Massachusetts, Commonwealth of #288 6405. 88/05/25 SMITH,! W 
Atomic Safety and Licensing Board Panel 7pp 45740 220 45740 226 

8806170014 Motion of EA Thomas.chiof of NTH div, Region I.FEMA to modify subpoena 
served upon undor 10CFR2 720(a) * Roquests trial date for appearance be 
changed, per ASLB determination & for leave to file further motions W/svc list, 
THOMAS.E A Federal Emergency Management Agency #28B 6524 88/05/26 
Atomic Safety and Licensing Board Panel 5pp 4582G057 45B20 061 


8806030293 Applicant advice to AS LAP.* Informs that New Hampshire Electric Rural 
Cooperallve.lnc reached certain agreement w/ Rural Electrification Admin to make 
debt payments as of 8B0520 W/Certificata of Svo 

DIGNAN.TG Public Service Co of New Hampshire. DIGNAN,TG Ropes & Gray 
#268 6384 08/05/27. 6pp 46702:142 45702146 1 

8806080044 Applicant response to "Supplemental Contentions of Atty General JM 
Shannon to Amend 4 of Soabrook Plan For Massachusetts Communities M< Certificate 
of Svc end 

?lb!: E P K ' KA public Sefvfce Co of New Hampshire, SELLECK.K A, Ropes & Gray 
#268 6404, 8B/05/27. Atomic Safety and Licensing Board Panel. 8pp 45740,232- 
45740-239 


6806080079 Notice of appearance * Notifies that author enters appearance on behalf of 
NRC Staff Certificate of Svc end 

CLARK.L B Office ol the General Counsel, #208 6452 88/05/27 4pp 45740 1 99 


0806140004 Seabrook OL case offsite emergency planning issues * Forwards Inlcrve 
nors joint motion for discovery & to permit ontry upon land In control ol applicant A 
interested govts for expeditious consideration 

CURRAN.D New England Coalition on Nuclear Pollution CURRAN.D Soacoasl Anb 
Pollution League CURRAN.D Hampton, NH #288 6473 BB/00/02 SMITH.IW, 
HARBOUR, J , LINENBERGER.G Atomic Safety and Licensing Board Panol Ip 
45792 079 45792 086 y 

-8006140017 Intervonors joint motion for discovery & to permit entry uporh land in ccxv 
trol of applicant & interested govts * Observation of exercise will allow inio^ews to 
perform own evaluation of conduct of participants W/Svc list 
CURRAN.D, Now England Coalition on Nuclear Pollution CURRAN.D Seacoasl Ar.b- 
Pollutlon League CURRAN.D Hampton, NH 00/06/02 Atomic Safety find Lccn^ng 
Board Panel 7pp 45792 060 45792 086 

8006140026 NRC Staff response to supplemental contentions of Atty General JM. Shan- 
non to Amond 4 of Seabrook plan for Commonwealth of MA communities 1 Conforv 
tions fait to meet subj cite & should not be admitted Certificate of Svc oriel 
CHAN.E I Assistant General Counsel for Hearings #280 6462 08/00/0? Atom* 
Safety and Licensing Board Panel 8pp 45702 093 45792 100 

8006140032 Second suppl to Commonwealth of MA Atty General JM Shannon pcUx<n 
under 10CFR2 750 for waiver of or exception from public util oxomption from wqyjfo- 
ment of demonstration of financial qualification * 

SHANNONS M. DEAN.G B Massachusetts, Commonwealth of #200 6475 80/06/ 
02 Atomic Safety and Licensing Appoal Panel 6pp 45792 101-45792 147 

-0806140049 Motion for leave to file second suppl to Commonwoallh of MA Ally Gc/v 
oral JM Shannon petition under 10CFR2 75Q for waiver of exception from pubf-C utl 
exemption from requirement of demonstration of financial * Cortillcale of Svc cnH 
DEAN.G B Massachusetts, Commonwealth of 08/06/02 Atomic Safoty and Bern 
ing Appeal Panel 41pp 45702 107-45792 147 

8806140048 NRC Staff response to applicant suggestion of moolnoss ' Hoard ihOuM 
deny applicant 880519 motion for order dismissing remanded New England Coal.'- 
on Nuclear Poliulion Contention I B 2 as moot W/Cortlficalo of Svc 
BERRY, G A Assistant Genoral Counsel for Hearings #200 6456 60/00/0? AIdtt-c 
S afety and Licensing Board Panol 15pp 45792 060 45792.074. 

8806140088 Applicant advice to ASLAB * Forwards Massachusetts Municipal Who'c-sa 1 * 
Electric Co press release ro plena for withdrawal from plant & ro slruc luring of compi 
ny debt to moderate rate Impacts W/Certiflcato of Svc 

DIGNAN.TG Public Service Co of Now Hampshire DIGNAN.TG Ropes A Gray 
#280 6457. 88/06/02 7pp 45792 009 45792 015 

8806140109 New England Coalition on Nuclear Pollution (NECNP) motion lo dvlcr t>rie p 
Ing of NECNP appeal of Board 800512 order or, in alternative, for expedited coitid** 
allon ol NECNP motion for clarification ' Svc list encf, 

FERSTER,AC New England Coalition on Nuclear Pollution FERSTER.AC HermonS 
Weiss. #288 6459. 88/06/03 Atomic Safety and Licensing Appoal Panel Spp 
45792 016-45792 021 

8806140155 Memorandum & order (sotting hearing schedule & providing for Kiipwtt 
to contentions) * Hearing will reconvene on 090614 In Concord, NH InlorvoncKs 01 M 
than Commonwealth of MA atty general may file responses by 800622 S&ncd on 
880606, 

SMITH, LW Atomic Safety and Licensing Board Panel #288 6461, 08/06/03 Dfto 
of the General Counsel 2pp 45792 024-45792 025 


6806080152 NRC Staff response fo contentions filed by towns of 
Amo sbu ry , N e wbu ry, S alisbu ry & Weal Newbury, cities of Haverhill & Newburyport & by 
Commonwealth of MA atty general, New England Coalition , W /Certificate of Svc 
CHAN.E I. Assistant General Counsel for Hearings CLARK.L B Office of the General 
68 /05/27. Atomic Safety and Licensing Board Panel 139pp. 

45740.272-45741 044 


8806140089 Order * Denies New England Coalition on Nuclear Poliulion (NLCNP) 
080603 motion to defer briefing of appoal from ASLB 080512 order or for oypedted 
consideration of NECNP 000601 motion for clarification & other jcllal Served on 
B80606 

SHOEMAKER.C J Atomic Safety and Licensing Appoal Panel #268 6477 G9/W/06 
New England Coalition on Nuclear Poliulion 2pp 45792 050 4 5 792,059 


CLARKjL Olfice of the “General Counsel #288 0478 80/05/31 SMITH I W 

A KV n J N £ V B E RG E R ,G ' Atomlc 3 afet V snd Licensing Board Panel 2pp! 
457U1 348-45701,347. 


8006140287 Applicant response to New England Coalition on Nucloar Poliulion motufl 
for clarification or.ln alternative, motion for leave to fife notice of appeal <w I ct time ’ 
Motion should be denied In entirety.Certificate of Svc end 

DIGNAN.TG Public Service Co of New Hampshire DIG MAN ,T G. Repos S Graf 
#280 6466. 88/06/06 Atomic Safely and Licensing Appeal Panol 0pp 4579? 2w 
45792 216 


8800140199 NRC Staff response to Seacoast Anti Pollution League late- filed conten- 

E! 2? rt 5S552ui#?S, ? r i*TL onweatth of MA communities 4 Admission or conten- 
tion supported W/ Certificate of Svc 

Srik h ft 8 * 8 *? 14 § ene ii Co , uns01 ,or Hearings #288 9463. 80/05/31, Atomio 
Safety and Licensing Board Panel. 8pp 4 5792 201 45792 20B. 

Hew Enland Coalition on Nuclear Pollution motion (or ex- 
?" sl ° n mG >- extension of time until 880669 lo reply to applicant suggas- 

!?£■ c«?5 0 i ln !f 8 fi , toc L r< | [ onsite emergency planning Issues Served on B80602. 
e . j’5. J A l0fn ' c * nd Licensing Board Panel. #288 6420 88/06/01. New 
England Coalition on Nuclear Pollution Ip. 45740 161-45740 161 


8806140159 New England Coalilion on Nuclear Pollution response to applicant sugja* 
tlon of moolnoss re environ qualification of RG-5Q cable ' Suggestion should bo re- 
jected based on Inappropriateness of addl summary disposition proceedings 
CURRAN.D. New England Coalition on Nuclear Pollution CURRAN, 0 Harnwi A 
Waiss #208 6501 88/06/09 Atomic Safety and Licensing Board Fane! Epp 
45702, 104-45792*1 96 

-8800140169 Affidavit of RD Pollard 4 Discusses unresolved technical Issues ra<&£d 
affidavits fifed In support of applicant 880519 suggestion of mootness Svc Uit end. 
POLLARD.R.D, Union of Concerned Scientists 8B/06/08 Atomic Safety and licens- 
ing Board Panel 8pp 45792.189 45792 196 
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aflOfi 170024 Applicant motion for leave to file reply to Staff & New England Coalition on 
Nuclear Pollution responses to applicant suggestion of mootnoss * Certificate of Svc 
end 

DIGNAN.T G Public Service Co of New Hampshire PGNAN.T G Ropes & Gray 
£288 6509 88/06/09 Atomic Safety and Licensing Board Panel 5pp 45820 125- 
45620 129 

8606300086 NRC Staff response to AUy General JM Shannon motion for leave to file 
Guppl to waiver petition* Waiver of petition unwarranted & should be dismissed W/ 
Certificate of Svc 

BERRY, G A Assistant General Counsel for Hearings £280 6591 08/06/09 Atomic 
Safety and Licensing Appeal Panel 7pp 45960 136*45960 142 

8606170029 Order (granting applicant motion for leave to reply) * Applicant 080609 
motion for leave to file reply to NRC & New England Coalition an Nuclear Pollution 
responses to applicant suggestion of mootness granted Served on 890613 
WOLFE.SJ Atomic Safety and Licensing Board Panel //28B 6510 88/06/10 Public 
Service Co of New Hampshire 2pp 45020 130 45820 131 

6606170070 Seacoast Anti Pollution League (SAPL) reply to applicant & NRC responses 
to SAPL SeabrooK plan for Commonwealth of MA communities Contentions 1 10 & 
SAPL late fifed Contention 1 1 * Svc list end 

BACKUS.R A Seacoast Anti Pollution League BACKUS.RA Backus, Meyer & Solo 
mon #288 6523 88/06/10 Atomic Safety and Licensing Board Panel 16pp 
45620 019 45820 034 

6606170008 Now England Coalition on Nuclear Pollution petition for review of ALAB 
892/ Commission review of Board 880524 Decision ALAB*Q92,renewlng low power 
authorization for plant requested Svc list end 

CURRAN, D , FERSTER.A New England Coalition on Nuclear Pollution CURRAN.D 
Harmon & Wels9 #288 6507 80/06/13. Commissioners I2pp 45020 035* 

45020 046 

6806300091 NRC Slaff response to New England Coalllion on Nuclear Pollution motion 
for clarification or, in a I tern alive, motion for Teavo to fife notice of appeal out of time * 
ASLB 860512 order should not be deemed as final Cerlihcato of Svc end 
BERRY.G A. Assistant General Counsel for Hearings #288 6592 80/06/13. Atomic 
Safety and Licensing Appoal Panel 13pp 45959 135*45959 147 

0806170017 Memo & order ' New England Coalition on Nucloar Pollution 8BO601 
motion for leavo to fife out of time notice of appeal from Board 080512 memorandum 
& order Served on 0600 14 

SHOEMAKER.CJ Atomic Safety and Licensing Appeal Panel #200 6500 89/00/14 
New England Coalition on Nuclear Pollution. 1 1 pp 45020 062 45820 072 

0608230070 Motion of Commonwoalth of MA Atty General JM Shannon to file rebuttal 
testimony on sheltering contentions * Certificate of Svc end 

SNEIDER.CS Massachusetts, Commonwealth of #2B8 6550 89/06/14 Atomic 
Safety and Licensing Board Panel 7pp 45850 226 45859,232 

BB06230011 Commonwealth of MA atty general first roquost to applicant tor production 
of documents upon entry of land for Insp re siren contention * Listed documents to bo 
produced no later than 000716 Certificate of Svc oncl Related correspondence 
JONAS, SA Massachusetts, Commonwoalth of #200 6527 80/06/16 Public Service 
Co of New Hompshlro. Bpp 45959 250 45059 257. 

8806230016 Commonwealth of MA atty general first sot of interrogatories to applicants 
re siren contentions * Certificate of Svc end Rotated correspondence 
JONAS, S A. Massachusetts, Commonwealth of #280 6520 80/06/16 Public Service 
Co of New Hampshire llpp 45859 258-45859 260 

88 06230063 City of Haverhill detailed contentions * Contentions listed re 
plant Certificate of Svc & svc list oncl 

AMIRIAN.AN. Haverhill, MA #208 6549 00/06/1 B Atomic Safety and Licensing 
Board Panel 6pp. 45859 233 45859 230 

8 BOB 23 0023 Applicant advice to Appoal Board,* Order of US Socuritles & Exchango 
Commission authorizing adlons to assure that EUA Power Corp can continue meeting 
obligations to Sea brook project end Certificate of Svc end 

DIGNAN.T G. Public Service Co of Now Hampshire, DIGNAN.T G, Ropes & Gray 
#288 6530 80/00/17 9pp 45059 269-460 59’2 77 

8608300059 Applicant reply to NRC Staff & Now England Coalition on Nucloar Pollution 
response to applicant suggestion of mootness * issue re environ qualification of RG 
58 coaxiaf should be ordered as moot 

STEENLAND.DS Public Service Co of New Hampshire, STEENLAND.OS Ropos & 
Gray, #280 6590 88/06/17 Atomic Safety and Licensing Board Panel 7pp 
45958 250 45958-326 

-88 063 0-0075 Affidavit of R Bergeron * Provides further explanation of author 880519 & 
29 affidavits re RG 58 coaxial cable supplied by ITT Suprenanl Supporting documon 
tation & Certificate of Svc end W/five oversize figures 

BERGERON.R Public Service Co of New Hampshire. 00/06/16 65pp 4595B257* 
45958 320. 

8006300115 Forwards, for fillng.reply of Commonwoalth of MA atty general to responses 
of NRC & applicant to first six contentions, Exhibits 1-4 & affldvavit of NT Pickard 
TRAFICONTE.J Massachusetts, Commonwealth of, #200 6611.88/06/20 Docketing 
& Services Branch Ip 45950 327*45959 134 

-6606300128 Forwards Commonwealth of MA atty general reply to NRC & applicant 
first six co mentions, Exhibits 1-4 & NT Pickard affidavit 

TRAFICONTE.J, Massachusetts, Commonwealth of 88/06/20 SMITH, I W Atomic 
Safety and Licensing Board Panel Ip 45958 328*45958 328 

-6606309136 Reply of Commonwealth of MA atty general to responses of NRC Staff & 
applicant to first six contentions filed by Commonwealth of MA atty general ' 
TRAFICONTE.J Massachusetts, Commonwealth of, 80/06/20 Atomic Safety and Li- 
censing Board Panel. 52pp 45958 329-45959 020 

-6806300146 Exhibits 1-4 to reply of Commonwealth of MA atty general to responses 
of NRC Staff & applicant to first six contentions filed by Commonwealth of MA atty 
general, ' 

SHANNONS M , TRAFICONTE.J Massachusetts, Commonwealth of, 8B/06/17 
108pp 45959 021-45959 120 


-6806300198 Affidavit of NT Pickard * Discusses obtaining tape of 080608 hearing of 
oral arguments In matter of Commonwealth of MA vs NRC in US Court of Appeals for 
First Circuit W/Certilicate of Svc 

PJCKARD.NT. Massachusetts, Commonwealth of 08/06/20 6pp 45959 129* 
45959 134 

8806300232 Joinder of Seacoast Anti-Pollution League in New England Coalition on Nil 
dear Pollution petition for review of ALAB 892 * Svc fist end 
BACKUS.R A Seacoast Anti-Pollution League BACKUS, R A Backus, Meyer & Solo 
mon #286 6509 88/06/20 4p p 45960 216-459G0 219 

8006300024 Now England Coalition on Nudear Pollution (NECNP) reply to applicant & 
NRC Staff response to NECNP contentions on SPMC 4 Certificate of Svc end 
CURRAN.D New England Coalition on Nuclear Pollution CURRAN.D Harmon & 
Weiss #288 6565 80/06/22 Atomic Safoty and Licensing Board Panel 7pp 
45960 300 4 50 60 306 

8806300030 Reply of Massachussetts atty general to responses of NRC Staff and appli 
cant to Contentions 7 through 83 hied by Massachusetts atty general * Certificate of 
Svc end 

TRAFICONTE.J Massachusetts, Commonwealth of #2BB 6560 88/06/22 Atomic 
Safely and Licensing Board Panel 56pp 45959 243-45959 290 

6BD6300057 Town of Amesbury reply to NRC Staff & applicant responses to town of 
Amesbury contentions on Soabrook Plan for Massachussotts Communities 4 Certifi 
cato of Svc end 

MCEACHERN.P, BROCK, M T Amesbury. MA MCEACHERN.P Shaines & McEa 
chern #208 6562 80/06/22 Atomic Safoty and Licensing Board Panel 28pp 
45960 008*45960 127 

QG06300169 Confirms conversation advising that cover Hr dtd 060617 sent In 
orror Document end w/ltr was raply ol town of Newbury to responses of applicant & 
NRC lo contentions filed by town of Newbury 

HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulis, Clark, Hill-Whilton & 
McGuire #2BB 6012 08/O6/2 2 CATER, C NRC No Detailed Affiliation Given 3pp 
45959 21 1*45959 224 

-B80G300171 Forwards town of Newbury summary of contentions & table of contents re 
SPMC 

HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulis, Clark, Hill-Whillon & 
McGuire 08/06/17 Docketing & Services Branch Ip 45959 214-45959 224 

-GQO63Q0178 Town of Newbury reply to responses ol applicant & NRC to contentions 
previously fifed by town of Newbury 

HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulis. Clark, Hill-Whilton & 
McGuIro 80/06/17 Atomic Safety and Lfconslng Board Panel 10pp 45959 215- 
45959 224 

0806300204 LILCO proposed findings of fact & conclusions of law In form of partial ini 
tlal decision on remand issues of school bus driver role conflict & hosp evacuation 
time ays (ETEs) * Certificate of Svc and 

LEUGERS.MJ Long Island Lighting Co LEUGEHS.M J Hunton & Williams #290 
6615 60/06/22 120pp 45959 312 45960:097 

8806300107 Notice of appearance 4 Advises that author enters eppearanco In proceed 
Inaon behalf of applicant W/Certificato of Svc 

TROUT, J P. Public Service Co of Now Hampshire TROUT.J P Ropes & Gray #200 
6610 fl 6/06/ 24, 5pp 46959 160 45959 164 

0800300103 Applicant first sot of Interrogatories & first request for production of docu 
monte re Commonwealth of MA ally gonoral amendod contenlion on notification eye ' 
Certificate of Svc oncl Rotated correspondence* 

TROUT, J P Public Service Co of New Hampshire TROUT.J P. Ropes & Gray #200 
6613 00/06/24 Massachusetts, Commonwealth of 26pp 45959.185 45959 210 


H. General correspondence 

8006270248 Comment on proposed rule 1OCFR50 re emergency planning & & pro 
parocfnoss requirements for nuclear power planl fuel loading & Initial low power oper 
ations 

PROKUSKI.B Affiliation Not Assigned 00/05/04 Office of the Secretary of the Com 
t mission 2pp 45936 139 45936'UQ, 

8000020248 Commont opposing proposed rule 10CFR50 ro dropping requirement for 
warning siren ays before low power tostlng Plant should have never boon built noar 
densely populated area 

PHENIT.A Affiliation Not Assigned 80/05/14 NRC • No Detailed Affiliation Given 
2pp 45713-299*45713 300 

8800020151 Comment on proprosod rule 10CFR50 ro omorgoncy planning, Laws that 
establish requirements for emergency planning do not require more than limits 
provide Licensee should have no obligation lo provide sirens unloss required by law 
NOTCH KISS.W Affiliation Not Assigned 88/05/16 Docketing & Services Branch 
2pp 45713 358-45713 359 

8000020191 Comment opposing proposed rule 10CFR5Q ro removal of requirements for 
effective public warning sys beforo low powor testing at plant 

4 Affiliation Not Assignod 08/05/ 17 Docketing & services Branch 2pp 45713 273* 
45713 274 

8808140121 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness roqulrementa for nuclear power plant fuel loading & initial low powor op 
orations 

SMITH, W A Aff dial ion Not Assigned 88/05/17 Docketing & Services Branch Ip 
45794 254-45794 264 

8806020230 Comment opposing proposed rule 10CFR60 ro dropping need ter effective 
evacuation warning siren sys before low power testing for plant 
HARTWELL, DB Affiliation Not Assigned 88/05/19 Docketing & Services Branch 
Ip 45713 297 45713 297 

8806020261 Comment supporting proposed rule 10CFR50 ro low powor licensing of 
plant w/o emergency sirens 

* Affitiatlon Not Assigned 88/05/19 Docketing & Services Branch Ip 45713 321- 
45713 321 
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8606020218 Comment opposing proposed rule 1GCFR50 re emergency planning 
alert Commission urged to reconsider proposal to have plant use alternative fuel 
KATZ.HL Affiliation Not Assigned 80/05/20 CHILK.SJ Office of the Secretary of 
the Commission 3pp 45713 282-45713 284 

88-06030046 Requests extension of comment period re proposed rule 10CFRSO con- 
cerning early notification & clear instruction to populace withm EP2 before issuance of 
low power OL 

JONAS.SA Massachusetts, Commonwealth of 88/05/20 WOLF.J R Assistant Gen- 
eral Counsel for Rulemaking & Fuel Cycle 2pp 45716 193 45716 134 

8006020268 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ation 

DAVIS.M Sierra Club BC/05/21 CHILK.SJ Office of the Secretary of the Commls 
Sion ip 45713 322 45713 322 

6806140054 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
parednoss requirements for nuctear power plant fuel loading & Initial few power 
operations Believes proposed rule would eliminate many low power licensing require 
ments 

* Affiliation Not Assigned 80/05/21 CHILK.SJ Office of Ihe Secretary of the Corn 
mission ip 45794 237 45794 287 

8806140070 Comment opposing proposed rule 10CFR50 ro emergency planning A pre 
paredness requirements for nuclear power plant fuel loading A initial low power 
operations Believes proposed rule would eliminate many low power licensing require 
ments 

ATKINSON.LE Affiliation Not Assigned 8B/05/21 CHILK.SJ Office of tho Secretary 
of the Commission Ip 45794 307-45794 307 

8806140078 Comment supporting proposed rule 10CFR50 re emergency planing & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

FREDRICKSON.M Affiliation Not Assigned 60/05/21 Docketing & Services Branch 
Ip 45794 291-45704 291 

8606140087 Comment opposing proposed rule 1GCFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
oporations.Believes proposed rule would eliminate many low power licensing require 
ments 

CALLAHAN.K Affiliation Net Assigned 80/05/21 CHILK.S J Office of the Secretary 
of the Commission Ip 45794 308 45794 308 

6806140094 Comment opposing proposed rufo 1OCFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading A Initial low power 
operations Rule would eliminate stated licensing requirements 
GUERTIN.PM Affiliation Not Assigned 88/05/21 CHILK.SJ, Office of the Secretary 
Of the Commission Ip 45794 274-45794 274 

8806140095 Comment opposing proposed rule 1QCFR50 ro emergency planning & pro- 
parednoss requirements for nuclear power plant fuel loading & Initial low power oper 
ations 

* Affiliation Not Assigned 68/05/21 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45794 246 45794 246 

8806140103 Comment opposing proposed rule 1QCFR5Q re emergency planning & pro 
parednoss requirements for nuclear power plant fuel loading A initial low power oper 
ations 

GUY.K K Affiliation Not Assigned 86/05/21 CHILK.S J Office of the Secretary of the 
Commission Ip 45794 249 45794 249 

6806140127 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
ations 

TfNDLE.R Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45794 257-45794.257 

6806140131 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading 4 initial tow power oper 
a Ilona 

MERRILL, M Affiliation Not Assigned QB/05/21 CHILK,S J. Office of the Secretary of 
tho Commission Ip 45794 25B-45794'258 

8806140228 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading A initial low power 
op orations. Emorgoncy response requirements must be in place before low power op 
oration. 

WE1LER.B L. Affiliation Not Assigned 68/05/21. CHILK.S.J Office of the Secretary of 
the Commission 1 p 45794 242-45794 242 

6806140231 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading A Initial low power 
operations Emergency response* requirements must be in place before low powor oo 
oration 

RICCf.A. Affiliation Not Assigned 68/05/21 CHILK.SJ Office of 1 he Secretary of the 
Commission. Ip. 45794 243 45794 243 

6806 1 40300 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
PJ^dness requirements for nuclear power plant fuel loading A imllal low power oper- 

TINOLE.JT. Affiliation Not Assigned 88/05/21. Office of the Secretary of the Com- 
mission Ip. 4500217645502.176 

8806140329 Comment opposing proposed rule 1QCFH5Q re emergency planning A pre 
parednoss requirements tor nuclear power plant fuel loading A Initial low power oper- 
ations, 

DORE.R Affiliation Not Assigned 68/05/21. CHILK.S J Office of the Secretary of tho 
Commission Ip 45300 202-45800 202 y 

8806140373 Comment opposing proposed rule 10CFR50 ro emergency planning A pre 
paredness requirements for nuclear powor plant fuel loading & imllal low power oper 
ations r 

* Affiliation Not Assigned 8B/05/21 CHILK.SJ Office of tho Secretary of Ihe Com 
mission. Ip. 45804 1/4 45804,174. 


8606140375 Comment opposing proposod rule 10CFR50 re emergency planning 8 we- 
paredness requirements for nuclear power plant fuel loading & initial low peuer t 
ations 

* Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary ol iho Or- 
mission Ip 45004 175 45804 175 

8608140416 Comment opposing proposed rule 10CFRS0 re emergency pfanalng 6 ((& 
paredness requirements for nuclear power plant fuel loading & Initial low po/v-cr cp*:v 
ations 

CAROTHERS.J N Affiliation Not Assigned 80/05/21 CHILK.SJ Olfico cl tho $c re 
tary ol the Commission Ip 45000 228 45B00 228 

8606140418 Comment opposing proposed rule 1OCFR50 re emorgoncy ptarovag A pre 
paredness requirements for nuclear power plant fuel loading & initial low povr opc< 
ations 

GALLANTJDB Affiliation Not Assigned 88/05/21 CHILK.SJ Olfico of Iho Secret** 
Ol tho Commission Ip 45800 227-45800 227 

8606140430 Comment opposing proposod rule 10CFR50 re emorgoncy plawuig A p 
paredness requirements for nuclear powor plant fuol loading & mitral low poiwi opt* 
ations 

CONNELL, M E Affiliation Not Assigned 08/05/21 CHILK.SJ Office of the Socrt' ri- 
ot the Commission Ip 45804 197-45804 197 

8806140476 Comment opposing proposed rule 10CFR50 ro emorgoncy planning A pre- 
paredness requirements for nuclear power planl fuel loading a Initial low p o*cr op-,r 
ations 

KING.D Affiliation Not Assigned 88/05/21 CHILK.SJ Office of tho Secretary ol ite 
Commission Ip 45804 074 45804 074 

8806140404 Comment opposing proposed rule 10CFR50 re emorgoncy planning A pre- 
paredness requirements lor nuclear power planl fuel loading & Imlial low pew op--* 
ations 

LACOURSE.P Affiliation Not Assigned. 88/05/21 CHILK.SJ Oflrco of llio Suri'A'j 
of tho Commission Ip 45804 206 45B04 286 

8606140490 Comment opposing proposed rule 1OCFR50 ro emorgoncy planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power Cy*:'- 
ations 

* Affiliation Not A99igned 88/05/21 CHILK.SJ Office of tho Secretary ol the Com- 
mission Ip 45804 29145804 291 

8806140500 Comment opposing proposed rule 10CFR50 re emergency nlana.ng & pre- 
paredness requirements for nuclear power plant fuel loading & Imllal low 
operations Proposed rule developed w/only util Interests in mind 
JELUSON.ME Affiliation Not Assigned 09/05/21 CHILK.SJ Office of tho Scm 'ey 
of ihe Commission Ip 45604 302-45B04 302 

8806 1405 IB Comment opposing proposod rule 10CFR50 re omomoncy plannmg A pe 
paredness requirements for nuclear powor plant fuel loading & initial low powir op-* 
aliens 

CLOYD.J S Affiliation Not Assigned 89/05/21 CHILK.SJ Olfico of Iho Sccra'a* cJ 
the Commission Ip 45804 315-45004 315 

0606140521 Commont opposing proposed rule 10CFR50 re emorgoncy plamrvjj A pt 
parednoss requirements for nuclear powor plant fuel loading A mllml low pa^ Of-* 
ations 

DEARBORN, SL Affiliation Not Assigned 09/05/21 CHILK.SJ Office ol Ihv Sw 
tary of tho Commission Ip 45B04 317-45904 317 

8606140526 Comment opposing proposed rule 10CFR50 ro emorgoncy plannag A pe 
parednoss requirements for nuclear powor plant fuel loading & Initial low po*ir 
ations 

MATHIEU.A.S Affiliation Not Assigned 00/05/21 CHILK.SJ Office of trio Seer uta* 
of tho Commission Ip 45004 321 45004 321 

8006140536 Comment opposing proposod rule 10CFR50 re emorgoncy p1*nn.i>g A pre- 
paredness requirements for nuclear powor plant fuel loading & mill a! tow podtf Optf 
ations 

FREDMAN.R, Affiliation Not Assigned 98/05/21 CHILK.SJ Office of Ihe S-Cvrttay 
of the Commission Ip 45804 339 45804 339 

8806140542 Comment opposing proposed rulo 10CFR50 re emergency planning A p*- 
parednoss requirements tor nuclear powor planl fuol loading A millal low poaii cyf 
ations 

KRALL.K , KRALL.M Affiliation Not Assigned 88/05/21 CHILK.S J Office el f* 
Secretary of the Commission tp 45804 341 45804 341 

8806140575 Comment opposing proposod rule 10CFR50 ro emergency planning A 
parednoss requirements for nuclear power plant fuel loading & Imllal low po*w W* 
ations 

MAGUIRE.M S Affiliation Not Assigned 88/05/21 CHILK.SJ. Olfico of tho SccrrVj 
Of the Commission Ip 45805 0D2-45B05 002 

8806150009 Comment opposing proposed rulo 10CFR50 ro emergency plan rung A 
paredness requirements for nuclear power plant fuel loading A. initial low 
operations All offsite emergency response planning requirements neodod betors el- 
ation 

BOCKINT.J Affiliation Not Assigned 88/05/21 CHILK.SJ Office of tho S«rtta* 
the Commission 2pp 45012 247-46812 240 

8806150017 Comment opposing proposod rulo 10CFR50 ro emergency planning A pre- 
paredness requirements (or nuclear power plant fuel loading A Imlial low povsy 
operations All offsite emergency response planning requirements neodod bo'ons cp* 
ation 

HILDT.B Affiliation Not Assigned 88/05/21. CHILK.SJ Office of tho Secretary of lha 
Commission. Ip 45012 249-45912 249 

8806150019 Comment opposing proposed rule 10CFR50 re emergency planning A p r s- 
parodness requirements for nuclear power plant fuel loading A initial low po-w-or optf 
ations 

NORTON, J. Affiliation Not Assigned 88/05/21 CHILK.SJ Office ofthe Sttftta-y o* 
the Commission Ip 4581 1*344-45811 344 



DOCKETED ITEMS 205 


8906-1 50021 Comment opposing proposed rule 1GCFR50 re emergency planning & pro 
parednoss requirements for nuclear power plant luel loading & initial low power 
operations Rule developed w/only util Inioresl in mind 

DUDA.J Affiliation Not Assigned 00/05/21 CHILK.SJ Office of the Secretary of the 
Commission Ip 45012 2B3-45B12 283 

8808150023 Commonl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations All offsite emergency response planning requirements needed beforo oper 
ation 

SHEPARD, M Affiliation Not Assigned 00/05/21 CHILK.SJ Office of tho Secretary 
of the Commission Ip 45812 250 45812 250 

8608150032 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

PRlOR.S Affiliation Not Assigned BD/05/21 CHILK.S J Offico ol the Secretary ol tho 
Commission Ip 4581 1 341-4501 1 341 

8808150033 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Rulo developed w/only util Internals In mind 

WALSH, PG Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45812 200 45B12 290 

8806150038 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

SMITH, J A Affiliation Not Asslgnod 88/05/21 CHILK.SJ OHico of the Secretary of 
tho Commission Ip 45812 280 4581 2 2B9 

6806150041 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

MACROS, LA Affiliation Not Assigned 80/05/21 CHILK.SJ Office of the Secretory 
Of the Commission Ip 45012 337 45812 337 

8806150044 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations All offsito emergency response planning requirements needed before oper- 
ation 

TlEGER.V Affiliation Not Assignod 80/05/21 CHIlK.SJ Offico of tho Secrotary of 
the Commission Ip 45812 253 45012 253 

8808150046 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & Initial low power oper- 
ations 

' Affiliation Not Assigned 80/05/21 CHILK.SJ Offico of tho Secretary of the Com- 
mission Ip 45812 335-45012 335 

8808150047 Comment opposing proposod rule 10CFR50 ro omorgoncy planning & pro- 
parednoss requirements for nuclear powor plant fual loading & Initial low power 
operations Public should not bo placed at risk in Interest of ootalmng low powor li- 
cense 

FISKE.NJ Affiliation Not Assigned 88/05/21 CHILK.SJ Offico of tho Secretary of 
IhQ Commission Ip 4S812 334-45012 334 

880B15004B Comment opposing proposed rule 10CFR50 re omergoncy planning & pro- 
parodnoss requirements for nuclear power plant fuol loading & Initial low power oper- 
ations 

CLOYEL.E O Afftlratlon Not Assigned 80/05/21 CHILK.SJ Offico of tho Socrotary of 
tho Commission Ip 45812 333-45012 333 

8808150050 Comment opposing proposod rulo 1QCFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & Initial low power oper- 
ations. 

' Affiliation Not Assigned. 00/05/21 CHILK.SJ Offico of Iho Secretary o-f tho Com- 
mission 2pp 45812*331 45812 332 

6808150051 Comment opposing proposod rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & Initial low powor 
operations All offsite omorgoncy response planning requirements neoded before oper- 
ation 

WILSON. S Affiliation Not Assigned 00/05/21 CHILK.SJ Office ol tho Secretary of 
the Commission Ip 45012 270 4581 2-276 

8B0515OO67 Comment opposing proposod rulo 10CFR50 re emergency planning & pre- 
paredness requirements tor nucloar power plant fuel loading & initial low powor 
operations All offsite emergency response planning requirements nooded boforo oper- 
ation 

LONGWORTH.A J Affiliation Not Assigned 88/05/21 CHILK.SJ Offico of tho Secre- 
tary of the Commission Ip 4501 1*335 4581 1 335 

6606150062 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

0URKHART.BJ Affiliation Not Assigned 00/05/21 CHILK.SJ Offico of the Secre- 
tary Ol tho Commission Ip 45012.326 45812 326 

8806150067 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

SHEEOY.J Affiliation Not Asslgnod 08/05/21 CHILK.SJ Office ol the Secretary of 
Iho Commission Ip 45812 273 45812 273 

8806150070 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
aliens 

GIL8ERT.L Affiliation Not Asslgnod 88/05/21 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45812.260 45812 260 

8806150085 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & Initial low power oper 
aliens 

1 Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary ol the Com 
mission ip. 45812.265 45812*265 


0806150009 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low powor 
operations All offsite emergency response requirement needed before operation 
FLANAGAN.M Affiliation Not Assigned 88/05/21 CHILK.SJ Offico of tho Secretary 
of the Commission Ip 45011 328 45811 328 

B606150007 Comment opposing proposed rule 1OCFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & initial low power oper- 
ations 

BRADLEY, P Affiliation Not Assigned 08/05/21 CHILK.SJ Office of tho Secretary of 
tho Commission Ip 45012 353-45612 353 

8806150101 Comment opposing proposed rule 1OCFR50 re omoraency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

DOUCETTE.K . DOUCETTE.J Affiliation Not Assigned 08/05/21 CHILK.SJ Offico of 
the Secretary of the Commission Ip 45812 349 45B1 2 340 

8806150103 Comment opposing proposed rule 10CFR50 re omorgoncy planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations All offsite emergency response requirements neoded before operation 
HOYT.P Affiliation Not Assigned 8B/05/21 CHILK.SJ Office of the Secretary of the 
Commission ip 45811 325 45811 325 

8B06150107 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
parednoss requirements for nucloar power plant fuel loading & Initial low power oper- 
ations 

MARRON.TL Affiliation Not Assigned 08/05/21 CHILK.SJ Office ol the Socrotary 
of the Commission Ip 4581 2 340-45812 346 

8806150110 Comment opposing proposed rule 10CFR50 re omorgoncy planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low powor 
operations Emergency response requirements must be In place before low powor op 
oration 

SCOTT.E J Affiliation Not Assigned 00/05/21 CHILK.SJ Offico of the Secretary of 
tho Commission Ip 45811 323-45011,323 

8B061501 13 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
parednoss requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned 80/05/21 CHILK.SJ Offico of tho Sucrotary of the Ccm 
mission Ip 45612*341 45D12 341 

8806150120 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro 
parednoss requirements for nuclear powar plant fuel loading & initial low power oper- 
ations 

DAVIS.A Affiliation Not Asslgnod BD/05/21 CHILK.SJ Office of tho Secretary of the 
Commission Ip 45B13 001 45813 001 

8806150132 Comment opposing proposed rule 1GCFR50 ro omorponcy planning & pro 
paredness requirements for nuclear powor plant fuol loading & initial low power oper- 
ations 

COLETTI.J Affiliation Not Assigned 88/05/21 CHILK.S J Office of tho Secretary of 
the Commission Ip 45B12 275-45012 275 

8806150142 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro 
parednoss requirements for nuclear power plant fuel loading & milral low powor oper- 
ations 

FRIEDRICH.J Affiliation Not Assignod 80/05/21 CHILK.SJ. Office of the Socrotary 
of the Commission Ip, 45012 338 45012 330 

8806150143 Comment opposing proposed rulo 10CFR5D ro omorgoncy planning & pro 
paredness requirements for nuclear powor plonf fuel loading & Initial low power oper- 
ations 

DENNIS.EA Affiliation Not Assigned QB/05/21 CHILK.SJ Offico of tho Socrotary of 
tho Commission Ip 45012 262-45012 282 

88001601 4Q Comment opposing proposed rulo 1OCFR50 ro omorgoncy planning & pro 
parodnoss requirements for nuclear powor plant fuel loading & inlllat low powor 
operations All offsite emergency response requlromonl9 noodod beforo oporatlon 
ZOHINSKIE.D P Affiliation Not Asslgnod 08/05/21, CHILK.S J Office of Iho Secretary 
of tho Commission Ip 46811 310 45011 310. 

8806150154 Comment opposing proposed rulo 10CFR5D re emergency planning & pro 
parednoss requirements for nuclear power plant fuel loading & Initial low powor oper 
atlons 

RICHARDSON.O E Affiliation Not Assignod 88/05/21 CHILK.SJ Offico of tho Soc 
ratary of Iho Commission Ip 45012 256-45012 , 256 

060615016B Comment opposing proposod rule 10CFR50 ro omorgoncy planning & pre- 
pared noss requirements for nucloar powor plant fuel loading & initial low power 
operations Proposod rule would eliminate many low power licensing requirements 
MCCABE.L Affiliation Not Assigned 00/05/21 CHILK.SJ Of llco of the Secretary of 
tho Commission Ip 45814 045-45814045 

BB06160171 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements for nuclear powor plant luel loading & Inlltal low power oper 
atlons 

KALLOCH.J. Affiliation Not Assigned 80/05/21 CHILK.SJ Office of the Secretory of 
the Commission Ip 45012 245-45812 245 

0806160183 Comment opposing proposod rulo 10CFR50 re omergoncy planning & pre 
parednoss requirements for nucloar power plant fuol loading & Initial low powar 
operations Believes proposed rute would eliminate many low powor licensing require- 
ments 

LITTON, D Affiliation Not Assigned 08/05/21. CHILK.SJ Office of the Secretary of 
the Commission Ip 45014 036 45014 030 

88061601*90 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear powar plant fuel loading & initial low power 
operations Believos proposed rulo would eliminate many (ow power licensing require- 
ments 

• Affiliation Nat Asslgnod 88/05/21 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45S12105 45012 105 
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8606150206 Common! opposfng proposed role 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & Initial fow power 
operations Proposed rule would eliminate many low power licensing requirements 
ILSLEZ.C Affiliation Not Assigned 88/05/21 CHILK.SJ Office o! the Secretary of 
the Commission Ip 45812 208 45812 206 

8606150216 Comment opposing proposed rule 10CFR5O ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading 6 Initial low power 
operations Proposed rule would eliminate many low power licensing requirements 
WINTNERS Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45812 206 45812 206 

B8061 60273 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading 4 Initial low power 
operations Emergency response requirements must be in place before low power op 
oration 

EDSON.D-V Affiliation Not Assigned 86/05/21, CHILK.SJ Office of the Secretary of 
the Commission Ip 45812186 45612 186 

8906150270 Comment opposfng proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial fow power 
operations Emergency response requirements must be met before low power oper- 
ation 

MARTIN, fl P Affiliation Nol Assigned 86/05/21 CHILK.SJ. Office of the Secretary of 
the Commission Ip 45612 1B5-45B12 185 

0808150279 Comment opposing proposed rale 10CFR5Q re emergency planning & pre- 
paredness requirements for nuefear power planl fuel loading &. Initial low power 
operations Emergency response requirements must be met before low power opar 
at Ion 

CORMIERPL Affiliation Not Assigned 80/05/21. CHILK.SJ Office of the Secretary 
Of the Commission Ip 46812 184 45812 184 

8806150290 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Emergency response requirements must be met before tow power oper 
alien 

SYRNE.MH Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45Bf2 183 45812 183 

0806150202 Comment opposing proposed rufe 10CFR50 re emergency planning & pre 
paredness requirement for nuclear powor plant Tuol loading & initial fow power 
operations Emergency response requirements must bo met before low power oper- 
ation 

DUPRAY.J Affiliation Not Assigned 88/05/21 CHILK.SJ. Office of the Secretary of 
the Commission Ip 45812*182 45812.162 

6800150284 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel (oadlng & Initial low power 
operations Emergency response requirements must bo mol before tow power oper- 
ation 

MILLS.S J Affiliation Not Assigned. 68/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45812 161-45912 181 

6806150285 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements tor nuefear power plant fuel loading 4 initial fow power 
operations Emergency response requirements must bo mot before low power oper 
at! on 

BYRNE, F B Affiliation Not Assigned 88/05/21, CHILK.SJ Offfco of the Secretary of 
the Commission Ip 45812T80-45812 160 

8888150209 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low powor 
ope rations .Emergency response requirements must be met before low power oper- 
ation 

* Affiliation Not Assigned 68/05/21 CHILK.S J. Office of Ihe Secretary of the Com- 
mission Ip 45812 178-45812176 

8605150291 Comment opposing proposod rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Emergency reponae requirements must bo mot before fow power oper- 
ation 

MAAS.D Affiliation Nol Assigned 68/65/21 CHILK.SJ Office of tho Secretary of the 
Commission Ip 45812*177-45812 177. 

8806150294 Commonl opposfng proposed rule 1OCFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power 
operations Emergency response requirements must be mot before tow power oper- 
ation 

WARD.CA Affillatron Not Assigned 86/05/21. CHILK.SJ. Office of the Secretary of 
the Commission. Ip. 45812 176 450 12 176 

6806160296 Comment opposfng proposed rule 10CFR50 re emergency planning & pre 
paredness requirement for nuclear power plant fuel loading & initial fow power 
operations Emergency response requirements must ba met before low power oper- 
ation 

POPPE.J W Affiliation Not Assigned 68/05/21. CHILK.SJ Office of the Secrotary of 
the Commission. Ip 46812157-45812.157 

8606150497 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

SWARTZ 0AUGH.M, Affiliation Not Assigned 68/05/21. CHILK.SJ, Office of the Sec- 
retary of the Commission Ip 45814:180-45814.180 

8086240174 Comment, opposing proposed rale 10CFR50 re emergency planning ■& pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Urges Commission to reject proposed rule change, 

GILLESPIE, M J. Affiliation Not Assigned 80/05/21 CHILK.S J. Office of the Secretary 
oflhe Commission Ip 45916 136-45916,138 

8806240177 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial fow power 
operatlons.OtfsJte emergency response planning must be met Before operation com- 
mences 

ATKINSON.M. Affiliation Not Assigned 68/05/21. CHILK.SJ Office of the Secretary 
of Ihe Commission Ip 45900 293-45909,293 


8000240178 Comment opposing proposed rule 10CFR50 re emergency planning 0 pre- 
paredness requirements for nuclear power plant fuel loading & initial low potfc-i oper- 
ations 

DEGRENIER.AH Affiliation Not Assigned 80/05/21 CHILK.SJ Offico ol iho Secre- 
tary of the Commission Ip 45909 294-45909 294 

8806240187 Comment opposing proposed rule 10CFR50 re emergency planning 5 pre- 
paredness requirements for nuefear power plant fuel loading &. Initial low pv*or 
operations Urges Commission to reject proposed rule change 
MAAOT.D Affiliation Not Assigned 88/05/21 CHILK.SJ Office of tho Secretary cf 
the Commission 1 p 45916 142-45916 142 

8000240193 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Erilial fow pewor or- 
ations 

CUSHIN.R Affiliation Not Assigned 88/05/21 CHILK.SJ Offico of the Socrolary of 
the Commission Ip 45909 299-45909 299 

0806240199 Comment opposing proposed rule 1OCFR50 ro emergency planning & pro 
paredness requirements for nuefear power plant fuel loading & initial few R>*wr 
operations Urges Commission to reject proposed change 

BROWN, S A Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Seirelory of 
the Commission Ip 45916 149 45016 140 

8006240202 Comment opposing proposed rule 10CFR50 re emergency planning t, 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

STEVENS.SL AfliNation Not Assigned 80/05/21 CHILK.SJ Office ollho Social ary 
of the Commission Ip 45909 303 45909 303 

0806240207 Comment opposing proposed rule 1OCFR50 re emergency planning 6 rre- 
paredness requirements for nuclear power plant fuel loading & Inllfal low porver opw- 
9 lions 

MCAULIFE.N Affiliation Nol Assigned 88/05/21 CHILK.SJ Office ol tho iotratwy 
of the Commission Ip 45916 154-45916 154 

8006240208 Comment opposing proposed rule 10CFR50 re emergency planning S pre- 
paredness requirements for nuclear power plant fuel loading & initial low portor opw- 
alfons, 

DAVIS, E Affiliation Not Assigned 89/05/21 CHILK.SJ Office of tho Secret ttiy olirvn 
Commission Ip 45909 305 45909 305 

0806240212 Comment opposfng proposed rulo 10CFR50 re emergency planning- 6 pre 
paredness requirements for nuclear power plant fuel loading & initial low porter open 
9 lions 

BONSAfNT.Y C, Affiliation Not Assigned 08/05/21 CHILK.SJ Offico of I ho Saoota/y 
of tho Commission Ip 45909 306 45909 306 

8808240225 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power planl fuol loading & initial low ptwflf ojr-or 
atlons 

* Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Socrulaiy ol thn (qrn 
mission Ip 45916 167-45916 167 

8006240226 Comment opposing proposed rulo 10CFR50 re omoraoncy ptoJiivng A pre 
paredness requirements for nuclear power plant fuol loading & Initial low powr epw 
alfons 

IRIS.P Affiliation Not Assigned 09/05/21 CHILK.SJ Office of the Secretory ol the 
Commission Ip 45909.312 45909 312 

0006240227 Comment opposing proposed rule 10CFR50 re emergency plonwg ^ pre 
paredness requirements for nuclear power plant fuel loading & initial low power optr 
atlons 

STEWART.D A (filiation Nol Assigned 08/05/21 CHILK.SJ Office of lira SiwelMy 
of Ihe Commission Ip 45916 160-46916 168 

8006240226 Comment opposing proposed rule 10CFR50 ro emergency planning K fre 
paredness requirements for nuclear power plant fuel loading & Initial low poAdroptr 
atlons, 

SCHRICK.B Affiliation Not Assigned 00/05/21 CHILK.SJ Office of Iho Sectary of 
tho Commission Ip 45916169 45916 169 

0806240229 Comment opposfng proposed rule 10CFR50 re omoraoncy planning A pro 
paredness requirements for nuclear power plant fuel loading & millal low power opor 
atlons 

HOLLAND, L Affiliation Not Assigned 88/05/21 CHILK.SJ Offico oMho Socr-elfJiy of 
the Commission Ip. 45909. 313-45909*31 3 

8006240230 Comment opposing proposed rule 10CFR5O re emergency planning 0 ro 
paredness requirements for nuclear power plant fuel loading & initial low power Oper 
aliens 

NADEAU, L Affiliation Not Assigned 8B/05/21. CHILK.SJ Offico of Iho Secretary of 
the Commission Ip 45916 170 45916170 

8806240232 Comment opposing proposed rulo 10CFR50 ro emergency plann-nipS pro 
paredness requirements for nucloar power planl fuol loading & Initial low powtfr o per 
atlona 

DUPRAY.M Affiliation Not Assigned 88/05/21 CHILK,S J, Offico of tho Secretary of 
tho Commission Ip 45916 172-45916 172 

8000240233 Comment opposing proposed rule 10CFR50 ro emergency plomlivg 0 fre 
paredness requirements for nuefear powor plant fuel loading & initial low poAcr oper 
aliens 

LITTLE.P A Affiliation Not Assigned. 80/05/21 CHILK.SJ Office of Lho Secrotary ol 
tho Commission, Ip 45909*315 45909 315 

6806270010 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & Inllial low power 
ations 

ADAMS.LE Affiliation Not Assigned 08/05/21 CHILK.SJ Office of tho Sacralwy of 
the Commission fp 45936 227-45936 227 

6006270011 Comment opposing proposed rulo 10CFR50 re emergency planning 4 P* 
paredness requirements for nuefear power plant fuel loading & Initial low power eper 
atlans 

CCRBETT.M. Affiliation Not Assigned 88/05/21 CHILK.SJ Office of Ilia Secretary 
of the Commission Ip 45916 088-45916 088 
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8806270031 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & mitral low power oper- 
ations 

SZABO.T L Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45936 233-45936 233 

0806270038 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

EDQM.M, Affiliation Not Assigned 80/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45936237-45936237 

6806270041 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ates 

NORTON.E Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45916 104-45916 104 

8806270057 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & initial tow power oper- 
ations 

LORD.WS, Affiliation Not Assigned 08/05/21. CHILK.S J Office of the Secretary of 
Ihe Commission Ip 45936*245-46936 245 

8806270060 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

' Affiliation Not Assigned. 88/05/21 CHILK.S J Office of the Secretary of the Com- 
mission Ip. 45936.247-45936.247. 

8888270062 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

* Affiliation Not Assigned 08/05/21, CHfLK.S.J Office of the Secretary of the Com- 
mission Ip 45916 113 46916*113 

8806270091 Comment supporting proposed rule 10CFR5D re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Proposed rule developed w/only uti! Interests in mind 
AZER.A Affiliation Not Assigned 68/05/21 CHILK.S J Office of the Secretary of the 
Commission Ip. 45936 268 45936.208 

8606270110 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

BRADY.P E Affiliation Not Assigned 80/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45936:281-45036 281 

6606270126 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Rule change would eliminate many existing low power licensing require- 
ments 

ROGER S.J Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45916,1 2G-45910.120. 

6886270129 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial tow power oper- 
ations 

APPLETON, C Affiliation Not Assigned. 8G/05/31 CHILK.S J Office of the Secretary 
oi the Commission. Ip 45916*127 45016 127. 

6808270140 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Inltiat low power oper- 
ations 

POULES.M.A, Affiliation Not Assigned. 88/05/21 CHILK.S J Office of Ihe Secrolary 
oi the Commission Ip. 45036*217 45936 217 

6806270142 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Inilial low power oper- 
ations 

HAINE.B Affiliation Not Assigned 88/05/21 CHILK.S J. Office of the Secretary of tho 
Commission Ip 45936:218-45936 210 

6806270146 Comment opposing proposed rule 10CFR5D ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial tow powor oper- 
ations 

MACLACHLONJ Affiliation Not Assigned, 00/06/21. CHILK.S J Office of tho Secre- 
tary Of the Commission Ip 45936 222-45930 222 

8006270162 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuof loading & Initial low power oper- 
ations 

MACLACHLAN.C Affiliation Not Assigned. 88/05/21 CHILK.S J. Offico of tho Secre- 
tary of the Commission Ip 45936*204-45936 204 

8006270166 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Inltiat low power oper- 
ations 

BATCH ELD E Ft ,T.L. Affiliation Not Assigned 88/05/21. CHILK.S J. Office of the Secre- 
tary of the Commission. Ip. 46936:207-46936 207 

8006270205 Comment opposing proposed rule 1QCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

HEMMINGWAY.RH. Affiliation Not Assignod 88/05/21 CHILK.S.J Offico of tho Sec- 
retary of Ihe Commission Ip. 45936 158-45930.150. 

8806270209 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading A initial low power oper- 
ations. 

HAMILTON, K. Affiliation Not Assigned. 88/05/21 CHILK.S, J Office of the Secretary 
of the Commission. Ip 46936.161-45936 161, 

3806270214 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power opor- 
o lions. 

DIFRANCESCO.M. Affiliation Not Assigned 86/05/21. CHILK.S J Office of the Secre- 
tary of the Commission. Ip 45936'164-45936‘164, 


8806270230 Comment opposing proposed rule 1OCFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

BISHOP, D A Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary ol 
the Commission ip 45936 178 45936178 

8806270234 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & Initial low power oper- 
ations 

COVE.M Affiliation Not Assignod 00/05/21 CHILK.S J Office of the Secretary of the 
Commission Ip. 45936 181-45936 181 

8806270278 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & fnitlat low power oper 
ations 

RILEY.B Affiliation Not Assigned 80/05/21 CHILK.S J Office of tho Secretary of the 
Commission Ip 45936 133-45936 133 

8806270281 Comment opposing proposod rule 1OCFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

WINTNER.R Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45936*135 4563Q 135 

BB06270284 Comment opposing proposod rule I0CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

WINTNER.E, Affiliation Not Assigned. 88/05/21. CHILK.S J Office of tho Secretary of 
tho Commission Ip. 45036 128 45936 123 

8806270289 Comment opposing proposod rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading A Initial tow powor opor 
ations 

HICKEY.S Affiliation Not Assignod 8Q/05/21, CHILK.S J Offico of the Secretary of 
the Commission Ip 45935 3 5SM 593 5 359 

8000280342 Comment opposing proposed rule 10CFR60 re emergency planning A pro 
parednoss requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

* Affiliation Not Assigned. BB/05/21, CHILK.S J Offico of the Secretary of the Com- 
mission Ip 45942 209 45942 299 

8806200347 Comment opposing proposed rule 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plant fuel loading A inilial low powor oper- 
ations, 

STUART.C Affiliation Not Assignod OG/05/21 CHILK.S.J, Office of the Secretary of 
the Commission, Ip 45942 300-45942 300 

8006280366 Comment opposing proposed rule 10CFR50 ro emergency planning A pre 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

* Affiliation Not Assigned B3/05/21 CHILK.S J Offico ol the Secretary of the Com 
mission Ip, 45942 301-45942 301 

8500280363 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading A Inilial low power oper- 
ations 

* Afflllatfon Not Assigned. 80/05/21, CHILK.S J. Office of the Secretary of the Com 
mission Ip 46942 302-45942 302 

8506 280366 Comment opposing proposed rule 1OCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A fnitlal low power oper- 
ations 

DOWNS, K Affiliation Not Assigned 80/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45042.303-45942 303 

8806280367 Comment opposing proposed rule 10CFR5D ro emergency planning A pre- 
paredness requirements (or nuclear powor plant fuel loading A Initial low power oper- 
ations 

BURGESS, M. Affiliation Not Assigned, 80/05/21 CHILK.S.J. Offico of the Secretary 
of the Commission Ip 45942 304-45942 304 

8006280369 Comment opposing proposed rule 10CFR60 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations, 

BYRNE. E Affiliation Not Assigned 88/05/21 CHILK.S J Ofhco of Ihe Secretary ol 
Ihe Commission Ip. 45942.305-45942,305. 

8006200372 Commenl opposing proposed rute 1OCFR50 re emergency pfenning A pro 
paredness requirement for nuclear power plant fuel loading A Initial low power oper- 
ations 

WARASHA.J, Affiliation Not Assigned. 09/05/21 CHILK.S.J Offico of Iho Secretary of 
the Commission Ip 45942 300-45942*306 

86062 G0374 Comment opposing proposed rute 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power pJanl fuel loading A finlllal low power oper- 
ations 

YASENCHAK.J. Affiliation Not Assignod, BB/05/21. CHILK.S J. Office of the Secretary 
Of the Commission. Ip 45042,307 45942 307. 

8806290060 Commenl opposing proposed rule IDCFRSO re emergency planning A pre- 
paredness requirements for ntrcloar powor plant fuel loading A Initial low power oper- 
ations 

FORD.J Affiliation Not Assignod, 03/05/21, CHILK.S J, Offico of tho Secretary of the 
Commission Ip 45950,07 7-45950*077. 

8006290070 Comment opposing proposed rute 1QCFR60 re emergency planning A pro 
paredness requirements for nuclear power pJanl fuel loading A Nlial low power oper- 
ations, 

LARIVEE.D Affiliation Not Assigned 88/05/21. CHILK.S J Office of tho Secretary of 
tho Commission Ip 45950,078-45950,078, 

8806290075 Comment opposing proposed rute 10CFR60 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations. 

DONAHUE, B, Affiliation Not Assigned 96/05/21. CHILK.S J Office of the Secretary 
of Ihe Commission Ip 46950079 45950 079 
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8^0-5290080 Comment opposing proposed rule 10CFR5G re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
alters 

* Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of the Com- 
mission Ip 45950080 45950 080 

8806290081 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

' Affiliation No! Assigned 88/05/21 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45950 081 45950 081 

8008290091 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading & initial tow power oper 
at Ions 

LAUBERTE.S Affiliation Not Assigned 80/05/21 CHILK.SJ Office of ihe Secretary 
of the Commission Ip 45950 002 45950 082 

8000200401 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirement for nuclear power plant fuel loading & Initial low power oper 
aliens 

LA 0LANC.P Affiliation Not Assigned 08/05/21 CHILK.S J Office of the Secretary of 
the Commission Ip 45948 356 45948 356 

8800290404 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

ADAMS»DL Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45954 001-45954 001 

0808200408 Common! opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

PEARCE.P Affiliation Not Assigned 86/05/21 CHILK.SJ Office of the Socrelary of 
the Commission tp 4594B 359-45948 359 

0808290411 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power ptanl fuel loading & Initial low power oper- 
ations 

* Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of the Com 
mission tp 45940 380 45948 360 

6006290414 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A Initial low povrer oper- 
ations 

SPRAGUE, RK Affiliation Not Assigned 08/05/21 CHILK.SJ Office of the Secretary 
of the Commission Ip 45949 125-45949 125 

8006298418 Comment opposing proposed rufo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power pTanl fuel loading & initial tow power oper- 
ations 

WEGENER.C Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secrotary 
of the Commission Ip 45949 126 45949 126 

0806290423 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

WHITE, AM Affiliation Not Assigned 00/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45949 127-45949 127 

0806290428 Comment opposing proposed rule 10CFR5D ro emergency plannfng & pre- 
paredness requirements for nuclear power plant fuel loading 8 initial low power opnr 
alions 

FOSTER.R C Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary 
of the Commission Ip 45949 128 45949 128 

0006300408 Commont opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
■atlons 

* Affiliation Not Assigned 88/05/21 CHILK.S J Office of Ihe Secretary of the Com- 
mission Ip 45906 306 45966306 

8803300411 Comment opposing proposed rulo 1OCFR50 ro emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & Initial low power oper- 
ations 

HODGES.NJ, HODGES.K J Affiliation Not Assigned 88/05/21 CHILK.SJ Office of 
the Secretary of the Commission Ip 45966 307-45986 307 

0808300415 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

YORK.D- Affiliation Not Assigned 88/05/21, CHILK.SJ. Office of the Secretary of the 
Commission Ip 45969124-45969 124 


0806140225 Comment opposing proposed rule 1OCFR60 re emergency planning i pre- 
paredness requirements for nuclear power plant fuel loading & initial low pew co- 
operations Emergency planning should bo in full force during tow power oparation 
ANTHONIY.R L Anthony, R L 88/05/23 CHILK.S J Olfice of the Secretary of ihe 
Commission 2pp 45794 230 45794 239 

0806020183 Comment opposing proposed rule 10CFR50 re requirements for warn-ng/ 
alert sys being m place & working at nuclear powered generating plants 
MONTTVILLE.B A Republicans Against Ssabrook Station 68/05/24 CHILKSJ 
Office of ihe Secretary oflhe Commission Ip 45696 109-45696 109 

8806140222 Comment opposing proposed rule 10CFR50 re emergency planning Aprs 
paredness requirements for nuclear power planl fuel loading & initial low powur 
operations Absence of sirens around planl worrisome 

MCCREA.S Affiliation Not Assigned 88/05/24 Docketing & Services Branch 2r>o 
45794 236 4 5794 237 

8800020147 Comment opposing proposed rule 10CFR50 re no warning being requrpd 
at low power for nuclear planl licensing nurposes 

EDDLEMAN.W Eddteman. W EDDLtMAN.W North Carolina Citizens neMaivh 
Group 66/05/25 CHILK.S Office of the Secretary of Ihe Commission ?pp 
45713 261 45713 269 

8006140247 Comment supporting proposed rule 10CFR50 re emergency plfmo] 8 
preparedness requirement for nuclear power plant fuel loading & Inllial tow paver 
operations All reasonable steps to speed licensing process should bo undertaken 
MOORE.MG Affiliation Not Assigned 88/05/25 NRC - No Detailed Aflillal ion Girert 
3pp 45704 299 45794 301 

0806150460 Comment supporting proposed rule 10CFR50 re emergency plane rvg 0 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

WILNER.M Affiliation Not Assigned 86/05/25 NRC - No Detailed Affiliation Gr.on 
Ip 45614 187-45814 187 

0006140412 Comment supporting proposed rulo 10CFR50 re emergency plannrrg A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
orations 

CHICK, M Affiliation Nol Assigned 80/05/26 Docketing & Services Branch Ip 
45609 204 45600 204 

6006140053 Commont supporting proposod rulo 10CFR50 re emergency plane ng A 
preparedness requirements for nuclear power plant fuel loading & inilml low power op- 
erations 

FRENIERE.H F Affiliation Not Assigned 00/05/27 Docketing & Services Braixh 
2pp 45794 284-45704 205 

0806149325 Comment supporting proposod rule 10CrR50 ro emergency plannnfl A 
preparednoss requirements for nuclear power plant fuel loading A Initial tow pam-rep 
erations 

MALLEY.J F Affiliation Not Assigned 88/05/27 Docketing & Services Branch 3pp 
45802 190-45002 200 

0806140405 Comment opposing proposod rule 10GFR50 ro emergency planning A pro 
parednoss requirement for nuclear power plant fuol loading & Initial low power o^r 
ations 

NEMETHY.E Ecology/Aforl 0 0/05/27 Docketing & Services Branch Ip 45600 203 
45000 203 

0006140046 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirement for nuclear power plant fuel loading & Initial lowpojser cp 
orations 

HOLMES, W 2 Affiliation Not Assigned 88/05/28 NRC - No Detailed Affiliation Glrfn 
Ip 45794 282-45794 202 

0806140132 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparednoss requirements for nuclear powor plant fuol loading & initial low po*<r 
operations Riant needs to be operational & save millions of dollars wnslod by delay 
MARKARIA.G Affiliation Not Assigned 08/05/28 Docketing & Services Branch ip 
45794 269 45794 259 

8806140308 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear powor plant fuel loading A Initial low power op 
orations 

HOLBROW Affiliation Not Assigned 88/05/28 Docketing & Services Branch tp 
45000 35B 45BOO 358 

8006140317 Comment re proposed rule 10CFR50 re emergency planning A prepend 
noss requirements for nuclear power plant fuel loading & initial low po*« 
operations Agency time to render any decision on regulatory Interpolation too loan 
* Affiliation Not Assigned 88/05/20 Docketing & Services Branch, tp 457EM306 
45794 306 


8606300433 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirement for nuclear power planl fuel loading & Initial low power oper- 
ations 

TONDREAULT.V Affiliation No! Assigned 88/05/21 CHILK.SJ Office of the Secre- 
tary ot the Commission Ip 45966308 45666 308 


8000140362 Comment supporting proposod rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low pO*tf 
operations Political holdup In licensing of plant deplorable 

DAY-LEWJS.FE Affiliation Not Assigned 88/05/28 Docketing A Services Branch Ip 
45804 172 45604*172 


8806300435 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
alions 

CARZASTY.S M Affiliation Not Assigned 80/05/21 CHILK.SJ Office of Ihe Secre- 
tary of ihe Commission Ip 4596 S 306-45966 309 

8006300430 Comment opposing proposed rule 10CFR5O re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

MUSUMEHU Affiliation Not Assigned 68/05/21 CHILK.SJ Office of the Secrotary 
of Ihe Commission Ip 45966 310-45966 310 

8006140234 Commont opposing proposed rule 1OCFR50 re emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & Initial fow power 
?£^!?lP /18 « Warnin 9 &iron9 8hou !d bo in place before any testing 
Y A N ^^ S n^ f K^ n Not Ass| 9 nQd 88/05/22 NRC - No Detailed Affiliation Given 
Ip 45794 244 45794 244 


8806140408 Comment supporting proposed rule 1OCFRS0 re emergency planning 8 
preparedness requirements (or nuclear power plant fuel loading & Initial low povW 
operations Sirens unnecesary during low powor testing at plant 
0ARSTOW.E 0 Affiliation Not Assigned 86/05/28 NRC - No Detailed Affiliate 
Given Ip 45804 290 45804 290 

6806140495 Comment supporting proposed rule 10CFR50 re emergency planrrng -8 
preparedness requirements for nuclear power plant fuel loading & initial Sow powtH 
operations Planl should be approved to operate w/o restrictions of evacuation rulings 
CHAPMAN, R N Affiliation Not Assigned 08/05/28 Docketing A Services Branch 
2pp 45804 204-45B04 295 

8806140497 Comment supporting proposed rule 10CFR50 re emergency pfenning S 
preparedness requirements (or nucloar powor plant fuel loading A Initial low power 
operations Immediate approval for plant low power testing requested 
CARDANI.C P Affiliation Nol Assigned 88/05/28 Docketing & Services Branch Ip 
45804 296 45804 296 
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6606140513 Comment supporting proposed rule 1CCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Licensing & full power operation of plant also supported 
SCHIEGOLEIT.A Affiliation Not Assignod 88/05/2B Commissioners Ip 45004 313 
45804 313 

6606150070 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
erations 

MACISAAC.J A Affiliation Not Assigned 00/05/23 Oockallng & Services Branch Ip 
45811 331 45011 331 

8606150419 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
erallons 

MCNAMARA, JP Affiliation Not Assigned 08/05/28 Docketing & Services Branch 
2pp 45814 116-45814 117 

0606240203 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

ALBERT.J J Affiliation Not Assigned 88/05/28 NRC - No Detailed Affiliation Given 
Ip 45916151*45916 151 

6606270079 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Rant very much needed 

BEAULIEU.C A Affiliation Not Assigned 00/05/28 Docketing & Services Branch Ip 
45936 259 45936 259 

6806140102 Comment opposing proposed rule 10CFR5O ra emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power 
opor a lions, Safety of people discussed 

BILUNGS, A N Affiliation Not Assigned 00/05/29 NRC No Detailed Affiliation 
Gn/en Ip 45704 276 45794 276 

8806140108 Comment supporting proposed rule 1OCFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
erations 

BATES.O R Affiliation Not Assigned 83/05/29 NRC - No Detailod Affiliation Given 
Ip 45794 277*45794 277 

8006140110 Comment supporting proposed rule 1CCFR50 re emergency planning 4 
preparedness requirements for nuclear power plant fuel loading & intlial low power 
operations Rule would expedite plant operation 

OOMTOIS.M H Affiliation Not Assigned 80/05/29 Office of tho Secretary of the 
Commission Ip 45794 310 45794 310 

0606140193 Comment supporting proposed rufo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations 

FRELSCHMER.E Affiliation Not Assigned 80/05/29 Docketing & Sorvices Branch 
Ip 45794 296-45794 296 

BB0B150151 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loodmq & Initial tow power 
operations Plant operation will prevent brown outs & reduce dependency on fossil 
fusts 

LOFGREN,JA Affiliation Not Assigned 00/05/29 Docketing & Sorvices Branch 2pp 
45812,259-46812 260 

8606150172 Comment supporting proposod rule 10CFR50 ro emergency planning & 
preparodness requirements tor nucloar power plant fuel loading & initial low power 
oporatlons Sirens need not be In place when low love] tests underway 
THOMAS, SW Affiliation Not Assignod 00/05/29 NRC - No Detailed Affiliation 
Given Ip 45014 043 45814 043, 

8606140045 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparodness requirements for nuclear power plant fuol loading & Initial low power 
operations Plant power necessary In stato 

WOODS.RA Affiliation Not Assigned 80/06/30 Office of tho Secretary of the Com- 
mission ip 45794 201-45794 261 

8806140059 Comment supporting proposod rulo 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuol loading & initial low power 
operations Potential hazards not associated w/low power tostlng 
LUCK.J.E, Affiliation Not Assignod 88/05/30 NRC - No Detailod Affiliation Given Ip 
46794 263*45794.263 

8806140061 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed clarification necessary to timely startup of facility, 

MORETTI.L Affiliation Nol Assigned 80/05/30 Docketing & Sorvlcos Branch Ip 
45794 264 45794 264 

8806140071 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial Tow power 
operations Facility is Important resource for electrical energy In New England 
HOGAN, J R Affiliation Not Assigned, 80/05/30 Office of the Secretary of the Com- 
mission, Ip 45794 267 45704 267 

8806140083 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading a Initial low powor 
op era lions. Bel loves plant poses no throat to public 

COLLINS.WE Affiliation Not Assigned 00/05/30 Docketing & Services Branch Ip 
45794 270 45794 270 

8809140065 Comment supporting proposed rule 1CCFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power op- 
erations 

CROWLEY.MJ Affiliation Not Assignod 88/05/30 Oocketing £ Sorvices Branch Ip 
45794 294 45794'294, 

8808140202 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading & Initial low power 
operations Low power testing will create no public hazard requiring evacuation 
KIRTLEY.J L Affiliation Not Assigned 80/05/30 Docketing & Services Branch Ip. 
45794 208 45794 208 


8B06140217 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

BJORBMAN.R K Affiliation Not Assigned 88/05/30 NRC - No Ootailod Affiliation 
Given Ip 45794 298 45794 298 

8806140265 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
erations 

* Affiliation Not Assigned 68/05/30 NRC - No Detailed Affiliation Given Ip 
45794 304-45794 304 

8806140480 Common! supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op 
erations 

PUTUANC.R F Affiliation Not Assigned 88/05/30 Docketing & Services Branch 2pp 
45802 328 45002 329 

6806140545 Comment supporting proposed rule 10CFR5O ro emergency planning & 
preparedness requirements tor nuclear power planl fuel loading & initial low powor 
operations New England needs to generate all power possible 
MARK.R Affiliation Not Assigned 00/05/30 Oocketing & Services Branch Ip 
45804 342*45004 342 

0806150030 Comment supporting proposed rule 10CFR5D re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op 
erations 

HOBBS, D Affiliation Not Assigned 08/05/30 Docketing & Sorvices Branch tp 
45811*339 45011.339 

0006150165 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuctoar power plant fuel loading & initial lov/ power oper- 
ations 

BLAKE, A C Affiliation Not Assigned 98/05/30 Docketing & Sorvices Branch Ip, 
45812 254*45012 254 

0806150274 Comment supporting proposed rule 10CFR5D re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
erations 

LEVESQUE, R R Affiliation Not Assignod O0/O5/3Q Dockotlng & Services Branch 
Ip 45014*163 45914 163 

0006150431 Comment opposing proposod rulo 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuol loading & initial low power 
operations Emergency planning needed before low powor operation granted, 

MARY Affiliation Not Assigned 80/05/30 Office of Iho Secretary of tho Commission 
2pp 45814 111 45014 112 

8506140065 Comment supporting proposed rule 10CFR5D ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

SCHIFFMAN,B Affiliation Nol Assignod 98/05/31 Docketing & Sorvicos Branch Ip 
4 5794 289 45794,209 

B 606 140 073 Comment supporting proposed rulo 10CFR60 ro emergency planning & 
preparedness requirements for nucloar power planl fuel loading & initial low powor op 
orations 

FOLEY.C Alfillatlen Not Assigned 08/05/31 Office of tho Socrotary of tho Commls 
slon Ip 45794 268*45704 260 

8806140993 Comment supporting proposed rule 10CFR&0 ro emergency planning & 
preparedness requirements for nucloar powor plant fuol loading A Initial low powor 
operations Dangers A ha 2 ards In use of oil, coal & gas greater than nuclear power 
DUNLAP.WC Affiliation Not Assigned 80/05/31 Dockoting & Services Branch Ip 
45794 205 45704 295 

800614012$ Commont supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuol loading & initial low powor 
oporailons Facility operation in boat Intorest of energy needs in Now England 
4 Affiliation Nol Assigned 88/05/31 Office of tho Socrotary of tho Commission Ip 
45794,270 457B4 279 

0889140 1 30 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuclear power planl fuel loading A Initial low powor op 
orations 

TOBIN, J Affiliation Nol Assigned 00/05/31 Office of tho Secretary of the Commls 
slon Ip 45794 200 45794 280 

8606140171 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & inilial low powor 
oporatlons Low powor testing next stop In realizing Seabnook full potontial 
DIPIETRO.AL Affiliation Not Assignod 00/05/31 Docketing & Services Branch Ip 
46794:199 45704 199, 

6006140175 Comment supporting proposod rule 10CFR60 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Inilial low powor 
operations Wall Street Journal article oncl W/o slated encf 

ROSENTHAL, CM Affiliation Nol Assigned, 88/05/31 Docketing & Sorvicos Branch, 
Ip 45794 202-4 5794 202, 

6BO6140 1 80 Comment supporting proposed ruts 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor 
operations Action of M Dukakas deplored 

TURNER.OM Affiliation Not Assigned 88/05/31 Dockoting <5 Services Branch Ip 
45794 206-45704 206 

6606140198 Comment supporting proposed ruto 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Energy source needed to maintain living stds & positive employment ralo 
REYNOLDS.J J. Affiliation Nol Assigned 80/05/31 Docketing & Services Branch Ip 
45794 207 45794 207, 

8806140205 Comment supporting proposed ruts 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & inilial low power op 
orations, 

BOSTON, G Affiliation Nol Assignod 90/05 /31 Dockoting & Services Branch Ip 
45794 297 45794 297 
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8800140208 Comment supporting proposed rule 10CFF150 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Commonwealth of MA using siren Issue to impede plant licensing 
CAVAN AU GH.R 8 Affiliation Not Assigned 63/05/31 Office of the Secretary of Iho 
Commission tp 45704 212-45794 212. 

8800140219 Comment opposing proposed rule 10CFR5D re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations NRG using genonc rulemaking to address sito-spocific problems of plant 
POWELL.WJ Wei bridge J Powell €8/05/31 CHILK.SJ Office of the Secrotary of 
the Commission Ip 45794 235 45794 235 

8800140220 Common! supporting proposed rule 10CFR5G re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading & initial low power op- 
erations 

LUCAS.T , LUCAS, E R Affiliation Not Assigned 68/05/31 NRG - No Detailed Affili- 
ation Given 2pp 45794 240 45794 241 

88061 40262 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading & initial low powor op- 
erations 

RAPHAEL, T Affiliation Not Assigned 80/05/31 Office of Ihe Secretary of the Com- 
mission Ip 45794 303-45794 303 

0806140462 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial fow power 
operations, People will require potential of plant In continuous need for energy 
JO HNS ON, J L Affiliation Not Assigned 88/05/31 Office of the Secretary of tho Com- 
mission- Ip 45802 341-45802 341 

8686140487 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Requests that plant be put on line 

• Affiliation Not Assigned 98/05/31. Office of the Secretary of tho Commission ip 
45804 289-45804 289 

8306 140491 Comment supporting proposed rule 10CFR50 re emergency planning a 
preparedness requirements Tor nuclear power plant fuel loading & initial low power 
operations Licensing of plant essential to future economic growth 
SULUVAN.FP Affiliation Nol Assigned 88/05/31 Docketing A Services Branch Ip 
45004 292-45804 292 

8006140568 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial fow power 
operations Sirens not necessary for testing oJ plant 

WATTS ON,G B> Affiliation Not Assigned 8B/05/31 Docketing A Services Branch Ip 
45804 309 45804 309 

8608150012 Comment supporting proposed rula 10CFH50 re emergency pianning & 
preparedness requirements tor nuclear power plant fuel loading & Initial low power op- 
erations 

BAUM.JVV Affiliation Not Assigned 98/05/31. Docketing & Servlcos Branch Ip 
45912 276-45612 276 

6306150022 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuctear power plant fuel loading & Initial low power op- 
erations 

JOHNSON.JR Affiliation Not Assigned 86/05/31 Docketing & Servlcos Branch Ip 
45-611 343-45811 343 

8066150025 Comment supporting proposed rule 1GCFR5Q ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

KANC.J L Affiliation Not Assigned BQ/05/31, Docketing & Services Branch, Ip 
45811 342-45811-342 

8806150039 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
orations 

BAUMANN, E L Affiliation Not Assigned 68/05/31 Docketing & Servlcos Branch Ip. 
45811.338-45811:338 

88061 S 0040 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for nuefear power plant fue? loading & initial low power op- 
erations 

ROYSTON.AB Affiliation Not Assigned. 88/05/31 Docketing & Services Branch Ip 
4581 1.337-4581 V337 

0806156069 Comment supporting proposed rule 10CFR50 re emergency planning 6 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations, 

WRIGHT, H Affiliation Not Assigned 86/05/31 Docketing & Services Branch. Ip 
45811:332-45811 332 

8806150095 Comment on proposed rule 10CFR50 re emergency panning & prepared 
ness requirements for nuclear power plant fuel loading * Initial low power 
operations Requests warning siren sys bo Installed. 

ANDRIAN, P.R Affiliation Not Assigned 88/05/31. NRG - No Detailed Affiliation 
Given Ip. 4581 1 .327 4581 1 327 

080615011$ Commenl supporting proposed rule 10CFR5O ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
ore lions 

CARUSO, S N. Affiliation Not Assigned 8B/05/31 Dockahng & Services Branch Ip. 
45813003 45813 003 

8806160126 Comms/it supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fua) loading & Initial fow power 
operations Area needs energy source 

' Affiliation Nol Assigned 88/05/31. NRC - No Detailed Affiliation Given Ip. 
45812-359 4 5 61 2‘3 59 H 

0606160243 Comment supporting proposed rula 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

LINANE.WE. Affiliation Not Assigned 89/05/31. NRC - No Detailed Affiliation Given. 
Ip. 45814:170 45814:170 


0806150263 Commenl supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

FLYNN, J Affiliation Not Assigned 80/05/31 Docketing & Services Branch 5p 
45814 165 45014 165 

0806150297 Comment supporting proposed rule 10CFR50 re emergoncy planning A 
preparedness requirements for nucloar power plant fuel loading & initial few powi-r 
operations Believes New England needs plant 

HAMILTON v W Affiliation Not Assigned 88/05/31 NRC - No Detailed Affiliation 
Given Ip 45012 174 45812 174 

6006150301 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Hopes NRC wifi start plant in operation 

LEUPOLD.R J Affiliation Not Assigned 06/05/31 Docketing & Servlcos Branch Ip 
45812 173-45812 173 

8806160302 Requests extension to 30 day public comment period for proposed ri/e 
making 10CFR5O, '‘Emergency Planning & Preparedness Requirements for Nuclear 
Power Plant Fuel Loading & Initial Low Powor Operations ” 

EPTING.R E-ptmg & Hackney EPTING.R Coalition for Alternatives lo Shoaron Hams 
08/05/31 CHILK.SJ Office of the Secretary of the Commission 2pp, 4 5806 350 
45006 360 

8006150413 Commenl supporting proposed rule 10CFR50 ro emergoncy planning A 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

SANSTROM.L Affiliation Not Assigned 08/05/21 CHILK.SJ Offico of Iho Secretory 
of the Commission Ip 45014 023 45014 023 

6006150405 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear powor plant fuel loading & Initial low powor op- 
erations 

GOLD.VG Affiliation Nol Assigned 88/05/31 Docketing & Services Branch Ip 
45814 182 45014 182 

8606240244 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
pa redness requirements for nuefear power plant fuel loading & mitlat low power o pci 
atlons 

WACHENDORF.B C Affiliation Not Assigned 88/05/31 Commissioners tp 
4591 6 1 176 45916 176 

B0O627OOQ8 Comment supporting proposed rule 10CFR50 re ornorgoncy planning A 
preparedness requirements for nuclear powor plant fuel loading & Inillal lew power 
operations Commonwealth of MA needs dependable power 

EGOLF.K Affiliation Not Assigned 80/05/31 Dockoiing & Services Branch Ip 
45930 252-45936 252 

0806270080 Comment supporting proposed rule 10CFR50 re ornorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading A initial lowpOAOr op- 
erations 

EGOLF.M Affiliation Not Assigned 88/05/31 Docketing & Services Branch Ip 
45936 260 45936 260 

8806140064 Comments supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements (or nucloar powor plant fuel loading & Ini Hal low power 
operations Sirens unnecessary since testing pesos no threat 
WHITE.A P Affiliation Not Assigned 00/06/01 Docketing & Services Branch Ip 
45794 260 45794 288 

8606140004 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar powor plant fuel loading & Initial low power 
operations Future economic progress In Northeast region dependent on opening of 
plants 

* Affiliation Not Assigned 8P/06/01 Docketing & Services Branch Ip 45704 271 
45794 271 

6806140140 Comment supporting proposed rule 1OGFR50 re emorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading & initial fow power op- 
erations 

SMITH.R Affiliation Not Assigned 80/06/01 NRC - No Detailed Affiliation Given Ip 
45794 313 45794 313 

0806140152 Comment supporting proposed rule 10CFR50 ro emergoncy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial tow powor 
oparalfons Rule will clarify existing ambiguity 

BOYD.R Affiliation Not Assignod 08/06/01 Docketing & Services Branch Ip 
45794:314-45794 314 

0806140163 Comment supporting proposed rule 10CFR50 re emergoncy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Power that Saabrook would generate desperately neoeded 
BRYANT, A Affiliation Nol Assigned 88/06/01 NRC - No Detailed Affiliation Gr^en 
Ip 45794.190-45704 198 

0008140212 Comment supporting proposed rule 10CFR50 re emergency planning A. 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Confidence that Commission studied ramifications of rule expressed 
SEEFELD.R H , SEEFEID.B V Affiliation Not Assigned 08/06/01 Docketing A Sorv 
Ices Branch Ip 45794 213 45794 213, 

0806140235 Comment supporting proposed rule 10CFR50 re emergoncy pfenning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Power from Seabrook urgently needed 

PASSER, HC Affiliation Not Assigned 8O/O0/O1 NRC - No Detailed Affiliation avert 
Ip 45794.245 45794 245 

6606140346 Comment supporting proposed ruie 10CFR50 re emergoncy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Expresses concern that plant complete & sitting Idle. 

HARPER.S Affiliation Not Assigned. 88/06/01 Docketing & Servlcos Branch Ip 
45800 161-45800,161 
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8806140349 Comment supporting proposed rule 1CCFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial fow power 
operations Removal of plant siren sys not in interest of public safety 
NEWTON.TH Affiliation Not Assigned 08/06/01 Docketing A Services Branch to 
45B00 201 45800 201 

8606140433 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Every effort 9hould be made to startup plant 

SCOBIE.J R Affiliation Not Assigned 08/06/01 Docketing & Services Branch ip 
45004 160 45004 166 

6806140457 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power 
oporallons Plant should be started duo to area needing electrical power 
TREZ.S Affiliation Not Assigned 88/06/01 Docketing & Services Branch Ip 
45800 215 45800 215 

8006140479 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power 
operations Clarification of requirements urged so plant will no longer stand idle 
WHITTEMORE.W P Affiliation Not Assigned 80/06/01 Docketing & Sen/Ices Branch 
ip 45804 284-45804 284 

0000140503 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Plant should qualify for testing to remedy energy supply problem 
HEAVREN.D A Affiliation Not Assigned 88/06/01 Dockoting & Services Branch Ip 
45004 304 45004 304 

0806140511 Comment supporting proposed rule 1OCFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Plant needed to supply energy 

VON BRECHT, PE Affiliation Not Assigned 80/06/01 Dockoting & Services Branch 
Ip 45813 004 45013 004 

8806140517 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel foadlng A Initial low power 
operations Operation of plant essential to Now England growing energy needs 
MAINES.JH Affiliation Not Assigned 88/06/01 Docketing & Services Branch Ip 
45004 314-45004,314 

8806140519 Comment supporting proposod rulo 10CFR5D re emergency planning a 
preparedness requirements for nuclear power plant fuol loading A Initial low power 
operations Requests plant operation 

CAS SAT A, T , CAS SATA ,R Affiliation Not Assignod 80/06/01 NRC - No Detailed Af- 
filiation Given Ip 45804 316 45804 310 

8806140522 Comment supporting proposod rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear powor plant fuel loading A initial low powor 
operations Sirens need not be In place during Initial low power testing 
DALY.EJ Affiliation Not Assigned 88/06/01 Dockoting & Services Branch Ip 
45804 310 45804 310 

0008140550 Comment supporting proposod rulo 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading A Initial low power 
operations Rule Important to New England energy supply picture 
PASTORE,J Affiliation Not Assigned 08/06/01 Dockoting & Services Branch 2pp 
45004 350 45004 351 

0806150007 Comment supporting proposod rule 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low powor op- 
erations 

LOHMILLER.B Affiliation Not Assigned 80/06/01 Do-cketlng A Sorvices Branch Ip 
45812 200 45812 280 

0006150020 Comment supporting proposod rulo 1OCFR50 ro emorgoncy planning & 
preparednoss requirements for nuclear power plant fuel loading & initial low powor op- 
erations 

HALL.M Affiliation Not Assigned 00/06/01 Dockoting & Sorvices Branch Ip 
45812 202 45012 202 

0BO81 50030 Comment supporting proposed rule 10CFR50 re emorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

MCKENZIE.ED Affillalion Not Assigned 88/06/01 Docketing & Sorvices Branch 
2pp 45812 322*45812 323 

BB06150034 Comment supporting proposed rule 10CFR50 ro emorgoncy planning A 
preparedness requirements for nuclear power plant fuol loading A initial low power op 
orations 

WALTON.EH Affiliation Not Assignod 00/06/01 Docketing A Sorvices Branch Ip 
45811,340 45011 340 

8B06 150054 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A Initial low power op- 
erations 

* Affiliation Not Assigned 00/06/01 Office of tho Secretary of tho Commission 2pp 
45812 329 46012 330 

8806 150058 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op- 
erations 

OWEN.AW Affiliation Not Assigned 08/06/01 Docketing & Sorvices Branch Ip 
45812 328*45812 328. 

8800160071 Comment supporting proposed rule 10CFR50 re emorgoncy planning & 
preparedness requirements for nucloar power plant fuel loading & Initial low power 
operations Time reduction should be made betweon completion of plant A operation. 
AMERINGER.EO Affiliation Not Assignod 00/06/01. NRC • No Detailed Affiliation 
Given Ip 45011 330 45811-330 

8806150086 Comment supporting proposed rulo 10CFR60 ro emorgoncy planning & 
preparednoss requirements for nucloar power plant fuel loading A Initial low power 
operations Rule sensible 

SAUNDERS.F.C, Affiliation Not Assigned, 00/06/01 Docketing & Services Branch 
Ip 45612 264-45812 264 


8806150127 Comment supporting proposed rule 10CFH50 re emergency planning A 
preparednoss requirements for nuclear power plant fuel loading A initial lev/ power op- 
erations 

CYR,R E Affiliation Not Assigned 80/06/01 Dockoting A Services Branch Ip 
45G12-35B 46812 350 

8806150139 Comment supporting proposed rulo lOCFRSO ro emorgoncy planning A 
preparednoss requirements for nuclear power plant fuel loading A Initial low powor 
operations Expedited startup of plant in public interest 

FAIRBANKS, E H AlfiliaMon Not Assignod 08/00/01 Dockoting A Services Branch 
Ip 45011 313 45811 313 

8806150150 Comment supporting proposed rule 1OCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low powor 
operations Plant should be put to work soon 

ALIA.R , ALIA.M Affiliation Not Assigned 88/06/01 Office of the Secretary of tho 
Commission Ip 45011 306*45811 309 

8806150169 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial tow power 
operations Facility ready to boost needed supply In area 

VEZINA.R E Affiliation Nol Assigned 00/06/01 Office of the Secretary of the Com 
mission ip 45014 044*45014 044 

8806150191 Comment supporting proposed rule 1OCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Commissioners should exercise best Judgement re safety requirements 
BEEDE,JG Jolts G Beode 00/06/01 Dockoting A Services Branch Ip 45012243 
45812 243 

8B0B1 50193 Comment supporting proposed rulo 1CCFR5D re emergency planning A 
preparedness requirements for nuclear powor plant fuel loading & Initial low power 
operations Facility should bo brought on lino, at lull power, as soon as possible 
DOHERTY.FR Affiliation Not Assigned 08/06/01 Docketing A Sorvices Branch Ip 
45814 033 45814 033 

8806150221 Commonl supporting proposed rulo 1GCFR5D re emergency planning A 
preparedness requirements for nuclear powor plant fuel loading A Initial low power op 
orations 

MORTON.CF, Affiliation Not Assigned 80/06/01 Commissioners Ip. 45O12 205 
45812 205 

8006160228 Comment supporting proposod rulo 10CFR5O ro omergoncy planning A 
preparedness requirements for nuclear power plant fuol loading A Initial low powor 
operations Tragedy of Shoreham cannot bo duplicated w/o devastating results 
DESIMONE.A M Affillalion Not Assigned 08/00/01 Dockoting A Sorvices Branch 
Ip 4501 1 359-45011 359 

8806160231 Commonl supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power planL fuol loading A initial fow powor 
oporallons Low powor testing of now nucloar plants safe 

P/ZZUTI.R P Affiliation Not Assigned 80/06/01, Docketing & Services Branch Ip 
45012 204-45812 204 

8806150248 Comment supporting proposed rule 10CFR5O re emergency planning A 
preparednoss requirements for nuclear power plant fuol loading A Initial low power op 
orations 

MCGOVERN, M L , MCGOVERN, J F Affiliation Not Assigned, 00/06/01, Docketing A 
Services Branch Ip 45014 109-45014 169 

0806150264 Comment supporting proposod rule lOCFRSO re emergency planning A 
preparedness requirements for nuclear powor plant fuol loading A Initial low power op 
orations 

MARCEAU.K Affiliation Not Assignod 00/06/01 Docketing & Services Branch Ip 
45814 160-45614 168 

8606160257 Comment supporting proposed rulo lOCFRSO ro emergency planning A 
preparednoss requirements for nuclear power plant fuol loading A initial low powor 
operations Requirement that sirens bo in placo lor low power toslTng unnecessary, 
ANDERSON.EG Affiliation Not Assignod 88/09/01 Commissioners 2 pp 45012 193- 
4 5812 104 

8806150272 Comment supporting proposed rule lOCFRSO ro emorgoncy planning A 
preparedness requirements for nuclear power plant fuol loading A Initial low powor 
operations Offslta slrons unnecessary for low powor tosllng 

WELLS, R,E Affiliation Not Assignod 83/06/01 Dockoting & Sorvices Branch 3pp 
* 45012 187 45012 189 

8896150313 Comment supporting proposed rule 10CFR50 ro emorgoncy planning A 
preparednoss requirements for nuclear powor plant fuel foadmg A initial low powor 
operations Supports low power testing at plant 

BARNEY.JE Affiliation Not Assigned 80/06/01, Dockoting & Sorvices Branch Ip 
45012 160 45012 168 

8806150315 Comment supporting proposed rule lOCFRSO ro emergency planning A 
preparedness requirement for nuclear power plant fuol loading A Initial low power 
operations Cites unresolved problems at Diablo Canyon 

DOUGLASS, J A Affillalion Not Assigned 86/06/01. Docketing A Services Branch Ip 
45012.166 45812,166 

8808150321 Comment supporting proposed rule lOCFRSO re emergency planning A 
preparedness requirements for nuclear power plant fuel foading A Initial low powor 
operations Urgos to get plant going prudently A quickly. 

MACYgP R Affiliation Not Assignod 00/06/01 Dockoting A Services Branch Ip 
45812 >63-45012163 

8808150368 Comment supporting proposed rulo lOCFRSO re emorgoncy planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
orations 

LOURSE.N A Affiliation Not Assignod 00/06/01 Docketing & Services Branch Ip 
45008 355-45808 355 

0806150417 Commonl supporting proposed rulo lOCFRSO ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
erations 

PLETT.FR Affiliation Not Assigned BB/OB/OI, Docketing & Services Branch 2pp 
4SB14.1 19 45814 120 
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880615041$ Comment supporting granting of low power testing license to plant A urges 
to compare great need lor nuclear powor.safe A efficient power that will be available 
tram plant to other sources 

STORCH.FJ Alfi! fat Ion Not Assigned 88/06/01 Docketing A Services Branch Id 
45814 1 1& 45814 118 

8806150424 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations K 

GREENE.LC L Charlton Greene Manufacturing 88/06/01 Docketing & Services 
Branch tp 45B14 115-45814 115 

8806150428 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for plant Installation of emergency sirens for testmq un- 
necessary * 

SESWKXF 3 R Affiliation Not Assigned 80/06/01 Docketing & Services Branch 2pp 
45814 1 18 45814 114 

6806150437 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low oowor 
operations Plant safe to operate 

HARRINGTON.H J Alfillation Not Assigned 88/06/01 Docketing & Servicos Branch 
Ip 45B14 103 45B14 103 

8806160447 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & inilial low power op- 
erations 

SCHLANGER,AL Affiliation Not Assigned 88/06/01 Docketing & Services Branch 
Ip 45814 188 45B14 188 

8606150453 Comment supporting proposed rule 10CFR5Q re emergency planning & 
preparedness requirements for nuefear power plant fuel loading & initial tow power op 
orations y 

ffsLNMOO 45B14 100 ^ Assffl,nsd 88/06/01 Docketing & Services Branch Ip 

8806150475 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
erations 

?HFJ!f?£^ o Af,lliat10n Not A&s| Q ned 80/06/01 Docketing A Services Branch Ip 
45314 185 45B1 4 185 

8808160477 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
orations 

Nat A95i g ne <l 66/00/01 Docketing & Services Branch ip 

45914 184-45S14 184 

8806150484 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial lew power op 
erations 

Not Assi a ned ee/00/01 Oockellng A Services Branch Ip 

8606150027 Comment supporting proposed rule 10CFR5Q re emergency planning A 
= dness requirements for nuclear power plant fuel loading & inilial low power op 

^ 8 /° Q /02 Office of the Secretary of the Commls 

SlOn ip dUI 4501 2 201 

8809150059 Comment supporting proposed rulo 10CFF50 re emergency planning A 
eratlons dneSS r0qulrernenls ,or nucloar P ower Plant fuol loading & initial low power op 

CAMPBELL.MG Affiliation Not Assigned 88/06/02 Office of the Secretary of the 
Commission Ip 45811 334-45811 334 x 

Con1fnem supporting proposed rule 10CFR50 re emergency planning & 
Brattons* ^oqul^e^nQn,9 for nu daar power plant fuel loading & initial low power op- 

MONTAMBAULT,l , MONTAMBAUIT.A Affiliation Not Assigned 88/06/02 Docket 
ing & Services Branch ip 45812 325 45012 325 c 

8806150068 Comment supporting proposed rule 10CFR50 ro emergency planning & 
©rations^ 085 reqLjfrom0flts for nuc!&ar P°* flr P lam fuGl fading A initial low power op 

^81^272 4561 N °' Assf9n9d 88/06/02 Docketing A Services Branch ip 

8806150072 Comment supporting proposed rule 10CFR50 re emergency planning & 
3 ration s dn€>5S requ,rem0nls ,&r nuclaflr P° WGf P^nl 1ue1 fading & Inftial low power op- 

12^ 27 a ^° n Ass *® nod 8B/06/Q2 Docketing A Servicos Branch Ip 

8806150093 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading £ InillaJ low power 
operations New England in reed of power plants " 

45 H 8^55-«ei2 A 35r° n Not Ms[flned ' 88/06/02 Docketing A Services Branch Ip 

BB06 150090 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial tow power 
operations Now England fn need of cheap power to compete w/othor areas of coun- 

45812 354 ° N01 ASS,9nBtJ 88/08/02 Docketing & Services Branch Ip 45812 354 - 

8006150099 Comment supporting proposed rule 10CFR50 re emergency plannlnn A 
Son 3 dnGSS fcqmremenls ,or nucloar P° wer P lanl *uel fading A initial low -{Sm op 

1^45812350 45ei2350 NO1 ASS ' Bn6d 08/06/02 NRG * No Datajlad Affiliation Given 

8006150106 Comment opposing proposed rule 10CFR60 re emergency plannma A ote 
parodness requ roments (or nuclear power plant fuol loading & Initial tow cower 
be in p,ace b9for0 low power testing begins P 

Assigned^ 63/06/02. ^JR(? ? No D ol a, t ed 


BB06150112 Comment supporting proposod rule 10CFR50 re emergency nlannrMi A 
preparedness requirements for nuefear power plant fuel loading A inilial Pa# cxL-r 
operations New England in need of as much power as can be generated ^ 
CALKIN, LL Affiliation Not Assigned 08/06/02 Office of the Secretary ol tiio Ccm 
mission 2pp 458 1 2 342-450 1 2 343 7 L<5rn 

8006150144 Comment supporting proposed rule 10CFR50 re emergency plana no & 
preparedness requirements for nuclear power plant fuol loading A initial |<vl V n^.-r 
operations Inlentions to speed approval of plant applauded 
MARTINANGELO.R Affiliation Not Assigned 0Q/06/02 Office of tho Secretary of the 
Commission Ip 45011 312-45811 312 r 

8806150153 Comment supporting proposed rule 10CFR50 re emergency nlanm.Ki K 
preparedness raquiremenls for nuclear power plant fuel loading A inilial low V oa^i co 
erations 1 v 

?S^c N ^J a ^« a J onNot Ass( 9 ned QB/06/02 Docketing & Services Branch 
4501 2 257-4581 2 258 r 

8806150177 Comment supporting proposed rule 10CFR50 re emergency tftsm r>j & 
preparedness requirements lor nuclear power plant fuel loading & Initial low po^r 
operations Permission for low power lesling urged 

80/06/02 Docketing & Servicos Bmnth 

45814 030 45814 039 rr 

BB06150198 Comment supporting proposed rule 10CFR50 re emomoncy eiannne A 

preparedness requirements for nuclear power plant fuel loading & Initial low www 
SBI B JSS25 8 J 30slre or faci,ll V 10 initials full power operations soon expressed 

L Aff,l,at,on Not Assigned 08/08/02 Dockoling & Services Branch Ip 
45Q12 1 06 45012 106 K 


8806150240 Comment supporting proposed rule 10CFR50 m omemency plannuvi & 
preparedness requirements for nuclear power plant fuel loading & Initial few noV/ 
operations Energy from facility needed 
WERNER, C F Affiliation Not Assigned 
45012 202 45B12 202 


80/06/02 Docketing & Servicos flumcb ip 


8806150241 Comment supporting proposed rule 10CFR50 ro emergency pkmvrn a 
preparedness requirements for nuclear power plant fuel loading & Initial low po n«r 
H5» 0 /S!i'^ n w 9 'site emergency slrons unnecessary for low power toslmo 
458 A 2 L 20M5^1 A iof t0nN ° l Assi9ned 88/06/02 Docketing & Services (Iwith ip 

8600150287 Comment supporting proposed rulo 10CFR50 ro omorfloncy pin urine A 
preparedness requirements for nuefoar powor plant fuel loading A Inilial lo/v ou-rtir 
operations Supports testing at util 

TOBIN.W H Affiliation Not Assigned flfl/06/02 Offico of tho Socmlary of Vw Um 
mission ip 45012 179 45012 179 

8B06 150295 Commont supporting proposod rule 10CFR50 ro omorgoncy pIbiv.iki A 
preparedness roquiremonls for nuefoar powor plant fuol loading & initial lo* pew r 
operations Supports tesling at util & production of power as soon as possible 

^ ot Ass[ 9 nod 06/06/02 Docketing & Services H rwv.fi Ip 

45U1Z 175 45012 175 

80061 60331 Comment supporting proposed rulo 10CFR50 re omorgurry alcmng & 
preparedness requirements for nuclear power plant fuol loading & initial !o« i\i*^ 
operations Supports strong & diversified Now England energy supply 
?p^ 4 5^{H5£M 50 12^ 1M ' ° ° ^ ss ^ ned 66/° 6 /° 2 Docketing & Seivicua R rjtrv h 

BB061 50354 Comment opposing proposed rule 10CFR50 ro omergoncy planning & pin 
parodness roquiremonls lor nuclear power plant fuol loading & initial lOtv 
operations Suggests several reasons for kooplng present rulo overlookod 
GRANT, J B Affiliation Not Assigned 00/06/02 Office of the Secretary ol Clio Com 
mission ip 45008 357 45B08 357 

8B061 50386 Comment supporting proposed ruto 10CFR50 ro emomuncy planna-j A 
erahons nSSS requ ^ rorTienl8 ^ or nuc l° ar power plant fuel loading & Initial low power op- 

NVREN.CE Affiliation Not Assigned 88/06/02 Docketing & Sorvicos flmach ip 
45614 030-46014 030 

8806150400 Comment supporting proposod rule 10CFR50 ro emergency ptanrvng A 
preparedness roquiremonls for nuclear power plant fuol loading & Inilial low po*or 
G P^ allons Drges NRC nol to be swayed by Cuomo A Dukakis soli sotving prorfa "4 

456?4 026 45G l 14 t 027 N ° l Assianed 88/06/02 Docketing & StnvJcos Branch 2pp 

B0O6 150406 Comment supporting proposed rule 1OCFR50 re emergency pljmrwj A 
preparedness requirements for nuclear power plant fuel loading & Inilial low poavt 
operations Urges enactment of new rule as soon as possible 

k R A Affiliation Not Assigned 88/06/02 Docketing & Services Branch ip 
45014 025-45014 025 

8806160425 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Inilial low per^^ 
SK jK2 n f 5°SH? 8te NRC 10 P° rsis1 * n advancing vitally needed rulo chanQO 

A,,llia{Ior ' Assigned 08/08/02 Docketing & Servicos Branch ip 
45014 190 45014 190 

8806150445 Common! supporting proposod rule 10CFR50 re initial low lv>d 
testing Electricity generated by nuclear power plant means loss pollution of etmos 
pnero 

JJfWART.C G Affiliation Nol Assigned 80/06/02 Docketing A Sorvicos Branch Ip 
45814 102-45014 102 

8806150448 Comment supporting proposed rulo 10CFR50 re requirements lor lew test 
mg ol nuclear power plant Working sirens not needod for testing procedure Concern*-} 
over d ys fn startup of plant 

j A ni 4 °in? Assigned 00/06/02 Docketing & Services Branch ip 
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8806240192 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

FRISCO, DC Coalition for Nuclear Rower Plant Postponement 80/06/02 CHILK.S J 
Office of the Secretary of Ihe Commission tp 45916 145-45916 1 45 

8806270035 Comment supporting proposed rule 10CFR5Q re emergency planning &. 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

GRIFFIN, H H Affiliation Not Assigned 08/06/02 NRC - No Detailed Affiliation Given 
2pp 45936 235 45036 236 

6606270283 Comment supporting proposed rule 10CFR5Q re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

NAPOUTANO.A 0 Affiliation Not Assigned 60/06/02 Docketing & Services Branch 
tp 45936127-45936127 

8696140182 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
oreparednoss roouirements for nuclear power plant fuel loading & initial low power 
operations New plan for emorgoncy planning good 

NILAND.R Z , NILAND.E A Affiliation Not Assigned 8B/06/03 Office of the Secrotary 
of the Commission Ip 45794 204-45794 204 

8806150082 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
e rations 

' Affiliation Not Assigned. 00/06/03 Docketing & Services Branch, Ip 45012 267 
45812 267 

9806160102 Commont supporting proposed rule 10CFR5O ro omergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Plant should not be closed down w/o regard to alternative means of 
power 

aUTT.L A , BUTT.G Affiliation Not Assigned 80/00/03 Docketing & Services Branch 
Ip 45812 347 46812 347 

6606160104 Comment supporting proposed rulo 10GFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations. 

ROSS.E F Affiliation Not Assigned 88/06/03 Docketing & Servicos Branch tp 
45812 346 45812 346 

8808160122 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
parednoss requirements for nuclear power plant fuel loading & Initial low power 
operations Rulo Ignores concorns raised by Stale of NH, Commonwealth of MA a 

ADAMS.J.S Redwood Alllanco 80/06/03 CHILK.S J Office of tho Secretary of the 
Commission 2pp 45811 320 45011 321 

8008160156 Comment supporting proposed rule 10CFR5O ro emergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor op 
orations. 

WEISSMAN.A Aflilialion Not Assigned 08/06/03 Docketing & Services Branch Ip 
46B11 307 45811 307 

8B0615020B Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements far nuclear power plant fuel loading & initial low power 
operations Licensing as soon as possible to assure adequate electricity requested 
□RADLEY, CF, Affiliation Not Assigned 88/06/03 Docketing & Services Branch Ip 
45812 101-45012101 

8806160212 Comment supporting proposed rulo 10CFR50 ro omorQonLy planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power op 
orations 

PATTON, R A Affiliation Not Assigned 00/06/03 Office ol tho Secretary of tho Com 
mission Ip 45812 207-450 12*20/ 

6806160219 Comment supporting proposed rulo 10CFR50 re emergoncy planning & 
preparedness requirements for nuclear powor plant fuol loading & initial low powor 
operations Objections to evacuation baseless 

ZALEWSKI.A J Affiliation Not Assigned 80/06/03 Docketing & Sorv Ices Branch Ip 
45812 096 45812 096, 

9900160246 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & initial low powor 
operations Facility can be brought on line w/o endangering public 
WALTER.H. Affiliation Not Assigned 88/06/03 Docketing & Services Branch 2pp 
45812:199 45812-200 

9686160306 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Supports chango to speed up licensing ol plant 

LiND.M M , UND.E Affiliation Not Assigned 88/06/03 Docketing & Services Branch 
Ip 45012.172-45012,172 

8806160324 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Urges NRC to get plant started 

COSTIGAN.RJ Affiliation Not Assigned B8/06/03 Docketing & Services Branch Ip 
45812 161-45812161 

8906160329 Comment supporting proposed rule 1QCFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations. Believes low power testing will not put public at risk 
KOEPCKE.K Affiliation Not Assigned 88/06/03. Docketing 4 Services Branch Ip 
45812 160 45812 160 

9906270024 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power 
operations New England needs energy 

ROBERT SHAW, R X Affiliation Not Assigned 80/06/03 Oockeimg & Services 
Branch 2pp 45936 229 45936 230. 

8806270226 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & initial low power 
operations Nuclear power has proven to be safer method of energy than coal 
LEITNER.G Affiliation Not Assigned 88/06/03. Office of the Secretary of the Com 
mission Ip 45936 174-45936.174 


6606150068 Comment supporting proposed rule 10CFR5O ro- emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op 
eralions 

WQZN1AK.J Affiliation Not Assigned 06/06/04 NRC No Detailed Affiliation Given 
Ip 45G1 2 263-45012 263 

G80G150133 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
orations 

LANEA Affiliation Not Assigned, 80/06/04 Office of tho Secretary of the Commis- 
sion 3pp 46811 316 45B11 318 

6606150152 Commont supporting proposed rule 10CFR60 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
eralions 

JOHNSON, T Affiliation Not Assigned 08/06/04 Docketing & Services Branch Ip 
45811 300 45811 308 

8806150158 Comment supporting proposed rulo 10CFR50 rn emergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
e ratio ns 

DENNIS, BC , DENNIS, Y Afhliallon Not Assigned 08/08/04 Oflico ol the Secretary 
of the Commission Ip 45011 306-45011 306, 

8806150166 Comment supporting proposed rule 10CFR50 re emergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor 
operations Claims ol catastrophic results from low power teBting fictitious, 
CONNAUGHTON.T AfMlalion Not Assigned 08/06/04 Docketing & Services Branch 
tp 45011 302 45B11 302. 

6006160184 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Licensing of facility as soon as possible Important 
* Affiliation Not Assigned 8G/06/04 Docketing & Services Branch Ip 45814 035 
45814,035 

0806240100 Comment supporting proposed rulo 10CFR50 re emergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & mltial lew powor 
operations Nuclear power more reliable than foreign ol! as source of onergy 
SUMMERS.LH Affiliation Not Assigned 88/06/04 Oockeimg & Services Branch Ip 
45900 301-45009 301 

0806240205 Commont supporting proposed rulo 10CFA50 ro emergency planning & 
proparodnoss requirements for nucloar power plant fuel loading & Initial tow power 
operations Requests to use Influenco to see util go on lino w/mln delay 
GAUPP.JL Affiliation Not Assigned 06/06/04 Docketing & Servicos Branch Ip 
45916 153 4591G 153 

0806270027 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements lor nuctear power plant fuol loading & Initial low power op 
orations 

□JEDLAND.A A Affiliation Not Assigned 80/06/04 Docketing & Services Branch Ip 
45036 231 45036 231 

0806270089 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & initial low power op 
orations 

90ARDMAN.RO Affiliation No! Assigned GB/06/04 Docketing & Services Branch 
Ip 45936 267-455)38 267 

8806270099 Comment supporting proposed rulo 10CFR50 ro emergoncy planning & 
proparodnoss requirements for nucloar powor plant fuol loading 8 initial low power op 
orations 

HAMMOND.H R Affiliation Nol Assigned 80/06/04. NRC - No Detailed Affiliation 
Given ip 45936 275-45936 275 

08G627Q 137 Comment supporting proposed rulo 10CFR60 re emergency planning & 
preparedness requirements for nuclear powor plant (uol loading & Initial low power 
operations Riant needs to bo on lino 

TARBELL.C A Affiliation Not Assigned 00/06/04 NRC - No Detailed Affiliation Given 
ip 46036 214 45936 214 

6806270 145 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements tor nucloar powor plant fuol loading & initial low power 
operations Full power llconse should be Issued based on sirens Installed 
FOURNIER.SP Affiliation Not Assigned 30/06/04. Oflico of the Secretary of the 
Commission Ip 45936 220-45936,220, 

8806240194 Comment supporting proposed rulo tOCFRGO ro emergency planning & 
proparodnoss requirements for nucloar powor plant fuel loading & Initial low powor op 
eralions 

BURTON.R H Affiliation Not Assigned 08/06/05 Docketing & Servicos Branch Ip 
45910 140-45916146 

8806240211 Comment opposing proposed rule 10CFP5Q ro emergoncy planning & pro- 
parodnass requirements for nuclear power plant fuel loading & mltial low powor oper- 
ations 

MORGAN, CW Affiliation Not Assigned 00/06/05 CHILK.S J Office of tho Socrotaiy 
of tho Commission 2pp 45916 150-45916150 

0006270168 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements tor nuclear power plant fuel loading & Initial low power op 
eralions 

WEBER.WE Affiliation Not Assigned 88/06/05. Docketing & Services Branch tp 
45936 199 45936 199 

8806140553 Comment supporting proposed rulo 10CFR50 ro omergency planning & 
preparedness requirements lor nucloar power plant fuel loading & initial low powor 
operations Strens unnecessary for low power testing 

KUKHAL.F Affiliation Not Assigned 08/06/06 Docketing & Services Branch Ip. 
45004 349 45004 349 

0006140571 Commont supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op- 
erations 

BLOUlN.LC Affiliation Not Assigned 00/06/06 Docketing & Services Branch Ip 
45B06 00 1 45805 001 
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880S1 50163 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & initial low power 
operations Emergency response requirements must be in place before low power op- 
eration . „ 

SVENSON.C , SVENSON.L N Affiliation Not Assigned 88/06/06 Office of ihe Secre 
lary of the Commission 1 p 45B1 1 304-4581 1,304 

6806150247 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
eratians 

URRINGTON.fi Affiliation Not Assigned 86/06/0& NRC - No Delailed Affiliation 
Given Ip 45812 197-45812 198 

8806150264 Comment supporting proposed rule 10CFRSO re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations NRC reasons for elimination of requirement for offsite sirens correct 
STEPHENSON.J W Affiliation Not Assegned 68/06/06 NRC - No Detailed Affiliation 
Given 3p p 45812 190 45812192 

6806240167 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & imlial low power oper- 
ations 

ENRIQUEZ.M Affiliation Not Assigned 86/06/06 CHILK.SJ Office of the Secretary 
oflhe Commission Ip 45916 133-45916 133 

8806240166 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Urges Commission to reject proposed rule change 
STEVENS.WW Affilralron Not Assigned 08/06/06 CHILK.SJ Office of t ho Secretary 
of the Commission Ip 45916134 45916 134 

8806240170 Commenl opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

BEAUREGARD, l Affiliation Not Assigned 68/06/06 CHILK.SJ Office oftho Secre- 
tary of the Commission Ip 45916 135*45916 135 


8806240201 Comment supporting proposed rule 10CFR50 re omorjjoncy planning & 
preparedness requirements for nuclear power plant fuel loading & Iruiral low powir op- 
erations J „ ^ 

SHEA.JV Coalition for Reliable Energy 08/06/06 Docketing & Services Drench Ip 
45909 302 45909 302 

6806240208 Comment opposing proposed rule 1OCFR50 ro emergency planning 8 pre- 
paredness requirements for nuclear power plant fuel loading & Initial low |>ower oper 
aliens 

‘ Affiliation Not Assigned 80/06/06 CHILK.S J Office of the Secretary of Ihe Coro 
mission Ip 45909 304 45909 304 

6006240210 Comment opposing proposed rulo 1OCFR50 ro emergency planning & pvo 
paredness requirements for nuclonr power plant fuel loading & Inlllnl low po*« 
operations Urgos Commission to re|oct proposed rulo change 
PUGLISJ.S Affiliation Not Assigned 08/06/06 CHILK.SJ Office of tlio Secretory of 
Ihe Commission Ip 45916 157 45916 157 

8B06240213 Comment opposing proposed rulo 1OCFR50 ro emergency planning A pre 
paredness requirements for nuclear power plant fuof loading A Inlllnl low power ojvr 
ations 

DUMONT.F.W Affiliation Not Assigned 00/06/06 CHILK.SJ Office of Iho SocrtUry 
of the Commission Ip 45909 307-45909 307 

8006240214 Comment opposing proposod rulo 10CFR50 ro emergency planning 4 pro 
paredness requirements for nuclear power planl fuel loading A Initial low pofrur 
operations Urges Commission to reject proposod rulo change 
FREEDMAN, R M Affiliation Not Assigned 08/06/06 CHILK.S J Offico of tho Sous 
tary of Ihe Commission Ip 45916 160-45916 160 

8806240219 Comment opposing proposed rulo 10CrR50 m omnrgoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading & ImliAl low puwu 
operations Offsite emergency responso planning roqulremonls must bo met before op- 
eration 

BURKSON.P F Affiliation Not Assigned 08/06/06 CHILK.SJ Office ol I ho Secretary 
of the Commission Ip 45909 309-45909 309 


8806240173 Comment opposing proposed rule 1GCFR50 re emergency planning & pro* 
paredness requirements lor nuclear power plant fuel loading & Initial low power oper 
ations 

HUSSEY ,T. HUSSEY, L Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the 
Secretary oflhe Commission Ip 45909 292-45909 292 


8800240220 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning A pro 
paredness requirements for nuclear power plant fuol loading & Initial tow power optr 
ations 

JOHNSON.E Affiliation Not Assignod 80/06/00 CHILK.SJ Office of t ha Socrctoryol 
the Commission tp 459Q9 310 4590Q 310 


8806240179 Comment opposing proposed rule 1OCFR50 re emergency planning A pre- 
paredness requirements for nuclear povrer plant fuel loading A Initial low power 
operations Urges Commission to reject proposed ruto change 
mONTVILLE.B A Affiliation Not Assigned 8B/06/06 CHILK.SJ Office of the Secre- 
tary 0 fthe Commission Ip 45916 138 45916 138 

8806240181 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & imlial low power oper- 
ations 

RICHAROSON.P Affiliation Not Assigned 83/06/06 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45909 295 45909 295 

6806240182 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power planl fuel loading & initial low power oper- 
ations 

MARSHALL, V. Affiliation Not Assigned 88/06/06 CHILK.S J Office of Iho Secretory 
of the Commission Ip 45916 140 45916 140 

8006240184 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

LYONS, JF Affiliation Not Assigned 88/00/06 CHILK.SJ. Office of the Secretary of 
the Commission Ip 45909 296 45909 296 

0806240186 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuef loading & India! low power op 
erations 

PROWLES.ED Affiliation Not Assigned B8/06/O6 Docketing & Services Branch Ip 


8606240188 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel feeding & Initial low power oper- 
ations 

OSWALD.B A Affiliation Not Assigned 66/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45909 297-45909 297 Y 


88082401 85 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading A Initial tow power oper- 


JORDAN.V, JOAOAN.W. Affiliation Not Assigned 08/06/06 CHILK.S J, Office of the 
Secretary of the Commission Ip 45909 290 45909 398 


6006240191 Comment opposing proposed rule 10CFR50 re 
paredness requirements for nuclear power plant luel li 
operations Urges Commission to reject proposed rulo charms 
CHARMANSKI.A Affiliation Not Assigned 86/06/06 


V; Z mvi rrejpy hou 

tary of the Commission Ip 45916144*45916 144. 


, < j & pre 

l A initial low powe 


CHILK.SJ Office of the Sscrc 


8806240221 Commont opposing proposod rulo 10CFR50 ro omorgoncy pfarmlivg A pro 
parednos9 requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

BOSTULS.R , BOSTULS.L, BOSTULS.D Affiliation Nol Assigned CU/Ofl/OQ 
CHILK.SJ Office of tho Secretary of Iho Commission Ip 45916 105-45916 105 

8006240222 Comment opposing proposod rulo 10CrR50 ro omorgoncy plan rung & pre 
paredness roqulremonls for nuclear power plant fuol loading A Inlllnl low poAuf 
operations Olfsite omorgoncy planning requirement must bo mol boloro opo-reto-fi 
comnioncos 

COSTELLO, N J Affiliation Not Assignod 06/Ofi/OG CHILK.SJ Office 0 1 Ihu S*re 
tary of the Commission Ip 45009 311 45900 311 

8000240223 Comment opposing proposed rulo 10CFR50 re umemoncy planning A fre 
paredness requirements for nuclear powor plant fuol loading & initial low power ofi r 
stionh 

MILLS, B Affiliation Not Assigned GB/06/06 CHfLK.SJ Office of Iho Sorrulruy of if-c 
Commission Ip 45916 1G6 45010 166 

0806240231 Comment opposing proposed rulo 10CFR50 re omorgoncy pfenning A pro 
paredness requirements (or nuclonr powor plant fuol loading & Inllml low po^cr 
operations Offsite emergency planning requirements must bo mol before opereE-cn 
starts, 

COSTELLO.CC Affiliation Not Assigned 00/06/06 CHILK.SJ Office ol Ihfl bocre 
tary of tho Commission Ip 45916 171-45916 171 

B0OG24O236 Comment opposing proposod rulo 10CFH50 ro emergency planning A pre 
paredness requirements for nuclear powor plant fuef loading & inlllnl lo* power 
oporalions Offsllo omorgoncy planning requirements must be mol bolero operate 
starts 

FJTZPATRICK.P Affiliation Not Assigned 60/00/06 CHILK.SJ Office of tho Score 
tary of the Commission Ip 45916 173-45916 173 

0806240237 Commenl opposing proposed rulo 10CFR50 ro emergency planning S pro 
parednoss requirements for nuclear powor plant fuel loading & Inlllnl low pu*cr 
opora1ton9 Offsite emergency response planning requirements must bo mol before op- 
eration 

TAFE.AE. Affiliation Not Assignod 00/06/06 CHfLK.SJ Office of the Secretory ol 
the Commission Ip 45916 174 45916 174 

0806240240 Comment opposing proposed ruJo 10CFR50 re omorgoncy planning A pro 
paredness requirements for nuclear powor plant fuol loading & inlllnl low fXhur 
operations Offsite emergency response planning requirements must bo mol bolero op- 
eration. 

EARLS.EV Affiliation Not Assigned 08/06/06, CHILK.SJ Office of tho Secretory cf 
Ihe Commission Ip 45916175 45916 175 


8006240195 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & Initial to w power 
operations Urges Commission to rated proposed rulo change 
35?5 Y,J t Affiliation Not Assigned 86/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45916 147 45916 147 y 

8806240196 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
afis SS rflquirernenl8 ,0 ' nucl0af Pwer pfant fuel loading & Initial low power oper- 


^S"ip ^o^WsM 06 CHILK ' S J 01,158 01 ma of ,he Com - 

eeoSMOW Comment opposing proposed rule tOCFflSO re emergency planning & pro 
atona reC|u ' ,ei ™ ,n,s ,0 ' nuclear planl fool loading & inlllal low powor oper- 

^. L ri frF ^ LY,R ,- e -, A,,l 'a l on Not Assignod as/06/OG CHILK.SJ Oldce ol 
the Secretary of the Commission Ip 45916 149 45916 148 


0806240241 Commont opposing proposod rule 1DCFR50 re emergency planning A pre 
attows S rec l ulf0morits for nuclQnr powor plant fuoJ loading & initial low powor optff 

MCLAUGHLIN, J Affiliation Not Assigned 80/06/06 CHILK.S.L Offlco of the Secre 
tary oftho Commission Ip 45909 314-45000 314 

8806240242 Comment opposing proposed rulo 10CFR5O re omorgoncy planning A pre 
ations S fGC,uiram0nls tor nuclGar power plant fuof loading & Initial tow powpr oper 

TIERNEY, J Affiliation Not Assigned 00/06/06 CHILK.SJ Office of tho Secretory pi 
the Commission Ip 45909 316 45909 316 


8806240246 Comment opposing proposod rule I0CFR50 ro omorgoncy planning A pre 
atoms 63 fec,u remGnls for nucleQr power plant fuol loading & Initial low power ofx* 

DESJARDINS, E Affiliation Not Assignod 88/06/06 CHILK.S J Offlco of Iho Seen} 
tary ot Iho Commission Ip 45909 317-45909 317 
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4 606270001 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
pa red ness requirements for nuclear power plant fuel loading & initial low power oper- 
alio ns 

SCANTON.M Affiliation Not Assigned 08/08/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 223 45936 223 

6806270002 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

GILLESPIE, MJ Affiliation Not Assigned 88/08/06 CHILK.SJ Office of the Secretary 
of the Commission 1 p 45936 224-45936 224 

8806270003 Comment opposing proposed rule 10CFR5O ro emergency planning & pro- 
ps redness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

NIC HOLS, V C Afliliation Not Assigned 60/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 225-45936 225 

6006270004 Comment opposing proposed rule 10CFFI50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

ORENSTEIN.HK Affiliation Not Assigned OB/06/00 CHILK.SJ Office of the Seer© 
lary of the Commission 1 p 45936 226 45936 226 

8606270005 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading & Initial low power oper 
aliens 

GREENWAY.D V Affiliation Not Assigned 00/06/06 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45916 002 45916 082 

6606270006 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interest in mind 
GARLEY.S, GARLEY.R Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the 
Secretary of the Commission Ip 45916 003 45916 OB3 

8806270000 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

HQLUS.S Affiliation Not Assignor! 80/06/06 CHILK.S J Office of the Secretary of 
the Commission, Ip 45916 006-45916 006 

0BOB27OOO9 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & initial low power 
operations Proposed rule dovoloped w/only util Interest In mind 
NICHOLS, V Affiliation Not Assigned 06/06/06 CHILK.SJ Office of the Socrotary ol 
the Commission Ip 45916 087-45916 007 

8806270012 Common! opposing proposed rulo 1GCFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low powor oper- 
ations 

PQMANTE.DJ Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45916 0Q9 45916 009 

0606270013 Comment opposing proposed rule 10CFR60 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuol loading & milial low powor opor 
ations 

DREW.CA Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45916 090 45916 090 

8806270016 Comment opposing proposed rulo 1QCFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & Initial low power opor 
ations 

GAGE.M E Affiliation Not Assigned GB/06/06 CHILK.SJ Office ol the Secretary of 
the Commission Ip 46916 091-45916 091 

8806270017 Commonl opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & Initial low power 
operations Proposed rulo dovoloped w/only util interest In mind 
HALL.WL, hAlL.AM Affiliation Not Assignor! 0Q/0G/06 CHILK.SJ, Olflco of the 
Secretary oflhe Commlsilon Ip 45916 092-45916 092 

6006270010 Comment opposing proposed rute 10CFR50 re emergency planning & pro 
parednoss requirements for nuclear power plant fuel loading & Initial low powor 
operations Proposed rule dovoloped w/only util Interest in mind 
SHILUTO.EC Affiliation Not Assigned 80/06/06 CHILK.SJ Office of Iho Secretory 
of the Commission Ip 45916 093 45916 093 

8806270019 Commonl opposing proposed rulo 10CFR50 ro emergency planning 6 pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GRASSO.M , GRASSO.J Affiliation Not Assigned. 06/06/06 CHILK.SJ Office of the 
Secretary of the Commission Ip 45916 094 45916 094 

8808270020 Comment opposing proposed rule 1OCFR60 re emergency planning & pre- 
paredness requirement for nuclear power plant fuel loading & initial tow powor oper- 
ations 

KANE.ME Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary of 
Iho Commission ip 46916 095-45916.095 

8606270021 Comment opposing proposed rule 1OCFR50 re nmergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & Initial low powor 
operations Proposed rule developed w/only util Interest In mind 
PERRY, WF Affiliation Not Assigned 80/06/06 CHILK.SJ. Office of iho Secretary ol 
the Commission Ip 45916 096 45916 096 

8606270022 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & Initial low powor oper 
aliens 

THOMPSON, D Affiliation Nol Assigned. 00/06/06 CHILK.SJ Oftico of Iho Secretary 
of the Commission Ip. 45936.220-45936*220. 

6008270023 Comment opposing proposed rate 10CFR50 re emergency planning &. pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/only util Interest In mind 
DIGNAM.M A., DIGNAM.G M Affiliation Not Assigned 00/06/06 CHILK.SJ. Office of 
Iho Secretary of the Commission Ip 45916 097-45916 097 


8806270020 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & Initial low power 
operations, Proposed rule developed w/only ulil Interest in mind 
JEPPESEN.GR Affiliation Not Assigned 60/06/06 CHILK.SJ Office of Ihe Secre 
tary of the Commission Ip 459 1 6 09Q 45916 090 

0000270030 Comment opposing proposed rule 1OCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interest In mind 
BOUDREAUX.DE Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secre- 
lary ol the Commission Ip 45916 099-45916 099 

6806270032 Comment opposing proposed rute 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & initial low power 
operations Proposed rule developed w/only util Interest In mind 
SPINNEY, C Affiliation Not Assigned 60/06/06 CHILK.SJ Olfice of the Secretary of 
the Commission ip 459t6 100 46916 100 

8006270033 Comment opposing proposed rule 10CFR50 ro emergency planning 4 pre 
parednoss requirements for nuclear power plant fuel loading & Initial low power oper 
ations 

LAUDANI.JF Affiliation Not Assigned 8S/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 234 45936 234 

8806270034 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements for nuclear powor plant fuel loading & Initial low powor opor 
ations 

SMITH, B Affiliation Nol Assigned O0/O6/O0 CHILK.SJ Office of tho Secretary of the 
Commission Ip 45916 101-45916 101 

8806270036 Comment opposing proposed rule 1OCFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & Initial low power oper- 
ations 

TRASK.F.W, TRASK.LJ Affiliation Not Assigned BG/06/06 CHILK.SJ Office of the 
Secretary of th© Commission Ip 45916 102 45916 102 

6Q06270037 Comment opposing proposed rule 1OCFRS0 re emergency planning & pre 
paredness roquiromonls lor nuclear powor plant fuel loading & initial low power oper 
ations 

HAMILTON.R. HAMILTON, B Affiliation Not Assigned 80/06/06 CHILK.SJ Olfice of 
the Secretary of tho Commission Ip. 45916 103-45916 103 

8006270039 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power pfant fuel loading & Initial low power oper- 
ations 

RANALLI.RM Affiliation Not Assigned 08/06/06 CHILK.SJ Office of ihe Secretary 
of tho Commission 1 p 45936 23B-45936 238 

BB06279043 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro 
parodness requirements for nucloar power plant fuol loading & initial low powor opor 
ations 

ATKINSON. J , SPAULDUG.R Affiliation Not Assigned 00/00/06 CHILK.SJ Office of 
tho Secretary of tho Commission Ip 45936 240 45936 240 

0BOG27OO44 Comment opposing proposed rule 10CFR50 ro emergency planning & pro- 
parednoss roquiromonls for nucloar powor plant fuol loading & initial low powor oper- 
ations 

BROCHEH.E L Affiliation Not Assigned QQ/06/06 CHILK.SJ Office of th© Secretary 
of tho Commission Ip 45016 105 46916 105 

8006270048 Comment opposing proposed rula 1OCFR60 re emorgoncy planning & pro- 
parodnosa requirements for nuclear powor plan! fuol loading & Initial low power oper- 
ations 

FOWLER.S Affiliation Not Assigned 00/06/06 CHILK.SJ. Office of the Secretary of 
the Commission Ip 45016 106-45916 106 

B806270047 Commonl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

POTRY.B , POTRY.A Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the 
Secretary of the Commission Ip. 45936 241-45936,241 

6006270049 Comment opposing proposed rulo 1QCFR50 ro emergency planning & pre- 
paredness requlremonts for nuclear power plant fuel loading & Initial low power oper- 
ations 

SALUNGER.EE Affiliation Not Assigned 00/09/06, CHILK.SJ Office of tho Secre 
tary of the Commission Ip, 45936 243 45D3Q 243 

6606270050 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
parednoss requirements (or nuclear power plant fuel loading & Initial tow power oper- 
ations 

FINKE.J L Affiliation Not Assigned 89/06/06 CHILK.SJ. Office of the Secretary of 
tho Commission Ip 45916 107 45916 107 

8808270051 Comment opposing proposed rule tOCFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

TURNER.G . TURNER.P Affiliation Nol Assigned 00/06/06. CHILK.S J Offico of the 
Secretary of die Commission Ip 45936*244 45936 244 

8806270053 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

PARAS, N. Affiliation Not Assigned. 88/06/06 CHILK.S.J Office of tho Secretary of 
the Commission Ip 45919 108-46916 100 

6606270055 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requlremonts for nuclear power plant fuol loading & Initial low power oper- 
ations 

VAN NAHL.T Affiliation Not Assigned. 80/06/06 CHILK.S, J Office of Ihe Secretary 
of the Commission Ip 45943 156-45943 166 

8806270056 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & initial low power oper- 
ations 

RANDALL, W.M. Affiliation Nol Assigned 06/06/00. CHILK.SJ Office of tho Secretary 
of the Commission Ip 45916*1 1 1-45916 1 1 1 
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8806270058 Comment opposing proposed rule 10CFR5Q re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interests in mind 
STUART.RC Affiliation Not Assigned 86/00/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 246-45936 246 

8806270059 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements fo-r nuclear power plant fuel loading & initial low power oper- 

VANPELT.D. VAN PELT.B Affiliation Not Assigned 88/06/06 CHILK.SJ Office of 
the Secretary of the Commission ip 459 16 1 12 45916 1 12 

8806270081 Comment opposing proposed 1 rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
aliens 

MARTELUNI.A Affiliation Not Assigned 65/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 4S936 248 45936 246 

8806270064 Comment opposing proposed rule 1OCFRS0 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/orly util interests in mind 
SCHLEGEE.NB, SCHLEGEE.F Affiliation Not Assigned 88/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 45936 250 45936 250 

8B06270O65 Comment opposing proposed rule I0CFFI5O re emergency planning <5 pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

BRACKETT.J Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary 
of the Commission ip 45916 114-45916 114 

08O627OO66 Common! opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

AMUNDSEN.KL Affiliation Not Assigned 86/06/06 CHILK.SJ, Office of the Socre 
tary of the Commission Ip 45916,115-45916 115 

0806270067 Comment opposing proposed rule 10CI : R50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
aiions 

SALLINGEH.L Affiliation Not Assigned 88/06/06 CHILK.SJ Offrco of the Secretary 
of the Commission Ip 45936 251-45936 251 

8806270069 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rute developed w/only util Interests In mind 
PENDOLEY.DM Affiliation Not Assigned 88/06/06 CHILK.SJ, Office of the Secro- 
tary of the Commission Ip 45936 253 45936 253 

8006270070 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements tor nuclear power plant fuel loading & initial low power oper 
ations 

CHAPMAN, D Affiliation Not Assigned B8/06/06 CHILK.SJ Office of ihe Secretary 
of Ihe Commission Ip 45916 1 16 45916 116 

8806270071 Comment opposing proposed rule 1QCFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & imlraf low power oper- 
ations 

* Affiliation Not Assigned 06/06/06 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45936 254 45936 254 

0806270072 Comment opposing proposed rule 10CFR50 re emergency planning 8 pre 
paredness requirements tor nuclear power plant fuel loading & mil la! low power 
operations Proposed rule developed w/only util interests in mind 
BURTON, OP Affiliation Not Assrgned 88/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 255-45936 255 

8606270074 Comment opposing proposed rule 10CFB50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial fow power oper- 
ations 

* Affiliation Not Assigned 8S/O6/06 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45916 117-45916 117 

0806270075 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

JOHNSON.R H . JOHNSON, S F Affili a lion Not Assigned 06/06/06 CHILK.SJ Office 
of ihe Secretary ofthe Commission Ip 45916 118 45916110 

88Q6270Q81 Comment supporting proposed rule 10CFR50 tb emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Nuclear energy proven power source that reduces dependence on oil 
KiNG.M E Affiliation Nol Assigned 88/09/06 Oockelmo & Services Branch Id 
45936 261-45936 261 

8866270084 Comment opposing proposed rule IOCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power 
operations Proposed rule developed w/only util Interests in mind 
COBUflN.fl. OOBURN.S Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the 
Secretary ofthe Commission Ip 45936 203-45936 263. 

8806270085 Comment supporting proposed rule 10CFR50 re emergency planning & 
Pjeparecfness requirements for nuclear power plant fuel loading & initial low power op 

459?fi| TEIN r; L ifi f,lf,alJOn Not Ass ' aned 8Q /° 6/ °6 Docketing & Services Branch Ip 


8806270093 Comment opposing proposed rule 10CFR5O re omorgoncy planning 5 pre 
paredness requirements for nuclear powor plant fuel loading & Inilial low power 
operations Proposed rule developed w/only util Interests in mind 
SEIDlN Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary cl INoi 
Commission Ip 45936 270 45936 270 

8806270095 Comment opposing proposed rulo 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & initial low po*u 
operations Proposed rule developed w/only util interests in mlncl 
SWEENEY, E A, SWEENEY.CJ Affiliation Not Assigned 08/06/06 CHILK.SJ Ofke 
of the Secretary of the Commission, Ip 45936 272-45936 272 

6606270096 Comment opposing proposed rulo 1OCFR50 ro emergency planning 0 pie 
paredness requirements for nuclear power plant fuel loading & Initial low po*ur 
operations Proposed rule developed w/only ulil Interests In mind 
GOODWIN, S . GOODWIN, W Affiliation Not Assigned 08/00/06 CHILK.S J Office ol 
the Secretary of the Commission Ip 45936 273 45936 273 

0806270097 Comment opposing proposed rulo 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plnnl fuel loading & initial low power 
operalions Proposed rule developed w/only util intorosta in mind 
TUCKER, E Affiliation Not Assigned 00/06/06 CHILK.SJ Offico of Ilia SeiLrotary Of 
the Commission Ip 45936 274 45916 274 

8006270101 Comment opposing proposed rulo 10CFR5O re emergency planning A pro 
paredness requirements for nuclear powor plant fuel loading & Inlllal low 
operations NRC urgod not to contaminate potentially useful non nuclear plant 
DUDLEY, D B , DUDLEV.D R Affiliation Not Assigned 88/06/06 CHILK.SJ Often ol 
the Secretary ol the Commission Ip 45936 276-45936 276 

8800270103 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & inftiat fow power 
operations Proposed rule developed w/only util Internals in miner 
WALLACE, AM Affiliation Not Assigned BB/06/06 CHILK.SJ Offico oMbo Sccro^'V 
of tho Commission 1 p 45936 277-45936 277 

8006270104 Comment opposing proposed rulo 10CFR50 ro emergency planning A p-re 
paredness requirements lor nucloor powor plant fuel loading & inlllal low power 
operations Proposed rulo developed w/only util interests in mind 
KIMSEY.DJ, HUTCHINSON, D R Affiliation Not Assigned QR/0G/06 CHILKSJ 
Office of the Secretary of tho Commission Ip 45936 215-459x16,216 

8006270100 Comment opposing proposed rule 10CFR5O ro emergency prannlrifl A pro 
paredness requirements for nuclear power plant fuol loading & initial low powc# 
operations Proposed rulo developed w/only util interests In mind 
JOHNSON, G A Affiliation Not Assigned 00/06/06 CHILK.SJ Doc kotl ng & Service » 
Branch Ip 45916 119-45916 119 

8006270111 Commont opposing proposed rulo 10CFR50 ro emergency planning A f*a 
paredness requirements for nuclear powor plant fuol loading & inilial low power 
operations Proposed change would oliminato many oxlstlng low powor licensing ro 
qulrements 

1 Affiliation Not Assigned 80/00/06 CHILK.S J Offico of the Socrotary of 8 to Com 
mission ip 45916 120-45916 120 

8006270112 Commont opposing proposod rulo 10CFR5O ro omorgoncy planning $ pre- 
paredness requirements for nuclear powor plnnl fuel loading & inillnP low power 
operations Proposod rulo do veto pod w/only util intorosta in mind 
BOUTIN, G C. Affiliation Not Asslgnod 00/06/06 CHfLK.S.J Office Of ttio Seer alary Of 
tho Commission Ip 45916 121-45916 121 

0806270114 Comment opposing proposod rule 10CF R50 re omorgoncy planning A pro 
paredness requirements for nuclonr powor plant fuol loading & Initial tow pgrt&r 
operations Proposed rule developed w/only util Interest in mind 
BURGESS, M. BURGESS S Affiliation Not Assigned 68/06/00, CHILK,S J Office Of 
the Secretary of tho Commission Ip 45916 122-45916 122 

8006270116 Comment opposing proposed rulo 10CFR50 ro omornoncy pJonmng A pro 
paredness requirements for nuclear powor plant fuel loading & fnillaf low powor opor 
ations 

NUT1LE.J D Affiliation Not Assigned 08/06/06 CHILK.S J Office of tho Secretary of 
the Commission ip 45036 279 45930 279 

6806270117 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & Initial tow f>oww 

3 >erations Proposed rule developed w/only util Intorosl In mind 
OUGHTON.P Affiliation Not Asslgnod 00/06/06 CHILK.SJ, Office of tho Secretory 
of tho Commission Ip 45916 123 45916 123 

8006270118 Comment opposing proposod rulo 10CFR60 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial tow powor op* 
aHows 

STEWART, DC Affiliation Not Assigned 09/06/06 CHILK.SJ Offico ol tho Secretary 
of tha Commission Ip 45936 2B0 45936 280 

0006270120 Comment opposing proposod rulo 10CFR50 ro omorgoncy pfenning- 6 pro 
paredness requirements for nucloor power plant fuel loading & initial low power 
operations Proposod rule developed w/only util intorosta In mind 
CAMPANALE.E, CAMPANALE.J Affiliation Not Assigned 80/06/00 CHILK.SJ 
Offico of the Secretary of Ihe Commission Ip 45916 124 45916.124 


0806270067 Comment opposing proposed rule 1OCFR50 re emergency planning & pre- 
paredness requirements tor nuclear powor plant fuel loading & inilial low power 
operations Proposed rule developed w/only uIm interests In mincf 
EXELSON.NS AMniahon Nol Assigned 08/06/06 CHILK.SJ Office of the Sec rotary 
ol the Commission Ip 45936 265 45936 265 


8806270123 Comment opposing proposed rulo 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuol loading & initial low power op or 
ations 

TANNER.K Affiliation Not Assigned 00/06/06 CHILK.SJ Office of tho Secretary ol 
the Commission Ip, 45936 283-45936 203 


0006270088 Comment opposing proposed rule 1OCFR50 re emergency planning & pro- 
paredness requirements for nuclear power plant fuel loading & initial Tow power 
Pr °P OS0rf rule developed w/only util interests in mind 
«r2 U ^ DE,DA ' P . L 9 Ufl0E>C J< Affiliation Not Assigned 86/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip. 45936 266-45936 266 


0006270124 Comment opposing proposod rule 10CFR50 ro emergency planning A p*a 
paredness requirements for nuclear power plant fuol loading & initial low poww 
operaUons, Proposed rule developed w/only util Interest in mind 
OWEN.R , OWEN.D. Affilialfon Not Assigned GB/06/06 CHILK.SJ OJrice of the Sac* 
rotary of the Commission Ip 45916 125 45916 125 
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8806270127 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

CASEY, J Affiliation Not Assigned 08/06/06 CHILK,SJ Office of the Secretary of 
the Commission Ip 45936 284 45936 284 

6606270131 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util interest In mind 
MCNALLY, J H Affiliation Not As si g nod 08/08/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45916 128 45916120 

8806270132 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interest in mind 
BERGERON, B A , BERGERON.S V Affiliation Not Assigned BB/06/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45916 129 45016129 

6806270134 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations NRC needs to improve image as protector of public safety 
METCALF, M K Affiliation Not Assigned 88/06/06 {Docketing & Services Branch Ip 
45936 212-45936 212 

8806270135 Comment opposing proposed rule 10CFR50 re omorgency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interest in mind 
NICHOLS VM Affiliation Not Assigned 68/06/06 CHILK.S J Office of tho Secretary 
of 1 ha Commission Ip 45916130 45916 130 

6BO027O136 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

RUSSELL.JL Affiliation Not Assigned 00/06/06 CHILK.SJ Offico of lha Secretary 
of the Commission Ip 45936 213 45936 213 

8806270139 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power opor 
at Ions 

FOWLED L Affiliation Not Assigned 03/06/06 CHILK.S J Offico of the Secretary of 
lha Commission Ip 45936 216 4593G 216 

8806270147 Comment opposing proposed rule 10CFR50 re emorgoncy planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

SITTNECK.J M, Affiliation Not Assigned 88/06/08 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 221 45936 221 

8806270151 Comment opposing proposed rule 10CFR5O ro omorgency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

MCGHEE, B Affiliation Not Assigned 00/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 203 45936 203 

60O627O163 Commont opposing proposod rule 10CFR50 ro emorgoncy planning & pro 
paredness requirements for nuclear power plant fuol loading & initial low power opor 
a lions 

LECOMPTE.A Affiliation Not Assigned 80/06/06 CHILK.SJ Offico of Iho Socrotary 
of the Commission Ip 45936 205 45936 205, 

8806270155 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low power oper- 
ations 

SNOW.C.L Affiliation Not Assigned 00/06/06 GHILK.S J Offico of the Secrotory of 
the Commission Ip 45936 206 45936 206 

8-8 96270159 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low powor oper- 
ations. 

AIKEN.J Affiliation Not Assigned 08/06/06 CHILK.S J Office of tho Secretary of the 
Commission Ip 45936:208-45036 208 

8806270160 Comment opposing proposed ruto 10CFR50 ro emorgoncy planning & pre- 
paredness requirements for nuclear power plant fuol foacling & initial fow power oper- 
ations 

GIBBS, K L Affiliation Not Assigned 68/06/06 CHILK.SJ Offico of the Socrotary of 
the Commission Ip 45936 209 45936 209 

8806270165 Comment opposing proposed rule 10CFR60 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

TADDONIO.B . KELLES.M Affiliation Not Assigned 08/06/06 CHJLK.S J Offico of 
the Secretary of the Commission Ip 46936 210 45936 21 0 

8806270167 Comment opposing proposod rulo 10CFR50 re omergoncy planning & pre- 
paredness requirements for nuclear powor plant fuoi loading & initial low powor oper- 
ations 

MELVIN.H.E, MELVIN, JC Affiliation Not Assigned 88/06/00 CHILK.SJ Office of 
the Secretary of the Commission Ip 45930.21 1-45936 21 1 

8006270169 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

PHILLIPS, A A. Affiliation Not Assigned. 88/OQ/OQ CHILK.SJ Office of the Secretary 
of the Commission 1 p. 45936 200 45936 200 

0606270172 Comment opposing proposed rule 1GCFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low powor oper- 
ations 

MCCOMISKEY.W.. MCCOMISKEY.B A Affiliation Not Assigned 0S/O6/O6 CHILK.SJ 
Office of the Secretary of the Commission 1 p 45936*201-45936 201 

880B270173 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuol toadmg A Initial low power oper- 
ations 

JORGENSON, L, JORGENSON, R Affiliation Not Assigned 00/06/06. CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 202-45936 202 


8806270174 Comment opposing proposed rule 10CFR60 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

BURTON.RT Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary 
of tho Commission Ip 45936 190 45936;19B 

8806270 176 Comment opposing proposod rule 10CFR50 ro emergency planning & pro 
paredness requirements tor nuclear power plant fuel loading & malial low power oper- 
ations 

COHEN, RD Affiliation Not Assigned 80/06/06 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45036194-45036 194 

8806270 1 00 Commont opposing proposod rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
ations 

GABRIELSKI.J Affiliation Not Assigned 60/06/06 CHILK.SJ Office ol the Secretary 
of the Commission Ip 45936 195 45936 195 

8006270181 Comment opposing proposod rule 1GCFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power opor 
atrons 

MIELE.K L Affiliation Not Assigned 80/06/06 CHILK.SJ Offico of the Secretary of 
the Commission Ip 45936 1 9Q 45936 1 96 

8806270197 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements (or nuclear power plant fuol loading & initial low power oper- 
ations 

ADLER, RY Affiliation Not Assignod 08/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 190-45938 1QO 

6006270199 Comment opposing proposod rule 1OCFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant luel loading & Initial low power opor 
ations 

PERKINS, J Affiliation Not Assigned 83/06/06 CHILK.SJ Offico of Iho Secretary of 
tho Commission 2pp 45936 191-45936 102 

800Q270200 Comment opposing proposod ruto 10CFR50 re omorponcy planning & pre 
paredness requirements for nucloar power plant fuel loading & initial tow power oper- 
ations 

WELES.J G Affiliation Not Assigned 8B/06/06 CHILK.S J Offico of the Secretary ol 
tho Commission Ip 45936 155-45936 155 

8B0B270203 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & initial low powor oper- 
ations 

4 Affiliation Not Assigned 00/06/08 CHILK.SJ Oflice of the Secretary of the Com- 
mission Ip 45936 156-45036 156 

0006270206 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nucloar power plant fuel loading & Initial low power oper- 
ations 

MACDONNELL.J Affiliation Not Assigned 60/O6/OB CHILK.SJ Offico of tho Secre 
t ary of tho Commission Ip 45936159 45936 159 

8806270200 Comment opposing proposed rule 1OCFR50 ro emergency planning & pre- 
parodnoss requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

* Affiliation Not Assigned 86/06/06 CHILK.SJ Office ol the Secretary ol the Com 
mission Ip 45936 160 45930 160 

8606270210 Comment opposing proposed rulo 10CFR50 re omergoncy planning & pro 
paredness requirements for nuclear power plant fuol loading & initial low powor oper- 
ations 

NELSON.R Afliliatlon Not Assigned 86/06/06 CHILK.SJ Office of tho Socrotary of 
tho Commission Ip 45936 1 62-45936 102 

0BO627O213 Comment opposing proposod rule 10CFR5Q ro omergoncy planning & pre 
paredness requirements for nuclear power plant luel loading & inilial low power opor 
ations 

NICHOLS.WF Afbliation Not Assigned 88/06/06 CHILK.SJ Offico of tho Secretary 
of tho Commission Ip 45936 163 45936 163 

8806270216 Comment supporting proposed rulo I0CFR5Q ro omergoncy planning & 
preparedness requirements for nucloar power plant fuol loading & Initial low powor 
operations Soobrook should bo put on line based on safe operating practices 
MANZ.R L Affiliation Not Asslgnod 88 "06/06 Docketing & Services Branch Ip 
45936 166 45936 166 

8806270218 Commont opposing proposed rulo 1CCFR50 re omergoncy planning & pre 
paredness requirements tor nuclear power plant fuol loading & Initial low power oper- 
ations 

MARTIN, LD Affiliation Not Assigned 80/06/06 CHILK.S J Offico of the Secretary of 
the Commission Ip 45936 168-45936 1 68 

8606270219 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements tor nuclear power plant fuel loading & initial low power oper 
ations 

* Affiliation Not Assigned 88/06/06 CHILK.SJ. Offico of tho Secretary of the Com- 
mission Ip. 45936169 45030 169 

8806270220 Comment opposing proposed rule 1OCFR50 ro emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading & initial low powor opor 
ations 

TRETLER.J A Affiliation Not Assigned 80/06/06 CHILK.SJ. Office of the Secretary 
of the Commission Ip. 45936.170-45936 170 

0006270222 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & inilial low powor oper* 
fltwns 

BURKE, J J Affiliation Not Asslgnod 80/06/06 CHILK.SJ Office olthe Secretary of 
the Commission Ip 45936 171-45936 171. 

8806270223 Commont opposing proposed rulo 10CFR50 ro amorgoncy planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

WHITE, AW Affiliation Nol Assigned 80/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 172 45936 172 



218 DOCKETED ITEMS 


0906270224 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

ROWE.WH Affiliation Not Assigned 83/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 46936 173-45936 173 

0005270228 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

ANDERSON Af'illalton Not Assigned 88/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 176-45936 175 

B0 00270228 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

DAWKINS J\C Affiliation Not Assigned 8B/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip. 45936 176-45636 176 

8800270229 Comment opposing proposed ruts 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MURPHY.P Affiliation Not Assigned &8/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45936 177 45936 177 

8606270231 Comment opposing proposed rule 1OCFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading 8 fnltial low power oper- 
ations 

HJLLIER.J A Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 170 45936 179 

8006270233 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
at ions 

* Affiliation Not Assigned 66/06/06 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45936 ifo 45936 180. 

8006270235 Comment opposing proposed rule 10CFR5Q ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

OWEN.B Affiliation Nol Assigned 8B/06/06 CHILK.SJ Office of the Secretary of Ihe 
Commission Ip 45938162-45930182 

8806270238 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial few power oper- 
ations 

HICKEY, M Affiliation Nol Assigned 8B/06/06. CHILK.SJ Office of Ihe Secretary of 
the Commission Ip 45936 183 45936 183 

8006270237 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power op or 
at Ions 

MURPHY. F S Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary 
of Ihs Commission Ip 45936 184-45936 1 84 

8806270219 Comment opposing proposed rule 1QCFR50 re emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & Initial low power oper- 
ations 

BLISS, C Affiliation Not Assigned. 68/06/08 CHILK.SJ. Office of the Secretary of the 
Commission Ip 45938 185-45936 185 

8806270240 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & initial low power oper- 
ations 

GARVEY, R Affiliation Not Assigned 68/06/60 CHILK.SJ Office of the Secretary of 
the Commission Ip. 45936 188 45936 106 

8808270242 Com man t opposing proposed rula 10CFR50 re emergency planning & pre- 
paredness requirements for nuclaar power plant fuel loading & Initial low power oper- 
ations 

MORROW, D., MORROW, S Affiliation Not Assigned 88/06/06 CHILK.SJ Office of 
the Secretary of the Commission Ip. 45936:160 45936 10B 

8808270244 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial fow power oper- 
ations 

LIPKfND.L A Affiliation Not Assigned 68/08/06 CHILK.SJ, Office of the Secretary of 
the Commission Ip 45936 135 46936 136, 

8806270245 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

WILLI S.M , WILLIS, K Affiliation Not Assigned 8B/06/06, CHILK.SJ, Office of the 
Secretary of the Commission Ip 45936.137-45936 137 

8808270247 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MCKAY,R B Affiliation Not Assigned 8B/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936138-45936:138. 

8808270249 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
pared noss requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

BOISVERT.R, BOISVERT.E H Affiliation Not Assigned 86/06/06 CHILK.SJ. Office 
of the Secretary of the Commission, ip 45936 141 45936 141 

6006270253 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & iriillal low power oper- 
ations. 

BROWN, RS , BROWN, B Affiliation Not Assigned B8/06/06 CHILK.SJ Office of the 
Secretory of the Commission Ip 45936:149-45036149, 

6886270254 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

KACZALA.M . CAESAR, R Affiliation Not Assigned 88/06/06 CHILK.SJ. Office of the 
Secretary of the Commission Ip. 45938 150-45936 1 50 


6606270259 Comment opposing proposed rule 10CFR50 re emergency planning Arr*- 
parednegs requirements for nuclear power plant fuel loading & Inltiol low power con- 
ations 

CAREY, DB Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the So-ciotary rf 
the Commission Ip 45936151-45936151 

8606270279 Comment opposing proposed rule 1OCFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
aLons 

CASEY.R T Affiliation Not Assigned 08/06/06 CHILK.SJ OfMco of the Secretary of 
the Commission Ip 45936 134-45936 134 

8806270288 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial lew power 
operations Rule change not good public policy 

BROWN.H H Connecticut, State of 88/06/06 Docketing & Services Branch Ip 
45936 126-45936 126 

8806270310 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power opt* 
atlons 

* Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Socrolary of tho Com* 
mission Ip 45936 125 45936 125 

0806290056 Comment opposing proposod rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & Initial low power opc-r 
atlons, 

TRACY ,J Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Socmiary of 
the Commission Ip 45050 074-45950 074 

8806290062 Commenl opposing proposed rule 1OCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Erin n I low 
operations Inherent right to health & safety at stake 

LINDSTROM.AM Affiliation Not Assigned 86/06/06 CHILK.SJ Office ol Iho S«ro 
tary of the Commission Ip 45950 075-45950 075 

8006290063 Comment opposing proposed rule 10CFR50 ro emergency planning Apr* 
paredness requirements for nuclear power plant fuel loading & fnltlel low power oper 
ations 

RAWSON.CS Affiliation Not Assigned B0/O6/O6 CHILK.SJ, Office ol tho Secular, 
of the Commission Ip 45950 076 45950 076 

8806300370 Commenl opposing proposed rule 10CFR50 re emergency pinning A pro 
paredness requirements for nuclear power plant fue) loading & Initial low pOAercfHW 
ations 

ALDRICH.RW Affiliation Not Assigned 08/06/06 CHILK.SJ Office of tlio Secretary 
of the Commission Ip 45970 267-45970 267 

0808300373 Comment opposing proposed rule 10CFR60 re emergency planning A fro- 
paredness requirements for nuclear power plant fuel loading & miliaf tow powoi opw^ 
aliens 

FINN.RM Affiliation Not Assigned 88/06/06 CHILK.SJ Office of Iho Sccratary of 
the Commission Ip 45970 271-45976 271 

0806300379 Comment opposing proposod rule 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & mlllal low powor opc* 
atlons 

PHILCRANT2.C, PHILCRANTZ.J Affiliation Not Assigned 86/06/03 CHICK S J 
Office of Iho Secretary of tho Commission Ip 45970 270 45970 270 

8806300304 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

PLOURDE.P. PLOURDE.JL Affiliation Not Assigned 88/08/00 CHILK.SJ, Office oT 
the Secretory of the Commission, Ip 45970 268 45970 268 

8606300390 Commont opposing proposed rule 10CFR50 ro omergoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power opc* 
atlons 

WINTER.S Affiliation Not Assigned 80/06/06 CHILK.SJ, Office of tho Secretary ol 
tho Commission Ip 45078 269-45978 269. 

8006300393 Comment opposing proposed rule 1OCFR60 ro emergency planning A pre* 
paredness requirements for nuclaar power plant fuel loading & millel low poworop^r 
ations 

BARATELLI.P. BARATELLI.M E. Affiliation Not Assigned 88/08/06 CHILK.SJ 016.0 
of the Secretary of tho Commission Ip 45966 302-45966 302 

8806300398 Comment opposing proposed rule 10CFR50 ro omergoncy planning A pre- 
paredness requirements for nuclear power plant fuol loading & iriillal low |X>wor oper- 
ations 

REILLY, M E Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secretary &J 
the Commission Ip 45966 303 45966 303 

0806300410 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util Interests in mlna 
FANARAS.D . FANARAS.R Affiliation Not Assigned 00/06/06 CHILK.SJ Olfnool 
tho Secretary of tho Commission Ip 45969 122-45969 122 

8806300414 Comment opposing proposed rule 10CFR50 re emergency planning S pro 
paredness requirements for nuclear power plant fuel loading & inlliel tow power 
operations Proposed rule developed w/only util Interests in mind 
UEBERMAN.GI , LIEBERMAN.L S Affiliation Not Assigned 06/06/00 CHILK.SJ 
Office of tho Secretary of the Commission Ip 45969 123 45969 1 23 

8006300416 Commenl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & mlllal low powar 
operations Proposed rule developed w/only util Interests In mind 
STRAW, M O Affiliation Not Assigned 88/06/06. CHILK.SJ Office of tho Socrolary of 
the Commission Ip 45969 125 45969 125. 

S806300417 Comment opposing proposed rule 10CFR50 re emergency planning A pra 
paredness requlremenls for nuclear power plant fuel loading & mltfal low pow«r eper 
atlons 

GRAY.M , GRAY.P Afflllalion Not Assigned 08/00/06, CHILK.S J Office of the Soc 
rolary of the Commission Ip, 45969 126-45969 126 
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0806300418 Comment opposing proposed ruts 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial tow power 
operations Proposed rule developed w/only util interests in mind 
STRAWS B Affiliation Not Assigned BQ/06/00 CHILK.S J Office of the Secretary of 
the Commission Ip 45969 127*45969 127 

0606300419 Comment opposing proposed rule 10CFR50 re emergency planning & pro* 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

KOONTZ a SE Affiliation Not Assigned BQ/06/06 CHILES J Office of the Secretary 
Of the Commission Ip 45969 128-45969 120 

8600300420 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

KAPLAN, F Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45969 129-45969129 

8808300421 Comment opposing proposed rulo 10CFR50 re emergency planning & pre* 
paredness requirements for nuclear power plant fual loading & initial low power 
operations Proposed rule developed w/only ulil interests in mind 
CLARK.MC Affiliation Not Assignod 80/06/06 CHILK.S J Office of the Secretary of 
tho Commission Ip 45969 130 45969 130 

8800300423 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

■ Affiliation Not Assigned 08/06/06 CHILK.S J Office of Iho Secretary of the Com- 
misston ip, 45969 131-45969 131 

8806300424 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only utl! Interests In mind 
SOKOLOV, M L Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45969 132 45969 132 

8806300425 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interests In mind 
BAILEY, EM Affiliation Not Assignod 88/06/06 CHILK.S J Office ot the Socrotary of 
the Commission Ip 45969 133 45969 133 

8806300426 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial iow power oper- 
ations 

COMAN, C. Affiliation Not Assigned QD/06/06 CHILK,SJ O/fjco of the Socrotary of 
the Commission Ip 45969 134 45969 134 

8806300427 Comment opposing proposed rulo 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
ope rations Proposed rule developed w/only util Intorosts In mind 
MONAHAN.C J , MONAHAN,! 8 Affiliation Not Assigned 88/06/00 CHILK.S J 
Office of the Secretary of the Commission Ip 45960 135 45969 135 

8809300420 Comment opposing proposed rulo 10CFR5O ro emergency ptannlng A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

MORRISSEY, N Affiliation Not Assignod 00/06/06 CHILK.S J Office of Iho Secretary 
of the Commission Ip 45969 136 45969 136 

8868300429 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning A pro 
paredness requirements for nucloar power plant fuel loading A initial low power 
operations Proposed rulo developed w/only util Intorosts in mind 
CANNOVA.M Affiliation Not Assigned 80/06/06 CHILK.S J Office or the Secretary 
of the Commission Ip 45960 137 45969*137 

6806300432 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements lor nuclear power plant fuel loading & initial low power 
oparalions.Proposed rule developed w/only util Intorosts In mind 
MACLACHLAN.C Affiliation Not Assigned 00/06/06 CHILK.S J Ottlco of tho Secre- 
tary of the Commission Ip 45969 140-45969 140 

8006300434 Comment opposing proposed rulo 10CFR50 re emergency planning A pro 
paredness requirements for nucloar power plant fuel loading & initial low power 
oporatlons Proposed rule developed w/only util Interests In mlna 
* Affiliation Not Assigned 80/06/06 Office of Iho Socrotary of Iho Commission Ip 
45969*141-45969 141, 

8800300436 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & Initial tow power 
operations Proposed rulo developed w/only util Interests in mind 
CROWLEY, S.V Affiliation Not Assignod 00/06/06 CHILK.S J Office of tha Secretary 
Of tho Commission Ip. 45960 142 45969 142 

0606300437 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & initial fow power 
operations Proposed rulo developed w/only util interests in mind 
CYfl.W A , CYR.S, Affiliation Not Assignod 80/06/06 CHILK.S J Office of tho Socro- 
taiy of the Commission Ip 45969 143-45969 143 

8806300439 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low powor 
operations Proposed rule dovoloped w/only utl) intorosts in mind 
BEASLEY.JB Affiliation Not Assigned 80/06/06 CHILK.S J. Office of tho Secretary 
of the Commission Ip 45909 144*45969 144 

8B08300440 Comment opposing proposed rule 10CFR5O re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

ATKINSON, G J, ATKINSON, T Affiliation Not Assigned 00/06/06 CHILK.S J. Office 
of the Secretary of tho Commission Ip 45966 31 1-45966*31 1 

8006150180 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Rule Important to energy supply of New England 

REMICK.SG Affiliation Not Assigned 00/06/07 Docketing & Services Branch Ip 
45014 037-45814 037 


8606240204 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial tow power op- 
erations 

COES.S H Affiliation Not Assigned. 0B/O6/O7 NRC - No Oetalled Affiliation Given 
Ip. 45916 152-45916 152 

8806300403 Forwards draft comment supporting proposed rule 10CFR50 re planning & 
preparedness requirements for nuclear power planl fuel loading & initial low power op 
orations 

BISHOP.R W Nuclear Management & Resources Council (NUMARC) (formerly Nude 
ar Utility Manage 00/06/07. Office of the Secrelary of tho Commission 4pp 
45969 117-45959 120 

8B06300407 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading A Initial low power 
operations Power needed In New England area 

GWINN.R A Affiliation Not Assigned 80/06/09 Docketing & Services Branch Ip 
45969 121-45969 121 

8806240190 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

MOORE.P Affiliation Not Assigned 80/06/10 Dockoling & Services Branch Ip 
45916*143 45916.143 

8806240200 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements lor nuclear power plant fuel loading & Initial low power oper- 
ations 

EDELSTEIN.E Affiliation Not Assigned 88/06/10 NRC - No Detailed Affiliation 
Given Ip 45916.150 45916 150, 

8808270076 Comment opposing proposed rule 1DCFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant (uel loading A initial low power 
operations Rulo change proposod sololy to further util efforts to gain low power li 
cense 

HILL-WHILTON.R, Affiliation Not Assigned 00/06/10 CHILK.S J Office of the Sacro 
tary of tho Commission Ip 45936 256-45936 256. 

6B06270007 Comment opposing proposad rulo 1OCFR50 ro omergoncy planning A pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

LASH.T.R, Illinois, State of, Dept of Nuclear Safety 8B/06/13. Docketing A Services 
Branch 2pp. 45916 084-45916 005 

8006270215 Comment opposing proposed rulo 10CFR60 ro emergency planning A pre 
parednoss requirements (or nuclear power plant fuel loading A initial low powor opor 
atlons 

DOWEL, B Affiliation Not Assignod 08/06/06 CHILK.S J. Oflice of the Secretary of 
the Commission Ip 46930 165 45036,165, 

8006270241 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
parednoss requirements tor nuclear power plant fuel loading & Initial low powor oper- 
atlons 

RICHMOND, L Affiliation Not Assigned 00/06/16 CHILK.S J Of fico of tho Secretary 
Of the Commission Ip 4593B 107-45936*187 


L Financial Information 


8806148632 Second suppl to Commonwealth of MA Atty General JM Shannon petition 
undor 10CFR2 766 for waiver of or exception from public util exemption from require- 
ment of demonstration of financial qualification * 

SHANNON, J M , DEAN.G.B, Massachusetts, Commonwealth ot 0288 6475 08/06/ 
02 Atomic Safety and Licensing Appeal Panel 6pp. 45792*101-45792 147 

—0006140049 Motion for toavo to file second suppl to Commonwealth ot MA Ally Gen- 
eral JM Shannon petition undor 10CFR2.766 for walvor of exception from public util 
exemption from requirement of demonstration of financial Certificate of Svc end 
DEAN.G B Massachusetts, Commonwealth of 6B/06/02. Atomic Safety and Licens- 
ing Appeal Panel, 41pp. 457G2 107*45792 147, 

B&06140068 Applicant advice to ASLAB,* Forwards Massachusetts Municipal Wholesale 
Electric Co pro ss release ro plans for withdrawal from plant & restructuring of compa- 
ny dobl to moderate rate impacts.W/Certificote of Svc 

DtGNAN.TG Public Service Co. of New Hampshire, D1GNAN.T G Ropos A Gray 
#200 6467. 88/06/02 7pp 45792 009-45792.016. 


P. Operating license stage documents & correspondence 


8805270207 Forwards proprietary WCAP-1152B A non proprietary WCAP-11847, "RCS 
Flow Anomaly Investigation Ropt " List of four-loop plants w/anomaty 

sensitivity, application for withholding & affidavit encl WCAP-1i628 withheld (ref 
10CFR2.790), 

JOHNSON.W.J Wesllng house Electric Corp 80/06/13, HODGES, MW Division of 
Engineering A Systems Technology (Post 870411). 3pp 45734:247-45735*042. 

-8805270213 Requests withholding of WCAP-11526, "RCS Flow Anomaly Investigation 
Rept,” per 10CFR2 790 Affidavit end. 

WIESEMANN.R A Weatinghouso Electric Corp 00/05/13. Office of Nuclear Reactor 
Regulation, Director (Post 870411) 9pp. 45734 250 45734,258. 

—8805270216 "RCS Flow Anomaly Investigation Rept " 

GARNER.D.C, Westlnghouse Eleclno Corp. WCAP-11847 80/04/30 203pp 
45734 259-45735 042. 

8805260283 Forwards 35th quarterly status rept on emergency preparedness for nuclo 
ar power plants for JarvMar 1 900 NRC unable to realistically forecast licensing sc had 
ule for Shoreham & Seabrook since preparedness Issues unresolved. 

ZECH.LW Commissioners, 68/05/10, BREAUX, J.8 Senate, Environment & Public 
Works 6pp 46704 300 45704 311. 
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8005310236 Responds to Generic Ltr 88 03 ro steam binding of feedwater pumps, per IE 
Bulletin 05 001 Abnormal Procedure OS 1236 0? will be revised to provide protected 
step status 

THOMAS ,G S Public Service Co of New Hampshire 88/05/23 Document Control 
Branch (Document Control Desk) 2pp 457 18236 45716237 

6606060135 Advises that modified coils installed In two Gould/Telomecanique J-10 
re lays, per 071120 rev to 10CFR 50 56(e) rept re control circuit cablo lengths Third 
relay a ol modified based on stated justification 

THOM AS, <3 S Public Service Co of New Hampshire 66/05/24 RUSSELL.WT 
Region 1 , Ofc of the Director 3pp 45790 340 45708 341 

8806030197 First partial response to FCIA request for documents App D forwarded & 
also being made available at PDR App A available at PDR. Records also being made 
available at LPDR for plant 

GRIM SUE Y,DH Division of Rules & Records (870413-880514) 00/05/26 

WEISS MAN, S California, State of 3pp 45704 466 45784 160 

-0202000434 Forwards listing of NRC estimated completion dates for OL applicants 
listed [n Bevill Rept Dates represent collective NRC judgement 
EISENHUT.O G Division of Licencing (000428 851124) 82/01/18 BASSETT, HS 
Office of Management and Program Analysis 3pp 45704 206 45704 210 

0806030264 Responds to 880217 Generic Ltr 80-05, "Boric Acid Corrosion of Carbon 
Steel Reactor Pressure Boundary Components in PWR Plants" & forwards plant pro- 
ram addressing items in subj generic Hr 

HOMAS.G S Public Service Co of Now Hampshire 08/05/27 Document Control 
Branch (Document Control Desk) 4pp 45752 102 45752 1B& 

8006000232 Forwards analysis of setpoint values for steam generator & prossunzer 
levels 6 prossunzer pressure for Rosamount trarvsmitters.for NRC approval Values re 
vised to preclude unsatisfactory operation due to ref anomalies Fee paid 
THOMAS, G S Public Service Co of Now Hampshire 88/05/27 Document Control 
Branch (Document Control Oesk) 5pp 45788 061 45788 065 

&S0S130319 Notification ot contract execution, Mod 1,to L, Loca! Telephono Svc tor 
Yankee Rowe, Vermont Yankeo, Maine Yankee, Pilgrim a Seabrook Resident Sites " 
Contractor New England Telephone Co 

DORSE Y,M Co nlract Administration Branch FIN C-1012 86/06/01 GODY.A Region 
1, Ofc ofthe Director Ip 457D5 021 -45795 023 

-08O613O32S Corrected Mod 1 .restoring funds that was decbligated & providing final 
increment of funding to contract, to "Local Telephone Svc for Yankee Rowe, Vermont 
Yankee, Maine Yankee, Pilgrim & Scab rook Resident Sites >v 
* New England Bell Telephone Co- FIN C-1012 80/06/01 2pp 46795 022 
45795 023 

8806170122 Advises that 800523 response to Generic Ur 08 03, "Steam Binding of 
Auxiliary Feedwater Pumps," satisfactory Util will maintain procedures which require 
mo niton rig ot fluid condi ISons within pump syswhoneach shift opera bio 
NERSES, v, Project Directorate I 3 88/06/07 HARRISON.RJ Public Service Co of 
New Hampshire 4pp 45827 314-45827 317. 

8808*40568 Requests NRC concurrence w/de ter ml nation that containment pressure in 
sir u men tat ion & alarms not necessary by 080627 based on provided Info re level 
measurement error due to ref log heatup 

THOM AS, G S Public Service Co oi New Hampshire 06/06/09 Document Control 
Branch (Document Control Desk) 3pp 45831 030 45Q31 032 

8806170059 Advises that 071019 & 680411 changes & clarifications to operational QA 
program acceptable Items include changes in responsibilities & reporting authority for 
var i ou s mg t p o silto n s & d oc urn entail on o 1 nucl ear qual i ty re v ei w 
JOHNSTON,WV Region 1, Ofc of the Diroctor- 80/06/09 HARRISON ,RJ Public 
Service Co of New Hampshire 6pp 45861 106-45061.111 

8806220112 Requests that NRC concur In request to modify util 860022 commitment to 
install 4 have functional ATWS m 'ligation sys prior to startup from first rofireling 
out ago 

THOMAS ,G S Public Service Co of New Hampshire 00/06/15 Document Control 
Branch (Document Control Desk) 2pp 45B70 017-45B70 018, 

0806230170 Forwards corrected Rev 3 to offsite dose calculation manual for plant 
MEINKE.W Radiation Protection Branch 08/06/17 MCK NIGHT, J C Document Con- 
trol Branch (Document Control Desk) Ip 45931 159 45931 305 

-8 &0S230 182 Corrected Rev 3 to "Offsite Dose Calculation Manual" 

LELAND.W B , MOODY ,D E , THOMAS.G S Public Service Co of Now Hampshire 
B6/0B/26- 200pp 45931.16045931305 

8806280075 Forwards add! Info re proposed mod to control bldg HVAC sys & requests 
that submittal bo evaluated & concurrence provided by 080630 to support present 
schedules & commitments !0 Implement mod 

THOM AS. G S Public Service Co of New Hampshire. 08/06/17 Document Control 
Branch (Document Contra* Desk) 4pp 45942 217*45942 220 

0806290103 Forwards Westinghouse Owners Group Notification Ur OG 8 8 -21, identify 
Cng midloop concerns, per Generic Ltr ft? 12, "Loss of RHR While RCS Partially Filled” 
& 880428 meoting agreement 

NEWTON, R A, Westinghouse Operating Plants Owners Group 08/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 338 -4 5973 344 


O. Inspection report a, IE Bullet Ins & correspondence 

0805310236 Responds lo Generic Ltr 08-03 re steam binding of feedwater pumps per IE 
Bulletin 65 001 Abnormal Procedure 051 236,02 will be revised to provide protected 
step status 

THOMAS.G S Public Service Co of New Hampshire 88/05/23 Oocumont Control 
Branch (Document Control Desk) 2pp 45710 236 45710 237 

0005249020 NRC fnfo Notice 0B-O33, "Recent Prohlems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list enci 

BURNETT, R F D.vision of Safeguards & Transportation (Post 070413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45DB3 158-45693 277 

8005240090 Suppl 1 to NRC Info Notice 87-061, “Failure of Woslmghouse W*2Type 
Circuit Breaker Cell Switches ’’ Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edi9 on Co of New York, Inc 120pp 45683 038-45683 167 


0805240215 NRC Info Notice 68 034, "Nucloar Mall Control & Accountability Of No nfuti 
SNM at Power Reactors " Svc list end 

ROSSI ,CE Division of Operational Events Assessment (Post 870411) 86/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 189 45790 308 

8805270306 NRC Info Notice 80 035, "Inadequate Licensee Performed Vendor Audi's “ 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 069 45790 lay 

8006130297 Forwards response to request for nddl info re first 10 yr Intorvnl l^crvtco- 
taap program 

THOMAS, G S Public Service Co of New Hampshire 88/06/03 Document Ccnbot 
Branch (Document Control Desk) I2pp 45799 189 45799 200 

0806020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS Inventory Curing 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 370411) 00/06/03 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

60O621Q413 Notifies of 600706 meoting w/util.BNL & ALTRAN In Boslo n.M A lo discuss 
unresolved concrete cracking Hem identified in Insp Rept 50 443/87-07 
BRINKMAN, D S Project Directorate 1-3 88/06/09 WESSMAN.R Project Direct urate 
1-3 4pp 45B57 210-45857 213 

0806210417 Notification of 080708 meoting In Boston, MA to discuss concrete ciikhing 
issue reported in Insp Rept 50 443/87 07 & 880421 submittal 
BRINKMAN.DS Project Directorate I 3 80/06/00 WESSMAN.R Projecl Dirotlwalo 
I 3 4pp 45871 232-45871 235 

0006090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform 
a nee W/Appltcable Mall Specs ” Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 0704 11) 85/00/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45916 327 

6006080025 NRC Info Notice 08 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) (JfWOO/H 
Consolidated Edison Co or New York, Inc 125pp 45946 001 45946 125 

8006000211 NRC Bulletin 88 006* "Actions To Bo Taken for Transportation c! Mold 
Spec 2-T Radiographic Exposure Device ” Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) flB/OO/M 
Consolidated Edison Co of New York, Inc 108pp 45935 21 1 45935 310 

8806090194 NRC Info Notice 68 038, "Failure of Undervoltago Trip Attachment or GL 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/00/ 1 5 
Consolidated Edison Co of Now York, Inc 1 Upp 45946 126 45946 236 

6806150013 NRC Bulletin 88 007, "Power Oscillations in BWRs " Svc ll&l end 
ROSSI.CE Division of Operational Evonts Assessment (Post 670411} 0-0/00/1& 
Consolidated Edison Co of New York, Inc 1 14pp 45929 115 45929 220 

0006150106 Suppl 1 to NRC BuNolm 88 005, "Nonconforming Malls Supplied by Pijhivi 
Supplies, Inc at Folsom, NJ & West Jorsoy Mfg Co at Willlamstown.NJ A Svc list cnJ 
ROSSt.C E Division of Operational Events Assessment (Post 070411) 00/00/ 1 & 
Consolidated Edison Co of Now York, Inc 120pp 45065 032 45965 151 

0006280265 ["onwards Safety Insp Rept 50 443/8B OG on 080329*0523 No ViOllttKil 
noted Attachment to oncl rept Is request for nddl Info re NRC Dlv of 0 (Hwoio-mJ 
Evonts Assessment roviow of util response to Item o of IE Bulletin 85 003 
WIGGINS, JT Region 1, Ofc of tho Director. 08/06/16 HARRISON.R J Public Sc iv 
ico Co of New Hampshire 4pp 45045 106 45945 138 

-8006200274 tnsp Rept 50 443/88 06 on 860329 0523 No violation a noted 
areas inspected actions on previous insp findings, routine plant oporationa.phy&irfll 
security, licensee potentially ROs & operational events & malnt activities 
HAVERKAMP.DR Region 1, Ofc ot tho Director 08/06/ 1G 2 2pp 45945 112 
45945 138 

8806200051 NRC Info Notice QB 042, "Circuit Breaker Failures Duo to Loose Chmgng 
Spring Motor Mounting Bolts" Svc list end 

ROSSI.CE Division ot Operational Events Assessment (Post 070411) 88/00/23 
Consolidated Edison Co of New York, Inc lOOpp 45977 267 45970 033 

0806200306 NRC fnfo Notice 88 043, "Solenoid Valve Problems " Svc list oncl. 
ROSSI.CE Division of Operational Evonts Assessment (Post 8704H) 08/W3/23- 
Consolidated Edison Co of Now York, Inc 123pp 45977 164 45977 260, 


R. Periodic operating reports & related correspondence 

8806140303 Forwards quarterly rept of 10CFR50 59 safety evaluations for Jan 10 Mir 
1988 

THOMAS, G S Public Service Co of New Hampshire 88/05/31 Document Conlrd 
Branch (Document Control Desk) 6pp 45B27 011 45027 016 

8006150227 Monthly operating rapt for May 1906 for Seabrook Station Unit tW/ 
600 608 Ur 

NARDONE.P, THOMAS.G S Public Service Co of New Hampshire, 00/05/31 7pp 
45B61 355 45861 361 


T. Hearing transcripts on non-antltruat matters 


0805270291 Transcript of 880524 evidentiary hearing in Concord, NH. Pp 12,220 12.4&6 

* Atomic Safety and Licensing Board Panel 80/05/24 230pp 45710 256-45711 I&5 

6806020087 Transcrlpl of 680526 evidentiary hearing in Concord.NH re offsite emergen 
cv planning Pp 12,703-13,054 Supporting documentation end Wiinoss-e 5 O 
McLouqhJin.G Paterson, R Krimm 

* Atomic Safety and Licensing Board Panel 88/05/26 250pp 45697 235-4 5-090 164 
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8 606020-3 17 Transcript of 800527 evidentiary hearing in Concord, NH re offsite emergen 
cy planning Pp 13,055 13,316 Witnesses D McLoughlin.G Pederson, R Krimm 
‘ Atomic Safety and Licensing Board Panel 88/05/27 263pp 45721 246-45722 182 

&80616001 1 Transcript ol 860609 evidenliary hearing re offsite emergency planning in 
Washing ton, DC Pp 13,317*13,356 

* Alomic Safety and Licensing Board Panel 86/06/09 45pp 45622 199-45022 242 

6806170021 Forwards amended testimony of WR Cummlng & JH Keller on behalf of 
FEMA on shelterlng/boach population issuos, reflecting typo & editorial 
corrections Chances listed Related correspondence 

FLYNN.HJ Federal Emergency Management Agency //288 6525 88/06/10 
SMITH,! W , HARBOUR, J , LINENBERGER.G Atomic Safety and Licensing Board 
Panel 2pp 45820 097-45820124 

-8006170025 Amended testimony of WR Cummlng & JH Keller on behalf of FEMA on 
sheltering /beach population issues * W/Cumming & Keller prof qualification state- 
ments & Certificate of Svc Related correspondence 

CUMMiNG.W R , KELLER.JH Federal Emergency Management Agency. 00/06/10 
26pp 45B20 099 45B20124 

8BQ52001 16 Transcript of 600614 hearing in Concord, NH re offsite emergency 
planning Pp 13,359 13,669 Witness E Thomas 

* Atom.c Safety and Licensing Board Panel 80/06/14 313pp 45848 294 45049 247 

0806203194 Transcript ol 080615 evidentiary hearing in Concord, NH Pp 13,670- 
13,950 Witnesses E Thomas, W Cummlng 

* Alomic Safety and Licensing Board Panel 08/06/15 283pp 45028,001-45828 284 

8800220200 Transcript of 880616 evidentiary hearing In Concord.NH ro offsite omergon* 
cy planning Pp 13,951*14,265 Witnesses W Cummlng, J Keller 

* Atomic Safety and Licensing Board Panol, 86/06/10 317pp 45047 313 45048 293 


U. Congrasslonal/Execullve Correspondence 

88060201 1 7 Responds lo recipient 800420 Itr re proposed rule 1CCFR50 changes re 
emergency planning requirements for fuel loading & initial low power 
operations Comment period extended 15 days Servod on 680525 
ZECH.LW Commissioners 08/05/24 MAVROULES.N House of Rep, 2pp 
45713 2E8 45713 260 

- 0806020127 Comment opposing proposed rule 10CFR50 re emergency planning rules 
releasing need to Install siren warning 9ys prior to obtaining low power llcenBo 
MAVROULES.N House of Rep 00/04/29 ZECH.LW Commissioners Ip 
45713 260 45713 260 

8806020282 Responds to recipient 000503 Itr re proposed change to proposed rule 
10CFR59 re emergency planning requirements for fuel loading & Initial low power 
operations Servod on 880525 

ZECH.LW Commissioners 08/05/24 MARKEY.E J House of Rep, 2pp 45713 323 
45713 326 

8006240065 Responds to 600518 Itr re use ol carbon stool piping at plant NRC examin- 
ing addl documentation at suppliers & Issued NRC Bulletin 08*005 alorfmg of prob 
lams w/ metis Investigation of falsified test reports being conducted 
STELLO.V Ofc of the Executive Director for Operations 80/00/14 HUMPHREYS 
Senate 4pp 45016 338 45916 342 
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A* AppIlcatlon/conalrucUon stage documents & correspondence 

6305260283 Forwards 35th quarterly status rent on emergency preparedness for nucto 
ar power plants for Jan Mar 1980 NRC unable to realistically forecast licensing ached 
uls (or Shoreham & SeabrooK since preparedness issuos unresolved 
2ECH,L,W Commissioners, 00/05/10 BREAUX, J B Senate, Environment & Public 
Works 6pp 45704-306 45704*311 

9605310236 Responds to Generic Ltr 88 03 ro steam binding of feedwater pumps, per IE 
Bulletin 05-001 Abnormal Procedure OS1236 02 will bo revised to provide protected 
stop status, 

THOMAS, G.S, Public Service Co of New Hampshire 00/05/23 Document Control 
Branch (Document Control Desk) 2pp 45710 236*45710 237 

Bfl 06090 1 35 Advises that modified colls installed In two Gould/Telemocanlquo J-10 
relays, per 071120 rev to 10CFR6O 55(e) rept re control circuit cablo lengths Third 
relay not modified based on stated justification 

THOM AS, G S Public Service Co of New Hampshire 00/05/24. RUSSELL, WT 
Region 1, Ofc of the Director. 3pp, 45798.340*45796 , 341 

8606030284 Responds to 080217 Generic Ltr 00*05, "Boric Acid Corrosion of Cartoon 
Steel Reactor Pressure Boundary Components in PWR Plants" & forwards plant pro- 
gram addressing Items in subj generic Hr 

TKOMAS,G S Public Service Co of Now Hampshire 86/05/27 Document Control 
Branch (Document Control Desk) 4pp 45752 182-45752 165 

6906086232 Forwards analysis of setpoint values for steam generator & prossurizer 
levels & prossurizer pressure for Rosomount transmitters, for NRC approval Values re- 
vised to preclude unsatisfactory operation due to rof anomalies Fee paid 
THOMAS.G S Public Service Co of New Hampshire 00/05/27 Document Control 
Branch (Document Control Desk) 5pp 45768*061-45788 065 

8800139319 Notification of contract execution, Mod 1,to "Local Telephone Svc for 
Yankee Rowe, Vermont Yankee, Maino Yankee, Pilgrim & Seabrook Resident Silos" 
Contractor Now England Telephone Co 

DORSEY, M Contract Administration Branch FIN C-1012 00/06/01 GODY.A Region 
1,01c of the Director Ip 45795 021*45795 023 

-860Q130325 Corrected Mod 1, restoring funds that was deobllgated & providing final 
increment of funding to contract, to "Local Telephono Svc lor Yankee Rowo, Vermont 
Yankee, Maine Yankee, Pilgrim & Seabrook Resident Sites " 

‘ Now England Bell Telephone Co FIN C 1012 80/06/01 2pp 45796 022- 
45795 023. 


GB06170122 Advises that 8B0523 response to Generic Ur OB-03, "Steam Binding of 
Auxiliary Feedwater Pumps," satisfactory Util will maintain procedures which require 
monitoring of fluid conditions within pump sys when each shift operable 
NERSES, v Project Directorate 1 3 88/06/07 HARRISON.R J Public Service Co of 
New Hampshire 4pp 45827 314-46027 317 

8006140560 Requests NRC concurrence w/ do termination that containment pressure in 
strum ontatcon & alarms not necessary by 860627 based on provided info re level 
measurement error duo to ref leg heatup 

THOMAS.G S Public Service Co of New Hampshire 88/06/09 Document Control 
Branch (Documont Control Desk) 3pp 45031 030*45831 032 

8006230170 Forwards corrected Rov 3 lo offsite dose calculation manual (or plant 
MEINKE.W Radiation Protection Branch 88/06/17 MCKNIGHT, JC Document Con 
trol Branch (Document Control Desk) Ip 45931 159-45931 305 

-88062301Q2 Corroded Rev 3 to “Offsite Dose Calculation Manual " 

LEUNO.WB, MOODY.DE, THOMAS.G S Public Service Co of New Hampshire 
86/00/26 200pp 45931 160-45931 305 

8806200163 Forwards Wostinghouse Owners Group Notilicalion Ltr OG 06 21, identify 
ing midloop concerns, per Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled’’ 
& 880426 meeting agreement 

NEWTON, R A WestinghousG Operating Plants Owners Group 00/06/20 
HODGES, W Reactor Systems Branch 7pp 45973 330 45973 344 


F, Security, medical, emergency A ffre protection plans 

6805260152 Forwards Pago Amend 5 to "Seabrook Plan for Massachusetts Communi- 
ties" Matrix Identifying changes to emend & applicable plan sections end Only sub 
stantive changes appear on matrix 

THOMAS.G S Public Service Co of Now Hampshire 88/05/23 Documont Control 
Branch (Document Control Desk) 6pp 45677 O3Q-4560 V200 

-8605260155 Rev 0 to Page Amend 5 to "Seabrook Plan (or Massachusetts Communi 
bos M 

* Public Service Co of New Hampshire 00/05/17 I.OOOpp 45G77 042 45681 200 

0006220131 Provides coordination on mutually agreeable schedule for FEMA findings & 
determinations an offsito emergency response plans NFtC agroos w/FEMA proposed 
schedule for submitting findings within 1 20 days prior lo 080628 0702 excerclso 
CONGEL.F J Division ol Radiation Protection & Emergency Preparedness (Post 
870411) 80/00/03 KRIMM.R W Federal Emergency Management Agency ip 
45096 025 45896 025 

8606140510 Requests permission to install temporary anlonnas during 
emargoncios Antenna location is essentia! olomont of NRC emergency tolocommuni 
cations plan for facility 

MARTIN,! T Region 1, Ofc of the Director 06/06/0*8 HARRISON.R J Public Service 
Co of Now Hampshire 3pp 45804 310-45604 312 


G, Adjudicatory correspondence 


0BOCO8OO34 Roquosls answors to questions ro use of carbon steel piping fittings & 
flanges supplied by Piping Supplies, Inc or West Jersey Mfg Co Concerns re safely 
problems vv/uso of faulty or low-grade malls in const noted Served on 800523 
HUMPHREYS J Senate //28B 6308 80/05/18 ZECH.LW Commissioners Ip 
45730 242-45739 242 

8006080070 NRC Stalf response to Massachusetts Atty General JM Shannon suppl to 
waiver petition * Tiling of bankruptcy petition does not relievo debtor of obligation to 
maintain proporty Request should bo granted Certificate of Svc end 
BERRY.G A Assistant General Counsel for Heatings #280 6395. 80/05/18 Atomic 
Safoty and Licensing Appeal Panel 9pp 45740 138 45740 146 

B8060B0037 Ordor * Roquosts New England Coalition on Nuclear Pollution & staff lo 
comment upon applicant suggestion of mootnoss & response lo Board ordor submit 
tod on 660519 Comments should bo received no lalor than 690602 Served on 
860524 

WOLFE, SJ Atomic Safety and Licensing Board Panel 0266 5400 83/05/23 Ip 
457 40 244-45740 244 

600638004 3 Now England Coalition on Nuclear Pollution motion for extension of time to 
reply to applicant suggestion of mootnes9 ‘ Provides two reasons warranting exten 
8lon of time to respond to applicant motion W/Carbffcato of Svc 
FERSTERA New England Coalition on Nuclaar Pollution FERSTER.A Harmon & 
Weiss #208 6411 BB/05/24 Alomic Safoty and Licensing Board Panel 4pp 

45740 228-45740 231 

0806080050 Decision * Decision on ALAB 892 affirming 880217 Memorandum & Ordor 
LBP-fiQ 0, allowing authorlztlon of tow power eperolion Sorved on 880524 
SHOEMAKER, C J Alomic Safety and Licensing Appeal Panel #288 6390 08/05/24 
16pp 45739 054 45739 070 

8006140023 Forwards Documents NYN 86025 & NYN-BB042,per 0BO524 request Enel 
map of Commonwealth of MA portion of Seabrook EPZ could not copied due to 
size W/o ends 

BERRY.G A Assistant General Counsel for Hoanngs #288 6474 88/05/24 

WOLFE.S J Atomic Safoty and Licensing Board Panel Ip 46792,092 45792 092 

8806030283 Applicant response lo Seacoast Anti-Pollution League late Med contention 
on Seabrook plan for Commonwealth of MA communities * Certificate of Svc end 
SELLECK.KA Public Service Co of Now Hampshire SFLLECK.K A Ropes & Gray 
//2Q6 6383 88/05/25 Atomic Safety and Licensing Board Panel 6pp 45782 147* 
45702.152 

8806080052 Advises that dept &| atty general hopes lo be able in near future to put 
both SPMC contentions & proposed findings ol fact into computer disc that NRC com* 
uters can road Related into & Certificate ol Svc end 

IERCEAR Massachusetts, Commonwealth of if 288 6405 88/05/25 SMITH, 1W 
Atomic Safety and Licensing Board Panel 7pp 45740 220 45740 226 
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0806170014 Motion of EA Thomas.chief of NTH div, Region I.FEMIA 1o modify subpoena 
served upon under 1QCFR2 720(a) * Requests that date for appearance be 
changed.per ASLB determination & for leave to Me further motions W/svc list 
THOMAS.EA Federal Emergency Management Agency #288 6524 88/05/26 
Atomic Safety and Licensing Board Pane! 5pp 45820 057-45820 061 

6606030203 Applicant advice to ASLAP ‘ Informs lhat New Hampshire Electric Rural 
Cooperative,! nc reached certain, agreements w/ Rural Electrification Admin to make 
debt payments as of 080520 W/Cerlificate of Svc 

DtGNANJ G Public Service Co of New Hampshira OIGNAN.T G Ropes 4 Gray 
#206 6304 06/05/27 5pp 45702 142*45702 146 

0800000044 Applicant response to "Supplemental Contentions of Atty General JM 
Shannon io Amend 4 of seabrook Plan For Massachusetts Communities "• Certificate 
of Svc encP 

SELLECK.K A Public Service Co of New Hampshire SELLECK.K A Ropes A Gray 
#208 6404 66/05/27 Atomic Safety and licensing Board Panel 8pp 45740 232- 
45740 239 

0806000079 Notice of appearance * Nollies that author enters appearance on behalf of 
NRC Staff Certificate of Svc end 

CLARK, L B Office of the General Counsel #288 6452 88/05/27 4pp 45740 109 
45740 202 

86060801 52 NRC Staff response to contentions filed by towns of 
Arne sbury, Newbury, Salisbury 8 West N a wbury, cities of Haverhill & Nowburyport & by 
Commonwealth of MA atty general, New England Coalition * W/Certificato of Svc 
CHAN, El Assistant General Counsel for Hearings CLARK, L& Office of the General 
Counsel #208 6454 88/05/27 Atomic Safety and Licensing Board Panel 133pp 
45740 272 45741 044 

8008140134 Forwards table of contents for NRC response lo contentions filed by towns 
of Ames bury, Newbury, Sal is bury 8 West Newbury, alias of Hav&rvill & Nowburyport & 
Commonweal Ih of MA atty general, New England Coalition on Nuclear Pollution 
CLARK, L Office of the General Counsel #280 6478 88/05/31 SMITH.I W . 
HARBOUR, J . LINENBERGERG Atomic Safety and Licensing Board Panel 2pp 

45791 346 45791347 

8606140199 NRC Staff response 1o Seacoast Anti Pollution League late filed conten- 
tion on Seabrook plan for Commonwealth, of MA communities * Admission of conten- 
tion supported W/ Certificate of Svc 

CHAN.E \ Assistant General Counsel for Hearings #286 6463 08/05/31 AtomEc 
Safety and Licensing Board Panel 0pp 45792 201 45792 208 

0806080116 Order (granting New Enlend Coalition on Nuclear Pollution motion for ex- 
tension of time) ' Granls extension of lime until 880609 to reply to applicant sugges- 
tion of mootness filed re on site emergency planning issues Served on 800602 
WOLFE, S J Atomic Safety and Licensing Board Panel #286 6420 09/06/01 New 
England Coalition on Nuclear Pollution Ip 45740 161 45740,161 

0806140126 Forwards Now England Coalition on Nuclear Pollution motion for clarilica 
lion or, In alternative, motion for leave to file notice of appeal out oMIme & notice of 
appeal 

FERSTERAC New England Coalition on Nuclear Pollution FERSTER.A C HarmonA 
Weiss #200 6400 88/06/01 HOSENTHAL.A S , WILBERH A Atomic Safety and li- 
censing Appeal Panel Ip 45792 040 45792 057 

-8806140141 New England Coalition on Nuclear Poll u lion motion for clarification or, In 
alternative, motion for leave to file notice of appeal out of-time * Notice of appeal & 
svc list oncl 

FERSTERAC New England Coalition on Nuclear Pollution FERSTER.A C Harmon & 
Weiss 88/06/01 Atomic Safety and Licensing Appeal Panel 9pp 45792 049 

45792 057 

0808080131 Memorandum & order (ruling on admissibility of Commonwealth of MA 
amended contention & bases) * Amended contention dtd 060415 ro notification sys & 
Bases A & B admitted as issues In controversy Served on 860603 
WOLFE, S J , HARBOUR, J , LUEBKE,E,A Atomic Safety and Licensing Board Panel 
#260 6455 86/06/02 Massachusetts. Commonwealth of 12pp 45740 260 

45740 271 

0806140094 Seabrook OL case offsite emergency planning Issues* Forwards interve- 
ners Joint motion for discovery & to permEt entry upon land In control of applicant & 
interested govts for expeditious consideration 

CURRAN, O New England Coalition on Nuclear Pollution CURRAN, D Seacoast Anti- 
Pollution League CURRAN, D Hampton, NH #288 6473 88/06/92 SMITH.I W., 
HARBOUR, J , LfNENBERGER.G Atomic Safety and Licensing Board Panel Ip 
45792-079 45792 006 

-0806140017 Intervonors- joint motion ter discovery & to permit entry upon land in con- 
trol of applicant & interested govts * Observation of exercise will allow Intervenors to 
perform own evaluation of conduct of participants W/Svo list 
CUR RAN, D New England Coalition on Nuclear Pollution CURRAN.D Soacoast Anti- 
Pollution League CURRAN.D Hampton, NH 86/06/02 Atomic Safety and Licensing 
Board Panel 7pp 45792,080-45792 086 

8806140026 NRC Staff response to supple men tat contention a of Atty General JM Shan- 
non to Amend 4 of Seabrook plan ter Common we all h of MA communities * Conten- 
tions fail to meet subj cite & should not be admitted Certificate of Svc end 
CHAN.Et Assistant General Counsel ter Hearings #288 6462 88/96/02 Atomic 
Safety and Licensing Board Panel epp 45792 093-45792 too 

8886140032 Second suppl to Com monweal tit of MA Atty General JM Shannon petition 
under 10CFR2 758 for waiver of or exception from public util exemption from require 
ment of demonstration of financial qualification * 

SHANNON.J M , DEAN.G 8 Massachuselts, Commonwealth of #260 6475 06/06/ 
02 Atomic Safety and Licensing Appeal Penol 6pp 45792 101 45792 147 

-0800140049 Motion for feavd to hie second suppl to Commonwealth of MA Atty Gen 
eral JM Shannon petition under 10CFR2 758 ter waiver of exception from public ulll 
exemption from requirement of demonstration of financial Certificate of Svc end 
DEAN.G B. Massachusetts, Commonwealth of 86/06/02 Atomic Safety and Licens- 
ing Appeal Panel 41pp 45792 107-45792 147 

6806 14 0040 NRC Staff response to applicant suggestion of mootnass * Board should 
deny applicant 880519 motion for order dismissing remanded Now England Coalition 
on Nuclear Pollution Contention I B 2 as moot W/Certificate of Svc 
BERRY.G A Assistant General Counsel for Hearings #268 6456 60/06/02 Atomic 
Safety and Licensing Board Panel 15pp 45792060 45792074, 


6006140060 Applicant advice to ASLAB * Forwards Massachusetts Municipal Whole sate 
Electric Co press release re plans for withdrawal from plant & restructunng of compa- 
ny debt to moderate rate impacts W/Certificato of Svc 

DIGNAN.T G Public Service Co of Now Hampshire DIGNAN.T G Ropes 4 Grav 
#288 6457 88/06/02 7pp 45792 009 45792 015 

0806140155 Memorandum & order (setting hearing schedule & providing for response 
to contentions) * Hearing will reconvene on 080614 In Concord, NH Intervenors other 
than Commonwealth of MA atty general may file responses by 880622 Served- m 
080606 

SMITH.I W Atomic Safely and Licensing Board Panel #286 6461 00/08/03 Office 
of the General Counsel 2pp 45792 024 45792 025 

8806140089 Order * Denies New England Coalition on Nuclear Pollution (NEGNP) 
880603 motion to defer briefing of appeal from ASLB 080512 order or for oxp&di'wd 
consideration of NECNP 880601 motion for clarification & other rollel Sewed on 
060606 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel #20 8 6477 08/00/06 
New England Coalition on Nuclear Pollution 2pp 45792 058 45792 059 

8806140287 Applicant response to New England Coalition on Nuclear Pollution rrwton 
for clarification orjn alternative, motion for leave to file notice of appeal out ol time 1 
Motion should be denied In entirety Certificate of Svc end 

DIGNAN.T G Public Service Co of New Hampshire, DIGNAN.T G Ropes & Gray 
#268 6466 86/06/06 Atomic Safety and Licensing Appeal Panel 8pp 45792 2t>J 
45792 216 

8606170024 Applicant motion for leave to file reply to Staff & Now England Coalilwi on 
Nuclear Pollution responses to applicanl suggestion of mootnass * Certificate ol Svc 
end 

DIGNAN.T G Public Service Co of New Hampshire DIGNAN.T G Ropes & Gray 
#288 6509 88/06/09 Atomic Safety and Licensing Board Panel 5pp 45020 125- 
45820 129 

8806300086 NRC Staff response to Ally General JM Shannon mobon for loavo to fte 
suppl to waiver polition * Waiver of petition unwarranted & should bo cjls-mlssod W 
Certificate of Svc 

8ERRY.G A Assistant General Counsel for Hearings #280 6591 G9/06/00 Alomc 
Safety and Licensing Appeal Panel 7pp 45960 136 45960 142 

8806170029 Order (granting applicant motion for loavo to reply) * AppUcani 060609 
motion for loavo to file reply to NRC & New England Coalition on Nuclear Pollution 
responses to applicant suggestion of mootnoss granted Served on 060613 
WOLFE, S J Atomic Safety and Licensing Board Panel #208 6510 BG/OG/10 Publtt 
Sorvlce Co of New Hampshire 2pp 45820 130 45020 131 

0806170070 Seacoast Anti Pollution League (SAPL) reply to applicant A NRCfospwi*c* 
to SAPL Seabrook plan for Commonwealth of MA communities Contentions f 10 A 
SAPL late filed Contention 1 1 ‘ Svc list end 

BACKUS, R A Seacoast Anti Pollution Longue BACKUS, R A Backus, Moyer A Sal- 
mon #286 6523 88/06/10 Atomic Safety and Licensing Board Panel !6pp 
45820 019-45820 034 

0806170000 New England Coalition on Nuclear Pollution petition lor rovlow of ALAB- 
892 * Commission review of Board 880524 Decision ALA8 092, renewing low powflf 
authorization for plant requested Svc list end 

CUFIRAN.D, FERSTER.A New England Coalition on Nuclear Pollution CUFRAN0 
Harmon & Weiss #280 6507 08/06/13 Commissioners 12pp 45020 035- 

45020 046 

00Q63OOO91 NRC Staff response to Now England Coalition on Nuclear Pollution nvote-n 
for clarification or, In alternative, motion for leave to fllo notice of appeal out oi tm* ■ 
ASLB 880512 order should not bo deemed as final Certificate of Svc oncl 
BERRY, G A Assistant Gonoral Counsel for Hearings #288 6592 08/00/13 Atomic 
Salety and Licensing Appeal Pane) 13pp 45959 135 45959 147 

80Q6 170017 Memo A order 4 New England Coalition on Nuclear Pollution 080601 
motion for leave to file out of tlmo notice of appeal from Board 88-0512 memorandum 
& order Served on 880614 

SHOEMAKER.C J Atomic Safoty and Licensing Appoal Panel #200 6508 68/Off/ 1 * 
New England Coalition on Nuclear Pollution 1 1 pp 45820 082 45820 072 

8006230070 Motion of Commonwealth of MA Atty Goneral JM Shannon lo fito robutUJ 
testimony on sheltering contentions * Certificate of Svc end 
SNEIDER.CS Massachusetls, Commonwealth of #288 6550 68/06/ 14 AIwtk 
S afety and Licensing Board Panel 7pp 45059 226-45B59 232, 

8006230011 Commonwealth of MA ally goneral first request to applicant for products 
of documents upon orrlry of land for msp re siren contention * Lfstod rfocumonlj lobe 
produced no later than 880716 Certificate of Svc end Related correspondence 
JONAS.S A Massachusetts, Commonwealth ol #280 6527 00/06/16 PublKJ Sor/<fl 
Co of New Hampshire 8pp 45859 250-45859 257 

8006230015 Commonwealth of MA atty general first set of Interrogatories to applicant* 
re siren contentions * Certificate of Svc end Related correspondence 
JONAS, S A Massachusetls, Commonwealth of #280 6528 88/06/13 Public Sconce 
Co of New Hampshire 1 1pp 45059 258 45059 268 

8806230063 City of Haverhill detailed contentions * Contcnllona listed ra 
plant Certificate of Svc & svc list end. 

AMIRIAN.A N Haverhill, MA #288 6549 88/06/18 Atomic Safety and Lk»ns^g 
Board Panel 6pp 45859 233 45859 238 

8006230023 Applicant advice to Appeal Board * Order of US Securilies & Exchange- 
Commission authorizing actions to assure that EUA Power Corp can continue rrnwLng 
obligations lo Seabrook project end Certificate of Svc end 
DIGNAN.T G Public Service Co of Now Hampshire DIGNAN,T.G Ropes & 'Gray 
#200 6530 88/06/17, 9pp 45859 269 45059 277 

8006300059 Applicant reply to NRC Staff & New England Coalition on Nuclear 
response to applicant suggestion of mootness ‘ Issue re environ quolificallon ol RG 
58 coaxial should be ordered as moot 

STEENLAND.D S Public Service Co of New Hampshire STEENLAND.DS Hopes & 
Gray #208 6590 08/08/17 Atomic Safely and Licensing Board Panel ’PP 
45958 250 45950 326 
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-0806300075 Affidavit of R Bergeron * Provides further explanation of author BB0519 & 
26 affidavits re RG-58 coaxial cable supplied by ITT Supronant Supporting documerv 
tation & Certificate of Svc end W/fivo oversize figures 

BERGERON, R Public Service Co of Now Hampshire* 80/06/16 65pp 45950 257- 
45956 326 

8606300115 Forwards.for filing, reply of Commonwealth of MA atty general to responses 
of NRC & applicant lo first six contentions, Exhibits 1-4 & afliavavit of NT Pickard 
TRAFICONTE.J Massachusetts, Commonwealth of 0288 681) 06/06/20 Docketing 
A Services Branch Ip 45958 327-45959 134 

—8606300128 Forwards Commonwealth of MA atty general reply to NRC & applicant 
first six contentions, Exhibits 1-4 & NT Pickard affidavit 

TRAFICONTE.J Massachusetts, Commonwealth of 88/06/20 SMITH, I W Atomic 
Safety and Licensing Board Panel Ip 45958 328 45950 325 

-8806300138 Reply of Commonwealth of MA atty general to responses of NRC Staff & 
applicant to first six contentions filed by Commonwealth of IMA atty goneral * 

TR API CONTE, J Massachusetts, Commonwealth ol 08/06/20 Atomic Safety and Li- 
censing Board Panel 52pp 45956 329 45959 020 

—0606300146 Exhibits 1 4 to reply of Commonweallh of MA atty gen oral to responses 
of NRC Staff & applicant to first six contentions filed by Commonwealth of MA atty 
general * 

SHANNONS M , TRAFICONTE.J Massachusetts, Commonwealth of BB/06/17 
ICGpp 45959 021-45959 126 

-6608300198 Affidavit of NT Pickard * Discusses obtaining tapo of flOOGGB hearing of 
oral arguments in matter of Commonwealth of MA vs NRC In US Court of Appeals for 
First Circuit W /Certificate of Svc 

PICKARD, NT Massachusetts, Commonwealth of 80/06/20 6pp 45959 129- 

45959 134 

6 606300232 Joinder of Seacoast Anti Pollution League in New England Coalition on Nu- 
clear Pollution petition for review of ALAB 892 * Svc list oriel 
BACKUS, R A Seacoast Anti-Pollution League BACKUS.R A Backus, Moyer A Solo- 
mon 0288 05B9 00/06/20 4pp 45960 216 45960 219 

8806300024 New England Coalition on Nuclear Pollution (NECNP) reply to applicant A 
NRC Staff response to NECNP contentions on SPMC * Certificate of Svc encf 
CURRAN.D New England Coalition on Nuclear Pollution CURRAN, O Harmon & 
Weiss 0288 6565 80/06/22 Atomic Safety and Licensing Board Panel 7pp 

45960 300 45960 306 

6806300030 Reply of Mas9achu9setts atty general to rosponsos of NRC Staff and appli- 
cant to Contentions 7 through 83 filed by Mnssachussotts ally gonoral “ Certificate of 
Svc end 

TRAFICONTE.J Massachusetts, Commonwealth of, 0280 6560 88/06/22 Atomic 
Safety and Licensing Board Panel 5Gpp 45959 243*45959 29B 

8806300057 Town of Ameshury reply to NRC Staff & applicant rosponsos to lown of 
Ameabury contentions on Soabrook Plan for Massachussolls Communities * Certifi- 
cate ol Svc end 

MCEACHERN.P , BROCK, M T Amosbury, MA MCEACHERN.P Snainos A McEa- 
chorn //20B 6562 Q8/06/22 Atomic Safety nnd Licensing Board Panel 20pp 
45960 098 45960 127 

8606300169 Confirms conversation advising that covor Itr dtd 080617 sent in 
error Document end w/ltr was roply of town of Nowbury to responses of applicant A 
NRC to contentions filed by town of Nowbury 

HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulls, Clark, HlH-Whlllon A 
McGuire 0280 6612 88/06/22 CATER, C NRC - No Detailed Affiliation Given 3pp 
45959 211-45959224 

-6606300171 Forwards lown of Newbury summary of Lontonhons & toblo of contents re 
SPMC 

HILL-WHILTON.R Newbury, MA HILL-WHILTON.R Lagoulls, Clark, Mill Whillon A 
McGuire 88/06/17 Docketing & Services Branch Ip 45959 214-45950 224 

-B806300178 Town of Nowbury roply to rosponsos ol applicant & NRC to contentions 
previously filed by town of Newbury 

HILL-WHILTON.R Nowbury, MA HILL-WHILTON.R Lagoulis, Clark, Hill-Whiiton & 
McGuire 08/08/17 Atomic Snfoty and Licensing Board Pane! I0pp, 45959 215 
45959 224 

88063C0204 LILCO proposed findings of fact & conclusions of law In form of partial ini 
tlal decision on remand issues of school bus driver role conflict & hosp evacuation 
time sys (ETEs) * Certificate of Svc end 

LEUGERS.MJ Long Island lighting Co LEUGERS.M J Hunlon & Williams 020B 
6015 88/06/22 120pp 45950 312-45960 097 

8806360107 Notice of appearanco * AdvHos that author ontors appearance in proceed- 
ing on behalf of applicant W/Certiftcato of Svc 

TnOUT.JP. Public Service Co of New Hampshire TROUT.JP Ropes & Gray, 0288 
6610 88/06/ 24 5pp, 45959 160 45959 164 

8806360183 Applicant first set of Interrogatories & first request for production of docu- 
ments re Commonweallh of MA ally general amended contention on notification sys.' 
Certificate of Svc end Related correspondence 

TROUT.J.P Public Service Co of Now Hampshire TROUT, J P Ropos & Gray 0280 
6613 80/06/24 Massachusetts, Commonwealth of. 26pp 45959 185 45959 210. 


H, General correspondence 

8806270248 Comment on proposed rule 10CFR50 re emergency planning & & pre- 
paredness requirements (or nuclear power plant fuel loading & initial low power oper- 
ations 

PROKUSKI.B Affiliation Not Assigned 08/05/04 Office of the Secretary of the Com- 
mission 2pp 45936,139 45936 140 

8806020248 Comment opposing proposed rule 10CFR60 re dropping requirement for 
warning siren sys before low power testing Plant should have never been built near 
densely populated area 

PHENIT.A Affiliation Not Assigned 80/05/14 NRC - No Del ailed Affiliation Given 
2pp 45713 299 45713 300 


BB06020151 Comment on proprosed rule 10CFR50 re emergency planning Laws that 
establish requirements for emergency planning do not require more than limits 
provide Licensee should have no obligation to provide sirens unless required by law 
HOTCHKISS, W Affiliation Nol Assigned 88/05/16 Docketing & Services Branch 
2pp 45713 350 45713,359 

0806020191 Comment opposing proposed rule 10CFR50 re removal of requirements for 
effective public warning sys before low power testing at plant 

* Affiliation Not Assigned 88/05/17 Docketing & Services Branch 2pp 45713 273- 
45713 274 

QB06 140121 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

SMITH, W A Affiliation Not Assigned 88/05/17 Docketing & Services Branch Ip 
45794 254-45794 254 

0606020230 Comment opposing proposed rule 10CFR50 re dropping need for effective 
evacuation warning siren sys before low power testing for plant 
HARTWELL.DB Affiliation Not Assigned 08/05/19 Docketing A Services Branch 
Ip 45713 297-45713 297 

0606020261 Comment supporting proposed rule 10CFR50 re low power licensing of 
plant w/o emergency sirens 

* Affiliation Not Assigned 80/05/19 Docketing & Services Branch Ip 45713 321- 
45713 321 

0006020218 Comment opposing proposed rule 10CFR50 re emergency planning 
alert Commission urged to reconsider proposal to have plant uso altornatlve fuel 
KATZ.H L Affiliation Not Assigned 80/05/20 CHILK.S J Office of the Secretary of 
the Commission 3pp 45713 282 45713 284 

GB06030048 Requests extension of comment period re proposed rule 10CFR50 con 
cernlng early notification A clear instruction to populace within EPZ before Issuance of 
low power OL 

JONAS, S A Massachusetts, Commonwealth oi 88/05/20 WOLF.J.R Assistant Gen 
oral Counsel for Rulemaking A Fuel Cycle 2pp 45716.193-45716 194 

8606020260 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant (uol loading & Initial low powor oper- 
ation 

DAVIS, M Sierra Club 08/05/21 CHILK.S J Office of tho Secretary of the Commis- 
sion 1 p. 4571 3 322-457 1 3 322 

0600140054 Comment opposing proposed ruto 10CFR50 ro emergency planning & pre 
parodnoss requirements for nuclear power plant fuel loading A Initial low powor 
operations BgIIovob proposed rule would eliminate many low powor licensing require 
monts 

“ Affiliation Not Assigned 80/95/21, CHILK.S J Office of the Secretary of tho Com 
mission Ip 45794 207-45794-287 

0606140070 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parodnoss requirements for nuclear power plant fuel loading A Initial low power 
operatic na Believes proposed rule would eliminate many low power licensing require 
ments 

ATKINSON, L E Affiliation Not Assigned 80/05/21 CHILK.S J Oftico ol tho Secretary 
of tho Commission. Ip 45794 307-45794.307 

0606 140078 Comment supporting proposed rule 10CFR60 re emergency planning & 
preparedness requirements for nucloor powor plant fuel loading & initial low powor op 
erallons 

FREDRICKSON, M Affiliation Not Assignod 00/05/21 Docketing & Services Branch 
Ip 45794 291-45794 291, 

8606140067 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations BqNovgs proposed rule would eliminate many tow powor licensing require 
monte 

CALLAHAN, K Affiliation Not Assigned 08/05/21. CHILK.S J Office of the Secretary 
of the Commission. Ip, 45794 308 45794 30B 

8006140094 Comment opposing proposed rula 10CFR50 re emergency planning & pre- 
paredness requirements ter nuclear power plant fuel loading A initial low power 
operations Rule would eliminate staled licensing requirements 
GUERTIN.PM Affiliation Not Assigned 38/05/21 CHILK.S J Office of tho Secretary 
of the Commission. Ip, 45794 274 45794,274 

8806140095 Comment opposing proposed rula 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low powor oper 
atlons 

* Affiliation Nol Assignod 88/05/21, CHILK.S J Offica of the Secretary of tho Com- 
mission Ip, 45794*246 45794 246 

8606140103 Comment opposing proposed rula 1QCFR50 re emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & Initial low power oper- 
ations 

GUY.K.K Affiliation Not Assigned, 88/05/21 CHILK.S J Office of tho Secretary of the 
Commission Ip 4 5 794 *24 9-4 5794 *249 

8006140127 Comment opposing proposed rule 1QCFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading A Initial low power opor 

aligns, 

TINDLE.R Affiliation Nat Assigned 6B/05/21. CHILK.S J. Office of the Seer el ary of 
tho Commission Ip. 45794 257-45764 257 

8606140131 Comment opposing proposed rulo 1GCFR50 ro emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading A Initial low power oper- 
ations 

MERRILL.M Affiliation Not Assigned 88/05/21. CHILK.S J. Otflco of tho Secretary of 
tho Commission Ip. 45794 258-45764 258 

0806 140226 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nucloar powor plant fuel loading A initial (ow power 
operations Emergency response requirements must be in place before low power op 
oration 

WEILER.B.L, Affiliation Not Assigned 08/05/21 CHILK.S J. Office of tho Secretary of 
tho Commission tp 45794 242-45764-242 
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8806140231 Comment opposing proposed rufo 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & imlial iovv power 
operations Emergency response requirements must be In place before low power op 
ereiion ~ J1L n , , .. 

RICCI, A Affixation Not Assigned 88/05/21 CHILK.SJ Office of Ihe Secretary of the 
commission Ip 45794 243-45794 243 


8506150009 Comment opposing proposed rule 10CFR5Q re emergency plannngA pr< 
parednoss requirements for nuclear power plant fuel loading a Initial tow pc*t* 
operations All offsite emergency response planning requirements needed bolero opu 
ation 

BOCKINT,J Affiliation Not Assigned 80/05/21 CHILK.SJ Office ell he Secretary t! 
fhe Commission 2pp 45812 247 45812 248 


8803140300 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness. requirements for nuclear power plant fuel loading 8 initial low power oper- 
ations 

TINDLE.JT Affiliation Not Assigned 88/05/21 Office of the Secretary of the Com 
mission Ip 45802 176 45002 176 

8006140329 Comment opposing proposed rule 10CFR50 re emergency planning 8 pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 

DORE.R Affiliation Not Assigned 88/05/21 CHILK.SJ Office of ihe Secretary of the 
Commission ip 45000 202-45800 202 

B806 140373 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & inilrat low power opor 
ations . , 

* Affiliation Not Assigned 68/05/21 CHILK.S J Office of the Secretary of Ihe Com 
mission fp 45804 1 74 45004 174 

0806140375 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fueP loading & initial low power opor 
ebons , t 

* Affiliation Not Assigned 86/05/21 CHILK.S J Office of the Secretary of the Com- 
mission ip 45604 175 45804 175 

0806140416 Comment opposing proposed rule 10CFR50 re emergency planing & pre 
parednoss requirement for nuclear power planl fuel loading A initial low power opor 
ations 

CAROTHERS.JN Affiliation Not Assigned 06/05/21 CHILK.S J Office of the Socre 
tary of Ihe Commission Ip 45800 228 45900 228 

6808140416 Comment opposing proposed rule 1OCFRS0 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & imlial low power oper 
ations 

GALLANT.OB Affiliation Not Assigned 68/05/21 CHILK.S J Office of the Secretary 
of the Commission Ip 45800 227-45900227 


8606140430 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

CONNELL t ME Affiliation Not Assigned 09/05/21 CHILK.S J Office of the Secretary 
of the Commission Ip 45804 197 45004 197 


8006140476 Comment opposing proposed rule 1DCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

KING.D Affiliation Not Assigned 68/05/21. CHILK.S J Office of the Secretary of tho 
Commission Ip 45004 074 45804 074 


8006140494 Common! opposing proposed rule tOCFRSO ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

LACOURSE.P Af I [Nation Not Assigned 80/05/21 CHILK.S J OHrco of tho Secretary 
Of ihe Commission Ip 45B04 266 45B04 206 


0806150017 Comment opposing proposed rule 10CFR50 re emergency plannng & 
paredness requirements for nuclear power plant fuel loading A mitral lowpo^r 
Operations All offsite emergency response planning requirements needed before oper 
alion 

HILDT.B Affiliation Not Assigned 8B/05/21 CHILK.SJ Offico of tho Sacrol ary of 
Commission Ip 45812 249 45812 249 

6006150019 Comment opposing proposed rule 10CFR5Q ro emergency planning 5 pro 
paredness requirements for nuclear power plant fuel loading & Initial low power opu 
ations 

NORTON.J Affiliation Not Assigned 08/05/21 CHILK.S J Offico of Iho Sc-cro tary cl 
the Commission Ip 45811 344-45811 344 

0806150021 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirements lor nucloar power plant fuel loading & Inilinl low pc^u - 
operations Rule developed w/only util interest m mind 

DUDA.J Affiliation Not Assigned 88/05/21 CHILK.S J Offico of Ihe ftouelary ol 
Commission Ip 45812 283 45812 283 

8006150023 Comment opposing proposod rule 10CFR50 re emergency planning & pre 
parednoss requirements for nucloar powor plant fuel loading & Initial taw pan j 
operations All offsite emergency response planning requirements needed be lure op. r 
alon 

SHEPARD.M Affiliation Not Assigned 80/05/21 CHILK.S J Offico ol Iho SecrcVr 
Of the Commission Ip 45612 250 45812 250 

6006150032 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
parednoss requirements for nucloar power plant fuel loading & initial low [vownr ofwr 
ations 

PRIOR.S Affiliation Not Assigned 88/05/21 CHILK.S J Office of Ihe Social ary of Lta 
Commission Ip 4581 1 341 458t1 341 

0006150033 Comment opposing proposed rule 10CFR50 re omorgoncy planning A pe 
parodnass requirements for nucloar power plant fuel loading & initial lew pati* 
Operations Rule developed w/only util mtorosls in mind 

WALSH.PG Affiliation Not Assigned 88/05/21 CHILK.SJ Offico oil ho Sou alary of 
the Commission Ip 45812 290 45812 290 

0806150036 Comment Opposing proposod rule 10CFR50 re emergency planning A p<a 
parednoss requirements for nuclear power plant fuel loading & initial low power optr 
ations 

5MITMJA Affiliation Not Assigned 80/05/21 CHILK.SJ Office of Iho Secret^ of 
(ho Commission Ip 45012 209 45812 289 

8006150041 Comment opposing proposed rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low powuf C[H.r 
alions 

MADROS.L A Affiliation Not Assigned 08/05/21 CHILK.SJ Office ol Iho Sucrutar, 
of the Commission Ip 45812 337 45012 337 


6800140490 Comment opposing proposod rule 10CFR5O re emergency planning & pro* 
parodness roqurromonts for nucloar power plant fuel loading & Initial low powor oper 
ations 

* Affiliation Not Assigned 88/05/21 CHILK.SJ Offico of iho Secretary of the Com 
mission Ip 45804 291 45B04 291- 

0806140500 Comment opposing proposed rule 10CFR50 ro omorgoncy planning & pro 
parednoss requirements for nuclear powor plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interasts In mind 
JELUSON.M E Affiliation Not Assigned 88/05/21 CHILK.SJ Office of Iho Secretary 
of the Commission Ip 45804 302-45804 302 

6806140510 Comment opposing proposed rule 1GCFR50 re emergency planning & pre- 
paredness requirement for nuclear power plant fuel loading & initial low power oper- 
ations 

CLOYD.J.S Affj Nation Not Assigned 08/05/21 CHILK.S J Offico of tho Secretary of 
tho Commission Ip 45004 315-46004 315 

8606140521 Comment opposing proposed lute 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial fow power oper- 
ations 

DEARBORN, S L Affiliation No! Assigned 86/95/21 CHILK.SJ Office of the Secre- 
tary oflhe Commission Ip 45004 317 45804 317 

8606140526 Comment opposing proposod rule tOCFRSO ro emergency planning & pre- 
paredness requirements tor nuclear power plant fuel loading & imlref low power oper 
aliens 

MATHIEU.A -S Affiliation Nol Assigned 88/05/21 CHILK.SJ Offico of tho Secretary 
of the Commission tp 45004 321 45B04 321. 

6860140636 Comment opposing proposed role 10CFR50 re emergency planning & pra 
paredness requirements for nuclear power planl fuel loading & initial low power oper- 
ations 

FREDMAN.fi Affiliation Net Assigned 88/05/21 CHILK.SJ Offico of the Secretary 
of the Commission Ip 45804 339-45804 339 

8606140542 Comment opposing proposed rulo 1Q-CrR&0 re emergency planning & pre- 
paredness requirements lor nuclear powor plant fuel loading & initial low power oper 
allons 

KRALL.K . KRALL.M Affiliation Not Assigned 86/05/21 CHItK.SJ Office of the 
Secretary of tho Commission Ip 46804 Til 45804 341 

0006140575 Comment opposing proposed rulo lOCf R50 ro emergency planning & pre- 
paredness requirements for nucloar power planl fuel loading & Initial low power oper 
ations 

MAGUIRE, M S Affiliation Not Assigned 60/06/21 CHILK.SJ Office of Ihe Secretary 
of the Commission. Ip 45805 002 45605 002 


B806 160044 Common! opposing proposod rule 10CFR50 re emergency planning A pi a 
paredness requirements for nucloar powor plant fuel loading & Initial fnw po^r 
operations At! off silo emergency responso planning requirements naodod before ofif 
alien 

TIEGER.V Affiliation Nol Assigned 88/05/21 CHILK.SJ Offico of Iho Swnlnry <A 
the Commission Ip 45012 253 45812 253 

0006150046 Comment opposing proposed rulo 10CFR50 ro emergency plflwvhfl A pre- 
paredness requirements (or nuclear powor plant fuel loading & ipJtml low poivtir ojxr 
ations 

' Affiliation Not Assigned 80/05/21 CHILK.SJ Office of Iho Socrolaiy of Iho Corn- 
mission Ip 45012 336-45012 335 

8806150047 Comment opposing proposod rulo 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & initial low pow 
operations Public should not be placed at risk In Interest of obtaining low power i 
cense 

FISKE.NJ Affiliation Not Assigned 00/05/21 CHILK.SJ Offico ol tho Secretary cl 
tho Commission Ip 45812 334 45012 334 

0006150048 Commenl opposing proposed rulo 10CFR50 ro emergency planning A pro 
parednoss requirements for nuclear powor plant fuel loading & Initial low power opar 
aliens 

CLOYEL.E D Affiliation Not Assigned 80/05/21 CHILK.SJ Office of tho Socratary cf 
the Commission Ip 45012 333-45812 333 

0806150050 Comment opposing proposod rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuot loading & initial low power opri 
ations 

* Affiliation Not Assigned 80/05/21 CHILK.SJ Office of the Secretary ol Ihe Com- 
mission 2pp 45B12 331 45812 332 

8806160051 Comment opposing proposed rule 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & initial lew po**./ 
operations All offsite emergency responso planning requirements needed boforo oper 
anon 

WILSON, S Affiliation Nol Assigned 88/05/21 CHILK.SJ Offico of tho Socroianr of 
Ihe Commission Ip 45612 276 45812 276 

800615005/ Comment opposing proposod rule 10CFR50 ro emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & imlial lo* po*cr 
operations AH offsite emergency response planning requirements needed before oper 
atlon 

LONGWORTH.A J Affiliation Not Assigned 08/05/21 CHILK.SJ Office of the Seem 
tary of the Commission Ip 46811 335 45811 335 
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8806150002 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

BURKHART.B J Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secre 
taiy of the Commission Ip 45812 326-45812 32G 

8806150067 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
aliens 

SHEEOY.J Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary of 
the Comm lesion Ip 45812 373 45812 273 

8806150078 Comment opposing proposod rule 10CFR5Q re omorgency planning & pre* 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GILBERT, L Affiliation Not Assigned 88/05/21 CHILK.S J Office oftho Secretory of 
the Commission Ip 45812 268 45812 268 

8806150085 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & initial low power oper 
ations 

* Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Secretary of the Com 
mission, Ip 45012 265 45012 265 

8806160089 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuol loading & initial low power 
operations All offsite emergency response requirement needed before operation 
FLANAGAN, M Affiliation Not Assigned 88/05/21 CHILK.S J Office oftho Secretary 
ofthe Commission Ip 45011 328-45811 328 

8806150097 Comment opposing proposod rule 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & Initial low power oper- 
ations 

BRADLEY.P Affiliation Not Assigned 80/05/21 CHILK.S J Office of the Socretary of 
the Commission Ip 45012 353-45812 353 

8606150101 Comment opposing proposod rule 10CFR50 ro omergoncy planning & pro 
paredness requirements for nuclear power plant fuol loading & initial low powar oper- 
ations 

DOUCETTE, K , DOUCETTE. J Affiliation Not Assignod B8/05/21 CHILK.S J Office of 
the Secrotary of the Commission Ip 45812 349-45812 349 

6806160103 Comment opposing proposod rulo 10CFR50 ro emergency planning & pro 
paredness requirements far nucloar power plant fuel loading & initial low power 
operations All offsite emergency rosponso requirements needod before operation 
HOYT.P Affiliation Not Assigned 80/05/21 CHILK.S J Office of tho Secretary of the 
Commission Ip 45811 325 45811 325 

8806150107 Commont opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power op or 
ations 

MARRON.TL Affiliation Not Assigned 88/05/21, CHILK.S J. Office of tho Secretary 
of the Commission Ip 45012 348-45812 348 

8006150110 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro 
paredness requirements (or nuclear power plant fuel loading & initial low powor 
Operations Emergency rosponso requirements must be In placo boforo low power op 
oration 

SCOTT, E J Affiliation Not Assigned 80/05/21 CHILK.S J Office of tho Socrotary of 
the Commission Ip 45011 323 4501 1 323 

8606150113 Commont opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuol loading & fnllial low powor opor 
alfiana- 

* Affiliation Not Assigned 06/05/21 CHILK.S J Office of tho Secretory of tho Com 
mission Ip 45812 341-45012 341 

BB06160120 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nucloar powor plant fuel loading & initial low powor oper- 
ations 

OAViS.A Affiliation Not Assigned 80/05/21 CHILK.S J Otfico of tho Secretory of the 
Commission. 1 p 45813,001-45813 001 

0806160132 Comment opposing proposod rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & Initial low power oper- 
ations 

COUETTI.J Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Socrotary of 
Ihe Commission Ip 45012 275 45812 276 

8B06150142 Comment opposing proposod rulo 10CFR5O re emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & initial low power opor 
ations 

FRIEDRICH, J Affiliation Not Assigned 00/05/21 CHILK.S J Office of Ihe Socrotary 
ofthe Commission Ip 45012 338-45012 338 

8606150148 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations All offsite emergency response requirements needed before operation 
ZOHINSKIE.D P Affiliation Not Assigned 00/05/21 CHILK.S J. Office of tho Secretary 
of the Commission Ip 45811 310-45811 310 

8606150154 Comment opposing proposod rulo 10CFR5O ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

RICHARDSON.de. Affiliation Not Assigned 88/05/21 CHILK.S J Office of tho Soc 
rotary of the Commission Ip 45812 256 45812 256 

00O615O16B Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & fnlfial fow power 
operations Proposed rule would eliminate many tow power licensing requirements 
MCCABE ,L. Affiliation Not Assigned 80/05/21. CHILK.S, J Office of Ihe Secretary of 
the Commission Ip 45814 045 45814 045 

8806150171 Comment opposing proposod rule 10CFR50 re omorgency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

KALLOCH.J. Affiliation Not Assigned 88/05/21 CHILK.S J Office of the Socrotary of 
the Commission Ip 45012 245-45812 245 


8B06 150183 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parccfress requirements for nuclear powor plant fuel loading & initial low power 
operations Believes proposed rule would eliminate many low power licensing require 
ments 

LITTON.D Affiliation Not Assigned 88/05/21 CHILK.SJ Office of Ihe Secretary of 
the Commission Ip 45014 036 45814 036 

88081 50199 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial tow power 
operations Believes proposod rulo would eliminate many low powor licensing require 
ments 

* Affiliation Not Assigned 88/05/21 CHILK.SJ Office of Ihe Secretary of the Com 
mission Ip 45B12 105-45812 105 

0606150206 Comment opposing proposed rulo 10CFR50 re omergoncy planning & pre 
paredness requirements for nuclear power pfant fuel loading & imlial low power 
operations Proposed rule would olimmale many low power licensing requirements 
ILSLEZ.C Affiliation Not Assignod 88/05/21 CHILK.S J Offico of the Secretary of 
the Commission Ip 45812 203 45812 208 

8606160216 Commenl opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear powor plant fuol loading & initial low powor 
operations Proposed rulo would eliminate many low power licensing requirements 
WtNTNER.S Affiliation Not Assigned 63/05/21 CHILK.SJ Office of trie Secretary of 
tho Commission 1 p 45812 206 45812 206 

88DG1 50273 Comment opposing proposed rulo 10CFR50 ro omergoncy planning & pro 
paredness requirements for nuclear power plant fuol loading & initial low power 
operations Emergency response requirements must bo in placo before low power op 
oration 

EDSON.D V AIMiation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
tho Commission ip 45812 106 45812 186 

8B06150276 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nucloar power plant fuel loading & initial low power 
operations Emergency rosponso requirements must bo mot before low power oper- 
ation 

MARTIN.R P Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of 
tho Commission Ip 45812 185 45B12 185 

8806150279 Comment opposing proposod rulo 10CFR5O re emergency planning & pro 
parodnos9 requirements for nucloar powor plant fuol loading & initial low power 
operations Emergency response require monts must bo met boforo low power oper- 
ation 

CORMIER.PL Affiliation Not Assigned 38/05/21 CHILK.SJ Oflfca of tho Socrolary 
of tho Commission Ip 45312 104 45012 104 

8006150280 Comment opposing proposod rule 1QCFR50 ro omergoncy planning & pro 
parednoss requirements for nuclear powor plant fuol loading & Imlial low power 
operations Emergency rosponso require meats must bo met boforo low power oper 
atlon 

- BYRNE.M H Affiliation Not Assigned 83/05/21 CHILK.SJ Offico ot Ihe Secretary of 
tho Commission Ip 45012 163-45B12 163 

8806150282 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuol loading & imlial low power 
operations Emergency rosponso requirements must bo mot boforo low power oper 
alion 

DUPRAY.J, Affiliation Not Assigned 08/05/21 CHILK.S J Office ol the Secretary ot 
the Commission Ip 45012 182 45B12 162 

BQ05150284 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pro 
paroefnoss requirements for nucloar powor plant fuel loading & Initial low power 
operations Emergency responso requirements must bo met before low powor oper- 
ation 

MILLS.SJ Affiliation Not Assignod 63/05/21 CHILK.SJ Office oJlho Secretary of 
the Commission Ip 45812181 45812 161 

80G616O2B6 Comment opposing proposod rule 10CFR50 ro omergoncy planning & pre 
paredness requirements for nuclear powor plant fuel loading & Initial low powor 
operations Emergency response requirements must bo mot bofore low power oper- 
ation 

BYRNE.F B. Affiliation Not Assigned 86/05/21 CHILK.SJ Office of the Secretary of 
tho Commission Ip 45812 160 46812 160 

8806150269 Comment opposing proposed rulo 10CFR50 ro emergoncy planning & pre 
parednoss requirements for mictoar powor plant fuel loading & Initial low power 
oporallons Emergency responso requirements must bo mol boforo low power oper 
alion 

# Affiliation Not Assigned GB/05/21 CHILK.SJ Offico of the Socrotary of the Com- 
mission Ip 45812,178-45812 170 

6806160291 Comment opposing proposed rulo 10CFR50 re omergoncy planning & pro 
paredness requirements for nucloar powor plant fuol loading & Initial low power 
operations Emergency reponse requirements must be mot before tow power oper- 
ation 

MAAS.D Affiliation Not Assigned GB/05/21 CHILK.SJ Offico ot the Secretary of the 
Commission Ip 45012 177-45812 177 

8806150294 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nucloar power plant luol loading & Initial low power 
operations Emergency rosponso require ments must be met boforo low power oper- 
ation 

WARO.CA Affiliation Not Assigned 08/05/21 CHILK.SJ Offico of the Secretary of 
Uig Commission Ip 45B12 176 46812 176 

6806150296 Comment opposing proposed rule 10CFR5O re omorgoncy planning & pro 
parednoss requirements for nuclear power plant fuol loading & Initial low powor 
operations Emergency response requirements must bo met before low power opor 
ation 

ROPPE.J W Affiliation Not Assigned 80/05/21 CHILK.SJ. Otfico of the Secretary of 
Ihe Commission Ip 45812 157-45812157 
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880B150497 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paradnoss requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

SWARTZBAUGH.M Affiliation Not Assigned 68/05/21 CHILK.SJ Office of the Sec- 
retary of the Commission Ip 45814 1 BO 45814 1 80 


8806240233 Comment opposing proposed mla 10CFR50 ro emergency pUnnmoA m- 
pansdness requirements for nuclear power plant fuel loading & Inilial low power oper 

L J TT Jr ElPA Affiliation Not Assigned 08/05/21 CHILK.SJ Office ollho Secret Arvcf 
the Commission Ip 45909 315 45009 315 wreurycr 


6800240174 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
parednoss requirements for nuclear power plant fuo! loading & initial low power 
operations Llrgos Commission to reject proposed rule change 
GILLESPIE, M J Affiliation Nol Assigned 88/05/21 CHILK.SJ Office of the Secretary 
of lha Commission Ip 45916 136-45916 136 

8806240177 Commenl opposing proposed rule 10CFR5-0 re emergency planning a pre- 
paredness requirements for nuclear power plant fuel loading & initial low pov^er 
operations Offsite emergency response planning must be rnel before* operation com 
me nee s 

ATKINSON ,M Affiliation Nol Assigned 85/05/21 CHILK.SJ Office of the Secretary 
of the Commission Ip 45909 293-45909 293 


0806270010 Commenl opposing proposed rule 10CFR50 re emergency planrvrxi & rye 
parednoss requirements for nuclear power plant fuel loading & initial low power 
ations > 

ADAMS.LE Affiliation Not Assigned 00/05/21 CHILK.SJ Ofhco of Iho Sotro'a.v el 
the Commission 1 p 45936 227 45936 227 i 


0806270011 Commenl opposing proposod rule 10CFR50 ro emergency plannlm -fi •we- 
parednoss requirements for nuclear power plant fuel loading & imlial low power c-kv 
alions ‘ ' 


CORBETT.M Affiliation Not Assigned 00/05/21 CHILK.SJ Office of iho Secretary 
of the Commission Ip 45916 088 45916 DOB ^ 


8806240176 Comment opposing proposed 1 rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

DEGRENIERAH Affiliation Not Assigned Bfl/05/21 CHILK.SJ Office of the Sucre 
tary of the Commission Ip 45909 294 45909 294 

8006240167 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
parodness requirements for nuclear power plan! fuel loading & initial low power 
operations Urges Commission to reject proposed rule change 
MAAOT.D Affiliation Not Assigned 0B/O5/21 CHILK.SJ Office of the Secretary of 
Ihe Commission- Ip 45916 142-45916 142 

8806240193 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading 6 initial low power oper- 
ations * 

CUSKiN.R Affiliation Nol Assigned 60/05/21 CHILK.SJ Office of the Secretary of 
the Commission 1 p 45909 299 45909 209 

8806240199 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Urges Commission to reject proposed change 

BROWN, S A Affiliation Not Assigned 88/05/21 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45916 149-45916 149 

8806240202 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
ahons 85 r0quirGnient * ,or nudoar P° W0r P |a nt fuel loading & Initial low power oper- 

STEVENS.S <_ Affiliation Not Assigned 80/05/21 CHILK.S J Office of iho Secretary 
Of the Commission Ip 45809 303-45909 303 Y 

0806240207 Comment opposing proposed rulo 10CFR50 re emergency planning & pre 
parednoss requirements for nuctear power plant fuel loading & Initial low power oper- 
ations 

WCAULIFE.N Affiliation Not AssFgned 68/05/21 CHILK.SJ Office of tho Secretary 
of tho Commission Ip 45916 154-45916.154 


B8O624O2O0 Comment opposing proposad rulo 10CFR50 re emergency planning & pro- 
atons S3 re{ ^* Irsments for nuclear power plan! fuel foadmg & initial low power opor 

OAViS E Affiliation Not Assigned 80/05/21. CHILK.S J Office of tho Secretary of the 
Commission Ip, 45909 305-45909 305 y or ino 


0000240212 Comment opposing proposad rule 10CFR50 ro emergency planning & pro 
ations 33 requlr0mont8 ,or nucloflf power Plant fuel loading & Initial low powor oper 


BONSAlNLYCAfMiatlon Not Assigned BG/05/21 CHILK.SJ Office of the Secretary 
Of th a Commission Ip 45909,306 45909 305 y 

Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
reqiu ^ Irements for nuclear power plant fuel loading & initial low power opor* 

S"ip chilk ‘ s -' ° f,ic9 ,ha 8< w oi mo com 


8006240226 Comment opposing proposed rule 1QCFR50 re emergency planning & pre 
SSorl r0 qw Iro ^enta for nuclear power plant fuel loading a Initial low power opor- 

™^lsZ to, ,7«90B^ S ,i n 4M?| /21 CHILK ' SJ 0 '" 09 01 ' h9 S9Cra '^ 01 ,h ° 

8006240227 Common! opposing proposod rule 1QCFR60 ro emergency plannlnq & or o- 
parednoss requirements for nuclear power plant fuel loading & Lai low powor oper- 

Affl'toton Not Assigned 06/05/21. CHILK.SJ Ofhce of tho Secretary 
of the Commission Ip 45816 168-45916 160. r 


0806270031 Comment opposing proposed rule 10CFR50 re emergency plarwuw 4p 0 - 
parednoss requirements lor nurlonr power ptant fuel loading & Initial fow potter 
ations ^ 

SZAGOJ L Affiliation Not Assigned 08/05/21 CHILK.S J Offrco of the Secretary of 
the Commission Ip -15936 233 45936 233 1 


8006270038 Comment opposing proposed rulo 10CFR50 ro emergency planning 6 c<o 
parodness requirements for nuclear power plant fuol loading a Initial lo* poACr opvr 

ft inn ft ' 


EDOM.M Afhlialion Not Assigned 08/05/21 CHILK 
the Commission Ip 45916 237 45936 237 


,S J Offico ot Iho Socrulaiy oi 


8006270041 Comment opposing proposed rulo 1GCFR50 ro emergency ploiwng S pc- 
parednoss requirements for nuclear power plant funl loading & Initial low power to'f 
ations 

NORTON.E Affiliation Nol Assigned 80/06/21 CHIIK.SJ Olfrco ot the Secretary cJ 
the Commission Ip 45916 104 45916 104 

8006270057 Comment opposing proposod rulo 10CFR50 ro emergency planing & pr* 
parednoss requirements for nuclear power plant fuel loading & Initial low poww wr-cr 
ations 

LORD.WS Affiliation Nol Assigned 08 '05/21 CHILK.SJ Office of tho Serrutury (4 
the Commission Ip 45936 245 45936 245 

6000270060 Common! opposing proposed rulo 10CFR50 ro emergency planning & r^ 
parednoss requirements for nuclear powor plant fuel loading & Initial low poac* ot>;r 
ations r ^ 

* Affiliation Not Assigned 88/05/21 CHIIK.SJ Office of tho Secrolaiy ol Iho fen 
mission Ip 45936 247 45936 24/ 

0CO627OO62 Comment opposing proposed rule 10CFR50 ro emorgenry planning 4 pre 
parednoss requirements for nuclear powor plant fuol loading fi Initial low iWAfi rc-or 
ations ' 

• Affiliation Not Assigned 88/05/21 CHILK.SJ Offico of tho Secretary ol the Com 
mission Ip 45916 113 45916 113 

8806270091 Comment supporting proposod rulo 10CFR50 re emQrgancy Hawing 4. 
preparedness requirements lor nuclear powor plant fuel loading 8 IniUal low po-*«v 
operations Proposed rule developed w/only util interests In mind 
AZER.A Affiliation Nol Assigned 08/05/21 CHILK.SJ Offico of the Secretary cf ir* 
Commission Ip 45938 208 45936 268 

00062701 19 Comment opposing proposod rule 1GCFR50 re emergency plow mm 4 |»o 
paredness requirements for nuclear power plant fuel loading & Initial taw power ec^ 
ations 

BRADY, P E Affiliation Not Assigned 88/05/21 CHILK.SJ. Office of Ilia Salary oi 
the Commission Ip 45938 201 45936 281 

8006270126 Comment opposing proposod rulo 10CFR50 re omorgency pianrvng A ftfd- 
parodness roquiroments for nuclear powor plant fuel loading & initial low jvau 
operations Rule change would eliminate many existing low powor licensing reqwr*- 
monts 

ROGERS.J Affiliation Not Assigned 80/05/21 CHILK.SJ Office of the Seem Eay of 
the Commission Ip 45916 126 45916 126 

8006270129 Comment opposing proposed rule 10CFR50 re emergency plann-ng A pc- 
parednoss requirements for nucloar powor plant fuel loading & initial low power apzt 
ations 

APPLETON, C Affiliation Not Assigned 80/05/31 CHILK.SJ Offico of tho Sotit’oy 
Of the Commission Ip 45916 127-45916 127 


8800240228 Comment opposing proposed rule 10CFRSO ro emergency olflnntna & nre- 
aSoris 11638 rQqu,remonts for fludoar Power plant fuel loading & Initial low power oper- 

fh« H <?o , S^ B ssl^n , ' , ^°Ss^^Wl6 8 fS S/21 CHILK ' SJ Of,iCe01 lh0 SBCT9,0( V of 


8006270140 Comment opposing proposed rule 10CrR50 re emergency planning A f*a 
paredness requirements for nuclear jv- ; plant fuol loading & initial fow power oper 
ations 

POULES.MA Affiliation Not Assigned 80/05/21 CHILK.SJ Offico of Iho Secretary 
of Ihe Commission Ip 45936 217-45936 217 


8006240229 Comment opposing proposed rule 10CFR50 re emergency planning & c 
attans nQSS ro(Juifem0ms for Power plant fuel loading & Pnilial low power op 

chilk ' sj m °°°< 


88062761 42 Comment opposing proposed rulo 10CFR50 re emergency planning A pra 
paredness requirements for nuclear power plant fuel loading & initial fow poacf oper 
ations 

HAINE.B Affiliation Not Assigned B0/05/21 CHILK.SJ Offico of Iho Secretary cl tHa 
Commission Ip 45936 218-45936 218 


Comment opposing proposod rule 10CFR50 re omorgency planning & pj 
ahons r0f l uirGrn0 ^« for nuclear power plant fuol loading & Initial low power op! 

ISM ■ CH,LK ‘ S J 0,,,oe 91 ,he ->■ 

8006240232 Comment opposing proposed rule 10CFR50 re omoraenev nlnnnlnn & nr 
atas^ 38 feqmrern<)nla for nucl9ar P° WQr l^lant fuel loading & mitioMow powor ; cps 

AWnatfon INtol 1 Assigned B8/05/21 CIIILK.R I Offro nf th« Pp, rotary 

tho Commission Ip 45916 172 45916 <72. 


8606270 1 4Q Comment opposing proposed rule 10CFR5O ro emergency planning A f*o 
paredness requirements for nuclear power plant fuel loading & initial low po*c/ opor 
ations 

MACLACHLON.T Alfilialion Not Assigned 06/05/21 CHILK.SJ Office oftho Skt l* 
tary of the Commission Ip 45936 222-45936 222 

0896270152 Comment opposing proposed rule 10CFR50 re omorgency planning 0. pr*- 
parodnoss requirements for nuclear power plant fuel loading & initial fow power ojwr 
atrons 

MACI ACM LAN .C Affiliation Not Assigned 80/05/21 CHILK.SJ Office oftao Secre- 
tary of tho Cerami^si-in |p 45936 204 15936 204 
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6-006270158 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

BATCHELDER.TL Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Socro 
tary of the Commission Ip <15936 207 45930 207 

6806270205 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
pared ness requirements for nuclear power plant fuel loading A Initial low power oper 
Bticns 

HEMMINGWAY.R H Affiliation Not Assigned 08/05/21 CHILK.S J Office ol the Sec 
relary of the Commission Ip 45936 158 45936 150 

6806276209 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

HAWILTON.K Affiliation Not Assigned 0B/05/21 CHILK.SJ Office of the Secretary 
of the Commission Ip 45936 161-45936 161 

8806270214 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations 

DIFRANCESCO.M Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secre 
lary of the Commission Ip 45936 164 45936 164 

8806270230 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

DISHOP, O A Affiliation Not Assigned 8B/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 170-45936 178 

8808270234 Comment opposing proposed rule 10CFRS0 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

COVE,M Affiliation Not Assigned QB/05/21 CHILK.SJ Office of the Secrotary of the 
Commission Ip 45936 181-45936 181 

8806270278 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuctoar power plant fuel loading A initial low power oper- 
ations 

RILEY, B Affiliation Not Assigned 00/05/21 CHILK.SJ Office of the Secretary of the 
Commission Ip 45936 133-45936 133 

6 006270281 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuctoar power plant fuel loading A initial low power oper- 
ations 

WIMTNER.R Affiliation Not Assigned 00/05/21 CHILK.SJ Office of the Secretary ol 
the Commission Ip 45936 135 45036 135 

8B06270284 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuctoar power plant fuel loading A initial low powor oper- 
ations 

VINTNER, E Affiliation Not Assigned 00/05/21 CHILK.S J Office of tho Secretary of 
the Commission Ip 45036 120 45936 120 

8006270289 Comment opposing proposed rule 10CFR50 re emergoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

HICKEY, S Affiliation Not Assigned 80/05/21 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45935,359 45935 359 

8006269342 Comment opposing proposed rule 10CFR50 re emergoncy planning A pro- 
parodness requirements for nucleer power ptant fuel loading A initial low powor oper- 
ations 

* Affiliation Not Assigned 80/05/21 CHILK.SJ Office of the Secretary of tho Com 
mission Ip 45942 299 45942 299 

8006260347 Commont opposing proposed rule 10CFR50 iq emergoncy planning & pro 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

STUART, C Affiliation Not Assigned 08/05/21 CHILK.SJ, Office of the Secretary of 
the Commission Ip 45942*300 45942 300 

8806290350 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading A initial low powor oper- 
ations 

* Affiliation Not Assigned 08/05/21 CHILK.SJ Office of tho Secrotary of tho Com 
mission Ip 45942 301 45942 301 

8006260363 Comment opposing proposed rulo 10CFR50 re omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

* Affiliation Not Assigned. 08/05/21 CHILK.SJ Office of the Secretary of tho Com- 
mission Ip, 45942 302 45942 302 

8006260366 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

DOWNS, K Affiliation Not Assigned 08/05/21 CHILK.SJ Office of tho Secretary of 
tho Commission Ip 46942 303-45942 303. 

8806260367 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

BURGESS, M Affiliation Not Assignod 80/05/21 CHILK.SJ Office of the Secretary 
of the Commission Ip 45942 304 45942*304 

0806260369 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading A initial fow powor oper- 
ations 

BYRNE, E. Affiliation Not Assigned 80/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45942 305 45942 305, 

B8O6260372 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low powor oper- 
ations 

WARASHA.J Affiliation Not Assigned 00/05/21 CHILK.SJ Office of the Secretary of 
the Commission Ip 45942 306 45942 306 


08062B0374 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements lor nuclear power plant fuel loading & initial low power oper- 
ations 

YASENCHAK.J Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary 
of the Commission Ip 45942 307 45942 307 

6606290060 Comment opposing proposed rule 10CFR50 re emergency planning & pro- 
paredness require mont3 for nuclear power plant fuel loading A mitlat low power oper- 
ations 

FQRDJ Affiliation Not Asslgnod 00/05/21 CHILK.SJ Oifcce of the Secretary of tho 
Commission Ip 45950 077 45950 077 

8B06290070 Comment opposing proposed rule 10CFR50 ro emergency planning & pro- 
par eciness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

LARIVEE.D Affiliation Not Assigned 88/05/21 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45950 078-45950 070 

8806290076 Common! opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low powor oper- 
ations 

DONAHUE, B Affiliation Not Asslgnod OB/05/21 CHILK.SJ Office ol the Secretary 
of the Commission Ip 45950 079 45950 079 

0806290000 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial tow powor oper- 
ations 

’ Affiliation Not Assigned 8Q/05/21 CHILK.SJ Office ol tho Secretary of the Com- 
mission ip 45950 080 45950 080 

0006290081 Commont opposing proposed ruio 10CFR50 ro omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

* Affiliation Not Assigned 88/05/21 CHILK.SJ Office of the Secretary of tho Com- 
mission Ip 45950 0G1 45950 081 

0006290091 Commont opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low powor oper- 
ations 

UUIBERTE.S Affiliation Not Asslgnod 80/05/21, CHILK.SJ Qlfico of tho Secretary 
of tho Commission Ip 45050 082-45950 €02 

0006290401 Comment opposing proposed rulo 1OCFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

LA BLANC, P Affiliation Not Assigned 00/05/21 CHILK.S J Oflico of the Secretary of 
tho Commission Ip 45948 350-45948 350 

6006290404 Commont opposing proposed rule 1QCFR50 ro emergency planning A pre- 
parodness require mortis tor nuclear power plant fuel loading A initial low power oper- 
ations 

ADAMS, D L Affiliation Not Assigned QB/05/21 CHILK.SJ Office of tho Socrotary ol 
the Commission Ip 45954 001-45954 001 

6006290400 Comment apposing proposed rulo 10CFR50 ro omorgoncy planning A pre- 
paradnoss requirements for nuclear powor plant fuel loading A initial low power oper- 
ations 

PEARCE, P. Affiliation Not Asslgnod 80/05/21 CHILK.SJ Office of the Secretary of 
tho Commission Ip 4594B 359-45948 359 

8806290411 Comment opposing proposed rulo 10CFR50 ra omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations 

* Affiliation Not Asslgnod 00/05/21 CHILK.SJ Office of the Secretary of the Com- 
mission Ip 45940 360 45948 360 

00062*0414 Comment opposing proposed rufa 1QCFR50 re omorgency planning A pre- 
paredness requirements for nuclear powor plant fuel loading A Initial tow powor oper- 
ations 

SPRAGUE, RK Affiliation Not Assigned 88/05/21 CHILK.SJ O (lice or Ihe Socrotary 
of tho Commission Ip 45949 125 45949 125 

00062*0418 Comment opposing proposed rule 10CFR50 re omorgoncy planning A pro- 
4 parodness requirements for nuclear powor plant fuel loading A initial low powor oper- 
ations 

WEGENER.C, Affiliation Not Assigned 88/05/21 CHILK.SJ Oflico ol the Socrotary 
of the Commission Ip 45949 126 45949 12B 

00062*0423 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low powor oper- 
ations 

WH1TE.A M Affiliation Not Assigned 00/06/21 CHILK.SJ Office of 111 a Secretary of 
the Commission Ip 45949,127-45949,127 

88062*0428 Common! opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading A initial low power oper- 
ations 

FOSTER.R C Affiliation Not Assigned, 80/05/21 CHILK.SJ Office of tho Secretary 
, of the Commission, Ip 45949,126 45*49 128 

6606300408 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor planf fuel loading & InllFal low power oper- 
61 1 ions 

* Affiliation Not Assigned, 8Q/€5/2i CHILK.SJ Office of fhe Socrotary of tho Com- 
mission ip 45066 306 46966*306 

8800300411 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
parodness requirements for nuclear power plant fuel loading & initial low power oper- 
9.1 ions 

HODGES.NJ, HODGES, KJ Afflllalfon Not Assigned 88/05/21 CHILK.SJ Office of 
the Secretary of the Commission 1 p, 45966 307-45908 307. 

00BG3OO416 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

YORK.D Affiliation Not Assigned B8/05/21 CHILK.SJ Office of the Secretary of tho 
Commission Ip 45969 124-45969 124 
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0806308433 Comment opposing proposed rule 10CFR5G re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

TONDREAULT.V Affiliation Not Assigned 6B/05/21 CHILK.SJ Office of tho Seers 
tary of the Commission Ip 45966 308 45066 300 

BB06300435 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

CARZASTY.SM Affiliation Not Assigned 88/06/21 CHILK.SJ Office of tho Secre- 
tary of the Commission Ip 45966 309-45966 309 

6006300-430 Comment opposing proposed rule 10CFR50 re emergency planning & pra 
paredness requirements for nuclear powor plant fuel loading & initial low power op &r 
ations 

M.USUMERI.J Affiliation Hot Assigned 88/05/21 CHILK.SJ Office of the Secretary 
of Ihe Commission Ip 45966 310-45966 310 

6606148234 Comment opposing proposed rule 10CFR50 re emergency planning & pra 
paredness requirements tor nuclear power plant fuel loading & Initial low pov/er 
operations Warning sirens should be in place before any testing 
VANCE, L S Affiliation Not Assigned 88/05/22 NRC - No Detailed Affiliation Given 
Ip 45794 244 45794 244 

680-6140225 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Emergency planning should be in full force during low power operation 
ANTHONY, R L Anthony, RL 88/05/23 CHILK.SJ Office of tho Secretary of tho 
Commission 2pp 45794 238 45794 239 

6006020163 Comment opposmo proposed rule 10CFR5O re requirements for warning/ 
alert sys being In place & working at nuclear powered generating plants 
MONTTVILLE.B A Republicans Against Seabrook Station 88/05/24 CHILK.SJ 
Office of the Secretary of the Commission Ip 45696 109-45696 109 

8886140222 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant Fuel loading & initial low power 
operations Absence of sirens around plant worrisome 

MCCREA.S Affilialion Net Assigned 88/05/24 Docketing & Services Branch 2pp 
45794 236 45794 237 

8806020147 Comment opposing proposed rule 10CFR5O re no warning being required 
at low power for nuclear plant licensing purposes 

EDDLEWAN.W Eddleman, W 86/05/25 CH1LK.S Office of the Secretary of the 
Commission 9pp 45713 261-45713 269 

8306140247 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations All reasonable steps to speed licensing process should bo undertaken 
MOORE, MG Affiliation Not Assigned B8/05/25 NRC No Detailed Affiliation Given 
3pp 45794 299-45794 301 

8806160450 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading •& Initial low powor op 
e ration 9 

WILNER.M Affiliation Not Asslqnod 68/05/25 NRC - No Detailed Affiliation Given 
Ip 45B14 187-45014 107 

8806140412 Comment supporting proposed rule 10CFR50 re emergency planning ft 
preparedness requirements for nuclear power plant tuol loading & initial low power op 
orations 

CHICK, M Al filiation Not Assigned 86/05/26 Docketing & Services Branch Ip 
45600 204 45000 204 

8806140063 Common! supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant tuol loading & initial low power op 
orations 

FRENIERE,H F Affiliation Not Assigned 00/05/27* Docketing & Services Branch 
2pp 45704 204-45794 285 

8806140325 Comment supporting proposed rule 10CFR5O ro emergency planning ft 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

MALLEY.JF Afliliafion Not Assigned B8/05/27 Docketing & Services Branch 3pp 
45802 198 45802 200 

8806140405 Comment opposing proposed rule 10CFR5O re emergency planning 8, pre 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

NEMETHY.E Ecology/ Alert 8B/Q5/27 Docketing & Services Branch Ip 45600 203 
4 5 BOO 1 203 

8606140046 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading & initial low power op 
oration 5 

HOLMES.W 2 Affiliation Not Assigned 6B/05/2B NRC - No Detailed Affiliation Given 
Ip. 45794-282-45794 282 

8Q06140132 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power 
operations Plant needs lo be operational & save millions of dollars wasted by delay 
MARKAflfA.G Afllliation Nol Assigned 88/05/2B Docketing & Services Branch 1 d 
45794 259-45794 250 U P 

8006146308 Comment supporting proposed rula 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power on 
erations r 

HOLBROW Affiliation Not Assigned 88/05/28 Dockoting & Services Branch lo 
45800 358-45000 358 

0606140317 Comment re proposed rulo 10CFR5Q re emergency planning & prepared 
ness requirements for nuclear power plant fuel loading & initial low power 
operahons Aoency time to render any decision on regulatory interpretation too Iona 
Affiliation Not Assigned 88/05/28 Docketing & Services Branch Ip 45794 306 


8806140362 Comment supporting proposed rulo 10CFR50 ro emergency plnnnrw ft 
preparedness requirements for nuclear power plant fuel loading & Initial low pew ‘f 
operations Political holdup in licensing of plant deplorable 

DAY-LEWIS.FE Affiliation Not Assigned 80/05/20 Docketing & Services Branch \o 
45B04 172 45804 172 P 


8006 14 0400 Comment supporting proposed rule 10CFR50 ro ennorgoncy planruw ft 
preparedness requirements for nuclear powor plant fuel loading &, Initial to* ccwm 
operations Sirens unnecesary during low power testing at plant 
BARSTOW.E B Affiliation Not Assigned 08/05/28 NRC - No Detailed Alb latoo 
Given Ip 45B04 290-45804 290 

8806140495 Comment supporting proposed rulo 10CFR50 ro emergency phnn no A 
preparednoss requirements for nuclear power plant fuel loading & Initial lo« | 
operations Plant should bo approved to operate w/o restrictions of ovncuati-on (uliro’i 
CHAPMAN, RN Affiliation Not Assigned 80/05/28 Docketing & Servicoi Branch 
2pp 45804 294 45804 295 

8006140497 Comment supporting proposed rule 10CFR50 re emergency pliinnrhj ft 
preparedness requirements lor nuclear power plant fuel loading A Initial lo* powor 
operations Immediate approval for plant low power testing requested 
CARDANI.C P Affiliation Not Assigned 88/05/28 Dockoting & S or vicos Branch Ip 
45804 296 45004 296 


0006140513 Comment supporting proposed rule 10CFR50 re emergency planing A 
preparedness requirements for nucleai power plant fuel loading & Initial low poocr 
operations Licensing & full power operation of plant also supported 
SCHIEGOLEIT.A Affiliation Not Assigned 00/05/28 Commissioners Ip 4:504)4 313 
45604 313 


6006160070 Comment supporting proposed rulo 10CFR50 re emergency planiYng ft 
preparedness requirements for nuclear powor plant fuel loading & Initial low po*cr op 
orations 

MACISAAC.J A Affiliation Nol Assigned 08/05/28 Dockoting & Services Bumth ip 
4501 1 331-4581 1 331 


$806150419 Comment supporting proposed rulo 10CFR50 ro emergency ptonnog ft 
preparedness requirements for nuclear power plant fuel loading & initial low powvi op- 
erations 

MCNAMARA.J P Affilialion Not Assigned 00/05/28 Dockoting ft Scivlcoi Branch 
2pp 45014 116 45814 117 

08O624O2O3 Comment supporting proposed rulo 10CFR50 ro emergency planning ft 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
orations 

ALBERT, JJ Affiliation Not Assigned 08/05/20 NRC - No Detailed Affiliation Cr.cn 
Ip 46916 151-45916 151 

0806270079 Comment supporting proposed rulo 1QCFR50 ro emergency planning A 
preparedness requirements for nuclear powor plant fuol loading ft Initial low po*u 
operations Plant very much needed 

BEAULIEU,CA Affiliation Not Assigned 80/05/28 Docketing & Services Branch Ip 
4 5036 250 45936 250 


8806140102 Comment opposing proposed rulo 10CFR50 ro emergency planning ft 
paredness requirements for nucloar powor plant fuel loading A initial low pow<.r 
operations Safety of people discussed 

BILLINGS, AN Affiliation Not Assigned 88/05/29 NRC - No Dnlrolod Mi 1 Wi 
Given Ip 45794 276 45794 276 

800614010$ Comment supporting proposed rulo 10CFR50 re omarjjoncy plann-ng & 
preparedness requirements for nuclear powor plant fuol loading A Initial low power op- 
erations 

BATES.OR Affiliation Not Assigned 08/05/29 NRC NoDotailodAffiliationrvr.cn 
Ip 45794 277 45704 277 

8006140110 Comment supporting proposed rulo 10CFR50 ro emergency plarang A. 
preparedness requirements for nuclear powor plant fuel loading & Initial low powi.f 
operations Rule would expedite plant operation 

COMTOIS.M H Affiliation Not Asslgnod 08/05/29 Office of tho Secretory cl th*> 
Commission Ip 45794 310 45794 310 

8006140193 Common! supporting proposed rulo 10CFR50 re emergency pinmrvj ft 
preparednoss requirements for nucloar power plant fuel loading & Initial low pown Op- 
erations 

FRELSCHMER.E Affiliation Not Asslgnod 88/05/29 Docketing & Services Branch. 
Ip 45794 296 45794 298 

8806150151 Comment supporting proposed rulo 10CFR50 re emergency plrmrvj ft 
preparedness requirements for nucloar power plant fuel loading ft initial low po**r 
opei ations Plant oporatlon will provenl brownouts & reduce dopondoncy- on lo«-J 

LOFGREN.J A Affiliation Nol Assigned 88/05/29 Docketing & Services Branch ?ff 
45B12 259 45812.260 

8006150172 Comment supporting proposed rulo l0Cf"R50 re emergency pinnnng ft 
preparedness requirements for nuclear power plant fuel loading ft Initial low poww 
operations Sirens need not bo in place when low level tests underway 
THOMAS, S W Affiliation Not Assigned 80/05/29 NRC No Dotmlod AtDia^ 
Given Ip 45814-043-45814 043 

8806140045 Comment supporting proposed rulo 10CFR50 re emergency planning ft 
preparedness requirements for nuclear power plant fuel loading & initial low po*tr 
operations Plant powor necessary In stalo 

WOODS, R A Affiliation Not Assigned 08/05/30 Office of the Secretary of the Com- 
mission Ip 45794261 45794261 

8006140059 Comment supporting proposed rulo 10CFR50 re emergency plar/ung ft 
preparedness requirements for nucloar powor plant fuel loading & Initial low pow** 
operations Potential hazards not associated w/low power testing 
LUCK.JE Affiliation Not Assigned 88/05/30 NRC * No Detailed All illation Gwen Tp 
45794 263-45794 263 
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B8Q 6 14-0061 Comment supposing proposed rule 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & initial tow power 
operations Proposed clarification necessary to timely startup of facility 
MOFETTl.t Affiliation Not Assiqned 08/05/30 Docketing & Services Branch Ip 
45794 264*45794 264 

06O&1 40071 Comment supposing proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Facility Is important resource for electrical energy [n New England 
HOGAN.J R Affiliation Not Assigned 88/05/30 Ottice of the Socrotary of Iho Com 
mission Ip 45794 267 45794 267 

0606140003 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel toadmg & initial low power 
operations Believes plant poses no threat to public 

COLLINS.W E Affiliation Not Assigned 08/05/30 Oockollng & Services Branch Ip 
45794 270*45794 270 

8606140005 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & Initial low power op 
orations 

CROWLEY, M J Affiliation Not Assigned 08/05/30 Docketing & Services Branch Ip 
45794 294-45794 294 

6606140202 Comment supporting proposed rule 10QFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Low power testing will create no public hazard requiring evacuation 
KIRTLEY,JL Affiliation Not Assigned 8B/05/30 Docketing & Services Branch Ip 
45794 208-45794 208 

86061 40217 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

BJOR0MAN,n K Affiliation Not Assigned 80/05/30 NRC - No Detailed Affiliation 
Given Ip 45794 298 45794 298 

06OS14O26B Comment supporting proposed rule 10CFR5O re omorgency planning & 
proparodnoss requirements for nuclear power plant fuel loading & Initial low power op 
orations 

• Affiliation Not Assigned 08/05/30 NRC • No Detailed Affiliation Given tp 
45794 304*45794 304 

3606140480 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
erations 

PUTUANC.R F Affiliation Not Assigned 08/05/30 Docketing & Services Branch 2pp 
45802 328 45802 329 

0606140545 Comment supporting proposed rule 10CFR50 re emergency pfenning & 
preparedness requirements for nucloar power plant fuel loading & initial tow powor 
operations New England needs to generate all powor possiblo 
MARK.R Affiliation Not A99lgnod 80/05/30 Docketing & Sorvicos Branch Ip 
45804 342*45804 342 

0606 150036 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op- 
erations 

H08BS.D Affiliation Not Assigned 08/05/30 Docketing & Sarvicos Branch Ip 
450 11 -339 46811 339 

8606150165 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
pEirodnoss requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

BLAKE.A C Affiliation Not Assigned 80/05/30 Dockotmg & Sorvicos Branch Ip 
45812 264-45812 254 

0006150274 Comment supporting proposed rule 10CFR5O ro emorponcy planning & 
preparedness requirements for nucloar power plant fue! loading & Initial low power op 
erations 

LEVESQUE, R R Affiliation Not Assigned 00/05/30 Docketing & Services Branch 
Ip 45814 163-45814 163 

0009150431 Comment opposing proposed rule 10GFR5O ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Emergency planning n coded boforo low power operation granted 
WARY Affiliation Not Assigned 88/05/30 Office of the Secretary of the Commission 
2pp 45014 111-46814 112 

6006140065 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & Initial low power op 
orations 

SCHIFFMAN.B Affiliation Not Assigned 88/05/31 Docketing & Sorvicos Branch Ip 
45794 289 45704 289 

8806140073 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op- 
era lions 

FOLEY,C Affiliation Not Assigned 08/05/31. Office of tho Secretary of the Commis- 
sion Ip 45794.260-45794 268 

8806140003 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Dangers & hazards In use of oil.coal & gas greater than nuclear power, 
DUN LAP, W C Affiliation Not Assigned 80/06/31 Docketing & Services Branch Ip 
45794 295-45794 295 

0006140126 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & Initial low powor 
oporation9 Facility operation in best Interest of energy needs In New England 

• Affiliation Not Assigned 08/05/31 Office of the Secretary of the Commission Ip 
45794 279-45794 279 

8606140130 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial Jow power op 
orations 

T09IN.J Affiliation Not Assigned 08/05/31 Office of the Secrotary of the Commls 
Sion Ip 45794*280 45794 280 


8B0Q14Q171 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Low power testing next step in realizing Seabrook full potential 
Dl PIETRO, A L Affiliation Not Assigned 80/05/31 Docketing & Services Branch Ip 
45794 199-45794 1 99 

8806140175 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor 
operations Wall Street Journal article enc! W/o stated end 

ROSENTHAL, CH Affiliation Not Assigned BB/05/31 Docketing & Services Branch 
ip 45794 202-45794 202 

8806140180 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
opo rat ions Action of M Dukakas deplored 

TURNER.OM Affixation Not Assigned G8/05/31 Docketing A Services Branch Ip 
45794 206 45794 206 

8606140198 Comment supporting proposed rule 10GFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power 
operations Energy source needed to maintain living Bids & positive employment rate 
REYNOLDS.JJ Affiliation Not Assigned B8/05/31 Docketing & Sorvices Branch Ip 
45794 207-45704 207 

8806140205 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & irltlat low power op- 
erations 

BOSTON, G Affiliation Not Assigned BB/05/31 Docketing & Services Branch Ip 
45764 297-45794 297, 

8806140200 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Commonwealth ol MA using slron Issue to Impede plant licensing 
CAVANAUGH.R B Affiliation Not Assigned 88/05/31 Office of lha Socrotary of the 
Commission Ip 45794 212 45704 212 

8806140219 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations NRC using generic rulemaking to address sllo-specTfic problems of plant 
POWELL.WJ Waib ridge J Powell 80/05/31 CHILK.S J 6* f ice of the Secretary ot 
tho Commission Ip 45794 235-45794 235 

BB06 140226 Comment supporting proposed rule 10CrR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

LUCAS.T , LUCAS.E R Affiliation Not Assigned 00/05/31 NRC No Detailed Affili- 
ation Given 2pp 45794 240*45794 241 

6806140262 Comment supporting proposed rule 10CFR50 ro omorgency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

RAPHAEL, T Affiliation Not Assigned BB/05/31 Otfico of tho Socrotary of the Com- 
mission Ip 45794 303-45704 303 

8806140462 Comment supporting proposed rule 10CFR5O ro omorgency planning & 
preparedness requirements lor nucloar power plant fuel loading & Initial low power 
operations Pooplo will require potential ol plant in continuous need for energy. 
JOHNSON, J L Affiliation Not Assigned 88/05/31 Office of Iho Secretary ol the Com- 
mission ip 45802 341 45802 341 

88061 404B7 Comment supporting proposed rule 10CFR5D ro omorgency planning & 
preparedness requirements tor nuclear power plant fuel loading & Initial low power 
operations Requests that plant bo put on line 

* Affiliation Not Assigned 80/05/31 Office of iho Socrotary o! lha Commission Ip 
45804 289 45804 200 

8806140491 Comment supporting proposod rule tOCTRSO ro omorgency planning & 
preparedness requirements for nucloar powor plant fuel loading A in’tlal low power 
operations Licensing of plant essential to future economic growth 
SULLIVAN, FP Affiliation Not Assigned 88/05/31 Docketing & Sorvicos Branch Ip 
45694.292-45804*292 

8806140508 Common! supporting proposed rule 10CFR50 re omorgency pfenning & 
proparodnoss requirements for nuclear powor plant fuol loading A. initial tow powor 
operations, Sirens not necessary for testing of plant 

WATTS ON,G B Affiliation Not Assigned 03/05/31 Docketing & Sorvicos Branch Ip 
45804*309 45804 309 

88061 S0012 Comment supporting proposed rule 10CFR5O re emergency planning & 
proparodnoss requirements for nucloar power plant fuol loading & Initial low power op* 
erations 

BAUM.J W Affiliation Not Assigned 08/05A31 Dockotlng & Sorvicos Branch Ip 
45812 278-45012 278 

8606150022 Common! supporting proposod rulo 10CFR5O ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low powor op 
orations 

JOHNSON.JR Affiliation Not Assigned 08/05/31 Docketing & Services Branch. Ip 
4581 1.343 45B11 343 

8606150025 Commont supporting proposed rule 10CFR50 ro omorgency planning & 
preparedness requirements for nucloar powor plant fuol loading & initial low power op- 
erations 

KANE.J L Affiliation Not Assigned 09/05/31, Docketing & Services Branch Ip 
45811*342 45011 342 

8806150039 Comment supporting proposed rule 10CFR5O re emargoncy planning & 
preparedness requirements (or nucloar power plant fuol loading & Initial low power op- 
eralions 

BAUMANN, EL Atfifialion Not Assigned 88/05/31 Docketing & Services Branch Ip 
4581 1 338 4601 1 338 

8606150040 Comment supporting proposed rule 10CFR5D ra emargoncy planning & 
preparedness requirements for nuclear power plant fuol loading & initial low powor op 
first io ns 

ROYSTON.A B. Affiliation Not Assigned 09/05/31. Dockotmg & Services Branch Ip 
4501 1 337-4501 1 337 
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8606150069 Comment supporting proposed rute 1OCFR50 re emergency planning & 
prep a reef ness requirements lor nuclear power plant fire] loading & inilfal low power op 
stations _ 

WRIGHT, H Affiliation Not Assigned 68/05/31 Docketing A Services Branch Ip 
45911 332-45811 332 


8306140163 Comment supporting proposed rule 10CFR50 ro emergency plannng 4 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Power that Soabrook would generate desperately neoodod 
BRYANT.A Affiliation Not Assigned 88/06/01 NRC No Detailed Affiliation Gntn 
Ip 45794 198 45794 19B 


8906150-095 Comment on proposed rule 10CFR50 re emergency planning A prepared 
ness requirements for nuclear power plant fuel loading A initial low power 
operations Requests warning siren sys be installed 

ANDRIAN.P R Affiliation Not Assigned 00/05/31 NRC * No Detailed Affiliation 
GEvon Ip 45811 327*45811 327 


8B-Q61402 12 Comment supporting proposed rule 10CFR50 re emergency planning 4 
preparedness requirements for nuclear power plant fuel loading & initial low 
operations Confidence that Commission studied ramifications of rule expressed 
SEEK ELD, R H , SEEFELD.B V Affiliation Not Assigned 88/06/01 DockeJIng A Sew 
Ices Branch ip 45794 213 45794 213 


8006150118 Comment supporting proposed rule 1GCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations „ „ . . 

CARUSO, SIM Affiliation Not Assigned 90/05/31 Docketing A Services Branch Ip 
458 1 3 003-45813 003 


0308140235 Comment supporting proposed rule 10CFR50 ro emergency ptanrun) 4 
preparedness requirements for nuclear power plant fuel loading & initial low po«i/ 
operations Power from Seabrook urgently needed 

PASSER.H C Affiliation Not Assigned 00/06/01 NRC - No Detailed Alliiialion G rtn 
Ip 45794 245-45794 245 


8806150126 Comment supporting proposed rule 10CFR60 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Area needs energy source 

• Affiliation Not Assigned 80/05/31 NRC No Detailed Affiliation Givon Ip 
45612 359 45812 359 


B80614034B Comment supporting proposed rule 10CFR60 ro emergency planning 4 
preparedness requirement for nuclear power plant fuel loading A Initial low po^t-r 
operations Expresses concern that plant complote & sitting idle 
HARPER, S Affiliation Not Assigned 88/06/01 Docketing A Services Branch Ip 
45800 161-45800 161 


8806150243 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial fow power op 
orations 

LINANE.W E Affiliation Not Assigned 68/05/31 NRC - No Detailed At filiation Given 
ip 45B14 170-45814 170 


8606140349 Comment supporting proposed rule 10CFRSQ ro omorgoncy planing 4 
preparedness requirements for nuclear power plant fuel loading & Initial low fWAuf 
operations Removal of plant siren sys not In Interest of public safety 
NEWTON, TH Affiliation Not Assigned 00/06/01 Dockeltng & Soivicos Branch Ip 
45800 201-45800 201 


8806150263 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
arat'ons 

FLYNN, J Affiliation Not Assigned 8B/05/31 Docketing & Services Branch Ip 
45614 165 45814 165 


8B06140433 Comment supporting proposed rule 10CFR50 ro emorgency planing 4 
preparedness requirements for nuclear power plant fuel loading & Initial low (w*of 
operations Every effort should bo made to startup plant 

SCQ9IE.J R Affiliation Not Assigned 08/06/01 Docketing A Services Blanch Ip 
45604 160 45004 160 


8806150297 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial fow power 
operations Relieves Now England needs plant 

HAMILTON, W Affiliation Nol Assigned 90/05/31 NRC No Detailed Affiliation 
Given Ip 45812 174 45812174 


0806140457 Comment supporting proposed rule 10CFR50 re emergency plimng 4 
preparedness requirements for nuclear power plant fuel loading A Initial low pcwi* 
operations Plant should bo started due to area needing electrical power 
TREZ.S Affiliation Not Assigned 88/06/01 Docketing & Services Brunch Ip 
45BOO 21 5 45600 215 


8806150301 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements far nuclear power plant fuel loading A initial low power 
operations Hopes NRC will start plant in operation 

LEUPOLD.ftJ Affiliation Not Assigned 89/05/31. Docketing & Services Branch. Ip 
45912 173 45312 173 

8006160302 Requests extension to 30-day public comment period for proposed mile 
making 1OCFR50, “Emergency Planning A Preparedness Requirements for Nuclear 
Power Plant Fuel Loading A Initial Low Power Operations ” 

EPTING.R Epllng & Hackney EPTING.R Coalition for Alternatives to Shoaron Harris 
90/05/31 CHILK.S J Office of the Secretary of the Commission 2pp 45800 359 
45BG0 360 


8806140479 Comment supporting proposed rule 10CFR50 ro emergency pfom>ng It 
preparedness requirements for nuclear power plant fuel loading & Initial to* pcwiv 
operations Clarification of requirements urged so plant will no longor stand Idle 
WHITT EMORE.W P Affiliation Not Assigned 08/06/01 Docketing A Sorvlccn than. h. 
Ip 45304 204 45804 204 

8606140503 Comment supporting proposed rule 10CFR50 ro omorgoncy A 

preparedness requirements for nuclear power plant fuel loading A initial low- povitf 
operations Plant should qualify for testing to remedy energy supply protilam 
HEAVREN.D A Affiliation Not Assigned BB/06/01 Docketing & Services Bnincli Ip 
45004 304-45804 304 


8806150413 Comment supporting proposed Kilo 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
erations 

SANSTROM.l Affiliation Nol Assigned 69/05/21 CHILK.S J Office of the Secretary 
of tho Commission Ip 45914 023-45814 023 

8606150485 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fual loading & initial low power op 
©rations 

GOLD.VG Affiliation Not Assigned 86/05/31 Docketing & Services Branch Ip 
45614 182 45914 182 


8806140511 Comment supporting proposed rule 10CFR50 ro omorgoncy piawvj A 
preparedness requirement for nuclear powor plant fuel loading & Initial low pc*i( 
operations Plant needod to supply energy 

VON BRECHT.P E Affiliation Not Assigned 80/06/01 Docketing A Senvieos Oran* h 
Ip 45913 004-45013.004 

8606 14051 7 Comment supporting proposed rule 10CTR50 ro omorgoncy |»lfinr.hj A 
preparedness requirements for nuclear powor plant fuel loading A inllial low po* i 
operations Operation of plant essential to New England growing energy needs 
MAINES,J H Affiliation Not Assigned 80/06/01 Docketing & Services Branch tp 
45604 314 45004 314 


0806240244 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading A initial low power oper- 
ations 

WACHENDORF.B C Affiliation Not Assigned 68/05/31 Commissioners Ip 
45916 176 45916 176 

8806270068 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Comma nwea II h of MA needs dependable power 

EGOLF.K Affiliation Not Assigned 88/05/31 Docketing & Services Branch Ip 
45936 252*45936 252 

8006270080 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
e rations 

EGOLF.M Affiliation Nol Assigned 80/05/31 Docketing & Services Branch Ip 
45930 260-45936 280 

68 00 14006 4 Comments supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Sirens unnecessary since testing poses no threat 
WHITE, A P Affiliation Not Assigned 8B/06/01 Docketing & Services Branch Ip 
45794 209 45794 298 

0800140084 Comment supporting proposed rule 10CFR50 ra emergency planning A 
preparedness requirements for nuclear power plant fuel loading & mill at low power 
ope ralio ns Future economic progress In Northeast region dependent on opening of 
plants 

% Affixation Not Assigned 8B/06/01 Docketing & Services Branch. Ip 45794.271- 
45794 271 

6806140148 Comment supporting proposod rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

SMITH.R Affiliation Not Assigned 88/06/01 NRC - No Detailed Affiliation Given. Ip 
46794 313 45794 313 ' 

8806140152 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirement (or nuclear power plant fuel loading A India! low powor 
operations Rule will clarify existing ambiguity, 

BOYD.R, Affiliation Not Assigned. 88/06/01 Docketing A Services Branch Ip 
45794 314-46794 314 


0806140510 Comment supporting proposed rule 10CFR50 re omorgcncy pinning S 
preparedness requirements for nucloar power plant fuel loading A Initial tow 
operations Requests plant operation 

CASSATA.T , CASSATA.R Affiliation Not Assigned 88/06/01, NRC - No De-ialcd A1 
fj IJation Given Ip 45004 316-45B04 316 

8806140522 Comment supporting proposed rule 10CFR50 ro omorgoncy planning 4 
preparedness requirements for nuclear powor plant fuel loading A Initial fow pOAtf 
operations Sirens need not bo In place during Initial low power testing 
DALY.EJ Affiliation Not Assigned 88/06/01 Docketing & Services Branch Ip 
45004,318-45804 318 

8806140656 Comment supporting proposed rule 10CFR50 re omorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading A initial lo* poru-f 
operations Rule Important to New England energy supply picture 
PASTOR E t J Affiliation Nol Assigned. 80/00/01 Docketing & Sorvicos Branch ipp 
45B04.350 45804 351. 

6B06159007 Comment supporting proposed rute 10CFR50 ro omorgoncy pfannrrvj- 4 
preparedness requirements for nucloar power plant fuel loading & initial low power op- 
erations „ . , 

LOHMILLER.B Affiliation Not Assigned 80/06/01 Docketing & Services Branch ip 
45812 280 45B12 280 

8806150026 Comment supporting proposed rule 10CFR50 re emergency plann-rq & 
preparedness requirements for nuclear powor plant fuel loading & Initial lowjx>vscfc>i- 
orallons . „ . . 

HALL.-M Affiliation Not Assigned 80/OB/O1 Docketing A Services Branch ip 
45812 2B2-45812 282 

8606150030 Comment supporting proposed rule 1OCFR50 re omorgoncy plunnir.j 4 

a aredness requirements for nuclear power plant fuel loading A Initial low pQ*cr Ov- 
ens „ , n 

MCKENZIE, E D Affiliation Not Assigned 80/06/01 Dockotlng & Service! DrarxA 
2pp 45012 322-45012 323 

8806150034 Comment supporting proposed rute 10CFR50 re emergency planning 4 
preparedness requirements for nuclear power plant fuel loading A Initial row power op- 
erations, _ ^ 

WALTON, EH. Affiliation Not Assigned 88/06/01 Dockeling A Services Branch ip 
45611 340 45011 340. 
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8806 150054 Comment supporting proposed rute 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading A initial low power op 
erations 

' Affiliation Not Assigned 08/06/01 Office of the Secretary of the Commission 2pp 
46812 329 45812 330 

6806180058 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
erations 

OWEN.AW Affiliation Not Assigned 0B/OG/O1 Docketing & Services Sranch Ip 
45812 320 45812 328 

8005150071 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial fow power 
operations Time reduction should bo made between completion of plant & operation 
AMERINGER.E O Affiliation Not Assigned 80/06/01 NRC - No Detailed Affiliation 
Given Ip 45811 330 45B11 330 

88-06 150086 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading A initial fow power 
operations Rulo sensible 

SAUNDERS, F C Affiliation Not Assigned BB/06/01 Docketing A Services Branch 
Ip 45812 264-45812 264 

6806160127 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuo! loading & Initial low power op 
e radons 

CVfl.ft E Alfiliation Not Assiqnod 08/06/01 Docketing & Sorvicos Branch Ip 
45012 350 45812 358 

8806150139 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Expedited startup of plant in public Interest 

FAIRBANKS, E H Affiliation Not Assigned 08/06/01 Docketing & Services Branch 
Ip 45811 313-45811 313 

8806 1 50 150 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirement for nuclear power plant fuol loading & Initial low power 
operations Plant should be put to work soon 

ALIA.R, ALIA.M Affiliation Not Assigned 08/06/01 Office of the Socrotary of the 
Commission Ip 45811 309 4501 1 309 

8806150169 Comment supporting proposed rulo 10CFH50 ro emergency planning & 
preparedness requirements for nuclear power plant 1uel loading A initial low power 
operations Facility ready to boost needed supply [n area 

VEZINA.R E Affiliation Not Assigned 88/06/01 Offico of the Socrotary of the Com 
mission Ip 45014 044 45014 044 

$006160191 Comment supporting proposod rule 10CFR50 re omergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
ope ra lions Com miss ion ors should oxorciso bost judgement re safety requirements 
OEEDE.JG Jefts G Boede 80/06/01 Oocketlng A Sorvicos Branch ip 45812 243 
45B12 243 

6806150193 Comment supporting proposod rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operallons Facihty should bo brought on llno.at full power, ns soon os possible 
DOHERTY, F R Affiliation Not Assignod 60/06/01 Docketing & Services Branch Ip 
45014 033 45814 033 

860-6 150221 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
erations 

MORTON,C F Affiliation Not Assignod B0/OG/O1 Commissioners Ip 45012 205* 
45B12 205 

8606160220 Comment supporting proposed rule 10CFTI50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
oporalio ns Tragedy of Shoroham cannot bo duplicated w/o devastating results 
DESIMONE, A M Affiliation Not Assignod 68/06/01 Docketing & Services Branch 
Ip 45B11 359-45011 359, 

8 506 160231 Comment supporting proposod rufo 10CFR50 re omergoncy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Low power testing of new nucloar plants safe 

FIZZUTI.RP Affiliation Not Assigned BB/00/01 Dockotmg & Sorvicos Branch Ip 
45812 204-45912 204, 

8306160248 Comment supporting proposed rule 10CFR50 ro omergoncy planning & 
preparedness requirements (or nuclear powor plant fuel loading & initial low power op 
erations 

MCGOVERN, M L , MCGOVERN.J F Affiliation Not Assigned 00/06/01 Oockoting & 
Services Branch Ip 45814 169 45814 169 

8806160254 Comment supporting proposod rule 10CFR50 ro emergency planning & 
preparedness requirements for nucloar powor plant fuel loading & Initial low power op- 
erations 

MARCEAU.K Affiliation Not Assignod 88/06/01 Docketing & Services Branch Ip 
45814,108 45814 100 

8B06160257 Comment supporting proposed rule 10CFR50 re emorgoncy planning A 
preparedness requirements (or nucloar power plant fuel loading & initial low power 
operations Requirement that sirens be In place for low power testing unnecessary 
ANDERSON.E G Affiliation Not Assigned 88/06/01. Commissioners 2pp 45012,103 
45812 184 

8306160272 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Offsite sirens unnecessary for low power testing 

WELLS, R E Alfiliation Not Assigned 00/06/01 Dockotmg A Services Branch 3pp 
45812 107 45912 189, 

0BO615O313 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuel loading A initial fow power 
operations Supports low power testing at plant 

BARNEY,JE Affiliation Not Assigned BB/OG/OI Docketing & Services Branch Ip, 
45812160 46B1 2 168 


6BD6150315 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Cites unresolved problems at Dlable Canyon 

DOUGLASS, J A Affiliation Nol Assigned 8B/OB/01 Docketing & Services Branch Ip 
45312 166-45012166 

8606150321 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirement for nuclear power plant fuel loading & initial low power 
operations Urges to get plant going prudently A quickly 

MACY.P R. Affiliation Not Assignod 0B/O6/O1 Dockotmg & Services Branch Ip. 
45912 163-45012 163, 

6B061 50308 Common! supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness requirements for nudoar power plant fuel loading A Initial low power op 
erations 

LOUR IE, N A Aflilfation Not Assignod 68/ 06/01 Docketing A Services Branch Ip 
458O6'355-458O0'355 

6006150417 Comment supporting proposed rulo 10CFR5Q re emergency planning & 
preparedness requirements for nuclear power pfanl fuel loading A initial tow power op 
orations 

PLETT.FR Affiliation Not Assigned 85/06/DI Docketing & Services Branch 2pp 
45014 119-45814 120 

6006150416 Comment supporting granting of fow power testing license to plant A urges 
to compare great need for nuclear powoqsafe A efficient power that will be available 
from plant to olhor sources 

STORCH.FJ Affiliation Not Assigned 00/06/01 Docketing & Services Branch Ip 
45914 110-45814 110 

8006150424 Comment supporting proposed rule 10CFR5D ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading A Initial low powor op- 
erations 

GREENE.LC L Charlton Greene Manufacturing 08/08/01 Docketing A Sorvices 
Branch Ip 45814 116 458t4 115 

6006150426 Comment supporting proposed rulo 1DCFR50 re omergoncy planning & 
preparedness requirements for plan [Installation of omergoncy sirens (or testing un- 
necessary 

BESWiCK.PR Affiliation Not Assigned 00/06/01 Docketing A Sorvicos Branch 2pp 
45814.113-45814 1 14 

6006 150 437 Comment supporting proposod rule 10CFR50 ro emorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading A inilial low powor 
operations Plant safo to operate 

HARRINGTON, H J Affiliation Not Assigned 00/06/01 Dockoting & Services Branch 
Ip 45014 103-45014 103 

0806150447 Comment supporting proposod rulo 10CFR50 ro omergoncy planning & 
preparedness requirements for nuclear powor plan! fuel loading A Initial low power op 
erations 

SCHLANGER.AL Affiliation Not Assignod B8/06/01 Dockoting A Services Branch 
Ip 45814 188-45014 1 BO 

8806150453 Comment supporting proposod rule 10CFR50 re emorgoncy planning A 
preparodness requirements lor nuclear powor plant fuel loading A Initial low power op 
orations 

SEWELL, J Affiliation Not Assigned 00/06/01 Docketing A Services Branch Ip 
45014 100-45014 100 

0006160475 Comment supporting proposod rulo 1QCFR50 ro emorponcy planning & 

S redness requirements (or nucloar powar plant fuel loading A Initial fow power op- 
n g 

BUBIER.CW AfniiaLion Not Assigned 80/06/01 Dockoting A Services Branch Ip 
45014 105-45B14 1C5 

6B06160477 Comment supporting proposed rule 10CFR50 ro emorgoncy planning & 
preparedness requirements for nuclear powor plant fuel loading A Initial tow power op 
orations 

ELKINSJHB Affiliation Not Assigned BB/O-S/Qt Docketing A Sorvicos Branch. Ip, 
45014 184-45014 104 

8006150484 Comment supporting proposed rulo 10CFR50 ro emorponcy planning & 
preparedness requirements for nucloar power plant fuel loading A Initial low power op 
erations 

HOWARD.R S Affiliation Not Assigned 06/06/01. Docketing & Services Branch Ip 
'45814 183-45014 183 

8806160027 Commonl supporting proposed rute 10CFR50- ro emorgoncy planning & 

a arednoss requirements for nucloar powor plan! fuel loading A initial low power op 
ons 

WILEY, R J. Affiliation Not Assignod 86/06/02 Offico of Iho Secretary of the Ccmmis 
Sion ip 45012 281 45012 201 

860G1 60050 Common! supporting proposod rufo 10CFR5Q ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A Initial low power op 
erations. 

CAMPBELL, MG Affiliation Not Assigned 08/06/02 Office of the Secretary of the 
Commission Ip 4591 1 334 45011 334. 

8006150064 Comment supporting proposed rulo 10CFR50- ra emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A initial low powor op- 
erations 

MONTAMBAULT.L , MONTAMBAULT.A Affiliation Not Assignod 00/06/62 Dockot- 
ing A Services Branch Ip 45812*325-45812 325 

0806150060 Common! supporting proposed rule 10CFR50 ra emergency planning A 
preparedness requirements for nuclear powor plant fuol loading A initial low power op- 
eralions 

WAITT.E R. Affiliation Not Assigned 88/06/02. Docketing & Sorvices Branch. Ip. 
458 12 272-4561 2 272 

8B0615D072 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low powor op 
erations 

SPILLANE.P J Affiliation Not Assigned 00/06/02 Docketing & Services Branch. Ip. 
45612*271-45812 271. 
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6606150093 Comment supporting proposed rule 10CFH50 re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading & initial low power 
operations Now England in need of power plants 

SHEPARD.W D Affiliation Not Assigned 08/05/02 Docketing & Services Branch 1 p 
45912 355 45612 355 

08-09150096 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
•operations New England In need of cheap power to compete w/other areas of coun 
try 

* Affiliation Not Assigned 08/06/02 Docketing & Services Branch ip 45812 354- 
45812 354 

8806150099 Comment supporting proposed rule 10CFRSO re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

JORDON.E M Affiliation Not Assigned 88/06/02 NRC - No Detailed Affiliation Given 
Ip 45812 350-45612 350 

6806150108 Comment opposing proposed rule 10CFR5O re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Warning sys should be in place before low power testing begins 
PROCTOR, S , PROCTOR, W Affiliation Not Assigned 88/06/02 NRC - No Detailed 
Affiliation Given Ip 45611 324*45811 324 

8806156112 Comment supporting proposed rule 1QCFR56 re emergency planning & 
preparedness requirements far nuclear power plant fuel loading & initial low power 
operations New England In need of as much power as can be generated 
CALK!N,L L Affiliation Nol Assigned 88/06/02 Office of the Secretary of the Com- 
mission 2pp 45812 342 45812 343 

8606150144 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Inlonliona to speed approval of plant applauded 

MARTINANGELO.R Affiliation Not Assigned 88/06/02 Office of the Secretary of the 
Commission Ip 45811312-45611 312 

8800150153 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

BRINSON.RT Affiliation Not Assigned 88/06/02 Docketing & Services Branch 2pp 
45812 257-45812 258 

BBO0 150177 Comment supporting proposed rule 10CFR50 re emergency planning & 
proparednoss requirements for nuclear pov>or plant fuel loading & Initial tow power 
operations Permission for low power testing urged 

BARNES, W R Affiliation Nol Assigned 08/06/02 Docketing & Services Branch 2pp 
45814 036 45814 039 

B8Q61S0198 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Desire for facility to initiate full power operations soon expressed 
GILBERT, RL Affiliation Nol Assigned 88/06/02 Docketing & Services Branch Ip 
45812 106 4561 2 106 

0806150240 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Energy from facility needed 

WERNEH.CF Affiliation Not Assigned 06/06/02 Docketing & Services Branch Ip 
45812 202-45812 202 

8 B061 50241 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & initial low power 
operations Offsite emergency sirens unnecessary for low power testing 
BRAD LEY, E W Affiliation Not Assigned 9B/06/02 Dockeling & Services Branch Ip 
45812 201-45B12 201 

8006150207 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for nuctear power plant fuel loading & initial low power 
o p o ration s Sudd oris te sting at u til 

TOBIN, WH Affiliation Not Assigned 86/06/02, Office of the Secretary ot the Com- 
mission Ip. 45012,179-45012 1 79 

9800150295 Comment supporting proposed rule IOCFR50 re emergency planning & 
preparodnoss requirements for nuclear power plant fuel loading & initial low power 
op orations Supports testing at util & production of power as soon as possible 
HAYDEN.R T. Affiliation Not Assigned 08/06/02 Docketing & Services Branch 1e 
45012 175-45812 175 

0006150331 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power 
operations Supports strong & diversified New England energy supply 
DIBENEOETTO.M Affiliation Not Assigned 08/06/02. Docketing & Services Branch 
Ip 45S12 159-45012 159 

8006150354 Comment opposing proposed rule 1GCFR50 re emergency planning & pre 
paredness requirements for nuefear power plant fuel Eoadmg & initial low power 
operations Suggests several reasons for keeping present rule overlooked 
GRANT, JB Afl illation Not Assigned 88/06/02 Office of tho Secretary of the Com 
mission Ip. 45808 357 458Q0 357 

8800160386 Comment supporting proposed rule 10CFH50 ro emergency planning & 
preparodnoss requirements for nuclear power plant fuel loading & initial low power op 
orations 

NYREN.CE Affiliation Not Assigned 68/06/02 Docketing & Services Branch Id 
45014O3O45B14O3O U M 

8000150400 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Urges NRC not to be swayed by Cuomo & Dukakis self serving proclaims 
Hons 

MOOTZ.E Affiliation Nol Assigned 88/06/02 Docketing & Services Branch 2 pd 
45014 026-45814 027 

8806150406 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Urges enactment of new rule as soon as possible 
hlNDS.R A Affiliation Not Assigned. 88/06/02 Docketing a Services Branch Id 
45014 025 45014 025 K 


BB06 1 50425 Comment supporting proposed rule 10CFR50 re emergency pfannrvq 4 
preparedness requirements for nuclear power plant fuel loading & Initial low poADf 
operations Requests NRC to persist in advancing vitally needed rule chango 
DAMON.A D Affiliation Not Assigned 80/06/02 Docketing & Sorvicos Branch id 
45014 190 45814 190 V 

8806150445 Comment supporting proposed rule 10CFR50 re initial Few !>■, 
testing Electricity generated by nuclear power plant means leas poltution of a'moi 
phere 

STEW ART, CG Affiliation Not Assigned 80/06/02 Docketing & Services Branch Id 
45014 102 45814 102 V 


8B06150448 Comment supporting proposed rule 10CKR50 re requirement lor low lent 
ing of nuclear power plant Working sirens not needed lor testing proceduro Concern*! 
over delays In startup of plant 

DAVIS.E D Affiliation Not Assigned 80/06/02 Docketing & Services Branch Id 
45814 101 45814 101 v 


8806240192 Comment opposing proposed rule 10CFR50 re emergency planning a pre- 
paredness requirements for nuclear power plant fuol loading & inillal low power oper- 
ations 

FRISCO.DC Coalition for Nuclear Power Plant Postponement 80/OG/O2 CHllKSJ 
Office of Iho Secretary of tho Commission Ip 45916 145 45916 145 

8806270035 Comment supporting proposed rule 10CFR50 re emorgoncy plsnnrw i 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations 

GRIFFIN.H H Affiliation Not Assigned 88/06/02 NRC No Detail od Affiliation Gwen 
2pp 45936 235 45936 236 

0806270203 Comment supporting proposed rulo 10CFR50 re emorgoncy pljjnn.ng £ 
preparedness requirements for nuclear power plant fuol loading & inillal low power op- 
erations 

NAPOL!TANO,AO Affiliation Not Assigned 80/06/02 Docketing & Sorvicos Or anrh 
Ip 45936 127 45936 127 

8806140102 Comment supporting proposed rule 10CFR50 re emorgoncy planning & 
preparedness requirements for nuclear power plant fuel loading 0 Inllial low powu-r 
operations Now plan for emergency planning good 

NILAND.R Z , NILAND.E A Affiliation Nol Assigned 80/06/03 Oflico d tho Secretary 
of the Commission Ip 45794 204-45794 204 

6806150082 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading & initial low power op- 
erations 

* Affiliation Not Assigned 88/06/03 Docketing & Services Branch In 45012 267- 
45812 267 

8006150102 Comment supporting proposed rule 10CFR50 re emergency plimnng & 
preparedness requirements for nuclear power plant fuol loading 4 Ini Hill low 
operations Plant should not be closed down w/o regard to atlernrUivo means ci 
power 

BUTT.L A , BUTT.G Affiliation Not Assigned 80/06/03 Dockeling & Services Branch 
Ip 45812347 45012 347 

8806150104 Comment supporting proposed rule 10CFR50 re emorgoncy pinning 0 
preparedness requirements for nuclear power piani fuel loading & Initial low power cp- 
orations 

ROSS.E F Affiliation Not Assigned 00/06/03 Dockottng & Sorvicos Brmiih tp 
45812 346 45812 346 

8806150122 Comment opposing proposed rule 10CFR50 ro emergency planning A fx-o 
paredness requirements for nuclear power plant fuol loading & initial lew fvww 
operations Rule Ignores concerns raised by Slate of NH, Commonweals ol WA 4 

ADAMS.JS Redwood Alliance 8B/06/03 CHILK.SJ Office of tho Socrolary ol lh<s 
Commission 2pp 45811 320 45811 321 

8806150156 Comment supporting proposed rulo 10CFR50 ro emorgoncy planning- A 
preparedness requirements for nuclear power plant fuol loading & Initial low powtw 
erations 

WEISSMAN.A Affiliation Not Assigned 00/06/03 Dockeling & Services Burnell Ip 

45811 307 45811 307 

0806150208 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low 
operations Licensing as soon os possibte to assure adequate electricity roquostod 
BRADLEY, CF Affiliation Not Assigned 00/06/03 Docko t Ing & Services Bui nth ip 

45812 101 45812 101 

0806150212 Comment supporting proposed rute 10CFR50 ro emergency pl&nrunj A 
preparedness requirements for nuclear power plant fuel loading & initial lowpoww 
erations 

PATTON.RA Affiliation Not Assigned 8B/06/03 Office of tho Socrolaiy ollhe Cam 
mission Ip 45B12 207-45812 207 

8606150219 Comment supporting proposed rule 10CFR50 ro emergency planning- & 
preparedness requirements for nuclear power plant fuol loading & Initial low powfl" 
operations Objections to evacuation baseless 

ZALEWSKI,AJ Affiliation Not Assigned 80/06/03 Docketing & Sorvicos Branch Ip 
45812 096 45812 096 

8806150245 Comment supporting proposed rule 10CFR50 re emergency ptonrung A 
preparedness requirements for nuclear power plant fuel loading & initial taw poww 
operations Facility can be brought on-line w/o endangering public 
WALTER.H Affiliation Not Assigned 08/06/03 Docketing & Sorvicos Branch 
45812199 45012 200 

8806150306 Comment supporting proposed rule 10CFR50 re emergency ptorvu>j A 
preparedness requirements for nuclear power plant fuel loading & Initial taw pow'er 
operations Supports change to speed up licensing of plant 
LIND.M M , LIND,E Affiliation Not Assigned 8B/O6/03 Docketing & Sorvicos Branch 
Ip 45812 172-45812 172 
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3906450324 Comment supporting proposed rule 1QCFR50 ro emergency planning 4 
preparedness requirements for nuclear power plant fuel loading & inilml low powor 
operations Urges NRC to get plant started 

CQSTIGAN.R J. Affiliation Not Assigned 88/06/03 Docketing & Services Branch tp 
45812 161 '45812 16 1 

38061S0329 Comment supporting proposed rule 1DCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor 
operations Believes low power testing will not put public at risk 
KOEPCKE.K Affiliation Not Assigned 68/06/03 Dockolmg & Services Branch Ip 
45812 160 45812 160 

88082 70024 Comment supporting proposed rulo lOCrRSO re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations New England needs energy 

ROBERTSHAW.R f Affiliation Not Assigned 66/06/03 Docketing & Services 
Branch 2pp 45936 229 45936 230 

6806270225 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & tmlial low power 
operations Nuclear powor has proven to be safer method ol energy than coal 
LEITNER,G Affiliation Not Assigned Q8/06/03 Office of the Secretary of the Com- 
mission ip 45936 174 45936 174 

8606160088 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
era lions 

W02NIAK.J Affiliation Not Assigned 86/06/04 NRC - No Detailed Affiliation Given 
Ip 45612 263-45812 263 

8 BO0 160133 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

LANE, A Affiliation Nol Assigned 88/06/04 Office of tho Secretary ol the Commis- 
sion 3pp 4501 1 316 45811 310 

8806160162 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

JOHNSON, T Affiliation Not Assigned 68/06/04 Docketing & Seivicos Branch Ip 
45011 308 450 11 '306 

8806150168 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op- 
erations 

DENNIS.QC, DENNIS, Y Affiliation Not Assigned 06/06/04 Office of the Secretary 
oHhe Commission tp 45811 306 45611 306 

B8061S0166 Comment supporting proposed rulo 10CFR50 ro emorgoncy planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low powor 
operations Claims of catastrophic results from low power testing ficlilious 
CONNAUGHTON.T Affiliation Not Assigned 86/06/04 Docketing A Services Branfih 
ip 45811 302-45811 302 

£606150184 Commant supporting proposed rulo 1GCrR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuol loading & initial low power 
operallons Licensing ol facility ns soon as possiblo important 
* Affiliation Not Assigned 00/06/04 Dockolmg & Services Branch Ip 45814 035 
45814 035 

8806240198 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuol loading & initial tow powor 
operalions.Nucl'ear power moro reliablo than foreign oil as sourco of energy 
SUMMERS, LH Affiliation Nol Assigned 08/06/04 Dockolmg A Sarvicos Branch Ip 
45909 3 01 45909 301 

£606240205 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power planl fuel loading & initial tow powor 
operations Requests to use Influonco to soo util go on lino w/min delay 
GAUPP.JL Affiliation Not Assigned 00/06/04 Docketing & So/vicos Branch Ip 
45916 153 45910.153 

8606270027 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power planl fuel loading & Initial low power op 
orations 

BJEDLAND.AA Affiliation Not Aaslgnod 80/06/04 Dockolmg & Services Branch Ip 
45936 231 45936 231 

8806270089 Comment supporting proposed rule 10CFR50 ro omorgoncy planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op 
eralions 

BOARDWAN.R O Affiliation Not Assigned 86/06/04 Docketing & Services Branch 
Ip 45936.267-45936 267 

8806270099 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements (or nuclear powor plant fuel loading & initial low powor op 
eralions 

HAMMOND, H R Affiliation Not Assigned GB/06/04 NRC • No Detailed Affiliation 
Given Ip 45936 275 45936 275 

B806270137 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Plant needs to be on lino 

TAflBELL.C A Affiliation Nol Assigned 68/06/04 NRC - No Detailed Affiliation Given 
Ip 45936 214-45936 214 

6806270145 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations. Full power license should be issued basod on sirens installed 
FOURNIER, S P Affiliation Not Assigned 80/06/04 Office of tho Secretary of the 
Commission Ip 45936 220-45936 220 

8 B 06240 19 4 Comment supporting proposed rulo 10CFRS0 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor op 
eralions 

BURTON, R H. Affiliation Not Assigned 08/06/05 Docketing & Services Branch Ip 
45916.146 45916 146 


0806240211 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MORGAN.CW Affiliation Not Assigned 80/06/05 CH!LK,SJ Office o Mho Secretary 
of tho Commission 2pp 45916 150-45916 (59 

B80627O168 Comment supporting proposed rule 10CFR50 re emergency planning & 
proparedness requirements for nuclear powor plant fuel loading & initial low power op 
eratiors 

WEBER, W E Affiliation Not Assigned 80/06/05 Docketing & Services Branch Ip 
45936 199 45936 199 

6B0S14D553 Comment supporting proposed rule 1OCFR50 ro omorgoncy planning & 
preparedness requirements for nuclear power plant fuol loading & initial low power 
operations Sirens unnecessary for low power testing 

KUKRAL,F Affiliation Nol Assigned DB/ 06/06 Docketing & Services Branch ip 
45604 349 45004 349 

8606140571 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor op- 
erations 

BLOWN, L C Alfillnlion Not Assigned 80/06/05 Dockolmg & Services Branch Ip 
45805 001-45805 001 

0806150163 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor planl fuol loading & initial low power 
operalions Emergency response requirements must bo in place before low power op- 
eration 

SVENSON.C , SVENSON.L N Affiliation No! Assigned 88/06/06 Office of the Secro 
tary of the Commission Ip 45611 304 45811 304 

0806150247 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

LARRINGTON.R Affiliation Not Assigned 8U/0G/O6 NRC - No Detailed Affiliation 
Given ip 4 5812 197-45012 19B 

0006240 167 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low powor oper- 
ations 

ENRIQUEZ, M Affiliation Not Assigned 83/06/06 CHILK.S J Office of tho Secretary 
of the Commission Ip 4591G 133*45016 133 

BBO024O166 Comment opposing proposed rulo 10CFB5O re emergency planning & pro 
paredness requirements for nuclear powor plant fuol loading & Inflial low power 
operalions Urgos Commission to reject proposed rulo change 
STEVENS.W W Affiliation Nol Assigned 8B/06/06 CHILK.S J Office of the Secretary 
of tho Commission Ip 45916 134-45916 134 

8800240170 Comment opposing proposed rulo 10CFR50 ro omerponcy planning & pro 
paredness requirements for nuclear powor plant fuol loading & initial low powor oper- 
ations 

BEAUREGARD.L Affiliation Not Asslgnod 8B/06/06 CHILK.S J Office of tho Sacra 
tary of the Commission Ip 45B16 1 35-45916 135 

0006240173 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
paredness requirements for nuclear powor plant fuel feeding & Initial low power opor 
ation3 

HUSSEY.Tm HUSSEY, L Affiliation Not Assigned 0B/O6/O6 CHILK.S J, Office of the 
Secrotary of tho Commission Ip 45909.292-45909 202 

8806240179 Commant opposing proposed rule 10CFR50 ro omorgoncy planning & pre- 
paredness requirements for nuclear power plan! fuol loading & initial low power 
operations Urges Commission to reject proposed rule change 
MONTVILLE.BA Affiliation Not Assigned 88/06/06 CHILK.S J Office oltho Secro 
tary of tho Commission Ip 4591G 13Q-45916 138 

8806240101 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pro 
paredness requirements (or nuclear powor plant fuol loading & Initial tow powor opor 
ations 

RICHARDSON, P Affiliation Not Assigned 00/06/06 CHILK.S J Offico of the Secro 
tary of tho Commission Ip 45909 29S-45908 295 

8006240182 Comment opposing proposed rule 10CFR50 ro omorgoncy planning & pre 
paredness requirements (or nuclear power plant fuel loading & Initial low power oper- 
ations 

MARSHALL.V Affiliation Not Assigned 06/06/06 CHILK.S J Office of th a So era tary 
of the Commission Ip 45916-1 40-45916 140 

8806240184 Comment opposing proposed rule 10GFR50 re emergency planning & pro 
pared noss requirements for nuclear power plant fuel loading & initial low powor oper- 
ations 

LYONS, JF Affiliation Not Assigned 06/06/06 CHILK.S J Oflice of the Secretary of 
tho Commission Ip 45909 296 45009.296, 

8806240186 Comment supporting proposed rule 10CFR60 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op- 
erations 

PROWLES.E D Affiliation Not Asslgnod 80/06/06 Docketing & Services Branch Ip 
45916 141-459t6 141 

8806240188 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & initial low power opor- 
nitons 

OSWALD, 0 A Affiliation Not Assigned O0/O6/O6 CHILK.S J Office of the Secretary 
of the Commission Ip 45909 297-45009 297 

8806240189 Comment opposing proposed rule 1OCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & tnilial low power oper- 
ations 

JORDAN.V . JOFtDAN.W Affiliation Not Assigned 88/06/06 CHILK.S J Ofiico of tha 
Secretary of tho Commission tp 45909 268-45909 298 
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0006240191 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
parednoss requirements, for nuclear power plant fuel loading A initial low power 
operations Urges Commission to reject proposed rule change 
CHARMANSKi.A Affiliation Not Assigned 68/06/09 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45916 1 44-459 16'1 44 

8806240195 Comment opposing proposed rule 1GCFR50 re emergency ptannlng & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Urges Commission to reject proposed rule change 
RICHERY,J E Affiliation Not Assigned 69/06/06 CHILK.SJ Office of the Secretary 
of the Commission tp 45916 147-45916 147, 

8906240196 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned 88/66/09 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45909 300 45909 300 

8009240197 Comment opposing proposed rule 10CFR50 re emergency ptannlng & pro 
pared nass requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

LAFFELY.SA, LAFFELY.RB Affiliation Not Assigned 8B/06/06 CHILK.SJ Office of 
the Secretary of the Commission Ip 45916 148 45916 148 

8006240201 Comment supporting proposed rufe 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
orations 

SHEA.JV Coalition for Re liable Energy 88/06/06 DocVie ting & Services Branch Ip 
45909.302-45900 302 

6006240208 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements lor nuclear power plant fuel loading & Initial low power oper 
at Ions 

* Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary of the Com- 
mission Ip 45909 304-45909 304 

0806240210 Comment opposing proposed rule 10CFR&0 re omergoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial tow power 
operations Urges Commission to reject proposed rule change 

PUGUSI.S Affiliation Not Assigned B0/O6/O6 CHILK.SJ Office of the Secretary of 
the Commission Ip 45916 167-45916 157 

0806240213 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

OUMQNT.F W Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary 
of tha Commission Ip 45909,307-45909 307 

8806240214 Comment opposing proposed rule 10CFR50 re omergoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power 
operations Urgos Commission to reject proposed rule change 

FflEEDMAN.RM Aifiliellon Not Assigned 68/06/06 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45916 1 60-4591 B.16Q 

8606240219 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Offsite emergency response planning requirements must bo mot before op- 
eration 

BURKSON.RF Affiliation Not Assigned 86/06/06 CHILK.SJ Office of the Secretary 
of the Commission tp 45909 309 45909 309. 

8B0624D220 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness require me nle for nuclear power plant fuel loading A mitlal low power oper 
aliens 

JOHNSON, E Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45909 310-45909 310 

6606240221 Comment opposing proposed rule I0CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & mitlal low power oper- 
ations 

BOSTULS.R , flOSTULS.L, BOSTULS.D Affiliation Not Assigned 88/06/06 
CHSLK.SJ Office of tha Secretary ot the Commission tp 45916 165-45916,165 

6000240222 Comment opposing proposed rule 10CFR5O re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Offsite emergency planning requirement must be mot before operation 
commancoa 

COSTELLO, NJ Affiliation Not Assigned 88/06/05 CHILK.SJ. Office ot the Secre 
tary of the Commission Ip 45909311 45909311 

0806240223 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements tor nuclear power plant fuel loading A Initial low power oper- 
ations 

MILLS. 8 Affiliation Not Assigned 88/06/06 CHILK.SJ, Office of the Secretary of the 
Commission Ip 45916166-45916:166 

8806240231 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading A initial low power 
operations Offsite emergency planning requirements must be mot before operation 
starts 

COSTELLO.CC Affiliation Not Assigned 86/06/06. CHILK.SJ. Office of the Secre 
tary of the Commission Ip 45916 171 45916 171 

8808240236 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Offsite emergency planning requirements must be met before operation 

FI T2 PATRICK, P Affiliation Not Assigned 08/06/06. CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45916 1 73-4591 6* 173 

0806240237 Comment opposing proposed rule 10CFR5O re emergency planning A pre 
paredaeas requirements for nucloar power plant fuel loading A initial low power 
operations Offsite emergency response planning requirements must be mot before op 
e ration 

TAFE.A E. Affiliation Not Assigned B9/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45916.174 45916,174 


8006248240 Comment opposing proposed rule 10CFR50 ro emergency planning A pre 
parednoss requirements for nucloar power plant fuel loading A initial low pov.e< 
operations Offsite emergency response planning requirements musl bo mol before op* 
eratlon 

EARLS, E V Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45916 175 45916 t75 

8806249241 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nucloar power plant fuel loading & initial low power opcv 
ations 

MCLAUGHLIN.J Affiliation Not Assigned 89/06/06 CHILK.S L Office of tha Secre- 
tary of the Commission Ip 45909 314 45909 314 

8606240242 Comment opposing proposed rule 10CFR50 re emergency plan n. ng & pre- 
paredness requirements for nuclear powor plant fuel loading A mitral low power oper 
ations 

TIERNEY.J Affiliation Not Assigned 00/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45909 316 45909 316 

6006240246 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nucloar powor plant fuel loading A initial low power oper 
ations 

DESJARDINS, E Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secre 
tary of the Commission Ip 45909 317 45909 317 

6806270001 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Inltal low power oper 
ations 

SCANTON.M Affiliation Not Assigned 88/06/06 CHILK.SJ Olfico ol the Secret^ 
of tho Commission Ip 45936 223-45936 223 

8806270002 Common! opposing proposed rule 10CFR50 ro emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
ations 

GILLESPIE, MJ Affiliation Not Assignod 06/06/06 CHILK.SJ Office otlho Sectary 
of the Commission Ip 45936 224-45936 224 

8806270003 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre 
paredness requirements for nucloar power plant fuel loading & initial low poAer oper 
ations 

NICHOLS, VC Affiliation Not Assignod 90/06/06 CHILK.SJ Office ol tho Secretary 
of the Commission Ip 45936 225 45936 225 

8896270004 Comment opposing proposed rule 10CFR50 re omergoncy planning A pre 
paredness requirements (or nuclear power plant fuel loading & mitlal low po*or opor 
ations 

ORENSTEIN, HK Affiliation Not Assigned 80/06/06 CHILK.SJ Office oftho Sea 9 
tary of tho Commission Ip 45936 226 45936 226 

8606270005 Comment opposing proposed rulo 10CFR50 re emergency planning A pra 
paredness requirements for nucloar power plant fuel loading & initial low power oper 
ations 

GREENWAY.D V Affiliation Not Assigned 08/06/06 CHILK.SJ Office oMho Sc :re 
tary ot the Commission Ip 45916 082 45916 082 

8806270006 Comment opposing proposed rulo 1OCFR50 re emergency planning A pre- 
paredness requirements tor nucloar powor olant fuol loading A Initial low power 
operations Proposed rulo developed w/only ulil interest in mind 
GARLEY.S, GARLEY.R Affiliation Not Assigned B8/06/06 CHILK.SJ Office of ihe 
Secretary of tho Commission Ip 45916 003-45916 083 

8806270008 Commont opposing proposed rule 1QGFR50 ro omergoncy planning A pre 
paredness requirements for nucloar powor plant fuel loading & Initial low power oper 
ation9 

HOLLIS.S Affiliation Not Assigned 88/06/06 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45916 086 45916 006 

8006270009 Comment opposing proposed rulo 10CFR50 re emergency planning A pra 
paredness requirements tor nucloar powor plant fuol loading A initial low power 
operations Proposed rule developed w/only util Interest in mind 
NICHOLS, V Affiliation Not Assignod 80/06/06 CHILK.SJ Office of the Secretary oi 
the Commission Ip 45916 087-45916 087 

0006270013 Comment opposing proposed rulo 10CFR50 ro emergency planning A pra 
paredness requirements for nuclear powor plant fuel loading A mitral low power oper 
ations 

DREW, C A Affiliation Not Assigned 80/06/06 CHILK.SJ Olfice of tha Secretary cJ 
the Commission Ip 45916 090 45916 090 

8806270016 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low powor oper 
ations 

GAGE, ME Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary C* 
the Commission Ip 45916 091 45916 091 

8806270017 Comment opposing proposed rule 10CFR50 re omergoncy planmngA pre- 
paredness requirements for nuclear power plant fuol loading A initial low power 
operations Proposed rulo developed w/only util Interest In mind 
HALL.WL, hAlL.AM Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the 
Secretary of the Commission Ip 45916 092-45916 092 

8806270018 Comment opposing proposed rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power 
operations Proposed rule developed w/only util interest In mind 
SHILLITO.EC Affiliation Not Assigned 08/06/06 CHILK.SJ Office oMhe Secretary 
of the Commission Ip 45916 093-45916 093 

8006270019 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GRASSO.M , GRASSO.J Affiliation Not Assigned 88/06/06 CHILK.SJ Olfice ol the 
Secretary of the Commission Ip 45916 094-45916 094 
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£806270020 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

KANE, ME Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45016 095-45916 095 

8806270021 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util Interest in mind 
PERRY.W F Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45916 096-45916 096 

8806270022 Comment opposing proposed rulo 10CFR50 re emergency planning & pre 
pared ness requirements for nuclear power plant fuel loading & Initial tow power opeir 
at io ns 

THOMPSONS Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secretary 
of the Commission Ip 45936 220 45936 220 

8806270023 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interest In mind 
DIGNAM.MA, DIGNAM.G M Affiliation Not Assigned 60/06/06 CHILK.SJ Office of 
the Secretary of the Commission Ip 45916 097 45916 097 

0606270028 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations, Proposed rule developed w/only util interest In mind 
JEPPESEN.GR Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45916 098 45916 090 

8B06270030 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interest In mind 
QOUOREAUX.DE Affiliation Not Assigned 80/06/06 CHILK.S.J Office of the Secre- 
tary Of the Commission Ip 45916 099 45916 099 

6806270032 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/onty util interest in mind 
SPINNEY, C Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary of 
the Commission. Ip 45916 100 45916 100 

6806270033 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
pa/eJness requirements for nuclear power plant fuel loading & initial low powor oper- 
ations 

LAUDANI.J F Affiliation Not Assigned 80/06/06 CHILK.SJ Office of tho Secretary 
of Iho Commission. Ip 4 59 3 6* 2 34- 4 5936 234 

8B06270034 Comment opposing proposed rule 10CFR5G re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

SMITH, B Affiliation Not Assigned 80/06/06 CHILK.SJ Office of tho Secretary of Iho 
Commission. Ip 45916 101-45916 101 

8BQ627003B Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & initial low power oper- 
ations 

TRASK, FW, TRASK, LJ Affiliation Not Assigned 08/06/06 CHILK.SJ Office of tho 
Secretary of tho Commission Ip 45916 102-45916102 

BB0927Q037 Comment opposing proposed rulo 10CFR5G ro omorgoncy planning & pre- 
pared mesa requirements for nuclear powor plant fuol loading & SnillaT low power oper- 
ations 

HAMILTON.R . HAMILTON, B Affiliation Not Assigned 80/06/06 CHILK.SJ. Office of 
tho Secretary of tho Commission Ip 45916 103-45916 103 

6906270039 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pre- 
paredness requirements for nucloar power plant fuel loading & initial low power oper- 
ations 

RANALU.RM Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary 
Of the Commission Ip 45936 238 45936 230 

B80S27OQ43 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & initial low power oper- 
ations 

ATKINSON, J , SPAULDUG.R Affiliation Not Assigned. BB/06/06 CHILK.SJ. Office of 
the Secretary of tho Commission Ip 45936*240-45936 240 

B809270644 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial lew power oper- 
ations 

BROCHEfl.EL Affiliation Not Assigned 08/08/06 CHILK.SJ Office of tho Secretary 
of Ihe Commission Ip 45916 105-45916 105 

B806270046 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

FOWLER ,S. Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45916 106-45916 106 

BS06270047 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & mltfal low power oper- 
ations. 

POTRY.B, POTRY.A Affiliation Not Assigned 80/06/06. CHILK.SJ Office of tho 
Secretary of the Commission Ip 45936 241 45936 241 

6B06270Q49 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations, 

SALLINGER.EE. Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45936 243 45936 243. 

BBO027OO5O Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

FiNKEJ.L Affiliation Not Assigned 88/08/06 CHILK.SJ Office of the Secretary of 
Ihe Commission Ip 45916 107-45916 107 


8806270051 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
atlons. 

TURNER, G , TURNER.P Affiliation Not Assigned BB/06/06 CHILK.SJ Office of the 
Secretary of the Commission Ip 45936 244-45936 244 

0806279053 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

PARAS.N Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45916108-45916 108 

0006279055 Comment opposing proposed rule 1QCFR50 re emergency planning & pro 
paredness requirement lor nuclear power plan! fuel loading & inlllal low power oper- 
ations 

VAN NAHL.T Affiliation Not Assigned 88/06/06 CHILK.S.J Office of Iho Secretary 
ofthe Commission Ip 45943156 45943 156 

8006279056 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plan! fuel loading & Inlliat low power oper- 
ations 

RANDALL.W M Affiliation Not Assigned 00/06/06 CHILK.SJ Ofltce of the Secretary 
oftha Commission Ip 45916,111 45916 111 

8006270058 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low powor 
operations Proposed rule developed w/only util Interests In mind 
ST U ART, R C Affiliation Not Assigned 88/06/06 CHILK.SJ Office of tho Secretary 
Of <ha Commission Ip 45936 246 45936 246 

8BG6270059 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

VAN PELT.D . VAN PELT.B Affiliation Not AssEgned BB/06/06 CHILK.SJ Office of 
tha Secretary of the Commission Ip 45916 112-45916112 

8B06270061 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low powor oper- 
ations 

MARTELLINI.A Affiliation Not Assigned 88/06/06 CHILK.SJ Office of tho Secretary 
of the Commission Ip 45936 248 45936 248 

0006270064 Comment opposing proposed rulo 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuol loading & Initial low power 
operations Proposed rulo developed w/only util Interests In mind 
SCHLEGEE.N B , SCHLEGEE.F Affiliation Not Assigned 80/06/06 CHILK.SJ Office 
of the Secretary of tho Commission Ip, 46936 250-45936 250 

0006270065 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pre- 
paredness requirements for nudear power plant fuel loading & initial low power oper- 
aliens 

BRACKETTJ Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip, 45916 114 45916,1 14 

8006270066 Comment opposing proposed rulo 1QCFR50 re omorgoncy planning & pre 
paredness requirements for nuclear power plant fuol loading & Initial low power oper 
atlons 

AMUNOSEN.KL Affiliation Not Assigned B0/06/06 CHILK.SJ Office of tho So ere 
tary of Ihe Commission Ip 45&16 1 15 45916 1 15 

8606270067 Comment opposing proposed rulo 10CFR50 re omorgoncy planning & pre 
paredness requirements for nuclear power plant fuol loading & initial few power oper 
aliens 

SALLINGER.L Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary 
Of the Commission Ip 45936*251 -45936 251 

8B06270069 Comment opposing proposed rulo IDCrRBO ro omorgoncy planning & pro 
paredness requirements for nuclear power plant fuol loading & Initial low powor 
operations Proposed rule davolopod w/only util Int creels In mind 
PENDOLEY.DM. Affiliation Not Assigned 00/06/06 CHILK.SJ Office of the Secro 
tary of tho Commission Ip 45936 253 45936 253 

8006270070 Comment opposing proposed rule 10CFR50 ro emergency planning & pm 
paredness requirements for nudear power plant fuel loading & initial low power oper- 
ations 

CHAPMAN.D Affiliation Not Assigned GD/06/06 CHILK.SJ Oflrce of iho Secretary 
of the Commission Ip 4591 6 1 10 45916 1 16 

8806270071 Comment opposing proposed rule 1DCFR60 re omorgoncy planning & pre 
paredness requirements for nudear powor plant fuol loading & Initial low power oper- 
ations 

* Affiliation Not Assigned 00/06/06 CHILK.SJ Office of tho Secretary of the Com 
mission Ip 45936*254-45939 254 

8006270072 Comment opposing proposed rulo 1GCFR50 ro emergency planning & pro 
paredness requirements for nuclear power planl fuel loading & initial low powor 
operations, Proposed rule developed w/only util Interests In mind 
BURTON.D P Affiliation Not Assigned 68/06/06 CHILK.SJ, Office or the Secretary 
of the Commission Ip 45936,255 45936,255 

8806276074 Comment opposing proposed rule 10CFR50 re emergency planning & pm 
paredness requirements for nudear power plant fuel loading & Initial low power oper- 
ations 

' Affiliation Not Assigned. 00/06/06 CHILK.SJ Office of the Secretary of the Com 
mission Ip. 45916.117-45910:117 

8806270075 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuol loading & inlllal low power oper- 
ations. 

JOHNSON.R.H., JOHNSON, SF, Affiliation Not Assigned 08/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 45916 110-45916 118 

88062 7 0091 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements fox nuclear power plant fuel loading & initial low powor 
operations Nuclear energy proven powor source that reduces dependence on oil 
KING, ME Affiliation Not Assigned B0/06/06 Docketing & Services Branch Ip 
45936,261-45930 261. 
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8806240191 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Urges Commission to reject proposed rule change 
CHARMANSK1.A Affiliation Not Assigned 68/06/06 CHILK.SJ Office of the Secre 
tary of the Commission Ip 45916 144-45916 144 

6606240195 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parodness requirements for nuclear power plant fuel loading & Initial low power 
operations Urges Commission to reject proposed rule change 

RICHERY.J E Affiliation Wot Assigned 66/06/06 CHILK.SJ Office of the Secretary 
of the Commission tp 45916 147-45916 147 

8006240196 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parodness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned 86/06/06 CHILK.SJ Office ol the Secretary of the Com 
mission Ip 45909 300 45909 300 

6806240197 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paradness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

LAFFELY.S A , LAFFELY.R B Affiliation Not Assigned 68/06/06 CHILK.SJ Office of 
the Secretary of the Commission Ip 45916 14B 45916 148 

6806249201 Comment supporting proposed rule 1OCFR50 ra emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

SHEA.J V Coalition for Reliable Energy 88/06/06 Docketing & Services Branch Ip 
45909 302-45909 302 

8606240200 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned B8/06/06 CHILK.SJ Office of the Secretary of the Com 
mission Ip 45909 304-45909 304 

8606240210 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paradness require men Is for nuclear power plant fuel loading & initial fow power 
operations Urges Commission to refect proposed rule change 
PUGLISI.S Affiliation Not Assigned BB/06/06 CHiLK.S J Office of the Secretary of 
the Commission Ip 45916 157-45916 157 

6006240213 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

DUMONT.FW Affiliation Not Assigned 88/06/06. CHiLK.S J Office of the Secretary 
of the Commission Ip 45909 307-45909 307 

0006249214 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Urges Commission to rejact proposed rote change 
FREEDMAN, R M Affilialion Not Assigned 88/06/06 CHILK.SJ Office of the Secre- 
tary of Iho Commission Ip 45916 160 45916160 

8006240219 Comment opposing proposed role 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Offsite emergency response planning requirements must be met before op- 
eration 

BURKSON.RF. Affiliation Not Assigned 8B/06/06 CHILK.SJ Office of the Secretary 
of the Commission Ip 45999 309 45909 309 

6806240220 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
parodness requirements for nuclear power plant fuel loading a initial low power oper- 
ations 

JOHNSON, E Affiliation Not Assigned B8/06/06 CHILK.SJ Office ofthe Secretary of 
the Commission Ip 45909 310-45909 310 

6806240221 Comment opposing proposed rule 10CFH50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

BOSTULS,R„ BOSTULS.L. BOSTULS.D Affiliation Not Assigned 9B/O6/O0 
CHILK.S J Office of the Secretary of the Commission, Ip 45916 165-45916 165 

8806240222 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Offsite emergency planning requirement must be mol before operation 
commences 

COSTELLO, N J Affiliation Not Assigned 68/06/06 CHILK.SJ Office of the Secre- 
tary of the Commission Ip 45909311 45909 311. 

6806240223 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MILLS, B Affiliation Not Assigned B8/06/06 CHILK.SJ. Office of the Secretary of the 
Commission Ip. 45916 160 45916 169 

8806240231 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations O If site emergency planning requirements must be met before operation 
starts 

COSTELLO.CC Affiliation Not Assigned 86/06/06. CHILK.SJ Office of the Secre 
tary of the Commission 1 p. 459 1 6.1 7 1 459 1 6 1 71 . 

6806240236 Comment opposing proposed rule 10CFRGO re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations.Offsite emergency planning requirements must be met bofore operation 

FIT2PATRICK.P Affiliation No) Assigned B8/06/08 CHILK.SJ Office of the Secre- 
tary of the Commission. Ip. 45916 173 45916 173. 

8806240237 Commont opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Offsite emergency response planning requirements must be met before op- 
eration 

TAFE.AE Affiliation Not Assigned 88/06/06 CHILK.SJ Office of tha Secretary of 
the Commission. Ip 45916 174-45016.174 


8006240240 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Inlllnl low pew 
operations Offsito emergency response planning requirements must be mot bolero op- 
eration 

EAF1LS.EV Affiliation Nol Assigned 08/06/06 CHILK.SJ Office of tho Secretary of 
the Commission Ip 45916 175 45916 175 

6006240241 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear powor plant (uot loading & Initial low power ojm 
ations 

MCLAUGHLIN, J Affiliation Not Assigned 00/06/06 CHUK.S L Office of tho Secre 
1 ary of the Commission tp 45909 314 45909 314 

8906240242 Comment opposmq proposed rulo 10CFR50 ro emergency planning A. pre 
paredness requirements for nuclear power plant fuel loading & initial low power opu' 
ations 

TIERNEY, J Affiliation Not Assigned 80/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45909 316 45909 316 

8806240246 Comment opposing proposed role 10CFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

DESJARDINS.E Affiliation Not Assigned 80/06/06 CHILK.SJ Office o Mho See m 
tary of the Commission Ip 45909 317-45909 317 

0806270001 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & initial tow power op-sr 
ations 

SCANTON.M Affiliation Not Assigned 00/06/06 CHILK.SJ Office of Ilia Secretary 
ofthe Commission Ip 45936 223-45936 223 

6806270002 Comment opposing proposed rule 10CFR50 ro erne money planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations 

GILLESPIE.MJ Affiliation Not Assigned 00/06/06 CHILK.SJ Olfico of the Somtary 
of the Commission Ip 45936 224 45936 224 

8806270003 Comment opposing proposed rulo 10CFR50 re emergency planning A pro 
paredness requirements for nucloar power plant fuol loading & Initial low power op* 
ations 

NICHOLS, VC Affiliation Not Assigned 08/06/06 CHILK.SJ Office of tho Secretary 
of tho Commission Ip 45936 225 45936 225 

8806270004 Comment opposing proposed role 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power optf 
aliens 

OHENSTEIN.H K Affiliation Nol Assigned 00/06/06 CHILK.S J Ollice ol tho See* 
tary of the Commission Ip 45936 226 45936 226 

0806270005 Commont opposing proposed rule 10CFR50 ro emergency planning A p <> 
paredness requirements for nuclear power plant fuel loading & Initial low [wwo>rnpc< 
ations 

GREENWAY.D V Affiliation Not Assigned 00/06/06 CHILK.SJ OIIicg of the So.o 
tary of the Commission Ip 45916 0B2 45916002 

8806270006 Comment opposing proposed rulo 10CFR50 ro emergency ptannng A fxa 
paredness requirements for nucloar power ulant fuel loading & Imllnl low pOAi-r 
operations Proposed rule developed w/only util Interest In mind 
GARLEY.S , GARLEY.R Affiliation Not Assigned 08/06/06 CHILK.SJ Office oP L^ 
Secretary of the Commission 1 p 4501 6 003 45916 083 

BC0627000B Comment opposing proposed rule 10CFR50 ro omo money planning A po 
paredness roqmremonls for nucloar powor plant fuel loading & initial low p&woropu 
ations. 

HOLLIS, S Affiliation Not Assigned 00/06/06 CHILK.SJ Offico of Hie Socruiary of 
tho Commission ip 45916 006-45910 006 

8806270009 Comment opposing proposed rulo 10CFR50 re emergency planning A pf* 
paredness requirements for nucloar power plant fuol loading & Inlllnl low power 
operations Proposed rule dovolopod w/only util interest in mind 
NICHOLS.V Affiliation Not Assigned 00/06/06 CHILK.SJ Office of the Secretary 
the Commission Ip 45916 O0/-45916 0B7 

8006270013 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low powor ojvr 
ations 

OREW.CA Affiliation Not Assigned 00/06/06 CHILK.SJ Offico ol tho Soc rotary &T 
tho Commission Ip 45016 090 45916 090 

8B06270016 Comment opposing proposed rulo 10CFR50 re emergency planning A pffr 
paredness requirements for nuclear powor plant fuel loading & initial low pOAror or- 
ations 

GAGE, ME Affiliation Not Assigned 00/00/06 CHILK.SJ Offico of the S&crolajy of 
the Commission Ip 45916 091-45916 091 

0006270017 Comment opposing proposed rulo 10CFR50 re emergency planing A pre- 
paredness requirements for nuclear powor plant fuol loading &. Initial low pent* 
operations Proposed rule developed w/only util interest in mind 
HALL.WL, HALL, AM Affiliation Not Assigned 06/06/06 CHILK.SJ Olfko ol V* 
Secretary' of tho Commission Ip 45916 092-45916 092 

B0O627OO1B Comment opposing proposed rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & initial low po* < 
operations Proposed rule developed w/only util interest In mind 
SHILLITO.EC Affiliation Not Assigned 80/06/06 CHILK.SJ Office of tho SocrCay 
of tho Commission Ip 45916 093-45916 093 

8B06270019 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuol loading & initial low po wo* oper- 
ations 

GRA3SO.M . GRASSO.J Affiliation Not Assigned 88/06/06 CHILK,SJ Office of ih* 
Secretary of the Commission Ip 45916 094-45916 094 
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4606270020 Common! opposing proposod rulo lOCrRGO ro omorgoncy planning A pro 
pnrodno$9 roquiromonls for nucloar power plant fuol loading & Initial low powor opor 

KANE.M E. Affiliation Nol Assigned 0Q/0G/06 CHILK.S J. Olllco of the Socrolnry of 
(ho Commission Ip 45016 005 4501 G 095 

6006270021 Common! opposing proposed rule 10CrR50 ro omorgoncy planning & pro 
parodnoss roquIromonlB for nuclonr powor plant funl loading A Initial low power 
oporallons Proponed rulo dovolopod w/only util Intoroal In mind 
PERRY, W T. Afflllnllon Nol Assigned OG/dG/OO CHILK.S J Ofllco oftlio Socrotnry of 
tho Commission Ip 45010,000 45010 000 

6666270022 Common! opposing proposotl rulo lOGFRGO ro omomoncy planning A pro 
parodnoBS roqulromonta for nuclonr powor plant fuul loading A Initial low power opor- 
a lion s 

THOMPSONS Aflillallan Not Aoolgnod 60/00/00 CHIIK.SJ Offico of Iho Socrolnry 
of tho Commission, Ip, 4 nfKKV220 45030 220 

8006270023 Common! opposing propoaod rulo 10C! 1150 ro nmorgoni y planning A pro 
pnrodnosti roqulromonta for nuclonr power nlnnl funl loading A Initial lew powor 
operations Proponed rule dovolopod w/only util Internal In mind 
DIGNAM.M.A. DIGNAM.G M. Afflllnllon Not Aoslgnod 811/00/00 CHILK.S J Olllco of 
tho Secretary of tho Commlualon 1 p 4tiD1OO0 7-450 10 0D7 

6806270026 Common! opposing proponed rulo ICO R50 re emergency planning A pro 
parodnoss roqulromonto for nuclonr powor plant (uol loading A initial low powor 
oporallom, Proposed rulo- dovolopod w/only util Inlorool In mind 
JEPPESCN.G R. Affiliation Not ASBluruid OU/OO/OG CIIIIK.SJ Olllco of the Socro 
Inry of tho Commissi on Ip 400 10 000 45010 OOP 

8606270030 Common! opposing propoaod rulo 10CI WjO ro emergency planning A pro 
parodnoss roqulmmonla for nuclonr powor plnnl (uol loading A Initial low powor 
operations Propoaod rulo dovolopod w/only util interest In mind 
OOUORCAUX.l) E. Afflllnllon Nol Assigned 0n/0G/0G CHIIK.SJ Offlca of tlio Socro 
tnry of Iho Commissi on, Ip 450 1 0 OttlH 50 1 (J 000 

6806270032 Common! opposing proponod rule (OCf R60 ro omorgoncy planning A pro 
parodnosa roqulromonta for nuclonr powor pfnnl fuel loading A milled low powor 
opa ration a Proposed rulo dovolopod w/only trill Inturont In mind 
SPINNEY.C Alfillftllon Not Aaalgnod 09/00/00 CHILK.S J Ofllt o of tho Socrotary of 
Iho Corrmlaelon Ip 460 1G: 100 45010- 100. 

0606270033 Comment opposing proposed rule 10CI H50 ro omernoncy planning A pro 
parodnoBa roqulromonlti for nuclonr powor plnnl fuel loading A Initial low powor opor- 
allonfl 

LAUDANUT. Allltlnllon Nol Analmital 00/00/00 CHIIK.SJ Office of Iho Socrotary 
of I ha CommlBBlon, Ip 450110 Pin 45030 234, 

8006270034 Commonl opposing proponod rule lOCf H50 ro omorgoncy plonnlng A pro 
parodnoofl roqulromonta for nuclonr powor plant fuel loading A initial low power opor- 
nlJona, 

SMITH.0, Affiliation Nol Aimlynod 00/00/00 Cl III K.S.J, Office of tho Socrotary of tho 
Commfaolon Ip 45910 101*40010 101 

6000270039 Commonl opposing proposed rulo 10CM150 ro ornomoney planning A pro- 
parodaoaa ro<iulrornonts for nucloor powor plant fuel loading A Initial low power opor* 
otlono 

TRASK, f W„ TRASK,! J Affiliation Nol Assigned. 0(1/00/00 CHIIK.SJ OHicu el the 
Socrolnry of tho Commission Ip. 45010 102 4MM0 102, 

6806270037 Commonl opposing proposod rulo 1 0OF R5Q ro omorgoncy planning A pro 
parodnoaa roqulromonta for nuclonr powor plant (uol londing A Irillfol low power opor 
ntlons, 

HAMILlON.n. HAMILTON, 11, Afflllnllon Not Aaalnwxl HG/OO/OG CHHK.SJ Olllco of 
tho Socrolnry of tho Commission, ip 45010 100 45010,103 

6606270030 Commonl opposing propoaod rulo 1001 R50 ro omorgoncy planning A pro 
parodnosa roqulromonta for nuclear powor plant fuel loading A fnlllnl low powor opor 
aliens 

RANALll.n.M, Afflllnllon Nol Analgnod (10/00/00 CHILK.S J Office of Iho Socrolory 
ol Iho Commission Ip 45030 200 46000 200 

6606270043 Commonl opposing proposod rulo 10CFH50 ro omorgoncy planning A pro 
parodnosa roqulromonta for nuclonr powor plnnl fuul loading A Irilllnl fow powor oper- 
ations, 

ATKINSON.J. SPAUtDIJG.FI Afflllnllon Not ABHlgriod 00/00/00 CHIIK.SJ Olllco of 
Iho Socrolnry ol Ilia CommlSfllon Ip 45930 ?40.450:M'240, 

8006270044 Commonl oppotring propoaod rulo 10CM150 ro omorgoncy planning A pro 
parodnosa roqulroinonta for nuclonr powor pfnnl luol loading A Irilllnl low powor oper- 
ations. 

BROCHCR.F L All Hint Ion Nol Aaolgnod, 0ft/0b/00 CHIIK.SJ. Office of Iho Socrolnry 
of tho Commission Ip 45010 105 45010-105 

8806270040 Commonl opposing propoBOd rulo lOCFRSO ro omorgoncy planning A pro- 
Pflfodnoss roqulromonls (or nuclonr powor plnnl fuol loading A Initial low powor oper- 
ations 

FOWU-n.S Affiliation Nol Assigned 00/00/00 CHILK.S J Olllco of Iho Socrolnry of 
Iho Commission. Ip, 45010 106 4 GO to, 106 

8806270047 Common! opposing propoBQd rulo 10CFR50 ro omorgoncy planning A pro 
parodnoss roqulromonta (or nucloor powor plant fuol loading A Initial low powor opor 
atlons, 

ROTRY.0,. POTRY.A Afflllnllon Not Atmlgnod 00/00/06 CHILK.S J Olllco of Iho 
Socrolnry of Iho Commission Ip 45030 241-45036 241 

0806270049 Commont opposing proposed rulo 10CFR50 ro omorgoncy planning A pro- 
PJ^dnoss roquiromonls for nuclonr powor plant fuol loading A Initial fow power opor- 

SALLINQER.EC Affiliation Nol Assignor! 60/06/06 CHILK.S J OlflcooflhoSocro- 
laiy Oftlio Commission Ip 45036 243 45030 243 

*606270050 Commonl opposing propoaod rufo 10CFR50 ro omorgoncy planning A pro* 
parodnosa roqulromonls for nuclonr powor plant fuol loading A Initial low powor opor 
atlons, 

f JNKE.J L Affiliation Nol Assigned 00/06/06 CHILK.S J. Offico ol lha Socrolory of 
iho Commission 1 p. 460 1 0- 1 07-4 50 1 0 1 07 


0806270051 Comment opposing proposed rulo 1OCFR50 ro omorgency planning A pre- 
paredness roqulromonls for nucloar powor plant fuol loading A initial low power oper- 
ations r 

TURNER, G . TURNER, P Affiliation Not Assigned 00/00/06 CHILK.S J Office of Iho 
Socrotary of tho Commission Ip 45936 244-45936 244 

0006270063 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness roquiromonls for nucloar power plant fuol loading A initial low power oper 
ationa 

PARAS, N Affiliation Not Assigned QB/06/06 CHILK.S J Offico of tho Secretory of 
Uio Commission tp 45916 10M5D16- 100 

0000270066 Commont opposing proposod rulo 10CFR50 re omorgoncy planning A pro 
parodnoss roquiromonls for nucloar powor plant fuol loading A initial low power opor 
ntlons, 

VAN NAHL.T Affiliation Not Assigned 00/06/06 CHIIK.S.J Office of tho Secretory 
ol Iho Commission Ip 45943 156 45943 156 

0000270050 Commont opposing proposod rulo 10CFR50 re omorgoncy planning & pre 
parodnoss roqulromonls for nucloar powor plant fuol loading A initial low power oper- 
ations, 

RANDALL.W M Affiliation Not Assigned. 0G/0G/06 CHILK.S J Office of Iho Secretary 
of lha Commission Ip, 45916 1 11-45916,111 

0006270068 Commont opposing proposod rulo 10CFR50 ro omorgoncy planning A pro 
parodnoss roquiromonta for nucloar powor plant fuol loading A initial low powor 
opomlions Proposod rulo dovolopod w/onty util Interests in mind 
STUART, nc Affiliation Not Asslgnod GG/OG/O0 CHILK.S J Offico of tho Socrotary 
of Iho Commission Ip, 46936,246 45936 246 

0000270069 Common! opposing proposod rule 1OCFR50 ro omorgoncy planning A pre 
parodnosa roquiromonls lor nucloar power plant fuol loading A Initial low powor oper- 
ations 

VAN PELT.O , VAN PELT.D Affiliation Not Assigned 00/06/06 CHILK.S J Offico of 
tho Socrotary of tho Commission Ip 45916 112 45016 112 

0006270061 Commont opposing proposed rulo 10CFR50 ro omorgoncy planning A pro 
parodnoss roquiromonls for nuclonr powor plant fuel loading A fnilial low power oper- 
ations, 

MARTELUNI.A Affiliation Nol Assigned G0/06/Q6 CHILK.S J. Offico of Iho Socrotary 
of Iho Commission, Ip, 46936 240 45036 240 

0006270004 Commont opposing proposod rulo 1OCFR50 ro omergoncy planning & pro 
parodnoss roquiromontB for nucloar powor plant fuol loading A Initial low power 
operations, Proposod rulo dovolopod w/only util (ntorosta In mlncT 
SCHLEGtIE.N B , SCHLGOEC.R Affiliation Not Assigned 08/06/06 CHILK,S J Office 
ol Iho Socrotary of Iho Commission, tp 45930 260 45030 250 

OCO027OOO5 Commont opposing proposod ruto 10CFR60 ro omorgoncy planning A pre 
parodnosa roqulramants for nucloar power plnnl fuo! loading A Inlllal low powor oper- 
ations, 

RRACKLTT.J Allillntlon Not Asslgnod OO/OG/OG CHILK.S J Offico of tho Socrolory 
ol Iho Commission Ip 45916 114 46016 114 

DC00270080 Commont opposing proposod rulo IQCrRGO ro omomoncy planning A pro 
parodnoss roqulromonls lor nucloar powor plant fuel loading A fnilial low powor opor- 
alion9 

AMUNDSEN, K L, Affiliation Not Asslgnod, GB/OG/00 CHILK.S J Offico of tho Socro 
lory ol iho Commission tp 45910 1 15 45910.1 15 

8000270007 Commonl opposing proposod rulo 10CFR50 ro omomoncy plonnlng A pre- 
pnrodnoss roquiromontB for nuclear powor plant fuel loading A mltlal low powor opor- 
nllono 

SALLINQER.L Afflllnllon Not A 93 lgnod 80/00/06 CHILK.S J Offico of the Secretary 
of tho Commission Ip, 4G93G'26M6O30 251 

8006270009 Comment opposing proposod rulo 10CFR50 ro omorgoncy planning A pro- 
parodnoss roquiromontB for nucloar power plant fuol loading A initial low powor 
oporatlona Proposod rulo dovolopod w/only util Internals In mind 
PCNDOLEY.D.M, Affiliation Nol Asslgnod, GG/OG/OG CHILK.S J Offico of tho Socro 
lory of tho Commission tp, 45030 253 45038-263 

0800270070 Commont opposing proposed rulo 10CFR50 ro omorgoncy planning A pro 
parodnoss roqulromonls for nucloar pawar plant fuol londing A initial low powor oper- 
ations, 

CHAPMAN.D Affiliation Not Asslgnod 08/06/06. CHILK.S J, Offico of the Secretary 
of Iho Commission Ip, 45916 116 46916 116 

0806270071 Comment opposing proposed rulo 10CFR60 ro omorgoncy planning A pro 
porodnoas roqulromonls for nucloar powor plant fuel loading A initial low powor oper- 
ations 

* Affiliation Nol Asslgnod GG/OG/OG. CHILK.S J Office of the Socrotary of the Com- 
mission Ip 46936 264*45936 254, 

0806270072 Commont opposing proposod rulo 10CFR50 ro omorgoncy Planning A pro- 
parodnoss roquiromonls for nucloar powor plant fuol loading & Initial low powor 
operations Proposod rulo dovolopod w/only util Interests In mlntT 
BURTON, DP Affiliation Not Assigned 00/00/06 CHILK.S J Offico of Iho Socrotary 
of tho Commission, 1 p. 45936 265 45936 255 

8808270074 Comment opposing proposod rulo 10CFR50 ro omorgoncy planning A pro 
parodnoss roquiromonta for nucloar powor plant fuol loading A fnilial fow power opor 
ailona 

1 Affiliation Not Assigned GG/06/06. CHILK.S J Offico ol tho Socrotary of tho Com- 
mission Ip 45916:117-45910.117 

8806270075 Commonl opposing proposod rulo 10CFR50 ro omorgoncy planning & pro- 
parodnosB roquiromonls for nucloar powor plant fuel loading & fnilial low powor oper- 
ations, 

JOHNSON.R H . JOHNSON, S F Affiliation Nol Assigned OG/O0/OG CHILK.S J Office 
of tho Socrotary of tho Commission Ip. 45916 1 18 45916 1 16 

8806270001 Commont supporting proposod rule 10CFR50 ro omorgoncy planning A 
prepnrodnoss roqulromonls for nucloar powor plant fuel londing A initial low powor 
operations Nucloar energy proven powor sourco that reduces dopondonco on oil 
KING, ME Affiliation Not Assigned 68/06/06 Docketing A Services Branch Ip 
45930 261-46036,261 



236 DOCKETED ITEMS 


8806270084 Comment opposing proposed rule 10CFR5Q re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading &. Initial lov^ power 
operations Proposed rule developed w/ only util interests in mtnd 
COBURN, R , COBURN, S Affiliation Not Assigned 68/06/06 CHILK.S J Office of the 
Secretary of the Commission Ip 45936 263-45936 263 

8006270085 Comment supporting proposed rule t-OCFRSO re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
e rations 

BERNSTEIN, L Affiliation Not Assigned B6/06/06 Docketing & Services Branch Ip 
45936*264-45936 264 

8806270087 Comment opposing proposed rule 1QCFR5Q ro emergency planning & pre 
parodnoss requirements for nuclear power planl fuel loading A Initial low power 
operations Proposed rule developed w/ only util interests in mind 
EXELSON.NS Affiliation Not Assigned 86/06/06 CHILK.S J Office of tho Secrelary 
of the Commission Ip 45936 265-45936 265 

8806270008 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness .requirements for nuclear power planl fuel loading & Iniiiat low power 
operations Proposed rule developed w/only util interests in mind 
PLOURDE.D A , PLGURDE.C J Affilialron Not Assigned 68/06/06 CHILK.S J Office 
of tho Secretary of the Commission 1 p 45936 266 45936 266 

6806270093 Commant opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements far nuclear power plant fuel loading & initial low pov/er 
operations Proposed rule developed w/only ulil interests in mind 
SEIOL.N Affiliation Not Assigned 88/06/06 CHILK.S J Office of tho Secretary of tho 
Commission Ip 45936 270 45936 270 

8806270095 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/only util interests in mind 
SWEENEY, E A . SWEENEY, CJ Affiliation Not Assigned BB/06/Q6 CHILK.S J Olhce 
of the Secretary of the Commission 1 p 45936 272 45936 272 

8806270096 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading A initial low pov^or 
operations Proposed rule developed w/on!y ulil interests In mind 
GOODWIN, S , GOQDW!N,W Affiliation Not Assigned 86/06/06 CHILK.SJ Office of 
the Secretary of the Commission Ip 45936 273 45936 273 

0806270097 Comment opposing proposed rule 10CFR5G re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only uLil interests [n mind 
TUCKER.E Affiliation Not Assigned 68/06/06 CHILK.SJ Office of the Secretary of 
the Commission Ip 45936 274 45936 274 

8806270101 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power planl fuel loading A initial low power 
operations NRC urged not to contaminate potentially useful non-nuclear plant 
DUDLEY.DB, DUDLEY.DR Affiliation Not Assigned 08/00/08 CHILES J Office of 
tho Secretary of the Commission Ip 45936 276 45936 276 

8806270103 Comment opposing proposed rulo 1QCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading A Initial low power 
operations Proposed rulo developed w/only util interests in mina 
WALLACE, AW Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secrelary 
Of the Commission Ip 46936 277-45936 277 

8806270104 Comment opposing proposed rulo 1QCFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util interests in mind 
KfMSEY.DJ, HUTCHINSON.DR Affiliation Not Assigned 86/06/06 CHILK.S J 
Office of the Secrelary of tho Commission Ip 45930 215 4593Q 215 

8806270108 Comment opposing proposed rule 1GCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading A Initial tow power 
operations Proposed rule developed w/onty uhl interests in mina 
JOHNSON, G A Affiliation Not Assigned B8/06/06 CHILK.S J Docketing & Services 
Branch Ip 45916 119-45916,119 

0806 2701 11 Comment opposing proposed rule 10CFR50 re emergancy planning & pre- 
paredness requirements for nuctoar power plant fuel loading A Initial tow power 
operations Proposed change would eliminate many existing low power licensing re- 
quirements 

* Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secretary of the Com 
mission Ip 45916 120 45916 120 

08062701 12 Commant opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuctoar power plant fuel loading A initial low power 
operations Proposed ruto developed w/only util tnteresls In mind 
BOUTIN, G C. Affiliation Nol Assigned 88/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45916 121-45916 121 

6806270114 Commant opposing proposed rule 10CFR50 re emergancy planning & pro 
paredness requirements for nuctoar power plant fuel loading A initial low power 
operations Proposed rule developed w/only util interest In mind 
BURGESS, M t BURGESS S Affiliation Not AssEgned B8/06/06 CHILK.S J Office of 
the Secretary of tha Commission Ip 45916 122-45916 122 

8B06270116 Commant opposing proposed rula 10CFR50 re emergancy planning & pre 
paredness requirements for nuclear power plant fuet loading & Initial low power oper- 
ations 

NUTILE.J.D AffilEalton Not Assigned 80/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45936 279-45935 279 

8806270117 Common! opposing proposed rulo 1QCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/onty util Interest in mind 
HOUGHTON, P Affiliation Not Assigned 88/06/06 CHILK.S J. Office of the Secretary 
oftho Commission Ip 45916 123-45916 123 

8806270118 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuet loading A Initial low power oper- 
ations. 

STEWART.D.C Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secretary 
of the Commission Ip 45936 280-45936 200 


0806270120 Comment opposing proposed rule 10CFR50 ro emorgency plannrvi & 
paredness requirements for nuclear power plant fuel loading A Initial lew p 
operalions Proposed rule developed w/only util interests In mlna 
CAM PANALE, E , CAMPANALE.J Affiliation Not Assigned BB/06/06 ClHKSJ 
Office of the Secrelary of the Commission Ip 45916 124-45916 124 

8806270123 Comment opposing proposed rule 10CFR50 re omurnoncy plnnn.no & yt 
paredness requirements for nuclear power plant fuel loading & Initial tow poiur of-.* 
aliens 

TANNER, K Affiliation Not Assignod 86/06/06 CHILK.S J Ofliro of Iho SetrcU-y v 
the Commission Ip 45936 263 45936 203 

8806270124 Comment opposing proposed rulo 10CFR50 ro emergency planting 8. prj- 
paredness requirements for nucloar power plant fuel loading A initial tow 
operations Proposed rulo developed w/only util Interest In mint! 

OWEN.R , OWEN.D Affiliation Not Assigned 88/06/06 CHILK.S J Ollice of tho S*c 
rotary of the Commission Ip 45916 125 45916 125 

8806270127 Comment opposing proposed rule 10CFR50 ro emergency ptonn ng A ^z- 
paredness requirements for nucloar power plant fuol loading A Initial taw powu npe* 
aliens 

CASEY.J Affilialion Not Assigned 88/06/06 CHILK.S J Ofhco ol Clio Sc<rcLvy d 
the Commission Ip 45936 284-45936 284 

B806270131 Comment opposing proposed rulo 10CFR50 ro emergency planning A p** 
paredness requirements for nucloar power planl fuel loadleig A Initial to a pc*? 
operations Proposed ruto developed w/only util interest In mind 
MCNALLY, J H Affiliation Not Assigned 80/06/06 CHILK.S J Olflce of tin Sc r t o> 
of the Commission Ip 45916 120 45916 128 

BB06270132 Comment opposing proposed rulo 10CFR50 re emorgomey ntonnnj 4 
paredness requirements for nuclear power planl fuel loading A infual to* 
operalions Proposed rule developed w/only ulil interest in mind 
BERGERON, B A . BERGERON.S V Affiliation Nol Assigned 80/08/00 OHL* 5 f 
Office of tho Secrelary of tho Commission Ip 45916 129 45916 129 

8806270134 Comment opposing proposed rule 10CFR50 re emergency pljjrvirvj 4 (re 
paredness requirements for nuclear power plant fuel loading A Jmts'd Ion 
operations NRC needs to improve Image as protector of public solely 
METCALF.M K Affiliation Not Assigned 8B/06/06 Docketing & Services flrevh V 
45036 212 45936 212 

8806270135 Comment opposing proposed rule 10CFR50 ro emergency nljfuuig 4 
parodnoss requirements for nuclear power plant fuel loading A Initial tow p» f 
operations Proposed rulo developed w/only util Interest In mind 
NICHOLS VM Affiliation Not Assigned 80/06/06 CHILK.S J Ollico ol Iho ftcmlv* 
oUhe Commission Ip 45916 130 45916 130 

6806270136 Comment opposing proposed rulo 10CFR50 ro emorgonry A t*t 

paredness requirements for nuclear power plant fuel loading A inlllal tow 0 Owli pfvr 
ations 

RUSSELL, JL Affiliation Not Assigned 86/06/06 CHILK.S J Offico of lire S- ^ * j 
of the Commission, Ip 45936 213 45936 213 

8806270139 Comment opposing proposed rulo 10CrR50 ro emergency planing A 
paredness requirements for nucloar power plant fuol loading A inlllal to# pewtr iv' 
ations 

FOWLE.A L Affiliation Not Asslgnod 80/06/06 CHILK.S J Oflico of Iho SOia'sry <4 
the Commission Ip 45936 216-45936 216 

0806270147 Comment opposing proposed rulo 10CfR50 ro emorgonc/ ptauft.ig A pf- 
parednoss requirements for nucloar powor planl fuol loading A initial law pGMf iv f 
ations 

SITTNECK.J M Affiliation Not Assigned 08/06/06 CHILK.S J Office ol chfl ! c nuy 
of the Commission Ip 45936 221 45936 221 

8806270151 Comment opposing proposed ruio 10CFR50 ro emergency pMnfti ^ A ( 1 * 
paredness requirements for nucloar powor plant fuol loading A mill at low po*i/ Of-* 
ations 

MCGHEE, B Affiliation Not Asslgnod 00/06/06 CHILK.S J Oflico of IhJ Siyu. 1 *; 'J 
tho Commission Ip 45936 203-45936 203. 

88QB270153 Comment opposing proposed rulo 10CFR50 re emorgancy p'aiw.g 4 (<e- 
paredness requirements for nuclear power plant fuol loading A Initial tow 
ations 

LECOMPTE.A Affiliation Not Assigned 88/06/06 CHILK.S J Ofldco el Iho v* 
of the Commission Ip, 45936 205 45936 205 

8806270155 Commonl opposing proposod ruto 10CFR50 re emergency pMnarg 4 p*- 
parodnoss requirements for nuclear powor plant fuel loading A inlllal tow 
ations 

SNOW.CL Affiliation Not Asslgnod 08/06/06 CHILK.S J Offico clthu 5<v< H i 4 
the Commission Ip 45936 206 45936*206 

8806270169 Comment opposing proposod ruto 10CFR50 ro emergancy rNuwvj 4 p i 
paredness requirements for nucloar power plant fuel loading A (nlllnl tow op/ 
ations 

AIKEN, J Affilialfon Not Assigned 08/06/06 CHILK.S J Offico oflha tecrtflwyd r< 
Commission Ip 45936 20B 45936 200 

8806270160 Comment opposing proposod rulo 10CFR50 ro emergency ptanang 4f«*- 
paredness requirements for nucloar power plant fuol loading A tnlllal tow p:*<y 
nitons 

GI0BS.K L Affiliation Not Assigned 08/06/06 CHILK.S J Office oMho Se.nU'i d 1 
the Commission Ip 45930 209 45936 20D 

8806270165 Comment opposing proposod ruto 10CFR50 ro emorgoncy ptann-ivj A f- *■ 
paredness requirements for nuclear power planl fuol loading A Inlllal Iowfoww 
ations 

TADDONIO.B , KELLES.M. Affiliation Not Assigned 88/06/06 CHlLKSJ * 
the Secretary of the Commission Ip 45936 210 45936 210 

8806270167 Comment opposing proposod rule 10CFR50 re ©morgpncy planaag 4 P ^ 
paredness requirements for nuclear powor ptant fuol loading A irillifll tow pviii/cf*/ 
aliens 

MELVIN.H E„ MELVIN, J C, Affiliation No! Assigned 88/06/06 CHILKSJ 
the Secretary of the Commission Ip 45936 21 1 45936 21 1 
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8306270169 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

PHILLIPS, A A Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secretary 
of the Commission Ip 45936,200-45936 200 

B806270172 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MCCOMISKEY.W , MCCOMISKEY.B A Affiliation Not Assigned Bfl/06/06 CHILK.S J 
Office oi the Secretary of the Commission Ip 45936 201-45936 201 

8906270173 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ator 

JORGENSON, L. JORGENSON.R Affiliation Not Assigned 80/06/06 CHILK.S J 
Office of the Secretary of tho Commission tp 45936 202 45936 202 

9806270174 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

BURTON, RT. Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secretary 
of the Commission Ip 45936 198-45936 198 

8606270176 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fue! loading & initial low power oper- 
ations 

COHEN, R D Affiliation Not Assigned 88/06/06 CHILK.S J Offico of tho Secretary of 
the Commission Ip 45936 194-45936 194 

68062701 B0 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GABRIELSKI.J Affiliation Not Assigned 08/08/06 CHILK.S J Office of tho Secretary 
o! the Commission Ip 45936 195-45936 195 

8BO62701B1 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

MLELE.KL Affiliation Not Assigned 00/06/06 CHILK.S J Office of tho Secretary of 
the Commission Ip 45938 196 45936 196 

0606270197 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fual loading & Initial low power oper- 
ations 

ADLER, R Y Affiliation Not Assigned 88/06/06 CHILK.S J Office of tho Socrotary of 
the Commission Ip 45936*190 45936 190 

B806270199 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

PERKINS, J Affiliation Not Assigned. 98/06/06 CHtLK.S J Office of the Socrotary of 
the Commission 2pp 45936 191-45936-192 

8806270200 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel feeding & Initial low power oper- 
ations 

WELES.J G Affiliation Not Assigned 08/06/06 CHILK.S J Office of tho Secretary of 
the Commission Ip 45936 155 46D36 155, 

8606270203 Comment opposing proposed rule 10CFR50 re emergency planning & pro- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned 88/06/06 CHILK.S J Office of tho Socrotary of tho Com 
mission Ip 45936,156 45936 156 

8806270206 Comment opposing proposed rule 10CFR50 ro omergoncy planning & pre- 
paredness requirements (or nuclear power plant fuel loading & initial tow power oper- 
ations 

MACDONNELL.J. Affiliation Not Assigned 08/06/06 CHILK.S J Offico of the Socro- 
tary of the Commission Ip 45936 159 45936 159, 

8606270208 Comment opposing proposed rule 10CFR50 ro emergency planning & pra 
paredness requirements (or nuclear power plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned 08/06/06 CHILK.S J Office of tho Secretary of the Com- 
mission Ip 45936 160 45936 160 

8896270210 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements (or nuclear power plant fuol loading & initial low power oper- 
ations 

NELSON, R Affiliation Not Assigned 80/06/06 CHILK.S J Offico of the Secretary of 
tho Commission Ip 45936.162-45936 162. 

B8 06270213 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & initial low power oper- 
ations 

NICHOLS, W F Affiliation Not Assigned 80/06/06 CHILK.S J Office of the Secretary 
Of the Commission Ip. 45936 163-45936 163 

8809270218 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial Eow power 
operations Seahrook should be put on line based on safe operalmg practices 
MANZ.R L Affiliation Not Assigned, 00/06/06, Docketing & Services Branch Ip 
45936 166-45936 166. 

8806270218 Comment opposing proposed rule 10CFR5O ro emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & Initial low power oper- 
ations 

MARTIN, LD Affiliation Not Assigned 08/06/00 CHILK.S J, Offico of tho Secretary of 
tho Commission Ip 45936.168-45936*168 

8806270219 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations. 

* Affiliation Not Assigned 08/06/06 CHILK.S J Office of the Secretary of tho Com- 
mission Ip,. 45936 166-45936*169, 


8806270220 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power opor 
Qtio ns 

TRETLER.J A Affiliation Not Assigned 88/06/06 CHILK.S j Office of tho Secretary 
of the Commission Ip 45936 170 45936 170 

8806270222 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear pov;er plant fuol loading & initial low power oper- 
ations 

BUHKE.J J Affiliation Not Assigned 88/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45936 171 45936 171 

8806270223 Comment opposing proposed ruts 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

WHITE, A W Alfiliation Not Assigned BB/06/0S CHILK.S J Office of the Secretary of 
the Commission Ip 45936 172 45936 172 

8806270224 Comment opposing proposed rule 1OCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

ROWE.WH Alfitiatlon Not Assigned 88/06/06 CHILK.S J Office of the Secretary of 
the Commission Ip 45936,173-45936 173 

8806270226 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low powor oper- 
ations 

ANDERSON Affiliation Not Assigned 88/06/06 CHILK.S J Office of the. Secretary of 
tho Commission Ip 45936 175-45936 175. 

8806270226 Comment opposing proposed rule 1QCFR50 ro emergency planning & pro 
paredne&3 requirements for nuclear powor plant fuel loading & Initial low power oper- 
ations 

DAWKINS.TC Affiliation Not Assigned 00/06/06 CHILK.S J Office of tho Secretary 
of the Commission Ip 45936 176 45936 176 

8806270229 Comment opposing proposed rule 1QCFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuol loading A initial low power oper- 
ations 

MURPHY.P Affiliation Not Assigned DB/06/00 CHILK.S J OMico of lha Secretary ol 
the Commission Ip 45936 177 45936 177 

8806270231 Comment opposing proposed rule 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

HILLIER.J A Affiliation Not Assigned 88/06/06 CHILK.S J Office ol tho Secretary of 
tho Commission Ip. 45936 179 45936 179 

8806270233 Comment opposing, proposed rule 10CFR60 ro emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & Initial low powor opor- 
atlons 

* Affiliation Not Assigned 80/06/06 CHILK.S J Offico of tho Secretary of tho Com 
mission. Ip 45936 100 45936 100 

8006270235 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading A initial low powor oper- 
ations 

OWEN.0 Affiliation Not Assigned 00/06/06 CHILK.S J Office of tho Secretary ol the 
Commission, Ip 45930 182-45936 102 

0806270236 Comment opposing proposed rule 1OCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading 8, Initial low power oper- 
ations 

HICKEY.M Affiliation Not Assigned G0/O6/O6 CHILK.S J Office of tho Secretary ol 
tho Commission tp 45936 183 45936 183 

8806270237 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements lor nuclear powor plant fuel loading & Initial low power oper- 
ations 

MURPHY.PS Affiliation Not Assigned 0B/C6/06 CHILK.S J Office of tho Socrefory 
of tho Commission Ip 45936 104-45036 104 

8806270239 Comment opposing proposed rule 10CFR5D re emergency planning & pre 
parednoss requirements for nucloar powor plant fuel loading & initial low powor oper 
atlons, 

BLISS, C Affiliation Not Assigned, 80/06/06. CHtLK.S J Office of the Secretory of the 
Commission Ip 45036 185 45936*105 

8006270240 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading A initial low power oper- 
ations 

GARVEY.R Affiliation Not Assigned 80/06/06 CHILK.S J Office of the Secretary of 
tho Commission Ip 45936*106-45936*186 

8606 270242 Comment opposing proposed rule 1QCFR60 re omergoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading -& Initial low powor oper- 
ations 

MORROW, D. MORROW, S Affiliation Not Assigned 80/06/06 CHILK.S J. Office ol 
the Secretary of the Com mission tp 45936 180 45036180 

8606270244 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & initial low powor opor 
atlons, 

UPKIND.LA Affiliation Not Assigned 00/06/06 CHILK.S J Office of tho Socrotary of 
the Commission Ip, 45936 136 45936 136 

6806270245 Comment opposing proposed pulo 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

WILLIS, M , WfLLIS.K Affiliation Not Assigned 88/06/06 CHILK.S J. Office of the 
Secretary ol the Commission Ip 45936 137-45936*137 

8806270247 Comment opposing proposed rule 10CFR50 re o mo money planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

MCKAY.fi B Affiliation Not Assigned 80/06/06 CHILK.S, J Offico of the Secretary of 
the Commission Ip 45*936 130 45936,138 
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8806270249 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 

BOISVERT.R , BOISVERT, EH Affiliation Not Assigned 83/06/06 CHILK.SJ. Office 
of lha Secretary of the Commission Ip 45936 141-45936 141 

8806270253 Comment opposing proposed role 10CFR50 re emergency planning & pre- 
paredness requirements for nuc , ea r power plant fuel loading A initial low power oper- 

BROWN.R S , BROWN.B Affiliation Not Assigned 60/06/06. CHILK.SJ Office of the 
Secretary of the Commission Ip 45936 149 45936 149 

6806270254 Comment opposing proposed -rule 1QCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 

KAC?AW,M* CAESAR ,P. Affiliation Not Assigned 88/06/06 CHILK.S J Office of the 
Secretary of the Commission Ip 45936 t SO 45936 150 

8806270259 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 

CAREY.DB Affiliation Not Assigned B8/06/06 CHILK.SJ Office of the Secretary of 
Ihe Commission Ip 45936161-45936 151 

8806270279 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations 

CASEY.FI T Affiliation Not Assigned 88/06/06 CHUK.S J Office of the Secretary of 
the Commission Ip 45936 134-45936 134 

8BO627O280 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial fow power 
operations Rule change not good public policy 

BROWN.H H Connecticut. State of 86/06/06 Docketing A Services Branch Ip 
45636-126-45930 126. 


8006380 4 14 Comment opposing proposed rule 10CFR50 re emergency planning & p a- 
paredness requirements for nuclear power plant fuel loading A Inllial low powtf 
operations Proposed ru’e developed w/only uW interests in mind 
lFeBERMAN.C f , LIEBERMAN.LS Affiliation Not Assigned 00/06/06 CHILKSJ 
Office of the Secretary of Ihe Commission Ip 45969 123-45969 123 

5806300416 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low p 
operations Proposed rule developed w/only utlf Interests in mind 
STRAW.WD Affiliation Not Assigned 08/06/06 CHILK.SJ Oflico ol the Secretary cl 
tho Commission Ip 45969 125-45969 125 

0806300417 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & initial lew iWAoropor 
aliens 

GRAY.M , GRAY.P Affiliation Not Assigned 00/06/06 CHILK.SJ Office Of (he- See 
retary of IhB Commission Ip 45969 126 45969 126 

8806300418 Commenl opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interests In mine! 

STRAW 46 Affiliation Not Assigned 00/00/06 CHILK.SJ Office of 1 ho Secretary c4 
the Commission Ip 45969 127-45960 127 

88063004 ID Comment opposing proposed rulo 10CFR50 re emergency planning 4 pre 
paredness requirements for nuclear power plant fuel loading & Initial low power ojx*r 
atlons 

KOONTZ.SE Affiliation Not Assigned 08/06/0 6 CHILK.SJ Office of tho Secretary 
of the Commission Ip 45069 120-45969 120 

8806300420 Comment opposing proposed rule 10CFR50 re emergency planning* pro 
paredness requirements for nuclear power plant fuel loading & initial low power ojxr 
ations 

KAPLAN, F Affiliation Not A9slgnod GB/06/06 CHILK.SJ Offico of the Socralary of 
the Commission Ip 45969 129 45969 129 


8906270310 Comment opposing proposed rule 10CFR5O re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial fow power opar- 
slions 

* Affiliation Not Assigned 88/06/06 CHILK.SJ Office of the Secretary of Ihe Com- 
mission Ip. 45936 125 45036 125 

9806200056 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

TRACY.J. Aff i nation Not Assigned 88/06/06, CHILK.SJ Office of the Secretary of 
the Commission Ip 45950,074 45950 074 

8806290062 Comment opposing proposed rule 1QCFR50 re emergency planning A pre 
paredness reaulre/nonts for nuclear power plant fuel loading A initial low power 
operations Inherent rig hi to health & safety at stako 

lIndstrom.A M, Affiliation Not Assigned 68/06/06 CHILK.SJ Office ol the Secre- 
tary of the Commission Ip 45950 076 45950 075 

8806290063 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading 4 Imlraf low power oper- 
ations 

RAWSON.CS Affiliation Not Assigned 08/00/06 CHILK.SJ Office of the Secrotary 
of the Commission Ip 45950 070 45950,076 

6806300370 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
atlons 

ALDRICH, ft W Affiliation Not Assigned 00/00/06 CHILK.SJ. Office of the Secretary 
Of the Commission Ip 459-78.267-45970 267. 


8806300421 Comment opposing proposed rule 10CFR50 re omergenev planning 4 pre- 
paredness requirements for nuclear powor plant fuel loading & Initial fow pernur 
operations Proposed rulo developed w/only util Interests in mind 
CLARK, MC Affiliation Not Assigned 00/06/06 CHILK.SJ Office of Iho Secretory of 
the Commission Ip 45969 130-45969 130 

8806300423 Comment opposing proposed rulo 10CFR50 ro emergency planning 4 pre- 
paredness requirements for nucloar powor plant fuol loading A Inllial low power oper- 
ations 

* Affiliation Not Assignod 00/06/06 CHILK.SJ Office of Ihe Secretary of Ih-o Com 
mission Ip. 45969 131 45969 131 

8800300424 Comment opposing proposed rule 10CFR59 ro emergency planning 4 pre- 
paredness requirements for nucloar power plant fuol loading & initial 1 low powor 
operations Proposed rule developed w/only util intorosts In mind 
SOKOLOV, ML Affiliation Not Assignod 00/06/06 CHILK.SJ Office of Iho Secretary 
ol Ihe Commission Ip. 45960 132-45969 132 

8006300425 Comment opposing proposed rulo 10CFR50 ro emergency planning 4 pre- 
paredness requirements for nucloar power plant fuel loading & Initial lew power 
oporalions Proposed rule dovelopod w/only util internals in mind 
BAILEY, EM Affiliation Nol Assigned 00/00/06 CHILK.SJ Office of tho Secretary c4 
the Commission Ip 45969 133-45969 133 

8806300426 Common! opposing propoaod rulo 10CFR50 ro emergency planning 4 pre- 
paredness requirements for nucloar powor plant fuel loading & Initial low power oper- 
ations iL ^ 

COMAN, C Affiliation Not Assignod 00/06/06 CHILK.SJ Oflico of Iho Secretary 
the Commission >p 45969 134 45960 134 


8800300373 Comment opposing proposed rule 10CFR50 re onriorcemey planning & pre 
paredness requirements for nucloar power plant fuel loading A initial fow power oper- 
ations. 

FtNN.RM Affiliation Not Assigned 88/06/06 CHILK.SJ Office of Ihe Secretary of 
the Commission, Ip 45970.271-45970 271 


8006300427 Comment opposing proposed rulo 10CFR50 ro emergency planning 4 pro 
paredness requirement for nucloar powor plant fuel loading & Initial fow pOw« 
operations Proposed rufo developed w/only util Intorosts In mind 
MONAHAN.C J , MONAHAN.T B Affiliation Not Assigned 06/06/00 CHILK.SJ 
Office of the Secretary of tho Commission Ip 45069 135 


1 45960 135 


8006300379 Comment opposing proposed rule 1QCFR60 ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low powor oper- 
ations 

PHILCflANTZ.C , PHILCRANTZJ. Affiliation Not Assigned 0B/O6/O6 CHILK.SJ. 
Office of the Secretary of tho Commission Ip 45970 270 46978 270, 


88O63OO420 Comment opposing proposed rulo 1OCFR50 ro emergency planning A pro 
parednoso requirements for nucloar powor plant fuel loading & inilial low power CfK* 

MORRISSEY.N Affiliation Not Assignod 00/06/06 CHILK.SJ Offico of Iho Secretary 
of tho Commission Ip 45969 136 45969,136 


8800300384 Com man t opposing proposod rulo 10CFR50 ro emergency planning & pre- 
paredness requirement for nucloar powor plant fuol loading & initial low power oper- 
ations 

PLOURDE.P , PLOURDE.J L Affiliation Not Assigned 88/06/06 CHILK,S J Office of 
the Secretary of the Commission Ip 45070,2B9-45978 , 26B 


8806300429 Comment opposing proposod rulo 10CFR50 re emergency planning 4 prfi 
parednoss requirements for nuclear power plant fuel loading & IrtHJflr low 
operations Proposed rulo developed w/only util Intorosts In mind 
CAN NOV A, M Affiliation Not Assigned 00/06/00 CHILK.SJ Office oUho Secretary 
of the Commission Ip 45969 137-45960 137 


8 &06300300 Comment opposing proposed rule 10CFR60 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
aliens 

WINTER, S Affiliation Not Assigned 00/06/06 CHILK.SJ Office of Ihe Secrolary of 
Ihe Commission Ip 45970269 45676,269. 


8806300431 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low pOM* 
operations Proposed rulo developed w/onty util interests in mind 
SHEA, DP Affiliation Not Assigned 08/06/06 CHILK.SJ. Dockellng & Sfrrvktfi 
Branch Ip 45969 139 45969 139 


6806300393 Commenl opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Inllial low power oper- 
ations 

BARATELLI.P , BARATELU.M E Affiliation Not Assigned 08/06/00 CHILK.SJ Office 
of the Secretary of the Commission Ip 45S66’302-45966’302 


8806300432 Comment opposing proposed rulo 10CFR50 ro emergency planning 4 pre- 
paredness requirements (or nuclear power plant fuel loading & inllial lew povm 
operations Proposed rulo developed w/only util Interests In mind 
mACLACHLAN.C Affiliation Not Assigned 08/06/06 CHILK.S J. Office ol tho Secre- 
tary of tho Commission Ip 45969 140 45969 140 


6806300396 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & Initial fow power oper- 
ations, 

REILLY, M E Affiliation Not Assigned 8B/06/G6, CHILK.SJ Office of Ihe Secretary of 
the Commission, t p 45966 303-459B6 303. 


8806300434 Comment opposing proposed rulo 10CFR50 re emo rg on cy planning 4 pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low pcw« 
operations Proposed rule developed w/only util interests in mind, 

* Affiliation Not Assigned 00/06/06 Office of the Secretary of tho Commission ip 
45969,141-45969 141 


80O63OO-41O Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & initial law power 
operations, Proposed rule developed w/only util Interests in mlntf 
FANARAS.O , FANARAS.R. Affiliation Not Assigned. 0B/O6/O5. CHILK.S, J. Office of 
the Secretary of the Commission Ip 45969,122-45969.122. 


8806300430 Comment opposing proposod rule 10CFR50 re emergency planning Jpe 
paredness requirements for nuclear power plant fuel loading & Initial low 
operations Proposed rule developed w/only util Interests in mintf o^rw 

CROWLEY, S V Affillallon Not Assigned 08/06/06 CHILK.SJ Office of Ihe Socretatf 
of tho Commission Ip 45969 142-45960 142 
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8308300437 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util interests in mind 
CYR.W A , CYR.S Affiliation Not Assigned, 88/06/06 CHILK.S.J Office ol the Secre 
tary offhe Commission Ip 45969* 143-45969* 143 

8806300439 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial tow power 
operations Proposed rule developed w/only util interests in mind 
BEASLEY, J.B Affiliation Not Assigned 08/06/06 CHILK.SJ Office of the Secretary 
el the Commission Ip. 45989 144-46969 144 

B&06300440 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loadmg & initial low power oper- 
ations 

ATKI N SON, GJ. ATKINSON, T Affiliation Not Assigned 88/06/06 CHILK.SJ Office 
of the Secretary ol the Commission Ip 45966 31 1-45966 31 1 

880$ 1 501 60 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Rule important to energy supply of New England 
REM1CK.SG Affiliation Not Assigned 86/08/07. Docketing & Services Branch Ip 
45814 037-45814 037 

8808240204 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

CQES.S H Affiliation Not Assigned 88/06/07 NRC - No Detailed Affiliation Given 
Ip 45916.152-45916'152 

&&063Q0403 Forwards draft comment supporting proposed rule 10CFR50 re planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

BISHOP ,RW Nuclear Management & Resources Council (NUMARC) {formerly Nucle 
at Utility Manage 88/06/07. Office of the Secretary of the Commission 4pp 
45969.117-45969 120. 

8806300407 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Power needed In Now England area 

GWINN,R.A Affiliation Not Assigned 88/06/00 Docketing & Services Branch, Ip 
45969 121-45969.121 

8606240190 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements tor nuclear power plant fuel loading & Initial low power oper- 
ations 

MOORE, P. Affiliation Not Assigned, 88/06/10. Docketing A Services Branch Ip 
45916 143-45916*143, 

8806240200 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

EDELSTEIN.E. Affiliation Not Assigned. 88/06/10, NRC - No Detailed Affiliation 
Gwen Ip. 45916:150 45916 150. 

8806270076 Comment opposing proposed rule 10CFR60 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Rule change proposed solely to further util offorts to gain low power li- 
cense 

HILL*WHILTON,R Affiliation Not Assigned. 88/06/10 CHILK.SJ Office of the Secre 
tary of the Commission. Ip 45936*256*45936*256 

8B06270067 Comment opposing proposed rule 10CFR60 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations. 

LASH.T R. Illinois, State of, Dept ol Nuctear Safety 86/06/13 Docketing & Services 
Branch. 2pp. 4591 6 084-469 1 6*095 

8806270215 Comment opposing proposed rule 10CFR5D re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations, 

DOWEL.B. Affiliation Not Assigned 88/06/06. CHILK,S J. Office of the Secretary of 
the Commission. Ip. 45936,165-46036*165. 

8806270241 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations. 

RICHMOND.L. Affiliation Not Assigned, 88/06/16. CHILK.SJ. Office of the Secretary 
of Ih a Commission. Ip, 46936*187-46936.187. 


I. Financial Information 

8606140032 Second suppl to Commonwealth of MA Ally Goneral JM Shannon petition 
under 1QCFR2.758 for waiver of or exception from public util exemption from require 
ment of demonstration of financial qualification, ' 

SHANNONS M. Massachusetts, Commonwealth of. #288 6475, 88/06/02 Atomic 
Safety and Licensing Appeal Panel. 6pp. 45792*101-45792.147 

-*0806140049 Motion for leave to file second suppl to Commonwealth of MA Atty Gen- 
eral JM Shannon petition under 10CFR2.750 for waiver of exception from public util 
exemption from requirement of demonstration of financial.. .* Certificate of Svo oncl 
DEAN.G B Massachusetts, Commonwealth of 88/06/02 Atomic Safety and Licens- 
ing Appeal Panel. 41 pp 45792*107-46792:147. 


CJ. Inspection reports, IE Bulletins & correspondence 

8805310236 Responds to Generic Ur 88-03 re steam binding of feedwater pumps, per IE 
Bulletin 05 001 .Abnormal Procedure OS1 236.02 will be revised to provide protected 
step status 

THOMAS, G.S. Public Service Co of New Hampshire 88/05/23. Document Control 
Branch {Document Control Desk) 2pp 45718.236-45718 237. 

8805240028 NRC Info Notice 88-033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device." Svc Hat end, 

BURNETT, Rp Division of Safeguards & Transportation (Post 870413) 00/05/27 
Consolidated Edison Co, of New York, Inc 120pp 45683 158-45683.277 


8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Westinghouso W-2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 120pp. 45683 038-45683*157 

880524021S NRC Info Notice 80 034, “Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post B70411). 00/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 160 45790.300 

8805270306 NRC Info Notice 88 035, “Inadequate Licensee Performed Vendor Audits" 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060-45790 187 

8B06020047 NRC Info Notice 88-036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svg list oncl 

ROSSI.CE. Division ol Operational Events Assessment (Post 870411) 80/06/08 
Consolidated Edison Co of Now York, Inc 120pp 45965 152 45966 271, 

8806210417 Notification of 8B070B meeting In Boston, MA to discuss concrete cracking 
issue reported In Insp Ropt 60 443/87-07 & 000421 submittal 
BR1NKMAN.D.S Project Directorate 1-3, 08/06/09 WESSMAN.R Project Directorate 
1-3, 4pp 45871 232*45871-235 

8806090301 Suppl 2 to NRC Bulletin 87 002, '"Fastener Testing to Determine Conform 
a nee W/Apptlcable Matl Specs '* Svc list oncl. 

ROSSI.CE Division of Operational Events Assessment {Post 070411) 88/06/10 
Consolidated Edison Co. of Now York, Inc. 120pp. 45910,208-45916327 

8806080025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water to Safety Sya 
Components " Svc fist end 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 68/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946*125 

8806080211 NRC Bulletin 80-006, “Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device 11 Svc list end 

BURNETT.RF Division of Safeguards & Transportation {Post 870413) 88/06/14 
Consolidated Edison Co. of New York, Inc, 1D8pp 45935 211-45935.310 

8806090194 NRC Info Notice 80 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers." Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/06/15. 
Consolidated Edison Co of New York, Inc 1 1 1 pp 45946:126*45946 236. 

8806150013 NRC Bulletin 08 007, “Power Oscillations In BWRs." Svc list end 
ROSSI.CE, Division of Operational Events Assessment (Post 070411) 88/06/15. 
Consolidated Edison Co, of New York, tnc 114pp. 45929*115 45029 228 

8806 IS0 186 Suppl 1 to NRC Bulletin 08 005, “Nonconforming Matl9 Supplied by Piping 
Supplies, Inc at Folsom, NJ & West Jersey Mfg Co at WilIlamslown.NJ 11 Svc list end 
ROSSI, C.E Division ol Operational Events Assessment (Post B70411), 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-46965 151 

88062000$ 1 NRC Info Notice 80 042, "Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts 11 Svc Nat end 

ROSSl.C.E, Division ol Operational Events Assessmont (Post 670411) 88/06/23 
Consolidated Edison Co. of New York, Inc 108pp. 46977 287-45970 033, 

8606 2 00306 NRC Info Notice 80-043, "Solonold Valve Problems" Svc list oncl 
ROSSI.CE. Division of Operational Events Assessment (Post 070411) 88/06/23, 
Consolidated Edison Co, of New York, Inc. 123pp 45977:164 4 5977*286, 


T. Hearing transcripts on non-ant|tru$t matters 

8005270291 Transcript of 880524 evidentiary hearing In Concord, NH Pp 12,229-12,486 
‘ Atomic Safety and Licensing Board Panel 00/05/24 230pp 45710.256-45711.155 

8896020087 Transcript of 880526 evidontiary hearing In Concord.NH re offsite emergen- 
cy pi a nnlng.Pp.1 2,783-1 3,054.Supportlng documentation ©net. Witnesses D 

McLoughlin,G Peterson, R Krlmm. 

* Atomic Safety and Licensing Board Panel, 88/05/26 250pp. 45697,235 46690*104 

BBO602O317 Transcript of 8B0527 evidentiary hearing In Concord, NH re offsite emergen- 
cy planning, Pp 13,055-13,316 Witnesses* D MoLounhlln.G Pederson, R Krimm 
4 Atomic Safety and Licensing Board Panel, 88/05/27. 263pp 4572 1 246-45722 182 

8806160011 Transcript of 880609 evidentiary hearing re offsite emergency planning in 
Washington, DC, Pp 13,317-13,358, 

* Atomic Safety and Licensing Board Panel 80/06/09 46pp 45022*199 45822*242 

6806170021 Forwards amended testimony of WR Cummlng & JH Keller on behalf of 
FEMA on sheltering/beach population Issues,, reflecting typo & odltorfal 
corrections Changes listed. Related correspondence 

FLYNN, H J Federal Emergency Management Agency #280 6525 88/06/10 
SMITH, 1 W,, HARBOUR, J., DNENBERGER.G. Atomic Safety and Licensing Board 
Panel. 2pp 45820 097-45820:124, 

-8806170026 Amended testimony of WR Cummlng 81 JH Keller on behalf of FEMA on 
sheltering/beach population issues,' W/Cummlng & Keller prof qualification state 
merits & Certificate of Svc. Related correspondence 

CUMMINS, WR., KELLER, J H Federal Emergency Management Agency. 80/00/10. 
26pp, 45020 099-45820*124. 

8806200116 Transcript of 880614 hearing In Concord.NH re offsite emergency 
planning pp 13*359-13,660 Wilness E Thomas 

* Atomic Safety and Licensing Board Panel, 08/06/14. 313pp. 45648.294*45849 247. 

8806200194 Transcript of 880616 evidentiary hearing In Concord.NH. Pp 13,670 
1 3.950 Witnesses 1 ^ Thomas, W Cummlng 

* Atomic Safety end Licensing Board Panel. 08/06/15 283pp. 45028 001-45828*284 

8806220200 Transcript of 800616 evidentiary hearing In Concord.NH re offsite emergen 
cy plannlngPp 1 3,951 -14 ( 265.Wllnesses: W Cummlng, J Keller. 

* Atomic Safety and Licensing Board Panel. 80/06/16 317pp. 45947’313-45B40*2e3. 
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Li. Congresafonal/Executtve correspondence 

0406020117 Responds to recipient 080429 Itr re proposed rule 10CFR60 changes re 
emergency planning requirements for fuel loading & initial Low power 
operations Comment period extended 15 days Served on 8BG525 
ZECH.LW Commissponera 88/05/24 MAVROULES.N House of Rep 2pp 
45713 259 45713 260 

-4808020127 Commenl opposing proposed rule 10CFR50 ra emergency planning rules 
releasing need to Install siren warning sys prior to obtaining low power license 
MAVROULES.N House of Rep 68/04/29 ZECH.L W Commissioners Ip, 
45713 260 45713 260 

8806020282 Responds to reeiptent 800503 Itr ro proposed change to proposed rule 
10CFR50 re emergency planning requirements for fuel loading & Initial low power 
operations Served on 080525 

2ECKL W, Commissioners 89/05/24 MARKEY.E J House of Rep 2pp 45713 323- 
45713 326 

8806240065 Responds to 980518 Itr re use of carbon steel piping st plant NRC examln 
Ing addl documentation at suppliers A. issued NRC Bulletin 86-005 alerting of prob 
loms w/matls Investigation of falsified test reporls being conducted 
STELLO.V Ofc of the Executive Director for Opera Uons 88/06/14 HUMPHREY, G 
Senate 4pp 45916 338 45916 342 


DOCKET 50 445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


-8110190148 Summarizes current scheduling outlook (or next 10 caso9 & moasu.t* 
taken to minimize or eliminate scheduling impacts Concurrence requested on forth- 
coming biweekly repts Plants requiring ofc level attention listed 
VOLLMER.R H Division of Engineering (pre 851 125) 81/10/02 DENTON H R CF>oS 
of Nuclear Reactor Regulation, Director (pre 051 1 25) 2pp 45 7 8 4 1 71-45 701 172 

-8112100572 Std order for DOE work "Review of Pumps A Valve Insorvice Tcs , r*j 
Program for OL Plante," issued to INEL Statement of work end 
VOLLMER.R H Division of Engineering (pro-851 125} 81/11/09 7pp 45764 232 
45784 238 

-81121 60061 Summarizes current scheduling outlook for next 10 cases A mca$un* 
taken to minimize or eliminate schedule impacts 

VOLLMER.R H Division of Engineering (pre 051125) 81/09/14 DENTON.MP1 Ofiv* 
of Nuclear Reaclor Regulation, Director (pro 851125) 2pp 45784*109 45701 17) 

-3202040434 Forwards listing of NRC estimated completion dates for OL appVavi 
listed in BqvjII Rept Dates represent collective NRC Judgement, 

EISENHUT.DG Division of Licensing (800428-851124) 82/01/10 BASSETT NS 
Office ol Management and Program Analysis 3pp 45704 208-45704 210 

-6202250094 Forwards list of casework open issues for wk oncJing 828122, per 011120 
request Only Category 2 & 3 open issues listed for plants having Bovill decision <Jj\j 
more than 3 months away 

EISENHUT.DG Division of Licensing (800420 851124) 82/01/28 DCNrO'Hm 
Office of Nuclear Reactor Regulation, Director (pre 851 125} 15pp 45704 ?M< 
45784 225 


A. Appllcatfon/construcllon stage documents & correspondence 

6805270207 Forwards proprietary WCAP-11628 A nonproprietary WCAP-11047, "RCS 
Flow Anomaly Investigation Repl " list ot tour-loop plants w/ anomaly 
sensillvity.ap plication for withholding & affidavit end WCAP-1 1 528 wilhheld (ref 
10CFR2 7 DO) 

JOHNSON, WJ Westinghouse Electric Corp, 8B/05/13 HODGES, MW Division ol 
Engineering & Systems Technology (Post 870411) 3pp 45734 247-45735 042 

-0805270213 Requests withholding of WCAP-11528, L 'RCS Flow Anomaly Investigation 
Rept," per 10CFR2 790 Affidavit end 

WIESEMANN.RA Westinghouao Electric Corp 8B/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 07041 1) 9pp 45734-250-45734 25B 

—8B05270216 "RCS Ffow Anomaly Investigation Rept " 

GARNER, DC Weslmghouse Electric Corp WCAP-1 1B47 8B/04/30 203pp 

45734'259-45735 042 

8605240255 Forwards updated SAW corrective action program design validation pack- 
age indexes for civi I/ structural, mechanical, elactnceMnstiumontallon & control & 
NUTECH mechanical procurement status rept units 

COUNSIL.WG. BECK.JW TU Electric (formerly Texas Utilities Generating Co] 60/ 
05/16 Document Control Branch (Document Control Desk) 6pp 45719 106* 
45719 191 

0305190334 Board Notification 88-003 forwards DC Williams GAG, "Special Rept, Ofc ol 
Special Investigations" & NRC 860425 press release Indicating that rept made avail 
able 1o public 

GRIMES, C 1 Ofc ol Special Projects. 08/05/17 BLOCH, P.D , JORDAN.W.H, 
MCCOLLOM.KA Atomic Safety and Licensing Board Panel 5pp 45022 073- 
46822 123 

-B806160455 "Special Repl.Ofc of Investigations " 

WILLIAMS, DC. General Accounting Office GB/04/22 20pp 45822 076-45322 123, 

8805240101 Forwards confirmation that administrative controls In place to reduce prob 
ability of auxilary feedwater pump failure duo to steam binding, per Generic Hr B8 03, 
"Steam Binding of Auxilrary Feedwater Pumps " 

COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 68/05/17, Docu 
mont Control Branch (Document Conlrol Desk) 2pp 45718 144 45716 145 

6805310102 Forwards errata for project status repts re instrumentation & controls & 
HVAC Project status repla transmitted via TXX 88247 did 890218 
COUNSIL.WG TU Electric (formerly Texes Utilities Generating Co) 88/05/20 Docu 
ment Control Branch (Document Control Desk), 7pp 45732 097*45732 101, 

880B0600B9 Provides clarilicalton to reflect recent changes in procedures A mamt-spe 
ciftc work practices ro 631 121 & 861 106 responses to Generic Ltr 03 28 ftem 2 2 1 
COUNSIL.WG. TU Elactrrc (formerly Toxas Utilities Generating Co ). 89/05/20 Docu- 
ment Control Branch (Document Control Desk) 3pp 45764.031 45764,033 

8808060097 Describes manual actions to be taken by operators In event of firo (n 
planter A Singh request 

COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 80/05/20 Docu 
ment Control Branch (Document Control Desk) Ip 45764*061-45764 061 


0806030374 Requests assistance in reviewing specific narrow-scope TSAI! chances L/ 
plant Guidelines to bo followed io avoid confusion A Inefficiencies intor In re^inv proc- 
ess stalod Are c *s requiring review & NUREG 0797 status matrix oncl 
GRIMES, Ct Ofc ol Special Projects 88/05/26 MARTIN.TT Associate Duvttor 
Inspection A Technical Assessment (Post 0704 11) 86pp 45715 072*45716 130 

8806020029 Forwards summary of FSAR Amend 71 detailed description Amc^d pro- 
vides updatos.ravs.additlons.cfanfications & editorial changes 
BECK.J W TU Electric (formerly Texas Utilities Generating Co) 60/06/27 0ooin>.nt 
Conlrol Branch (Document Control Desk) 25pp 45746 024 45746 048 

8806060022 Notification of 800614 mealing w/ulil in Rockville, MD to discuss app'^a. -• 
radiation protection organization for plant 

WILSON, J.H Ofc of Special Projects 88/06/27 GRIMES, C I Ofc ol Spocial ProJ-V* 
2pp 45743 Q91 45743 092 

8506160403 Summary of 080523 26 audit of util corrective action program in G'<n 
Rose.TX Audit included review of util reasons for establishing HVAC design vs'iJVvn 
effort a reviow of scope of QA technical audit program 

TERAO.D Ofc of Special Projects 80/05/31 Ofc of Special Projects ipp 
45823 27945923 202 

6006060219 Forwards detailed listing & description of every chango to f SAR nut 
causos document to differ from version reviewed & accepted by NRC through SSEfl 
12 

COUNSIL.W G , WALKER, R D TU Electric (formerly Texas U till ties Genome O | 
06/06/01 Document Conlrol Branch (Document Control Dosk). 450pp 457fc1 151- 
45769 274 

8006070302 Responds to 080328 submittal of justification for removing tube 
in strumenl alien Installed In Unit 1 steam generator Concurs In removal of l-ubo 
Uon instrumentation at (Jnll 1 

GRIMES.CI Ofc of Special Projects 00/08/01 COUNSIL.WG TU CloNric (ftHr^y 
Texas Utilities Generating Co) 3pp 45744 289 45744 291 

9006170939 Application to amond CPPR-^e.oxtondlng CP from 880001 io DlOSOUVa 
posed environ impact appraisal end Foe paid 

COUNSIL.WG 7TJ Electric (formerly Toxas Utilities Generating Ct>) OO/Ofl/OC Oxe- 
ment Control Branch (Document Conlrol Dosk), 8pp 45864*316-45004323 

8005140384 Forwards summary of programmafic enhancements relevant io N1SC ffl-".* 
of validation of design & hardware Installation & completion of const 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 88/00/09 
ment Control Branch (Document Control Desk) 48pp 45832 057-45032,104 

0806160124 Submits Info for clarification re meeting on ASME Section III Blaring- 4 
date rept requirements Stipulation re stamping & data rept certification mot b/ utf u 
indicated in stated discussion 

COUNSIL/W.G , MARSHALL, J S TU Electric (formerly Texas Utilities GoncmingCo) 
80/06/10 Document Control Branch (Document Control Desk) 2pp 45863323 
45863,324 


8806060107 Responds to Cl Grimes 880415 request (or Info re cable pulling operations 
& cable splices Attachment A & B pertains to util response concerning past cable puli 
fng operations A util response concerning past cable splices respectively 
COUNSfL.W.G, TU Electric (formerly Texas Utilities Generating Co) 08/05/20 Docu- 
ment Control Branch (Document Control Desk) 5pp 45760 330-45760 334 

8806030026 Forwards errata to mechanical & civ I /structural project summary repts 
COUNSIL.W.G , WOODLAND R TU Electric (formarty Texas Utilities Generating Co) 
80705/26 Document Control Branch (Document Conlrol Desk) 2 pp 45737 158 


0806170109 Discusses actions taken or plannned by util to assure that complainl fed 
by LM Poftzzl against Gibbs & Hill, Inc has no effect in discouraging other employs 
from raising safety concerns, per NRC 880411 Itr Util polrcies encl 
COUNSIL.W G , MARSH ALL, J S TU Electric (formerly Texas Utilities Generating Co) 
80/06/10 Document Control Branch (Document Control Desk) 7pp 45047 
45847*303. 

-88001 701 9C Rev 0 Io NEO 2 15, "Nuclear Complaints & Concerns " 

STREETER, J F , COUNSIL.WG TU Electric (formerly Toxas Utilities Generating Co ) 
86/10/13 5pp 45047 299 45B47 3O3 


-8800070298 Errata to "Civil/Structural," project status rept 

* TU Electric (formody Toxas Ulllllies Generating Co) 88/05/26 2pp 45737.160 
45737.160 

-0806076304 Errata to "Mechanical," project status rept 

* TU Electric (formerly Texas Utilities Generating Co) B0/O5/26 3pp 45737:161- 
45737*102 

0806030197 First partial response to FOIA request for documents App B forwarded A 
also being made available? el PDR App A available at PDR Records also being made 
available at LPDR for plant 

GR1MSLEV.DH Division of Rules & Records (070413 880514) 80/05/26 

WEISS MAN.S California, State of 3pp. 45784:166.45784 168 


8006220196 Summarizes changos in engineering contractor responsibilities for «b1« 
tray hanger corrective action program A now effort will bo completed 
COUNSIL.WG , MARSHALL.J S TU Electric (formerly Texas Utilities Gonoial.rvg Co) 
89/06/15 Document Control Branch (Document Conlrol Desk) 2pp 45069 21/ 
45060 246 

6800240006 Forwards notice of forthcoming meetings w/CASE in Dallas, TX to ducuM 
corrective action program for HVAC, steam generator upper laloral restraint 4 0u** 
matters „ . 

COUNSIL,W G , WOODLAN,D R TU Electric (formerly Texas Utilities Generating Co) 
88/06/15 Document Control Branch (Document Control Desk) 2pp 45010 
4591 Cl 009 
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8006220193 Forwards 080616 Ur from WG Counsil to NM Williams transmitting Into re 
quested by CYGNA, Including Ebasco Procedures SAG CP 17, SAG CP10 & CCP 45 
COUNSIL, W G , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co ) 
68/06/10 Document Control Branch (Document Control Desk) 55pp 45B66102* 
45060 183 

-0806220196 Rev 7 to, "Oeslgn Critorla for Junction Boxes Seismec Category I Electri 
cal Conduit Sys," third party record copy 

NERSES, G, YU.HS, HETTINGER,F Ebasco Services, Inc (subs of Enserch Corp) 
67/10/12 32pp 45866157-45066 221 

~B 806220210 Rev 7 to "Design Criteria for Seismic Category I Electrical Conduit Sys” 
BOVERA.E , YU.H S , HETTINGER.F Ebasco Services, Inc (subs of Enserch Corp) 
67/12/31 36pp 45B66 222-45866 335 

-8806220216 Rev 3 to CCP 45, ‘’Permanent & Temporary Attachments to Embedded 
Weld Plates ” 

* Brown & Root, Inc (subs of Halliburton Co) 84/10/11 17pp 45666 336 
45860352 

“8806220226 Rev 1 to, “Bldg & Secondary Wall Displacements” 

WIESEL.RC Stone & Webster Engineering Corp DBD-CS-1G R01. 87/03/10 Olpp 
45863 353 4SB67 072 

-6606220236 Rev 1 to, "Procedure for Conduit Isometric Design Validation Package 
Closeout " 

KUO.T , CHIOU.C Y , ODAR.E Ebasco Services. Inc (subs of Enserch Corp) 87/11/ 
20. 35pp 45867 073 45867 107 

—6806220261 Rev 4 to, "General Instructions for Oosign Verification ol Electrical Con 
duil ft Box Supports " 

KUO.T., WU.KT, HETTINGER.F Ebasco Services, Inc (subs of Enserch Corp ) 07/ 
10/12 160pp 45867 108*45067 304 

-8606220261 Rev 1 to, "Technical Guidelines for Seismic Category I Electrical Conduit 
Isometic Validation " 

KUO.T , CHIOU.C Y , ODAR,E Ebasco Services, Inc (subs of Enserch Corp ) 87/10/ 
16 t41pp 45867 305*45868 005 

-8306220267 Rev 4 to, “Technical Guidelines for Sys Analysis of Conduit Span Con 
figurations” 

YU,H S , WU,K T , HETTINGER.F Ebasco Services, Inc (subs ol Enserch Corp ) 87/ 
10/13 60pp. 45866 086-45068 145 

-8806220275 Rev 3 to, "Technical Guidelinos for Thermal Analysis ol Seismic Catogory 
1 Electrical Conduit Sys " 

GANDHI.H, YU.HS, HETTINGER.F Ebasco Services, Inc (subs of Enserch Corp,) 
57/10/13 38pp 45868 146 45860 183 

63062(0042 Forwards ANCO Engineers, Inc Rev 2 to Vol 1 to A-000197, "Final Summa 
ry Rept Comanche Peak Conduit Tests," technical rapt, per NRC 070623 witnessing of 
clamp tests 

COUNSIL.WG., WALKER, RD TU Electric (formerly Texas Utilities Generating Co) 
88/06/17, Document Control Branch (Document Control Desk) 2pp 45911 085- 
45911-152 

-BB0621Q043 “Final Summary Ropt Comanche Peak Conduit Tests," technical rent 
HOWARDS E , WALTON, W 0 ANCO Engineers, Inc A-000197 V01 R02, 80/03/31 
66pp 45911-087 45911 152 

8806280024 Forwards assessment of ”RCS Cold Hydrostatic Test Ropt," did 
B0O616,Repl describes activities ro Issues & concerns associated w/complation of 
test/es ults of assessment & adequacy ot RCS cold hydrostatic test 
COUNSIL, WG., WOODLAND, D Ft, TU Electric (formerly Texas Utilities Generating 
Co) 88/06/17, Document Control Branch (Document Control Desk) Ip 45941 312- 
45942-134 

-6806280025 "RCS Cold Hydrostatic Tost Ropt " 

' TU Electric (formerly Texas Utilities Generating Co) EFhME-01 88/06/16 177pp 
45941 313 45942 134 

8606290163 Forwards Westinghouso Owners Group Notification Ltr OG-88-21 .identify 
leg midloop concerns, per Generic Ltr 87*12, "Loss of RHR While RCS Partially Filled’' 
A 880428 meeting agreement 

NEWTON, R A Westinghouso Operating Plants Owners Group 08/06/20 
HODGES, W. Reactor Systems Branch 7pp 45973 330 4597 3 344 

6806290313 Forwards Info copy of NRC Repta R*1 216499 001, "Generic Issues Master 
Uat" & R-1 21 6316*540, "SIMS Descriptions Ropt,” per roquost W/o ends 
GRIMES, Cl Ofc of Special Projects 80/08/20 COUNSIL, WG TU Electric (formerly 
Texas Utilities Generating Co ) 4pp. 45956 218 45956.221. 


F. Security, medical, emergency & fire protection plans 

6806060097 Describes manual actions to be taken by operators in event ot fire In 
plant, per A Singh request 

COUNSIL.W.G, TU Electric (formerly Texas Utilities Generating Co) 00/05/20 Docu* 
menl Control Branch (Document Control Desk). Ip 45764 061*45764 061 

6806300290 Forwards Insp Repta 50*445/88 34 & 50 446/08-30 on 000504-0607 No 
violations or deviations noted 

WARNICK.R.F. Ofc of Special Projects 88/06/17. COUNSIL, WG TU Electric (for- 
merly Texas Utilities Generating Co) 5pp 45975.319 45975 33B 

-8606360293 Insp Repts 50 445/08*34 & 50 446/88 30 on 000504*0607 No violations 
or deviations noted Major areas Inspected applicant actions on IE bulletins, const defi- 
ciencies & fire prevention/protection 

PHILUPS.HS, UVERMORE.HH Ofc of Special Projects 80/06/17 16pp 
45975 323 45976 338 


O. Adjudicatory correspondence 

6666140157 Ad vi 669 that NRC counsel will not be executing nondisclosure 
statement, per NRC manual chapter governing treatment of protected info by NRC 
employees, per recipient 880509 ltr 

MOORE.J E. Assistant General Counsel for Hearings #280 6494 88/05/24 
GARDE, B P. Government Accountability Project Ip 45792 026-45792 026 


8805140170 Advises that NRC will not respond further to applicant 8B0517 motion for 
order resolving all piping & pipe support design issues since NRC filed motion ro 
questing essentially same reliot 

MOORE.J E Assistant General Counsel lor Hearings #2QQ 6495 86/05/24 

BLOCH.PB, MCCOLLOM.K A , JOHNSON, EB Atomic Safety and Licensing Board 
Panel Ip 45792 027*45792 027 

8808080234 Forwards executed original of JW Muffett affidavit Unexecuted copy of affl 
davit in support of applicants 880517 motion for order resolving all piping & plpo sup 
port design issues filed previousty 

SCHMUTZJ A TU Electric (formorly Texas Utilltios Generating Co) SCHMUTZJ A 
Newman ft Holtzmgor #200 6426 08/05/25 CLEMENTS, W L Docketing ft Services 
Branch Ip 45742116 45742 122 

-8606080252 Affidavit of JW Muffett * Enel review issues lists (RILs) on pipe stress ft 
pipe supports document that all Issues closed by CYGNA Job responsibilities of JW 
Muffett stated W/o RILs W/Certificate of Svc 

MUFFETT.JW TU Electric (formerly Texas Utilities Generating Co) 08/05/23 6pp 
45742 117-45742 122 


6006 140160 Advises ot projected schedule for Issuance of NRC SSERs re collective 
significance & evaluation repts.per BB0521 ltr. Next rept on cable trays should be 
issued on 880624 & SSER ro environ activities anticipated on 8B0630 
MOORE.J.E Assistant General Counsel for Hearings //2G0 6496 80/05/25 ELUS,J 
Citizens Association for Sound Energy ip 45792 028*45792 023 

6806030272 Forwards WG Counsil 800526- ltr to NRC transmitting erretas to mechanical 
ft civil/struclurol project status repts W/o repts Related correspondence 
WOOLDRIDGE, R A TU Electric (formerly Texas Utilities Genoratlng Co) 
WOOLDRIDGE, R A Worsham, Forsytno, Sampols & Woolridge (formorly Worsham, 
Forsylhe & Sampels) #200 6305 88/05/26 BLOCH, P B , JORDAN, W H , 

MCCOLLOM.K A Atomic Safety and Licensing Board Panel 2pp 45702153 
45702 154 


8806140147 Forwards applicant ninth submission in response to ASLB 870812 request 
tor applicant response to notices ot violation ft notices of deviations Issued by 
NRC Responses cover period 880429 0527.W/ Certificate of Svc 
EDGAR, G L TU Electric (formerly Texas Utilities Generating Co) EDGAR, GL 
Newman ft Hollanger #283 6493 00/06/06 BLOCH.PB, MCCOLLOM.K A, 

JORDAN, WH Atomic Safety and Licensing Bonrd Panel 20pp 45791 348 
45792 007 

6806440301 Clarifies status of project status repts (PSRs) provided Id Board for 
info Initially, both large & small boro piping & plpo support PSRs provided 1o all parties 
ft Board Per Board roquost, further distribution of PSRs not made to Board 
WOOLDRIDGE, R A TU Electric (formerly Texas Utilities Generating Co) 
WOOLDRIDGE.R A Worsham, Forsytho, Sampels 4 Woolridge (formerly Worsham, 
Forsylhe & Sampols) #288 6505 00/06/07 BLOCH.PB, JORDAN ,W H , 

MCCOLLOM.K A Atomic Safety and Licensing Board Panel Ip, 45792 000* 
45792000 

0803170010 Applicant supplementation to answers to CASE 850027 IntorrogBlones to 
applicant (650827).* No further documents will be providod In response to Interrogate 
flea H-3 ft H 6 Certificate ol Svc end Related correspondence 
EDGAR.G L TU Electric (formorly Texas Utilities Generating Co) EDGAR.G L 
Newman ft Holtzinger #200 6516 QB/06/0D Citizons Association for Sound Energy 
lOpp 45820 047 45820 05Q. 

6806170020 Applicant supplemental responses to CASE discovery requests * Suppls ro 
sponsos lo Interrogatories 31 & 32 did 870619 ft Interrogatory 32 dtd D70630.W/CQr* 
liflcate of Svc Related correspondence 

EDGAR.G J TU Electric (formorly Texas Utilities Generating Co) EDGAR.G J 
Newman & Ho1t2ingor #200 6510 00/00/10 CitlzonB Association for Sound Energy 
lOpp 45820 073-45020 082 

6006230051 Forwards util notice of forthcoming meeting w/CASE to discuss corrective 
action program for HVAC.stoarn generator upper lateral rostralnt ft other 
matters Related corrospondonco 

WOOLDRIDGE.R A TU Electric (formerly Texas Utilities Generating Co) 
WOOLDRIDGE.R A Worsham, Forsythe, Sampols ft Wootrldgo (formerly Worsham, 
Forsythe ft Sampels) #200 6537 80/06/15 BLOCH.PB, JORDAN, WH, 

MCCOLLOM.K, A Atomic Safety and Licensing Board Panel 3pp 45059 284- 

45059 266 

6806230040 Forwards util 880616 lira transmitting inlo roquestod by CYGNA Related 
correspondence 

WOOLDRIDGE.R A, TU Electric (formerly Texas Utilities Generating Co) 
WOOLDRIDGE.R A Worsham, Forsythe, Sampels & Woolridge (formorly Worsham, 
Forsythe ft Sampels) #28B 6535 00/06/16 BLOCK, P B , JOnDON.WH, 

MCCOLLOM.K A Atomic Safety end Licensing Board Panel 3pp 45B69 231 

45059-263 


J, Insurance & Indemnity Information 


8B061 00252 Forwards Endorsement 24 to NELIA Policy NF*274 
COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 80/06/06 
MUflLEY.TE. Office of Nuclear Reactor Regulation, Director (Post 070411) 3pp. 
45772-129 45772 131 


K. Utility Final Safety Analysis Report (FSAR) ft amends 


6606310247 Amend 71 lo FSAR for Comanche Peak Steam Eioctnc Station, W/6B0527 
Hr, 

E3ECK.J W TU Elaclrie (formorly Texas Utilities Generating Co ) 66/05/27 400pp 
45737 173 45730 257 

8806210308 Forwards detailed listing ft description ft relative significance grouping for 
Amends 69 ft 70 of FSAR 

COUNSIL.WG TU Electric (formerly Texas Uhlili os Gone rating Co) 80/06/17 Docu 
merit Control Branch (Document Control Desk), 52pp 45845 291-45645 342 
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O Inspection reports, IE Bulletins & correspondence 

8805250079 Advises til at date of issuance of revised Ebasco waIKdown procedures 
changed to 8B0715 in response to notice of violation Item A 

COUNSIL.WG,. BECK.J W TU Electric ((ormerfy Texas Utilities Generating Co) 88/ 
05/16 Document Control Branch (Document Control Desk) Ip 45680 157- 
45686 1 57 

8805240181 forwards confirmation that administrative controls in pfaee to reduce prob- 
ability of auxilary feedwater pump failure due to steam bindingpor Genenc Ltr 8B-03, 
"Steam Binding of Auxiliary Feedwater Pumps, 1 * 

COUfNSIUW.G TU Electric (formerly Texas Utilities Generating Co) 08/05/17 Docu 
ment Control Branch (Document Control Desk) 2pp 45716 144 45718 145 

0008060094 Advises of revised date for compliance to Notice of Violation Item 
B Reinstruction of engineering personnel to be completed by BBO710 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co) 8B/05/20 Docu 
men! Control Branch (Document Control Desit) Ip, 45764 073 45764 073 

9005310194 Responds to NflC 8B0422 It; re violations noted in Insp Repts 50 445/08* 
20 & 50-446/88-1 7 Corrective action Nonconformance Rept (NCR) 88-05684 written 
to document specific instance of unauthorized marker use 

COUNSIL.W G TU Efeclnc (formerly Toxas Utilities Generating Co ) 88/05/23 Docu 
mant Control Branch (Document Control Desk) 6pp 45719 249 457 19 254 

8805240020 NRC Info Notice 09 033, "Recent Problems Involving Model Spec 2-T Ra 
dlographic Exposure Device " Svc list on cl 

BURNETT, R F Division, of Safeguards & Tran.s porta lion (Post 870413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 150-45683,277 

0608020022 Responds to NRC 800411 ltr ;e open Items noted In Insp Repts 50-445/ 
68-29 & 50-446/06-25 End Includes responses la sys interaction program Open Items 
S 16 through S 30 & mechanlcal/fluld sys Open Items F-44 through F-51 
BECK.J W. TU Electric (formerly Texas Utilities Generating Co), §8/05/27 Document 
Control Branch (Document Control Desk) 157pp 45731 007-4573 T 103 

9806020161 Ack receipt of 071231 & 880516 I Ira, modifying earlier response to NRC 
870402 It; & notice of violation noted In Insp Repts 50-445/86 26 & 50 446/06 22 Re- 
quires addl Info to determine If proposed corroctsvo actions romam acceptable 
GRtMES.CI Ofc of Special Projects 88/05/27 COUNSIL.W G TU Electric (formerly 
Texas Utilities Generating Co ) 6pp 45696 209-45698 214 

8805240090 Suppl 1 to NRC Info Notlco 87-001. "Failure of Westm-ghouse W 2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co, of New York, tnc 120pp 45683 039 456B3:157 

6805240215 NRC Info Notice 80 034. "Nuclear Mali Control & Accountability of Nonfuol 
SNM at Power Reactors*' Svc list end 

ROSSLC E Division of Operational Events Assessment (Post 870411) 8B/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790,198-45790 30B 

9800100018 Responds to NRC 880429 Ur re violations noted In Insp Repts 50 445/08- 
17 & 50 446/93-14 Corrective actions replacement of limit switches on Valves 1HV- 
4165,4166.4168 & 4172 In 1962 conducted 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 66/05/31 Docu- 
ment Control Branch (Document Control Desk) 5pp 45799 063-45799 067 

6608130152 Submits rovisod response to NRC ftr re violations noted In insp Repts 60 
445/85 16 & 50-446/65-15 Corrective actions DCA 13023 revised & statement re 
walkdowns deleted Issue of zinc em bn It lament still being evaluated 
COUNSIL.W G , BECK.J W TU Electric (formerly Texas Utilities Generating Co) 88/ 
05/31 Document Control Branch (Document Control Desk 4pp 46B02 169- 
45802,172. 

8606070259 Clarifies staff position that, absent good cause.NRC expects util to complete 
short-term & long term fnsp9 required by Bulletin 8B001 &. to confirm in writing that 
corrective actions hove been completed by fuel load 

GRIMES.C.I Ofc of Special Projects 68/06/01 COUNSIL.W G TU Electric (formerly 
Texas Utilities Generating Co ) 4pp, 45744:131-45744 134 

0806130145 Advises that training of engineering contractor personnel wifi be completed 
no later than 880801 

COUNSIL.W G, WALKER, R D TU Electric (formerly Texas Utilities Generating Co), 
8B/06/01 Document Control Branch (Document Control Desk) Ip 45802,173- 
46002.173 

8B0527030B NRC Info Notice 88*035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 8B/06/03, 
Consolidated Edison Co of New York, fnc I20pp 45790 068-45790 107 

98DQ140052 Forwards addl info to complete response to IE Bulletin 78-04, "Environ 
Qualification of Certain Stem Mounted Limit Switches Inside Reactor Containment," 
per NRC request 

COUNSIL.W G, TU Electric (formerly Texas Utilities Generating Co ). 68/06/06 Docu- 
ment Control Branch (Document Control Desk). 9pp 4562T223 45821 231, 

0BO614O147 Forwards applicant ninth submission in response to ASLB 870012 request 
for applicant response to notices of violation & notices of deviations issued by 
NRC Responses cover period 080420-0527 W/Certlficate of Svc 
EDGAR, G L. TU Electric (formerly Texas Utilities Generating Co) EDGAR, G L 
Newman & Holtzinger. 0208 6463. 69/06/06 BLOCH.PB, MCCOLLOW.KA . 
JORDAN, WH Atomic Safety and Licensing Board Panel, 20pp 45791 340 
45792 007 

8006160381 Forwards insp Repts 50 445/69 33 & 50 446/88-29 on 880330- 
0420 Team reviewed criteria & methodologies used In corrective action program 
design validation of cable tray hangers, con dull supports & HVAC 
GRIMES.C I, Ofc of Special Projects 68/06/06 COUNSIL.W G TU Electric (formerly 
Texas Utilities Generating Co ) 4pp 45823 220-4 5 B23 255 

-B8061603B8 Insp Repts 60 445/88 33 & 60 446/69 29 on 880330 0429 No violations 
noted, Major areas inspected followup Insps of applicant actions on previous open 
Items Iden lifted In Insp Ropis 50 445/07-39 & 50 446/87-30 re design criteria 
TERAO.D , LVONS.J E Ofc of Special Projects 08/05/27 32pp 46623 225* 
45023*255. 


8006100231 Board Notification 88 005 forwards Ofc of Investigation Rcpt ol Inqury 04 
07-014 re circumstances surrounding failure of ulil to provide Mgt Analysis Do reel on 
timely basis In response to intervenor discovery request 

GRIMES, Cl Ofc of Special Projects 00/06/07 BLOCH.PB, JORDANWH, 
MCCOLLOM.KA Atomic Safety and Licensing Board Panel 2pp 45915 023- 
45015 040 

-8806270015 Investigation Rept Q4 87-014 re identification by Brazos Etoclnc Pcwer 
Cooperative of facts in Texas Utilities Electric Co (TU Electric) 1997 lato filings lo 
A5LBP in conflict w/earller testimony Testimony accepted 

GRIFFIN.HB, DRISKILL.D D Region 4, Ofc of the Director 80/03/15 5pp 
45915 030 45915 040 

8B06020047 NRC Info Notice 88-036, "Possible Sudden Loss ot RCS Inventory Dunrg 
Low Cootant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) C8/06/M 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

6006210427 Forwards Safety Insp Repts 50 445/08 36 & 50 446/00-32 on 060504 
06507 No violations or deviations noted 

VVARNICK.R F Ofc of Special Projects 88/06/08 COUNSIL.W G TU Electric (lor 
merly Toxas Utilities Generating Co ) 5pp 45871 321-45871 338 

-6006210440 Safety Insp Ropis 50 445/80 38 & 50 446/80 32 on 8B0504 0607 No vx) 
fations or deviations noted Major areas Inspected actions on previous Imp 
findings, assessment of allege lions .general plant areas & corrective acllon program 
WAGNER.P C , LIVERMORE.HH Ofc of Special Projects 88/06/08 I3pp 
45B71 326-45871 338 

8806210505 Ack receipt of 080523 It; Informing NRC of steps takon to correcl ylotaHyu 
noted in Insp Repts 50 445/88 20 & 50 446/88 17 Implementation of corroclivo bc 
tions will bo reviewed during future insp 

WARWICK, R F Ofc of Special Projects 00/06/08 COUNSIL.W G TU Electric (for 
merly Texas Utilities Generating Co ) 5pp 45071 216 45071 220 

0806090301 Suppl 2 to NRC Bulletin 87 002, "Fastener Testing to Dolermfno Conlorm- 
ance W/ Applicable Mali Specs " Svc list oncl 

ROSSI.CE (Division of Operational Events Assessment (Post 070411) 69/08/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208 45916 327 

0806170169 Discusses actions taken or plannnod by util to assure that compld'nl fiH-J 
by LM Polizzl against Gibbs & HHIJnc has no effect In discouraalno olhor employees 
from raising safoty concerns, per NRC 00041 1 ltr Util policies end 
COUNSIL.W G , MARSHALL, J S TU Electric (formerly Texas Utilities Goners ling Co ) 
08/06/10 Document Control Branch (Document Control Desk) 7pp 4584/ 261- 
45847 303 

8800220291 Towards Insp Ropts 50-445/08-35 & 50 446/00 34 on 000504 0607 No 
violations or deviations noted 

WARNICK.R F Ofc of Spocial Projects 88/06/13 COUNSIL.W G TU E loci nc (for 
merly Texas Utilities Generating Co) 5pp 45895 199-45895 214. 

--60O622O310 Safety insp Repts 50 445/80 35 & 50-446/80 34 on 060604 0007 Ho 
violations or deviations notod Major areas inspected followup on vIoIMkwi/ 
deviations, use of three memos, tagging nonconforming equipment 8 general p'aiil 
areas 

HALE.CJ, WAGNER, PC, LIVERMORE.HH Ofc of Special Projects 00/00/10 
llpp 45895 204-45895 214 

6806080025 NRC Info Notice 00 037, “Flow Blockage of Cooling Water to Safely S r a 
Components ” Svc fist end 

ROSSI.CE, Division of Operational Events Assessment (Post 0/0411) Ofl/0fl/M 
Consolidated Edison Co of Now York, Inc 125pp 45946 001 45946 125 

8806080211 NRC Bulletin 88 006, "Actions To Be Taken for Transportation ol Modal 
Spec 2-T Radiographic Exposure Device " Svc list oncl 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 80/00/14 
Consolidated Edison Co ot New York, Inc 100pp 45935,211-45935 310 

8006090194 NRC Info Notice 88 038, "Failure of Undervoltage Trip Attachment en OC 
Circuit Breakers “ Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1 pp 45946 126 45946 236 

80 061 500 13 NRC Bulletin 88 007, "Power Oscillations in BWRs " Svc list one! 
ROSSI.CE, Ofvlslon of Operational Events Assessment (Post 870411) 80/00/15 
Consolidated Edison Co of New York, Inc 114pp. 45929 1 15 45929 220 

8006150186 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Malls Supplied by Piping 
SupplJes.fnc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ ” Svc lisl erwri 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032-45965,161 

8006240160 Third partial response to FOIA request for documents App C, E.F & G doc 
uments end & available In PDR App O documents available In PDR Portions of 
records subj to request withhold (ref FOIA Exemptions 4,5,6 & 7) 

GRIMSLEY.DH NRC - No Detailed Affiliation Given 88/06/15. BO LEY. K Public Gti 
zon’s Critical Mass Energy Project 9pp 45927 007-45927 200 

-8806240224 Partially withheld memo ro 841210 briefing of B Martin on narcotics invert 
tlgation at facilities 

HAYES, BB Office of Investigations 84/12/20 Office of Investigations 4pp 
45927 079-45927 082 

0006220253 Ack receipt of 880331 ltr Informing NRC of steps taken to correct violation! 
noted In Insps 60-445/87-35 & 50 446/87-26 

WARNICK.R F Ofc of Special Projects 06/00/16 COUNSIL.WG TU Eiocinc (to 
merly Texas Ulillltes Generating Co ) 4pp 45860 269-45869 272 

8006230024 Ack receipt of 880531 Hr submitting revised final response to violation! 
noted In Insp Repts 50-445/05 18 & 50-446/85 16 

WARNICK.R F Ofc of Special Projects 80/06/10 COUNSIL.WG TU Eloclric (lor 
merly Texas Utilities Generating Co ) 4pp 45902 171-45902 174 
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8806230140 Ack receipt of 080315 & 0516 Itrs submitting revised responses to Insp 
Repls 50*445/87*16 & 50-446/07-13 Review of corrective & preventive actions will be 
mewed during future insp 

WARNICK.R R Ofc of Special Projects 80/00/16 COUNSIL.WG TU Electric (for- 
merly Texas Utilities Generating Co) 4pp 45902 165-45902 160 

6606230196 Ack receipt of 880331 ttr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 445/08-05 & 50 446/08 04 

WARNICK.R F Ofc of Special Projects 80/06/16 COUNSIL.WG TU Electric (for 
ma-rly Texas Utilities Generating Co) 4pp 45902 281-45902 284 

3806290437 Forwards Insp Repts 50 445/9B 36 & 50 446/80-31 on BQ0504 0607 & 
notice of violation 

WARNICK.R F Ofc of Special Projects 80/06/17 COUNSIL.WG TU Electric (for- 
merly Texas Utilities Generating Co) Spp 45965 003 45965 025 

-850629014145 Notice of violation from insp on 800504 0607 Violation noted two 3/8 inch 
deameter Hilli expansion bolts used for Conduit Support C02012055 07 & installed 
through grout topping did not have required embedment lengths 
WARNICK.R F Ofc of Special Projects 80/06/17 2pp 45965 008-45965 009 

-8006290455 Insp Repts 50*445/86 36 & 50 446/08-31 on 8B0504 0607 Violations 
noted Major areas Inspected applicant actions on previous insp findings, Comanche 
Peak Response Team issue- specific action plans & assessment of allegations 
RUNYAN. M F , LIVERMORE, HH Ofc of Special Projects 08/06/17 15pp 

45965 010*45965 025 

8806300290 Forwards Insp Repts 60 445/08-34 & 50-446/B8 30 on 080504 0607 No 
violations or deviations noted 

WARNICK.R F Ofc ol Special Projects 08/06/17 COUNSIL.WG TU Electric (for 
morly Texas Utilities Generating Co) Spp 45975 319 45975 330 

-8806300293 Insp Repts 50*445/80 34 & 50-448/80 30 on 000504 0607 No violations 
or deviations noted Major areas inspected applicant actions on IE bulletins, const defi 
derides & fire prevention /protection 

PHILUPS.HS, LIVERMORE, H H Ofc of Special Projocts QB/06/17, 16pp 

45975 323*45975338 

8BOB28O051 Ack receipt of 080600 Mr in responso to NRC questions on NAMCO switch 
qualification & actions required by IE Bulletin 78 04 

WARNECK.RF Ofc ol Special Projects 88/06/20 COUNSIL.WG Texas Utilities Co 
2pp 45942 223-45942 224 

8806280140 Forwards table listing revised comototlon dates for 21 rescheduled open 
items from NRC design validation program Insp Repts 50-445/80-29,50 446/68 25,50 
445/87-27, 50 446/87*28,50 445/07-19 & 50 446/07-15 

BECK.J W Til ElQctrlc (formerly Texas Utilities Generating Co) 80/00/20 Document 
Control Branch (Document Control Desk) 3pp 45044 001-45944 003, 

88062801 4B Responds to notice of violation, Item A from Insp Repts 50 445/0G 20 & 50- 
446/08-17 Corrective actlonsialtornativo ultrasonic digital thickness (UT/DT) bolng 
evaluated to eliminate need for removal of primer & paint prior to UT/DT, 

BECK.J W. TU Electric (formerly Texas Utilities Genoratlng Co) 88/06/20 Documont 
Control Branch (Document Control Desk) 3pp 45942 316 45942 318 

8806280336 Responds to NRC 880510 Itr ro violations noted In Insp Ropts 50-445/BB- 
27 & 50 446/88-23 Corrective actions. Do fi cl oncy Rept C 80 03004 written to docu 
merit failure to control procedure manuals & procedures Identified updated 
COUNSIL.WG, BECK.J W TU Electric (formerly Texas Utilities Generating Co ) BO/ 
Q0/2O Document Control Branch (Document Control Desk) 3pp 45945 079- 
45945 081, 

8808200051 NRC Info Notice 08-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 80/06/23. 
Consolidated Edison Co of Now York, Inc I 08 pp 45977*287-45978 033. 

8806200306 NRC Info Notice 88 043, "Solenoid Valve Problems " Svc list oncl 
ROSS!,C.E Division of Operational Events Assessment (Post 870411) 06/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977*164-45977 206. 


5 Reportable occurrences, LeRb & related correspondence 

8805260342 Addendum 1 to Supplemental Part 21 Rept 145 ro potential problem w/F- 
573 156 pressure sensor/lube oil Irlp.lmtlally reported on 8BQ429Addl 1-1/8 Inch di- 
ameter w/deep counterbone in pressure head added to activate valve. 

BLOCK, LR I MO Delaval, Inc 88/05/12, Ofc of Enforcement (Post 670413) 2pp 
45701.222-45701 223. 

880528Q179 Supplemental Deficiency Rept CP 87*62 re use ol nomographs to design 
aeismlcalty supported Class 5 piping syg Initially reported on 070930 Listed specs & 
procedures cannot be revised by 800315 & 18 Next rept will be provided by 800614 
BECK.J W, TU Electric (formerly Texas Utilities Generating Co ) 00/05/18 Document 
Control Branch (Document Control Desk) 2pp 45689 049-45609 050 

8806030383 Supplemental Deficiency Rept CP*B5 004 re containment spray header Iso- 
lation valves Initially reported on 860311 Unit 1 mods & testing completed Results of 
valve stroke timing tests Indicated that all Unit 1 valves opened within limits 
COUNSIL.WG, WALKER, R D TU Electric (formerly Texas Utilities Generating Co) 
08/05/20 Document Control Branch (Document Control Desk) Ip, 45746 297- 
45746 297 

8606140161 Final Deficiency Rept CP 85*31 ro electrical racoway support sys Initially re- 
ported on 861205 Affected separation barrier mail & radiant energy shield removed 
OOUNSIL.W G , WALKER, RD TU Electric (formerly Texas Utilities Generating Co.) 
88/06/01. Document Control Branch (Document Control Desk) 2pp 45021 208- 
45021 209. 

-060614c 166 Supplemental Deficiency Rept CP 87-51 re 4B0 volt containment electrical 
penetration backup proteclion Initially reported on 070729, Completion date for Unit 1 
revised to 600715 & Unit 2 completion dato unchanged 

COUNSIL.WG,, WALKER.R.D. TU Electric (formerly Texas Utilities Generating Co) 
88/06/01 Document Control Branch (Document Control Desk) Ip 45021 232* 
45821 232 


0606140177 Supplemental Deficiency Rept CP 87-19 re ambient tamp effects on MSIV 
actuators Initially reported on 660118 Repaired Unit 2 MSIVs actuators installed In 
Unit t .Unit 2 actuators vail bo reworked onsite & not at vendor shop 
COUNSIL.W G , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co) 
88/06/01 Document Control Branch (Document Control Dosk) ip 45818 354 
45816 354 

8606130236 Supplemental Deficiency Rept CP-84 29 re safo shutdown analysis 
evaluations Initially reported on 841105 Installation of 1-hr fire barrier mall being ac- 
complished per Drawing ECE MI-1700 Completion expected by 801001 
COUNSIL.WG, TU Electric (formerly Texas Utilities Generating Co) 86/06/06 Docu 
mom Control Branch (Documont Control Desk) ip 45802 128 45802 123 

8806150037 Final Deficiency Rapt CP-87-10 re control of design mods for sya trans- 
ferred to operations Initially reported on B70511 Improperly controlled documents in- 
dexed & entered into data base except for seven nonsafety-relatod changes 
COUNSIL.WG TU Electric (formerly Toxas Ulllitlos Generating Co) 06/06/08 Docu- 
ment Control Branch (Document Conirol Desk) 2pp 45847 165 45847 166 

8600150045 Final & Supplemental Deficiency Rept CP 66 22 re capacity of fan cooler 
design in safeguards area Initially reported on B7070B Chilled water rebalancing & en- 
gineering review of startup lost procedure will bo completed before refuel 
GQUNSIL.WG T(J Electric (formerly Texas Utilities Generating Co) 88/06/08 Docu- 
ment Control Branch (Document Control Desk) ip 45035 320 45835 320. 

0806160169 Interim Deficiency Rept CP-86-4B re adequacy of nonconformance 
dispositions Initially reported on 86061 5 Evaluation continuing Next rept anticipated by 

COUNSIL.WG, MARSHALL.JS TU Electric (formerly Toxas Utilities Generating Co) 
88/06/10 Document Control Branch (Document Control Dask) Ip 45041 197- 
45041 197 

8806200192 Supplemental Deficiency Ropt CP-88-20 re Instrumentation lor detection & 
mitigation for high energy line breaks (HELB) outside containment Initially reported on 
Q8012B Completion ol engineering & const activities scheduled for 681001 
WALKER, R D TU Electric (formerly Texas Utilities Genoratlng Co) 80/06/13 Docu 
menl Control Branch (Document Control Dosk) ip 45065 140-45B65 140 

8606220003 Supplemental Dohciancy Rept CP-85 50 ro Improper welding processes in 
mlg of cablo tray tec fillings Initially reportod on 070930 Mod work ongoing w/epprox 
95% completion for Unit IFlvo of 216 too fittings Inaccessible for mad 
COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 88/06/14 Docu- 
ment Conirol Branch (Document Control Desk) Ip 45913 172-45013 172 

0806220004 Supplemental Deficiency Rept CP 88 07 ro reactor coolant pump 
wiring Initially reported on 0801 1 1 .All required design chango authorizations for mods 
to Class IE circuits have been issued Mods scheduled for completion by 800618 
COUNSIL.WG . WOODLAND R TU Electric {formerly Texas UtiMles Generating Co) 
88/06/14 Document Control Branch (Document Control Desk) Ip 45925331* 
45925 331 

8608220005 Supplemental Deficiency Rept CP-87-136 re motor control ctr space 
hoalcrs, Initially reportod on 8001 1 1 Scheduled dato of BB0616 for completion of work 
will not bo mot New scheduled completion data will bo 090817 
COUNSIL.W G , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co ) 
66/00/14. Documont Conirol Branch (Document Control Dosk) Ip 45908 313- 
45900 313, 

8808220007 Supplemental Deficiency Rept CP-OB-18 ro post accident monitoring 
Instrumentation Initially reported on 800125 Implementations of mods ro monitoring 
channel for RCS pressure rescheduled for completion by 801201 
COUNSIL.WG TU Electric (formorly Toxas Utilities Generating Co) 00/00/14 Docu 
ment Conirol Branch (Document Conirol Desk) Ip 45913 171-45913 171 

0808220009 Supplemental Deficiency Rept CP-87-134 ro Class IE ac electrical 
sys Initially reported on 880111 Loading calculations affecting cabto sizing & clrult 
breaker sizing being undated Calculations will bo completed by 880815 
COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 88/06/14 Docu 
mont Control Branch (Documont Conirol Dosk) Ip 45913 274-45913 274 

0806230217 Supplemental & Final Daliclency Ropt CP-87-62 for Units 1 & 2, respective- 
ly re use of nomographs to design solsmlcally supported Class 5 piping ays Initially 
[o parted on 870930 Spec 2323-MS 46 B will be revised to delete design Info 
COUNSIL.WG . WOOOLAN DR TU Electric (formerly Texas UtiMlos Generating Co) 
013/06/16 Documont Control Branch (Document Control Desk) 3pp 45948051- 
45048 053 

8806210037 Final Deficiency Ropt CP 88-11 re battery overchargor heating Initially re- 

& ortod on 0BO111 Condition not reportable under 10CFR50 55(e) or 1DCFR21 
/ALKER.R 0 TU Electric (formorly Toxas Utilities Generating Co) 00/OB/I? Docu- 
ment Control Branch (Document Control Desk) 2pp. 45905 265-45905*200. 

0006200033 Supplemental Deficiency Ropt CP-80-51 re anchor bolls supptiad by 
Hilti Initially roportod on 860524 Evaluation ol deficiency continuing Next rept will bo 
submitted no later than 880804 

COUNSIL.WG, WALKER.R.D, TU Electric (formorly Texas Utilities Generating Co) 
80/06/23 Oocumertl Control Branch (Document Control Desk), Ip 45962 256* 
45062 266 


T. HoarlnQ transcripts on non-antllruat matters 

0702040344 Summary of 070107 mooting w/utils at site re applicants update on 
progress of Comanche Peak response Team program plan & numorous corrective 
action programs underway List of attendees & mooting transcription oncL 
TRAMMELL.CM PWR Project Directorate 5 B7/G1/20 PWfl Project Directorate 5 
5pp 45825039 45825 1G5 

-88061 7Q063 Transcript of 670107 NRC/Comancho Peak Steam Electric Station mgt 
mooting In Glen Roso.TX Viowgraphs oncl Pp 1*100 

* NRC- No Detailed Affiliation Given 07/01/07 162pp 45625 044*4 5 825*195 

8000070284 Transcript of 060601 prehearing conference In Dallas, TX Pp 25,157* 
25,186. 

* Atomic Safoly and Licensing Board Panel 88/06/01 34pp 45725 001-46725 032 
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DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appllcatlon/conatruclkm stage documents & correspondence 

0805270207 Forwards propnelary WCAP-11520 A non proprietary WCAP-11047, "RCS 
Flow Anomaly Investigation Rept” Ust of (our loop plants w/anomaly 

sensitlvity.appticatlon for withholding & affidavit end WCAP-1 1520 withheld (ref 
10CFR2 790) 

JOHNSON.W J Westlnghouso Electric Corp 60/05/13 HODGES.M W Division of 
Engineering & Systems Technology (Post 670411) 3pp 45734 247-45735 042 

-8605270213 Requests withholding of WCAP-U520, 'RCS Flow Anomaly Investigation 
Rept," per 1GCFR2 790 Affidavit end 

WIE-SEmANN.R A Weslmghouse Electric Corp 88/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 670411) 9pp 45734 250 45734 258 

-0805270216 “RCS Flow Anomaly Investigation Ropt" 

GARNER.DC Weslmghouso Electric Corp WCAP-11B47 60/04/30 203pp 
45734*259 45735 042 

8005240255 Forwards updated SAW corrective action program design validation pack- 
age indexes for civil/struclural, mechanical, electrical, instrumentation A control & 
NUTECH mechanical procurement status rept units 

COUNSIL.W G . BECK.J W TU Electric (formerly Texas Utilities Generating Co) 08/ 
05/16 Document Control Branch (Document Control Desk) 6pp 45719 166 
457ig 191 

8005190334 Board Notification B0-OO3 forwards DC Williams GAO, “Special Rept, Ofc of 
Special Investigations” & NRC 880425 press release indicating that rept made avail 
afato to public 

GRIMES.C 1 Ofc of Special Projects 8B/05/17 BLOCH.PB, JORDAN.WH, 
MCCOLLOM.KA Atomic Safety and Licensing Board Panel 5pp 46822 073 
45822 123 

-0808160455 "Special Rept, Ofc of Investigations " 

WILLIAMS, DC Gen oral Accounting Office 60/04/22 20pp 45822 070-45822 123 

8005240161 Forwards confirmation that administrative controls In place to reduce prob 
ability of auxilary feedwater pump failure due to steam binding, per Generic Ur 86 03, 
“Steam Binding of Auxiliary Feedwater Pumps " 

COUNSIL.W G TU Eloclric (formerly Texas Utilities Generating Co ) 88/05/17 Docu- 
ment Control Branch (Document Control Desk) 2pp 45718 144*46716 145 

8805310102 Forwards errata for project status ropts re Instrumentation & controls & 
HVAC Project status ropts transmitted via TXX-8B247 dtd 680218 
GOUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 68/05/20 Docu 
ment Control Branch (Document Control Desk) 7pp 45732 097-45732 101 

8806060089 Provides clarification to rolled recent changes In procedures & main! spe- 
cific work practices re 831 121 & 831106 responses to Generic Ur 83 28 Item 2 2 1 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 08/05/20 Docu- 
ment Control Branch (Document Control Desk) 3pp 45764 031 45764 033 

8606060097 Describes manual actions la ba taken by operators in event of fire in 
plant.per A Singh request 

COUNSIL.W.G. TU Electric (formerly Texas Utilities Generating Co ) 80/05/20 Docu- 
ment Control Branch (Document Control Oesk) 1 p 45764.061-45764 061 

6806060107 Responds to Cl Grimes 6604 15 request for Info re cable pulling operations 
& cable splices Atlachmonl A & B pertains to util response concerning past cable pull- 
ing operations & util response concerning past cabto splices respectively 
COUNSIL.W G TU Electric (formerly Texas Ulililies Generating Co ) 08/05/20 Docu- 
ment Control Branch (Docu mont Control Desk) 5pp 45760 330 45760 334 


6806160403 Summary of 8B0523 26 audit of util corrective action program in Glen 
Rose.TX Audit included review of util reasons for establishing HVAC design val dabon 
effort & review of scope of QA technical audit program 

TERAO.D Ofc of Special Projects 88/05/31 Ofc of Special Prcjecls 4co 
45823 279 45823 282 

8006060219 Forwards detailed listing & description of every change to FSAR that 
causes document to differ from veroion reviewed & accepted by NRC through 5SER 
12 

COUNSIL.W G , WALKER, R D TU Electric (formerly Texas Utilities Generating Co) 
88/06/01 Document Control Branch (Document Control Desk) 450pp 457£k 1 SI- 
45769 274 


0806070302 Responds to 060328 submittal of justification for removing lube vibration 
Instrumentation installed in Unit 1 steam generator Concurs in removal of luba v-bra 
tion instrumentation at Unit 1 

GRIMES, Cl Ofc of Special Projects 60/06/01 COUNSIL.W G TU Electric (formerly 
Texas Utilities Generating Co ) 3pp 45744 289-45744 291 

0806130205 Submits supplemental info supporting extension of Unit 2 schedule A 
changes requosted extension date Continued const through 920801 will not impose 
greater Impacts on total goundwater withdrawal than thoso already evaluated 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co) 88/06/06 Docu- 
ment Control Branch (Document Control Desk) 3pp 45799 009 45799 091 

8806140304 Forwards summary of programmatic enhancements relevant lo NRC renew 
of validation of design & hardware installation & completion of const 
COUNSIL.W G TU Electric (formerly Texas Utilitlos Generating Co) 86/06/09 Docu- 
ment Control Branch (Document Control Desk) 48pp 45832 057 45832 104, 

8806160124 Submits info for clarification re mealing on ASME Section III stamping A 
data rept requirements Stipulation re stamping & data rept codification mol by uil as 
Indicated In stated discussion 

COUNSIL.W G , MARSHALL, J S TU Electric (formerly Texas Utilities Generating Co ) 
80/06/10 Document Control Branch (Oocurmont Control Dosk) 2pp 45863 323 
45Q63 324 


8806170189 Discusses actions taken or plannned by util to assure that complaint Ned 
by LM Polizzi against Gibbs & Hill.lnc has no effect In discouraging other employees 
from raising safety concerns.per NRC 80041 1 Itr Util policies end 
COUNSIL.W G , MARSHALL.J S TU Electric (formerly Texas Utilities Genorabng Co) 
80/09/10 Document Control Branch (Documont Control Dosk) 7pp 45847 291 
45847 303 


--6606170190 Rev 0 to NEO 2 15, “Nuclear Complaints & Concerns " 

STREETER, J F , COUNSIL.W G TU Electric (formerly Texas Ulililies Generating Co) 
86/10/13 5pp 45847 299 45847 303 

8006220198 Summarizes changos In engineering contractor responsibilities lor cable 
tray hanger corrective action program & now effort will be completed 
COUNSIL.W G , MARSHALL.J S TU Electric (formerly Toxas Utilities Generating Co) 
88/06/ 1 5 Document Control Branch (Document Control Dosk) 2pp 45869 247- 
45869 248 

0006240006 Forwards nolioo of forthcoming mootings w/CASE In Dallas, TX to discuss 
ccrreclive action program (or HVAC, steam generator upper lateral restraint & other 
mailers 

COUNSIL.W G , WOODLAN.DR TU Electric (formerly Toxas Utilities Generating Co) 
88/06/15 Documont Control Branch (Documont Control Desk) 2pp 45910008 
45910 009 


6806030026 Forwards errata to mechanical & civil /structural project summary rents 
COUNSIL.W G , WOODLAN.D R TU Eloctnc (formerly Texas Utilities Generating Co ) 
88/05/26, Oocument Control Branch (Document Control Dosk) 2pp. 45737,158 
45737.162 

“8806070298 Errata to “Civil /Structural," project slalus ropt 

* TU Electric (formerly Texas Utilities Generating Co), 86/05/26 2pp 45737 160 
45737 160 

-8606070304 Errata lo "Machanicat," project status rept 

* TU Electric (formerly Texas Utilities Generating Co) 68/05/26 3pp 45737 161- 
45737,162. 

8006030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR.Records also being made 
available al LPDR for plant 

GRiMSLEY.DH Division of Rules A Records (070413 860514) 08/05/26. 

WEISSMAN.S. California, State of 3pp 45704,16B-45784:ieB 

“8112100572 Std order (or DOE work* "Review of Pumps & Valve Inservice Testing 
Program for OL Plants,” Issued to INEL Statement of work end 
VOLLMER.RH Division of Engineering (praB51125) 61/11/09, 7pp. 45784 232- 


“8202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevitl Rept Dates represent collective NRC Judgement. 

EISENHUT.D.G Division of Licensing (800423 651124) 62/01/19 BASSETT HS 
Office of Management and Program Analysis 3pp 45794 208 45734 210 


8006220193 Foiwards 880616 Itr from WG Council to NH Williams transmillma iriTo r© 
quested by CVGNA, including Ebasco Procedures SAG CP17.SAG CP10 & CCP 45 
COUNSIL.W G , WOODLAN.DR TU Electric (formerly Texas Utilities Generating Co) 
08/06/16 Document Control Branch (Document Control Dosk) 55pp, 46B66 102* 
45860 183 

--B0OB22O216 Rev 3 to CCP 45, "Permanent & Temporary Attachment to Embedded 
Wold Plates” 

* Brown & Root, Inc (subs of Halliburton Co) 84/10/11 17pp 45066336- 
45866 352 

“8006220226 Rev 1 to, "Bldg A Secondary Wall Displacements " 

WJESEL.RC Stone & Webster Engineering Corp DBD CS-19 R01 07/03/10 6lpp 
45006 353 45667 072 

-0806220236 Rev 1 to, "Procedure for Conduit Isometric Ooslgn Validation Package 
Closeout " 

KUO.T , CHIOU.C Y , ODAR.E. Ebasco Services, Inc (subs of Ensorch Corp) 67/11/ 
20 3Gpp 45B67 073-45867 107 

8606210042 Forwards ANCO Engineers, Inc Rov 2 to Vol 1 lo A 000197, "Final Sumnva 
ry Rept Comanche Peak Conduit Tests," technical rept, per NRC 670623 witnessing of 
damp tests 

COUNSIL.W G, WALKER, RD TU Electric (formerly Texas Utilities Generating Co ) 
88/06/17 Document Control Branch (Documont Control Dosk) 2pp 45911085- 
4591 1*152 


8906030374 Requests assistance In reviewing specific narrow scope FSAR changos (or 
plant. Guide lines to be followed to avoid confusion A inefficiencies later in review proc- 
ess slated Areas requiring review A NUREG 0797 status matrix oncl 
GRIMES.C! Ofc of Special Projects B0/O5/26 MARTIN, TT. Associate Director for 
Inspection & Technical Assessment (Post S70411) 66pp 45715 072-45715 136 


0806020029 Forwards summary of FSAR Amend 71 detailed description Amend pro- 
vides updates.fevs.additions.clanficflUons A editorial changes 
BECK.J W. TU Electric (formerly Texas Ulililies Generating Co ) 88/05/27. Documont 
Control Branch (Document Control Oesk) 25pp. 45746 024-45746 04B 


0806060022 Notification of 880614 meeting w/ulil in Rockville, MD to discuss applicant 
radiation protection organization for plan! 

WILSON.J K. Ofc of Special Projects 60/05/27. GRIMES.C 1 Ofc of Spatial Projects 
2pp. 45743*091-45743 092. 


“8808210043 "Final Summary Ropt Comancho Peak Conduit Tests” technical rept 
HOWARD, G B . WALTON, W B ANCO Engineers, Inc A-000197 V01 R02 60/03/31 
G6pp 45911 0B7-4591 1 152 

0606260024 Forwards assessment of "RCS Cold Hydrostatic Test Repl,” did 
880616 Ropt describes activities re issues & concerns associated w/ completion cl 
test, results of assessment & adequacy of RCS cold hydrostatic tost, 

COUNSIL.W G, WOODLAND, DR TU Electric (formerly Texas Utilities Generating 
Co) 86/06/ % 7 Document Control Branch (Document Control Desk) Ip 45941 312- 
45942 134 

“8606280026 "RCS Cold Hydrostatic Tost Ropt” 

• TU Electric (formerly Texas Utilities Generating Co) ER ME 01 88/06/16 17typ 
45941 313 45942 134 



DOCKETED ITEMS 245 


&80628Q163 Forwards Westlnghouse Owners Group Notification Ltr OG-88-21 .identify- 
ing mldloop concerns, per Gonenc Ltr 87-12, “Loss of RHR While RCS Partially Filled" 
& 680428 meeting agreement 

NEWTON, R A Westmghouse Operating Plants Owners Group 8B/Q6/2Q 
HODGES ,W Reactor Systems Branch 7pp 45973 330*45973 344 

8808290313 Forwards info copy of NRC Repts R* 1216499-001, “Generic Issues Master 
Ust" & R-1216316 540, “SIMS Descriptions Rept,” per request W/o ends 
GRIMES.CI Ofc of Special Projects 08/06/20 COUNSIL.WG TU Electric (formerly 
Texas Utilities Generating Co ) 4pp 45956:218-45956 221 


F. Security, medical, emergency & fire protection plans 


6806060097 Describes manual actions to ho takon by operators In event of fire In 
planner A Singh request 

COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co ) 00/05/20 Docu 
merit Control Branch (Document Control Desk) Ip 45764 061-45764 061 

6606300290 Forwards Insp Repts 50-445/88*34 & 50 446/88 30 on 880504 06Q7NO 
violations or deviations noted 

WARNICK.R F Ofc of Special Projects 88/06/17 COUNSIL.WG, TU Electric (for* 
merly Texas Utilities Generating Co ) 5pp 45975 310 45975 338 

-6606300293 Insp Ropls 50 445/88-34 & 50 446/88 30 on GBO504 0607 No violations 
or deviations noted Major areas inspected applicant actions on IE bulletlns.const dofi 
clendes •& fire pro von tion/pro tec lion 

PHILLIPS, H S Ofc of Special Projects 88/06/17 IGpp. 45975 323 45975 33B 


Gp Adjudicatory correspondence 


6606140157 Advises that NRC counsel will not be executing nondisclosure 

stale ment.por NRC manual chapter governing treatomont of protected info by NRC 
employ ees^er recipient 080509 Ur 

MOO RE ,J E Assistant General Counsel for Hearings #280 6494 88/05/24 

GARDE.Q P Government Accountability Project Ip 45792 026 45792 026 

8606140170 Advises that NRC will not respond further to applicant 880517 molion for 
order- resolving all piping & pipe support design Issuos since NRC lilod motion re 
questing essentially same relief 

MOORE.JE Assistant General Counsel for Hearings #280 6495 0B/05/24, 

BLOCH, P B , MCCOLLOM.K A . JOHNSON, E B Atomic Safety and Licensing Beard 
Panel Ip. 45792 027*45792 027 

8606080234 Forwards executed original of JW Muffott affidavit Unexecuted copy of ofti 
davit In support of applicants 880517 motion lor order resolving all piping & pipe sup 
port design issues filed previously 

SCHMUTZ.T A TU Electric (formerly Texas Utilities Generating Co) SCHMUTZJ A 
Newman & Holtzinger, #208 6420 68/05/25 CLEMENTS.W L Docketing & Services 
Branch Ip. 45742 1 16 45742 122 

-8600080252 Affidavit ol JW Muffott * Enel review Issuos lists (RILs) on pipe stress & 
pipe supports document that all issues closed by CYGNAJob responsibilities of JW 
Muffott stated W/o RlLs W/Certificale of Svc 

MUFFETT.JW TU Electric (formerly Toxas Utilities Generating Co). 80/05/23 Bpp 
45742 117-45742 122 

8606 140160 Advises of projected schedule for Issuance of NRC SSERs re collective 
significance & evaluation ropls, per 0B0521 Ur, Next ropt on cable trays should be 
issued on 880624 & SSER re environ activities anticipated on 000630. 

MOORE, JE Assistant General Counsel for Hearings #280 6496 BB/05/25 ELLIS, J 
Citizens Association lor Sound Energy. Ip 45792 020-45792 028 

8688030272 Forwards WG Counsil 680526 ltr to NRC transmitting erratas to mechanical 
& crvif /structural project status repts W/o repts Related correspondence 
WOOLDRIDGE, R A TU Electric (formerly Texas Utilities Generating Co) 
WOOLDRIDGE, R A Worsham, Forsythe, Sampols & Woolridgo (formerly Worsham, 
Forsythe A Sampels) #288 6305 00/05/26 6LOCH.P.B , JORDAN, W H , 

MCCQLLOM.KA Atomic Safety and Licensing Board Panel 2pp. 45702 153- 
45702-154 

8006140147 Forwards applicant ninth submission in response to ASLB 870812 request 
for applicant response to notices of violation & notices ol dsviations Issued by 
NRC Responses cover period 800429 0527 W/Cortlficate of Svc 
EDGAR.GL TU Electric (formerly Toxas Utilities Generating Co) EDGAR.G.L 
Newman & Holtzinger, #280 6493. 08/06/06 BLOCH, P B„ MCCOLLOM.K A , 
JORDAN, W H Atomic Safety and Licensing Board Panel 20pp 45791 340 
45792 007 

6806140301 Clarilios status ol project status repts (PSRs) provided to Board for 
Info Initially, both large & small bore piping & pipe support PSRs provided to all parties 
A Board Per Board request, further distribution of PSRs not made to Board 
WOOLDRIDGE, R A TU Electric (formerly Texas Utilities Generating Co) 
WOOLDRIDGE.R A Worsham, Forsythe, Sampols & Woolridge (formerly Worsham, 
Forsythe & Sampols) #288 6505 80/06/07 BLOCH.PB, JORDAN,WH, 

MCCQLLOM.KA Atomic Safety and Licensing Board Panel Ip, 45792 003* 
45762.008 


8606170010 Applicant supplementation to answers to CASE 850827 interrogatories to 
applicant (850827) 1 No further documents will bo provided In response to Interrogate 
rles H*3 & H 6. Certificate ol Svc end Related correspondence 
EDGAR, G L TU Electric (formerly Texas Utilities Generating Co.) EDGAR, G l. 
Newman & Holtzinger. #208 6510, 88/06/08, Citizens Association for Sound Energy 
10pp. 45820.047 4SB20.056 

8906170020 Applicant supplemental responses to CASE discovery requests * Suppls re- 
sponses to Interrogatories 31 & 32 did 870619 & Interrogatory 32 did 870630W/Cer- 
tiflcate of Svc Related correspondence 

EDGAR.GJ TU Electric (formerly Texas Utilities Generating Co) EDGAR.GJ 
Newman & Holtzinger. #288 6518. 88/06/10. Citizens Association for Sound Energy 
10pp. 45820 073*45820 082 


8805230051 Forwards util notice of forthcoming mealing w/CASE to discuss corrective 
action program for H VAC, steam generator upper lateral restraint 6 other 
matters Rotated correspondence 

WOOLDRIDGE.R A TU Electric (formerly Texas Utilities Generating Co) 

WOOLDRIDGE.R A Worsham, Torsylho, Sampols & Woolridgo (formerly Worsham. 
Forsythe & Sampols) #288 6537 68/66/15 BLOCH.PB, JORDAN.W H , 

MCCOLLOM.K A Atomic Safety and Licensing Board Panel 3pp 45059 284- 
45859 286 

8808230040 Forwards util 880616 lus transmitting Info requested by CYGNA Related 
correspondence 

WOOLDRIDGE.R A TU Electric (formerly Texas Utilities Generating Co) 

WOOLDRIDGE.R A Worsham, Forsythe. Sampels & Woolridgo (formerly Worsham, 
Forsythe & Sampols) #268 6535 88/06/16 BLOCH.PB., JORDON.WH.. 

MCCOLLOM.K A Atomic Safely and Licensing Board Panol 3pp 45B59 281- 
45B59 283 


K Utility Final Safety Analysis Report (FSAR) & amend* 


0606010247 Amend 71 to FSAR for Comanche Poak Stoam Electric Station W/8Q0527 
fir 

BECK.JW TU Electric (formerly Texas Utilities Generating Co) 0B/05/27 4O0pp 
45737 173*45738 257. 


BBO 62 10300 Forwards detailed listing & description &. relative slgmlicsm.ce grouping lor 
Amends 69 & 70 of FSAR 

CQUNS1L.WG TU Electric (formerly Texas U till ti os Generating Co ) 8B/06/17 Docu- 
ment Control Branch (Document Control Desk) 52pp 45845 291-45845 342 


Q. Inspection reports, IE Bulletins & correspondence 


8005250079 Advises that dato of Issuance of revised Ebasco walkdown procedures 
changed to 080715 In response to notice of violation Item A 

COUNSIL.WG, BECK.JW TU Electric (formerly Toxas Utilities Generating Co) 88/ 
05/16 Document Control Branch (Document Control Desk) Ip 4560G157- 
456GG157 

8805240181 Forwards confirmation that administrative controls In place to reduce prob 
ability of auxilary loodwator pump failure dua to steam blnding.por Generic Ltr 6B03, 
‘"Steam Binding of Auxiliary Feedwater Pumps " 

COUNSIL.WG TU Electric (formerly Toxas Utilities Ganoratlng Co) 08/05/17 Docu 
morU Control Branch (Document Control Desk) 2pp 45710 144 45710 145 

8B06Q8G094 Advises of revised date lor compliance to Nollco of Violation Item 
B Roinstruchon of engineering porsonnel lo be complotod by 800710 
COUNSIL.WG TU Electric (formorly Texas Utilities Generating Co) 88/05/20. Docu- 
ment Control Branch (Document Control Desk). Ip 45764 073-45764 073 

B0O531O1&4 Responds to NRC 880422 ltr re violations notod in Insp Repts 50 445/BB- 
20 & 50-446/80 17 Corrective action Nonconformance Rept (NCR) BB 05QR4 written 
to document specific Instance of unauthorized marker use 

COUNSIL, W G TU Electric (formerly Texas Utilities Generating Co) 88/05/23 Docu 
ment Control Branch (Document Control Desk) 6pp 45719 249-45719 254 

0805240028 NRC Info Notice 88-033, " Recent Problems Involving Model Spec 2*T Ra 
diographlc Exposure Device.'" Svc list end 

BUnNETT.P F. Division of Safeguards & Transportation (Post 870413). 88/05/27 
Consolidated Edison Co of Now York, Inc, 120pp 45603 158 456B3 277 

6806020022 Responds to NRC 680411 ltr <e open itorns notod In Insp Ropls 50 445/ 
08 29 & 50 446/80*25 Enel inctudos responses to sya interaction program Open Items 
S-16 through S 30 & mechanlcat/fluld sys Opon Homs F-44 through F-51. 

BECK.JW. TU Electric (formerly Toxas Utilities Gonoratlna Co) 06/05/27. Document 
Control Branch (Document Control Desk). 157pp 4573V007-4573V163, 

6006020161 Ack racQlpl of 071231 & 680516 Itrs, modifying oailier response to NRC 
070402 ltr & notlco of violation noted in Insp Repts 50 445/80 26 & 50 44Q/86-22 Re- 
quires sddl Info to determine 11 proposed corrective actions remain acceptable 
GRIMES.CI Ofc ol Special Projects BB/05/27 COUNSIL, W-G TU Electric (formerly 
Texas Utilities Generating Co ) 6pp 45690 209 45698.214. 

686 52400 90 Suppl 1 to NRC Info Notice 67-061. "Failure of Wostlnghouse W-2-Type 
Circuit Breaker Cell Switches ’* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Pest 670411) B0/05/31 
Consolidated Edison Co of Now York, fnc IZGpp 45603.036-45663 157 

88 052402 15 NRC Info Notice 88 034, "Nuclear Matt Control & Accountability of Nonfuel 
$NM at Power Reactors " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 8B/05/31 
Consolidated Edison. Co of Now York, Inc 122pp 45790 166*457 9 Q.308 

8806100018 Responds lo NRC 080420 ltr re violations notod In Insp Repla 50 445/88- 
17 & 50-446/BB-14 Corrective actions replacement of limit switches on Valves 1HV- 
4165,4166,4168 & 4172 In 1982 conducted 

COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co ) 88/05/31 Docu- 
ment Control Branch (Document Control Desk)- 5pp 45790 063-45709 OG7 

8806130152 Submits revised responso to NRC Hr re violations noted In Insp Ropls 50* 
445/85-18 & 50 446/65-15 Corrective actions DCA 13023 rovisod & statement re 
walkdowms deleted issue of 2lnc embrittlement still being evaluated. 

COUNSIL.WG, BECK.J.W TU Electric (formerly Texas Utilities Generating Co) 88/ 
05/31 Document Control Branch (Document Control Desk) 4pp 45802169 
45802-172. 

8806070259 Clarifies staff position thot,absent good cauao.NRC expects util to complete 
short-term & tong term Insps required by Bulletin BD-001 & to confirm in writing that 
corrective actions have been completed oy fuel load 

GRIMES.CI Ofc of Special Projects 80/06/01. COUNSIL.WG TU Electric (formerly 
Toxas Utilities Generating Co) 4pp 45744:131-45744 134 
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8B061 30145 Advises that training of engineering contractor personnel will be completed 
no later than 880601 

COUNSIL.WG, WALKEfl.RD TU Electric (formerly Texas UtjlitEQs Generating Co) 
88/06/0 1 Document Control Branch (Document Control De9k) Ip 45802 173- 
45B02 173 

8806070107 Forwards Rev O to "AS ME Section XI Preservice Insp Plan ” Plan complete 
w/oxcepfron of any addl relief requests discovered dunng performance of Insp activity 
COUNSIL.WG , VVOODLAN.OR TU Electric (formerly Texas Utilities Generating Co) 
88/06/02 Document Control Branch {Document Control Desk) 2pp 45776164 
45776 237. 

“0006070109 Rev 0 to "ASME Section Xt Presence Insp Plan " 

SKAGGS.M TU Electric (formerly Texas Utilities Generating Co) 88/02/24 71pp 
45776 160-45776 237 

0805270336 NRC Into Notce 88-035, "Inadequalo Licensee Perfornned Vendor Audits” 
Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post B7041 1) 08/06/03 
Consolidated Edison Co of New York, Inc f20pp 45790 008 45790 187 

0806140052 Forwards addl info to complete response to IE Bulletin 78 04, "Environ 
Qualification of Certain Stem Mounted Limit Switches Inside Reactor Containment," 
per NRC request 

COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 83/06/06 Docu- 
ment Control Branch (Document Control Desk) 9pp 45821 223 45B21 231 

0006160381 Forwards Insp Repts 50 445/06 33 & 50 446/86 29 on 860330 
0429 Team reviewed criteria & methodologies used In corrective action program 
design validation of cable tray hangers, conduit supports & HVAC 
GRIMES.C I Ofc ol Special Projects B8/06/06 COUNSIL.WG TU Electric (formerly 
Texas Utilities Generating Co ) 4pp 45023 220 45823 255 

“8808160386 Insp Repts 50-445/60-33 & 50-446/08-29 on 080330-0429 No violations 
noted Major areas inspected followup insos of applicant aclions on previous open 
Items Identified in Insp Repts 50 445/07 39 & 50 446/87-30 re design criteria 
TERAO.D. LYONS.JE Ofc of Special Projects 88/05/27 32pp 45023 225 
45823 256 

0806100231 Board Notification 68 005 forwards Ofc of Investigation Rept of inquiry Q4 
87-014 re circumstances surrounding failure of util to provide Mgt Analysis Co rept on 
timely basis m response to intervenor discovery request 

GRIMES, Cl Ofc of Special Projects BB/06707 BLOCH.PB, JORDAN.WH, 
MCCOLLOM.K A Atomic Safety and Licensing Board Panel 2pp 45815 028- 
45915 040 

-8606270015 Investigation Rept Q4-87 014 re Identification by Brazos Electric Power 
Cooperative of facls in Texas UOlitloa Electric Co (TU Electric) 1GB7 lato firings to 
ASLBP in conflict w/tfariior testimony Testimony accepted 

GRIFFIN, H B , DRISKILL ( DD, Region 4, Ofc of tho Director 68/03/15 5pp 
45915 030 45915,040 


6806090194 NRC Info Notice 88 038, "Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 111 pp 45946 126 45946236 

0806160013 NRC Bulletin 08 007, "Power Oscillations In BWRs" Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) B8/06/15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15 45929 228 

0806150186 Suppl 1 to NRC Bulletin 88-005, “Nonconforming Mails Supplied by P^no 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ Svc Irsl end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) B8/M/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965*151, 

0806240150 Third partial response to FOIA requost for documents App C. £,F & G dbc 
uments end & available in PDR App D documents available in PDR Portions of 
records subj to request withheld (ref FOIA Exemptions 4,5,6 & 7) 

GRIMSLEY.O H NRC - No Detailed Affiliation Given 80/08/15 BOLEY.K Pub’icCt) 
zen’s Critical Mass Energy Project 9pp 46927 007-45927 200 

-8806 240224 Partially withheld memo re 841210 briefing of 8 Martin on narcotics 
tigatJon at facilities 

HAYES.B B Office of investigations 04/12/20 Office of Investigations 4*e 
45927 079 45927 082 W 

0006220253 Ack receipt of 880331 Itr informing NRC of slops taken to coriecl violations 
noted In Insps 50 445/07 35 & 50 446/87 26 

WARNICK.RF Ofc of Special Projects 60/06/16 COUNSIL.WG TU Electric (for- 
merly Texas Utilities Generating Co ) 4pp 45B69 269 45B69 272 

6006230024 Ack receipt of 880531 Itr submitting revised final response to violations 
noted in Insp Repts 50 445/05-10 & 50 446/85-15 

WARNICK.RF Ofc of Special Projects 60/06/16 COUNSIL.WG TU Electric (tor 
merly Texas Utilities Generating Co ) 4pp 45902 171-45902 174 

0800230140 Ack receipt of 880315 & 0516 Itrs submitting rovised responses to Insp 
Repts 50 445/87 16 & 50 446/87-13 Review of corrective & preventive actions wi'l be- 
reviewod during future insp 

WARNICK.RF Ofc of Special Projects 88/06/10 COUNSIL.WG TU Electric (for 
merly Texas Utilities Generating Co ) 4pp 45902 165-45902 168 

0GD623O19B Ack receipt of 080331 Itr informing NRC of stops taken to correct vw Pale ns 
noted in Insp Repts 50 445/8B 05 & 50*446/80 04 

WARNICK.RF Ofc of Special Projects 00/06/16 COUNSIL.WG TU Electric (for 
merly Texas Utilities Generating Co ) 4pp 45902 2B1 45902 284 

0808290437 Forwards Insp Repts 50 445/88 36 & 50 446/08 31 on 060504 0607 A 
notice of violation 

WARNICK.RF Ofc of Special Projects 08/06/17 COUNSIL.WG TU Electric (for 
merly Texas Utilities Generating Co ) 5pp 45965 003 45965 025 


0806020047 NRC Info Notice B0 036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Op oration " Svc list end 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 0B/O9/OG 
Consolidated Edison Co of New York, Inc 120pp 459S5 152 45965 271 


-8606290445 Notice of violation from Insp on 080504 0607 Violation noted two 3/6 inch 
diamotor Hlltl expansion bolts used for Conduit Support C02012055 07 & Insta 1 '^ 
through grout topping did not have required embedment lengths 
WARNICK.RF Ofc of Special Projocts 80/06/17 2pp 45965 008 4 5965 009 


0800210427 Forwards Safety Insp Repts 50 445/88 38 & 50 446/BB-32 on 880504- 
06507.No violations or deviations noted 

WARNICK.RF Ofc of Special Projects 8B/O6/0B COUNSIL.WG TU Electric (for 
merly Texes Utilities Generating Co) 5pp 45871 321 45B71 338 


“0006210440 Safety Insp Repts 5O-445/80-3B a 50 446/88 32 on 600504-0607 No vso 
fattens or deviations noted Major areas inspected actions on previous insp 
tindmgs.aasossment of alien at! onager oral plant areas & corrective action program 
WAGNER, PC,. LIVERMORE.HH Ofc of Special Projects 80/06/00 13pp 
45671 326 45871,336, ' w 


-8006290455 Insp Repts 50 445/00 36 & 50 446/80-31 on 800504 0607 Violation! 
noted Major areas fnspectod applicant actions on previous Insp fin ding s, Comanche 
Poak Response Team Issuo specific action plons & assessment of allegations 
RUNYAN, M T , LIVERMORE.HH Ofc of Special Projects 88/06/17 1$M> 

45965.010 45965 025 

8006300290 Forwards |nsp Repts 50 446/08-34 & 50 446/00 30 on 880504 0607 Fto 
violations or deviations notod 

WARNICK.RF Ofc of Special Projocts 88/06/17 COUNSIL.W.G TU Eloctnc (Iff 
marly Texas Utilities Generating Co ) 5pp 45975 319 45975 338 


8000210505 Ack receipt of 8D0523 ftr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 445/08 20 & 50 448/80 17 Implementation of corrective ac 
tlons will bo reviewed during future insp 

WARNICK.RF Ofc of Special Projects 68/08/08 COUNSIL.WG TU Electric (for- 
merly Texas UtilUleB Generating Co) 5pp 45B71 216-45871 220 


“0006300293 Insp Ropls 50-445/88 34 & 60 446/86 30 on 000504-0607 No Violations 
or deviations notod Major areas Inspected applicant actions on IE bulletms.const dafi 
cfencles & fire provonllon/protecllon 

PHILLIPS.HS, LIVERMORE.HH Otc of Special Projects 90/00/17 16pf 
45975 323 45975 330 


8006090301 Suppl 2 to NRC Bulletin 87-002, “Fastener Tasting to Determine Conform 
ance W/Applicnble Mall Specs " Svc list and 

ROSSI.C t Division of Operational Events Assessment (Post B70411), 88/06/10 
Consolidated Edison Co of New York, tnc 120pp 45916 208-45016 327 


0800200051 Ack receipt of 880606 Itr in response to NRC questions on NAMCO switch 
qualification & actions required by IE Bullotln 78 04, 

WARNICK.RT Ofc ol Special Projects 00/06/20 COUNSIL.WG Texas Utilities Co 
2pp 45942 223 45042 224 


8006170189 Discusses actions taken or ptannned by ulll to assure that complaint filed 
by LM PolizzI against Gibbs & Hill, Inc has no effect in discouraging other employees 
from raising safety concerns, per NRC 88041 1 Itr Util policies end 
COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co) 08/06/10, Docu- 
ment Control Branch (Document Control Desk) 7pp 45347 291 45347 303, 


0006200140 Forwards table listing revised complotlon dates for 21 rescheduled open 
itoms from NRC design validation program Insp Repts 50 445/08-29,50*446/88 25,60- 
445/07-27, 50 446/87 20,50 445/07-19 & 50 446/87-15 

BECK.J W. TU Electric (formerly Texas Utilities Generating Co) 00/00/20 Docunvd 
Control Branch (Document Control Desk) 3pp 45944 001-45944 003 


9806220291 Forwards Insp Repts 50-445/88-35 & 50-446/80-34 on 880504-0607 No 
violatlo ns o r da vi atlon 9 nol e d 

WARNICK.RF Ofc of Special Projects 88/06/13, COUNSIL.WG TU Electric (for- 
merly Texas Utilities Generating Co ) 5pp, 45895 199 45895 214 

—0606220318 Safety fnsp Repts 50*445/88 35 & 50-446/08-34 on B80504 0607 No 
Violations or deviations noled.Major areas inspected followup on violations/ 
Rations, uso ol three memos, tagging nonconforming equipment & general plant 

HALE, CJ. WAGNER, PC., LIVERMORE.HH Ofc of Special Projects 88/06/10 
1 1 pp, 45695 204-45B9 5 214. 


0806000025 NRC Info Notice B8-037, “Flow 81ockage of Cooling Water to Sofoty Sv$ 
Components " Svc list end 1 * 

ROSSI CE Division of Operational Events Assessment (Post 070411), 88/06/14 
Consolidated Edison Co 01 New York, {nc 125pp 46946 001-45946 126 

8806080211 NRC Bulletin 88-006, '"Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc fist end, 

BURNETmF TDEvision ol Safeguards & Tran sport a lion (Post 870413) 88/06/14. 
Consolidated Edison Co of New York, tnc 108pp 45935 211-45935,318 


0006280140 Responds to notice of violation, Item A from Insp Ropts 50-445/86-20 & 50 
446/6B 17 Corrective adions.altornative ultrasonic digitDt thlcknoss (UT/OT) being 
evaluated to eliminate need for removal of primer & paint prior to UT/DT 
BECK.J W TU Electric (formerly Texas Utilities Generating Co ) 88/06/20 Document 
Control Branch (Document Control Dosk) 3pp 45042 316 45942 318 

8006260336 Responds to NRC 880519 Itr ro violations noted in Insp Repts 50 445/86 
27 & 50-446/88-23 Corrective actions Deficiency Ropt C 08 03094 written to docu- 
ment failure to control procedure manuals & procedures Identified updated 
COUNSIL.WG, BECK.J W TU Electric (formerly Texas Utilities Generating Co) W 
06/20 Documont Control Branch (Document Control Dosk) 3pp 45945 070 
45945 081 

8806200051 NRC Info Notice 88-042, ‘'Circuit Breaker Failures Duo to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.C E Division of Operational Events Assessment fPost 870411) 80/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 207 45978 033 

0009200306 NRC Info Notice 88-043, "Solonoid Valve Problems " Svc list end 
ROSSI.C E, Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of New York, Inc 123pp 45077*164-45977 206. 
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S. R&portabl* occurrences, LERq & related correspondence 

8805280342 Addendum 1 lo Supplemental Part 21 Ropt 145 ro potential problem w/F- 
573*156 pressure sensor/lube oh trip Initially reported on 8BQ429 Addl 1*1 /8-Inch di- 
ameter w/doep counterbono In pressure head added to activate valve 
BLOCK, LR. IMO Oelaval, Inc 86/05/12 0(c of Enforcomant (Post 870413) 2pp 
45701 222-45701 223 

6405260179 Supplemental Deficiency Rapt CP-07-62 re use ot nomographs to design 
selsmlcally supported Class 5 piping sys Initially reported on 070930 Listed specs & 
procedures cannot be revised by 880315 & 18 Next rept will bo provided by 890614 
BECK.J W TU Electro (formerly foxas Utilities Generating Co) 80/05/10 Document 
Control Branch (Document Control Desk) 2pp 45603 049 45609 050 

6806030383 Supplemental Dolicioncy Rept CP-85-004 re containment spray header iso 
lation valves Initially reported on 850311 Unit 1 mods & testing completed Results o! 
valve stroke liming tests indicated that all Unit 1 valves opened within limits 
COUNSIL.W G . WALKER,R O TU Electric (formorly Texas Utilities Generating Co) 
86/05/20 Document Control Branch (Document Control Dosk) Ip 45746 297- 
45746 297 

8806140168 Supplemental Deficiency Rept CP-87-51 re 480 volt containment electrical 
penelratlon backup protection Initially reported on 070729 Completion date for Unit 1 
revised to 680715 & Unit 2 completion date unchanged 

COUNSIL.W G, WALKER.R D 1U Electric (formerly Texas Utilities Generating Co) 
88/06/01 {Document Control Branch (Document Control Desk) Ip 45821 232- 
45821 232 

6606140177 Supplemental Deficiency Rept CP-07-19 ro amblont temp effects on MS1V 
actuators Initially reported on 880118 Repaired Unit 2 MSIVs actuators installed in 
Unit 1 .Unit 2 actuators will be reworked onsite 8. not at vendor shop 
COUNSIL.W G , WOODLAN.D R TU Electric (formerly Texas Utilities Generating Co ) 
88/06/01 Document Control Branch (Document Control Cask) Ip 45818 354 
45818 354 

6808130236 Supplemental Deficiency Rept CP-84-29 re sato shutdown analysis 
evaluations Initially reported on 041105. Installation of 1*hr fire barrier mall being ac 
compllshed per Drawing ECE Ml -1700 Completion exported by 081001 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co). 80/06/06 Docu- 
ment Control Branch (Document Control Dosk). Ip 45002 1 28 45802 12C 

8B06 150037 Final Deticloncy Rept CP-87-10 re control of dosign mods for sys Irans 
forred to operations Initially roported on 070511. Improperly controlled documents In- 
dexed & entered Into data base except for seven nomjafety-related changes 
COUNSIL.W. G TU Electric (formerly Texas Ulitltloa Generating Co) GQ/06/0B Dqcu 
merit Control Branch (Document Control Desk) 2pp 45847 165-45047 1 66 

4606150045 Final & Supplemental Deficiency Rept CP-B0-22 re capacity of tan cooler 
design in safeguards area Initially reported on 070708 Chilled water rebalancing & en 
aiaearlng review of startup test procedure will be completed before refuel 
CQUNSfl-,WG TU Electric (formerly Texas Utilities Generating Co) 88/06/08 Docu- 
ment Control Branch (Document Control Dosk) Ip 45835 320 45835-320 

8806160169 Interim Deficiency Rept CP-86-40 re adequacy of noncontormanco 
dispositions Initially reported on 060815 Evaluation continuing Next rept anticipated by 
8807 1 3 

COUNSIL.W G . MARSH ALL.J S TU Electric (formerly Texas Utilities Generating Co ) 
BB/06/10 Document Control Branch (Document Control Desk) Ip 45B41 107- 
45641 197 

8608200192 Supplemental Deficiency Rept CP-0B-2O ro instrumentation for detection & 
mitigation for nigh energy line brooks (HELB) outsldo containment Initially roportod on 
BB0128 Completion of engineering & const activities scheduled for 981001 
WALKER.R D TU Electric (formerly Texas Utilities Generating Co) 8Q/06/13 Docu- 
ment Control Branch (Document Control Dosk). Ip. 45BG5.140 450U5 140. 

8808220003 Supplemental Deficiency Rept CP-Q5-50 re improper welding processes in 
mlg of cable tray tee fillings Initially reported on 670930 Mod work ongoing w/flpprox 
95% completion for Unit 1 Five of 216 tee fittings Inaccosslbte for mod 
COUNSIL.W G TU Electric (formerly Texas Utilities Generating Co ) 80/06/14. Docu- 
ment Control Branch (Documont Control Desk) Ip. 45913 172-45913,172 

0608220004 Supplemental Doficloncy Rept CP-8Q-07 ro reactor coolant pump 
wiring Initially reported on 880111 All required design chango authorizations for mods 
to Class IE circuits have hoan Issued Mods scheduled for completion by 880610 
COUNSIL.W G . WOODLAN.D R. TU Electric (formorly Texas Utilities Generating Co) 
00/06/14. Document Control Branch (Document Control Dosk), Ip 45925,331- 
45925 331 

6B08220006 Supplemental Deficiency Rept CP 87-136 re motor control ctr space 
heaters. Initially reported on 880111 Scheduled date of B80G15 for completion of work 
will not bo met New scheduled completion date will be 890617 
COUNSIL.W.G , WOOOLAN.D R TU Electric (formerly Texas Utilities Generating Co ) 
88/06/14 Oocument Control Branch (Documont Control Dosk). Ip 45908,313- 
45908 313 

6806220007 Supplemental Deticiency Rept CP-CQ-1C re post accident monitoring 
Instrumentation initially reported on 880125 implementations ot mods re monitoring 
channel (or RCS pressure rescheduled for completion by 8Q1201 
COUNSIL.W G TU Electric (formerly Texes Utilities Generating Co) 88/00/14 Docu- 
ment Control Branch (Document Control Desk) Ip 45913 171 45913 171, 

8606220009 Supplemental Deticiency Rept CP-87* 134 re Class IE ac electrical 
sys Initially reported on 88011 1 Loading calculations affecting cable sizing & clruit 
breaker sizing being updated Calculations will be completed by 680015 
COUNSIL.W G. TU Electric (formerly Texas Utilities Generating Co ) 88/06/14. Docu* 
men* Control Branch (Document Conlroi Desk) Ip 45913 274*45913.274 

8806230217 Supplemental & Final Deficiency Ropt CP-87-02 for Units 1 & 2 1 re9pective* 
ly re use of nomographs to design selsmlcally supported Class 5 piping sys. Initially 
reported on 870930 Spec 2323-MS-46B will be revised to dolete design info. 
COUNSIL.W G . WOODLAN D R TU Electric (formerly Texas Utilities Generating Co ). 
88/06/16 Document Control Branch (Document Control Desk) 3pp 45948-051- 
45948 053. 

8806210037 Final Deficiency Rept CP-08-11 ro battery overcharger heating, Initially re 
ported on 8801 11. Condition not reportable under 10CFR50 55(e) or 10CFR21 
WALKER.R.D TU Electric (formerly Texas Utilities Generating Co) 80/06/17 Docu- 
ment Control Branch (Document Control Desk). 2pp 45905-205 45905 208, 


8806280033 Supplemental Deficiency Rept CP 86 51 ro anchor bolts supplied by 
Mild Initially reported on 880524 Evaluation of deficiency continuing Next ropt will be 
submitted no tater than 880304. 

COUNSIL.W G, WALKER.R D TU Electric (formerly Texas Utilities Generating Co) 
CD/06/23 Document Control Branch (Document Control Desk) Ip 45962 256- 
46962256 


T. Hearing transcripts on non-antltruat matter* 

8702040344 Summary of 370107 mooting w/ utils at site re applicants update on 
progress of Comanche Peak response team program plan & numerous corrective 
action programs underway List ot attendees & meeting transcription end 
TRAMMELL.C M PWR Project Directorate 5 67/01 /20. PWR Project Directorate 5 
5pp 45825 039-45025195 

-6806170003 Transcript ot 070107 NRC/ Comanche Peak Steam Electric Station mgl 
mooting fn Gfen Rose.TX Vi’ewgraphs encf Pp 1-100 

*■ NRC * No Detailed Affiliation Given 87/01/07 1S2pp, 45B25 044 45825 105 

B8Q6O702C4 Transcript of 030601 prehearing conference In Dallas, TX. Pp 25,157- 
25.180 

* Atomic Safety and Licensing Board Panel 88/06/01 34pp, 45725 001-45725032 


DOCKET STN-50-447 GESSAR-239 


A Appllcatlon/conatructlon stage document* & correspondence 

BB0616G005 Partial response to FOIA request for documents Forwards App B 
documents App A & B documents available In PDR 

GRIMSLEY.DH Division of Rules & Records (670413-800514) 88/06/06 

CONNOR, L Doc-Search Associates 7pp. 45824.003-45625 038 

“BB06160249 Forwards requests for addl info ro GESSAR 8 submits comments id 
application Approval of containment design presented In GESSAR must be predicated 
on successful completion of sufficient amount of large scalo t09tlng 
TEDESCO.R L Atomic Energy Commission. Directorate of Licensing 73/11/15 
MOORE.V A Atomic Energy Commission - Daputy Director for Reactor Project* 24pp 
45624 202-45824 225 


DOCKET STN’50-454 BYRON STATION, UNIT 1 


F. Security, medical, emergency J* fire protection plan* 

8905310344 Revised emorgency plan implementing proceduresjncluding Rev 11 lo BZP 
100 Tl, "Station Director (Checklist of Initial Generating Station Emergency Plan Re 
sponsibilitlos)" & Rev 0 to BZP 310 5, "Acting Station Director." Index also end 
' Commonwealth Edison Co 83/05/17. 40pp. 45731 279-45731 -310 

8B06170253 Forwards Amends 18 lo Licenses NPF-37 & NPF-66 & safety 
evaluation Amonda modify license to require compliance w / amended physical socun 
ly planner 10CFR73 55. 

OLSHAN.LN Project Directorate 111-2 08/00/07 BLISS, H Commonwealth Edison 
Co 4pp 45829 064*45029 074 

-88061702B3 Amends 16 to Licenses NPF-37 & NPF-6G, roving license to require 
compliance w/physlcal security plan 

NORRHOLM.L ProJ act Directorate 111*2 80/06/07. 4pp 45020 068*45629 071, 

—8806170292 Safeguards evaluation rept supporting Amends 18 to Licenses NPF 37 & 
NPF-66 

* NRC - No Detailed Affiliation Given 60/06/07. 3pp 45029 072*45829 074. 

8806200166 Responds to 880414 & 0520 Itrs re violations noted In Insp Repls 50 454/ 
86 04 & 60*455/66 05 Violation valid & does not warrant ra classification aB open 
Item Corrective actions requested within 30 days of Itr rocelpi 
NORELIUS.CE Region 3. Ole ol the Director. 88/06/10, REED.C Commonwealth 
Edison Co 2pp, 46803 290 45693,302 

—66 06200 169 Responds to NRC 800308 Itr re violations noted in Insp Repts 50 454/88 
04 & 50-455/G8-05 Violation should not be considered failure to implement socuniy 
Ian Requests that violation bo reclassified as open item 

USS.HE Commonwealth Edison Co B8/04/14. DAVfS.AB Region 3. Ofcotthe Di 
rector, 2pp 45893 300-4589^301. 

—8606200171 Provides suppl to response to violations noted In Insp Repts 50 454/88* 
04 & 50 455/06-05 re h-fleld Intrusion detection sya, Security plan changed lo clarify 
description of E-fleld sys Meeting w/NRC will promote resolution of issue 
AINGER.K A Commonwealth Edison Co. 86/05/20. DA VIS* A B Region 3. Ofc of the 
Director Ip 45893 302-45B93'302. 


J. Insurance & Indemnity Information 

8806020308 Forwards Endorsement 24 to MAELU Policy MF-114, 

OSTER.J Commonwealth Edison Co. 88/05/26 OINITZJ, NRC - No Detailed Affili- 
ation Given 2pp. 45713 352 46713.353. 

8806090166 Forwards Endorsement 31 to NELIA Policy NF-277 & Endorsement 23 to 
MAELU Policy MF-114 

OSTER.J Commonwealth Edison Co 88/06/02. D1NITZ.L Office of Nuclear Reactor 
Regulation, Director (Post 870411} 3pp. 45766 207-45766.289 


P. Operating license stage documents & correspondence 

8006160216 Forwards corrected Page 3/4 3-10 to Amends 16 to Licenses NPF-37 & 
NPF G6 & Amends 7 to Licansos NPF-72 & NPF-75. Original page contained typo 
omission for Functional Unit 16 

OLSHAN.L Project Directorate I II -2. Q0/C5/O9 BLISS.H. Commonwealth Edison Co 
5pp. 45B23 290-46823.296 
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-8806100232 Corrected Page 3 /4 3 10 to Amends IS to Licenses NPF 37 & NPF-66 & 
Amends 7 to Licenses NPF-72 & NPF-75 

' NRC - No Detailed Affiliation Given 88/05/09 2pp 45823 295 45823 296 

8B06O3O197 First partial response to FOIA request tor documents App B forwarded & 
also being made available al PDFI App A available at FDR Flecords also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (070413 8B051 4} 86/05/ 26 

WEISSMAN.S California, State of 3pp 45784 166-45784 168 

-0202080434 Forwards listing ol NRC estimated completion dates for OL applicants 
listed in Bevilf Rapt Dales represent collective NRC judgement 
EISENHUT.DG Division cl Licensing (800428 851 1 24) 82/01/18 BAS SETT, H S 
Office of Wan a game nl and Program Analysis 3pp 45784 208 45784 210 

-8202250094 Forwards list of casework open Issues for wk ending 820122, per 811 120 
request Only Category 2 & 3 open issues listed Tor plants having Bevill decision dates 
more than 3 months away 

EISENHUT.DG Division of Licensing (800428 651124) 82/01/28 DENTON. HR 
Office of Nuclear Reactor Regulation, Director (p re 6511 25) I5pp 45784 211- 
45784 225 

0806060047 Responds to NRG 850003 & 880420 requests for add! Info re application 
for amends to Licenses NPF-37 & NPF 66 to increase storage capacity of sperrt fuel 
racks Answers to NRC 880420 questions re occupational exposure also end 
AINGER.K A Commonwealth Edison Co 88/05/26 Documenl Control Branch (Docu- 
ment Conlrol Desk) 7pp 45760 253 45760 259 

8806070339 Responds to Generic Ltr 88-05 re boric acid affect on carbon steel 
components Actions to prevent recurrence of boric acid corrosion include use of devi 
ation rents as directed in VT-2 procedure for cases of pressure boundary degradation 
MORGAN, WE Commonwealth Edison Co 88/05/31 DAVIS.A 0 Region 3 ( Ofc of 
the Director 5pp 45774 236 45774 240 

8806090098 Application for amends to Licenses NPF-37,NPF-66,NPF-72 & NPF-75, re 
vising Tech Spec Surveillance Requirement 4 8 1 1 2 f 2 re rejecting largest single load 
from die sol generfltorFee paid 

AINGER.K A Commonwealth Edison Co 88/05/31. MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 2pp 45814 190 45014 206 

-8000090101 Proposed Tech Spec Surveillance Requirement 48 1 1 2f2 ro rejection 
of largest single load from diesol generator 

* Comm onwoaflh Edison Co 80/05/31 7pp 45814 200 45614 206 

8006060235 Forwards Rev 2 to "Licensing Repl on High Density Spent Fuel Racks (or 
Byron Units 1 & 2," in response to NRC 070622 questions re use of Borafiex neutron 
absorber fn high density spent fuel racks 

AINGER.K A Commonwealth Edison Co 08/06/01. MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 070411) 15pp 45765 1 17-45765 314 

-8806060236 Rev 2 lo "Licensing Rept on High Density Spent Fuel Racks for Byron 
Units t & 2 " 

* Commonwealth Edison Co 58/05/31 200pp 45765 132-45765 314 

8006170186 Responds lo Generic Mr 88 03 ra Generic Safety Issue 93 concerning dis- 
abling of auxiliary feedwater pumps by steam binding caused by backteakago of main 
feedwater past chock valves Procedures in place or being developed al each plant 
MORGAN. WE Commonwealth Edison Co 06/06/03 Document Control Branch 
(Document Control Desk) 4pp 45847 221-45047 224 

8806150255 Notilies that implementation of verification & validation (V&V) plan for 
SPDS at lacililies complete identification of listed open items being addressed as 
result of V&V plan Info will be updated as oach opon item of plan closed oul 
HUNSADER.SC Commonwealth Edison Co 80/06/06 MURLEY.T Office of Nuclear 
Reactor Regulation, Director (pre 851125) 2pp 45815 270 45815 271 

8806170253 Forwards Amends 10 to Licenses NPF 37 & NPF-66 A safety 
©valuation Amends modify license to require compliance w/ amended physical securi- 
ty planner 10C FR73 55 

OLSHAN.L N Project Directorate 111-2 08/06/07 BLISS, H Commonweallb Edison 
Co 4pp. 45829 064-45829 074 

-8006170283 Amends 18 to Licenses NPF-37 & NPF 66, revising license to require 
c omp I la n co w/ phyet c al socu rity pla n 

NORRHOLM.L Projecl Directorate III 2. 08/08/07. 4pp 45829 068-45829.071, 

-0806170292 Safeguards evaluation repl supporting Amends 18 lo Licenses NPF-37 & 
NPF-66 

* NRC - No Detailed Affiliation Given 8B/06/07 3pp 45029 072-45629 074 

8006220162 Requests investigation to fully analyze allegation ro contractor employee 
involved in fitness for duty Issuo Written rept of results of review requested within 30 
days of ltr receipt Enel allegation wilhheld (ref 10CFFI2 790} 

NORELIUS.CE Region 3. Ofc of the Director 89/06/ 16 REED.C, Commonwealth 
Edison Co 2pp 45869*319 45869 320. 

8806 29-0183 Fo rw arris Westing house Owners Group Notification Ur OG 88 2 1, Identify 
Ing mld/oop concerns.por Generic Ltr 87-12, "Loss of RHR While RCS Partially Filled” 
& 880428 moating agreement 

NEWT ON, Ft A We sting house Operating Plants Owners Group 68/06/20 

HODGES.W Reactor Systems Branch 7pp. 45973'338 45973 344 


G. Inspection reports, IE Bulletins & correspondence 

0806200123 Forwards corrected response lo IE Bulletin 65 003, "Motor-Operated Valvo 
Common Mode Failures During Plant Transients duo to Improper Switch Saltings " 
Sub) response supersedes 600502 response 

MORGAN, WE Commonwealth Edison Co 80/05/10, DAVIS.A B, Region 3, Ofc of 
the Director 33pp 45065 084-45065 116 

6605240026 NRC Infe Notice 08-033, "Recent Problems Involving Model Spec 2-T Ra- 
dlographic Exposure Device " Svc list oncf 

BURNETT, R F. Dcwsion of Safeguards a Transportation (Post 870413) 88/05/27. 
Consolidated Edison Co of New York, Inc t20pp 45683 158 45683 277 


8605240090 Suppl 1 to NRC Info Notice 87-061. "Failure of Westinghouse W-2 
Circuit Breaker Col) Switches " Svc list enc) 

ROSSI.CE Division of Operational Events Assessment (Post 070411) B9/05/J1 
Consolidated Edison Co of New York, Inc )20pp 45603 03B-45683 157 

8805240215 NRC Info Notice 88 034, "Nuclear Matl Control & Account ability of NonM 
6NM al Power Reactors " Svc list end 

FIOSSI.C E Division of Operational Events Assessment (Post B70411] 88/C5/3T 
Consolidated Edison Co of New York, Inc 122pp 45790 100 45790 308 

6806080281 Forwards Safety Insp Repts 50 454/88 07 & 5(M55/ea 07 on 680401 
0516 & forwards notice of violation Written response required for Hems 1 & 2 
FOHNEY.WL Region 3, Ofc of the Director 88/06/01 REED.C Ccmrumeiih 
Edison Co 2pp 45788 015 45788 042 

-0806000285 Notice of violation from insp on 880401 05l6,Violation noted Procedure 
BAP 330 Al, "Safety- Related Locked Valves," not revised to include Valves ifWOfiJA 
& 1RY0B7B 

FORNEY.WL Region 2, Ofc of the Director 0Q/O5/27 4pp 45788 01 7-45708 020 

-8006000266 Safety Insp Repts 50 454/88-07 & 50 455/88 07 on 880401- 0516 Yk>'j 
Hons noted Major areas inspected util action on previous Insp 
findings, LERs, bulletins, operations summary, engineering & technical support 0 OA 
programs 

HINDS, J M Region 3, Ofc of the Director 88/06/01 22pp 457BB 021-46788042 

0006150260 Forwards Safely Insp Repts 50 454/88-08,50 455/80-08 & 50456/06 16 
on 8 8050 9 19 No violations noted 

WRIGHT, GC Region 3, Ofc of the Director 08/00/02 REEO.C Co mrrw wealth 
Edison Co 2pp 45047 110-45847 118 

-0BO8 150269 Insp Repts 60 464/80-08,50 455/08 08 & 50 456/80-16 01 *60509 
19 No violations or deviations noted Major areas inspected review ol action on previ- 
ous Insp Items & followup on SER Items 

MAURA, F, PHILLIPS M P Region 3, Ofc of the Director 80/05/27 7pp 45847112- 
45847110 

8806270306 NRC Info Notice 08-035, "Inadequate Licensee Performed Vender Audti ■' 
Svc list oncl 

ROSSI.C E Division of Operational Events Assessment (Post 070411) 80/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068-45790 167, 

B6061701B6 Responds to Generic Ltr 80 03 re Generic bafety Issue 93 concormng dis 
ablmg auxiliary feedwater pumps by steam binding caused by backleakage of man 
feedwater past check valves Procedures In place or being developed al each plant 
MORGAN, WE Commonwealth Edison Co 08/06/03 Document Control Branch 
(Document Conlrol Desk) 4pp 45847 221-45047 224 

BB06020047 NRC Info Notice 98 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list on ct 

ROSSI, C E Division of Operational Events Assessment (P^st 070411) 08/06/08 
Consolidated Edison Co or Now York, Inc 120pp 45965 152-459Q5 271 

0806099301 Suppl 2 to NRC Bullotln 07-002, "Fastener Tostlng to Determine Contom 
ance W/ Applicable Matl Specs *' Svc list end 

ROSSLCE Division of Operational Evonb Assessment (Posl 8704111 88/06/10 
Consolidated Edison Co, of New York, Inc 120pp 45916 208 45916 327 

6008200 16G Responds to 080414 & 0520 Itrs re violations noted in Insp Repts 50 454/ 
88 04 & 50 455/80 05 Violation valid & does not warrant reclassification as open 
Item Corrective actions requested wllhln 30 days of ltr receipt 
NORELIUS.CE Region 3, Ofc of the Director 88/08/10 REED.C Commonwoahfi 
Edison Co 2pp 45893 290 45893 302, 

**8806200109 Responds lo NRC 880300 ltr re violations nolod In Imp Roptfl 50 4M/S8 
04 & 50-455/88 05 Violation should not be considered failure to Implement security 
plan Requests that violalion be reclassified as open Item, 

BLISS.H E Commonwealth Edison Co 08/04/14 DAVIS.A B Region 3, Ofc ol UwDi 
rector. 2pp 45893 300 45893 301 

-0606200171 Provides suppl to response to violations noted in Insp Repls 50 464/63 
04 & 50-455/88-05 re E-held Intrusion detection sys Security plan changed to clanfy 
description of E-fleld sys Moating w/NRC will promote resolution of Issue 
AINGER.K A CommonweaHh Edison Co 86/05/20 DAVIS.A B. Region 3, Ofc of the 
Director Ip 45693 302-45803 302 

0006080025 NRC Info Notice 88 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list end, 

ROSSI.CE Division of Operational Events Assossment (Posl 870411) 8B/06/H 
Consolidated Edison Co of New York, fnc 125pp 45946 001-45946 125 

08060602 If NRC Bulletin 08 006, "Actions To Be Taken for Transportation of Mode! 
Spec 2-T Radiographic Exposure Dgv/cg " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post B70413) 86/06/14 
Consolidated Edison Co of Now York, Inc 100pp 45935*21 1-45935.516 

6806090194 NRC Info Notice 80 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers " Svc list enc I 

ROSSI.CE Division of Operational Events Assessment (Post G70411) 88/06/ 15 
Consolidated Edison Co oINew York, Inc lllpp 45946*126-45945236 

8000160013 NRC Bulletin 06 007, "Power Oscillations in BWRs " Svc list enc I 
ROSSI.CE Division of Operational Events Assessment (Post 870411) BS/CKj/ 15 
Consolidated Edison Co of New York, Inc 1 14pp 45929 1 15 45929 228 

0806150186 Suppl 1 to NRC Bulletin 08-005, "Nonconforming Malls Supplied by Piping 
Supplies, fnc at Folsom.NJ a West Jersey Mfg Co at Williamstown.NJ " Svc lisl ow 
ROSSI.CE Division of Oparationaf Events Assessment (Post 870411) 00/00/15 
Consolidated Edison Co of New York, fnc 120pp 45965 032-45965 151, 

8006210271 Responds lo NRC Bulletin 68 003 re insps to ensure GE latchmo UFA 
relays have adequate latch engagement Resells of inspa will be reported - within 30 

MORGAN, WE Commonwealth Edison Co 80/06/15 Document Control Branch 
(Document Control Desk) 2pp 45906 033 45906,034 
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4806200051 NRC Info Notice B8 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 8B/00/23 
Consolidated Edison Co of New York, tnc 108pp 45977 287-45978 033 

6406200306 NRC Info Notice 80-043, "Solenoid Valve Problems ” Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/0Q/P3 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 2BB 


R. Periodic oparatfng reports A related correspondence 

6806160132 Forwards monthly operating repts for Mar 1908 & operating data rept for 
Feb 1968 for Byron Station, Units 1 & 2 

PLENIEWICZ.R Commonwealth Edison Co 00/04/ 10 Document Control Branch 
(Document Control Desk) Ip 45019 337-45019 346 

-6808160135 Monthly operating data repts for Fob 1988 for Byron Station, Units 1 & 2 
SPfcTZER.DJ Commonwealth Edison Co 08/02/28 2pp 45019 33B 45819 339 

-8605260326 Monthly operating repts tor Mar 1908 for Byron Stall on, Units 1 & 2 
SPIT2ER.DJ Commonwealth Edison Co 08/03/31 7pp 45819 340-45819 346. 

8806290369 Forwards monthly operating repts for May 1980 for Byron Nuclear Station 
Units 1 & 2 & revised monthly operating repts lor Apr 1900 

PLENIEWICZ.R Commonwealth Edison Co 08/06/10 Document Control Branch 
(Document Control Desk) Ip 45948 202 45940*220 

-6806150501 Monthly operating repts for May 1980 for Byron Units 1 & 2, 

SPITZER.DJ Commonwealth Edison Co 88/05/31 14pp 45948,203*45948 216 

-6606299301 Revised monthly operating repts for Apr 1908 for Byron Station Units 1 & 
2 

SPITZ ER,D J Commonwealth Edison Co 80/04/30 4pp 45046 217 4594B 220 


S Reportable occurrences, LERs & related correspondence 

8806260058 Deviation Investigation Rept 08 076 00 on B80516,diG$el genrator IB un 
centre llably loaded during monthly operability surveillance Caused by 3IMX relay 
failure Load reduced w/ governor control switch & sub| relay replaced 
WALTER ,W , PLENIEWICZ.R Commonwealth Edison Co 00/00/13 DAVIS.A B 
Region 3, Ofc of the Director 3pp 45963 320-4 5963 330 
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F. Security, medical, emergency & fire protection plana 

B6053 10344 Revised emergency plan Implementing proceduresjncludlng Rev 11 lo BZP 
10O-T1, "Station Director (Checklist of Initial Generating Station Emergency Plan Ffe 
sporslbllltles)" & Rev 9 to BZP 310 5, "Acting Station Director 11 Index also oncl 

* Commonwealth Edison Co 80/05/17 40pp 45731 279-45731 31 0 

8B06170253 Forwards Amonds 18 to Licenses NPF-37 & NPF 66 & safety 
evaluation Amends modify llconse to require compliance w/ amended physical socurl 
ly planner 10CFR73 55 

OLSHAN.LN Project Directorate 111-2 08/06/07 BLISS.H Commonwealth Edison 
Co 4pp 45029 064-45029 074 

-8809170283 Amends 16 to Licenses NPF 37 & NPF-66, revising llcenso to require 
compliance w/ physical security plan 

NORRHOLM.L Project Directorate 111-2 08/06/07 4pp 45029,060 45029.071. 

-8806170292 Safeguards evaluation rept supporting Amonds 10 to Licenses NPF-37 & 
NPF-66 

* NRC - No Detailed Affiliation Given 80/00/07 3pp 45829 072-45029 074 

0606200166 Responds to 800414 & 0520 Urs re violations noted in Insp Repts 50 454/ 
00-04 & 50-455/80 OS.Violation valid & does not warrant reclassification as open 
item Corrective actions requested within 30 days of Itr receipt 
NOREUUS.C E Region 3, Ofc of fho Director Qli/Od / to REED,C Commonwealth 
EdiSOn Co 2pp 45093,290 45893 302 

-8609200169 Responds to NRC 000300 Itr re violations noted In Insp Repts 50-454/88* 
04 & 50-455/88 05 Violation should not be considered failure to implement security 
plan. Re quests that violation bo reclassified as open item 

BLISS.H E. Commonwealth Edison Co 08/04/14 DAV1S.AB Region 3, Qfc of the Di 
rector. 2pp 45893*300 45893 301 

—6606200171 Provides suppl to responso to violations noted In Insp Repts 50-454/86 
04 &. 50*455/88 05 re E-fleld Intrusion detection sys Security plan changed to clarify 
Description of E*field sys Meeting w/NRC will promote resolution of Issue 
AINGER.K A Commonwealth Edison Co 88/05/20. DAVIS, A.B Region 3, Ofc of the 
Director Ip 45893 302-46893 302 


P. Operating HcenBe stage documents & correspondence 

6606160216 Forwards corrected Page 3/4 3-10 to Amends 16 to Licenses NPF-37 & 
NPF-66 & Amends 7 to licenses NPF-72 & NPT-75 Original page contained typo 
emission tor Functional Und 18 

OLSHAN.L Project Directorate 111-2 88/05/09 BLISS.H Commonwealth Edison Co 
5pj> 45823 290 45023 296 

-6809160232 Corrected Page 3/4 3-10 to Amends 16 to Licenses NPF-37 & NPF-66 & 
Amends 7 to Licenses NPF-72 & NPF-75 

* NRC - No Detailed Affiliation Given 80/05/09 2pp 45823*295-45823*296 

68 D 527 0207 Forwards proprietary WCAP-11528 & nonproprietary WCAP-11047, "RCS 
Flow Anomaly Investigation Rept." List of four-loop plants w/anomaly 
sensitivity, application for withholding & alfidavit encl WCAP-11528 withheld (ref 
10CFR2 790) 

JOHNSON, W.J Westinghouse Electric Corp 06/05/13 HODGES, MW Division ol 
Engineering & Systems Technology (Post 87041 1) 3pp 45734 247-45735 042 


-8805270213 Requests withholding of WCAP-11528, "RCS Flow Anomaly Investigation 
Rept," per 10CFR2 799 Affidavit encl, 

WIESEMANN.R A Westmghouse Electric Corp 88/05/13 Office ol Nuclear Reactor 
Regulation, Director (Post 870411) 9pp 45734 250-45734 258 

-6805270216 "RCS Flow Anomaly Investigation Rept" 

GARNER.D C Westinghouse Electric Corp WCAP-11047 00/04/30 203pp 

45734 259 45735 042. 

0606000047 Responds to NRC 860903 & 880420 requests for addl info re application 
for amends to Licenses NPF-37 & NPF-86 to Increase storage capacity of spent tool 
racks Answers to NRC 080420 questions re occupational exposure also end 
AINGER,K A Commonwealth Edison Co OB/O5/20, Document Control Branch (Docu- 
ment Control Desk) 7pp 45760 253*45760 259 

8606090090 Application for amends to Licenses NPF-37, NPF-66, NPF-72 & NPF-75J6 
vising Tech Spec Surveillance Requirement 4 6 1 1 212 re rejecting largest single load 
from diesel generator. Fee paid 

A1NGER.KA, Commonwealth Edison Co 88/65/31 MUFtLEY.T E Office ol Nuclear 
Reactor Regulation, Director (Post 070411). 2pp 45814 198-45814 206 

-8606090101 Proposed Tech Spec Surveillance Requirement 4,8.1 1,2 f.2 re rejection 
of largest single load Irom diesel generator. 

* Commonwealth Edison Co 88/05/31 7pp 45814 200-45814.206 

8606060235 Forwards Rev 2 to "Licensing Rept on High Dansity Spent Fuel Racks lor 
Byron Units 1 & 2,” In response to NRC 870522 questions re use of Boratlox neutron 
absorber In high density spent fuel racks 

A1NGER.K A Commonwealth Edison Co 88/06/01 MURLEY,T E Office of Nuclear 
Reactor Regulation, Director (Post 670411), ISpp 45765*1 17*45765 314 

—8606060236 Rev 2 to "Licensing Ropt on Hifth Density Spent Fuel Racks for Byron 
Units 1 & 2 " 

‘ Commonwealth Edison Co 00/05/31 200pp 45765.132-45765 314. 

8806170186 Forwards response to Generic Ltr 80 03 ro resolution ol Generic Salaty 
Issue 93 on potential for disabling auxiliary feedwater pumps by steam 
binding Procedures in place or under development at plants (or recognizing steam 
binding 

MORGAN, WE Commonwealth Edison Co GB/06/93 Document Control Branch 
(Document Control Dosk) 4pp 45847 221-45847 224. 

OB06150255 Notifies that implementation of verification & validation (V&V) plan for 
SPDS at facilities completo.tdentilicatlon of listed opon itoms being addressed as 
result oi V&V plan Info will bo updated as each open item ol plan closed out 
HUNSADER,SC Commonwealth Edison Co 88/06/08 MURLEY.T Office of Nuclear 
Reactor Regulation, Diroctor (pro B51 125) 2pp 45Q15 270-45015 271 

8806170253 Forwards Amonds 18 to Licenses NPF-37 & NPF-66 & safety 
evaluation Amends modify llcenso to require compliance w/ amendad physical securi- 
ty plan, per 10CFR73.55 

QLSHAN.L N Pro act Directorate ill-2. 86/08/07 BLISS.H Common weallh Edison 
Co 4pp 45629 064-45029 074 

-8006170283 Amonds 18 to Licenses NPF-37 & NPF-66 .revising license to raqulro 
compliance w/physlcol security plan. 

NORRHOLM.L Projoct Directorate 111 2. 80/06/07, 4pp 45828.068-45820.071. 

“8806170292 Safeguards evaluation rept supporting Amonds 18 to Licenses NPF-37 & 
NPF-66, 

* NRC - No Dotalled Affiliation Given. 00/06/07. 3pp, 45029,072 45629 074. 

8806220162 Requests investigation to fully anatyzo allegation ro contractor employee 
Involved In fitness tor duty Issuo Written rept of results of review request ad within 30 
days ol llr receipt.Encf allegation withheld (ref 10CFR2 790) 

NORELIUS.CE. Region 3, Ofc of the Director, 08/06/16 REED.C Commonwealth 
Edison Co 2pp 45069*319-45869 320 

8806290163 Forwards Weslinghouae Owners Group Notification Llr OG-8B-21 .identify 
Lng midloop concerns.per Generic Ltr 07-12, "Loss of RHR White RCS Partially Fitted" 
& G8Q420 meeting agreement 

NEWTON ,R A Westinghouse Operating Plants Owners Group 88/06/20 
HODGES.W Reactor Systems Branch 7pp 45973 338-45973 344. 


Q, Inspection reports, IE Bulletins & correspondence 


8006200123 Forwards correct od response to IE Bulletin 85 003, "Mot or- Ope rated Valve 
Common Mode Failures During Plant Transients duo to Improper Switch Settings" 
SubJ response supersedes 680502 response, 

MORGAN, WE. Commonwealth Edison Co 80/O5/1B DAV1S,A B Region 3, Ofc of 
the Director 33pp 45865*004-45065*116. 

0805240028 NRC Info Notice 88 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device ’’ Svc list encl 

BURNETT.RF Division of Safeguards & Transportation (Post ©70413). 88/05/27. 
Consolidated Edtson Co of New York, Inc. 120pp, 45663 1 58-45683 277. 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Wostmghouso W-2-Type 
Circuit Breaker Celt Switches." Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 06/05/31. 
Consolidated Edison Co of New York, Inc 12Qpp 46003 03S-45683 167 

8805240218 NRC Info Notice 00 034, "Nuclear Mali Control & Accountability of Nonfuol 
SNM at Power Reactors " Svc fist one I 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 80/05/31. 
Consolidated E disc n Co of New York, Inc 122pp 45790,188-46790 308, 

0006080201 Forwards Safety Insp Repts 50 454/60*07 & 50-455/60 07 on 8Q0401- 
0516 & forwards notice of violation Written responso required for Items 1 & 2 
FOBNEY.WL Region 3, Ofc of the Director 88/06/01 REED.C Commonwealth 
Edison Co 2pp 45788 015-45788.042. 
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-0806080205 Notice of violation from insp on 880401-0516 Violation noted Procedure 
SAP 330 A 1 . "Safety-Related Locked Values,” not revised to Include Valves 1RY067A 
& 1RY087B 

FORNEY ,WL Region 2, Ofc of the Director 80/05/27 4pp 45788 017-45780 020 

-8806080206 Safety Insp Repts 50 454768 07 & 50 455/88 07 on 000401 0516 Viola 
Itons noted Major areas Inspected util action on previous Ensp 
findings .LEfls .bulletins, operations summary, engineering & technical support & QA 
programs 

HlNDS.J M Region 3, Ofc of the Director 80/06/01 22p p 45780 021-45760 042 

8806150260 Forwards Safety Insp Repts 50 454/08-08,50-455/88 08 a 50 456/88-16 
on 680509*1 9 No violations noted 

WRIGHT ,GC Region 3, Ofc of the Director 88/06/02 REED,C Commonwealth 
Edison Co 2pp 46847 1 10 45647 118, 

-8806150269 Insp Rapts 50-454/00-00,50 455/88 08 & 50 456/88-16 on 880509- 
19 No violations or deviations noted Major areas inspected review of action on previ 
ous insp items & followup on SER items 

MAURA, F„ PHILLIPS M P Region 3, Ofc of the Director 88/05/27 7pp 45847 112* 
45647 118 

0005270308 NRC Info Notice 08-035, “Inadequate Licensee Performed Vendor Audits ” 
Sue list end 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 86/06/03, 
Consolidated Edison Co of Now York, Inc 120pp 45790 068-45790 1S7. 

8606170186 Responds to Genonc Ltr 60-03 re Genonc safety Issue 93 concerning dis- 
abling auxiliary feedwater pumps by steam binding caused by backleakage of main 
feedwater past check valves Procedures In place or being developed at each plant 
MORGAN, WE Commonwealth Edison Co 08/06/03 Document Control Branch 
(Document Control Desk) 4pp 45947 221-45847 224 

6806020047 NRC Info Notice 88-036, “Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc fist and 

ROSSI.CE Division of Operational Events Assessment (Poet 870411) 86/06/08 
Consolidated Edison Co of New York, fnc 120pp 45965 152 45965 271 

8998090301 SuppJ 2 to NHC Bulletin 67-002, "Fastener Testing to Detormlne Conform 
anco W/Applicable Matt Specs " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/ 10 
Consolidated Edison Co of New York, Inc 120pp 45916-208-45916 327 

8806200166 Responds to 600414 & 0520 Itrs ro violations noted In Insp Rapts 50-454/ 
08 04 & 50-455/88-05 Violation valid A- does not warrant reclassification a9 open 
item Corrective actions requested within 30 days of ltr receipt 
NORELIUS.CE Region 3. Ofc of the Director 60/06/10 REED.C Commonwealth 
Edison Co 2pp 45893 298-45693 302 

-8800200169 Responds to NRC 880308 ltr re violations noted In fnsp Repls 50 454/88 
04 & 50 455/80 05 Violation should not be considered failure to implement security 
plan Requests that violation be reclassified as open item 

BLISS.H E Commonwealth EdisonCo 88/04/14 DAVIS, A B Region 3, Ofc of the Oi 
rector, 2pp 45803 300-45893 301, 

-0806 200171 Provides suppl to response to violations noted In Insp Repts 50*454/88 
04 & 50-455/8B 05 ro E-field Intrusion detection sys Security plan changed to clarify 
description of E field sys Meeting w/NRC will promote resolution of issue 
AINGtR.K.A. Commonwealth Edison Co 08/05/20 OAVIS.AB Region 9, Ofc of Ihe 
Director Ip 4 5 893. 3 02-4 5893302 

8806080025 NRC Info Notice 88 037, “Flow Blockage of Cooling Water to Safety Sys 
Components “ Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 80/06/14 
Consolidated Edison Co, of New York, Inc 125pp 45940 001-45946 125 

8906060211 NRC Bulletin 00 006, “Aclions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device ” Svc Hat oncl. 

BUHNETT.R.F Division of Safeguards & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc. lOBpp 45935 211-45935 318 

8906090164 NRC (nfo Notice 08 030, “Failure of Undervoltago Trip Attachment on GE 
Circuit Breakers *' Svc U$A end 

ROSSI ,C.E. Division of Operational Events Assessment (Post 870411) 80/06/15, 
Consolidated Edison Co of New York, Inc lllpp 45946*126 4 5946- 236 

8806150013 NRC Bulletin Ca 007, "Power Oscillations In BWRs ” Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 8B/06/15 
Consolidated Edison Co of Now York, Inc 114pp. 45929 115-45929 220 

6806150106 Suppf 1 to NRC Bulletin 88 005, “Nonconforming Mails Supplied by Piping 
Supplies, Inc al Folsom, NJ & West Jersey Mfg Co at Willlamstown.NJ " Svc fiat end, 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/16 
Consolidated Edison Co of New York, Inc 120pp 45965032-46985,151 

6806210271 Responds to NRC Bulletin 88-003 re insps to ensure GE latching HFA 
relays have adequate latch on gegemenl Results of insps will be reported wiinln 30 
days 

MORGAN, WE Commonwealth Edison Co. 88/06/15. Document Control Branch 
(Document Control Desk) 2pp. 45906 033-45906 034 

8006290051 NRC fnfo Notice 80 042, “Circuit Breaker Failures Due to Loose Charging 
Spn n g Motor M ou nttng Bolts '* Svc Vi si end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23. 
Co n s of i dated Edison Co of New York, Inc 1O0pp 45677 287-45978033. 

6906200306 NRC Info Notice 88-043, “Sofenold Valve Problems “ Svc list oncl 
ROSSJ.CE Division of Operational Events Assessment (Post 870411) 88/0B/23 
Consolidated Edison Co of Now York, Inc. 123pp 45977.164 45977*206 


R. Periodic operating reports A related correspondence 

8606160132 Forwards monthly operating rapts for Mar I960 & operating data rapt for 
Fob 1 988 for Byron Station, Units 1 A 2. 

PLENIEWICZ.R Commonwealth Edison Co 88/04/10. Document Control Branch 
(Document Control Desk) Ip 45819:337-45819346 


-8806 160 135 Monthly operating data repts for Feb 1988 (or Byron Slatron, Units 1 & 2. 
SPITZER.DJ Commonwealth Edison Co 08/02/20 2pp 45019 330-45619 33$ 

-6805260326 Monthly operating repts for Mar 198B for Byron Station, Units 1 & 2 
SPITZER.DJ Commonwealth Edison Co 08/03/31 7pp 4501 9 340-45819 346 

6806290369 Forwards monthly operating repts for May 1968 for Byron Nuclear Slaton 
Units 1 & 2 & revised monthly operating repls for Apr 1980 

PLENIEWICZ,R Commonwealth Edison Co 00/06/10 Document Control Br&rcA 
(Document Control Desk) Ip 45940 202*45948 220 

-8806150501 Monthly operating repts for May 1908 for Byron Units 1 & 2 
SPITZER.DJ Commonwealth Edison Co 00/05/31 14pp, 45940 203 45946 2(6 

-8006290361 Revised monthly operating repts for Apr 1988 for Byron Steliari Units 1 A 
2 

SPITZER.DJ Commonwealth Edison Co 60/04/30 4pp 4 5940 217-45948 220 


S Reportable occurrences, LERa & related correspondence 

8006090299 lER 88 004 00 on 800506, mam feedwater pump 2C tnpped due to to* 
electrohydraulic fluid supply to pump Caused by personnel failing to recognize conse- 

S uences of returning pump to out-of-svc condition W/800603 ltr 
NOW.M, FLENIEWICZ.R Commonwealth Edison Co 00/06/03 5pp 45766 050- 
45766 054 

8806160131 LER 88 005 00 on 800506, Tech Spec violation occurred due to operatior^J 
mode changes made while auxiliary feedwater pump inoperable Caused by laifura o< 
day tank low level switch to generate annunciator actuation Switch replaced W/ 
880606 ltr 

BRINDLE.O Commonwealth Edison Co 00/06/06 6pp 45622 269-45622 274 

6606230261 LER 87-019 01 on 07 1002, reactor tripped due to turbine trip from 
steam generator level Caused by equipment operator opening sya auxiliary trass tomrv 
er instead of main power transformer disconnects Operator disciplmedW/ , 8606l7 Hr 
SCHUSTER, F, PLENIEWICZ.R Commonwealth Edison Co 86/06/17 5pp 
45902 309 45902 313 
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F Security, medical, emergency & fire protection plans 

6606020256 Rev 1 to Emergency Plan Implementing Procedure BwZP 300 9, “A Model 
Operation ” W/revisod procedure index 

1 Commonwealth Edison Co 80/05/13 17pp 45713 302 45713 320 

8606100044 Revised emergency pfan Implementing procedures, Including Re/ 5 to 
BwZP 100 0, “RAD/CHEM Director Implementing Proceduro,'* Rev 6 to BwZP 100- 
8A1, “App A RAD/CHEM Director Checklist” & Rev 4 BwZP 100-10, "OpGrator.aJ 
Support Ctr (OSC) " 

* Commonwealth Edison Co 00/05/25 17pp 45772 279 46772 295 

6606200167 Forwards Safety Insp Repts 50-456/80-13 & 50 457/80 14 on 600410- 
0520 & notice of violation 

FORNEY, WL Region 3, Ofc of the Director, 80/06/15. REED.C Common a eat* 
Edison Co 2pp 45901 173-45901.180 

-8806200172 Insp Repts 50 456/08-13 & 50-457/80-14 on 000410 0528 Viola!*** 
noted Major areas Inspected previously Identified items, LER review, 9 la: tup t«s1 
observation, operational safety verification, radiological protection & security 
HINDS, J M Region 3, Cfc of (he Director 08/00/16 l3pp, 45901 176 4590V188 


J. insurance & Indemnity Information 

8606170298 Forwards License NPF-77 & safety evaluation, authonilnp operation of fa^J- 
!ty at reactor power levels not In excess of 3,411 MWt Amend 6 to Indemnity Agree- 
ment P-102 & SSER 0 (NUREG-10D2) also end 

CRUTCHFIELD, D Division of Reactor Projects - IIIJV.V & Special Pio]ecls (Post 
070411). 60/05/20 BLISS.H E Commonwealth Edison Co 4pp 46829(07- 
45829 152 

-6806170327 Unexecuted Amend 0 to Indemnity Agreement B- 1 02 SSER 0 (NUREG- 
1002) end, 

THOMAS, CO Policy Development & Technical Support Branch (Post 070411-) 66/ 
05/20, 31 pp 45829422-45029 152 

8606010293 Forwards executed Amend 0 to Indemnity Agreement 6*102, revising IC& 11 
3 in entirety 

OSTER.J Commonwealth Edison Co 80/05/25 DINITZ.l. Office of Nuclear Reactor 
Regulation, Oirector (Post 870411) 3pp 45603 204-45603 296 


P. Operating license stage documents & correspondence 

8806160216 Forwards corrected Page 3/4 3*10 to Amends 16 to Licenses NPF37 A 
NPF-66 & Amends 7 to Licenses NPF-72 «& NPF-75 Original page contained typo 
omission for Functional Unit 16 

OLSHAN.L Project Directorate MI-2 08/05/09 BLISS.H Commonweal I h Edison Co 
5pp 45823 290 45823 296 

-6806160232 Corrected Pago 3/4 3-10 to Amends 10 to Licenses NPF-37 & NPF-66 A 
Amends 7 to Licenses NPF-72 & NPF-75 

* NRC • No Detailed Affiliation Given 88/05/09 2pp 45823*295-45023*286 

8805270207 Forwards proprietary WCAP-11528 & nonproprietary WCAP-H847, “RCS 
Flow Anomaly Investigation Rept " List of four-loop plants w/arwmaY 
sensilivity, application for withholding & affidavit end WCAP-11628 withhold (ref 
10CFR2 790) 

JOHNSON, WJ, Westinghouse Electric Corp. 80/05/13. HODGES, MW. Division 0t 
Engineering & Systems Technology (Post 070411) 3pp 45734-247-45735 042 
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-&8&52702t3 Requests withholding of WCAP 11520, "RCS Flow Anomaly Investigation 
R-epI,'* per 1 0CFR2 790 Affidavit end 

V/IESEMANN.RA Westinghouse Electric Corp 88/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 870411) 9pp 45734 250 45734 258 

•*8805270216 ’"RCS Flow Anomaly Investigation Ropt " 

GARNER ,D C Westinghouse Electric Corp WCAP-11047 0B/O4/3O 203pp 

45734 259*45735 042 

88052&0247 Clarifies & provides correction to util 890411 Ur re Llmitorquo operator 
lubrication Sun 742 EP.Sun 50 EP.was mixed w/Nebula EPO 6 EP1 Results of new 
grease mi-xU/re testing end Penetration results meet expectations 
FlUNSADEn.SC Commonwealth Edison Co 88/05/17 MURLEY.T, E Olfice of Nu 
clear Reactor Regulation, Director (Post 070411) 4pp 45710 249-45710 252 

B806030197 First partial response 1o FOIA request for documents App 0 forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (070413 B0051 4) 88/05/26 

WEISS MAN, S California, State of 3pp 45784 168 45784 168 

-8202060434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevill Rept Dates represent collective NRC judgement 
EISENHUT.D G Division of Licensing (000428 851124) 02/01/18 BASSETT.HS 
Office of Management and Program Analysis 3pp 45784 208-45704 210 

6605090098 Application for amends to Licenses NPF-37,NPF-66 NPF-72 & NPF-75,ro 
vising Tech spec Surveillance Requirement 4 8 1 1 2 f 2 re rejecting largest single load 
from dtosel generator Fee paid 

AINGER.K A Commonwealth Edison Co 88/05/31 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp 45914 1D8 45&14 206 

-&6O6O901O1 Proposed Tech Spec Surveillance Requirement 4 6 1.1 2 f 2 re rejection 
of large si single load from diesel generator 

* Commonwealth Edison Co, 88/05/31 7pp 45814 200-45814 206 

66060 902&1 Application for amend to Llconso NPF-72,requostlng one time only change 
to Tech Specs 4 2 2 2 b,4 2 2 3,3 2 3 b & 3 3 3 2 a for moveable Incore detector 
sysFoe paid 

HUNSADER.SC Commonwealth Edison Co 08/05/31 MURLEY.T E Office of Nu 
clear Reactor Regulation, Director (Post 870411) 2pp 45001 124-45801 134 

-8806090284 Proposed change to App A Tech Spec Pages 3/4 2 6,2*7, 2-8 & 3 43 re 
reduction from 75% to 65% of number of moveable thimbles required for ays to be 
operable 

' Commonwealth Edison Co 80/05/31 9pp 45001 126*45001 134 

8809130021 Provides addl Info re circumstances that led to nood tor amend changing 
Tech Specs 4 2 2 2 b,4 2 2 3,3 2 3 b & 3 3 3,2 a for moveable incoro deloctor 
sys Change necessary to preclude advene cycling of plant equipment 
HUNSADER.S.C Commonwealth Edison Co 88/05/31 Document Control Branch 
(Doeume At Control Desk) 2pp 4$8f 7*217-458 f 7 218 

B806280079 "Braldwood Unit 1 .Cycle 1 Startup Rept Suppl 11 W/900531 Hr 
HUNSADEH.SC Commonwealth Edison Co 80/05/31 DAVIS.AB Region 3, Ofc ol 
the Director 88pp 45943*275 45943 362 

6806100283 Application for amond to Tech Spoc 4 3 1 1 .proposing on one-timo basis to 
extendi monthly surveillance Interval for power rango neutron flux high point setpoint 
addl 10 days Foe paid 

HUNSADER.SC Commonwealth Edison Co 0B/0G/O2 MURLEY.T E Olfice of Nu* 
clear Reactor Regulation, Director (Post 070411) 3pp 45893 302*45063 308, 

-8BQ&160293 Proposed Tech Spec 43 1 1, extending monthly surveillance interval for 
power range neutron flux high setpoint addl 10 days 
' Commonwealth Edison Co 06/06/02 4pp 45063 305*45663 300. 

0806170186 Forwards response to Generic Ltr 00-03 re resolution of Generic Safety 
Issue 93 on potential for disabling auxiliary feodwator pumps by steam 
binding. Procedures In place or under development at plants for recognizsng steam 
Wndrne 

MORGAN.WE Commonwealth Edison Co 08/06/03 Document Control Branch 
(Document Control Desk) 4pp 45847 221 45647 224 

BB0815025B Notifies that Implementation of verification & validation (V&V) plan for 
SPDS at facilities complete.ldenlificatlon of listed open Items being addressed as 
result of V&V plan Info will be updated as each open item of plan closed out 
HUNSAOER.S C. Commonwealth Edison Co 08/06/06 MURLEY.T Olfice cf Nuctoer 
Reactor Regulation, Director (pro B51125) 2pp 45815 270-45815-271 

8806210471 Responds to 6B0602 request for emergency change to Tech Spec 4 3,1.1 
for reactor trip sya instrumentation to allow util time to schedulo & prepare for clean- 
ing of thirnblo tubes. Request acceptable & will be effective through 860616 
CRUTCHFIELD, D Division ol Reactor Projects - I1UV.V & Special Projects (Post 
070411) 88/06/00, BUSS.H E Commonwealth Edison Co 3pp. 45057*202- 

45857 284 

86092 10294 Forwards Amends 9 & 9 to Licenses NPF-72 & NPF-77, respectively & 
safety evaluation Amends extend from 31 to 41 days.on one-lime basis 
only, surveillance Interval for power range neutron flux high setpoint 
SANDS, S P. Project Directorate 111-2 08/06/10 BLISS.H E Commonwealth Edison 
Co 4pp 45859 001*45859 016. 

-8806210304 Amends 9 & 9 to Licenses NPF-72 & NPF-77, respectively, extending from 
31 1o 41 days.on one-time-basis only, surveillance Interval lor power range neutron 
flux high sei point 

NORFIHOLM.LJ Project Directorate 1IU2. 08/06/10 7pp 45859,005-45859 011* 

-8806210307 Safety evaluation supporting Amends 9 & 9 to Licenses NPF-72 & NPF- 
77,respectlvely. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/10, 4pp 
45859 012-45659 015. 

8806210053 Forwards Rev 1 to "Inservice Insp & Testing Program Plan 1st Insp Inter- 
val." Addl Info added throughout document to help clarity wold numbering & code se- 
lection. 

HUNSADER.SC Commonwealth Edison Co 08/06/13 MURLEY.T E. Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 3pp 46903*117-45904 294 


-8B06210056 Rev 1 to "Inservice In9p & Testing Program Rian 1st Insp Interval " 

* Commonwealth Edison Co 89/06/13 5Q0pp 45903 120-45904 264 

8806290163 Forwards Westinghouse Owners Group Notification Ltr OG-B8-21, Identify- 
ing mldloop concerns, per Generic Ltr 07-12, ‘"Loss of RHR While RCS Partially Filled" 
& 880420 meeting agreement 

NEWTON, R A WesUnahouse Operating Plants Owners Group 80/06/20 
HODGES.W, Reactor Systems Branch 7pp 45973 33B-45973 344 


Q. Inspection reports, IE Bulletins & correspondence 


6806200123 Forwards corrected response to IE Bulletin 85 003, "Motor-Operated Valve 
Common Mode Failures During Plant Transients due to Improper Switch Settings " 
Sub}, response supersedes BQ0502 response 

MORGAN.WE Commonwealth Edison Co 80/05/18 DAVIS, A B Region 3. Ofc of 
the Director 33pp 45865 004-45665,116 

6806200189 Responds to NRC 060426 ltr ra violations noted In Insp Repts 50 456/80 
08 & 50 457/80 09 Corrective actions surveillance procedure exited & pump restored 
to Initial condition Individual Involved In event will be trained 

BLISS.H E Commonwealth Edison Co 88/05/26 DA VIS, A B Region 3, Ofc of the Di- 
rector 4pp. 4590* 219*45901 222 

8605 240028 NRC Into Notice 88 033, “Recent Problems Involving Modal Spec 2-T Ra 
biographic Exposure Device w Svc fist encf 

BURNETT.RF Division of Safeguards & Transportation (Post B?0413> 08/05/27 
Consolidated Edison Co of New York, trie 120pp 45603 158 45003 277 

8806070005 Forwards Safety Insp Repts 50-456/60 05 & 50 467/80 05 on 880220* 
0504.Defidencl08 noted Findings classified as Potential enforcement/un re solved items 
& ongoing NRC review being performed to evaluate findings 
HARRISON.JJ Region 3, Ole ol the Dirocter QB/Q5/27 REED.C Commonwealth 
Edison Co. 2pp 45753 261-45753 280 

-BB06 070006 Insp Repts 50-456/86-05 & 50-457/88 06 on 880229 0504 Deviations 
noted Major areas inspected licensee action on SER/technlcal evaluation rept com 
mltrnonts & environ qualification program compliance to 10CFR50 49 
GAUTAMA S, GARDNER.RN Region 3, Ole of the Director 88/05/27 IBpp 
46753 263*45763 2 60 

8805240090 Suopl 1 to NRC Info Notice 87-091, "Failure of Westinghouse W-2Type 
Circuit Breaker Coll Switches" Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post B70411) 80/05/31 
Consolidated Edison Co of New York, Inc 120pp 45683 D3&-456B3- 157 

6805240215 NRC Info Notice 88-034, "Nuclear Matl Control & Accountability of Nonfuol 
SNM at Power Reactors ■* Svc list end 

ROSSI.C.E Division of Operational Event9 Assessment (Post 870411) 8B/05/31 
Consolidated Edison Co of New York, Ino 122pp 45790 100 4&70O 308. 

8806150260 Forwards Safety Insp Repts 50 454/08 0&.50 455/B0 00 & 50 458/88 18 
on 60O5O9-19.No violations noted 

WRIGHT, G.C Region 3, Ofc of tho Director 88/06/02 REED.C Commonwealth 
Edison Co 2pp 46847 1 10-45847.1 18 

-0806150269 Insp Repts 50-454/80*06,60-455/80 00 & 50 456/88 16 on 800509- 
19.No violations or deviations noted Major areas Inspected review ol action on provl 
oub Insp Items & lollowup on SER Items 

MAURA, F , PHILLIPS M.P Region 3, Ofc of the Director 0B/05/27 7pp 45847 112- 
45047.110 

0005270306 NRC Info Notice 88-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060 4S790 IB7 

0006170106 Responds to Generic Ur 00-03 ra Generic safety Issue 93 concerning dis- 
abling auxiliary feedwater pumps by steam binding caused by backleokage of main 
feedwater past check valves Procedures In place or being developed at each plant 
MORGAN, W.£. Commonwealth Edison Co, 68/06/03 Document Control Branch 
(Document Con trot Desk) 4pp 45647,221*45847'224 

0606020047 NRC Into Notice 88 036, "Possible Suddon Loss of RCS Inventory During 
Low Coolant level Operation " Svc flat end 

ROSSI, C.E Division of Operational Events Assessment (Post B70411) 88/Q6/00 
Consolidated Edison Co of New York, Inc. 120pp 45985.152 45965 271. 

6006090301 Suppl 2 to NRC Bulletin 07 002, "Fastener Testing to Deter mine Conform- 
ance W/ Applicable Mat! Specs ” Svc list end 

ROSSI.Cfc Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of Now York, Inc. 120pp 45916 208-45916 327 

0BO62OO457 Ack receipt of 880428 hr Informing NRC of atep9 taken to correct violations 
noted in Insp Rept 50-4 57/ 07-36. Item 4B7/8/-36 02b of notico of violation example of 
noncompliance 

HARRISON.JJ Region 3, Ofc of the Director 08/06/10 REED.C. Commonwealth 
Edison Co 2pp 45901-109 45901 201 

-8806200464 Responds to NRC 080310 ltr re violations noted in tnsp Repts 50 456/80- 
38 & 50 457/BB 36 Corrective actio ns.Mechanlcal Lineup Procedure BWOP OG M2 
rolvaed & Implemented 

SLISS.H E Commonwealth Edison Co. 69/04/26 DAVIS.A B. Region 3, Ofc of the Di- 
rector tip p 45901*191-45901,201 

8806210063 Forwards Rev 1 to "Inservice Insp & Testing Program Plan 1st Insp Inter- 
val " Addl info added throughout document to help clarify weld numbering & coda se- 
lection 

HUNSADER.SC. Commonwealth Edison Co. 89/06/13 MURLEY,T.E V Olfice ol Nu- 
clear Reactor Regulation, Director (Posl 870411). 3pp 46 903 117-4 5904 264. 

-680621 0058 Rev 1 to "Inservice Insp & Testing Program Plan 1st Inap Interval " 

• Commonwealth Edison Co 80/06/13. 5O0pp 45903 120-45904 264. 
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6806080025 NRC Info Notice 88 837, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list encl 

ROSSLCE Division of Operational Events Assessment iPost £70411) 88/06/14 
Consolidated Edison Co or New York, Inc 125pp 45946 001-45946 125 

8806080211 NRC Bulletin 66 006, ‘'Actions To 8o Taken for Transportation of Modal 
Spec z*T Radiographic Exposure Oavrca " Svc list encl 

BURNETT, RF Division of Safeguards & Transportation (P-ost 670413) 68/06/14 
Consolidated Edison Co of New York, Inc lOflpp 45935 211-45936 318 

8806230081 EN 86*053 on 880617 notice of proposed Imposition Of civil penalty in 
amount of $50,000 issued to licensee based on failure to maintain control of access 
to vital area of plant 

ROSANO.R, LIEBERMAN.J Ofc of Enforcement (Post 870413) 86/06/14 Ip 
45932 167 45932 167 

8809090194 NRC Info Notice 88*038, "Failure Of Undervollago Trrp Attachment on GE 
Circuit Breakers " Svc list encl 

FlOSSt.CJS Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Snc lllpp 45946 126*45946 236 

B8061S0013 NRC Bulletin 88 007, "Power Oscillations in BWRs ’’ Svc list encl 
ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 115 45929 229 

BB061601B6 Suppl 1 to NRC Bulleten 88-005, "Nonconforming Malls Supplied by Piping 
Supnhes.lnc at Folsom, NJ & West Jersey Mlg Co at Williarnstown.NJ" Svc list encl 
ROSSLCE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965 151 

0006260167 Forwards Safety Insp Ropts 50 456/88 13 & 50*457/88*14 on 880410- 
0528 & notice of violation 

FORNEY.WL Region 3, Ofc of the Director 08/06/15 REED.C Commonwealth 
Edison Co 2pp 45901 173-45901 168 

“8806200170 Notice of violation from insp on 800410 0528 Violation noted operation at 
power fev&f in excess of 75% beginning approx on B80510 w/o timely calib / of power 
range high neutron (tux trip setpoint 

FORNEY.WL Region 3, Ofc cflhe Director 89/00/15 ip 45001 175-4590 1J 75 

—8806 200172 Insp Hepts 50*456/00 13 6 50 457/88 14 on 830410*0528 Violations 
noted Mafo-r areas Inspected previously Identified items, LER review, startup lest 
observation, operational safoty venficalion.radlological protection & security 
HINDSJ M Region 3, Ofc of the Director 93/06/15 I3pp 45901 1/0-45901 188 

8005210271 Responds to NRC Bulletin 88 003 re insps lo ensure GE latching HI~a 
relays have adequate latch engagement Results of Insps will bo reported within 30 
days 

MORGAN.WE. Commonwealth Edison Co 88/06/15 Document Control Branch 
(Document Control Desk) 2pp 45906 033*45906 034 

8806230072 Forwards Insp Repls 50 456/88-1 & & 50*457/68 16 on 080420*21 & notice 
of vlolatjon & proposed Imposition of civil penalty W/o oncl 

DAVIS, A.B Region 3, Ofc of the Director 88/00/17 REED.C Commonwaallh Edison 
CO 4pp 45932 A 43-45932 146 

68OS20OODO Responds to NRC 000325 notice of violation & proposed imposition of civil 

t onally ro viofalions noted In Insp Ftepl 50 456/60 07 Corrective actions Post Fuel 
oad Engineering Change Notice S 182 issued 

DELGEORGEJL O Commonwealth Edison Co 88/06/20 LIEBERMAN J Ofc of En 
forcoment (Post 070413) 23pp 46942 165 45942 107 

8806200051 NRC Info Notice 80-042, “Circuit Broaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls ” Svc list encl 

ROSSLCE. Division of Operational Events Assessment (Post 070411) 68/08/23 
Consolidated Edison Co, of Now York, Inc 100pp 45977 287*45978 033 

8806200306 NRC fofo Notice 88*043, "Solenoid Valve Problems " Svc fist encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


R. Periodic operating reports & related correspondence 

8006010150 Corrected pages to "Semrniannua! Effluent Rent" for Jut Dec 1987 W/ 
800324 Itr. 

OUERIO.R E Commonweallh Edison Co 87/12/31 DAVIS.B Ropion 3, Ofc of the 
Director 6pp. 45720 284 45720,289 


6. Reportable occurrences, LERa & related correspondence 

9806030315 LER 87-040-02 on 070911, both ays auxiliary transformers tripped during 
performance of deluge sys serve H fan co Caused by misposition auxiliary dram 
valve, Surveil lance procedure revised to ensu/o correct positioning W/8B0519 ftr 
DORTCH.R, QUERIO.RE Commonwealth Edison Co. 88/05/16 6pp 46762 305 

Afiytzn »>4A rr 


V. Operator Examinations 

6806160360 Requests that util remit within 15 days, stated amount for 870916 & 1030 
applications for exemption to annua! written exam requirement of licensed operator 
regualificaUon program topical rept.per 860615 Itr 

DIGGS, R M License Fee Management Branch 08/05/09 BUTTER FIELD.L Com 
monwealih Edison Co, Ip 45823 353 45923 353 
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F. Security, medical, emergency * fJre protection plane 

8806020256 Rev 1 to Emergency Plan Implementing Procedure Bw2P 300 9, "A Model 
Operation,*’ W/revised procedure index 

* Commonweallh Edison Co. 89/05/13. 17pp 45713 302 45713 320 


8806100044 Revised emergency plan implementing procedurea.includjng flay 5 to- 
BwZP 100 8, "RAD/CHEM Director Implementing Procedure," Rev 5 to QwZP t0> 
BA1, “App A RAD/CHEM Director Checklist" & Rev 4 BwZP 100-10, "OporaUyol 
Support Ctr (OSC) - 

* Commonwealth Edison Co 80/05/25 17pp 45772 279 45772 295 

8806200167 Forwards Safety Insp Ropts 50-456/00-13 & 50 457/86 14 or 000410- 
0528 & notice of violation 

FORNEY.WL Region 3, Ofc of the Director 80/06/16 REED.C Common Aeaift 
Edison Co 2pp 45901 173 45901 180 

-8806200172 Insp Ropts 50-456/00-13 & 50*457/80-14 on 080410-0528 Vrolltons 
noted Major areas inspected previously identified items, LER review .start up lesl 
observation, operational safoty verification, radiological protection & security 
HINDS.J M Region 3, Ofc of the Director 88/06/15 13pp. 45901,176 45901 IBS 


J. Insurance & Indemnity Information 


880617-0298 Forwards License NPF-77 & safety evaluation, authorizing operation cf facil 
Ity at reactor power levels not in excess of 3.411 MWt Amend 6 to Indemnity Agree 
meni B-102 & SSER 6 (NUREG-1002) also oncl 

CRUTCHFIELD , 0 Division of Reactor Projects * III.IV.V & Special Projects (Post 
870411) 88/05/20 BLISS, H E Commonwealth Edison Co 4pp 45S2S 107 

45629 152 

--Q906 170327 Unexecuted Amend 6 to Indemnity Agreement B-102 SSER 6 fNUREG 
1002) encl 

THOMAS, CO Policy Development & Technical Support Branch (Post 870411) 0.3/ 
05/20 3lpp 45029 122 45029 152 

8006010293 Forwards executed Amend 6 to Indemnity Agreement B-102, rewng Item 
3 in eaUrety 

OSTER,J Commonwealth Edison Co 88/05/25 DINITZ.I Office of Nuclear Reacts 
Regulation, Director (Post 870411) 3pp 45683 294 45603 296 


P Operating license stage documents & correspondence 


8006160216 Forwards corrected Pago 3/4 3 10 to Amends 16 to Licenses MPF37 & 
NPF-6G a Amends 7 to Licenses NPF-72 & NPF-75 Original page conlamcd typo 
omission for Functional Unit 16 

OLSHAN.L Project Directorate 111-2 80/05/09 BLISS.H Commonweallh Edison Co. 
5pp, 45823 290-45023 296 

-0806160232 Corrected Page 3/4 3-10 lo Amends 16 to Licenses NPF-37 6 NPF-66 A 
Amends 7 to Licenses NPF-72 & NPF-75 

# NRC - No Detailed Affiliation Given 08/05/00. 2pp 45023 295-45023 296 

0006270207 Forwards proprietary WCAP-11620 & nonprop notary WCAP 1)847, ‘RCS 
Flow Anomaly Investigation Rept” List of four loop plants w/arwma-V 

sensitivity, application for withholding & affidavit encl WCAP-1 1528 wiihhe'd (i*t 
1QCFR2.790) 

JOHNSON.WJ Wostinghouso Electric Corp 08/05/13 HODGES, MW Division of 
Engineering & Systems Technology (Post 07041 1) Qpp 45734,247-15735 042 

”8809270213 Requests withholding of WCAP-1152B, "RCS Flow Anomaly InvosligaLorr 
Rept, v ’ per 10CFR2 ?9D Atlidavit encl, 

WIESEMANN.RA Westmghouse Electric Corp 8B/05/13 Offico ot Nuclear Reactor 
Regulation. Director (Post 070411), Qpp 45734*250-45734 250 

-0805270216 "RCS Flow Anomaly Investigation Repl " 

GARNER.DC Westlnghouse Eloclrlc Corp WCAP*11047 80/04/30 20 3pp 

45734 259-45735:042 

0005240298 Confirms JM Hinds 880611 telcon w/H Bliss ro Confirmatory Aden IV 
CAL-RIII-88 06 re deficiencies Idenliflod In lubricants of motor operated 
valves Decision to reslart facility acceptable & confirmatory action considered closed 
DA VIS, A B, Region 3, Ofc of the Director 08/05/16 REED.C Commonwealth Edison 
Co 3pp 45734.100-45734 192, 

0005260247 Clarifies & provides correction to util 080411 llr re LFmrlorqufl operator 
lubrjcalior> Sun 742 EP,Sun 50 EP.was mixed w/Nebula EP0 & EPl Results of new 
grease mixture testing encl Penetration results moot expectations 
HUNSADER.SC Commonwealth Edison Co GB/05/17 MURLEY.T E Olfhco ol Nu- 
clear Reactor Regulation, Director (Post 070411) 4pp 45710 249-45710 252 

0806170206 Forwards License NPF-77 & safety evalualion.aulhonzlng operation ol facih 
(ty at reactor power levels not In excess of 3.411 MWt.Amend G to Indemnity Aqtco 
ment 8 102 & SSER 6 (NUREG-1002) also encl 

CRUTCH FIELD, D Division of Reactor Projects * III, IV, V & Special Projects (Posl 
070411) 08/05/20 BLISS, H,E Commonwealth Edison Co. 4pp 45929 107* 

45029.152 

-8806170314 License NPF*77,aulhorizing operation of facility at reactor power faveSs 
not In excess of 3,41 1 MWt 

SNIEZEK.J H Offico of Nuclear Reactor Regulation, Director (Post 870411) 08/05/ 
20 7pp 45629.111 45829*117 

-8606170317 Notice of issuance of License NPF-77,authorlzlng operation of unit at re 
actor core power levels not In excess of 3,41 1 MWt 
SANDS.S P, Project Directorate lil-2 86/05/20 4pp 45829 1 18-45020 121 

-8806170327 Unexecuted Amend 6 to Indemnity Agreemertl B-102 SSER 6 [NUREG 
1002) end 

THOMAS,C,0 Policy Development & Technical Support Branch (Post 870411) 88/ 
05/20. 31pp 45829 122-45829 152 

0806060003 Stall requirement memo re Commission B80520 meeting In Rockville, MD 
on discus sion/posaible vote on full power operating license for plant Full power au- 
thorized upon completion of any outstanding prerequisites 

CHlLK.S J Office of the Secretary of the Commission 88/05/31. STELIO.V Ofc of 
the Executive Director (or Operations Ip 45743,093 45743,093, 
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6805090098 Application tor amends to Licenses NPF 37.NPF-66.NPF-72 & NPF'75,re 
vising Tech Spec Surveillance Requirement 4 8 1 1 2 f 2 re rejecting largest single load 
from diesel generator Fee paid 

AINGER.K A Commonwealth Edison Co 08/05/31 MURLEY J E Oftice of Nuclear 
Feaclor Regulation, Director (Post 870411) 2pp 45014 198 45814 206 

-8606090101 Proposed Tech Spec Surveillance Requirement 48 11212 re rejection 
ol largest single load from diesel generator 
* Commonwealth Edison Co 08/05/31 7pp 45814 200-45814 206 

0606150402 Forwards Westinghouse MT SME 200, “Evaluation of Indication In Braid 
wood Unit 2 Loop 1 Elbow-to Valve Weld Region," final ropl containing fatigue crock 
growth (analysis for NRC review & acceptance Weld meets ASME Section XI require 
meals 

hCUffSADER.SC Commonwealth Edison Co 98/06/02 MURLEY.T E NRC • No Do 
laited All illation Given Ip 45034 230 45834 272 

**6806150409 "Evaluation of Indication in Braidwood Unit 2 Loop 1 Elbow to Valve 
Weld Region “ 

LEE,Y S , SWAMY.S A , PALUSAMY.S S Westinghouse Electric Corp MT-SME-200 
66/04/30 4?pp 45834 231-45834 272 

6608170100 Responds to Generic Ltr 88 03 re Generic safety Issue 93 concerning dis- 
abling auxiliary feedwater pumps by steam binding caused by backleakago of main 
feedwater past check valves Procedures in place or being developed at each plant 
MORGAN.W E Commonwealth Edison Co 80/06/03 Document Control Branch 
(Document Control Desk) 4pp 45047 221*45847 224 

8006150255 Notifies that implementation of verification & validation (V&V) plan for 
SPDS al facilities complete I do n till cation of listed open items being addressed as 
result ol V&V plan info will be updated aa each open item of plan closed out 
HUNSAOER,SC Commonwealth Edison Co 08/06/06 MURLEY T Oftice ol Nuclear 
Reactor Regulation, Director (pre 851125) 2pp 45815 270-45B15 271 

8606210294 Forwards Amends 9 & 9 to Licenses NPF-72 & NPF-77, respectively & 
safety evaluation Amends extend from 31 to 41 days, on ono time-basis 
only, surveillance interval for power range neutron flux hsah setpoint 
SANOS.SP Project Directorate MI-2 80/06/10 BUSS.M E Commonwealth Edison 
Co 4pp 45859 001 45859 015 

■■3006210304 Amends 9 & 9 to Licenses NPF-72 & NPF-77 .respectively, extending from 
31 to 41 days.on one-time-basis only, surveillance interval for power range neulron 
flux high setpoint 

NORRKOLM.LJ Project Directorate 111 2 88/06/10 7pp 45Q59 005 45959 01 1 

-6806210307 Safety evaluation supporting Amends 9 & 9 to Llconsos NPF-72 & NPF- 
77 .respectively 

4 Office ol Nuclear Reactor Regulation, Director (Post 870411) 88/00/10 4pp 
45859 012-45859 015 

0606290163 Forwards Westinghouse Owners Group Notification Ltr OG 00 21 .Identify- 
ing mldloop concorns.per Generic Ltr 07-12, “Loss of RHR While RCS Partially Filled" 
& 880428 meeting agreement 

NEWTON, R A Westinghouse Operating Plants Owners Group 88/06/20 
HODGES ,W Reactor Systems Branch 7pp 45973 330 45973 344 


Q. Inspection reports, (E Bulletins & correspondence 

8005240137 Responds to NRC 800415 ltr ro violations noted in Insp Ropt 50 457/80 
12 Corrective actions guidance on proper use of component abnormal position log 
provided to & reviewed w/ operating shift porsonnol 

BLISS.H E Commonwealth Edison Co 80/05/12 DAVIS, A B Region 3, Ofc of the Di- 
rector 4pp Available at NRC * 45673 150 45673 153 

6806200123 Forwards corrected respond to IE Bulletin 05-003, “Motor Operated Valve 
Common Mode Failures During Plant Transients due to Improper Switch Settings" 
Sub) response supersedes 880502 response 

MORGAN, WE Commonwealth Edison Co 80/05/16 DAVIS, A B Region 3, Ofc of 
lha Director 33pp 46B05OD4-45865 , 116 

B8062001S9 Responds to NRC 800426 ltr ro violations noted In Insp Repts 50 456/68- 
OB &. 50-457/00 09 Corrective actions surveillance procedure exited & pump restorod 
to initial condition. Individual Involved in event will bo trained 
BLISS, H E Commonwealth Edison Co 88/05/26, DAViS.A.B Region 3, Ofc of the Di- 
rector 4pp 45901 219-45901 222 

0605240028 NRC Info Notice 86 033, “Recent Problems Involving Model Spec 2*T Ra- 
diographic Exposure Device" Svc list end. 

BURNETT, RF Division of Safeguards & Transportation (Post B70413) 00/05/27 
Consolidated Edison Co ot New York, Inc 120pp 456B3 150 45603 277 

6806070005 Forwards Safely Insp Repts 50 456/88 05 & 50 457/08 05 on 600229- 
0504 Deficiencies noted Findings classified as potential enforcement/unrosalvod Items 
& ongoing NRC review being performed to evaluate findings 

HARRISON.J J. Region 3, Ofc of the Director 88/05/27 REED.C Commonwealth 
Edison Co 2pp 45753 261.45753 200 

-8BO0O7OOO6 Insp Repts 50-456/80 05 & 50-457/00 06 on 060229 0504 Deviations 
noted Major areas inspected licensee action on SER/technfcal evaluation rapt com 
mitmenta & environ qualification program compliance to 10CFR60 49 
GAUTAM.AS, GARDNER, R N Region 3, Ofc of the Director. 60/05/27 IBpp, 
45753 263 45753 260 

8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure ol Westinghouse W 2-Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York, tnc I20pp 45603 030 45683 157 

0805240215 NRC Info Notice 80 034, "Nuclear Mali Control &. Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/05/31. 
Consolidated Edison Co of Now York, Inc I22pp 45790 186 46790 300 

8605270906 NRC Info Notice 00-035, "inadequate Licensee Performed Vendor Audits" 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 80/06/03, 
Consolidated Edison Co of New York, Inc 120pp 45790 068-45790.1 87. 


8B0617018B Responds to Generic Ltr 08*03 re Generic safety Issue 93 concerning dis- 
abling auxiliary feedwater pumps by steam binding caused by backleakage of main 
feedwater past check valves Procedures In place gr being developed at each plant 
MORGAN, W E Commonwealth Edison Co 68/06/03 Document Control Branch 
(Document Control Desk) 4pp 45847 221-45B47 224 

8BO0O2OO47 NRC Info Notice BB-036. "Possible Sudden Loss of RCS Inventory Ourlng 
Low Coolant Level Operation " Svc list one! 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/06 
Consolidated Edison Co of New York, Inc 120pp 45965 152-45965 271 

0006090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Deter mlno Conform- 
anco W/Appllcablo Matl Specs " Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 06/00/10 
Consolidated Edison Co of Now York, Inc 120pp 4591 6' 200-4 59 16 327 

6006200457 Ack receipt of 000428 Hr Informing NRG of steps taken to correct violations 
noted In Insp Ropt 50 457/07-36 Item 457/67-36 02b ol notice ot violation example of 
noncomplanco 

HARRISON.J J Region 3, Ofc of the Director. QG/06/1Q REED.C Commonwealth 
Edison Co 2pp 45901 189 45901 201, 

-B0O62OO464 Responds to NRC 060318 ltr ro violations notad in Insp Repts 50 456/00- 
36 & 50 457/88 36 Corrective achons Mechanical Lineup Procedure BWOP OG-M2 
roivsed & implemented 

BUSS.HE Commonwealth Edison Co 80/04/26 DAVIS, A B Region 3, Ofc of the Di- 
rector llpp- 45901 191-45901 201 

B0O6Q8OO25 NRC Info Notice 88 037, "Flow Blockage ot Cooling Water to Safety Sys 
Components " Svc fist encf 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 90/06/14 
Consolidated Edison Co of Now York, fnc 125pp 45946 00 1 -45946, f 25 

0006080211 NRC Bulletin DB 006, “Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device" Svc fist encf 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 06/06/14 
Consolidated Edison Co of New York, fric IQQpp 45035,211 45935 310 

0806230001 EN 88 053 on 800617 notice ot propo90d Imposition of civil penalty in 
amount of $50,000 Issued to licensee based on failure to maintain control of access 
to vital area of plant 

RQSANO.R, LiEBERMAN.J Ofc of Enforcement (Post 870413) 0B/QG/14 tp 
45932 167-45932 167 

0000090194 NRC Info Notice 60-038, “Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI.CE Division of Operational Events Assess mont (Post 870411) 08/06/ 15 
Consolidated Edison Co of Now York, Inc 11 1 pp 45946 126-45946 230 

8806150013 NRC Bulletin 00 007, "Power Oscillations in BWRs " Svc list oncl 
ROSSI.GE Division ol Operational Events Assessment (Post 870411) 00/06/16, 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 1 15-45929 228 

8BO015O16B Suppl 1 to NRC Bulletin 00-005, "Nonconforming Malls Suppllod by Piping 
Suppliea.lnc at Folsom, NJ & West Jersey Mlg Co ot William stown.NJ " Svc list encV 
ROSSI.CE Division of Operational Events Assessment {Post 870411) 60/08/15 
Consolidated Edison Co of Nov; York, Inc 1 20pp, 45GQ5 032-459G5 151 

BB082001G7 Forwards Safety tnsp Repts 5Q 456/08-13 & 50-457/08 14 on 880410 
0528 & notice of violation 

FORNEY, W.L Roglan 3, Ofc of the Director. 89/06/15 REED.C Commonwealth 
Edison Co 2pp 45901 173-15901 100 

-0806200172 Insp Ropta 50-456/00-13 & 50-457/80-14 On 660410 0528 Violations 
notad Major areas inspected previously lUontllied items, LER roviow, Startup tost 
obsorvatlon.operatlonal saloty vonfication.radiolonlcal protection & security 
HINDS, J M Region 3, Ofc of the Director. 08/OQ/16 13pp. 45901 176 45901 10B 

0006210271 Responds to NRC Bulletin BQ 003 ro insps. to onsuro GE latching HFA 
relays have adequate latch engagement Rosulta ol Inspa will bo reported wilnln 30 
days 

MORGAN, WE Commonwoallh Edison Go 08/00/15 Document Control Branch 
(Document Control Desk) 2pp, 45906 033 45906 034 

6006230072 Forwards Insp Repts 50 456/08-15 8 50-457/69-16 on 800420*21 & notice 
of violation & proposed Imposition ol civil penalty W/o oncl 

DAVIS, A B Region 3, Ofc of the Director 88/06/17 REED.C Commonwealth Edison 
Co 4pp 45932 143-45932 146, 

6006280330 Ack rocefpt ot 060429 ltr informing NRC ol step3 taken to correct violations 
noted in Insp Rapt 50 457/08 07 Violation r© failuro to write dovialion rept withdrawn. 
WRIGHT ,GC floglon 3, Ofc of tho Director 89/00/17 REED.C Commonwealth 
Edison Co 2pp 45948 327-4594 B 336 

-BBQ6290O54 Responds to NRC 9Q0329 ltr re violations noted In Insp Ropt 60*457/88- 
07 Corrective aci lions, temporary lift Instructions reviewed Event ro deviation rept not 
constituted as violation, per Incomplete definition ol deviation 

BLISSJI E, Commonwealth Edison Co 00/04/29 DAVIS A B Region 3, Ofc of the D) 
rector 8pp 45948 329-45948 338 

0806200051 NRC Info Notice BB-042, "Circuit Breaker Failures Duo to Loose Charging 
Sprina Motor Mounting Bolts " Svc list end 

ROSsf.C.E Division of Operational Events Assessment (Post 970411) 88/08/23 
Consolidated Edison Co of Nov/ York, Inc tOOpp, 45977 2B7 45970 033 

8806200306 NRC Into Notico 68 043, "Solenoid Vatvo Problems" Svc list oncl 
ROSSI, C.E Division ot Operational Events Assessment (Post 070411) 88/00/23 
Consolidated Edison Co of New York, Ino I23pp 45977 164 45977 286. 


R, Periodic operating reports & related correspondence 

0606010150 Corrected pages to "Semmlannual Effluent Rept 11 for Jul Dec 1907 W/ 
8B0324 ltr 

QUERIO.RE Commonwealth Edison Co B7/12/31. DAVIS.B Region 3, Ofc ot tho 
Director 6pp 45720 2B4-45720 209 
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S Reportable occurrences* LERs & related correspondence 

8-006170151 LER 8B-008-01 on a Q 0220, inadequate capacitor connection resulted fn de- 
graded instrument bus voltage & reactor trip Caused by preservice installation error of 
capacitor by vender Capacitor & connecting leads replaced W/800602 itr 
HILL.H, OUERIO.RE Commonwealth Edison Co 83/05/19 4pp 45B61120 
45661 123 

B8O53101B9 PNO- 1 1 1- 8 8-04 8 on 800520, full power OL issued Currently at 8% 
power, licensee engaged in power ascension activities NRR Region IV will provide 
augmented msp coverage o! power ascension 

HINDS.J , FORNEY.W. Region 3, Ofc of the Director 80/05/23 Ip 45720 243 
45720 243 


DOCKET 50-458 RIVER BEND STATION, UNIT 1 


F„ Security* medical* emergency & lire protection plans 

8806090152 Notifies that annual emergency preparedness excrete scheduled for 
880224 Date discussed & concurred upon by involved parties, including FEMA Region 
VI &. NRC fteQlon IV Proposed schedule of submittals listed 

BOOKER.J E Gulf States Utilities Co 67/10/28 MARTIN, R D Reqion 4, Ofc of tho 
Director, 2pp 45766 062 45766 053 

8806090-0147 Forwards "River Bend Station Site Specific Offsite Radiological Emergency 
Preparedness Alert & Notification Sys OA Venfication " Sys Installed around plant sat- 
isfies requirements of NUREG 0654/FEMA-REP f,Rev 1 & FEMA REP-10 
PETERSON.GC Federal Emergency Management Agency 88/05/20 STELLO.V 
Ofc of the Executive Director for Operations Ip 45799 24 2 45BOO 122 

-8806090060 "River Bend Slabon Site Specific Offsite Radiological Emergency Pre- 
paredness Nort & Notification Sys QA Venftcahon M 

' Federal Emergency Management Agency 80/05/09 234pp 45799 243 45BOQ 122 

6BQ8070070 Forwards Rev 6 to Security training & qualification plan Rev withheld (ref 
10CFR73 21) 

DEDDENS.J C Gulf States Utilities Co 83/06/01 Office of Nuclear Reactor Regula- 
tion, Director (Post 87041 1) 2pp 45770 022-45770023 

8806100093 Forwards Insp Rept SO 450/0BO9 on 88041 1-15 & notice of 
violation Nol tee of violation withheld (ref 10CFR73 21) 

CALLAN.L J Region 4, Ole of the Director 88/06/01 DEDDENS.J C Gulf States Util- 
ities CO 2pp 45818 116-45618 118 

“8806100101 Pari fatly withheld Insp Kept 50 453/88 09 on 68041 MS (ret 
10CFR73 21) Violations noted Major areas Inspected last & malnUssossment 
alds.tfotection a Ids, bull ol resistant structuros.socurity organization & mgt effectiveness 
EARNEST.A B , EVERETT.RJ Region 4, Ofc of the Director 8B/05/24 Ip 
45813 11845810 118 

8806230032 Rev 5 to Emergency Plan Implementing Procedure EIP 2-005 "General 
Emergency "VV/08061 5 Itr 

CADWALLADER.J , BOOKER.J E Gulf Stales Utilities Co 88/06/07 17pp 
45902 164 45902 210. 

6B06230022 Advises that portions of 061216 & 10 & 830107 & 29 revs to plant physical 
securlly plan consistent w/provlsfons of 10CFR50 54(p) & acceptable Util instructed to 
follow previously approved plan for noted unacceptable Hems 
CALLAN.L J Region 4, Ofc of tho Director. 80/06/15 DEDDENS.J C Gulf States Util- 
ities Co 2pp. 45926 261 45926 266 


I. Financial Information 


8806200008 "Gulf States Utils 1967 Annual Rapt” W/880613 Itr 
DRAPER, EL, BOOKER, JE Gull States Utilities Co 87/12/31 44pp 45870 216- 
45870*260, 


J. Insurance & Indemnity Information 

8806020194 Forwards Endorsement 20 to NELIA Policy NF-206 & Endorsement 20 to 
MAELU Policy MF-119 

SAMUELS, J L Marsh & McLennan, Inc 68/05/27 DIIMITZJ. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) 5pp 45698 170-45698 174 


P. Operating license stage documents & correspondence 

6006160391 Responds to NRC 800307 Itr & request at 600504 moating describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRs Upon com 
plelion of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 0B11O4 
ARTIGAS.R Genera! Electric Co 30/05/04 THADANI.AC Assistant Director for Sys- 
tems. 3pp 45323' 164 45823 166 

8606030102 Clarifies utl! position on operations shift rotation in response to Generic Ltr 
82-12, "Operating Experience On Shift/' Util uses five shift rotation schedule Goal is 
to have enough people on staff to have six-shift rotation 

BOOKER, J E Gulf Stales Utlfilies Co 88/05/23 Document Control Branch (Docu- 
ment Control Desk) 2pp 45717 148 45717 149 

8806060080 Grants request for withdrawal of portions of proposed Tech Specs of 
870605 amend application Enel partial withdrawal of application for amend to license 
filed w/Olc of FR for publlcaUon 

PAULSON. W, A Project Directorate IV, 38/05/23 DEDDENS.J C Gulf States Utilities 
Co 3pp 46725,202 4572 5’296 

-8606060083 Partial withdrawal of application for amend to license Portions of amend 
application withdrawn proposes raising Isolation actuation instrumentation setpoints for 
south main steam tunnel temp 8 differential temp monitors 
PAULSON, W A Project Directorate JV 8B/05/23. 2pp 45725*295 45725*296. 


8805270227 Requests administrative order to allow use of cooling water lrea1rre« K 4 
chemicals In addition to chemicals previously described In applications for IJPOCS 
Permit LA0042731 Grab sampling will be conducted at Outfall 081 once per 
DEDDENS.J C Gulf States Utilities Co 06/05/25 KNUDSON.MO Emir onrrentei 
Protection Agency 3pp 45698 226-46698 220 

8605270223 Requests mod of permit requirements for Outfall 002 ol Water Ossete'S* 
Permit WPO409 to add new Outfall 02A to be composed of treated chemical mg'*! 
cleaning wastewater 

DEDDENS.J C Gulf States Utilities Co 80/05/25 O'NEIL L.M Environmental Projec- 
tion Agency 5pp 45700 316 45700 320 

8685270237 Requests mod of permit requirements re Outfall 002 ol NPDES Pernt 
LA0042731 to add Outfall 02 A to be comprised of treated chemical motel ctearw"$ 
wastewater 

DEDDENS.J C Gulf States Utilities Co 80/05/25 KNUDSON.MO Environment 
Protection Agency 5pp 45700 119 45700123 

8B05310081 Requests administrative order allowing use of addl cooling water trealmevt: 
chemicals In addition to previously described chemicals In applications ter Water Dis- 
charge Permit WP0409 Proposed treatment program discussed 
DEDDENS.J C Gulf States Utilities Co 88/05/25 O'NEILL.M Louisiana. Stele of 
3pp 45694 197-45694 199 

8006020343 Forwards corrected Rage 6-1 to Amend 17 to License NPF 47, revise 
Section 6 0 of Tech Specs re administrative controls 

PAULSON, W A Project Directorate IV 88/05/25 DEDDENS.J C Gull States Uiifcn 
Co 4pp 4 5709 307 45709 325 

-0306020345 Corrected Amend 17 to License NPF-47,revising Section 80 re adm/vs- 
trative controls of Tech Specs 

1 NRC - No Detailed Affiliation Given 88/05/25 22pp 45709 311-45709 325 

0606078299 Application for amend to License NPF 47, revising License Condition 2 C 14 
re Reg Guide 1 97 mods Proposed revs & justifications end Fee paid 
DEDDENS.J C Gulf Slates Utilities Co 80/05/25 Document Control Branch (Docu- 
ment Control Desk) I7pp 45779 170-45779 244 

“8B06070303 "Position on NRC Req Guide 1,97,Rov 3, Requirements for Post Accident 
Neutron Monitoring Sys ” 

‘ General Electric Co NEDO 31558 88/03/31 5Qpp 45779.197-45779 244 

0606038197 First partial response to FOIA request for documents App D forwarded & 
also being made available at PDR App A available at PDR Records also bdng mad* 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (870413 8005 14) 60/05/2* 

WEISSMAN.S California, Slate of 3pp 45784 168-45784 10G 

-0202000434 Forwards lislmg of NRC estimated completion dates for OL appr-cante 
listed In Bavlll Rept Dates represent collective NRC Judgement 
EISENHUT.DG Division of Licensing (800428 851124). 82/01/18 BASSE TT^H S 
Office of Management and Program Analysis 3pp 45784 200 45704 210 

8806090274 Application for amond to License NPF-47, providing addl action recre- 
ments to Tech Spec 313 1 to ho met In event scram discharge vol vent 5/or 
valves boccme inoperable Fee paid 

DEDDENS.J C Gulf States Utilities Co 88/05/31 Document Gonlrol Branch (Oxu- 
ment Control Desk) 0pp 45798 275 45798 285 

“8806090277 Proposed Tech Specs, providing addl action requirements to To».h Spec 
3,1 31 to be met In event scram discharge vol vent &/or drain valvos become inoper- 
able 

* Gulf States Utilities Co 88/05/31 2pp 45798 284 45790 285 

8806210435 Forwards Amend 24 lo License NPF-47 & safoty evaluation Amend rv 
creasos main steam line (MSI.) tunnol north Instrumentation selpomls & allowable 
temp values for MSL Isolatfon.RCIC sys & RWCU sys Isolation & MSL cooler, 
PAULS0N.WA Project Directorate IV 80/06/03 DEDDENS.J ,C Gulf Stales UeiIjL- 6 i 
Co 4pp 4580B 208-45B08 222 

“8806210446 Amend 24 to License NPF 47, Increasing main steam lino (MSL) 
north Instrumentation setpoints & allowable temp values for MSL isofation.RCHC sy* 
isolation & RWCU sys isolation & MSL cooler 

CALVO.J A Project Directorate IV. 88/06/03 7pp 45808 211-45808 217. 

“8006210452 Safety evaluation supporting Amond 24 to License NPF 47 

* Office of Nucfear Reactor Regulation, Director (Post 070411), B8/06/03 4pp 
45888 210 45088 222 

0806230214 Notification of 000623 mooting w/Hydrogen Control Owners Group m 
Rockville, MD to discuss emergency procedure guidelines for Mart II 
containments Attendees listed 

KINTNER.L L, Project Directorate 11-1 88/06/03 ADENSAM.E G Project Drectora?* 
IM 6pp 45906 351 45906 356. 


Q. Inspection reports, |E Bulletins & correspondence 

8805250249 Ack receipt of 800408 Ur informing NRC of steps taken to correct vwlatona 
noted in Insp Rept 50 458/80 01 

CALLAN.L J Region 4, Ofc of the Director 88/05/16 DEDDENS.J C Gglf States Un- 
ities Co. 2pp 45664 164-45664*165 

0805260159 Responds to violations noted In Insp Rept 50 458/87 21 on 671102- 
06 Corrective actions upon Identification of lack of specific similarity analysis for V- 
splfce.ulll performed & documented analysis requested by NRC inspectors 
BOOKER.J E Gulf Slates Utilities Co 88/05/19, Document Control Branch (Docu- 
ment Control Desk) 13pp 45680'340-4568B 352 

08060301 15 Ack receipt of 8B0425 Ur Informing NRC of steps taken to correct violations 
noled in frisp Rept 50-458/88-07 

CALLAN.L J Region 4, Ofc of the Director 80/05/24 DEDDENS.J' C Gulf States Un- 
ities Co, 2pp 45717 154-45717 165 
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8306020033 Responds to Suppl 1 to NRC Bulletin 85 003, "Motor-Operated Valve 
Common Mod© Failures Ourmg Plant Transients Duo to Improper Switch Settings." 
BOOKER, J E Gulf States Unities Co 06/05/25 Document Control Branch (Docu 
ment Control Desk) 3pp 45733 302 45733 304 

£$04070030 Forwards Insp Rept 50 450/08 1? on 880401-30 No violations or devi- 
ations noted 

CALLAN.LJ Region 4. Ofc of the Director 00/05/26 DEODEN5.J C Gulf Slatos UN* 
rlie-s Co 2pp 45753 281 45753 294 

— BB06.070031 Insp Rept 50 450/88 12 on 880401-30 No violations noted Major areas 
inspected iic ansae action on previous insp findings, LERs,10CFR21 repts.survoillance 
lest observation & operational safety verification 

JONES, W B , MADSEN, G L . HOLLER, E J Region 4, Ofc of the Director 08/05/24 
12pp 45753 283 45753 294 

8805240020 NRC Info Notice 08 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 070413) 80/05/27 
Consolidated Edison Co of New York, Inc I20pp 45683 15G-45C83 277 

08O524OO9O Suppl 1 to NRC Info Notice 07-061, 'Tailuro of Westmghouse W 2-Type 
Circuit Breaker Cell Switches ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/05/31 
Consolidated Edison Co of New York, Inc I20pp 45683 038 45603 157 

6805240215 NRC Info Notice 88 034, "Nuclear Matl Control & Accountability of Nonfuel 
SNM at Power Reactors" Svc list end 

ROSSI.CE (Division of Operational Events Assessment (Post B70411) 88/05/31 
Consolidated Edison Co of New York, Inc I22pp 45790 1 6B 45790 300 

BBO01OQO93 Forwards Insp Rept 50 450/80 09 on 8B041M5 & notice of 
violation Notice of violation withhold (ref 10CFR73 21) 

C ALLAN, L J Region 4, Ofc of tho Director 80/06/01 DEODENS.JC Gull States Util 
(ties Co 2pp 45B1G 116 45018 118 

-6506100101 Partially withheld Insp Rept 50 458/80 09 on 800-111-15 (ref 
10CFR73 21) Violations noted Major areas inspected test & maint, assessment 
aids detection alds.bullet resistant structures, security organization & mgt effectiveness 
EARNEST,A B , EVERETT.R J Region 4, 01c of tho Director 08/05/24 Ip 
45818 118 45818 1 18 

5606140190 Rasponds to violations noted in Insp Ropt 50 450/88 08 on 880216 
0331 Corrective actions rev lev/ of 31 high temp leak detection alarms performed & 
errors identified & corrected 

DEDDENS.J G, Gulf Slates Utilities Co 08/06/01 Document Control Branch (Docu 
ment Control Desk) 5pp 45819 127-45019 131 

8805270306 NRC Info Notico 88-035, "Inadequate licensor} Performed Vendor Audits" 
Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 00/06/03 
Consolidated Edison Co of New York, Inc I20pp 45790 068 45790 107 

0006020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/06/08 
Consolidated Edison Co of New York, Inc 120pp 45085 162-45965 271 

6606090301 Suppl 2 to NRC Bullolln 07 002, "Fastener Tostlng to Determine Conform- 
ance W/ Applicable Matl Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411). BB/06/10 
Consolidated Edison Co of New York, Inc, 120pp 45916 208-4591 6 327, 

6605140215 Forwards Insp Rept 50-450/BD 10 on 00041 1-15 Violations noted Actions 
taken w/regard to previously Identified insp findings also verified & discussed In Para- 
graph 2 of rept 

CALLAN.L J. Region 4, Ofc of the Director 80/00/10 DEODENS.JC Gulf States Util 
(ties Co 2pp 45818 340 45010 351 

-8806140221 Notice of violation from Insp on 000411-15 Violation noted: radiation pro- 
tection personnel did not review & upciato radiological survey data daily & radiation 
protection foreman did not roviow aclivo radiation work permits weokly, 

* Region 4, Ofc of tho Director 88/06/10 2 pp 4581 B 342 45810 343 

-6806140224 Insp Rept 50 450/00-10 on 88041 1-15 Violations noted. Major areas 
Inspected radiation protection prog ram, including external occupational exposure con 
Irol & personnel doslmotry & IE Bulletin 70 06 test results 

BAER.R E , MURRAY.B Region 4, Ofc of the Director, 88/05/25 0pp 45B10 344- 
45818 351. 

8606060025 NRC Info Notice 80 037, "Flow Blockage of Cooling Water to Safety Sys 
Co mpona n Is Svc fist on cl 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946-001-45946,126 

6606060211 NRC Bulletin 80 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 870413). 88/06/14 
Consolidated Edison Co of New York, Inc lOOpp 45935 211-45035 318, 

B806O9O194 NRG Info Notice 80 030, "Failure of Undorvottage Trip Attachment on GE 
Circuit Breakers ” Svc list enc! 

ROSSt.C.E Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 126 45946 236 

6906150013 NRC Bulletin 08-007, "Power Oscillations In E3WRs." Svc list end 
ROSSI.CE Division of Operational Evonls Assessment (Post 870411) 88/06/16 
Consolidated Edison Co of New York, Inc 1 14pp 45920.1 IS 45929 228 

6806150186 Suppl 1 to NRC Bulletin 86 005, "Nonconforming Malls Supplied by Piping 
Suppllesjnc at Folsom, NJ & West Jersey Mlg Co at Wllliamstown.NJ " Svc list encL 
ROSSI.C E, Division of Operational Events Assessment (Post 870411) 88/06/15. 
Consolidated Edison Co of New York, tnc 120pp 45965 032-45685-151, 

8606270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDRApp A documents also available in 
PDF) Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (870413 860514) 80/06/15, BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45908 208 45908 350 


-88062 70257 Informs of preparation being made to administer Initial sot of cold opera 
tor ILeonse exams during wx ol 850120 & 27 

COOLEY, R A Region 5, Ofc of the Director 85/01/18 CHAMBERLAIN, D Region 5, 
Ofc of the Director Ip 45998 022-459D9 022 

-6606270268 Informs of plant initial set of cold operator licensing exams administered 
In Jan 1B05,Exams being prepared to re-examin-e fiv© of six candidates that did not 
obtain licenses from Jul 1985 exam 

COOLEY, R, A Region A, Ofc of tho Director 85/01/24 JAUDON.J Region 4, Ofc of 
tho Director Ip 45999 023 45999 023 

-8606280055 Discusses retake & reactor operator oxama administered in Feb 1986 & 
Nov 1987,respoctivefy Audit of pfant requafificahon program atso 
conducted Requaliticatlon orogram evaluated to bo satisfactory 
COOLEY, R A Region 4. Ofc of lha Director 87/03/24 JAUDON.J Region 4, Ofc of 
th© Director Ip 45999.038 45999 03B 

6808200051 NRC Info Notice 80-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts" Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 207-45978 033 

8806200300 NRC Info Notice 88 043, "Solenoid Valve Problems " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164-45977 286 


R. Periodic operating reports & related correspondence 

8805268241 Monthly operating ropt for Apr 19S8W/BB0513 Itr 
COLE.RE, BOOKER, J E, Gulf States Utilities Co 88/04/30 5pp 45701 303- 
45701 307 

8606220313 Monthly operating rept for May 198B for River Bend Station Unit I W/ 
860614 Uf 

BYSFIELO.G A, BOOKER, JE Gulf States Ulltillos Co 88/05/31 5pp 45930 013- 
45030 017 

6606 130032 Forwards addendum to semiannual radioactive effluent rotoas© rept for Jul- 
Doc 1907, Addendum provides revised population doses duo to gaseous offlucnts & 
result of corrected computer code methodology 

BOOKER.J E Gulf States Utilities Co 00/08/03 Document Control Branch (Docu- 
ment Control Desk) ip 45817 227-45D 17 237 

“8008130035 Addendum to "Semiannual Radioactive Effluent Release Rept for Jul Dec 
1987," 

FANTACCI.C.L, CARGILL, EM Gulf States Utilities Co 07/12/31 10pp 45617 228- 
4581 7-237. 


S. Reportable occurrences, LERs & related correspondence 

0605260342 Addendum 1 to Supplemental Part 21 Rept 145 ro potential problem w/F 
573-156 pressure Bonsor/lubo oil trip Initially reported on 880429 Addl 1-1/8 Inch di- 
ameter w/doep counlorbone in pressure head added to activate valvo 
BLOCK.L R IMO Delaval, Inc 80/05/12 Ofc of Enforcement (Post B70413) 2pp 
45701 222-45701.223 

B606070143 LER 06-039*01 on 8605 19, Inadvertent firo protection deluge sys actuation 
occurred Causo undetermined Vibration probe tasted & found to respond properly W/ 
S8052? Itr 

ENGLAND, L A , BOOKER, J.E Gulf States Utilities Co 0B/O5/27 4pp 45774.119 
45774.122 

6806100067 LER 80 011 00 an OQOBOS.ccntalnmenl isolation valve discovered to bo 
in oporabte, Caused by torque arm key out of koyway.SubJ valve restored to operable 
states & event to be addressed in operator requaliticatlon training W/88O602 Hr 
ENGLAND.L A , BOOKER, J.E Gulf States Unities Co. 00/06/02. 5pp 45772 296- 
45772 300 

8606140383 Special rept.on 8D0503, invalid failure of Division It diesel gonorator (DG) 
occurredtausad by circuit breaker serving ventilation exhaust fan 1HVP'FN2B failure 
to close Subl breaker loosoned from binding, tested & reinstalled 
BOOKER.J t Gulf States Utilities Co 00/06/02, Document Control Branch (Docu 
ment Control Desk) 4pp, 45026 204-4582G 297. 

6006150503 Revised special ropt ro 861017 valid failure ol Dlv It dlesol generator during 
surveillance tost at plant Caused by water, probably due to replacement of governor 
cooler return line Governor drained, flushed & refilled 

BOOKER.J E Gulf States Utilities Co GB/06/07, Document Control Branch (Docu- 
ment Control Desk), 3pp 45037 358-45837 360, 

8606220206 Special rept on ■080324 1 temp in north end of steam tunnel rose above Tech 
Specs Condition wilt continue to occur while ambient temps remain high during spring 
& summer months Safety^relatad equipment will bo reduced to 4 yrs. 

BOOKER.J E Gulf States Utilities Co 66/09/13. Document Control Branch (Docu 
ment Control Desk), 2pp 45930.112-45930113 

8806240004 LER 0Q-O12 00 on 88051 7 .concrete roof plugs of auxiliary bldg found to be 
Inadequately Installed Caused by missing retention hardware Adequate retention hard- 
ware installed & sign affixed to roof plug area W/880616 Itr. 

ENGLAND.L A, BOOKER.J E Gulf States Utilities Co. 00/06/18 7pp 45910 001- 
45910,007, 


V, Operator Examination* 

6006270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDh App A documents also available in 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion end. 

GRIMSLEY.DH. Division cl Rules & Records (670413-060514) 80/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45990.206 45998 350. 
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-8806270257 Informs of preparation being made to administer initial set of cofd opera- 
tor license exams during wk of 850120 S 27 

COOLEY, R A Region 5, Ofc of the Director 85/01/18 CHAMBERLAIN.D Region 5, 
ofc Of IhG Director Ip 45999 022-45909 022 

-8806270268 Informs of plant initial set of cotd operator licensing exams administered 
In Jan 1985 Exams being prepared to re examine five of six candidates that did not 
obtain licenses from Jul 1985 exam 

COOLEY, R A Region 4, Ofc of the Director. 85/01/24 JAUDON.J Region 4, Ofc of 
the Director, tp 45999 023 45999 023 

— 6806280055 Discussqs retake & reactor operator exams administered in Feb 1996 & 
Nov 1 98 7, respoc lively Audit of plant requalificatlon program also 

conducted ^qualification program evaluated to be satisfactory 
COOLEY, R A Region 4, Ofc of the Director 87/03/24 JAUDON.J Region 4, Ofc of 
the Director Ip 45999 038 45999 038 


DOCKET 50-480 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Application /const ruction stage documents & correspondence 

8605250133 Advises that responses to Generic Ltr88 03, "Resolution of Generic Safety 
Issue 93 'Steam Binding of Auxiliary Feedwater Pomps’" & IE Bulletin 85-001 will be 
postponed until after const restart 

SORENSEN, GC Washington Public Power Supply System 88/05/09 Document 
Control Branch (Document Control Desk) 2pp 456B6;350 45686 351 

0806140210 Ack receipt of NRC SER on B&W Owner Group safety performance Im- 
provement program (NUREG-1231 & Suppl I) for deferred WNP-1 project Evaluation & 
applicable Implementation of recommendations will be deferred until after const re- 
start 

SORENSEN, GC Washington Public Power Supply System 88/06/01 
RUBENSTEIN.L Standardization & Non Power Reactor Project Directorate Ip 
45B18 355-45B18 355 

8606 179128 Forwards SER re util 830415 & 860206 responses to Generic Ur 02-33 on 
how facility meats guidelines of Reg Guide 1 97 as applied to emergency response 
facilities Util should provide comm itme at to Install Category 2 instrumentation 
RUBENSTEIN.L S Standardization & Non-Power Reactor Project Directorate 08/06/ 
01 MA2UR.OW Washington Public Power Supply System 3pp 45B27 322 
45B27 340 

-6806170132 SER re ulil 030415 & B60206 responses to Generic Ltr 82-33 concerning 
how facility meets guidelines of Reg Guide 1 97 as applied to emergency response 
facilities Applicant conforms to reg guide except for listed variables 
• NRC - No Detailed Affiliation Given 80/OG/Ot 4pp 45627 325 45827 328 

-8806170141 ’'Conformance to Reg Guide 1 97,WPPSS,Nucrear Project I," Informal 

S“PoFFEl,JW EG &G Idaho, Inc (subs ofEG&G.Inc) STOFFEL.J W Idaho National 
Engineering Laboralory FIN A 6493, EGG-NTA-7067. 86/05/31 NRC . No Detailed 
AffMalfon Given 13pp. 45827 329 45827 346 


F. Security, medical, emergency &. fire protection plans 

0806179128 Forwards SER ro util 830416 & 860206 responses to Generic Ltr 82-33 on 
how facility moats guidelines of Reg Guido 1 97 as applied to emergency response 
facilities Util should provide commitment to install Category 2 instrumentation 
RUBENSTEIN.L S Standardization & Non-Power Roactor Project Directorate 08/06/ 
01 MAZUR, DW Washington Public Power Supply System 3pp 45827,322- 
45827 348 

—88661 70132 SER re util 830415 & 860206 responses to Generic Ltr 82-33 concerning 
how facility meats guidelines of Reg Guide t 97 as applied to emergency response 
facilities Applicant conforms tg reg guide except for listed variables 
• NRC - No Dalai iod Affiliation Given 8B/06/01 4pp 45827.325 45827 328, 


CL Inspection reports, IE Bulletins & correspondence 

0605250133 Advises that responses to Generic Ltr 68 03, "Resolution of Generic Safety 
Issue 93 ’Staam Binding of Auxiliary Feedwater Pumps'" & IE Bulletin 85 001 will be 
posiponocf until after const restart 

SORENSEN, GC Washington Public Power Supply System. 80/05/09 Document 
Control Branch (Document Control Desk) 2pp 45686.350 45BB6 361 

0005230191 Advises that due to long-term const defay status of plant, action re Suppl 1 
to NRC Bulletin 87 002, "Faslner Testing to Determine Conformance w/Appllcable 
Mall Specs," will be deferred until after restart of const. 

SORENSEN, GC Washington Public Power Supply System 0B/O5/13, Document 
Control Branch (Document Control Desk). 2pp 45581:186-45581*187, 

0806060264 Responds to NRC Bulletin 8B 003, "Inadequate Catch Engagement In HFA 
Type Latching Relays Mfg by GE." Action on bulletin will bo added to plant backing 
ays as work to be accomplished following restart of const 

SORENSEN, GC Washington Public Power Supply System 88/05/13, MARTIN, JB 
Region 5, Ofc of the Director. 2pp 45767 323 457B7:324 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

0906070001 Forwards Safety Insp Rept 50-461 /0B-1 2 on BB0425-27NO violations 
noted 

SHAFER, WD Region 3, Ofc of the Director 68/05/10 GERSTNER.W.C Illinois 
Power Co 2pp 45761 305-45761:322 

-8006070002 Insp Rept 50 461/88 12 on 800425 27 No violations, 
deficiencies, deviatiors.oxrrciSD weaknesses or open items noted Major areas 
inspected emergency preparedness exorcise of key functions & locations during oxer 

Cl S3 

PATTERSON.J P, SMITH, M,J , SNELL,W Region 3, Ofc of the Director, 80/05/10 
16pp 45761 307-45761,322. 


6806100029 Confirms plans for 800610 meeting w/D Hall in Glen Ellyn, IL ro 0-&WZ6 
emergency preparedness exerclso 

GREENMAN.EG Region 3, Ofc of the Direclor 88/05/24 GERSTMER.WC l‘r»s 
Power Co 3pp 45017 100 45B17 102 

8806010085 Forwards response to NRC 880503 Notice of Violation re inatlentiys 
ty force member at open vital area barrier Response withheld (ref 10CFF173 2\) 
SPANGENBERG.F Illinois Power Co 88/05/25 Oocument Control 8 ranch 
moot Control Desk) Ip 45730 274-45730 274 

60Q62BO1 19 Forwards Safety Insp Rept 50-461/80 08 on GB0425 28No Wo'cni 
noted Areas identified as requiring further review & evaluation & as open items m 
to ltr also discussed In rept 

SHAFER.WD Region 3, Ofc of the Director 80/06/21 GERSTNEfcWC I 'r^J. 
Power Co 3pp 45973 233-45973 253 

-6806280123 Insp Rept 50 461/8B-00 on 080424 28 No violations, deficiencies or dev- 
otions noted Major areas inspected emergency response facility appiAisfll.rci^ftS 
radioactive release assessment & meteorological info 

TOSTER.J, SNELL, W Region 3, Ofc of the Director 00/06/17 I8pp 45973 233- 
45973 253 


I Financial Information 


6806160214 Forwards 1987 annual repls for util & associated cooperatives 
SPANGENBERG.F Illinois Power Co 08/06/00 Document Control Branch (Dow 
merit Control Dosk) Ip 45016 092 45016 185 

-8806160217 "Illinois Power Co 1907 Annual Rept " 

KELLEY.WJ Illinois Power Co 87/12/31 40pp 45016093 45B16 132 

—8806160223 "1987 Annual Rept for Soy land Power Coop era five, Inc " 

FELLIN.JJ Soytand Power Cooperative, Inc 87/12/31 33pp 45B16 133 45816 J67 

-8006160231 "Western Illinois Power Cooperative, Inc 1987 Annual Repl " 

GANT.RE Western Illinois Power Cooperative, Inc 87/12/31 18pp 15616 16ft- 
45616 185 


P. Operating license stage documents & correspondence 

8806160391 Responds to NRC 880307 Mr & request at 800504 mooting describ e GE 
program to reconfirm design adequacy of associated circuits In GE BWflsUpon com- 
pletion of Phases 1 & 2 of evaluation of BWRs.GE will submit summary by 881104 
ARTIGAS.R Genoral Electric Co 00/05/04 THADANI.AC Assistant Director for SjV 
tems 3pp 45023 164 45023 166 

8806060051 Informs of completion of work on disabled & out ol 
annunciators Alterations required as of 871201 to ensure that 22 annunciators not 
mlnated during normal plant operations were field complete during First Quarter 1933 
SPANGENBERG.F Illinois Power Co 00/05/16 DA VIS, A B Region 3, Ole ol Iho O 
rector Ip 45765 340 45765 340 

0805260144 Application tor amend to Llconse NPF 62, revising Tech Spec Tables 2 2 1 
1 & 3 3 2-2 ro main sleam line radiation high full power background radmtion terfi 8 
associated trip setpoints for testing of hydrogon water sys Fee paid 
HALL.DP Illinois Power Co 00/05/18 Document Control Branch (Document GortcT 
Desk} Opp 45689 056 45689.070 

-6805260147 Proposed Tech Spec Tables 2 2 1-1, "Reactor Protection Sys Ihstiunen- 
tation Setpoints 1 ’ & 3 3 2-2, "Containment & Reactor Vessel Isolation Control Sjs" 

* Tennessee Valley Authority 80/05/10 Gpp 45689 065 456QD 070 

BB05260394 Application (or amend to License NPF 62, changing Tech Spot* la provktt 
addl Info ro sensor/channet configuration for main atoam line turbine bldg & revw/j 
selpolnt requirements Foe paid 

HALL, DP Illinois Power Co 88/05/10 Document Control Branch (Document Con :* J 
Desk} Gpp 46689 071-45609 098 

-8805260397 Proposed Tech Specs, changing Table 3 3 2-1, Item 2 by proving uMi 
Info re sensor/cnannel configuration for mam steam line turbine bldg tomp ft rovihng 
requirements for control rod alarm In Spec 4 1 3 3 b 1 b 

* Illinois Power Co 08/05/10 22pp 45689 077-45609 000 

6806030197 First partial response to FOIA request for documents App B forwarded A 
also being made available at PDR App A available at PDR Records also being nute 
available at LPDR for plant 

GRIMSLEY.DH Division Of Rules & Records (870413 G00514J 08/05/26 
WEISSMAN.S. California, State of 3pp 45784.160 45704 168. 

-8202080434 Forwards listing of NRC estimated completion dates for OL applicant 
listed in Bevlll Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (800428 051124) 02/01/10 BASSbTT.HS 
Office of Management and Program Analysis 3pp 45784 208-45704 210 

—8202250094 Forwards list of casework open Issues for wk ending B20122, per 01 1 120 
request Only Category 2 & 3 open Issues listed for plants having Bovill deciS'on date* 
more than 3 months away 

EISENHUT.DG Division of Licensing (000428-051124) 82/01/28 DENTON HR 
Office of Nuclear Reactor Regulation, Director (pre-851125) 15pp 45764 2 H- 
45784 225 

8806060226 Forwards response to JA Stevens 880505 questions on In-sorwca testing 
(1ST) program, summary ol changes to 1ST, relief requests & Rev 5 to pump & valve 
testing program plan 

SPANGENBERG.F Illinois Power Co 80/05/27 Document Control Branch {Docu- 
mont Control Desk) 129pp 45763*260 45764 030. 

8006080303 Responds to JA Stevens 800410 request for addl Info ro Genonc Ltr 8-3* 
28 Computerized master equipment list data base being developed to coiwoWa 
classification info from listed documents 

SPANGENBERG.F Illinois Power Co 08/05/27 Document Control Branch (Docu- 
ment Control Desk) 4pp t 45784 020 45784 031 
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6806090227 Informs of revised position re SSER 6 commitment concerning condition 
discovered In which annunciator features of self tost sys not functioning as described 
in SSER 2 Justification for changed position discussed 

SPANGENBERG.F Illinois Power Co 08/06/02 Document Control Branch (Docu 
ment Control Desk) 3pp 45814 211 45014213 

6608130113 Forwards addl Info re hydrogen water chemistry test, par NRC 880525 
telcon request 

SPANGENBERG.F Illinois Power Co 68/00/02 Document Control Branch (Docu- 
ment Control Desk) 5pp 45007 351 45007 355 

06O613O25B Forwards proposed mod to NPDES permit, por requirements of Section 3 2 
of environ protection plan 

SPANGENBERG.F Illinois Power Co 08/06/03 Document Control Branch {Docu 
mem Control Desk) 2pp 45000 001 45608 340 

~98061 30276 “Clinton Power Station Hydrothermal Modeling & Environ Impact Assess- 
ment Studies In Support of Petition for Variance to Amend Discharge Effluent Limits 
tons " 

“ Illinois Power Co 88/05/31 300pp 45808 003-45808 340 

6806230214 Notification of 8Q0623 meeting w/ Hydrogen Control Owners Group In 
Rockville, MO to discuss emergency procedure guidelines for Mark til 

containments Attendees listed 

KINTNER.L L Project Directorate 11*1 88/06/03 ADENSAM.E G Project Directorate 
IH 6pp 45906 351 45906 356 

8806130135 Forwards Into re vendor Interface, per JA Stovens request 
SPANGENBERG.F Illinois Power Co 88/06/09 Document Control Branch (Docu- 
ment Control Desk) 2pp 45802 134-45B02 135 


O. Inspection reports, IE Bulletins & correspondence 

8886030419 Forwards Safety tnsp Rept 50 461/08-10 on 000225 0331 Util will bo noli 
fled by separate correspondence of decision re enforcement actions based on finding 
ol potential violations 

MILLER, HJ Region 3, Ofc of the Director 08/04/20 GERSTNER.WC Illinois Power 
Co 2pp 45767 156 45707 163 

“8806000421 Insp Ropt 50 461/80-10 on 800225 0331 Potential violations noted Major 
areas Inspected environ qualification of electric equipment within scope ol 
I0CFR60 49 & review of licensee action on previously identified findings 
GAUTAM.AS, GARDNER, RN Region 3, Ofc of the Director 88/04/19 6pp 
45787 156-45787 163 

8806Q70001 Forwards Safety Insp Ropl 50-461/08-12 on 600425-27 No violations 
noted 

SHAFER.W.D. Region 3, Ofc of tho Director 08/05/10 GERSTNER.WC Illinois 
Power Co 2pp 45761 ’305-45761 322 

-8806070602 tnsp Rept 50-461/88-12 on 000425-27 No violations, 

daficlencles, deviations, exercise weaknesses or open items noted Major arem> 
Inspected emergency preparedness exercise of key functions & locations during exor- 
cise 

PATTERSON.jp, SM(TH,MJ„ SNELL.W Region 3, Ofc of tho Director 08/05/10 
I6pp 45761 ‘307 45761 322. 

6608150124 Forwards Insp Ropt 50 461/88 07 on 880321-0415 No violations 
noted Recommends that mgl attention & involvement in operations activities be in 
creased; by util 

MILLER.H J Region 3. Ofc of the Director 00/05/ 10, GERSTNER.WC Illinois Power 
Co 2pp. 45835 212-45035 224. 

—8606160131 Insp Rept 50-461/00 07 on 880321*0415 No violations or deviations 
noted Ma|or areas Inspected quality verification activiUos.QC.opora lions surveillance & 
conduct of control operations 

RESCHESKE.P R . BONGIOVANNI.A . MENDEZ, R. Region 3, Ofc of the Dimeter 08/ 
05/17. 1 1 pp. 45035 21 4-45036 224. 

88 9601 0095 Forwards rosponsa tq NRC 000503 Notice of Violation re Inattentive socuri 
ty force member at open vital area barrier. Response withheld {ref 10CFR73 21) 
SPANGENBERG.F Illinois Power Co 00/05/25 Document Control Branch (Docu- 
ment Control Desk) Ip. 45730 274-45730 274 

8696920309 BN OB-041 on B80601, notice of proposed imposition of civil penalty in 
amount ol $75,000 will be issued to licensee based on failure to assure that electrical 
equipment important to safotv re electrical connectors 

STEFANO.J, LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/05/26 Ip 
45733*314 45733 314 

6605240028 NRC Info Notlco 80-033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT.R p Division of Safeguards & Transportation (Post 870413) 08/05/27. 
Consolidated Edison Co of New York, Inc 120pp 45603.158-45083 277. 

6606020011 Responds to Suppt 1 to NRC Bulletin 85*003, "Motor Operated Valve 
Common Mode Failures During Plant Transients Due to Improper Switch Settings " No 
add! actions required as result of suppt 

HALL.D.P Illinois Power Co 00/05/27. Document Control Branch (Document Control 
Oesk) Ip. 45734 019*45734-019 

6606090079 Forwards Safety Insp Rapt 50-461/07-27 on 670610 880429 No violations 
noted 

HARRISON, JJ Region 3, Ofc of Iho Director 08/05/27 GERSTNER.WC Illinois 
Power Co 5>pp. 45801. 165-4500 VI 74 

“6006090080 Insp Rept 50-461/87*27 on 870810 000429 No violations or deviations 
noted Major areas Inspected followup on Allegation Rill B7-A 027 & licensee followup 
actions lo violations & unresolved ilem noted In previous insps 
HUBERT P . SMITH, J F , DANIELSON, D H Region 3. Ofc of the Director 08/05/27 
8pp. 45861:167*45001 174 

6605246090 Suppl 1 to NRC Info Notice 07-061, “Failure of Westinghousa W-2-Type 
Circuit Breaker Cell Switches." Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York. Inc 120pp 45603 030-45603 157 


8805240215 NRC Info Notice 88 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSS.CE Division of Operational Events Assessment (Post 870411) 08/05/31 
Consolidated Edison Co of New York, tnc 122pp 45790 186-45790 308 

6006090116 Forwards Safety Insp Rept 50*461/88-13 on 800427-29 & 051 1-13 No vio 
lations noted 

HARR1SON.JJ Region 3, Ofc of tho Director 80/05/31 GERSTNER.WC Illinois 
Power Co 2pp 45794 018 45794 025 

-6806090116 Insp Rept 50-461/00-13 on 860427-29 & 051 1-13 No violations or devi 
ations notod Major areas Inspected to determine compliance w/ATWS 
RulG,tQCFR5Q 62, per Temporary Instruction 2500/20 {Modulo 25020) 

WESTBERG.R A , GARDNER, R N Region 3, Ofc of the Director 00/05/31 6pp 
45794 020 45794 025 

BB06090020 Discusses Safety Insp Repls 50-461/87-26 & 50-461/80-10 on 070617- 
1013 & G8G225 0331 & forwards notice of violation & proposed Imposition of civil pen 
ally in amount ol $75,000 Violation re use of in appropriate design apses 
DAVIS.AB Region 3, Ofc of the Director 06/06/01 GERSTNER.WC Illinois Power 
Co 4pp 45790 342-45799 015 

-8006090031 Notice of violation & proposed imposition of civil penalty in amount of 
$75,000 Noncomplianco noted equipment important to safety not qualified by appropr) 
ate testing &/or analysis under postulated environ conditions. 

DAVIS.AB Region 3, Ofc of the Director 08/06/01 3pp 45768 346-45799 015 

6005270306 NRC Info Notice 66-035, “Inadequate Licensee Performed Vendor Audita M 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 86/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 06B 45790.187 

6806020047 NRC Info Notice 88-030, "Possible Sudden Lobs ol PCS Inventory During 
Low Coolant Level Operation ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 8B/0G/0B 
Consolidated Edison Co of New York, Inc. 120pp 45965 152-45965 271 

8806140377 Forwards Safety Insp Ropl 50-461/06 69 on B80404 9518 & notice of vio 
latton 

KNOP,R.C Region 3, Ofc Of the Director &8/O0/QB GERSTNER.WC Illinois Power 
Co. 2pp 45031 042 45831 074. 

-8006140379 Notice of violation from insp on 660404-0518 Violation noted required 
overall airlock leakage tost not performed prior to Operational Condition 2 entry & 
secondary containment Integrity not maintained per Tech Spec 3 66 1. 

KNOP.RC Region 3, Ofc of tho Director. 80/06/08 2pp 45B31 044-45831 045 

- 8606140360 Insp Rept 50-46 1/86 09 on 880404-051 & No violations notod. Major 
areas inspected licensee action on previous Insp findings & onsite followup ol written 
repts of nonroutine events at power reactor facilities, 

COOPER.R W Region 3, Dfc of the Director 88/O6/0B 29pp 45031 046-45031 074 

6006090301 Suppl 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Conform 
anco W/Applicabte Matt Specs ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of New York, Inc 120pp 45916 200 45916 327 

6006080025 NRC Into Notice 80*037, "Flow Blockage of Cooling Water lo Safety Sys 
Components " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 670411) 08/06/14. 
Consolidated Edison Co of Now York, Inc 126pp 45946 001-45946 125 

0806000211 NRC Bulletin 08 006, "Actions To Bo Taken lor Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F, Division ol Safeguards & Transportation (Post 870413). 00/06/14, 
Consolidated Edison Co of New York, Inc 1O0pp 45935 21 1-45935i31G. 

8806090194 NRC Info Notico 0B-O3O, "Failure of Undervoltege Trip Attachment on GE 
Circuit Breakers ” Svc list end 

ROSS1.CE Division of Operational Events Assessment (Post 070411). QB/06/15 
Consolidated Edison Co or Now York, Inc 111pp. 45946 126-45946 236 

8606150013 NRC Bulletin 08*007, "Power Oscillations in BWRs " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Posl 070411) 00/06/15 
Consolidated Edison Co of New York, Inc 114pp. 45929 1 15-45929 226 

8006150186 Suppl 1 to NRC Bulletin 60 005, "Nonconforming Malls Supplied by Piping 
Supplies,! no at Folsom.NJ & West Jersey Mfg Co at Willi am stown.NJ," Svc list oner 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/15 
Consolidated Edison Co of Now York, Inc. 120pp 45965*032-45965 151. 

0006230112 Forwards evaluation of itoms identified by NRC Inspectors during 1980 07 
that required significant corrective actions by licensee Addl 10-16 instances notod 
where inspectors found problems w/ulil melhods to close out items. 

KNOP.R C Region 3, Ofc ol tho Director 88/06/17 DAVIS, A B Roglon 3, Ofc of tho 
Director 7pp 45931 355 45931 361 

0806280119 Forwards Safety Insp Rept 6O-461/0B 06 on B0O425-28.No violations 
notad Areas identified as requiring further review & evaluation & as open Items In app 
lo Itr also discussed In rept 

SHAFER.W.D Region 3, Ofc of the Director, 80/06/21 GERSTNER,WC. Illinois 
Power Co 3pp 45973.233 45973 253 

-6006280123 Insp Rapt 50 461/80 00 on 880424-28 No violations, deficiencies or dovl* 
ations noted Major areas Inspected emergency response facility appraisal, reviews of 
radioactive release assessment & meteorological Info 

FOSTER, J , SNELL.W Region 3, Ofc ol the Director 08/06/ 17 10pp. 45973 236* 
45973253 

8806200051 NRC Info Nolice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co or New York, tnc lOOpp 4B977 287-45978 033. 

8006200306 NRC Info Notice 88 043, "Solenoid Valve Problems ” Svc list encl. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 06/06/23 
Consolidated Edison Co of New York, tnc 123pp 45977*164-45977 286 
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R. Periodic operating reports & refated correspond enco 

B80Q 1505-30 Monthly operating rapt tor May 1988 for Clinton Power Slalion W/000608 
Ur 

SPANG ENBERG.F Illinois Power Co 08705/31 6pp 45027 096 45027 101 


S. Reportable occurrences, lEFta A related correspondence 

0803030166 LER 0B-01 4-00 on 0 80502 .containment personnel airlock door sys deter- 
mined to be inoperable Caused by Insufficient post maint tostmg.Personnel responsi 
bla for Inadequate evaluation counseled W/B8Q525 Hr 

SCHALLER.R F , SPANGENOERG.F Illinois Power Co 88/05/25 5pp 45717-285 
45717 269 

88&6070150 LER 8B 01 2 00 on CB0429, standby gas treatment sys considered to bo in 
operable as result ol Indeterminate equipment qualification (EQ) of damper 
actuators Caused by failure to adequately control EQ program results W/080527 Itr 
KERESTES.RT, SPANGENBERG.F Illinois Power Co 80/05/27 5pp 45770 064- 
45770 C68- 

8806-160311 LER 06-015 00 on 8 6050 9. motor operated flush valve on off gas pretreat- 
ment process radiation monitor discovered partially open Caused by util control & in- 
strumentation technician error Procedure revised for clarity W/880608 Hr 
H1LLYER.DW, SPANG E N B E R G,F Illinois Power Co, 88/06/00 Cpp 45815 278 
46815285 

0808290107 RO on 680623, maint technician badly burned in 762-tt radwaste evaporator 
vapor body room Caused by performing work on wrong evaporator Evaporator secured 
&. technic ianglven medical attention 

SPANGENBEflG.F llltnois Power Co 8B/06/24 Document Control Branch (Docu 
ment Control Desk)- 2pp 46973 330 46973 331 


V. Operator Examinations 

8806150446 Confirms 880601 telcon re arrangements for administration of operator & 
senior operator licensing exams on 880919 28 Util should furnish approved ref mail 
fisted in end 

WRIGHT.GC Region 3. Ofc of the Director 86/06/07 GERSTNER.WC Illinois 
Power Co llpp 45016 001-45816 011 


DOCKET STN-SCM70 CESSAR SYSTEM 80 


A. Appllcatlon/construclfon slags documents & correspondence 

8806010034 Provides addl info on CESSAR DC Chaptor 10 re secondary water 
chemistry, per NRG 800225 request CESSAR DC Section 10 3 5 1 revised to make 
clear that C-E secondary water chemistry program includes Immediate shutdown 
Jim its 

SCHERER.AE Combustion Engineering, Inc 8B/05/25 VISSING.G Standardization 
A Nun-Power Reactor Project Directorate 21pp 45733 075 45733 095 

8806010249 Forwards response to NRC 881)226 request lor addl Info on Chaptor 17 to 
Rav 4 to Topical Rapt CENPD 21 0A. "OA Program;* including revs to C E 071 130 & 
880411 responses 

SCHERER, A E Combustion Engineering, Inc 8B/05/25 VISS!NG,G Standardization 
A Non-Power Reactor Project Directorate 14pp 45718 340 45718 353 

B0O6O3O1B7 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at POR Records also being made 
available at LPDfl for plant. 

GRIMSLEY.DH. Division of Rutes & Records (070413 800514) 88/05/26 

WEISSMAN.S California, Slate of 3pp 45784 166-45784 168 

“6202250094 Forwards list of casework open Issues for wk ending 820122, per 01 1 120 
request Only Category 2 4 3 open Issues listed tor plants having Bevill decision dates 
more than 3 months away 

EtSENHUT.DG Division of Licensing (800428-651 124) 82/01/28 DENTON H R 
Office of Nuclear Reactor Regulation, Director (pre-651126) 15pp 45784 211 
45764 225. 


8806070400 Notification of 880628 meeting w/C*E in Rockvillo.MD to discuss proposed 
Chan gas to CESSAR DC,Sys 80+ GA program 

VISSING.G S Standardization & Non-Power Reactor Project Directorate 08/06/02 
RUBENSTEIN.L S Standardization & Non Power Reactor Project Directorate, 2pp 


6806150430 Forwards addl Info re Chapters 1 & 10 to CESSAR DC, per NRC 880311 
refusal 

SCHERER, A E, Combustion Engineering, Inc 88/08/06 VISSING.G Standard fzalfon 
& Non-Power Reactor Project Directorate 12pp 45835 334-45835 345, 

8606160126 Provides proposed resolutions for four ol six issues which make up Topic 
Paper Set 2Jnclud!ng in-vassel hydrogen generation .core melt progression & vessel 
failure & hydrogen Ignition & burning Remaining Issues submitted irt30 days 
SCHERER.A E, Combustion Engineering, Inc, 8B/06/OS, MIRAGLIA.F J Associate Di 
rector for Projects (Post 870411). 47pp 45B40 237-45840 274 


6806290214 Provides proposed resolutions to remaining two issues committed to in 
880606 Itr re direct containment heating (IDC0R Issue 8) & debris coolabifity (IDCOfl 
Issue 10) C-Ejjlans to adopt 14 resolutions previously submitted 
SCHERER, A.t, Combustion Engineering, Inc 88/06/17 MIRAGLIA.F J Associate Di- 
rector for Projects (Post 87041 1] 26pp 45962 142-45962,167. 


DOCKET STN-50-4B2 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

8906160139 Rev 5 to Radiological Emergency Response Plan Implementing Procedure 
EPP 02-1 0, "Testing & Maint ol Alert & Notification Sys Sirens" W/rovised table of 
contonts & Index W/B808U> llr 

WOLES.KJ , ANDREWS.R . WITHER S,B D Wolf Dree k Nm 'rvi Pnnrohnn Corn P0/ 
06/10 30pp 45841 276 45841 305 


8006230042 Forwards Insp Rept 50 402/08-16 on 600401 0514 No violations noted 
CALLAN.L J Region 4, Ofc of the Director 08/06/16 WITHERS.B D Wolf Cree> Nu- 
clear Operating Corp 2pp 45914339 45914 349 

-8808230046 Insp Flflpl 50 4B2/B8-1G on 000401 0514 No violations or devils 
noted Major areas inspected followup of previous Insp findings, monthly svrv&i \dfKA 4 
malnl observation, operational safely verification & onsite event followup 
BARTLETT, B L , SKOW.M E , CHAMBERLAIN, D Region 4, Ofc of the Dredor 86/ 
06/1G 9pp 45914 341 45914 349 


H. General correspondence 

0006000393 Opposes closing of emergency operations ctrCtr functions as 24 h cenirtl 
location lor contact re all state emergencies Notification ol proper personnel A 
nouncemant times essential for power plant 

DUNN.N, GONZALE7,S, BRALEY.K Affiliation Not Assigned 88/05/20 Ofc ol ^ 
Executive Director for Operations 2pp 45756 037 45756 039 


P Operating license stago documents A correspondence 

8005270207 Forwards proprietary WCAP 1 1520 & ncripropnetary WCAP 11847, 'FCS 
Flow Anomaly investigation Rept” List ol four-loop planls wfBnorr&'i 
sensitivity, application lor withholding & affidavit end WCAP 1 1528 withho’d ( r +* 
10CFR2 790) 

JOHNSON, WJ Weshnnhouse Electric Corp 00/05/13 HODGES, MW Dirs^n t* 
Engineering & Systems Technology (Post 8704 1 1) 3pp 4 5 7 3 4 247 4 5 735 042 

-6805270213 Requests withholding of WCAP 11528, "RCS Flow Anomaly Jnmbqiton 
Repl,” per 10CFP2 790 Affidavit oncl 

WIESLMANN.R A Woslinghouso Electric Corp 00/05/13 Office el Nuclear Rear';* 
Regulation, Director (Post B7041 1) 9pp 45734 250 15734 250 

-8005270216 "RCS Flow Anomaly Investigation Repi u 
GARNER,D C Westinghouse Electric Corp WCAP-11847 88/04/30 

45734 259 45736 042 

8805310325 Forwards rosponso to Generic Ur B8 03, "Resolution of Go none 
Issue 93, Steam Binding of Auxiliary I" eedwator Pumps ” Throe chock vafvos <n s«o*i 
between main feedwater linos & AWF pi/mps designated to provont reverse How 
WITHERS.B D Wolf Creek Nuclear Operating Corp 89/05/24 Documani Conirel 
Branch (Document Control Desk) 4pp 45719 255 45719 250 

88(16020272 Forwards requost for addl Info re util 070515 submittal -of steam geneva* y 
tube rupture analysis 

O’CONNOR, PW Project Directorate IV 00/05/24 WITHERS B D Well Crock Nucle- 
ar Operating Corp 5 pp 45707'349 45707 353 

$006020319 Forwards request for addl info to continue review of 851206 Gutmi'rAl re 
containment vessel structure Integrity applicat’on 

O’CONNOR.PW Project Directorate IV 00/05/24 WITHERS.B O Wolf Creek Nlk.- 3- 
ar Operating Corp 5pp 45709 330 45709 334 

8B06 130307 Forwards notlco of consideration of issuanco of amend to License NPF *2 
& proposed NSHC determination & opportunity for hearing on 880228 roqunsl ro Vor 
age of fuel assemblies containing up to 4 5 weight percent U 235 
O'CONNOR.PW Project Directorate IV 80/05/25 WITHERS.B O Well Creek Ned > 
or Operating Corp 3pp 45703 322-46793 333 

-O0O613O30B Notice of consideration of issuanco of amend to Llcenso NPF42 A pro- 
posed NSHC determination & opportunity for hearing Amend revises Tech Specs to 
allow storage of fuel assemblies containing 4 5 woight porcont U 235 
O’CONNOR.P W Project Directorate IV 08/05/25 9pp 45703 325-45703 333 

8806030197 First partial rosponso to FOfA roquost lor documents App 0 foiwanfcd A 
also being made available at PDR App A available at PDR Records also Doing r 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (870413 680514) 60/05/26 

WEISSMAN.S California, State of 3pp 45784 166-45784 160 

—8202000434 Forwards listing of NRC estimated completion dates for OL applet 
listed in Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of licensing (600428 051124) 82/01/IB BASSEIT.HS 
Office of Management and Program Analysis 3pp 45704 208 45704 210 

“6202250094 Forwards list of casework open issues for wk ending 020122, per 611120- 
request Only Category 2 & 3 open issues listed for plants having QomH decision 
more than 3 months away 

EISENHUT.DG Division of Licensing (800428-051124) 02/01/20 DENTON, MR 
Office of Nuclear Reactor Regulation, Director (pro 051 125} 15pp 45784 2H 
45784 225 

6006140003 Forwards Director's Docismn DD B0-O6 donying 071112 request for en- 
forcement action under 10CFR2 206 & notice of Issuance of decision 
MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 070411) 80/05/ 
26 STEPHENS.S , EYE.R Nuclear Awareness Network 7pp 45954 336 45954 355 

“8006280349 Director's Decision DD 00 06 donying 871112 request for mvest-gMon 
into allegations of public trespassing In restricted areas to teh in coo'ng 
lake Trespassing does not appoar to be frequent occurrence 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 68/05/ 
26. Nuclear Awareness Network 12pp 45954 342 45954 353 

“8006200351 Notice of issuance of Director’s Decision DD 80-06 denying S Stephens A 
RV Eye petition under 1GCFR2.206,on behalf ol Nuclear Awareness Notw-ort.for en- 
forcement aclion ro alleged trespassers In restricted areas of -facility 
MURLEY.T.E, Office ol Nuclear Reactor Regulation, Director (Post 870411) 80/05/ 
26 2pp 45954 354 45954,355 

8606140216 Responds to Generic Ur 88 05. "Boric Acid Corrosion of Carbon. S'etfi Re- 
actor Pressure Boundary ” Util developing adminlstralive procedure & enhancing ex- 
isting procedure Procedure will be completed & Implemented by 880930 
WITHERED D Wolf Cieek Nuclear Operating Corp 60/05/31 Document ConbcJ 
Brandi (Do* umonl Control Desk) 2pp 45010 352 45018 353 
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4806U(HI57 Forwards 880503 & 27 requests tor revs to NPDES permit 
WITHERS.B D Woll Creek Nuclear Operating Carp 00/O6/OI Document Control 
Branch (Document Control Desk) 50pp 45820 108 45026 240 

6806170163 Forwards safety evaluation re util 071229 & 880418 submittals of proposed 
preliminary & final design for mod of diesel generator output breaker control circulliy 
at facility 1 Final design acceptable 

O' CONNOR ,P W Project Directorate} IV 80/08/01 WITHERS.B D Wolf Creek Nucle- 
ar Operating Corp 3pp 45828 321-45028 327 

-8806170165 Safety evaluation re diesel generator circuit breaker manual dose 
capability.Final design acceptable 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/06/01 4pp 
45828 324-45B28 327 

8006200060 Final response to FOIA request tor documents App H documents available 
at PDR App I documents partially withheld (ref FOIA Exemption 6) 

GRIMSLEY.DH Division of Rules & Records (870419 000514) GB/06/13 

CONNOR, L Doc-Search Associates 5pp 45845 050 45045 180 

-8806200155 Informs that transcript of 050603 Commission meeting on Wolf Croak will 
be transmitted to Subcommittee on Energy & Environ, upon Commission 
approval Transcript should be withhold Irom public disclosure 
KAMWERER.C, Office of Congressional Affairs (pro 070413) 85/06/11 PALLADINO, 
ROBERTS, ASSELSTfNE Commissioners ip 45845 156 45045-150 

6006290325 Forwards Amend 16 to License NPF-42 & safety evaluation Amend revises 
Tech Specs 5 3 1 & 5 6 i 1 to allow storage of fuel assemblies of up to 4 5% U 235 
from current limit of 3 5% Lf-235 

O'CONNOR, P W Project Directorate IV 08/06/17 WITHERS.B D Wolf Creek Nucle- 
ar Operating Corp 4pp 45956 158 45956 173 

-S8t)629'0336 Amend 16 to License NPF 42, revising Tech Specs 53 1 & 561 1 to 
allow storage of fuel assemblies of up to 4 5% U 235 from current limit of 3 5% U 
235 

CAL VO, J A Project Directorate IV 00/06/17, 8pp 45056 162-4 5956 160 

-8606290338 Safety evaluation supporting Amend 16 lo license NPF-42 
1 Office of Nuclear Reactor Regulation, Director (Post 870411) 08/08/17 5pp 
45956 169 45956 173 


O Inspection reports, IE Bulletins & correspondence 


BD06620047 NRC Info Notice 83 036, "Possible Sudden loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.C £ Division of Operational Events Assessment (Post 870411) 08/06/08 
Consolidated Edison Co of New York, Inc 12Cpp 45965 152-45965 271 

80001 40396 Responds to NRC 880511 Itr re violations noted in Insp Rept 50 482/8B 
IGCorrective actions Temporary Change 88 210 made to Procedure EMG C33, 
"SGTR W/o Pressurvzor Control, " to show proper transition to Step 7e 
WITHERS.B D Wolf Creek Nuclear Operating Corp 88/06/08 Document Control 
Branch (Document Control Desk) 4pp •45823 033-45023 036 

0806140492 Ack roceapt oi 8B011Q response to 8803 IB notice of 

violation Implementation of corrective actions will bo reviewed during future insp 
CALLAN,L J Region 4, Ofc of the Director 8B/O6/09 WITHERS, B D Wolf Creek Nu 
clear Operating Corp 2pp 45B02 336 45802 337 

6806090301 Suppl 2 to NRC Bulletin 07-002, "Fastener Testing to Determine Conform 
ance W/Apphcablo Mat! Specs ” Svc list and 

ROSSI ,CE Division of Operational Events Assessment (Post B70411) 88/00/10 
Consolidated Edison Co of Now York, Inc 120pp 4 5916 200-45916 327 

0806140539 Forwards Insp Rept 50 482/08-17 on BG0&02 06 a notice of 
violation Corrective action implemented should provide assurance that plant will rot 
bo operated w/out of calibr equipment & instruments which might compromise safetv 
CALLAN.L J Region 1 , Ofc of the Director G9/06/10 WITHERS, BD Wolf Creek Nu 
clear Operating Corp 2pp 45B45 276-4504 5 288 

-B8061 40549 Notico of violation from Insp on 000502 06 Violations noted failure to 
have procedures appropriate to circumstances, failure to maintain adequate & com- 
plete records & (allure to toko adequate & timely corrective action 
* Region 4, Ofc of the Director 08/06/10 2pp 45645 27A-45B45 279 

“8806140562 Insp Rept 50 462/80-17 on 800502-06 Violations noted Major areas 
inspected activities associated w/foilowup to licenses event repo ring, mod testing ft 
surveillance procedures & records 

BUNDY, H F , MCKERNON.TO, SEIDLE.W C Region 4, Ofc of the Director BB/06/ 

06 9pp 45845 200 45845 286 

6006160070 Responds to NRC 880512 Itr re violations noted In Insp Repl 50 402/08* 

07 Corrective actions scaffolding storage area cloanod up.compononls property stored 
& electrical malnt personnel reinstructed an importance of attention to detail 
WITHERS.BD Wolf Creek Nuclear Operating Corp 08/06/10 Documont Control 
Branch (Document Control Dosk) 3pp 45838 084-4583B 0B6 


8305250320 Forwards Insp Rept 50-482/80-15 on 080320 0401 & notice of 

violation Unresolved item Identified in Paragraph 4 of rept 

CALLAN.L J Region 4, Ofc of the Director 88/05/16 WITHERS.B D Wolf Creok Nu 
clear Operating Corp 2pp 45686 266 45686 275 


0006080025 NRC Info Notice 88-037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list and 

FIOSSLC E Division of Operational Events Assessment (Post 870411) 88/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 


-3805250323 Notice of violation from Insp on Q8032D-0401 .Violations noted fall uro to 
identify requirements for ASME Code data repts & spec rev status in purchase requisi- 
tions 

1 Region 4, Qfc of the Director 08/05/16 2pp 456G6 268-45606 269 


8806060211 NRC Bulletin 80-006, "Actions To Bo Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETTE I" Division of Safeguards & Transportation (Post 070413) 88/06/14 
Consolidated Edison Co of Now York, Inc lOBpp 45935 21 1-45935 310 


—8905260324 Insp Rept 50-482/88-15 on 000328 0401 Violations noted Major areas 
inspected 10CFR21 A procurement program 

MCNEILL, W M , BARNES,). Region 4, Ofc of the Director 80/05/06 6pp 45606 270 
45606 275 


0806090194 NRC Into Notice DD-038, "Failure of Undoivoltnge Trip Attachment on GE 
Circuit Breakers " S/c list ancl 

ROSSI, C E Division of Operational Events Assessment (Post £70411) 60/06/15 
Consolidated Edison Co of New York, Inc 111 pp 45946:126-45946 236 


8905310093 Responds to NRC 800408 Itr re violations notod In Insp Rept 50 462/87 
24 Corrective actions Insp of splices on instrumentation & control circuits conducted A 
Instrument & Control Procedure INC S-506 revised 

BAILEYJ A Wolf Creok Nuclear Operating Corp 80/05/23 Documont Control Branch 
(Document Control Desk) 9pp 45604 108-45694 196 

8905310325 Forwards responso to Generic Ur 88 03, “Resolution of Generic Safety 
Issue 93,Steam Binding of Auxiliary Feedwater Pumps " Three check valves in series 
between main feedwater lines & AWF pumps designated to provent reverse flow, 
WITHERS.B D. Woll Creek Nuclear Operating Corp 88/05/24 Document Control 
Branch (Document Control Desk). 4pp 45719 256-45719 258 

6806010122 Responds to NRC 080425 Itr re violations noted in Insp Rept 60 482/88- 
12, Corrective actions new method for conducting emergency response organization 
call out notification developed using contract paging svc & dialing units 
WITHERS.B D. Wolf Creek Nuclear Operating Corp, 08/05/24 Documont Control 
Branch (Documont Control Desk) 3pp 45733 220 45733 222 

89060200 B 2 Ack receipt of 880331 response lo NRC Q80301 Itr & notico of violation 
from Insp Rept 50*482/87*33 Concurs w/llcensee position that no violation of 
10CFR50 72 occurred A withdraws B80301 notice of violation 
CALIAN.LJ Region 4, Ofc of the Director 88/05/24. WITHERS.BD Wolf Creek Nu- 
clear Operating Corp 2pp 45698 179-45698 180 

8905 240028 NRC Info Notice 88 033, “Recent Problems Involving Model Spec 2-T Ra 
diodraphlc Exposure Device '* Svc list end 

BURNETT, RF, Division of Safeguards & Transportation (Post 670413) 60/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 158-456G3 277 

6805240090 Suppl 1 to NRC Info Notico 87 061, "Failure of Westlnghous© W-2Type 
Circuit Breaker Cell Switches " Svc list end, 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 88/05/31 
Consolidated Edison Co or New York, Inc I20pp 45683 038 45683 157 

B805240215 NRC Info Notice 88-034, “Nuclear Mali Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list end 

ROSSI.C E. Division of Operational Events Assessment (Post 070411) 00/05/31, 
Consolidated Edison Co ol New York, Inc 122pp 45790 188 45790,308 

6806131)088 Ack receipt of util 080513 Itr Informing NRC of stops taken to correct viola- 
tions noted in Insp Rept 50-482/80 09. 

CALLAN.L J Region 4, Ofc of the Director 88/06/02 W1THERS.B.D Wolf Croak Nu 
clear Operating Corp 2pp 45804 056-45804 060 

6605270306 NRC Info Notice 88 036, "Inadequate Licensee Performed Vendor Audits" 
Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp. 45790.088-45790 1 87 


6606150013 NRC Bulletin 00 007, “Power Oscillations In BWRs " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) 8B/06/15 
Consolidated Edison Co of New York, Inc* 114pp 45929.115-45620 220, 

6006160166 Suppl 1 to NRC Bulletin 88-005, "Nonconforming Malls Supplied by Piping 
Supnlle$Jw: at Folsom.NJ & West Jersey Mfg Co at William s town.NJ Svc list end 
ROSSI.C E Division of Operational Events Assassmont (Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45965,151 

6606210164 Responds to NRC BG051B llr ro violations noted In Insp Ropt 50 4B2/B8 
15 Corrective actions Procedure QAP 41 revised to clarify requirements ro procure 
merit from Westlnghouso & to correct potentially conflicting Instructions 
WITHERS.BD Wolf Creek Nuclear Operating Corp Ob/ 06/15 Documont Control 
Branch (Document Control Desk) 6pp 45900 233 45900 238 

4 

8906230136 Forwards Exam Rept 50-4Q2/OL88-01 of exams administered on 8B0413 
CALLAN.L J, Region 4, Ofc of the Director 80/06/15 WITHERS.B. D Wolf Creek Nu- 
clear Operating Corp 2pp 45926 090 45920,169 

-9806230142 Exam Rept 50-482/0 LOG 01 on 8B0413Exam results two applicants 
passed all portions oi exam & have boon issued appropriate license 
MCCRORY.SL, PELLET.J.L Region 4, Ofc of the Director. 08/06/15 72pp 
45926 098-45926 169 

060 6270 149 First partial responso to FOIA request for documents Forwards Apps 0 & 
C documents Documents available In PDR App A documents etso available in 
PDR.Apps D through G documents wilhhotd (rof FOIA Exemption 5) Releasable por- 
tion encl 

GRIMSLEY.DH Division of Rules & Records (87041 3-QB05 14) Ba/06/15 BOLEY.K 
Public Citizen’s Critical Mass Energy Project 24pp 45990 208 45998 350 

-9800280010 Discusses operolor licensing exam administered during wk of 050423 for 
SALP period from Oct 1984 Jan 1986 No generic weaknesses evident during admin- 
istration of Apr 4985 exam 

COOLEY.R, Roglon 4, Ofc of the Director 86/02/13 HUNNICUTT.D Region 4, Ofc 
ol the Director Ip 45999 029-45999 029 

-6806280052 Informs that hot licenses issued to five applicants during SALP period 
from Feb 1980 - Fob 1987,Roquatification program pilot exercise also performed No 
generic weaknesses noted during administration of Oct 19&0 exams 
COOLEY.R A, Region 4, Ofc of tho Director 07/03/17. HUNTER, D Region 4, Ofc ol 
the Director Ip 45990 037 45999 037 

6000230026 Ac k receipt of 000524 Ur informing NRC of steps taken to correct violations 
In Insp Rept 50 482/8B-12 

CALLAN.L J Region 4, Ofc of the Director. 88/06/16. WITHERS^ D* Wolf Croak Nu 
clear Operating Corp 2pp. 45932 123 45032 127 
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0006230042 Forwards Insp Rept 50-402/68 16 on 880401 0514 No violations noted 
CALLAN.L J Region 4, Ofc of the Director 68/06/16 WITHERS.B D Wolf Creok Nu 
clear Operating Co rp 2pp 45914 339-46914 349 

-9606230046 Insp Rept 50*462/68-16 on 680401-0514 No violations or deviations 
noted Major areas inspected followup of previous in9p findings, monthly surveillance & 
maint observation, operational safety verification & onsite event followup 
BART LETT „B L , SKOW,M E, CHAMBERLAIN, D Region 4, Ofc of the Director 80/ 
06/16 9pp 45914 341-45914,349 

8906200051 NRC Info Nolcce 68 042, "Circuit GreaKer Failures Due to Loose Charging 
Spring Motor Mounting Bolts ” Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/06/23 
Consolidated Edison Co of Nev/ York, Inc lOQpp 45977 287-45978 033 

8806200306 NRC Info Notice 86-043, "Solenoid Valve Problems " Svc list and 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 88/06/23 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 


R. Periodic operating reports 4 related correspondence 

0800140574 Monthly Operating Repl 39 for May 1908 for Wolf Creek Generating 
Station W/09060 6 Itr 

WILLIAMS.M, WITHERS, BO Wolf Creek Nuclear Operating Co/p 60/05/31 7pp 
45826 257 4 5626 263 


S, Reportable occurrences, LERs 4 related correspondence 

0806010044 L6R 89-004-00 on 8B041 4 .determined that dally channel check on loose 
part detection sys not performed Caused by deletion of requirement to audibly monitor 
each channol Temporary change Incorporated into procedure W/fl 6051 6 Itr 
WILLIAMS, M G, WITHERS.B O Wolf Creek Nuclear Operating Corp 66/05/16 5pp 
45695 261-45695 265 

8800010146 Special Rept 87 016 01 on 071 219, diesel generator S failed when genera 
to/ could not bo synchronized to bus Caused by potential transformer fuse knives nol 
Inserting fully Into fuse stabs Insp windows on each cubicle recommended 
WITHERS.B D Wolf Crook Nuclear Operating Corp 66/05/27 Document Control 
Branch (Oocumenl Conlrol Oesk) 4pp 45720 203-45720 295 

88060101 &7 Special Rept 87 015-01 on 071 211 .failure of emergency dlosol generator A 
occurred when cracked lube oil line fitting caused excessive leakage Procedure Initial 
od that will require use of vendor recommended heavier grade oil 
WITHERS, B D Wolf Creek Nuclear Operating Corp 6B/05/27 Document Control 
Branch (Document Conlrol Desk) 3pp 45733 263-45733 2 6 5 

0806210261 LER 0B007-Q0on B80513,dotermined that surveillance lest procedure for 
analog channel operation test cl process instrumentation not In compliance w/Tech 
Spoc 2 2 1, Action Statement fl Caused by personnel orror W/880613 Ur 
WILLIAMS.M G , BAILEY, J A, Wall Creek Nuclear Operating Corp 66/06/13 Opp 
45850 33B 45850 345 


V. Operator Examinations 

0006230136 Forwards Exam Rept 50-482/OLO& 01 of exams administered on 880413 
CALLAN.L J Region 4, Ofc of the Director 68/00/15, WITHERS.B D Wolf Creek Nu 
cloar Operating Corp 2pp. 45920 096 45926169 

-8005230142 Exam Repl 5O-402/OL9B 01 on 880413 Exam resultstwo applicants 
passed all portions of oxam & have been issued appropriate license 
MCCRORY.SL, PELLET ,J L Region 4, Ofc of the Director 88/06/15 72pp 
45926 093 45926 169 

8008270149 First partial response to FOIA request for documents Forwards Apps 0 & 
C documents Documents available in PDR App A documents also available in 
PDR Apps D through G documents withheld (ref FOIA Exemption 5)Roleasablo por- 
tion end. 

GRIMSLEY.D H, Division of Rules & Records (070413 669514) 8B/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp. 4599B 208 45998 350 

—0000200010 Discusses operator licensing exam administered during wk of 850423 tor 
SALP period from Ocl 1904 - Jan 19B6 No generic weaknesses evident during admin 
laHal on of Apr 1965 exam 

COOLEY.R Region 4, Ofc of the Director 86/02/13 HUNNICUTT.D Region 4, Ofc 
of the Director Ip 45999 029 45999 029 

-8B062BO0&2 inform s that hot licenses issued to live applicants during SALP period 
from Feb 1986 * Feb 1987 Raqualificolion program pilot exercise also performed No 
generic weaknesses noted during administration of Ocl 1986 exams 
COOLEY.R A Region 4, Ofc of the Director 87/03/17 HUNTER, O Region 4, Ofc of 
the Director Ip 45999 037-45999 037. 
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F. Security, medical, emergency & tire protection plans 

0806100169 Ro>v 11 to Pages 11,12, & 17 of Chapter 4 "Emergency Action Levels w 
WHITE.A Union Electric Co 88/04/14 4pp 45772 077 45772 OBO 

8006010031 Rev 13 lo Emergency Plan Implomonljng Procedure EIP-ZZ 00201, “Notifi- 
cations " 

FAULKNER.M, BLOSSEfi Union Electric Co B8/05/13 30pp 456B1 317-45681 346 

0806010037 Temporary Change Notice TON 66 0290 to Rev 6 of Emergency Implemen 
tation Procedure EIP-ZZ-00101 , "‘Classification of Emergencies ” 

# Union Electric Co 06/05/10 8pp 45001 347-45681 353 

8000030063 Rev 5 to Emergency Plan Implementing Procedure EIP-ZZ 00210, "Radio 
logical Controls. During Emergencies" W/revisod index 
CRAWFORD, SJ Union Electric Co 85/05/20 55pp 45717 074 45717 128 


8806010030 Notifies of issuance of Charge Notices 86 01,88 02 & 00 03 to /adSo'pg<Al 
emergency response plan Change Notice 08 01 incorporates Mod Package 84-07B3 1 
to extond range of Chamical & vol Control Sys Monitor SJ-RE 01 
SCHNELl.D F Union Electric Co 08/05/25 Document Control Branch (Deane-* 
Control Oesk) 4pp 45683 290 45683 293 

8B06140353 Forwards Safety Insp Rept 50 403/86 07 on 080403-0521 No violates 
noted 

KNQP.RC Region 3, Ofc of the Director 00/06/08 SCHNELL.D F Unwi El* tee 
Co 2pp 45827 042 45027 057 

-6806140360 Insp Rept 50-483/08 07 on 880403 0521 No violations noted 
areas inspected plant operations.ESF sys walkdown.QA, administrative controls affix- 
ing quality, surveillance, mamUiro protection radiological controls & security 
DEFAYETTE.RW Region 3, Ofc of the Director GB/06/07 14pp 45*27044- 
45827 057 

8806210075 “Annual Rept of Changes to Approved fire Protection Program/' 070501 
6QQ412 W/Q80615 Hr 

SCHNELL.D F Union Electric Co 08/06/15 7pp 45913 349-45013 355 

8606230245 Forwards Safoty Insp Rept 50 403/88 10 on BQ06DG 07 No YttlaiOTA 
noted 

SHAFER, WD Region 3, Ofc of tho Director 08/06/16 SCHNELL.D F Union Electee 
Co 2pp 45937 310 45937 324 

-8806230250 Insp Rept 50 403/80-10 on 0BO6OB 07 No vrtfab&ri 
doficienclos.deviations or exercise weaknesses noted Major areas inspected pJii 
emergency exercise Objectives ol exercise end 

PLOSKI.T . PATTERSON, J , SNELL, W Region 3, Ofc of Ihe Director 68/06/16 I3p? 
4593/312 45037 324 

0606240009 Forwards Safeguards Insp Repl 50 403/00 1 S on 880520-27 A notre of 
violation Concern re excessive vital area door alarms continues lo warrant senior r$r 
support lo resolve & will bo monitored during future insp efforts 
MALLETT.fl S Region 3, Ofc of tho Director 80/06/17 SCHNELL.D F Union El* 

Co 2pp 45962 219 45962 222 

-6806240011 Partially withheld Physical Security Insp Rept SO 463/88*11 on 6885 27 

(ref 10CFR73 21) Noncomplianco noled four licensee designated vehicles fa/td to 
meet security plan criteria for such designation 

PiRTLE.GL, E3ELANGER.JL Region 3, Ofc of ihe Director 60/M/I 7 ?fp 
45962 221-45962 222 

8806270331 “Startup Repl for Callaway Plant Upratmg “ W/6B0617 Hr 
SCHNELL.DF Union Electric Co 00/06/17 6pp 45936 054 45936 050 


J, Insurance & Indemnity Information 

8B061 60235 Forwards Endorsements 33 & 19 to NELIA Policy NF-264 & MAELU PoJcy 
MF-1 11 .respectively 

CARTER, RJ Marsh & McLennan, Inc 00/05/25 DINJT4I Olfico of Nuclear 
Regulation, Director (Post 07041 1) 3pp 45040 006 45040 000 


K Utility Final Safety Analysis Report (FSAR) & amends 

8006230172 Rev OL 2 to FSAR for Callaway Plant W/8D0B14 Hr 
SCHNELL.DF Union Electric Co 80/06/30 1,200pp 45937 320 45941177 


P Operating license siege documents & correspondence 

8605240244 Responds to Generic Ltr 8B 03 re resolution of Generic Issue W, S'en 
Binding of Auxiliary Feedwater Pumps 1 ' Probability for steam binding of flunlaiy ftted- 
water pumps & subsequent disabling of sys very low 

SCHNELL.DF Union Eloclric Co 00/05/12 Document Control Branch (Docuir.-rt 
Control Desk) 4pp 45686 122-45606 125 

6606030319 Forwards notice of consideration of issuance of amond lo Liconsu NPF X 
& opportunity tor hearing re 880325 application 

ALEXION.TW Project Directorate 111*3, 08/05/12 SCHNELL.DF Union El*. tew Co 
2pp 45715 104-45715 185 

-8B06030179 Notice of consideration of Issuance of amend to License NPF3Q A pra- 
posed NSHC determination & opportunity for hearing Amend would Increase fti' 7*0 1 
flow variations of control room emergency ventilation sys & filtration units 
LYNCH, MD Project Directorate 111-3 00/05/12 4pp 45716 186-45715 189 

0605270207 Forwards proprietary WCAP-11528 & nonpropnelary WCAP11847, ' PCS 
Flow Anomaly Investigation Rept" List of four-loop plants w/anomay 

sensitivity, application for withholding & affidavit end WCAP-11528 wrlhlroid (rtf 
10CFR2 790) 

JOHN SON ,W J Westinghouse Electric Corp 80/05/13 HODGES, MW Dr/S*n Cf 
Engineering & Systems Technology (Post 070411) 3pp 45734 247 45735 042 

-6805270213 Requests withholding of WCAP-11528, “RCS Flow Anomaly bwwbflJ'Ofl 
Rept," per 10CFR2 790 Affidavit oncl 

WIESEMANN.R A Westinghouse Eloctuc Corp 08/05/13 Office of Nuclear RcaOor 
Regulation, Director (Post 870411) 9pp 45734 250 45734 25B 

-6605270216 "RCS Flow Anomaly Investigation Rept " 

GARNER, DC Westinghouse Electric Corp WCAP-11047 88/04/30 203?? 
45734 259 45735 042. 

6606030072 Forwards Amend 36 to License NPF-30 & safoty evaluation Amend re. 
planl heatup & cooldown curves, max allowable power operated relief vafve Idporl 
cuive & reactor vessel surveillance capsule removal schedule 
ALEXION.TW Project Directorate 111*3 00/05/24 SCHENELL.DF Union Electric Co 
2pp 45725 161-45725 177 

-6806030075 Amend 36 to License NPF-30,revislng plant healup & cOO^*ti 
curves, max allowable power operated relief valve sotpolnt cu^ve & reactor vos-sof sur- 
veillance capsule removal schedule 

PERKiNS.K E Project Directorate ill-3 08/05/24 1 1pp 45725 163 45725 173 
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—8806030080 Safety evaluation supporting Amend 36 to License NPF 30 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 66/05/24 4pp 
45725 174 45725 177 

6806030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPQR for plant 

GRIMS1EY.DH Division of Rules & Records (G704 13-880514) 00/05/26 

WEISSMAN.S California. State of 3pp 45704 166 45784 160 

-S11019018B Summarizes current schodulmp outlook for next 10 cases & measures 
taken to minimize or eliminate scheduling impacts Concurrence requested on forth- 
coming biweekly repts Plants requiring ofc level attention listed 
VOLLMER.R H Oivislon of Engineering (pro 051 125) 81/10/02 DENTON, H R Office 
ol Nuclear Reactor Regulation, Director (pre 851125) 2pp 45704 171-45784 172 

-8(12160061 Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate schedule impacts 

VOLLMER.R H Division of Engineering (pro-851 125) 01/09/14 OENTON.H R Office 
of Nuclear Reactor Regulation, Director (pro 851125) 2pp 457B4 169 45784 170 

-6202080434 Forwards listing of NRC estimated completion dates lor OL applicants 
listed In Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (BQ042Q 851 124) 82/01/18 BASSETT.H S 
Office of Management and Program Analysis 3pp 45784 208-45704 210 

-8202250094 Forwards list of casework open Issues for wk onding 820122, per 81 1 120 
request Only Category 2 & 3 open issues listed for plants having Bevill decision dates 
more than 3 months away 

EISENHUT.DG Division of Licensing (600420 851124) 82/01/28 DENTON.H R 
Olfica of Nuclear Reactor Regulation. Director (pre 851125) 15pp 45764 211- 
45784 225 

8806200494 Forwards safety evaluation supporting NRC 871103 acceptance of util 
871029 submittal re reactor vessel head closure studs 

ALEXION.TW Project Directorate 111-3 00/05/26 SCHNELL.DF Union Electric Co 
2pp 45045 001 45845 004 

-6806200517 Safety evaluation accepting util corrective actions & commitments re re 
aclor vessel head closum stud problems 

' Office of Nuclear Reactor Regulation. Director (Post 870411) 08/05/26 2pp 
45845003-45045 004 

6606060110 Responds to Generic Ur 88 05, " Boric Acid Corrosion of Carbon Steel Re 
actor Pressure Boundaiv Components In PWR Plants,” por 10CFR50 54(f) 
SCHNELL.D F Union Electric Co 08/05/27 Document Control Branch (Document 
Control Desk) Bpp 45700 337-45760 344 

8806100263 Responds to DM Crutchfield 880513 Hr re environ qualification ol Bunker 
Ramo containment penetration assemblies In plant Instrumentation circuits Evaluation 
supporting operability performed por Generic Llr 88 07 

SCHNELL.D.F Union Electric Co 00/06/03 Document Control Branch (Document 
Conbo! Desk) 3pp 45772 126 45772 120 

BB062C0046 Forwards updated pages to Rev It for operating QA manual Manual re- 
vised to Incorporate changes to operating QA program description, including changos 
resulting from enhancements to organization Explanations for changes end 
SCHNELL.D F Union Electric Co 88/06/10 (Document Control Branch (Document 
Control Desk) 60pp 45870,154-45870 215 

6806210459 Forwards annual rept summarizing written safety evaluations of changes 
approved A Implemented for facility since 870605 rept & through 080430 
SCHNELL.D F Union Electric Co 08/06/14 Document Control Branch (Document 
Control Desk) 70pp 45902 074-45902 144 

8806290183 Forwards safoty evaluation approving Rev 10 to facility Inservlce testing 
program Program will provide reasonable assurance of operational readiness of 
pumps & valves to perform safoty rolntod functions 

PERKINS, KE Project Directorate 1 11-3 08/06/14 SCHNELL.DF Union Electric Co 
2pp 45985 309-45905 315 

-6606290197 Safety evaluation approving Rev 10 to facility inservlce insp program & 
ulil requests (or relief from certain ASME Code requirements 
' Office of Nuclear Reactor Regulation, Director (Post 070411) 88/06/14 5pp 
45965 311*45965 315 

8606290163 Forwards Wostmghouse Owners Group Notification Ltr OG-OO 21, identify- 
ing midloop concerns, por Generic Ltr 87-12, “Loss of RHR While RCS Partially Filled’' 
& 880428 meeting agreement 

NEWTON.R.A Wosllnghouse Operating Plants Owners Group 80/00/20 
HODGES, W Reactor Systems Branch 7pp 45973 338*45973 344 


Q. Inspection reports, IE Bulletins & correspondence 

8605240244 Responds to Generic Ltr 80 03 re resolution of Generic Issue 93, "Steam 
Binding of Auxiliary Feedwater Pumps " Probability for steam binding of auxiliary feed- 
water pumps A subsequent disabling of sys very low 

SCHNELL.DF, Union Electric Co 08/05/12 Document Control Branch (Document 
Control Desk). 4pp 45686 122^45606 125 

8605240629 NRC Info Notice 00 033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post B70413) 08/05/27 
Consolidated Edison Co of Now York, Inc 120pp 45603 150-45683 277 

6895240090 Suppl 1 to NRC Info Notice 87-081, “Failure of Westinghousa W 2 Type 
Circuit Breaker Cell Switches " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 08/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45603 157 

8805240215 NRC Info Notice 88 034, “Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors ’’ Svc list end 

ROSSI.C.E Division ol Operational Events Assessment (Post 070411) 88/05/31 
Consolidated Edison Co. ol New York, Inc 12?pp 45790 186-45790 308 


8006159155 Forwards Safety Insp Rept 50 483/08 06 on 800502 06 No violations 
noted 

SHAFER, WD Region 3. Ofc of the Director 88/05/31 SCHNELL.DF Union Etad/lc 
Co 2pp 45834 336-45034 347. 

-0600150161 Insp Rept 50-483/88 08 on 800502 06 No violations or deviations 
noted Major areas Inspected confirmatory measurements & radiological environ morn 
torlng programs, Including plant diem lslry.org amzoti on & mat control 
JANUSKA.A , BOCANEGRA.R , SCHUMACHER, M Region 3, Ofc of the Director 88/ 
05/31 lOpp 45034 338-46834 347 

6005270306 NRC Info Notice GO 035, “Inadequate Licensee Performed Vendor Audits ’’ 
Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 070411) 88/06/03 
Consolidated Edison Co of Now York, Inc 120pp 45790 060 45790 187 

8606020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation ” Svc ti9t end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/00 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 

8000140353 Foiwards Safety Insp Repl 50-483/08-07 on 080403 0521 No violations 
noted 

KNOP.RC Region 3. Ofc of Iho Director 80/06/08 SCHNELL.DF Union Electric 
Co 2pp 45827 042-45027 057 

—8806140360 Insp Repl 50 463/00-07 on 880403 0521 No violations noted Major 
areas Inspected plant oporatlons.ESF sys walkdown.QA, Administrative controls affect- 
ing quality, surveillance, mainUiro protection radiological controls & security 
OEFAYETTE.R W Region 3, Ofc of Iho Director 00/06/07 14pp 45827 044- 
45827 057 

8606090301 Suppl 2 to NRC Bulletin 87 002, "Tastener Testing to Determine Conform- 
ance W /Applicable Mall Specs ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/10 
Consolidated Edison Co of Mew York, Inc 120pp 46919 290 45016 32? 

B8Q6080025 NRC Info Notice 00 037, “Flow Blockage of Cooling Water to Safoty Sys 
Components, 1 ' Svc list oncl 

ROSSI.CE Division of Operational Events- Assessment (Post 870411) 80/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946001-45946 125 

8806080211 NRC Bulletin 00 QOS, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiograph^ Exposure Device" Svc list end 

BURNETT.R.F Division of Saleguards & Transportation (Post 870413) 08/00/14 
Consolidated Edison Co of Now York, Inc 108pp 45935 211-45936 318, 

8B06O9O1 94 NRC tnfo Notice 88-036, "Failure of Undarvoltagn Trip Attachment on GE 
Circuit Breakers 11 Svc list end 

ROSSI.CE Division of Operational Events Assossmont (Post 870411) 00/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1 pp 45946 126-45946 236. 

8806160013 NRC Bulletin 80 007, "Power Oscillations (n BWRs ” Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/06/15 
Consolidated Edison Co of Now York, Inc ll4pp 45920 1 15-45920 220 

BB06 159106 Suppl 1 to NRC Bulletin GB-005, “Nonconforming Mulls Supplied by Piping 
Supplies, Inc at Folsom, NJ & Wost Jorsoy Mfg Co at Williamsiown.NJ " Svc list oncl 
ROSSI.CE Division of Operational Evonls Assessment (Post 070411) 08/06/15 
Consolidated! Edison Co of Nev; York, Inc I20pp 45965 032-45965151 

8006230245 Forwards Safety Insp Rept 50 403/80-10 on 8B0606-07 No violations 
noted 

SHAPE R,W D Region 3, Ofc of the Director 00/06/16 SCHNELL.D F Union Electric 
Co 2pp 45937 310 45937 324 

—8806230260 Insp Repl 50 403/00-10 on 8G0606 07.No violations, 
deficiencies, deviation a or nxercl&o weaknesses notod Major areas Inspected plant 
emergency exercise Objectives of exorcise end 

PLOSKI.T , PATTER SON, J , SNELL, W Region 3, Ofc of Iho Director 06/06/16. 13pp 
45037 312 45937 324 

8806240009 Forwards Safeguards Insp Rept 50 403/00 U on 800520 27 & notice of 
violation Concern re excosslve vital area door alarms continues to warrant senior mgt 
support to resolve & will be monitored during future Insp olforts 
MALLETT.B.S Region 3, Ofc of the Director 06/00/17 SCHNELL.DF Union Electric 
Co 2pp 45902 219-45962 222 

-6806240011 Partially withhold Physical Security Insp Rept 50 483/08-11 on 000523 27 
(ref 10CFR73 21) Noncomplianco notod four licensee designated vehicles failed to 
meet security plan criteria for such designation 

PIRTLE.GL, BELANGER, JL Region 3, Ofc of Ihe Director 00/06/17 2pp 
45962 221 45962 222 

8806200051 NRC Info Notice 00-042, “Circuit Broaker Failures Duo to Loose Charging 
Spring Motor Mourning Bolts ” Svc list oncl 

ROSSI.C.E. Division cf Operational Events Assessment (Post 870411) 08/06/23 
Consolidated Edison Co of Now York, Inc lOBpp 45977,287-45978 033 

8806200306 NRC Info Notice 88-043, "Solonoid Valve Problems'’ Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/23 
Consolidated Edison Co of Now York, Inc 123pp 45977 18-4 45977 206. 


R. Periodic operating reporta & related correspondence 

8806140319 Monthly operating rept for Callaway Unit 1 for May 1980 W/800606 Hr 
MOOSE.JM, BLOSSER.J D Union Electric Co 0G/O5/31 7pp 45027 030 
458-27 036 

8806210075 "Annual Rept of Changes to Approved Fire Protection Program," 070501- 
880412 W/080615 ltr 

SCHNELL.D F Union Electric Co 08/06/15 7pp 45913 349 45913 35$ 
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S. Reportable occurrences, LERs 4 related correspondence 

6608100167 LER 8-8 004 01 on 8802 10 .reactor trip occurred Caused by short circuit to 
ground Disassembly 4 insp ol mechanical linkage planned.bypass switch mslallod & 
emergency procedure changed to caution operators W/8B0531 itr 
TAYLOR.M E . BLOSSER.J D Union Electric Co 88/05/31 Bpp 45772 001 

45772 0BB 

8605140367 Rov 1 to Special Rept 8B-01 on 88021 3, ECCS actuation occurred Caused 
by open mam steam line drain valves & malfunctioned mam steam seat automatic 

P ressure regulator valve ECCS repaired & plant restored to normal 
LOSSER/D Union Electric Co 88/05/31 Document Control Branch {Document 
Control Desk) 3pp 45847 004 45847 006 

8606100014 LER B0-OO7-OO on 88Q502 h automalic reactor trip occurred on steam genor 
ator tow level 8 Caused by spurious actuation of main throttle pressure limiter 
(TPL) TPL bypassed via temporary mod W/860601 Itr 

TAYLOR a ME, BLOSSER.JD Union Electric Co 88/06/01 6pp 45772 262 

45772 267 
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F Security, medical, emergency & fire protection plans 

8606020004 forwards Insp Rept 50 498/8B-24 on 800405 0502 Violations noted will be 
discussed during enforcement conference NRC particularly concerned about violations 
occurring on BB0424 re operation outside Tech Specs action statemenl 
CALLANXJ Region 4, Ofc of the Director B8/05/24 GOLDBERG.JH Houston 
Lighting & Power Co 3pp 45731 24 B 4 5731 267 

-8806020005 Insp flepl 50-498/8B-24 on 080405 0502 Violation noted Major areas 
Inspected startup testing results re viev/, operability of steam generator power-operated 
relief valvos.monlhlv surveillance observations & security observations 
CARPENTER, D R , 8ESS,J E , HUNNICUTT.OM Region 4, Ofc of the Director 88/ 
05/24 17pp 45731 251-45731 267 

6806020018 Requests that scenario manual for 0BO713 graded emergency prepared 
ness exercise be considered prophet ary, par 10CFR2 790 p to ensure exercise results 
froo from bias 

VAUGHN.GE Houston Lighting & Power Co B8/W26 Document Control Branch 
(Document Control Desk) 2pp 45733 360-45733 361 

8608030277 Forwards FEMA B8040B Itr pertaining to evaluation of State of TX & local 
emergency plans ro plant 

CALLAN.Lj Region 4, Ofc ol the Director B8/05/26 GOLDBERG.JH Houston 
Lighting & Power Co 3pp 45752 290 45752 293 

6608170089 Revised manual station procedures, in eluding Rev 2 to OEPPOI-ZA 0033, 
"Use of Mobil Decontamination Unit (MDLI 6)" & Rev 6 to OEPPOI-ZA 0016, “Oper- 
ations Support Ctr Activation, Operation & Oeactlvallon " W/8B060B Hr 
MCSURNETT.MA Houston Lighting & Power Co 68/06/QB 103pp 45861 128 
45661 231 


G Adjudicatory correspondence 

8606300015 Ack receipt of 000317 petition .filed per 10CFR2 206 by addressees, on 
behalf of organizations addressees represent re delaying Commission voting on full 
power OL for facility until NRC completes investigation of allegations 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 67041 1 ) 88/06/ 
17 DUGEL0Y.8 Earth First! FLYNN, C Gray Panthers BAKER.L A Lone Star Green 
Bpp 459G6 3 1 2-45966 333 

-8606300023 Notice of recoipt of petition for director's decision under 1QCFR2 2O0 & 
issuance ol director's decision donying petitioners request 

MURLEY.TE Office of Nuclear Reactor Regulation, Director {Post B70411), 80/06/ 
17 2pp 45966 3 10 45966 3 1& 

~80 0630002 6 Decision DD BB 09 denying 880317 petition by Earth First, Gray Panthers 
of Austin, Lone Star Greon.Public Citizen, South Texas Cancellation Campaign & Travis 
County Democratic Women Committee for Commission to delay util licensing vote 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 88/06/ 
17, 14pp 45980 32O45966333 


H. General correspondence 

8806290206 Responds to 630510 Itr re N Williams concern about licensing of plant & 
allegations Involving safe operation of plant Allegation identified no substantive safety 
Issue that would warrant delay In licensing of plant 

STELLO.V Ofc of the Executive Director for Operations 86/08/10 MJKULSKI.B 
Senate 4pp 45957 058-45957 064 


I Financial Information 

8B08170175 Forwards Amend 10 to application for CP & OL, reflecting adjustment In 
ownership Interests resulting from settlement of litigation between util & City ol 
Auslin.per 800317 agreement Financial rept for 1987 also end 
GOLDBERG, J H Houston Lighting & Power Co, QB/06/09 Document Control Branch 
(Document Control Desk), 5pp 45893 322 45895 100 

-8600170183 "Houston Industries Inc, 1987 Annual Rept" 

• Houston Lighting & Power Co 67/12/31 6Qpp, 4 5894 1 003-4 5894 072 

-8806170105 "Securities & Exchange Commission Form 10K for FY87 " 

* Houston Lighting & Power Co, 67/ 12/31 252p p 45B94.073 45895,100 


P. Operating license stage documents & correspondence 

0806230204 FOIA request for entire NRC file re E Sides chargo of discriminatory em- 
ployment practices filed against Houston Lighting & Power Co & documents prepared 
for use at 061 103 meeting between NRC & util 

SMITH, LC Baker & Bolls. 87/10/05 Office of Administration (Pre 870413), 
BROWN, D K Labor, Dept of 4pp 45908 045 45906 048. 


8806020019 Provides further info re seal matl incompatibility issue at plant.pci 080115 
discussion Recommends enhanced surveillance program (or suspected operators to 
monitor for excessive leakage 

FISHER, RC Paul Munroe ENERTECH 88/04/16 MARTI N,R Region 4, GJc of the 
Director 4pp 45737 054 45737 057 

8605250124 Forwards updated safety questions evaluation .containing instificalon tj 
continued operation described during 880513 discussion re auxiliary feedwater pump 
shaft sleeve (allures 

VAUGHN.G E Houston Lighting & Power Co BQ/05/13 Document Control Branch 
{Document Control Desk) IQpp 45675 025-45675 061 

-8806010274 "Failure Analysis of Shaft Sleeves m Auxiliary Feedwater Pump” 

CHUNG, Y, WHITE.R A , MANLEY, R A Bechtel National. Inc 80/04/30 27pp 
45675 035 45675 061 

8605270207 Forwards proprietary WCAP-11528 & nonpropnoiary WCAP1IB47, 'RCS 
Flow Anomaly Investigation Rept ” List of four loop plants w/arwr&V 

sensihvity.application lor withholding & affidavit oncl,WCAP-1 1528 withheld (ref 
10CFR2 790) 

JOHNSON, W J Weslmghouse Electric Corp 60/05/13 HODGES, MW DirtKki &f 
Engineering & Systems Technology (Post 070411) 3pp 45734 247 45735 042 

-8805270213 Requests withholding of WCAP-1 1528, "RCS Flow Anomaly lnvo$tiga'*fi 
Rept," per 10CFR2 790 Affidavit one? 

WIESEMANN.R A Westinghouse Electric Corp 0B/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 87041 1) 9pp 45734 250-45734 258 

-8605270216 "RCS Flow Anomaly Investigation Ropt " 

GARNER.D C Weslmghouso Electric Corp WCAP-1 1847 89/04/30 203pp 

45734 259 45735 042 

8806270035 Application for amend to License NPF-76, revising Tech Spec 3/4 3 2 la 
delete all refs to excessive cooldown protection & associated items Tech Spec bases 
section re P-15 Interlock also deleted Proposed FSAR revs end Fee paid 
VAUGHN.G E Houston Lighting & Power Co 08/05/18 Document Conliol Qraivh 
(Document Control Desk) 10pp 45690 001-45690 068 

“8B05270037 Proposed Tech Spec 3/4 3 2, deleting all refs to excesstvo cooldown pro- 
tection & associated Items Proposed FSAR reva end 
■ Houston Lighting & Power Co 88/05/18 58pp 45690 01 1-45690 066 

8805270179 Forwards proprietary Rev 1 to WCAP-1 1761, "South Texas Unite I A 2 Ra 
actor Vessel Tilt & Waviness Clarification Study" & Wasting hou so 680502 a pp’icabvn 
for withholding rapt Rept withheld (rof 10CFR2 790(b)(4)) 

MCBURNETT.mA Houston Lighting & Power Co 86/05/23 Doormen! Control 
Branch (Document Conlrcl Do9k) 3pp 45694 173 45694 184 

-8005270109 Requests that proprietary Rev 1 to WCAP 11761, "South Texas Unite 1 4 
2 Reactor Vessel Tilt & Waviness Clarification Study," be wWieVpw 
10CPR2 790(b)(4) 

WIESEMANN.R A Westinghouse Electric Corp 08/05/02 MURLEYJ Oflica ol Hu 
clear Reactor Regulation, Director (Post 870411) 9pp 45694 1 70-45694 184 

0605310101 Submits addl info re 000518 request for Tech Spec chongo torMoteex 
cessivo cooldown protection circuit A for waiver of compliance- to allow operation w/ 
subj circuit bypassed until Tech Spec change approvod 

VAUGHN, G E Mouston Lighting & Power Co 08/05/23 Document Conlrcl Branch 
(Document Control Desk) 4pp 45694 247 45694 250 

6005310113 Suppls 880518 application for amend to License NPF-76, deleting Tedi 
Spec Table 3 3 4,ltem 4 f & Table 4 3-2, Item 4 f to bo consistent w/proposedrev la 
Table 3 3 3 

VAUGHN, G E Houston Lighting & Power Co 88/05/23 Document Control Branch 
(Document Control Desk) 3pp. 45734 200 45734 204 

-8BD60B0033 Proposed Tech Spocs.deletlng Table 3 3*4, Item 4 f & Tablo 4 3 2.llem 4 1 
to be consistent w/proposod rev to Table 3 3 3 

* Houston Lighting & Power Co 88/05/23. 2pp 45734.203-45734.204 

8806020249 Forwards Amend 1 to Liconse NPF-76 & safety evaluation Amend 
changes Tech Specs to delete all refs to excessive cooldown protection & essOfraifd 
Hams 

DICK,G F Project Directorate IV 08/05/24 GOLDBERG, J H. Houston Uflhtihff 4 
Power Co Bpp 45710 054 45710 096 

-6006020255 Amend 1 to Liconse NPF-76,changmg Tech Specs to deloto all rcla la 
excessive cooldown protection & associated Items 

RUBENSTEIN.L S Assistant Director for Region IV Reactors & Special ProJ.eC 68/ 
05/24 34pp 45710 059 45710 091 

“0006020259 Safety evaluation supporting Amend 1 to License NPF-76 

* Office of Nuclear Reactor Regulation, Director (Post 87041 1) 88/05/ M 5pp 
45710 092-45710 096 

8006010020 Forwards revised response to Generic Ur 83 28, "Required Actions Cased- 
on Generic Implications of Salem ATWS Events " Hardware limitations wrlhiri emer- 
gency response facilities data acquisition & display sys mado deviations noc-wMiy 
GOLDBERG, J H Houston Lighting & Power Co 08/05/25 Document Control Orancft 
(Document Control Desk) 14pp 45720’309-45720 322 

8806020217 Notification of 000602 meeting w/utll In Rockvilie.MO to discuss Tech- 
Specs & PRA studies 

D1CK.GF, Project Directorate IV 80/05/25 CALVO.J A Project Directorate IV 5pp 
45709 335 45709 339 

8806020017 Partial response to FOIA requost for documents Foma; ds App l 
documents App K & L documents available in PDR ^ 

GRIMSLEY.D.N Freedom of Information & Privacy Acts Branch, 00/05/26 DAY.B 
Austin, TX 3pp, 45708 315-45709 015 

“8806020040 Requests arrangements bo made to have court reporter available to ban- 
scribe South Texas safety assessment team interviews of alfegers on 0001 20 fn. a 
obtained during interviews & transcripts confidential. 

CALVO.J.A Project Directorate IV. 80/01/15 WILDER, P Atomic Safety andUcorw.ng 
Board Panel llpp 45709 005 45709,015. 
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6806030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at POR Records also being made 
avajlable at LPDR for plant 

GRIM5LEY.DH Division of Rules & Records (870413 880514) 88/05/26 

WEISSMAN.S California, State of 3pp 45784 166 45784 168 

-8202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevill Rept Dates represent collective NRC judgement 
EISENHUT.DG Division of Licensing (800428 851 124) 82/01/18 BASSETT, HS 
Office of Management and Program Analysis 3pp 45784 208 45784 210 

6808030256 Responds to Generic Ur 80 03, “Resolution of Generic Safety Issue 93, 
'Steam Binding of Auxiliary Feedwater Pumps'” Sys contains design features to 
reduce potential stoarn binding Topic addressed in response to Bulletin 05 001 
GOLDBERG.J H Houston Lighting & Power Co 80/05/31 Document Control Branch 
(Document Control Desk) 4pp 45700 t09 45708 202 

830513004 1 Informs that util taking vary conservative position, directing that voluntary 
entry into Tech Spec 303 not permitted other than per 10CFR60 54 (x), per T Murloy 
870617 Hr A NRC comments 

GOLDBERG, JH Houston Lighting & Power Co 08/05/31 MARTIN.H D Region 4, 
Ole of the Director 3pp 45791 136 45791 138 

8806130046 Responds io Gonerlc Ltr 88 05, "Boric Acid Corrosion of Carbon Steol Re 
actor Pressure Boundary Components In PWR Plants" Enel rept identifies areas 
which may be susceptible to boric acid corrosion Actions to be completed by QflOGOI 
VAUGHN, G E Houston Lighting & Power Co 88/05/31 Document Control Branch 
(Document Control Desk) 6pp 45817 250 4501 1 255 

8B0Q130254 Forwards annotated combined Tech Specs for Umh 1 & 2, (NUREG- 
I305),per 10CFR50 3 6 Correspond mg alphabetized justification for proposed changes 
also encP Approval anticipated prior to Unit 2 licensing 

WOBURN ETT.M A Houston Lighting & Power Co 08/06/01 Document Control 
Branch (Document Control Desk) 200pp 45006 040-45007 144 

3806170175 Forwards Amend 10 to application for CP & OL.reflecting adjustment In 
ownership interests resulting from settlement of litigation between util & City ol 
Aus Im, per 080317 agreement Financial rept for 1907 also end 
GOLDBERG, J H Houston Lighting & Power Co 80/06/09 Document Control Branch 
(Document Control Desk) 5pp 45093 322 45095 100 

-8806170176 Amend 10 to application for OL.reflecting adjustment in ownership fntor* 
ostg resulting from settlement of litigation between util & City ol Austin based on 
870017 settlement agreement 

GOLDBERG.J H Houston Lighting A Power Co 80/06/09 4pp 45093,327* 
45893 330 

“8806170160 Application for CP A OL for facility 

* Houston Lighting & Power Co 80/06/09 32pp 45893 331 45094 002 

“BB0617O183 "Houston Industries Inc, 1987 Annual Rept " 

1 Houston Lighting A Power Co 07/12/31 68pp 45894 003-45894 072 

“6806170185 “Securities & Exchange Commission Form 10K for FYD7 M 

* Houston Lighting & Power Co 07/12/31 262pp 45004 073 45G95 100 

6806210267 Confirms NRC/NRR assignments now in effect for plant GF Olck assigned 
as project manager & PD Milano will assume dutios In Dick absence 
CALVO.JA Project Directorate IV 80/06/10 GOLDBERG.J H Houston lighting & 
Power Co 4pp. 45858 334-45858 337 

8806160202 Submits Info In support of reaffirmation of Director's Decision DD BO 03,do- 
nying GAP 2 206 petition re adequacy of util QA program & mgt character A compo 
lance 

NEWMAN.J R Houston Lighting & Power Co NEWMAN, J R San Antonio, TX 
NEWMAN.J R Contral Power & light Co 80/O6/t3 MIJRLEYJ E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 1 2pp 46841 341*45041 352 

8806220183 Partial response to FOIA request for documents App M documents avail 
able In PDR App N documents partially withheld (ref FOIA Exemption 6) & App O doc- 
uments completely withheld (ref FOIA Exemption 5) 

GR1MSLEY.DH Division of Rulos & Records (070413 880514) 88/06/13 DAY.B 
Austin, TX 6pp 45005 217-45895 220 

“*6901190320 Expresses appreciation for outstanding efforts during Initial review of GAP 
allegations re facility 

REHM.T A Ofc of the Executive Director for Operations 08/01/12 ASHAR.H, Struc 
lu/al & Geosciences Branch 2pp 45095 229 45095'230 

“8802290128 Trip rept of 88021 1 & 12 site visit ro component anomalies, which Include 
reaclor vessel till due to differential SGttlemqnl of containment bosemat Attendance 
list and 

HOU.S Mechanical Engineering Branch 80/02/23 MARSH.L B Mechanical Engi- 
neer mg Branch 48 pp 45895 301-45895*347 

*“8806228215 Informs that 871112 meeting w/ B Garde cancelled & rescheduled for 
871119 to determine which allegations have enough background to allow for appropri- 
ate followup & which require more data 

REHM.T A Ofc of tho Executive Director for Operations 87/ 11/12 GALVO.J , 
VARGA, S Office of Nuclear Reactor Regulation, Director (Post 870411) Ip 
45895 220 45895 228 

8806290498 Forwards notice of consideration of issuance of amend to Ucenso NPF 76 
& opportunity for hearing on 080308 request ro expansion of spent fuel pool storage 
capacity by using high density apenl fuel racks, 

DICK.G F Project Directorate IV 00/06/15 GOLDBERG.J H Houston Lighting & 
Power Co fipp 45964 355-45966 002 

—8806290502 Notice of consideration of issuance of amend to License NPF-76 & op- 
portunity for hearing on 880308 request re expansion of spent fuel pool storage ca- 
pacity by using high density spent fuel racks 

DtCK.G F Project Directorate IV 88/08/15 4pp 45064 360-45965002 

8606230209 Final response to FOIA request for documents Forwards App C 
documents App A documents partially withhold (ref FOIA Exemption 6) App B docu- 
ments totally withheld (rel FOIA Exemption 5) 

GRIMSLEY.DH Division of Freedom of Information a Publication Services (Post 
880515) 86/06/16 SMITH, L C. Baker & Bolts 7pp 45906,049 45906 060 


-8006230215 Advises that actions Initiated Id develop & examine facts & circumstances 
of concerns re practices at plant Assures that every effort will bo made to resolve 
issues 

EMERSON, M Region 4, Ofc of the Director 86/00/16 STITES.E Affiliation Not As- 
signed 2pp 45906 056 45906 057 

-00062302 IB Subpoena directing E Stiles to appear on 070922 In Arlington, TX to testi- 
fy before NRC personnel re allegations mad a concerning safety- related deficiencies 
&/or record falsification at plant 

MARTIN, RD Region 4, Ofc ol the Director. 87/09/04 STITES.E Affiliation Not As- 
signed Ip 45906 05B 45906056 

-8806230220 Suhpoena directing E Stltos to appear on 871008 in Arlington, TX to testl 
fy before NRC personnel ro allegations made concerning safety related deficiencies 
&/or records falsifications at plant 

MARTIN, R D, Region 4, Ole of Ihe Director 87/00/22 STITES.E Affiliation Not As 
signed Ip 45906 059 45906 059. 

-8806230222 Subpoena directing E Stites to appear on 870426 in Arlington, TX to testl* 
fy before NRC personnel re safety- related deficiencies &/or records fatsiifcatlon at 
plant 

MARTIN, RD Region 4 r Ofc of the Director 67/04/30 STITES.E Affiliation Not As- 
signed Ip 45906 060 45906 060 

8806260102 Forwards unroviewed Safety Question Evaluation 88-005 re Initial Startup 
Test 24. "Loss of Offsite Power Test " Procedure changed to allow reactor trip to bo 
initiated as result of toss of offsite power 

MCBURNETT.M A Houston Lighting & Power Co 8B/06/20 Document Control 
Branch (Document Control Desk). 4pp 45944 029 45944,032 

0806290163 Forwards Wostlnghouse Owners Group Notification Llr OG 88*21 .identify 
ing mldlaop concerns, per Generic, Ltr 87-12, “Loss of RHfl Whilo RCS Partially Filled" 
A 880428 moating agreement 

NEWTGM.R A Weslinghouse OporaUng Plants Owners Group 80/06/20 
HODGES.W Reactor Systems Branch 7pp 45973 336-45973 344 


G. Inspection reports, IE Bulletins A correspondence 

8805250342 Forwards Insp Repts 50 496/88-10 & 50 499/80-18 on 860301- 0404 No 
violations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director OQ/05/17 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45735 130-45735 152 

-8805250344 Insp Repts 59 496/80 18 & 50-409/88-18 on 0B0301 0404 No violations 
noted Major areas inspected action on previously Identified items, Initial criticality & 
Low Power Tasting Turbine Drlvon Auxiliary Foodwatar Pump 14 & labor problems 
CARPENTERED R, BESS,JE, HUNNICUTT.DM Region 4, Ofc of the Director 80/ 
05/10 1 2pp 45735 141*45735 152 

8805240275 Forwards Insp Ropts 50-496/86-23 & 60 499/80-23 on 0BO413 15 No vio- 
lations or deviations nolad 

CALLAN.LJ Roglon 4, Ofc of tho Director 08/05/19, GOLDBERG.J H, Houston 
Lighting A Powor Co 3pp 45719 102-45710 199 

-6805240260 Insp Ropts 50 490/00 23 & 60-499/80 23 on 880413-15 No violations or 
deviations noted Major areas Inspected licensee radiation protection 
program, Including conduct of reactor startup radiation shield surveys 
CHANEY, H D , BAER,R E Roglon 4, Ofc of the Director 08/05/10 5pp 4571G195 
45710 199 

8005310140 Responds to violations noted In Insp Rept 50-498/Bfl 17 Corrective 
action Procedure OPOP0 1-20*0030 ro malnl of plant operations logbooks will bo ro 
vised to Incorporate changes recommended In Item IV 2 by 080606 
VAUGHN.GE Houston Lighting & Power Co 08/05/24 Document Control Branch 
(Document Control Desk) 4pp 45770 001-45770.004 

0006020004 Forwards Insp Ropt 50 490/66-24 on 8804 05 *050 2. Violations noted will bo 
discussed during enforcement conference NRC particularly concerned about violations 
occurring on 860424 ro oporalion outstdo Tech Specs action statement 
CALLAN.L J Region 4, Ofc of tho Director. 88/05/24 GOLDBERG.J H. Houston 
Lighting & Powor Co 3pp 45731 246-45731:267 

“0008020005 Insp Rept 50 490/68 24 on 080405 0502 Violation noted Major areas 
Inspected startup testing results review, operability of sloam generator power-operated 
relief valves, monthly surveillance observations & security observations 
CARPENTERS R, BESS.JE, HUNNICUTT.D M Roglon 4, Ofc of the Director, 80/ 
05/24. 1 7pp 45731:251-45731 267 

6806 160Q58 Forwards Insp Repts 50 4D9/88-27 & 50 499/08-27 on 880502-06 No vlo 
latlons or deviations notod, 

CALLAN.LJ Region 4, Ofc of the Director 08/05/26 GOLDBERG.J H Houston 
Lighting & PowerCo 3pp 45038 139 45638 151 

“8006160973 Insp Ropts 50 400/60-27 & 50 498/00-27 on 800502 06 No violations or 
deviations noted Major areas Inspeclod pre operation a I testing QA program, NDEs & 
control of measurement & lost equipment for Unit 2 

ELLERSHAW.LE, GILBERT, LD,. TAYLOR.R.G, Region 4. Ofc of the Director, 88/ 
05/19 lOpp 45838, 142-45830’t 51 

8805240028 NRC Info NoKne 88*033, “Recant Problems Involving Model Spec 2-T Ra* 
biographic Exposure Device*' Svc list end 

BURNETT.R F, Division of Safeguards & Transportation (Post 670413) 88/05/27 
Consolidated Edison Co. of Now York, Inc 120pp. 45083.158-45683 277. 

8800090067 Forwards tnsp Ropts 50-498/08-25 & 60*499/00-25 on 660411-15 No vlo 
latlons or deviations noted. 

CALLAN.LJ Region 4. Ofc of tho Director 00/05/27 GOLDBERG.J.H Houston 
Lighting & Power Co 3pp 45B01 135*45881.140. 

-8806090072 Insp Repts 50-498/66 25 & 50-499/00-25 on 800411-15 No violations or 
deviations notod Major areas Inspecled-Unlt 1 control room activities 
JOHNSON, A R , HILDEBRAND.E P , IRELAND, R E Region 4. Ofc of the Director. 66/ 
05/18 0pp. 45601 138-46801 146 
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8805240090 Suppl 1 to NRC Info Notice 67*061, "Failure of Weslinghouse W 2-Type 
Circuit Breaker Call Switches " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co or New York, Inc 120pp 46663 038 45-S&3 157 

8805240215 NRC Info Notice 83 034, "Nuclear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors ’’ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 46790 188*45790 308 

8806000256 Responds to Generic Ltr 00*03, "Resolution of Generic Safety Issue 93, 
'Steam Binding of Auxiliary Feedwater Pumps Sys contains design features to 
reduce potential steam binding Topic addressed In response to Bulletin 85 001 
GOLDBERG.J H Houston Lighting & Power Co 08/05/31 Document Control Branch 
(Document Control Desk) 4pp 45768 199 45788 202 

8C06080260 Responds to NRC 680503 request for addl into 1o clarify when Tech Spec 
surveillance test package w/unaccep table “as found” test conditions becomes quality 
record.per Notice of Violation 50-498/88-07 01 

GOLDBERG.J H, Houston Lighting & Power Co 88/05/31 Document Control Branch 
(Document Control Desk) 2pp 45766 026 45766 027 

0806090096 FoAvards Insp Repts 50 493/38 29 & 50 499/88 29 on 8B0425 29 No vio 
lations or deviations noted 

CALLAN.LJ Region 4, Ole of the Director 8B/05/31 GOLDBERGS H Houston 
Lighting & Power Co 4pp 45814 221*45814 229 

-0806090099 Insp Rept 50 490/86 29 on 800425-29 No violations or deviations 
noted Major areas inspected RCPB, safety related sys & associated mechanical com 
ponents 

SINGH.A , IRELAND.R E Region 4, Ofc ottha Director 08/05/31 5pp 45814 225 
45814 229 

BB0527G306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audits" 
Svc list end 

RGSSf.CE Division of Operational Events Assessment (Post 370411) 08/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 068-45790 187 

0800 100239 Ack receipt of 8804 1 5 ltr informing NRC of steps taken to correct violations 
noted In Insp Repts 50 498/80*07 & 50-499/88-07 Addl info to correlate electrode 
test data w/ properties & for affected production welds requested 
CALLAN.LJ Rogion 1, Ofc of tho Director 39/06/06 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 45004 039*45004 040 

8008020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI, CE Division of Operational Evonls Assessment (Post 670411) 80/06/08 
Consolidated Edison Co of New York, Inc 120pp 45965 152*45965 271 

0808140436 Forwards summary of 880526 enforcement mealing w/util in Arlington, TX 
re violations noted In Insp Repts 50-498/88 11 & 50 490/88 24 List ol attendees & 
licensee presentation mat! ond 

CALLAN.LJ Region 4. Ofc ol the Director 30/06/08 GOLDBERG.J H Houston 
Lighting & Power Co 12pp 45823 045-45823 106 

3808140101 Ack receipt of 800524 ltr informing NRC of steps taken to correct violations 
noted In Insp Repts 60 498/88 17 & 50 499/83 17 Implementation ol corrective ac 
lions will be reviewed during future fnsp 

CALLAN.LJ Region 1, Ole of the Director 80/06/09 GOLDBERG.J H Houston 
Lighting & Tower Co 2pp 45826 320-45B26 321 

8806160043 Responds to NRC Butlotin 88*003, "Inadequate Latch Engagement In HFA 
Typo Latching Relays Mfg by GE ” Util does not use sub| rolays in any Class IE appli 
cations at plant 

GOLDBERG.J H Houston Lighting A Power Co 8B/06/OD Document Control Branch 
(Document Control Do sk) 3pp 45B61 099-45061 101 

3806200021 Responds to NRC 880513 ltr re violations noted in Insp Repts 50 498/88 
21 & 50 499/88-21 Corrective actions review of procedures alfected by universal joint 
attachments tor torque applications completed 

GOLDBERG.J H Houston Lighting & Power Co 80/06/09 Document Control Branch 
(Document Control Dosk) 5pp 45865 145*45865 149 

0806090301 Suppl 2 to NRC Bulletin 07 002, "Fastener Testing to Determine Conform- 
ance W7 Applicable Mall Specs " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/06/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 208*45916 327 

0008200132 Forwards supplemental response to Action Item (I) of NRC Bulletin 85*003, 
"Motor Operated Vatva Common Mode Failures During Plant Transients Due to Im 
proper Switch Settings" 

GOLDBERG.J H Houston Lighting & Power Co 8B/06/10 Docurront Control Branch 
(Document Control Desk) lOpp 45903 107-45903 116 

6806220157 Advises of error in B30627 Hr re Insp Repts 60*490/88*25 & 50 499/80- 
25 No unresolved Hem Idontified in Paragraph 5 of rept 

CALLAN.LJ Region 4, Ole of the Director 80/06/13 GOLBERG.J H Houston Light- 
ing & Power Co 2pp 45870 001-45870002 

8006080026 NRC Info Notice 86*037, "Flow Blockage of Cooling Water 1o Safety Sys 
Components *' Svc list end 

ROSSI.CE Division of Operational EvantB Assassment (Post 070411) B8/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946,001*45946 125 

0008030211 NRC Bulletin 80*006, "Actions To Bo Taken for Transportation of Model 
Spec 2*T Radiographic Exposure Device " Svc list oncl 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 08/06/14 
Consolidated Edison Co of New York, Inc 1O0pp 45935 21 1 45935,310 

8006220168 Forwards Insp Repts 50 490/00 20 & 50 499/80 28 on 8B041B 22 & 0502* 
06, No violations or devlallons noted 

CALLAN.LJ. Region 4. Ofc of the Director 88/06/14 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45930 105 45930 111 

-0806220170 Insp Repts 50 498/03 20 & 50 499/88-28 on 800418 22 & 0502-06 No 
violations or deviations noted Major areas Inspected solsctod safely related electrical 
components & sys A actions on previously identified findings 
VICKREY.R B , GAGUARDO.J E Region 4, Ofc of the Director 80/06/13 4pp 
45930 100 45930.111. 


8806090194 NRC Info Notice 00 030, “Failure of Undorvoltage Tup Atlachman! on GE 
Circuit Breakers ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 111 pp 45946 126-45946 236 

0606150013 NRC Bullotin 8B 007, “Power Oscillations in BWRs “ Svc Hat encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/06^1 5 
Consolidated Edison Co of New York, Inc 1 Hpp 45929 115 45929228 

6006150186 Suppl 1 to NRC Bulletin 80 005, “Nonconforming Malls Supplied by 
Supplies.lnc at Folsom, NJ & West Jersey Mfg Co at Williamstown.NJ " Svc list tnei 
ROSSI.CE Division of Operational Events Assessment (Post 870411) B8/08/I5 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45065 151 

6806220315 Forwards fee for review of inservice Insp plan, per NRC 880429 Fea pad 
MCBURNETT.M A Houston Lighting & Power Co 88/06/15 Document Control 
Branch (Document Control Desk) 2pp 45069 009 45869 091 

8806270149 First partial response to FOIA request for documents Forwards Apps 9 A 
C documents Documents available in PDR App A documents also available in 
PDR Apps D through G documents withheld (rei FOIA Exemption 5) Releasable per 
tion encl 

GRIMSLEY.D H Division of Rules & Records (B70413 000514) 68/06/15 BOLEVKL 
Public Citizen's Critical Mass Energy Project 24pp 45998 200 45990 350 

-8806200004 Informs that all candidates passed instructor certification exams at plant 
& granted Instructor certificates during SALP assessment period 
COOLEY, R A Region 4, Ofc of the Director B5/07/01 JOHNSON, C Rogon 4, Ofc 
of the Director Ip 45999 026 45999 026 

-8806200063 DIscussos operator & senior operator licensing exams admmsteffixS 
during SALP period One generic weakness notod during SALP period Candidates rou- 
tinely had difficulty mitigating or responding to major plant emergencies 
PELLET ,J L NRC - No Detailed Affiliation Given 00/01/00 CONSTABLE, G l HRC * 
No Detailed Affiliation Given 2pp 45999 040-45999 041 

8008290234 Advises that allegations ro safe operation of plant provided to NRC by 
GAP, per recipient 0BO517 ltr expressing concern on licensing ol plant Rom.al™n;g af-e- 

§ ations found to be duplicates or related to others selected for Insp W/o NUREG 
TELLO.V Ofc of the Executive Director for Operations 00/06/16 MARKEY,E J 
House of Rep 4pp 45966 001 45966 006 

8006280239 Forwards Insp Repts 50 490/08 33 & 50 499/00 33 on 000502 06 & not-:# 
of violation 

CALLAN.LJ Region 4, Ofc of the Director 88/06/17 GOLDBERG.J If Mous'd* 
Lighting & Power Co 3pp 45042 204-45942 293 

-8806200247 Notice of violation from insp on 880502 06 Violation nolod trouble sh*/ 
mg by technician on 6B0414,failed to control main! activity In that reader plant ref 
temp control signal was lost unexpectedly during work performance 
* Region 4 t Ofc of the Director 08/06/17 ip 45942 207 45942 207 

-0006280262 Insp Repts 50 49B/80-33 & 50 499/00 33 on 000502 06 Vu’ttons 
noted Major areas Inspected control room observations & followup Insp re unexpected 
loss of ref temp signal during troubleshooting steam dump controller 
HILDEBRAND.E P , MURPHY.M E , IRELAND.R E Region 4, Ofc of tho Director 03/ 
06/07 6pp 45942 2BQ 45942 293 

8006200147 Forwards Insp Repts 50 490/00-30 & 50 499/00 30 on 080425*29 A noK* 
of violation 

CALLAN.LJ Region 4, Ofc of tho Director 00/06/20 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45944 173 45944 183 

—8806280161 Notice of violation from insp on 060425 29 Violation nolod documenta- 
tion fils for valve operator assembly Model PF 89270 500 did not adequately suppivl 
qualification 

‘ Region 4, Ofc of the Oiroctor 08/06/20 2pp 45944 176 45944 177 

-6006200174 fnsp Repts 50 49B/80 30 & 50 490/00 30 on 880425*20 Violalioni 
noted Major areas inspected inadvertent mail substitutions of Burna N used for ly 
draulic cylinder & pump seals in each of four steam generator PORVs 
JOHNSON.A R , IRELAND.R E Region 4, Ofc of the Director. 68/06/13 6pp 
45944 178 45944 183 

8806200051 NRC info Notice 88 042, "Circuit Breaker Failures Duo to Loose Chargng 
Spring Motor Mounting Bolls ” Svc list encl 

ROSSI.CE Division of Operational Events Assessment (Post B70411) 00/06/20 
Consolidated Edison Co of Now York, Inc 108pp 45977 287*45970033 

8806200306 NRC Info Notice 00 043, "Solenoid Valve Problems " Svc lisl encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) B8A06/23 
Consolidated Edison Co of Now York, Inc 123pp 45077 164 45977 286 


R. Periodic operating reports & related correspondence 

6806220010 Monthly operating rept for May 1900 for South Texas PrO|ecl Electric Dea- 
erating S1olion,Um1 1 W/880609 ltr 

NESRSTA.JJ, MCBUHNETT.MA Houston Lighting & Power Co. 00/05/31 8pp 
45913 163 45913 170 


S. Reportable occurrences, LERs & related correspondence 

0805310259 PNO-IV-GQ 045 on 080521, plant startup followed extended outage for per- 
formance of malnt work Completion ot testing at 30% plateau scheduled lor 
080526 Upon satisfactory testing, 50% plateau will commence on 880527 
HUNNICUTT.DM Region 4, Ofc of the Director 80/05/23 2pp 45716 210- 

45718 211 

8806020114 PNO-tV 0B 046 on 800525, steam-driven mam feedwater 
tailed Licensee preparing to inspect main condenser for damage Repairs should IaVs- 
several days No one Injured from flying debris Facility will remain shutdown 
CONSTABLES L Region 4, Ofc ol the Director 88/05/26 2pp 45733312* 

45733 313 
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6806100082 Forwards LER 8B 027 re use of improper seal mail in steam generator 
PORVs Enhanced surveillance program initiated until seals replaced 
VAUGHN.G E Houston Lighting & Power Co 88/05/31 Document Control Branch 
1 Document Control Desk) 2pp 45772 091-45772 097 

-860S100094 LER 88 027-00 on 880428, leakage & excessive hydraulic pump operation 
discovered Caused by incompatible seals in mam steam sys PORV actuators due to 
Parker Cylinder Oiv not supplying specified seals to Paul-Munroo Enertech for util 
AY ALA, C Houston Lighting & Power Co 86/05/31 5pp 45772 093 45772 097 

6890100165 LER OB 028 00 on 880401 .leakage observed at number of locations In alu 
mm urn bronze essentral cooling water sys Caused by crevice corrosion in small bore 
fittings A valves Leaking components replaced W/Q80531 Itr 
AYAIA.C . VAUGHN.G E Houston Lighting & Power Co 80/05/31 4pp 45790 329 
45791 027 

B8 06090108 LER 87 002*01 on 070026, containment ventilation isolation 

occurred Caused by loss of sample flow to reactor containment bldg purge radiation 
monitor Caution slgn3 at monitor room panels & monitors skids placed W/8006G1 Itr 
AYALA, C A , VAUGHN.G E Houston Lighting & Power Co 80/06/01 Cpp 45766 270- 
45766283 

6806100277 LER 88 030 00 on 8B0506,au1oma1ic actuation of control room ventilation 
to recirculation mode occurred Causod by high hydrochloric acid tup on one of two 
toxic gas analyzers Memo Issued to plant porsonnel W/080603 Ur 
AYALA.C A , VAUGHN.G E Houston Lighting & Power Co B8/06/03 6pp 45784 357 
45784 362 

6806160188 LER 0B 031 00 on 880509, oxtonded range neutron sys cable assemblies 
mfg by Gamma-Metrics found Incapable of performing required safety 
functions Caused by solder joint leakage Cablo assemblies & detectors replaced W/ 
680608 Itr 

AYALA.C , VAUGHN.G E Houston Lighting & Power Co 08/06/08 5pp 4504 1 335 
45841 339 

6806210186 LER 07 002-02 on 870026, containment ventilation Isolation occurred as 
resuit of toss of sample flow to reactor containment bldg purge radiation 
monitor Cause unknown Caution signs Installed In control room W/080613 Itr 
AYALA.C A , VAUGHN.G E Houston Lighting A Power Co 08/06/13 Gpp 45050 125 
45850130 

8B062I0206 LER 88-029 00 on 080424, Tech Spec 303 entered on two occasions for 
total ol 17 minutes during testing of steam generator PORVs Caused by shift supervi 
sor del ar ml nation action constituted acceptable entry W/080613 Itr 
MC9URNETT.M A , VAUGHN.G E Houston Lighting & Power Co 0B/O6/13 7pp 
45849 268 45849 274 


8806290212 Requests consideration of Orel Itr from N Williams Response should be dl 
reeled to N Williams 

MIKULSKI.B A Senate 06/05/10 BRADBURNEJ C NRG - No Detailed Affiliation 
Given 3pp 4 5 957 062 4 5957 064 

CBO6290234 Advises that allegations re safe operation of plant provided to NRG by 
GAP.psr recipient 880517 Itr expressing concern on licensing of plant Remaining alio- 

t ations found to be duplicates or related to others selected for insp W/o NUREu 
TELLO.V Ofc of the Executive Director for Operalions 80/06/16 MARKET, EJ 
House of Rep 4pp 45966 001*45966 006 

-8806290431 Expresses concern re licensing of facility due to allegations re safe oper- 
ation of plant including faulty workmanshlp.mismanagemont & violations of site proce 
dures Investigation Into all safety concerns requested 

MARKEY.EJ House of Rep 88/05/17 ZECH.LW Commissioners 2pp 45966 005 
45966 006 


V, Operator Examinations 

8806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PDR App A documents also available in 
FDR Apps D through G documents withheld {re# FOIA Exemption 5) Releasable por 
lion on cl 

GRIMSLEY.DH Division of Rules & Records <870413 B80514) 68/06/15 BOLEY.K 
Public Citizon’s Critical Mass Energy Project 24pp 45998 208-45993 350 

-8806280004 Informs that all candidates passed instructor certification exams at plant 
A granted instructor certificates during SALP assessment period 
COOLEY.R A Region 4, Ofc of the Director 85/07/01 JOHNSON.C Region 4, Ofc 
oMh e Director Ip 45999 02G-45999 026 

-8606280063 Discusses operator & senior oporator licensing oxama udmlnistored 
during SALP period Ono generic weakness noted during SALP period Candidates rou 
linoly had difficulty mitigating or responding to major plant emergencies 
PELLET, JL NRC * No Detailed Affiliation Given 0B/0V06 CON STAB LE.G.L. NRC - 
No Detailed Affiliation Given 2pp 45999 040 45999 041 
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A Appllcation/conatructlon stage documents 4 correspondence 


8806210441 LER 88 033 00 on O0O410.loss of suction pressure to pumps occurred on 
swap over from vol control tank to refuollng water storage tank Caused by design 
error In piping configuration Procoduros modified W/880613 Itr 
AYALA.C , VAUGHN.G E Houston Lighting & Power Co 00/06/ 13 Opp 45650 350 
45850361 


8806230204 FOIA request for entire NRC file re E Slllos charge of discriminatory em 
ploymcnl practices filed against Houston Lighting & Power Co & documents prepared 
for use at 861 103 mooting between NRC & util 

SMITH, LC Baker & Bolts 87/10/05, Ollico ol Administration (Pre 670413) 4pp 
46906 045 45908 040 


8806220012 LER 88-032*00 on 88051 2,fGodwator pump failed performance lost Causod 
by stress corrosion cracklng/hydrogon embrittlement of sleeve mail Pump steovn mall 
will bo replaced w/softer stainless steel W/080613 Itr 

AYALA.C , VAUGHN.G E Houston Lighting & Power Co 80/06/13 Opp 458G9 119- 
4 5869 127 


8806020019 Provides furthor info ro seal mall incompatibility lasuo al plant.par 000415 
discussion Rocommonds enhanced surveillance program for suspected operators to 
monitor for qxcgssivo luakago 

FISHER, RC Paul Munrae ENERTECH 08/04/18 MARTIN, R Rogion 4, Ofc of tha 
Diroctor 4pp 45737 054*45737 057 


8806220177 PNO IV 88 050 on 0BQ61 3,Uni1 1 startup following 0GO525 shutdown 
Initiated Subj notification issued as plant status update Malnl activities performed 
during outage Completion of testing at 30% plateau scheduled for 080610 
HUNNSCUTT.DM Region 4. Ofc of tho Director 80/06/14 2pp 45926 067* 
45926 068 

8806210225 LER 88-021-01 on 880224, ESF actuation duo to Inverter failure Causod by 
dc to dc converter assembly failure Plant engineering dept reviewer! results of vendor 
failure analysis Failures identified as random W/800615 Itr 

AYALA.C A , VAUGHN.G F Houston Lighting & Power Co 00/06/15 5pp 45846 350 


0306200249 Part 21 & delicioncy rept re defects in Wostinghouso circuit 
breakers Initially reported on 000520 Item reportable under 10CFR50 55<e) for Unit 2 
& 10CFR21 for Units 1 & 2 Remaining Unit 2 Insps wilt bo completed prior to fuel 
load 

GOLDBERG, JH Houston Lighting & Power Co 80/06/15 Document Control Branch 
(Document Control Desk) 3pp 45949 085 45949 094 

BB 06230 123 PNO-IV 06 051 failure of Woslmghouse DS 416 electrical breakers Failures 
could bo generic problem Wostinghouso representatives on silo observing lostlng.lnsp 
AirmalfatTonofsubjbreakers 

HUNN1CUTT.D Region 4, Ofc of tho Director 08/06/16 2pp 46932 141-45932 142 

8806230129 LER 88 034 00 on 88051 7,d I sco vo rod that preoporatianal leal procedures 
tfid not Include test for one ESF sequencer actuations of contalnmont spray 
purops.Caused by procedural inadequacy due to uniqueness of signals W/0B0616 ttr 
AYALA.C A, VAUGHN.G E Houston Lighting & Power Co 08/06/16 5pp 45902 253 
45902 257 


BBO627029O LER 88 035 00 on 800518,discovored nonperformance of required surveil- 
lance tost for component cooling water valve Caused by inadequate 
procedure Surveill a nee program revised to provide Improved tracking sysW/OBOB17 


AYALA.C A , VAUGHN.G E Houston Lighting & Power Co 80/06/17 6pp 45869 031 
45669,036 


U. Congreaslonal/Executlve Correspondence 


0806260124 Forwards updated safety questions evaluatlonxontaining justification for 
continued operation described during 880513 discussion ro auxiliary feedwater pump 
shaft sleeve failures 

VAUGHN.G E Houston Lighting & Power Co 68/05/13 Document Control Branch 
(Document Control Desk) lOpp 45675 025 45975 061 

-8806010274 “Failure Analysis of Shaft Sleeves in Auxiliary Foodwator Pump " 
CHUNG.Y , WH1TE.R A , MANLEY, R A Bochtol National, Inc B0/O4/30 27pp 
45675 035-45675 061 

8005270207 Forwards proprietary WCAP-11528 & non proprietary WCAP-11047, "RCS 
Flow Anomaly Investigation Rept” List ol four loop plants w/ anomaly 
sensitivity, application for withholding A affidavit oncl WCAP-11528 withhold (ref 
10CFR2 790) 

JOHNSON.WJ Wostinghouso Electric Corp 80/05/13 HODGES.MW Division ol 
Engineering & Systems Technology (Post 870411) 3pp 45734 247 4573B042, 

-8B05270213 Requests withholding of WCAP-1 152ft, "RCS Flow Anomaly Investigation 
Rept/'por 10CFR2 790 Affidavit end 

WIESEMANN.RA Wastlnghousa Electric Corp 00/05/13 Office of Nuclear Reactor 
Regulation, Director (Post 870411) 9pp 45734 250-45734.256 

-8805270216 “RCS Flow Anomaly Investigation Rapt,” 

GARNER, DC Westinghouse Electric Corp WCAP-11047 80/04/36 203pp 
45734 259-45735 042 

0805270179 Forwards proprietary Rav 1 to WCAP-11761, “South Texas Units 1 & 2 Re- 
actor Vessel Tilt & Waviness Clarification Study" & Wostinghouso B80502 application 
for withholding reptfiopt withhold (ref 10CFR2 790(b)(4)) 

MCBURNETT.M A Houston Untiling & Power Co 88/05/23 Document Control 
Branch (Document Control Desk) 3pp 45694 173 456D4 104 

-8005270189 Requests that proprietary Rav 1 to WCAP-1 1761, “South Texas Units 1 & 
2 Reactor Vessel Tilt & Wavmess Clarification Study." be withhold, per 
10CFR2 790(b)(4) 

WIESEMANN.RA Weslinghouse Electric Corp 86/05/02 MURLEY.T Office of Nu 
clear Reactor Regulation, Director (Post 870411) 0pp 45G94 176 46694 164 


flB 0627025-8 Responds to 000518 Itr re N Williams concerns about licensing of plant & 
allegations involving safe operation of plant Allegations identified no substantive safety 
Issue that would warrant delay in licensing of plant W/o end 
STELLO.V. Ofc ol the Executive Director for Operations 80/06/16 SARBANES, P S 
Senate 4pp 45947 076 45947 081 

— B806270265 Requests review ol end Hr from N Williams re allegations of potential 
problems at plant 

SARBANES.PS Senate 80/05/18 CALLAHAN.M S NRC * No Detailed Affiliation 
Given 2pp 45947 080 45947 001 


8806010026 Forwards revised response to Generic Ltr 63 20, “Required AcHons Based 
on Generic Implications of Salem ATWS Events" Hardware tlmllallons within emer- 
gency response facilities data acquisition & display sys made deviations necessary 
GOLD BERG ,J H. Houston Lighting & Power Co 86/05/26 Document Control Branch 
(Document Control Desk) 14pp 45720 309 45720 322 

8006020217 Notification of 000602 meeting w/util In Rockville.MD to discuss Tech 
Specs & PRA studies 

DICK.G F Project Directorate IV 8D/05/25 CALVO.JA Project Directorate IV 6pp 
45709 335 45709 339 
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8008020017 Partial response to FOIA request for documents Forwards App L 
documents App K & L documents available in POR 

GRIMSLEV.DH freedom of Information & Privacy Acts Branch 68/05/26 DAY.B 
Austin, TX 3pp 45708 315-45709 015 

-8006020040 Requests arrangements be made to have court reporter available to tran- 
scribe South Texas safety assessment team interviews of allegers on 6001 19 2Qlnfo 
obtained during Interviews & transcripts confidential 

CALVO,J A Project Directorate IV 88/01/15 WILDER h P Atomic Safety and Licensing 
Board Panel 1 1pp 45709 005-45709 015 

3606060256 Responds to Generic Ltr 83 03, "Resolution of Generic Safety Issue 93, 
'Steam Binding of Auxiliary Feedwater Pu-mps Sya contains design features to 
reduce potential steam binding Topic addressed in response to Bulletin 85-001 
GOLDBERG.J H Houston Lighting & Power Co 83/05/31 Document Control Branch 
(Document Control Desk) 4pp 45763 19 9 45768 202 

8806130041 Informs that utd taking very conservative position, directing that voluntary 
entry into Tech Spec 30 3 not permitted other than per 10CFR50 54(x),per T Murley 
870617 tlr & NRC comments 

GOLDBERG.J H Houston lighting & Power Co 68/05/31 MARTIN, RD Region 4 t 
Ofc of the Director 3pp 45791 136 45791 136 

8806130046 Responds to Generic Ltr B9 05, "Boric Acid Corrosion of Carbon Steel Re- 
actor Pressure Boundary Components In PWR Plante" Enel rept Identifies areas 
which may be susceptible to boric acid corrosion Actions to bo completed by 880001 
VAUGHN, G E Houston Lighting & Power Co 80/05/31 Document Control Branch 
(Document Control Desk) 6pp 45B17 250 45817 255 

8806130254 Forwards annotated combined Tech Specs for Units t & 2, (NUREG- 
1305),per 10CFR50 36 Corresponding alphabetized justification for proposed changes 
also end Approval anticipated prior to Unit 2 licensing 

WC BURNETT, M A Houston Lighting & Power Co 63/06/01 Document Control 
Branch (Document Control Desk) 200pp 45806 048 45807 144 

8806170175 Forwards Amend 10 to application for CP & OL, reflecting adjustment in 
ownership interests resulting from settlement of litigation between util & City of 
Austin, per 880317 agreement Financial repl for 1987 also end 
GOLDBERG.J H Houston Lighting & Power Co 68/06/09 Document Control Branch 
(Document Control Desk) 5pp 45893 322-45895 100 

-8006170176 Amend 10 to application for OL, reflecting adjustment In ownership inter 
eats resulting from settlement of litigation between util & City of Austin based on 
670017 settlement agreement 

GOLDBERG.J H Houston Llghlfng & Power Co 88/06/09, 4pp 45893 327 
45893 330 

-8806 170180 Application for CP & OL for facility 

* Houston Lighting & Power Co 60/06/09 32pp 45893 331*45894 002 

-0006170183 "Houston Industries Inc, 1987 Annual Rept " 

* Houston Lighting & Power Co 87/12/31 68pp 45804 003-45894 072 

-8B061701B5 "Securities & Exchange Commission Form 10K for FY87 " 

* Houston Lighting & Power Co 07/12/3 1 252pp 45B94 073 45895 100 

B80S210267 Confirms NRC/NRR assignments now In effect for plant GF Dick assigned 
as project manager & PD Milano will assume duties in Dick absence 
CALVO.JA Project Diroctorato IV. 3B/06/10, GOLDBERG.J H Houslon Lighting & 
Power Co 4 pp 45859 334 45058 337 

8809160202 Submits info fn support of reaffirmation of Director's Decision DD 60 03„de- 
nying GAP 2 206 petition re adequacy of util QA program & mgt character & compe- 
tence 

NEWMAN, JR Houston Lighting & Powor Co NEWMAN ,J R San Antonio, TX 
NEWMAN, JR Central Power & Light Co 68/06/13 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 67041 1) 12pp. 4584 T34 1-45041 352 

6809220183 Partial response to FOIA request for documents App M documents avail- 
able in POR App N documents partially withheld (ref FOIA Exemption 6) & App O doc- 
uments completely withhold (ref FOJA Exemption 5) 

GRIMSLEY.DH, Division of Rules & Records (870413 880514) 68/06/13 DAY.B, 
Austin, TX 6pp 45995 217 45895 228 

-8001190320 Expresses appreciation for outstanding efforts during Initial review of GAP 
alienations re facility 

REHMJ A Ofc of the Executive Director for Operations 89/01/12 ASHAR,H. Struc 
tural & Geosciences Branch 2pp 45895 229 45895,230 

—8802290128 Trip rept of 680211 & 12 site visit re component anomalies, which include 
reactor vessel till duo to differential settlement of containment basemat Attendance 
list ©net 

HOU,S Mechanical Engineering Branch 68/02/23 MARSH.LB Mechanical Engl 
nearing Branch. 48pp 4 6695 -3 01 -4 58 9 5*3 47 

-8806220215 Informs that 871112 meeting w/ B Garde cancelled & rescheduled for 
671119 to determine which allegations have enough background to allow for appropri 
alo followup & which require more data 

REHM.T A Ofc of the Executive Director for Operations 87/11/12 CALVO.J, 
VARGA.S Office of Nticlaar Reactor Regulation, Director (Post 870411), Ip, 
45695-229 45895 226 

8809210246 Forwards annotated revs to FSAR re redesign of unit Initial core to acco 
modate revised cycle length of approx 400 EFPDs Westinghouse evaluation conclud 
ed that LOCA analysis unaffected by change, 

BAIIEY.JN Houslon Lighting & Power Co 88/06/15, Document Control Branch 
(Document Control Desk) 200pp 45B50 140-45850 337. 

6609230209 Final response to FOIA request for documents Forwards App C 
documents App A documents partially withheld (reJ FOIA Exemption 6) App B docu- 
ments totally withheld (ret FOIA Exemption 6) 

GRIMSLEY.D H Division of Freedom of Information & Publication Sorvfces (Post 
680515) 80/06/16 SMITH.L.C, Baker & Bolts 7pp 45906 049 45906 057 

-8809230215 Advises that actions initiated to develop & examine facts & circumstances 
of concerns re practices at plan (.Assures that every effort will be made to resolve 
tssuos 

EMERSON, M. Region 4, Ofc of the Director. 06/09/16. STITES, E, Affiliation Not As 
signed 2pp 45906 056-45906 057. 


-6806230218 Subpoena directing E Stites to appear on 870922 In Arlington JX to tesb- 
fy before NRC personnel re allegat.ons made concerning safety- related defMenc-es 
&/or record falsification at plant 

MARTIN.R D Region 4, Ofc of the Director 87/09/04 STITES.E Affiliation Not As- 
signed Ip 45906 058 45906 058 

-8B06230220 Subpoena directing E Stiles to appear on 071OOB in Arlington JX to lestr- 
befere NRC personnel re allegations made concerning safety-related doficrenoe* 
/or records falsifications at plant 
MARTIN.R D Region 4, Ofc of the Director 07/09/22 STITES.E Affiliation Not As- 
signed 1 p 45906 059 45906 059 

-6606230222 Subpoena directing E Stites to appear on B70428 In ArilnglonJX to testi- 
fy before NRC personnel ro safety related deficiencies &/or rocords falS'itcaK-n at 
plant 

MARTIN.R D Region 4, Ofc of the Director 87/04/30 STITES.E Affiliation Not As- 
signed Ip 45906 060-45906 060 

0806290163 Forwards Weslinghouse Owners Group Notification Ltr OG B8-21,kfenl ty- 
ing midloop concerns, per Generic Ur 87-12, "Loss of RHR Whilo RCS Partial^ Fifed ’ 
& 080428 meeting agreement 

NEWTON, R A Westinghouse Operating Plants Ownor9 Group 00/06/20 
HODQES.W Reactor Systoms Branch 7pp 45973 338 45973 344 


F. Security, medical, emergency & fire protection plans 


0 60602001 B Requests that scenario manual for 880713 graded emergency prepared- 
ness exercise be considorod propnolary.pcr 10CFR2 790,to ensuro exercise r e s> J 1 a 
free from bias 

VAUGHN, G E Houston Lighting & Power Co 68/05/26 Document Control Branch 
(Document Control Desk) 2pp 45733 360 45733 301 

8806030277 Forwards FEMA 600408 Hr pertaining to evaluation of State ol TX & kx-al 
emergency plans re plant 

CALLAN.LJ Region 4, Ole of the Director 08/05/26 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45752 290-45752 293 

8806170069 Revised manual station procedures, Including Rov 2 to QEPP01-7A HMS, 
"Use of Mobil Decontamination Unit (MDU 6)" & Rov 6 to OE PPOt-ZA-OO 16. ' Oper- 
ations Support Ctr Achvation.Operation & Deactivation " W/880600 ltr 
MCBURNETT.M A Houston Lighting & Power Co 80/05/06 103pp 45B61 120- 
45881 231 


G. Adjudicatory correspondence 

0800300015 Ack receipt of 8B0317 petition, fifed per 10CFR2 206 by address a s.-on 
behalf of organizations addressoos represent re delaying Commission voting on 
power OL for facility until NRC completes investigation of allegations 
MURLEY JE Office of Nuclear Reactor Regulation, Director (Post 670411) 60/06/ 
17 DUGELBY.S Earth First' FLYNN, C Gray Panthers BAKER, LA Lone Star Gre*A 
6pp 45966 312-45966 333 


M. General correspondence 

8806290206 Responds to 800510 ltr ro N Williams concern about licensing of plant A 
allegations involving safe operation of plant Allegation Idontifiod no subs I an Wo 
issue that would warrant delay In licensing of plant 

STELLO.V Ofc of the Executive DJroctor for Operations 08/06/16 MIKULSWB 
Senate 4pp 46957 058 45957 064 


I. Financial Information 


B 000 1701 75 Forwards Amend 10 to application for CP & OL„r© II acting acljuslmenfi In 
ownership Interests resulting from sotttoment of litigation between uW 4 City d 
Auslin.per 860317 agreement Financial repl for 1987 also end 
GOLDBERG.J H Houston Lighting & Power Co 80/06/09, Document Control Branch 
(Document Control Desk) 5pp 45893 322 45095 100 

-0806170183 “Houston Industries Inc, 1907 Annual Rept " 

4 Houston Lighting & Powor Co 87/12/31 68pp 45894 003 45094 072 

-8806170185 "Securities & Exchange Commission Form 10K for FY87 " 

4 Houston Lighting & Power Co 87/12/31 252p p 45804 073 45895 100 


Q. Inspection reports, IE Bulletins & correspondence 


8005250342 Forwards Insp Repts 50 498/88-10 & 50-499/80-18 orv 880301- 0404 No 
viofatlons or deviations noted 

CALLAN.LJ Region 4, Ole of tho Director 08/05/17 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45735 138 45735 152 

—8805250344 Insp Repts 50 498/88-18 & 50 499/88-18 on 880301-0404 No violator* 
noted Major areas inspected action on previously identified itemsjnillal cnbcality A. 
Low Power Testing Turbine Driven Auxiliary Feedwater Pump 14 8 labor problem* 
CARPENTER, D R , BESS.J E , HUNNICUTT.D M Region 4, Ofc of the Director 63/ 
05/10 12pp 45735 141 45735 152 

8806240275 Forwards Insp Repts 50 498/88 23 & 50 499/88-23 on 000413- 16No vio- 
lations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director 88/05/19 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45719 192-45719 199 

-8805240280 Insp Repts 50-490/88-23 & 50-499/80-23 on 800413 16 No vlolattons or 
deviations noted Major areas inspected licenses radiation protectory 
program, Including conduct of reactor startup radiation shield surveys 
CHANEY, H D , BAER.R E Region 4, Ofc of the Director 08/05/10 5pp 45719 195- 
45719 199 
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M041S0058 Forwards Insp fiepts 50-498/09-27 & 50 49S/88-27 on 880502 06 No vio 
Eatons or deviations noted 

CAL LAM, L J Region 4, Ofc of the Director 88/05/26 GOLD8ERG, J H Houston 
lighting & Power Co 3pp 45B30 139*45038 151 

>*8804160073 Insp Roots 50-490/80-27 & 50 498/08 27 on 880502-06 No violations or 
deviations noted Major aroas inspected preoperational testing QA prog ram, NDEs & 
control of measurement & test equipment for Unit 2 

ELLERS HAW, L E , GILBERTS D , TAYLOR, RG Region 4, Ofc of Ihe Director 88/ 
05/19 IQpp 45838 142 45038 151 


8806200132 Forwards supplemental response to Action Item (f) of NHC Bulletin 85 003, 
"Motor-Operated Valve Common Mode Failures During Plant Transients Due to Im- 
proper Switch Settings " 

GOLDBERG, J H Houston Lighting & Power Co 08/06/ 10 Document Control Branch 
(Document Control Desk) 10pp 45903 107-459D3 1 16 

8806220 1 57 Advises of error in 8B0C27 Hr re Insp Repts 50-490/08 25 & 50-499/68 
25 No unresolved item identified in Paragraph 5 of ropt 

CAL LAN, L J Ftogion 4, Ofc of the Director B8/06/13. GOLBERG.J H Houston Light- 
ing & Power Co 2pp 45070 001 45B70 0Q2 


0835240028 NRC Info Notice 88-033. "Recent Problems Involving Model Spec 2-T Re 
digraph Ic Exposure Device " Svc list end 

BURNETT, RF Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of New York, Inc 120pp 45683 15B-45B83 277 


BB06080025 NRC Info Notice 88 037, “Row Blockage of Cooling Water to Safety Sys 
Components " Svc list end 

ROSSI, CE Division of Operational Events Assessment (P-ost B70411) 08/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 


0SWO9OO57 Forwards Insp Repts 50-498/80-25 & 50 499/88-25 on 080411-15 No vio- 
lations or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director 88/05/27 GOLDBERG, JH Houston 
lighting & Power Co 3pp 45801 135-45801 146 

-8806090072 Insp Repts 50-498/88-25 & 50 499/08 25 on 08041 1-15 No violations or 
deviations noted Major areas Inspected Unit 1 control room activities 
JOHNSON, A R , HILDEBRAND, E P , IRELAND, R E Region 4, Ofc of the Director 08/ 
05/ia 9pp 45801 130 45801 146 

0805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Wostmghouse W 2 Type 
Circuit Breaker Cell Switches " Svc list end 

ROSS I, C E Division of Operational Evonts Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 120pp 45603 038 45603 157 

0805240215 NRC Info Notice 00*034, "Nuclear Mall Control & Accountability of Nonfuol 
SNM at Power Reactors ” Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co of New York, Inc 122pp 45790 188-45790 300 

0806060258 Responds to Generic Hr 08-03, "Resolution of Generic Safety Issue 93, 
'Steam, Rinding of Auxiliary Feedwater Pumps'" Sys contains design features to 
reduce potential steam binding Topic addressed in response to Bulletin 85 001 
GOLDBERG, JH Houston Lighting & Power Co 88/05/31, Document Control Branch 
(Document Control Desk) 4pp 4578B 199-45780 202 

&50609OC96 Forwards Insp Repts 50 498/80*29 & 50 499/B8-29 on BB0425 20 No vio 
fattens or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director 80/05/31, GOLDBERG.J H Houston 
Lighting a Power Co 4pp 45814 221-45814 229 

-8806090099 Insp Ropt 50 490/88-29 on 080425*29 No violations or deviations 
noted Major aroas inspected RCPB.safoty-relatod sys & associated mechanical com- 
ponents 

SINGH, A, IRELAND.R E Region 4, Ofc of the Director 80/05/31 5pp 45814 225- 
45814 229 

6-805270306 NRC tnfo Notice 80*035, "Inadequate Licensee Performed Vendor Audits ” 
Svc list end 

ROSSI, C,E, Division of Operational Evonts Assessment (Post 070411) QB/06/03 
Consolidated Edison Co ol New York, Inc 120pp 45790 06B-45790 1 07 

8806100289 Ack receipt ol 000415 Itr informing NRC of stops taken to correct violations 
noted In Insp Repts 50 498/08-07 & 50 499/00 07 Addl Info to correlate electrode 
test data w / properties & for affected production wolds requested 
CALLAN.LJ Region 1, Ofc of tho Director 80/06/06 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 45804 039-45004 040 

08-0614,0027 Forwards Insp Ropt 50 499/88-24 on 8B0405 0502 & notice of violation 
CALLAN.LJ Region 4, Ofc of the Director 80/06/07 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 45021*250 45021 266 


8806080211 NRC Bulletin 88 006, “Actions To Be Takon for Transportation of Model 
Spec 2-T Radiographic Exposure Device" Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc lOBpp 45935 211-45935 318 

8806220168 Forwards Insp Repts 50-498/88-20 & 50 499/88-28 on 880418-22 & 0502 
06 No violations or deviations noted 

CALLAN.LJ Region 4, Ole of the Director 08/06/14 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45930 105-45930 111 

-8806220170 Insp Repts 50 498/BB 28 & 50 499/88-28 on 08O418 22 & 0502 06 No 
violations or deviations noted Major aroas inspected selector safety related electrical 
components & sys & actions on previously Identified findings 

VICKREY, R B , GAG LIAR DO, J E Region 4, Ofc of the Director 80/06/13 4pp 
45930 108 45930 111 


8806090194 NRC Info Notice 88 038, “Failure of Undorvoltage Trip Attachment on GE 
Circuit Breakers " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of Now York, Inc 1 1 1pp 45946 126-45946 236 


8006150013 NRC Bulletin BB 007, “Power Oscillations in BWRs " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post B70411) 80/06/15 
Consolidated Edison Co of Now York, Inc 1 14pp 45929 115-45929 228 


8806150106 Suppl 1 to NRC Bulletin 88-005, “Nonconforming Malls Suppllod by Piplno 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at William stown, NJ Svc list oncl 
ROSSt.CE Division of Operational Events Assessment (Post 070411) 08/06/16 
Consolidated Edison Co of New York, Inc 120pp, 45965 032-45965 151 

8806270149 First partial rosponse to FOIA request lor documents Forwards Apps B & 
C documonts Documents available in PDH App A documents also available in 
PDR Apps D through G documents withhold (ref FOIA Exemption 5) Releasable per 
ton end 

GRIMSLEY.DH Division ol Rules & Records (07D4 13-600514) 6B/06/15 BOLEY.K 
Public Citizen's Critical Mass Energy Project 24pp 45993 208-45990 350 


-8800280004 Informs lhat all candidates passed Instructor certification exams at plant 
& granted instructor certificates during SALP assessment period 
COOLEY.R A Region 4. Ofc of the Director 85/07/01 JOHNSON.C Rogion 4, Otc 
of the Director Ip 45999 026 45999 023 


-8800280063 Discusses operator & senior operator licensing exams administered 
during SALP period One genonc weakness noted during SALP period Candidates rou- 
tinely had difficulty mlligatlng or responding to major plant emergencies 
PELLET, J L NRC - No Delallod Affiliation Given 80/01/06 CONST ABLE, G L NRC - 
No Detailed Affiliation Given. 2pp 45999 040-45999,041 


—0006140031 Notice of violation from Insp on 800405 0502 Violation noted status tags 
fatted to correctly Identify 9latus of equipment & failure to install cable softeners & 
maintain acceptable level of housekeeping 

* Region 4, Ofc of the Director 00/06/07 2pp 45821 252-45B21 253 

-8006140030 Insp Repts 50-499/08-24 on 880405 0502 Violations noted Major areas 
Inspected tagging status of equipment, coble protection, followup on previous insp find- 
ings & followup on licensee reported significant const deficiencies 
GARRtSON.D L , HUNNICUTT,D,M„ CONSTABLE, G L Region 4, Ofc of the Director 
86/06/03. 13pp. 45821*254-45821 266 


8806290234 Advises that allegations ro safa operation of plant provided to NRC by 
GAP.per reclpcent 866517 Itr expressing concern on licensing of plant Remaining alia 
gations fount! to bo duplicates or related to others selected lor Insp.W/o NUPEG 
STELLO.V Ofc of tho Exocutivo Director for Operations 88/06/16 MARKEY.EJ 
House of Rep 4pp 45966 001 45*90S*OO6 

6806200239 Forwards In9p Repts 50-498/68*33 & 59 499/88*33 on 880502*06 & notice 
of violation _ f 

CALLAN.LJ Rogion 4, Ofc of the Director 98/08/17 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45042 284*45942 293, 


0008020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory Ounng 
Low Coolant Level Operation ” Svc list oncl 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) BB/06/OB 
Consolidated Edison Co or New York, Inc, 120pp 45965*152*45965 271 

6006140101 Ack receipt of 880524 Itr informing NRC of steps taken to correct violations 
noted in Insp Repts 50 498/88-17 & 50-499/88-17 Implementation of corrective ac- 
tons will be reviewed during future insp 

CALLAN.LJ Region 1, Ole of the Director 80/08/09 GOLDBERG.J H Houston 
Lighting & Power Co 2pp 45026 320 45826,321. 

0806160048 Responds to NRC Bulletin 88 003, "Inadequate Latch Engagement in HFA 
Type Latching Relays Mfg by GE " Util does not use subj relays In any Class IE appli- 
cations at plant 

GOLDBERG.J H Houston Lighting & Power Co 08/08/09 Document Control Branch 
(Document Control Desk) 3pp. 45861 099 45861 101 

68082000-21 Responds to NRC 080513 Itr ro violations noted in Insp Repts 50 49B/8B- 
21 & 50-499/80-21 .Corrective actions review of procedures affected by universal joint 
attachments for torque applications completed 

GOLDBERG, J.H. Houston Lighting & Power Co 80/06/09 Document Control Branch 
(Document Control Desk). 5pp 45865 145-45065*149 

6806090301 Suppl 2 to NRC Bulletin 87-002, “Fastener Testing to Determine Conform- 
ance W/ Applicable Matt Specs " Svc list end 

ROSSI.CE. Olvislon of Operational Events Assessment (Post 870411) 80/06/10. 
Consolidated Edison Co of New York, Inc 120pp 45916 200-45916 327 


-8806280262 Insp Repts 50 498/88-33 & 50 499/80-33 on B80502-06 Violations 
noted Major areas inspected control room observations & followup Insp re unexpected 
loss -of ref temp signal during troubleshooting steam dump controller, 

HILDEBRAND, E P , MURPHY.M E, IRELAND.R E Region 4, Ofc of tho Director 06/ 
06/07 8pp 45942 200-45942 293 

8806280147 Forwards Insp Repts 60 498/88*30 & 50 499/00-30 on 860425 29 & notice 
of violation 

CALLAN.LJ Rogion 4, Ole of tho Director 00/00/20 GOLDBERG.J H Houston 
Lighting & Power Co 3pp 45944 173-45944 1B3 

-0806280174 Insp Repts 50-498/88-30 & 50 498/88-30 on 080425-29 Violations 
noted Major areas Inspected Inadvertent mat I substitutions of Burna-N used for hy 
drauEIc cylinder & pump seals in each of four steam generator PORVs 
JOHNSON.A R , IRELAND.R E Region 4, Ofc or tho Director 08/06/13 6pp 
45944 170-45944 103 

8806200051 NRC Info Notice 88-042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Boli9 " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 970411) B8/06/23, 
Consolidated Edison Co of Now York,. Inc lOOpp 45977 2B7-45978.033, 

8806200306 NRC info Notice 80 043, “Solenoid Valvo Problems " Svc list oncl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/23 
Consolidated Edison Co of Nev/ York, Inc 123pp 45977 164-45977 286 
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S. Reportable occurrences, LEKg a related correspondence 

6006200103 Final deficiency rept re leakage of aluminum bronze essential coding water 
sys Initially reported on 880512. No safety concerns exist if left uncorrected based 
upon detailed technical evaluations previously submitted 

GOLDBERG ,J H Houston Lighting & Power Co 68/06/09 D-ocumenl Control Branch 
(Document Control Desk) 2pp 45861*263 45861 264 

6806290240 Part 21 & deficiency rept ro defects in Westinghousa circuit 

breakers Initially reported on 860520 Item reportable under 10CFR50 55(e) for Unit 2 
& 10CFR21 for Units 1 & 2 Remaining Unit 2 insps will be completed prior to fuel 
load 

GOLOBERG.JH Houston Lighting & Power Co 88/06/15 Document Control Branch 
(Document Control Desk) 3pp 45949 085 45949,094 

8606230128 PNO IV 88 051 failure of Wostfnghouso DS-416 electrical breakers Failures 
could be generic problem.Westinghouse representatives on site observing testing, Insp 
& Installation of subj breakers 

HUNNICUTT.D Region 4, Ofc of the Director 88/06/16 2pp 45932 141-45932 142 


U Congresalonal/Executlve Correspondence 

68002:70256 Responds to 680518 Itr re N Williams concerns about licensing of plant & 
allegations Involving sale operation of plant Allegations Identified no substantive safety 
Issue that would warrant delay In licensing of plant W/o end 
STELLO,V Ofc of the Executive Director tor Operations 08/06/16 SARBANES.PS 
Senate. 4pp 45947 076-45947 081 

“6808270265 Requests review of end Itr from N Williams re allegations of potential 
problems at plant 

SARBANES.PS Senate. 80/05/IB. CALLAHAN.M S NflC - No Detailed Affiliation 
Given 2pp 45947 080-45947 081. 

8B0629O212 Requests consideration of end Hr from N Williams Response should bo di- 
rected to N Williams 

MIKULSKI.B A Senate 68/05/18 BRADBURNE.J C NRC - No Detailed Affiliation 
Given 3pp 45957 062-45957 064 

8806290234 Advises that allegations re safe operation of plant provided to NRC by 
GAP.par recipient 880517 Itr expressing concern on licensing of plant Remaining alle 
gallons found to be duplicates or related to others selected for insp W/o NUREG 
STELLO.V. Ofc of the Executive DEreclor for Operations 88/06/16 MARKEYXJ 
House of Rep. 4pp. 459 68 00 1 45966 006 

“6606290431 Expresses concern re licensing of facility due to allegations ro safe oper- 
ation of plant including faulty workmanstilp.mlsmanagemont & violations of site proce- 
dures Investigation Into all safety concerns requested 

MARKEY.EJ House of Rep 80/05/17 ZECH.LW Commissioners £pp 45966005- 
45966 000. 


V. Operator Examinations 

6806270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available en FDR App A document also available in 
PDR Apps D through G documents withheld (ret FOIA Exemption 6) Releasable por- 
tion end 

GRIMSLEY.DH Division of Rules & Records (870413 880514) 86/06/15 BOLEYK 
Public Citizen's Critical Mass Energy Project 24pp 45998 208*45998 350 

“8806 280004 Informs that alt candidates passed Instructor certification exams at plant 
& granted Instructor certificates during SALP assessment period 
COOLEY, R A Region. 4. Ofc of the Director 85/07/01 JOHNSON.C Region 4, Ofc 
ol fhe Director Ip. 45999 026 4 5999 02 B y 

“B606 280063 Discusses operator & senior oporalor licensing exams administered 
during SALP period One generic weakness noted during SALP period Candidates rou 
tlnely had difficulty mitigating or responding to major plant emergencies 
PELCET.JL NRC . No Detailed Affiliation Given. 88/01/06 CONSTABLE, G L NRC • 
No Detailed Affiliation Given 2pp 45999.040 45999 041, 


DOCKET STN-50-S08 WPPSS NUCLEAR PROJECT, UNIT 3 


A. Appllcatfon/construcllon stage documents A correspondence 

8806160224 Notification of 880707 meeting w/util In Rockville, MD to discuss probabilis- 
tic seismic hazard analysis submitted by 600229 Itr 

VISSING.GS Standardization & Non-Power Reactor Project Directorate), 83/06/09, 
RUBINSTEIN, L S. Standardization & Non Powor Reactor Project Directorate 2pp 
4 5823 300-4 58 23" 301 


8805240215 NRC Info Nolfca 88 034, "Nuclear Matl Control & Accountability ol If&r/.-ef 
SNM at Power Reactors " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) BB/0£.'Jl 
Consolidated Edison Co of New York, Inc 122pp 45790.188-45790 308 

B 605 270 306 NRC Info Notice 88-035, "Inadequate Licensee Performed Vendor r 
Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 0704ft) 98/Oe.u3 
Consolidated Edison Co of Now York, Inc 120pp 45790 068-45790 187 

8006020047 NRC Info Notice 88-036, "Possible Sudden Loss of RCS Inventory thrsq 
Low Coolant Level Operation " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 96/06; ^ 
Consolidated Edison Co of New York, Inc 120pp. 45965 162-45965 271 

8806090301 Supp) 2 to NRC Bulletin 87-002, "Fastener Testing to Determine Con^r 
ance W/Applicable Matl Specs " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 90/06 / O 
Consolidated Edison Co of Now York, Inc 120pp 45916 20B-45916 327 

8806080025 NRC Info Notice 00*037, "Flow Blockage of Cooling Water to Saftty Sj-i 
Components " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 96/06^1* 
Consolidated Edison Co of New York, Inc 126pp 45946.001-45946 125 

8806080211 NRC Bulletin 88-006, "Actions To Bo Taken for Transportation of Mvfe I 
Spec 2-T Radiographic Exposure Device M Svc list end 

BURNETT.RF, Division of Safeguards & Transportation (Post 870413) 86/0iSM4 
Consolidated Edison Co of New York, Inc, 108pp 45935 211-45935 316 

8806090194 NRC Info Notice 88 030, "Failure of Undervoltego Trip Allachmont cm G? 
Circuit Breakers " Svc list end 

RPSSI.CE Division of Operational Events Assessment (Post 8704ft) 88/06/15 
Consolidated Edison Co of New York, Inc 1 1 1 pp 45946 1 26-45948 236 

8006150013 NRC Bulletin 88 007, "Power Oscillations In BWRs " SvcJislontl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 96/06/15 
Consolidated Edison Co of New York, Inc 114pp 45929 1 15-45929 226 

8006150186 Suppl 1 to NRC Bulletin 88-005, "Noncon forming Mails Supplied by Ppro 
Supjpliesjnc at Folsom.NJ & West Jersey Mfg Co at Willlamstown.NJ " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 8704 It) 80/05/li 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965 151 

8806200051 NRC Info Nollce 88 042, "Circuit Broakor Failures Duo to l qosg Chajgng 
Spring Motor Mounting Bolts ” Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 8704 H) 96/06/23 
Consolidated Edison Co of New York, Inc 10Bpp 4 697T28 7-45970 033 

8806200306 NRC Info Notice 80-043, "Solenoid Valve Problems " Svc list cncl 
ROSSI.C.E Division of Operational Events Assessment (Post 870411) 96/05/73 
Consolidated Edison Co of New York, Inc 123pp 45977' 1 64-45977 20 B 


DOCKET STN-50-518 HARTSVILLE NUCLEAR PLANT, UNIT 1 


S. Reportable occurrences, LERb & related correspondence 

6606260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem Wi'F- 
573-156 pressure sensor/fubo oil trip Initially reported on B0042D Atldl M/0 Inch di- 
ameter w/deep counterbone in pressure head added to activate valve 
QLOCK.LR IMO Delaval, Inc 88/05/12, Ofc of Enforcement {Posl 970113) ?pp 

45701,222-45701 223 


DOCKET STN-50-519 HARTSVILLE NUCLEAR PLANT, UNIT 2 


S. Reportable occurrences, LERs & related correspondence 


8805260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem 
573-156 pressure sensor/lube oil trip Initially reported on 880429Addl M/0 Inch dk 
ameter w/deep countorbone in pressure hood added to activate valve 
BLOCK.LR, IMO Dolaval, Inc, 8B/05/12 Ofc of Enforcement (Post 670413) 2pp 

45701.222-45701,223. 


Q. Inspection reports, IE Bulfellns & correspondence 

0005230 191 Advises that duo to tong term const delay status of planl. action re Suppl 1 
0 NR® Bui elm 87-002, "Festner Testing to Determine Conformance w/Appflcable 
Matl Specs," will bo deferred until after restart of const 

SORENSEN ,G C Washington Public Power Supply System 88/05/13 Document 
Control Branch (Document Control Desk) 2pp 45581:1B6-45581.187. 

8606000264 Responds to NRC Bulletin 88-003, "Inadequate Latch Engagement In HFA 
Typo Latching Relays Mfg by GE 11 Action on bulletin will bo added to plant tracking 
ays as work to be accomplished following reslarl of const 

SORENSEN.G C Washington Public Powor Supply System. 88/05/13. MARTI N.J.B 
Region 6, Ofc of the Director. 2pp 45787 323 45767.324 


6805240026 NRC Info Noilce 88-033, "Recent Problems Involving Model Spec 2-T Ra- 
diographic Exposure Oavlco " Svc list and 

BUHNETT.R.F. Division of Safeguards & Tran sporlel ion (Post 870413) 88/05/27 
Consolidated Edison Co of New York, Inc, I20pp 45683 f 58-45683*277. 

8805240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Wostlnghouse W-2-Type 
Circuit Breaker Call Switches." Svc list and 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/05/31 
Consolidated Edison Co. Of New York, Inc. 120pp 45683 03B-45683 157, 


DOCKET STN-50-520 HARTSVILLE NUCLEAR PUNT, UNIT 3 


S. Reportable occurrences, LERs & related correspondence 

BBO5260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/f- 
573-156 pressure sensor/lube oil trip Initially reported on 880429 Ad-dl 1*1/8 inch di- 
ameter w/deep counlerbone In pressure head added to activate valve 
BLOCK, L.R IMO Delaval, Inc. 80/05/12. Ofc of Enforcement (Post 8704 J3J ?pp 

45701.222-45701*223, 


DOCKET STN* 50-521 HARTSVILLE NUCLEAR PLANT, UNIT 4 


S, Reportable occurrences, LERb & related correspondence 

8805260342 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/f- 
573*156 pressure sensor/fube oil trip Initially reported on QB0429 Addl 1-1/6 inch cf- 
ameter w/deep counterbone In pressure head added to activate vatvo 
BLOCK.LR, IMO Delaval, Inc 68/05/12. Ofc of Enforcement (Post B70413) 2p* 
45701.222*45701-223 
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DOCKET STN*50*528 PALO VERDE NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

88042-60007 Forwards Insp Repts 50 520/80 10,50 529/08-10 & 50-530/08 10 on 
680306-04 1 6 No violations or deviations noted Directs util attention to Section 14 re 
work control 

PATE.fi J Region 5, Ofc of Ihe Director 8B/05/10 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Sorvice Co } 2pp 45787 261-457B7 278 

-8805260011 Insp Repts 50 528/88-10,50 529/88-10 & 50 530/80 10 on 860306- 
0418 No violations noted Major aroa9 inspected review of plant activities, operating 
logs & records, equipment tagging.security & fire protection 

POUCH, T , RICHARDS, S Region 5, Ofc of the Director 08/05/05 16pp 45787 263 
45787 278, 

8906660250 Forwards response to regulatory effectiveness roview on 080223- 
0302 Concerns re vital areas barriers appear to represont departure from Part 73 
requirements Response withheld 

VAN BRUNT, EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/02 CRUTCHFIELD, D Division of Reactor Projects 111, IV, V &. Special 
Projects (Post 87041 1) 2pp 45765 356 45765 357 

8806220306 Advises that 870831 Amend 15 to security plan consistent w/provlslons of 
1QCFR50 54(p) & acceptable Section 5 2 1 (Page 5 4) of plan re containment spare 
penetrations changed by Amend 18 & also acceptable 

MONTGOMERY, JL Region 5, Ofc of the Director 08/06/14 KARNER.DQ Arizona 
Nuclear Power Projacl (formerly Arizona Public Service Co) 3pp 45930 102 
45930 104 

8806290109 Procedure Change Notice 2 to Rev 6 to Emergency Plan Implementing 
Procedure EPIP-02, "Emergency Classification" & Change Notice 1 to Rev 7 to EPIP- 
12, "Operations Support Ctr Evaluation " W/8B0617 Itr 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/17 126pp 45954 092-45954 217 


H General correspondence 

6806030323 Advises of util Intont to stream line company through staff 
reductions Necessary resourco9 which provides plant safety will continue 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co ) 88/05/17 KNIGHTON.G W NRC - No Detailed Affiliation Given. Ip 45752 315- 
45752 315 

6606100235 Requosls to have name dropped from notice list In matters affecting 
plant Earlier concerns have been satisfied & no reason to continue sending copies of 
notices 

RAYNES.R Affiliation Not Assigned 88/05/20 Region 5 t Ofc of the Director Ip 
45772 142*45772 144, 

8806220121 Advises that E Van Brunt retired as exocutivo vice president & DB Karror 
named to replace Van Brunt Van Brunt will continue working for util In consulting 
capacity Level of cooperation achieved botwoon util & NRC will bo maintained 
OtMlCHELE.M Arizona Nuctoar Power Project (formerly Arizona Public ServJco Co) 
88/00/09, Document Control Branch (Document Control Desk) 2pp 45070 014- 
45070 015 


I. Financial Information 

8806070100 "Southern California Public Power Authority 1986 07 Annual Ropt " W/ 
8B0526 Itr 

DREWS, G A Southern California Public Power Authority VAN BRUNT, E E Arizona 
Nuclear Power Project (formerly Arizona Public Service Co) 07/12/31 IQOpp 
45754 141-45764 358 


J, Insurance & Indemnity Information 

6606210377 Forwards Endorsements 41 & 44 to NELIA Policy NF-266, Endorsements 
23 & 26 to MAELU Policy MF-11G & Endorsement 8 to NELIA Certificate N 107 & 
MAELU Certificate M-107 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Anzona Public Service 
Co) 08/05/31 Office of Nuctoar Reactor Regulation, Director (Post 870411) 15pp 
45851 160-45851 174 


P, Operating license stage documents & correspondence 

8806020097 Summary of 880414 meeting w/util & BNL In Rockvillo.Md re monitoring 
program for reactor coolant pump shafts List of attendees & rolatod documents encF 
UCITRA.E A Project Directorate V 80/05/17 Project Directorate V 40pp 45707 355 
45768,033, 

8808020200 Forwards Amends 34,21 & 8 to Licenses NPF-41 .NPF-51 & NPT 74, re 
spe-ctlvely & safety ova I uallon Amends revise Tech Spec 5 31, "Fuel Assemblies" to 

E rovltfa for limited substitution of fuel rods by filler rods 

ICITRA.E A Project Directorate V 88/05/20 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Sorvice Co ) 4pp 45705,014-45705,935 

-6606020299 Amends 34,21 & 8 to Licenses NPF41.NPF-51 & NPF-74, 

respectlvofy.revlslng Tech Spec 5 3 1, "Fuel Assemblies" for each unit to provide for 
limited substitution of fuel rods by filler rods consisting of Zircaloy 4 or stainless steel 
KNIGHTON.GW Project Directorate V 08/05/20 ISpp 45705 018-45705.032 

-8606020215 Safety evaluation supporting Amends 34,21 & 0 to Licenses NPF-41, NPF- 
51 & NPF-74, respectively 

Office of Nuclear Reactor Regulation, Director (Post 070411) 80/05/20 3pp 
45705 033 45705 035 

8606030014 Forwards responses re main steam line break roanalysfs.per 860301 
commitment Differences In two auxiliary feedwater sys models do not significantly 
affect reach vi ty d un ng trans io n t 

VAN BRUNT.E, E. Arizona Nuclear Power Project (formerly Arizona Public Service 
Co). BB/05/22 Document Control Branch (Document Control Desk) 16pp 
45734 110-45734.133 


8806920214 Notification, of 880531 meeting w/util in Rockville,MD to discuss evaluation 
of failure of auxiliary feedwater pump at Unit 1 fi planned actions to correct root 
cause of failure 

LICITRA.EA Project Directorate V 68/05/25 KNIGHTON, GW Project Directorate V 
5pp 45710 005 45710 009 

8805930197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDH for plant 

GRIMSLEY.DH Division ol Rules &. Records (870413 880514) 89/05/26 

WE1SSMAN.S California, Slate of 3pp 45704 1 65 45784 168 

-8202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bevill Ropl Dates represent collective NRC Judgement 
ElSENHUT.DG Division of Licensing (800428 651124) 82/01/18 BASSETT, HS 
Of lice of Management and Program Analysis 3pp 45784 208-45784 210 

-8202250094 Forwards list of casework open issues for wk ending 820122, per B11120 
request Only Category 2 & 3 opon Issues listed for pfants having Bevill decision dates 
more than 3 months away 

ElSENHUT.DG Division of Licensing (600428 851124), 02/01/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director (pre-851125) ISpp 45704 211 
4 5764 225 

8806130011 Forwards "Loose Pari Monitoring Sys Loose Part DetoctEon Program 
Ropt," per Reg Guido 1 133 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 08/05/26 Documonl Control Branch (Document Control Desk) ip 45640 001- 
45640 031 

0806010234 Forwards description of plant design characteristics & responses to- Horns 
discussed in Generic Llr 80 03, "Steam Binding of Auxiliary Feedwater Pumps " Pro 
ceduros discussed In plare & will bo maintained 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Anzona Public Service 
Co) 88/05/27 Document Control Branch (Document Control Desk) 4pp 4573-2 359 
45732 362 

0006010278 Rosponds to Generic Ltr 0B-G5 re bone acid corrosion of carbon steel re 
actor pressure boundary components in PWR plants 

VAN BRUNT.E E Arizona Nuclear Power Projoct (formerly Arizona Public Service 
Co ), 00/05/27 Document Control Branch (Document Control Desk) 3pp 45711 348 
45711 350 

0BO6O9O111 Application for amends to Licenses NPF 41, NPF-51 & NPF-74, modifying 
azimuthal power till Tech Specs to require that moasured azimuthal power tilt bo loss 
than CPC allowance at all times Fee paid 

VAN BRUNT.E E Arizona Nucloar Powor Project (formerly Arizona Public Service 
Co) 00/05/27 Document Control Branch (Documonl Control Desk), 6pp 45794 032 
45794052 

-8806090117 Proposed Tech Specs.modifytng azimuthal power tilt Tech Spocs to re- 
quire that measured azimuthal power tilt bo loss than CPC allowance at all times 
■ Arizona Nuctoar Power Project (formerly Arizona Public Service Co) 80/05/27 
15pp 45794 030 45794 052 

8806090141 Verifies that actions to correct remaining human engineering discrepancies 
completed prior to startup of unit Cycle 2 refueling outage 

VAN BRUNT.E 6 Arizona Nuclear Power Project (formerly Arizona Public Sorvice 
Co) 88/05/27 Document Control Branch (Documonl Control Dos k) Ip 45766 304- 
4 57 6G 304 

0806160150 Advises that CE repl entitled, "Fuel Surveillance Te9t Results for Palo 
Verdo Unit t ,” submitlod w/util 0&Q108 Itr should bo considered proprietary, per 
10CFR2 7G0 Copies distributed requestor! to be retrieved for proper control 
VAN BRUNT.E E Arizona Nuclear Power Projoct (formerly Arizona Public Sorvice 
Co). 08/ 06/03 Document Control Branch (Document Control Desk). 6pp 45030 115 
45030 120 

8806290227 Denlos 860716 petition rs discrimination by licensee against certain om 
pfoyees by requiring subj employees to polygraph tosting as moans of discouraging 
reporting unsafe conditions at facility, except request to have noticos posted W/ancl 
LIEBERMANJ Ofc of Enforcement (Post 870413) 0D/06/15 BUSH.BS Coalition for 
Responsible Energy Education Ip 45065.319 45965 333 

-8806290245 Notice ol Director Decision DD-08-OG.denylng in part 10CFR2 206 pellHon 
filed by E3S Bush.L McKay & ML Scott on behalf of Coalition for Responsible Energy 
Etluc 

LIE BERM AN, J Ofc of Enforcement (Post 070413) 88/06/15 2pp 45965-317- 
45065,310 

-8006290268 Director’s Decision DD 88 OB denying In part 860716 petition by ML 
Scott, L McKay & BS Bush on behalf of Coalition for Responsible Energy Educ re II 
consoe violation of 10CFR50 7 provisions 

LIEBERMANJ Ofc of Enforcement (Post 070413), 00/06/15 Coalition for Rospcmsl 
bio Energy Education 15pp 45965319 45965 333 

8806290280 Advises that 880527 response lo Generic Llr 80-03, "Steam Binding of 
Auxiliary Feedwater Pumps," confirmed that necossary procedures in place & will be 
melnlained & satisfactory 

DAVIS, M J, Projoct Directorate V 80/06/t6 VAN BRUNT, E.E Arizona Nuc I ear Powor 
Project (formerly Arizona Public Service Co ) 4pp 46957,073-45057,076 

8806300326 Summary of 880531 meeting w/lfcensoo In Rockville, MD ro auxiliary food- 
water pump degradation events View graphs end 

DAVIS, M J Project Directorate V 68/06/17 Project Directorate V 23pp 45969147- 
45969 169 


Q. Inspection reporta, IE Bulletins & correspondence 

8805260007 Forwards Insp Repts 50-526/68 10,60-529/08-10 & 50*530/98 10 on 
880306-0418 No violations or deviations noted, Directs util attention to Section 14 ro 
work control 

PATE.R J Region 5, Ofc of the Director 88/05/10. VAN BRUNT.E £ Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 45797 261-45767 276 
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-8805260011 Insp Repts 50*528/88-10.50 529/68*10 & 50-530/08*10 on 880306- 
0416 No violations noted Major areas inspected review ol plant aclh/ilios, ope rating 
togs & records, equipment tagging .security & fire protection 

POUCH, T, BALL.J. FIORELLf.G Region 5, Ol c of the Director 80/05/05 IBpp 
45767 263 45787 278 

0805310255 Forwards Insp Repts 50 526/88*12,50-529/80*12 A 50-530/88*12 on 
80040 B 06 & notice of deviation 

PATE.R J Region 5, Otc of the Director 60/05/12 VAN BRUNT, E E Arizona Nuclear 
Power Protect (formerly Anzona Public Service Co ) 2pp 45732 004 45732022 

-8805310257 Notice of deviation from Ensp on 800404-08 Deviation noted’ wide range 
steam generator level instrumentation lower tap approx 12 It above tube sheet A 
upper tap approx 4 1/2 ft above bottom of separator, contrary to Reg Guide 1 97,Rev 
2 

PATE.R J Region 5, Ofc of the Director 08/05/12 Ip 45732 006*45732 006 

-8805310260 Insp Repts 50 528/80*12,50 529/68 12 A 50-530/08 12 on 880404- 
00 Deviation noted Major areas Inspected subsystem of post- accident monitoring 
SV9, Including conformance to commitments made to Reg Guide 1 97,Rev 2 
MELFI.JF. RICHARDS.S A Region 5, Ofc of the Director 68/05/11 16pp 
45732 007-45732 022 

8805270016 Responds to NRC 800413 notice of violation A proposed Imposition of dvll 
penalties in amount of $100,000 Corrective actions Include clearly defining A expand- 
ing responsibilities of sys engineer. 

VAN BRUNT.EE Anzona Nuclear Power Project (formerly Arizona Public Service 
Co) 60/05/ 13 MURLEY,T£ Ofc of Enforcement (Post 870413) 40pp 45692 224 
45692 263 

8005250405 Ack receipt of 080425 Hr Informing NRC of steps taken to correct violations 
noted In Insp Rept 50-520/80 01 Corrective actions wjH be verified during future Insp 
KIRSCH.O F Region 5, Ofc of the Director 88/05/19 VAN BRUNT.E E Anzona Nu- 
clear Power Protect (formerly Arizona Public Service Co) Ip 45674 051 45674 084, 

8805270060 Forwards "Metallurgical Exam of Cracking in Polo Vorde Unit 1 Reactor 
Coolant Pump (RCP) Shaft -2A & "Analysis of RCP Shalt W/Modified Key Region" & 
proprietary App 1 to Westmghouse WCAP-1 1697 Proprietary App 1 withheld 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 00/05/20 Document Control Branch (Document Control Desk), 78pp 
45786 001 45786 213 

-8B06130024 "Metallurgical Exam of Cracking in Pafo Verde Unit 1 Reactor Coolant 
Pump Shaft' ’ 

HOFFMAN, C L. GAHWILLER.W R , SCHLOSS.S M Combustion Engineering, Inc TR* 
V^MCC-0 14 87/12/14 61 pp 45786 079 45786139 

-0606130020 "Analysts of Reactor Coolant Pump Shaft W/Modified Key Region " 

• Combustion Engineering, Inc 87/12/24. 74pp 45706.140 45786 213 

0805240028 NRC Info Noltco 80*033, "Recent Problems Involving Model Spec2-T Ra 
diograpWc Exposure Oevlco " Svc Ust end 

BURNETT, R F Division of Safeguards & Transportation (Post 670413) 08/05/27. 
Consolidated Edison Co of New York, Inc 120pp 45603 158*45683'277 

0005240090 Supp) 1 to NRC Info Notice 87*061. "Faiture of Westinghouse W*2-TypG 
Circuit Breaker Cell Switches " Svc list and 

ROSSf.CE Division of Operational Events Assessment (Post 670411} 68/05/31, 
Cons olldaterf Edison Co ofNew York, Inc 120pp 46663 036-45683 157. 

0805240215 NRC Info Notice 60-034, "Nuclear Mat? Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc list encf 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/05/31, 
Consolidated Edison Co of Now York, Inc, 122pp 45700 1fl8 45790,300 

8006060250 Forwards response to regulatory effectiveness review on 080223- 
0302 Concerns re vital areas barriers appear to represent departure from Part 73 
requirements Response withhold 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 00/06/02. CRUTCHFIELD, D Division of Reactor Protects - III.IV.V & Special 
Projects (Post 870411) 2pp 45765:356-45765-357, 

6805270306 NRC Info Notice 65-035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790 060-45790,187 

0886100182 Ack receipt of 860513 Itr & $100,000 payment for civil penalty proposed In 
NRC 8804t3 I Ir.Corr active actions will be examined during future Insps 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/06/07, VAN BRUNT.E E Arizo- 
na Nuclear Power Project (formerly Arizona Public Service Co) Ip 45771*214- 
45771 214 

8806T30374 Forwards "Inservice Iasd Summary Rept, Palo Verde Nuclear Generating 
Station, Inservice Insp Rept First Refueling " 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/07 Document Control Branch (Document Control Desk), Ip 45B1B-152- 
45810.233 

-0608130377 "In service Insp Summary Rept.Palo Verde Nuclear Generating 
Station, fnservlca Insp Rept First Refueling" 

MORROW, A , ANDERSEN.M J., HANSEN, DB, Arizona Nuclear Power Project (for- 
merly Arizona Public Service Co). 88/06/01. 60pp 45818:153 45818-233. 

6006020047 NRC Info Notice 08-036, •"Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/06/08 
Consolidated Edison Co. ofNew York, Inc 120pp 45905 152 45965-271. 

8006160237 Responds to'deviation noted In Insp Repts 60 528/06-12, 50-529/88-13 & 
50 530/06*12 Correclive actions change to FSAR Initialed to modify util commitments 
to Reg Guide 1 97, Rev 2. 

VAN BRUNT.E E Arizona Nuclear Power Project {formerly Arizona Public Service 
Co.) 68/00/00, Document Control Branch (Document Control Desk) 7pp 45863:179- 
45 B 63' 185 


S006O9O3O1 Suppl 2 to NRC Bulletin 87*002, "Fastener Testing to Determine Conform- 
ance W/Appllcable Matt Specs " Svc fist end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 03/06/ ID 
Consolidated Edison Co of New York, fnc 12Gpp 45916 208-45916 327 

6006200012 Forwards "Seismic Evaluation of Electrical Cables," addressing caVe sup- 
port concern identified during SSFI insp Conservative approach to Investigate polervL&J 
for use of nylon lies to be vertical run cabte bundles formulated 
VAN BRUNT.EE Arizona Nuclear Power Project (formerly Anzona Public Service 
Co ) 88/06/ 10 Document Control Branch (Document Control Desk) 3pp 45661 294- 
45861:338 

-8806200015 "Seismic Evaluation of Electrical Cables at Palo Verdo Nuclear Po*er 
Plant," June 1980 

* John A. Blume & Associates, Engineers (subs of URS Corp) 00/06/30 41pp 
45861.297*45061 330 

8906060025 NRC Info Notice 06 037, "Ffow Blockage of Cooling Water to Safely Sys 
Components " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 69/06/14 
Consolidated Edison Co of Now York, Inc 125pp 45946001-45946 125 

8806080211 NRC Bulletin 08 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc fist encl 

BURNETT.R.F Division of Safeguards & Transportation {Post 870413) 88/06/14 
Consolidated Edison Co of New York, Inc 108pp 45935 211 4593531B 

6006090194 NRC Info Notice 88-030, "Failure of Undervoltage Tr Ip Attachment or GE 
Circuit Breakers " Svc list encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 60/06/ 15-- 
Consolidated Edison Co of New York, Inc lllpp 45946 128-45946 236 

8806150013 NRC Bulletin 08-007, "Power Oscillations in BWR9 ” Svc list encl 
FOSSLCE Division of Operational Events Assessment (Post 670411) 00/00/15 
Consolidated Edison Co of New York, Inc. 114pp 45929 115 45929 220 

0806150106 Suppl 1 to NRC Bulletin 80 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Williams town, NJ 1 ’ Svc list envl 
ROSSI.C E, Division of Operational Events Assessment (Post 870411) 68/06/15 
Consolidated Edison Co of New York, Inc 120pp 45965 032-45965,151 

6B06270149 First partial response to FOIA request for documents Forwards Apps B 4 
C documents Documents available in PDR App A documents also awai’fl-blo In 
PDRApps D Ihrough G documents withheld (ref FOIA Exemption 6) Roloasablo por- 
tion end 

GRIMSLEY.D.H, Division of Rules & Records (870413 000514) 68/06/16 B0LEYK 
Public Citizen's Critical Mass Energy Project 24pp 45998 208-45990 3 50 

-0806270170 Requests review of enci draft SALP ropi for plant Recipient should be 
prepared (o comment on rept at 07120D board meeting Update of Tables 1-10 which 
Includes all pertinent data Ihrough end of SALP period also encl 
KIRSCH.DF. Region 5, Ofc of the Director 07/ 12/02 CHAFFEE.A, PATE, A, 
SCARANO.R Region 5, Ofc ol the Director Ip 45990*334 45998 334 

6006290010 Forwards addl info ro Violations 1,2 & 3 from Insp Repts 50-520/87*37,50- 
529/87*36 & 50*530/87-30 Preventive malnt procedures for motor operators will bo 
revised contingent upon receiving Info from vendor 

VAN BRUNT,E.E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/17 Document Control Branch (Document Control Desk) 3pp 45950 106- 
4595O‘1O0, 

0606200051 NRC Info Notice 88-042, "Circuit Breaker Failures Duo to Loose Charge 
Spring Motor Mounting Bolts " Svc list encl 

ROSSI.CE Division of Operational Evonts Assessment (Post B70411) 60/09/23 
Consolidated Edison Co of New York, Inc 108pp. 45977 287-4 5976 033 

0606200306 NRC Info Notice 88*043, "Solenoid Valve Problems” Svc list encl 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/00/23 
Consolidated Edison Co of New York, Inc 123pp 45977-164-45977 280 


R. Periodic operating reports 4 related correspondence 

8506170092 Forwards biweekly notice, applications & amends to OL involving NSNC.dtd 
800516 W/o encl 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 96/05/31 VAN 
0RUNT,E,£. Arizona Nuclear Power Project (formerly Arizona Publrc Servico Co) 4pp 
4 5827 ,2.46* 45027*249 

8806220035 Monthly operating repts for May 1980 for Palo Verde Nuclear Generating 
Station, Units 1,2 & 3 W/860615 Itr. 

BLOOM ,T J , HAYNES.JG Arizona Nuclear Power Project (formerly Arizona Put/KJ 
Service Co.} 88/05/31. 16pp 45909 245 45909 260 


S. Reportable occurrences, LERs & related correspondence 

8B0 52601 01 PNO-V-8B 033.on 00051 4, unit tripped on DNBR & high linear power donsf- 
ly fn response to insertion of control element assemblies Computer program used for 
predicting Xenon levels contained erroneous constants Constants refined 
POLICH.T , RICHARDS.S Region 5, Ofc of the Director. 80/05/16 Ip 45669330- 
46669 336 

8B06070186 LER 88-012-00 on 880428,fden1ified that on 00O33D,control elerrenl as- 
sembly calculator 2 surveillance tested per Surveillance Requirement 4 3 1 3 Caused 
by procedural error Testing every 18 months will be verified W/8 80 531 Hr 
SHRIVER.TD, HAYNES, JG Arizona Nuclear Power Project (formerly Arizona Pub! ic 
Service Co,). 88/05/31 6pp, 45769 339*45769-343 

8806060104 PNO V-08*O35on 600529, Trains A & B discovered inoperable at same tme 
due to failure of essential chilled water sys chiller In Train A & isolation ol 1ran$rMtor 
fn Train B Caused by Incorrect Isolation of transmitters by personnel 
RICHARDS.S. Region 5, Ofc of (he Director 88/05/31 Ip 45775 062-45775062 
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880606-03d2 LER 88 013 00 on O0O325,essential motor driven auxiliary feedwater pump 
failed achieve rated pressure, per Tech Specs Caused by stress corrosion cracking/ 
hydrogen embnttlement Matl changes initiated W/880325 Itr 

SHRIVEfl.T.D , HAYNES.J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 88/06/03 IQpp 45756 090 45756 107 

0806100286 PNS-V-8D 002A on 8B0524.NRC licensed reactor operator tested positive 
(or marijuana during routine urinalysis Individual placed In drug educ program which 
will ran for 3 wks during which unescorted access to site domed 
NORDERHAUG.l R , SCHUSTER, M D Region 5, Ofc o( the Director 88/06/06 Ip 
4S804 041-45804 041 

8806140442 LER 88-015-00 on 8Q051 2, automatic acUiatlon of reactor protection sys 
occurred Power supply found to be varying in amplitude intermittently which could 
cause varying removal & reinstatement of huck & boost voltage W/880G06 Itr 
SHRIVER.T.D , HAYNES.J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 88/06/06 6pp 45800 220-45000 225 

6B06140529 LER 88 014-00 on 880210,17 of 20 vatvo relief settings out of tolerance 
tots specified In Tech Spec 3 7 11 Cause not identified Safety valve relief setpoints 
adjusted to be within tolerance limits & returned to sve W/8B0606 Itr 
SHRIVEfl.T.D , HAYNES.J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 88/06/06 10pp 45804 324 45804 333 

8806220134 Forwards justification for continued operation of auxiliary feedwater 
pump Continued operation of plant does not pose undue risk based on listed consld 
orations. 

VAN BRUNT ,E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 8B/06/09 Document Control Branch (Document Control Desk) 2pn 45069 280 
45869 313 

-8866230164 ‘"Justification for Continued Operation of Auxiliary Feedwater Pumps" 

* Anzona Nuclear Power Project (formerly Arizona Public Service Co) 00/06/09 
24pp 45869 290 45809 313 

8806210266 LER 88 016 00 on 08051 4, reactor trip occurred Caused by no neons ervative 
operator performance during reactor startup Appropriate procedure precautions impTo 
monlod to ensure awareness from control room personnel W/88061 3 Itr 
SHRIVER.TD, HAYNES.J G Arizona Nuclear Powor Project (formerly Arizona Public 
Service Co ). 8B/06/13 12pp 45645 343-45845*354 


OOCKET STN-50-529 PALO VERDE NUCLEAR STATION, UNIT 2 


F, Security, medical, emergency & fire protection plana 

6805260007 Forwards Insp Repts 50-528/88-10,50-529/68*10 & 50 530/60 10 on 
880306-0416 No violations or deviations noted Directs util attention to Section t4 ro 
work control 

PATE.R J Region 5, Ofc of the Director 00/05/10, VAN BRUNT, E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co) 2pp 45707 261 45707,278 

-8805260011 Insp Repts 50-528/88 10,50-520/80 10 & 50 530/00-10 on 800300 
041B No violations noted Major areas Inspected review of plant activities, operating 
logs & records, equipment tagging, security & (Ire protection, 

POUCH, T t RICHARDS, S. Region 5, Ofc of the Director 00/05/05 16pp 45707 263 
45787 279 

8806060250 Forwards response to regulatory effectiveness rovlow on 000223- 
6302 Concerns re vital areas barriers appear to represent departure from Part 73 
requir omenta Response withheld 

VAN BRUNT.E.E, Arizona Nuclear Powor Protect (formerly Arizona Public Service 
Co). 68/06/02 CRUTCHFIELD.O Division of Reactor Projects - 111, IV, V & Special 
Pro] acts (Post 870411). 2pp 45765 356 45765 357 

8808220306 Advises that 870831 Amond 15 to security plan consistent w/ provision 9 of 
1 0CFR5O 54(p) & acceptable Section 5.2,1 (Pago 6-4) of plan re containment spare 
ponetrailons changed by Amend 18 & also acceptable 

MONTGOMERY.J1, Region 5, Ofc of the Director 88/06/14 KARNER.DB Arizona 
Nuclear Powor Project (formerly Arizona Public Service Co). 3pp 45030 102 
45930104 

8808290109 Procedure Change Notice 2 to Rev 6 to Emergency Plan Implomontlng 
Procedure EPIP-02, “Emergency Classification" & Change Notice 1 to Rov 7 to EPIP- 
12, "Operations Support Ctr Evaluation ■* W/860617 Itr 

VAN BRUNT, EE Arizona Nucloar Powor Project (formerly Arizona Public Service 
CO) 88/06/17 126pp 45954.092-45954 217 


H. General correspondence 

8B06030323 Advises of util intent to stream line company through staff 
reductions Necessary resources which provides plant safety will continue 
VAN BRUNT, E.E, Arizona Nuclear Power Protect (formerly Arizona Public Service 
Co) 68/65/17 KNIGHTON, GW NRC * No Dotalted Affilfallon Given Ip 45752 315- 
45752315, 

8806160235 Requests to have name dropped from notice list in matters affecting 
plant Earlier concerns have been satisfied & no reason to continue sending copies of 
notices 

RAYNES.R, Affiliation Not Assigned 88/05/20 Region 6, Ofc of the Director Ip 
45772142-45772 144. 

0866220121 Advises that E Van Brunt retired as executive vice president & DB Karnor 
named to replace Van Brunt Van Brunt will continue working for util In consulting 
capacity Level of cooperation achieved between util & NRC will bo maintained 
DEMICHELE.M, Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/08/06. Document Control Branch (Document Control Desk). 2 pp 45070 014- 
45870,015. 


I, Financial Information 

"Southern California Public Powor Authority 1986-87 Annual Ropt" W/ 

860526 Itr 

DREWS, G, A Southern California Public Power Authority VAN BRUNT, E.E Arizona 
Nuclear Power Project (formerly Anzona Public Service Co) 87/12/31 190pp. 
45754:141-45764-368 


J. insurance 4 Indemnity Information 

6696210377 Forwards Endorsements 41 & 44 to NEIIA Policy NF-266. Endorsements 
23 & 26 to MAELU Policy MF-116 & Endorsement 8 to NELIA Certificate N-107 & 
MAELU Certificate M-107, 

VAN BRUNT.EE Arizona Nuclear Powor Project (formerly Arizona Public Service 
Co) 88/05/31 Office of Nuclear Reactor Regulation, Director (Post 870411) 15pp 
45651 160-45651 174 


P. Operating license stage documents & correspondence 

8006020097 Summary of 880414 meeting w/utll £ BNL in Rockville, Md ro monitoring 
program for reactor coolant pump shafts List of attendees & related documents encl 
UCTTRA.E A Project Directorate V 83/05/17. Project Directorate V 40pp. 45707 355- 
45708 033 

0806020200 Forwards Amends 34,21 & 8 to Licenses NPF-41.NPF-51 & NPF-74/o- 
spectively & safety evaluation Amends revise Tech Spec 5 3 1 , "Fuel Assemblies" to 
provide for limited substitution of fuel rods by filter rods 

LICITRA.E A Project Directorate V 6B/05/20 VAN BRUNT, EE Arizona Nucloar 
Power Project (formerly Arizona Public Service Co ), 4pp 45705 01 4-45705 035 

-6806020209 Amends 34,21 & 8 to Licenses NPF-41.NPF-51 & NPF74, 

respoctivQly.rovisIng Tech Spec 5 3 1, "FuoS Assemblies" for each unit to providte for 
limited substitution of fuel rods by filler rods consisting of Zircaloy 4 or stainless steal 
KNIGHTON, G W Project Directorate V 08/05/20. 15pp, 45705 018 45705 032 

-8806020215 Safety evaluation supporting Amends 34,21 & fl to Licenses NPF-41.NPF 
51 & NPF-74, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 88/05/20 3pp 
45705 033-45705 035 

0806030014 Forwards responses re main steam line break reanalyslB.per 880301 
commitment Differences in two auxiliary feedwater sys models do not significantly 
affect reactivity during transient 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co). 80/05/22 Document Control Branch (Document Control Desk) 16pp 
45734 118-45734 133 

6006020214 Notification of 880531 mooting w/util in Rockville, MD to discuss evaluation 
of failure of auxiliary feedwater pump at Unit 1 & planned actions to correct root 
cause of failure 

LICITRA.E A Project Directorate V. QB/05/25 KNIGHTON, G.W. Project Directorate V 
5pp. 45710 005-45710 009 

8006030197 First partial response to FOIA request for documents App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (670413-860514) 80/05/26 

WEISSMAN.S California, State of, 3p p 45764 166 45704.168 

-0202080434 Forwards listing of NRC estimated completion dates (or OL applicants 
listed (n Bovlil Ropt Dates represent collective NRC judgement 
EISENHUT.D.G Division of Licensing (800420-851124) 62/01/10 BASSETT, MS 
Office of Management and Program Analysis 3pp 45764 200-45784 210. 

-8202280094 Forwards list of casework open Issues for wk ending 8201 22, per 811120 
requost.On ly Catopory 2 & 3 open Issues listed for plants having BevHI decision dates 
moro than 3 months away. 

EISENHUT.D.G Division of Licensing (800420 651124) 82/01/28 DENTON.H R 
Office of Nuclear Roactor Regulation, Director (pro-851125) 15pp 45704 211- 
46784-225. 

0806130011 Forwards "Loose Part Monitoring Sys Loose Part Detection Program 
Rapt," per Reg Guide 1 133. 

VAN BRUNT.EE, Arizona Nuclear Powor Project (formerly Arizona Public Service 
Co,), 88/05/26 Document Control Branch (Document Control Desk) Ip 45840001 
45840-031. 

880$01p234 Forwards description of plant design characteristics & responses to items 
discussed in Generic Ur 88-03, "Steam Binding of Auxiliary Feedwater Pumps" Pro- 
cedures discussed in place & writ be maintained; 

VAN BRUNT.EE Arizona Nucloar Powor Project (formerly Arizona Public Service 
Co) 88/05/27 Document Control Branch (Document Control Desk) 4pp, 45732 350 
45732 362 

BBQ6O1O270 Responds to Generic Ur 88 05 ro boric acid corrosion of carbon steel re- 
actor pressure boundary components In PWR plants, 

VAN BRUNT.EE, Arizona Nuclear power Project (formerly Arizona Public Service 
Co,). 88/05/27, Document Control Branch (Document Control Desk). 3pp 45711,346 
4571 T350. 

8806000111 Application for amends to Licenses NPF-41.NPF-51 A NPF-74, modifying 
azimuthal powor lilt Tech Specs to require that measured azimuthal power tilt bo less 
than. CPC allowance at sit limes, Fee paid, 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/27. Document Control Branch (Document Control Desk) 6pp. 46794 032- 
45704,062 

-6806090117 Proposed Tech Specs, modifying azimuthal power till Tech Specs to ro 
quire that measured azimuthal power tilt be lose than CPc allowance at all times 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 86/05/27 
15pp. 45794 038-45794-052, 

6806290227 Denies 860716 petition ro discrimination by licensee against certain om 
ployees by requiring sub) employees to polygraph testing os moans of discouraging 
reporting unsafe conditions at facility, except request to have notices posted W/enct 
LIEBERMAN.J. Ofc of Enforcemont (Post 870413). 88/06/15, BUSH.0 S Coalition for 
Responsible Energy Education Ip 45965:316-45965,333 

-8606290245 Notice of Director Decision DO 86 08, denying In part 10CFR2 206 petition 
filed by BS Bush.L McKay & ML Scott on behalf of Coalition for Responsible Energy 
Educ 

LIEBERMAN.J, Ofc of Enforcement (Post 070413). 8B/06/15 2pp 45965:317- 
45965-318, 
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“0806290258 Director’s Decision DD88 0-9 denying in part 860716 petition by ML 
Scott, L McKay & BS Sush on behalf of Coalition for Responsible Energy Educ re li 
censoe violation of lOCFflSQ 7 provisions 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/06/15 Coalition for Responsi- 
ble Energy Education 15pp 45965 319 45965 333 

8806290280 Advises that 88052? response lo Generic Ltr 88 03, "Sleam Binding of 
Auxiliary Feedwater Pumps,” confirmed that necessary procedures in place & will be 
maintained & satisfactory 

DAVIS, M J Project Directorate V 88/06/16 VAN fiRUNT.E E Arizona Nuclear Power 
Projocl (formerly Arizona Public Service Co) 4pp 45957 073 45957 076 

8806300326 Summary of 880531 meeting w/lccensea in Roekville.MD re auxiliary feed- 
water pump degradation evonts Viewgraphs end 

DAVIS, M J Project Directorate V B8/06/17 Project Directorate V 23 pp 45969 147 
45969 169 

8806280191 Confirmatory action Jtr, confirming NRC understanding of actions util intends 
to taka re evaluation & analysis of circumstances surrounding introduction of noncon- 
sorvaiivo Info into Channel B core protection calculator 

MARTJN.J B Region 5, Otc of the Director 88/06/23 VAN BRUNT.E E Arizona Nu 
clear Power Project (formerly Arizona Public Service Co ) 2pp 45966 300 45966 301 


<5. Inspection reports, IE Bulletins & correspondence 

8805260007 Forwards Insp Hepts 50 528/86-10,50 529/flB 10 & 50-530/88 10 on 
800306-0416 No violations or deviations noted Directs util attention to Section 14 re 
work control 

PATE.R J Region 5, Ofc of the Director 68/05/10 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Service Co } 2pp 45787 '261 -45787 278 

-8805260011 Insp Repls 50 528/8B-1 0,50 529/88-10 & 50 530/88 10 on 880306 
0416 No violations noted Major areas inspected review of plant activities.operaling 
fogs & reccrds.equipment tanging, security & fire protection 

PQLtCH.T, BALL.J, FIORELLI.G Region 5, Ofc of the Director 88/05/05 16pp 
45787 283 45787 278 

8805310255 Forwards Insp Repls 50-528/86-12,50 529/88 12 & 50 530/88 12 on 
880408 08 A notice of deviation 

PATE.R J Region 5, Ofc of the Director 88/05/12 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Anzona Public Service Co ) 2pp 45732 004-45732 022 

-6005310257 Notice of deviation from map on 880404 08 Deviation noted wide range 
steam generator level instrumentation tower tap approx 12 fl above lube sheei A 
upper lap approx 4 1/2 ft above bottom of separator, contrary to Reg Guide 1 97, Rev 
2 

PATE.R J Region 5, Ofc of the Director CB/05/12 Ip 45732 006 45732 006 

-8805310280 Insp Repts 50 528/88 12,50-529/68-12 & 50-530/8B-12 on 080404 
08 Deviation noted Major areas inspected subsystem of post accident monitoring 
ays, including conformance to commitments made to Reg Guide 1 97,Rev 2 
MELFJ.JF, RICHARDS, S A Region 5, Ofc of the Director 88/05/11 l6pp 
45732 007 45732 022 

8805270016 Responds lo NRC 860413 notice of violation A proposed Imposition of civil 
penalties cn amounl of $100,000 Corrective actions Include clearly defining & expand 
ing responsibilities of sys engineer. 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Anzona Public Service 
Co) 88/05/13 MURLEYJE Ofc of Enforcement (Post 670413) 40pp 45692224* 
45692 263, 

8805270060 Forwards “Metallurgical Exam of Cracking in Palo Verde Unit \ Reactor 
Coolant Pump (RCP) Shaft -2A r ’ & “Analysis of RCP Shaft W/ Modified Kay Region’' A 
proprietary App 1 to WesUnghouse WCAFM1697 Proprietary App 1 withheld 
VAN BRUNT, t,E Anzona Nuclear Power Project (formerly Arizona Public Service 
Co) 80/05/20 Document Control Branch (Document Control Desk), 73pp 
45786 001 45786 213 

B60524Q028 NRC Snfo Notice B8 033, "Recant Probtams Involving Model Spec 2T Ra 
diooraptv.c Exposure Device ” Svc list end 

BURNETT, R F Division ol Safeguards A Transport a Icon (Post 870413] 8B/05/27 
Consolidated Edison Co of New York, Inc I20pp 45683 158 45683 277 

8805240090 Suppl 1 to NRC Info Notice 87 061, "Failure of Westmghouso W-2-Type 
Circuit Breaker Cefl Switch os " Svc list end 

ROSSI.C € Division of Operational Events Assessment (Post 870411) 88/05/31, 
Consolidated Edison Co of New York, Inc 120pp 45683 038-45083 157 

8005240215 NRC Info Notice 86-034, "Nuctear Mall Control & Accountability of Nonfuel 
SNM at Power Reactors " Svc fist end 

ROSSI, GE Division of Operational Events Assessment (Post 870411) B8/05/31 
Consolidated Edison Co. of New York, fnc 122pp 45700 188 45790 308 

BB 06060250 Forwards response to regulatory effectiveness review on 880223 
0302 Concerns re Vital araa9 barriers appear lo represent departure from Part 73 
req-uir-ame nts Response withheld 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/02. CRUTCHFIELD, D Division of Reactor Projects - III.IV.V & Special 
Projects (Post 870411) 2pp 45765*356 45765 357 

8005270306 NRC Info Notice 68 035, ’’Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.C E Division of Operational Events Assessmenl (Post 870411) 88/06/03 
Consolidated Edison Co of New York, Inc 120pp 45790.068 45790 187 

6806100182 Ack receipt of 880513 Hr & $100,000 payment for civil penalty proposed In 
NRC 880413 Ur Corrective actions will be examined during future insps 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 68/06/07 VAN BRUNT.E E Arizo- 
na Nuclear Power Project (formerly Arizona Public Service Co) ip 45771 214- 
45771 214 

8606020047 NRC fnfo Notice 88 036, ’‘Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Oporalion " Svc list end 

flOSSI.C E Division of Operational Events Assessment (Post 87041 1) 8B/06/OB 
Consolidated Edison Co of New York, Inc 120pp 45965 152 45965 271 


8806160237 Responds to deviation noted in Jnsp Repts 50 528/88 12. 50 529/88 13 & 
50 530/85-12 Corrective actions change to FSAR initiated to modify util ccmmitmen's 
to Reg Guide l 97, Rev 2 

VAN BRUNT.E E Anzona Nuclear Power Project (formerly Arizona Pub-k Sorv.ce 
Co) 88/06/09 Document Control Branch (Document Control Desk) 7pp 45863 179- 
45B63 186 

8606200064 Forwards Proprietary & Nonpropriolary CEN 375(V) P & NP, "Palo Veide 
Nuclear Generating Slation Unit 2 End of-Cycle 1 Surveillance Fuel Exam flept in 
response to EA Licitra 860112 request 

VAN 0RUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Servxte 
Co) 88/06/09 Document Control Branch (Document Control Desk) 5pp 458 b5043- 
45865 083 

-8806200074 "Palo Verde Nuclear Generating Station Unit 2 End Of Cycle 1 Serve-! 
lance Fuel Exam Repl " 

’ Combustion Engineering, Inc CEN 375(V) NP 68/05/31 3Gpp 45865043- 
46865 003 

8806090301 Suppt 2 to NRC Bulletin 87 002, "Fastener Testing to Determine Conform- 
ance W/ Applicable Mat! Specs " Svc list oncl 

ROSSI.C fc Division of Operational Events Assessment (Post 870411) 60/06/10 
Consolidated Edison Co or Now York, Inc I20pp 45916 208 45916 327 

8806200012 Forwards "Seismic Evaluation of Electrical Cables," addressing cab'o sup- 
port concern Identified during SSFI insp Conservative approach to investigate poter-tial 
for use of nylon ties lo tie vertical run cablo bundles formulated 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Serves 
Co) 60/06/10 Document Control Branch (Document Control Dosk) 3pp 45861 294- 
45861 338, 

“0806200015 "Seismic Evaluation ol Electrical Cables at Palo Verde Nuclear Pdaw 
P lan)," June 1988 

* John A Blume & Associates, Engineers (subs of URS Corp) 08/06/30 41pp 
458Q1 297-45861 330 

BB060B0025 NRC Info Notice 08 037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list oncl 

ROSSI.C E Division ol Operational Events Assessment (Post 870411) 68/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

6806080211 NRC Bulletin 88 005, "Actions To Bo Taken for Transporlatcon ol ModiH 
Spec 2-T Radiographic Exposure Device ” Svc list end 

BURNETT, R F Division of Safeguards & Transportation (Post 870413) 88/09/14 
Consolidated Edison Co of New York, Inc I08pp 45935 211 45935 318 

8806090194 NRC Info Notice 88 038, "Failure of Unciorvollage Trip Altachmonl on GE 
Circuit Breakers " Svc list oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 80/06/15 
Consolidated Edison Co of New York, Inc 111 pp 45946 126 46946 236, 

8806150013 NRC Bulletin 88 007, “Power Oscillations In BWRs " Svc list oncl 
ROSSI.C E Division of Operational Evonls Assessment (Post 070411) 66/06/15 
Consolidated Edison Co ol New York, Inc 114pp 45920 115 45920 228 

0006160106 Suppl 1 to NRC Bullolin 00 005. "Nonconforming Malls Supplied by P^y-rna 
Suppliesjnc at Folsom, NJ & Wost Jersey Mfg Co at WiIJiamstown.NJ 1 Svc 1*1 -enci 
ROSSI.C E Division of Operational Events Assessment (Po3t 870411) 08/06/15 
Consolidated Edison Co of Now York, Inc 120pp 45965 032-45965 151 

8006270149 First partial response lo FOIA roquost for documents Forwards Apps G £ 
C documents Documents available In PDR App A documents also available in 
PDR Apes D through G documents withheld (ref FOIA Exemption 5) Floloasabla por- 
tion end 

GRIMSLEY.D H Division of Rules & Records (B70413 880514) 00/06/15 BOiEY.K 
Public Citizen’s Critical Mass Energy Project 24pp 45990 208-45993 360, 

-8806270170 Requests review of end draft SALP ropt for plant Redppen Is should bo 
prepared to comment on repl at 871208 board meeting Update of Tables t-10 wfvth 
Includes all pertinent data through end of SALP period also end 
KIRSCKOF Region 5, Ofc of the Director 07/12/02 CHAFFEE, A, PATE/L, 
SCARANO.R Region 5, Ofc of the Director Ip 45998 334 45998 334 

0806290010 Forwards addl info re Violations 1,2 & 3 from Insp Ropts 50 526/07-37.50- 
529/87 36 & 50-530/87-30 Preventive maint procedures (or motor operators will be 
revised contingent upon receiving Info from vendor 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/06/17 Document Control Branch (Document Control Desk) 3pp, 45950 106 
45950 108 

8006200051 NRC Info Notice 90 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSSI.C E Division of Operational Events Assessmenl (Post 870411) 88/06/23 
Consolidated Edison Co of New York, Inc 108pp 45977 207-45970033 

8006200306 NRC Info Notice 88 043, "Solenoid Valve Problems " Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 870411) BB/OS/PJ 
Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286. 


R. Perfodlc operating reports & related correspondence 

0806170092 Forwards biweekly notice, applications & amends to OL involving NSUC.dtd 
880516 W/o end 

* Office of Nuctear Reactor Regulation, Director (Post 870411) B8/05/31, VAN 
BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service Co ) 4pp 
45827 246 45827 249 

0806220035 Monthly operalmg ropts for May 1088 for Palo Verde Nucloar Generating 
Station, Unite \ ,2 & 3 W/6Q0515 ltr 

BLOOM.T J , HAYNES.J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 00/05/31 16pp 45909 245 45909 260 
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S, Reportable occurrences, LERs & related correspondence 

88052603-65 Special Rept 2-SR-88 0D5on 8 00 50 9, in service Insp o( steam generators 
completed resulting In plugging of 34 tubes in steam generator 1 & 27 tubes in steam 
generator 2 Complete results of insp will be provided within 12 months 
HAYNES, JG Arizona Nuclear Power Project {formerly Arizona Public Service Co) 
88/05/18 Document Control Branch ((Document Control Desk) 2pp 45674 314- 
45674 315 

8806010003 PNO-V 80 034 on B80S23, possible whole body exposure of 3 2 rems oc- 
curred during preparations for decontamination of reactor refueling cavity Caused by 
sudden increase In remotely monitored teledose monitor device worn by worker 
HOOKER ,C , WENSLAWSK1.F Region 5, Ofc of the Director 68/05/24 Ip 
45731 359-45731 359 

8B06010011 PNO-V-88 002 on 0Q0512,Class 3 reactor operator tested positive for marl 
jtiana use Protected area access authorization suspended Individual admitted using 
marijuana & has enrolled in employee assistance program 

NORDERHAUG.L , SCHUSTER ,M D Region 5, Ofc of the Director. GB/05/24 2pp 
45720 266 45720 267 

8806090228 LER 68 005 02 on 8 802 21, inadvertent safety injection from safety injection 
tanks occurred due to low pressunzer pressure signals not being properly 
bypassed Caused by personnel error Appropriate action taken W/B806O2 Itr 
SHflIVER.TD, HAYNES.J G Arizona Nuclear Powor Project (formerly Arizona Public 
Service Co) 88/06/02. 5pp 45766 195 45766 199 

B806220096 Forwards info re debris (shaving .chips & filings) which Inadvertently 
dropped onto upper guide structure (UGS) top hat A down onto UGS 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 86706/03 MARTIN, JB Region 5, Ofc of the Director 9pp 45013 265 
45913 273 

8806100288 PNS-V 86 002A on G80524.NRC licensed reactor operator tested positive 
tor marijuana during routine urinalysis Individual placed in drug ©due program which 
will mn for 3 wks during which unescorted access to site denied 
MORDERHAUG.L R r SCHUSTER, M D Region 5, Ofc of the Director 60/06/06 Ip 
45804 041-45004 041 

8808160230 LER 80 007-00 on 88051 1 t fuel bldg & control room essential ventilation 
monitor sys spuriously actuated Caused by lockup of monitor microprocessor Sys 
board replaced.momtor restored & addl testing of sys conducted W/CD0608 Itr 
SHRIVER.T.D , HAYNES.J G Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 00/06/06 6pp 45B41 1Q6-45Q41 191 

8806220134 Forwards justification for continued operation of auxiliary feedwater 
pump Continued operation of plant does not poso undue risk based on listed consld 
6 rations 

VAN BRUNT.E E Arizona Nuclear Powor Project (formerly Arizona Public Sorvico 
Co) 80/06/09 Document Control Branch (Document Control Desk) 2pp. 45069 20B- 
45869 313 . 

-8808230164 *' Justification for Continued Operation of Auxiliary Feedwator Pumps" 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co,) 68/06/09 
24 pp 45B69 290 45869 313 
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F. Security, medical, emergency A fire protection plans 

8605280007 Forwards Insp Ropta 50 520/(30-10,50-529/80-10 & 50 530/BB-10 on 
8803 OB 0416 No violations or deviations notod.Directa util attention to Section 14 ro 
work control 

PATE.R J, Region 5, Ofc of tha Director 80/05/10 VAN BRUNT.E E Arizona Nuclear 
Power Project (formerly Arizona Public Sorvico Co ) 2 pp 45707 261-45787 276 

-8805260011 Insp Repts 50-528/08-10,60-529/00-10 & 50-530/88-10 on 880306- 
0416 No violations noted Major areas inspected review of plant activili os, operating 
Em 3 & records .equipment tagging, security & fire protection 
POLICKJ Region 5, Ofc of the Director 88/05/05 16pp 45787 263-45787 278 

6606060250 Forwards response to regulatory effectiveness rovlow on 080223* 
0302, Concerns re vital areas barriers appear to represent departure from Part 73 
requirements Response withheld 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) B8/06/02 CRUTCHFIELD, O Division of Reactor Projects - lll,1V,V & Special 
Pro[ectS (Post 870411) 2pp 45765 356 46765.357 

8306220306 Advises that 870031 Amend 15 to security plan consistent w/provtslons of 
tOCFfl 50,54 (pi & acceptable Section 5 2 1 (Page 5-4) of plan re containment spare 
penetrations changed by Amend 18 & also acceptable 

MONTGOMERY ,J1 Region 5, Ofc of the Director 00/06/14 KARNER.OB Arizona 
Nuclear Power Project (formerly Arizona Public Service Co) 3pp 45930.102- 
45930 104. 

SB08290109 Procedure Change Notice 2 to Rev 6 to Emergency Plan Implementing 
Procedure EPIP-02, "Emergency Classification" & Change Notice t to Rev 7 to EPIP* 
f2, "Operations Support Ctr Evaluation " W/GB0G17 Itr. 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 00/06/17 126pp. 45054 092-45954 217. 


H. General correspondence 

6B06030323 Advises of util intent to stream lino company through staff 
reductions Necessary resources which provides plant safety will continue 
VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 68/05/17 KNIGHTON, GW NRC * No Oetalled Affiliation Given Ip 45752315 
45752 315 

6606100235 Requests to have name dropped from notice list in matters affecting 
plant Earlier concerns have been satisfied & no reason to continue sending copies of 
notices 

RAYNES.R Affiliation Not Assigned 80/05/20 Region 5, Ofc of the Director Ip 
45772.1 42*45772,144 


680622.0121 Advises that E Van Brunl retired as executive vice president & DB Karner 
named to replace Van Brunt Van Brunt will continue working for util in consulting 
capacity, Level of cooperation achieved between util & NRC will be maintained 
OEMICHELE.M Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/06/09 Document Control Branch (Document Control Desk) 2pp 45870 014- 
45870015 


I Financial Inform a II on 


8806070100 '"Southern California Public Power Authority 19B6-87 Annual Rept" W/ 
880526 Itr 

DREWS.G A Southern California Public Powor Authority VAN BRUNT.E E Arizona 
Nuclear Power Project (formerly Arizona Public Service Co) 87/12/31 I90pp 
45754 141-45754 350 


J. Insurance & indemnity Information 

8806210377 Forwards Endorsements 41 & 44 to NELIA Policy NF-26B, Endorsements 
23 a 26 to MAELU Policy MF-116 & Endorsement 8 to NELIA Certificate N 107 & 
MAELU Certificate M 107 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/05/31 Office of Nuclear Reactor Regulation, Director (Post 070411) I5pp 
4505 1M 6<M5fl5 f 174 


P. Operating license stage documents & correspondence 

8806020097 Summary of 800414 meolmg w/util & BNL in Rockville.Md ro monitoring 
program for reactor coolant pump shafts List of attendees & related documents oncl 
LICIT RA.E A Project Directorate V 80/05/17 Project Directorate V 40pp 45707 355 
45700 033 

8806020200 Forwards Amends 34,21 & 0 to Licenses MPF-41.NPF 51 & NPF 74, ra 
spactlvoly & safety evaluation Amends revise Tech Spoc 5 3 1, "Fuot Assemblies" to 
provide for limited substitution of fuel rods by filler rods 

LtClTRA.E A, Project Directorate V 88/05/20 VAN BRUNT.EE Arizona Nuclear 
Power Project (formerly Arizona Public Sorvico Co ) 4pp 45705 01 4 45705 035 

-8806020209 Amends 34,21 & 8 to Licenses NPF-41 .NPF-51 & NPF-74, 

fospectivety.revislng Tech Spoc 5 3 1, "Fuel Assemblies’' for each unit to provide for 
limited substitution of fuel rods by filler rods consisting of Zlrceloy-4 or stainless stool 
KNIGHTQN.GW Project Directorate V. 00/05/20 15pp 45705 01 B 45705 032 

-8806020215 Safety evaluation supporting Amends 34,21 & 8 lo Licenses NPT 41, NPF 
61 & NPF-74, respectively 

■ Office oj Nuclear Reactor Regulation, Director (Post 070411) 00/05/20 3pp 
45705 033-45705,035 

6806030014 Forwards responses re main steam lino break roonalysls.por 000301 
commitment Differences in two auxiliary feedwater ays models do rot significantly 
affect reactivity during transient 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co), 08/05/22 Document Control Branch (Document Control Desk) 16pp 
45734 110-45734,133. 

8696020214 Notification of 880531 meeting w/utll In Rockville.MD to discuss evaluation 
of failure of auxiliary feedwator pump at Unit i & planned actions to correct root 
causo of failure 

LICITRA.E A Project Directorate V, 80/05/25 KNIGHTON, GW Pro|oct Directorate V 
5pp 45710 005-45710 009 

8806030197 First partial response to FOIA request for documents App Q forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDR for plant 

GRIMSLEY.DH Division of Rules & Records (070413-080514) 00/05/26 

WEISSMAN.S California, State of 3pp 45704 166-45704 160 

-8202260094 Forwards list of casework opon Issues for wk ending 0201 22, per 011120 
request Only Category 2 & 3 open Issues listed for plants having Bovill decision dates 
more than 3 monihs away 

EISENHUT.OG Division of Licensing (800428-051124). B2/01/2C DENTON, H R, 
Office of Nuclear Reactor Regulation, Director (pro-851125) 15pp 45784 211* 
45764 225 

8806130011 Forwards "Loose Part Monitoring Sys Loose Part Detection Program 
Rept," per Ren Guido 1 133 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/05/26 Document Control Branch (Document Control Desk) Ip 45040 001- 
46B40 031 

-8806130013 "Loose Part Monitoring Sys Loos© Part Detection Program Rept " W/ 
eleven oversize drawings 

HENSON.LL, ROWLAND J W Arizona Nuclear Powor Project (formerly Arizona 
Public Service Co) 80/05/10 3Qpp 45840 002-45840 031 

8006,010234 Forwards description of plant design characteristics & responses to items 
discussed In Generic Ltr 80*03, “Steam Binding of Auxiliary Feedwater Pumps" Pro- 
cedures discussed In place & will ba maintained 

VAN BRUNT.EE Arizona Nuclear Powor Project (formerly Arizona Public Service 
Co) 80/05/27 Documont Control Branch (Document Control Desk) 4pp 45732 359 
48732 362, 

8896010278 Responds to Generic Ltr 88 05 re boric acid corrosion of carbon steal ro 
actor pressure boundary components In PWR plants. 

VAN BRUNT.EE, Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 08/05/27 Document Control Branch (Document Control Desk) 3pp 45711 348- 
45711 350 

69060901 1 1 Application (or amends to Licenses NPF-41, NPF-51 & NPF-74, modifying 
azimuthal power tilt Tech Specs to require that measured azimuthal power lilt bo loss 
than CPC allowance at all times Foe paid 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co ) 88/05/27 Document Control Branch (Document Control Desk) 6pp 45704 032- 
45794.052 
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-8006090117 Proposed Tech Specs .modifying azimuthal power tilt Tech Specs to re 
quire that measured azimuthal power tilt be foss than CPC allowance al all times 

* Arizona Nuclear Power Project (formerly* Arizona Public Service Co) 88/05/27 
15pp 45794 038*45794 052 

800622003-4 Forwards a del Info to support justification for deletion of loss of offsite 
power tost from startup testing programmer 800601 meeting Test Results Rspt 93PE- 
3SA01 , ''Integrated Tests of ESFs" & excerpt of procedures end 
VAN BRUNT.E E Arizona Nuclear Power Project (formerly Anzona Public Service 
Co) 08/06/13 Document Control Branch (Document Control Desk) toapp 
45915061-45915 30t 

-8800220037 Rev 0 to 93PE 3SA01, ’Integrated Test of ESFs " 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) 93PE-3SA01 
000 67/03/T6 135pp 45915 164 45915 301, 

0806200227 Denies 860716 petition ro discrimination by licensee against certain om 
ployeea by requiring subj employees to polygraph testing as moans of discouraging 
reporting unsafe conditions at facility, except request to have notices posted W/encI 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/06/15 BUS H. B S Coalition for 
Responsible Energy Education Ip 45965 316 45965 333 

-6806290245 Notice of Director Decision DD-88 OS.donylng in part 10CFR2206 petition 
fifed by BS Bush.L McKay & ML Scott on behalf of Coalition for Responsible Energy 
Educ 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/06/15 2pp 45965 317 
45065, 310 

—0600290258 Director's Decision DD 08 08 denying in pari 060716 petition by ML 
Scott ,L McKay & BS Bush on behalf of Coalition for Responsible Energy Educ ro li 
censee vfolalkm of 10CFR50.7 provisions 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/06/15 Coalition for Responsi- 
ble Energy Education 1 5pp 45965 319 45965 333 

0806290280 Advises that 080527 response to Generic ltr 08 03, "Steam Binding of 
Auxiliary Feedwater Pumps,'* confirmed that necessary procedures in place & will be 
maintained & satisfactory 

DAVIS.MJ Project Directorate V B0/O6/16 VAN BRUNT.EE Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ) 4pp 45957 073 45957 076 

8006300328 Summary of 880531 meeting w/ficensee fn Rockvillo.MD I© auxiliary feed 
water pirmp degradation events Vlowgraphs end 

DAVIS, M J. Project Directorate V. 00/06/17 Project Directorate V 23pp. 45969 147- 
45969 169 


Q. Inapectlon reports, IE Bulletins & correspondence 

0805260007 Forwards Insp Repts 50-528/00 10,50 529/88-10 & 50-630/60*10 on 
800306-0416 No violations or deviations noted Directs util attanlion to Section 14 ra 
work control 

PATE.R J Region 5, Ofc of the Director 60/05/10 VAN BRUNT.EE, Arizona Nuclear 
Power Project (formally Anzona Public Service Co ) 2pp 45707.261-45787 276 

-8805260011 Insp Repts 50-528/88 10,50-520/66-10 8 50-530/08 10 on 880306 
0410 No violations noted.MaJor areas Inspected review of plant activities, operating 
logs & records, equipment tagging, security & firo protection 

POUCH, T. BALL.J, FIORELLI.G, Region 5, Ofc of the Director 08/05/05, 16pp 
45787 263-45787*270 

6805310265 Forwards Insp Repts 50-528/00 12,50 529/88-12 & 50-530/88 12 on 
88040B-08 & notice of deviation 

PATE.R J Region 5, Ofc of the Director 03/05/12 VAN BRUNT, E E Arizona Nudear 
Power Project (formerly Arizona Public Servico Co ). 2pp 45732 004-45732 022 

-0805310257 Nolice of deviation from insp on 880404 03 Deviation noted, wide range 
steam generator level Instrumentation lower tap approx 12 ft above tube sheet & 
upper lap approx 4 1/2 ft above bottom of separator .contrary to Flog Guide 1 97,Rev 

PATE.R J Region 5. Ofc of the Director 88/05/12 Ip 45732 006 45732 006 

-8805310260 Insp Repts 50-528/08 12,50-529/80-12 & 50-530/86 12 on 880404- 
08 Deviation noted Major areas inspected subsystem of post accident monitoring 
ays, Including conformance to commitments made to Reg Guide 1.97, Rev 2 
MELFI.J.F, RtCHARDS.S A Region 5, Ofc of tho Director 88/05/11, 16pp 
45732.007-45732.022 

5605270060 Forwards “Metallurgical Exam ol Cracking In Palo Verde Unit 1 Reactor 
Coolant Pump (RCP) Shaft -2ft' & “Analysis of RCP Shaft W/Modified Key Region" & 
proprietary App 1 to WesUnghouso WCAp- 1 1697 Proprietory App 1 withhold 
VAN BRUNi.E.E. Arizona Nuclear Power Project (formerly Arizona Public Servico 
Co.) 80/05/20 Document Control Branch (Document Control Desk) 78pp 
45766 00 1 -45700 2 1 3 

0805240028 NRC Info Notice OB-033, "Recent Problems Involving Modol Spec 2-T fta- 
dlo gra phic Exposure Device." Svc list end 

BURNETT, R.F Division of Safeguards & Transportation (Post 870413) 88/05/27 
Consolidated Edison Co of New Vork. Inc. 120pp 45803 , 15B 45683 277 

0805240090 Suppl 1 to NRC Info Nollco 87-061, "Failure of Westingtiouse VV-2-Typo 
Circuit Breaker Coll Switches ” Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 88/05/31 
Consolidated Edison Co of New York, Inc. 120pp 45093 036 45603 157 

0805240215 NRC Info Notice 00-034, "Nuclear Mall Control & Accountability ol Nontuel 
SNM at Power Reactors " Svc list end 

ROSSI.C, E. Division of ‘Operational Events Assessmenl (Post 070411). OB/05/31 
Consolidated Edison Co, of New York, Inc 122pp 45790’ 18a 45790,308 

6806060250 Forwards response to regulatory effectiveness review on GB0223- 
0302 Concerns re vital areas barriers appear to represent departure from Part 73 
requirements Response withheld 

VAN BRUNT, E E Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 88/08/02. CRUTCH? IE LD.D, Division of Reactor Projects - II I, IV, V & Special 
Projects (Post 87041 1) 2pp, 45765*356-45765 357. 


8005270306 NRC Info Notice 88 035. "Inadequate Licensee Performed Vendor Audi!*" 
Svc list end 

ROSSI, QE Division of Operational Events Assessment (Post 870411) 88/06^03 
Consolidated Edison Co of New York, Inc 120pp 45790 000-45700 107 

8806020047 NRC Info Notice 80 036, "Possible Sudden Loss of RCS Inventory Dunng 
Low Coolant Level Operation " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/06/C* 
Consolidated Edison Co of New Vork, Inc 120pp 45965 1 52-45965 271 

8806160237 Responds to deviation noted in Insp Repts 50 526/08-12, 50 529/88 13 A- 
50-530/88-12 Corrective actions change to FSAR initiated to modify utrl commitment* 
to Reg Guido 1 97, Rev 2 

VAN BRUNT.E E Arizona Nuclear Power Project (formerly Arizona Publac Service 
Co } 60/06/09 Document Control Branch (Document Control Desk) 7pp 45863 179- 
45863 185 


8806090301 Suppl 2 to NRC Bulletin 07 002, “Fastener Testing to Determine Conform- 
ance W/Applicable Mall Specs ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 09/1)0/10 
Consolidated Edison Co of Now York, Inc 120pp 45916 200 45916 327 

6806200012 Forwards "Seismic Evaluation of Electrical Cables," addressing cabfa icp- 
port concern identified during SSFI insp Conservative approach to fnvostrga Co polent aJ 
for use of nylon ties 1o tie vortical run cablo bundles formulated 
VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co,) 86/06/10 Documenl Control Branch (Document Control Desk) 3pp 45861 294 
45861 330 


--8006200015 “Seismic Evaluation of Electrical Cables at Palo Verde Nuclear Pow eT 
Plant," June 1980 

* John A Blume & Associates, Engineers <9Ubs of URS Corp ) 88/06/30 4lpp 
45861 297 45861 338 


0006060025 NRC Info Notice 80 037, "Flow Blockage of Cooling Water to Safety S/s 
Components " Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 670411) 80/06/14 
Consolidated Edison Co of New York, Inc 125pp 45946 001-45946 125 

08O6OBO211 NRC Bulletin 06 006, "Actions To Be Taken for Transporlallon el MocM 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT, RF, Division of Safeguards & Transportation (Post 870413) 03/08/14 
Consolidated Edison Co of New York, Inc IDOpp 45935 211-45935 316 

0006090194 NRC Info Notice 08-038, "Failure of Uncforvoltage Trip Attachmoni on GE 
Circuit Breakers 11 Svc list end 

ROSSI, CE Division of Operational Evonts Assessment (Post 070411) 80/M/I b 
Consolidated Edison Co of New York, Inc 111 pp 45946 126-45946 236 

8006150013 NRC Bulletin 80 007, "Power Oscillations In BWRs “ Svc list end 
ROSSI.C E Division of Operational Events Assessment (Post 070411) 88/06/15 
Consolidated Edison Co of New York, Inc H4pp 45929 115-45929 223 

0806150186 Suppl 1 to NRG Bulletin 00 005, "Nonconforming Mntls Supplied by Pip-nd 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Williamstown.NJ ” Svc lisi enc* 
ROSSI.C E Division of Operational Evonts Assessment (Post 370411) 88/06/16 
Consolidated Edison Co of New York, Inc 120pp 45965 032 45905 151 

8006270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available In PDR App A document also available tn 
PDR Apps D through G documents withheld (ref FOIA Exemption 5) Releasable por- 
tion enol 

GRIMSIEY.D H Division of Rules & Records (070413 8805 1 4) 80/09/15, BOLTYX 
Public Citizen’s Critical Mass Energy Project 24pp 45998 200*45990350 

-8006270170 Requests review of end draft SALP ropl for plant Recipients shov'd be 
prepared to comment on rept at 871200 board meeting Update of Tables 1 10 which 
includes al! pertinent data through end of SALP period also end 
KIRSCH.D.F Region 5, Ofc of the Director 07/12/02 CHAFFEE, A Region 5, Ofc cf 
the Director Ip 45990 334-45998.334 

0806290010 Forwards add Info ro Violations 1,2 & 3 from Insp Repts 50 528/07 37,60* 
529/87-36 & 50-530/07-38 Preventive malnt procedures for motor operators wit! be 
revised contingent upon receiving info from vendor 

VAN BRUNT.E E Anzona Nuclear Power Project (formerly Arizona Public Serves 
Co.) 68/08/17 Document Control Branch (Oocument Control Dask) 3pp 45950 106- 
45950,108 

080620005 1 NRC Info Notice 88 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts " Svc list end 

ROSSI.C E, Division of Operational Events Assessment (Post 67041 1) 68/06/23 
Consolidated Edison Co, of New York, Inc lOOpp 45977 287-45978 033 

0806200306 NRC Info Notice 80-043, "Solenoid Valve Problems." Svc list end 
ROSSI.C E Division of Operational Events Assossment (Post 870411) 68/06/23. 
Consolidated Edison Co of New York. Inc 123pp 45977 164-45977 286 


R. PerEodlc operating reports & related correspondence 


08O617O124 Forwards biweekly notice of amend lo License NPF-74, involving N&HC dtef 
080504 W/o end 

LEE.J Project Directorate V 88/05/23 VAN BRUNT.E E Arizona Nuclear Power 
Project (formerly Arizona Public Service Co ) 4pp 45827 318 45827 321 

0006220035 Monthly operating repts (or May 1900 for Palo Verde Nuclear Generating 
Station.Unlls 1,243 W/G8061 5 ltr 

BLOOM, T.J, HAYNES, J,G Arizona Nuclear Power Project (formerly Anzona Publ-c 
Service Co) 8B/05/31 16pp 45909 245-45909 260. 
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S, Reportable occurrences, LEFIa A related correspondence 

88W07O178 LER 88 002-01 on 6B0109.ASME surveillance interval exceeded for con 
tainmenl isolation valve Caused by personnel error Individual will receive appropriate 
counseling &/or disciplinary action W/ 680531 itr 

8HRIVERJD, HAYNES.JG Arizona Nuclear Power Project (formoily Arizona Public 
Service Co ) 88/05/31 7pp 45770 078 45770 084 

&8&&1002&B PNS V 8B 002A on 880524, NRC licensed reactor operator tested positive 
lor marijuana during routine urinalysis Individual placed in drug educ program which 
wll run tor 3 wks during which unescorted access to site denied 
NORDERHAUG.L R Region 5, Ofc of the Director 80/06/06 Ip 45004 041- 
45604 041 

8886220134 Forwards justification for continued operation of auxiliary feedwater 
pump Continued operation of plant does not pose undue risk based on listed consld 
orations 

VAN BRUNT.E E Arizona Nucloar Power Project llormerly Arizona Public Service 
Co) 88/06/09 Document Control Branch (Document Control Desk) 2pp 45D69 268 
45869 313 

“6806230104 “Justification for Continued Operation of Auxiliary Feodwater Pumps" 

• Anzona Nuclear Power Protect (formerly Arizona Public Service Co) 80/06/ 09 
24pp 45869 290 45B69 313 

8806230096 Special rept 3-SR 88 001, on 8805l6,radiation monitoring unit inoperable for 
greater than 72 h Caused by flow totalizer exhibiting offset w/no flow through 
monitor Flow transducer & totalizer replaced Request lor evaluation submitted 
HAYNES.JG Arizona Nuclear Powor Projoct (formerly Arizona Public Service Co) 
88/06/15 Document Control Branch (Document Control Desk) 2pp 45937 306* 
45937 307 


DOCKET 50-601 RESAR SP/90 


A Application/ construction stage documents & correspondence 

8805250366 Forwards proprietary & non proprietary Amend 1 to WAPWR RESAR SP/90 
P£>R Moduta 4, "RCS " 

JOHNSON.WJ Wostinghouso Electric Corp 08/05/13 RUBENSTEIN.L Standardiza- 
tion & Non-Power Reactor Project Directorate 2pp 45687 286 45087 316 

-8805250369 Requests withholding of propnotary version of Amend 1 to WAPWR 
RESAR SP/90 PDA Modulo 4, "RCS," per 10CFR2 790 

WIESEMANN.RA Wostinghouso Electric Corp 08/05/13 Standardization & Non 
Powor Reactor Project Directorate tOpp 45607 20B-45G87 297, 

“B8Q5250376 Non proprietary Amend 1 to RESAR-SP/90 PDA Module 4, "RCS " 

■ Westinghouse Electric Corp RESAR SP/90 AOl 80/05/31 lOpp 45667.200- 
456B7 316 

8805260010 Forwards proprietary & nonprop riotary Amend la to RESAR SP/90 PDA 
Modulo 3. “Introduction & Site " Proprietary amend withhold (ral 1GCFR2 790) 
JOHNSON, WJ Westmghouse Electric Corp 88/05/13 RUBENSTEIN.L Standardiza- 
tion & Non Power Reactor Project Directorate 2pp 45602 1 07 45092 212 

-8805260020 Requests that proprietary Amend la to RESAR SP/OO PDA Modulo 3, 
"Introduction & site be withhold from public disclosure (rof l0CrR2 790) 
WIESEMANN.RA Westmghouse Electric Corp B0/G5/13 RUBENSTEIN.L Standard- 
ization & Non-Power Reactor Project Directorate 10pp 45692 109 45692 19B 

-8805200025 Non proprietary Amend la to RESAR SP/DO PDA Modulo 3, "Introduction 
& Site ” 

• Westinghouse Electric Corp RESAR-SP/90 AOIA 08/03/31 I4pp 45692 199- 
45692 212 

8805310076 Forwards proprietary Addendum 4 to WAPWR RESAR SP/90 PDA, "Wes- 
linghouso Response to NRC Questions 430 1 & 430 22" & application for withholding 
proprietary Info per 10CFR9 5(4) & 2 700(a), 

JOHNSON.WJ Westinghouse Electric Corp 86/05/13 RUBENSTEIN.L Standardiza- 
tion & Non-Power Roactor Project Directorate 2pp 45694 200 45094 202 

-8805310079 Requests that proprietary Addendum 4 to RESAR SP/90, "Request (or 
Addl Info" be withhold from public disclosure per 10CFR2 790(a) 

WIESEMANN.RA Westinghouse Electric Corp 68/05/13 Standardization & Non- 
Power Reactor Project Directorate ip 45694 202-4 5G94 202 

8805270141 Forwards proprietary Addendum 7 to RESAR-SP/90 PDA Modulo 2, “Reg- 
ulatory Conformance," Including responses to outstanding safety issues Info consti- 
tutes first step in updating Module 2 Proprietary rept withheld 
JOHNSON.WJ Westinghouse Electric Corp 88/05/23 RUBENSTEIN.L S Standardi 
zatlon & Non Power Reactor Project Directorate 2pp 45710;253 45710 255 

*-8605270144 Requosts that proprietary Addendum 7 to RESAR-SP/90, PDA Modulo 2, 
“Regulatory Conformance," including responses to outstanding safety issues, be with 
held from public disclosure (ref 10CFR2 790) 

WIESEMANN.RA Westinghouse Electric Corp 08/05/23 RUBENSTEIN.L S Stand- 
ardization & Non Power Fteactor Projoct Directorate Ip 45710 255 45710 255 

8808140129 Forwards proprietary Addendum 8 to WAPWR RESAR SP/90 PDA & appti 
cation for withholding. AW 08 054 (non-propriotary) per 880414 & 6B0125 requosts 
JOHNSON.WJ Wastlnghouse Electric Corp 00/05/27 RUBENSTEIN.L Standardiza- 
tion & Non-Power Reactor Project Directorate 2pp 45818 , 304-45818 307 

“8806140136 Submittal of Westinghouse response to staff Questions 470 1 to 470 2 in 
review of WAPWR RESAR-SP/90 PDA & application for withholding proprietary Info 
from public disclosure 

WIESEMANN.R A Westinghouse Electric Corp 08/05/27 RUBENSTEIN.L Standard- 
ization & Non Power Reactor Project Directorate Ip 45010 306-45B10 307 

8306260215 Forwards Addendum 9 to WAPWR RESAR-SP/90 PDA, to complete Wos- 
linghouse response to NRC questions documented In TJ Kenyon 671217 Itr to WJ 
Johnson 

JOHNSON.WJ Westmghouse Electric Corp 88/06/14 RUBENSTEIN.L Document 
Control Branch (Document Control Dosk) 2pp 45948 318-45948 320 


“8806260220 Requests that Westmghouse submittal re response to outstanding NRC 
questions be treated as proprietary Inlo per 10CFR2 790(a) 

WIESEMANN.RA Westmghouse Electric Corp 80/06/14 RUBENSTEIN.L Docu 
mont Control Branch (Qocument Control Desk) Ip 45D48 320 45948 320 


F. Security, medical, emergency A fire protection plans 


B0O 5230076 Forwards Amends la & 3 to proprietary & nonproprietary WAPWR RESAR- 
SP/90 Module 1, "Primary Side Safeguards Sys 1 ' Application for withholding proprie- 
tary fnfo from pub/ic disclosure & afftrfavr t encf 

JOHNSON.WJ Westinghouse El octric Corp 88/05/13 RUBENSTEIN.L Standardiza- 
tion & Non-Power Reactor Project Directorate 2pp 45647 Ol 1-45047 052 

“0605230077 Requests that Amends la & 3 to proprietary WAPWR RESAR-SP/90 
PDA Modulo 1, 'Primary Side Safeguards Sys" bo withhold from public disclosure (ref 
10CFR2 790 ) 

WIESEMANN.RA Westinghouse Electric Corp 88/05/13 Standardization & Non- 
Power Reactor Project Directorate tOpp 45647 013 45647.022 

“8B05230079 Amend la to nonproprielary RESAR-SP/90 PDA Module 1, "Primary Side 
Safeguards Sys " 

* Westinghouse Electric Corp 86/05/31 25pp 45047 023 45647 047 

“8605230083 Amend 3 to non proprietary RESAR-SP/90 PDA Module 1, "Primary Side 
Safeguards Sys " 

* Westinghouse Electric Corp 06/05/31 5pp 45647 04B-45647 052 


K Utility Final Safety Analysis Report (FSAR) A amends 


0805230076 Forwards Amends la & 3 to proprietary & nanproprielary WAPWR RESAR- 
SP/90 Modulo 1, "Primary Side Safeguards Sy9 " Application for withholding propno 
lary info from public disclosure & affidavit end 

JOHNSON.WJ Westinghouse Electric Corp 0B/O5/13 RUBENSTEIN.L Standardiza- 
tion & Non-Power Reactor Project DIroclorala. £pp 45647 01 1 45647 052 

“8605230Q77 Requests that Amends la & 3 to proprietary WAPWR RESAR-SP/90 
PDA Module 1, Primary Side Safeguards Sys" be withheld from public disclosure (ref 
tOCFR2 730) 

WIESEMANN.RA Wostinghouso Electric Corp 60/05/13 Standardization & Non- 
Powor Reactor Project Directorate 10pp 45647 013-45647 022 

“6005230079 Amend la to nonproprietary RESAR-SP/90 PDA Module 1, "Primary Side 
Safeguards Sys " 

* Westinghouse Electric Corp 86/05/31 ?5pp 45647 023-45647 047 

-8005230063 Amend 3 to nonprop notary RESAR-SP/90 PDA Module 1, “Pnmary Side 
Safeguards Sya " 

* Westinghouse Electric Corp 86/05/31 5pp 45647 048-45647 052 


R. Periodic operating reports A related correspondence 


8806070418 Foorwards May status rapt re currant review milestones lor std plants 
(EPRI.Advancod BWR.RESAR SP/90 & C-E Sys 80 t ) 

RUBENSTEIN.L S Standardization 4 Non-Power Roactor Project Directorate 86/06/ 
02 SHAO.L Division of Engineering & Systems Technology (Post 670411) 
PARTLOW.J Division of Reactor Inspection & Safeguards (Post 070411) CONGEL.F 
Division of Radiation Protection & Emergency Preparedness (Post B70411) Hpp 
45757 196 45767 209 


DOCKET 50-602 UN IV. OF TEXAS RESEARCH REACTOR 


Q. Inspection reports, IE Bullotlns A correspondence 

♦ 

8805140527 Ack receipt of 000422 Itr Informing NRC ol steps taken to correct violations 
noted In Insp Repts 50 192/68 01 & 50 602/08-01 Based on listed understanding of 
util response, per 880516 lelcon, actions responsive, to NRC concerns 
CALLAN.LJ Region 1, Ofc of the Director 60/06/00 KLEIN, D E. Texas, Unlv of, 
Austin, TX 2pp 45004 322-45804 323 


DOCKET 50-603 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A, Appllcatlon/constructlon stage documents A correspondence 


8806030257 Responds to NRC 680510 request for addl Info for license© licensing appli- 
cations 

BELL.D L All Chemical Isotope Enrichment, Inc 00/05/24. THOMPSON, H L Office ol 
Nuclear Material Safety & Safeguards.DIrecto/ 4pp 45714.096 45714*102 

8006030366 Forwards up to-dato list of company stockholders .showing no large foreign 
Investors Also advises that JH Smelser assumed oxecutive officer position A author 
now senior vice president 

BELL.D.L All Chemical Isotope Enrichment, Inc 00/05/26 THOMPSON, HL Office ol 
Nuclear Material Safety & Safeguards, Director. 6pp 45715 059-45715 064 

8606140331 Forwards request for addl info re application for const permit & operating 
license for Afchemle Facllity-1, 

CLARK, A T, Fuel Cycle Safety Branch 08/06/03 PFEIFFER, W A All Chemical Iso- 
tope Enrichment. Inc 3pp, 45603 157 -45 Q03 159 

8B06290198 Provides response to State of TN concerns ro licensee operation ol gas 
centrifuge machines AlChemIE vdll comply w/ requirements of 10CFR74 11,13 & 16 & 
will be regulated by NRC & DOE. 

SMELSER, JH All Chemical Isotope Enrichment, Inc 08/06/09 THOMPSON, HL 
Office of Nucloar Material Safety & Safeguards, Director. 12pp 45966 349 45966360 
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80-05290320 Forwards request for addl info re application for const permit & OL for 
plant 

CLARK, AT Fuel Cycle Safety Branch 88/06/21 PFEIFFER.W A All Chemical Iso 
tope Enrichment, Inc 2pp 45956 208*45956 209 


Q Adjudicatory correspondence 

880-6030201 Notice of appearance * Informs that SA Irving will enter appearance in pro 
ceedmg on behalf of AllChemlcat Isotope EnrichmenUrc.per 10CFR2 713(b) 

IRVING, S A All Chemical Isotope Enrichmsnt, fnc #298 6381 88/05/26 tp 
45702 135*45702 HI 

-8806030305 Answer * Responds to NRC 090428 notice in FR W /Certificate of Svc 
IRVING.S A All Chemical Isotope Enrichment, Inc 88/06/03 6pp 45702 136 
45702 141 

0806100151 Notice of author appearance on behalf of All Chemical Isoptope 
Enrichment, Inc In proceeding listed into provided per 10CFR2 713 <b) W/Corlificate of 
Svc 

IRVING.S A All Chemical Isotopo Enrichment, fnc 88/05/26 Atomic Safety and LI* 
censing Board Panel app 45795 1 10 45795 1 17 

8806 H0142 Nolrce of appearance * Notifies that BM Bordanick enters appearance In 
proceeding on behalf of NRC W/Certificata of Svc 

BORDENICK.BM Assistant General Counsel for Hearings #20B 6498 88/05/26 
4pp 45792 075*45792 078 

8806300014 Forwards SECY 85 B8 for purpose of obtaining Commission approval for 
issuance -of notice of opportunity for hearing In sub) proceedings that differed from std 
Part 50 notice Staff recommendations approved w/o substantive changes 
BORDENICK.BM Assistant General Counsel for Heanngs #238 6573. 08/06/07 
MARGUL1ES.M B (> LUEBKE.E A , PARIS, OH Atomic Safety and Licensing Board 
Panol 4pp 45960 262-45960 265 

9806300220 Notice of withdrawal * Notifies af author wilhrawaf as counsel of record for 
State of TN due to author entering Into private practice Certificate of Svc end 
SCANLON, FJ Tennessee, State oi, #200 6508 00/06/13 2p p 45960.165- 
45960 166 

8006230025 Order (scheduling of special prehearing conference) 1 Parties &. Stats of 
TN directed to appear at 980721 special proh&aring conference re application for 
OL Servod on 880617 

MARGULIES.MB Atomic Safety and Licensing Board Panel #288 6545 8B/O0/16 
Office of the General Counsel 2pp 45059 244 45869 245 

8B06300019 Advises that State of TN filed request to participate in facility proceedings 
as intorestad state per 10CFR2 715(c) State doos not oppose licensee 
applJcalions,bu1 doos havo concerns to be addressed 

BORDENIGK.B M Assistant General Counsel for Heanngs #286 6574 88/G6/17 
MARGULI ES.M.B. Atomic Safety and Licensing Board Panel 7pp 45960 284 
45060 290. 

0806300113 Notice of appearance,* Advises that author will make appearance in pro 
ceedlng on behalf of Slato ot TN W/ Certificate of Svc 

PEARIGEN.MO Tenna&soe, State of #280 GE86 88/06/20 3pp 45959 177* 
45959 179. 


DOCKET 50*604 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A. Applfcatlan/conatruclfon stage documents & correspondence 

8006030257 Responds to NRC 880510 request for addl Into for licensee licensing appli- 
cations 

BELL.D.L All Chemical Isotope Enrichment, Inc 8B/05/24 THOMPSONS L Office of 
Nuclear Materia! Safety & Safoguards,Direclor 4pp 45714 098*45714 102 

8806030356 Forwards up 1o*da!o list of company stock holders, showing no targe foreign 
Investors Also advises that JH Smolser assumed executive officer position & author 
now senior vice president, 

BELL.D.L All Chemical Isotope Enrichment, Inc 80/05/26 THOMPSON, H L Office of 
Nuclear Material Safety & Safeguards, Director 6pp 45715 059-45715 064 

8806290198 Provides response to State of TN concerns re licensee operation of pas 
centrifuge machines AfChemIE will comply w/ requirements of 10CFR74 11,13 & 15 & 
will be regulated by NRC & DOE 

SMEISER.JH All Chemical Isotope Enrichment, Inc 80/06/09. THOMPSON.H.L, 
Olflce of Nuclear Material Safety a Safoguaids.Director 12pp 45966 349 45966 360 

8806290320 Forwards request for addl info re application for const permit & OL for 
plant 

CLARK, A. T. Fuel Cycle Safely Branch 8B/06/21 PFEIFFER, W A AH Chemical Iso- 
tope Enrichment, Inc 2pp. 45950 208 45956 209 


CL Adjudicatory correspondence 

880B140T42 Notice of appearance ‘ Notifies that BM Bordenick enters appearance In 
proceeding on behalf of NRC W/ Certificate of Svc 

BOROENICK.B.M Assistant General Counsel for Hearings #288 6498, 88/05/26 
4pp 45792 075*45792 078 

8806080290 Request ef State of TN to participate as Interested slate, per 
10CFR2 71 5(c) ^ W/Certdlcato of Svc 

CODY.WJ, WALKUP.JK, SCANLON, FJ Tennessee, State of 028B 6449, 08/05/ 
31 Atomic Safety and Licensing Board Panol 6pp 45740 ISO-45740‘155 

8806300014 Forwards SECY -86*80 for purpose of obtaining Commission approval for 
issuance of notice of opportunity for hearing h subj proceedings that differed from std 
Part 50 nolico. Staff recommendations approved w/o substantive changes 
BOHDENICK.B M Assistant General Counsel for Hearings #286 6573 6B/06/07, 
MARGULI ES.M.B , LUEBKE.E A„ PARIS.OH, Atomic Safety and Licensing Board 
Panol 4pp 45960 262-45960 265 


8006300124 Notice of wilhdrwal * Notifies of author withdrawal from pioce«Jir*g on 
behalf of Slate of TN duo to author coloring private practice W/Certificato of Svc 
SCANLON.FJ Tennessee, Slate of #288 6587 60/06/13 2pp 45959 ISO- 

45959 181 

6C06230025 Order (scheduling of special prehearing conference} * Parties & State of 
TN directed to appear at 880721 special prehearing conference re application irf 
OL Served on 880617 

MARGULIES.MB Atomic Safety and Licensing Board Panel #280 6545 88/06/16 
Office of the General Counsel 2pp 45B59 244 45859 245 

6006300016 Advises that State of TN filed request to participate in facility proceeding* 
as interested state per 10CFR2 715(c) State does not oppose license* 
applications, but does have concerns to be addressed 

BORDENICK.BM Assistant General Counsel for Hearings #288 6574 60/08/1? 
MARGULIES.M B Atomic Safety and Licensing Board Panel 7pp 45960 284 

45960 290 

8006300110 Notice of appearance ‘ Author will appoflr in proceeding on behalf of S'a’e 
of TN.commissionor of c/opt of health & environ W/Certificate of Svc 
PEARIGEN.MD Tennessee, State of #288 6505 80/06/20 3pp 45969165* 
45959 167 


DOCKET STN-50-605 GE ADVANCED BWR DESIGN 


A, Appllcatlon/constructlon stage documents & correspondence 

8806240235 Responds to 0Q0324 Itr re fee for design approves 8 
certifications Commission In process of examining foes for all typos of reviews GE 
concerns will be included in Commission review process 

STELLO,V Ofc of the Executive Director for Operations 88/06/03 WOLFE.8 Gcner 
al Eloctric Co Ip 45916 347 45916 347 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70 0008 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 


8806010096 Application for renewal of License SNM-7, reflecting substantia! reduction in 
scope of SNMs & byproduct matls activities In light ot scheduled docon lamina km & 
decommissioning ol facilities Foe paid 

TOY,H L BaUelle Memorial Institute, Columbus Laboratories 00/03/14 ROUSE, L 
Advanced Fuel & Spent Fuel Licensing Branch 5pp 45704 312-45704 317, 

”8808010100 Discusses feos required for renewal of License SNM 7 & confirm* 
880401 telcon Should company decide to discontinue incineration aulhon ration, I aciUy 
should send written roquest to NRC 

JACKSON, G Liconse Foo Management Branch 00/05/12 TOY.H L Ba I to If & Memori- 
al Institute, Columbus Laboratories Ip 45704 317*45704 317 


DOCKET 70-0027 BABCOCK & WILCOX CO„ LYNCHBURG, VA 

8806020307 Forwards Insp Ropt 70-0027/08 12 on 080404 08 & 0502-06 No violations, 
or deviations noted 

CLINE, W E Region 2, Ofc of the Diroclor 08/05/16 TETRAULT.R E Babcock & 
Wilcox Co 2pp 45745 352-45745 359 

“8806020314 Insp Ropt 70 0027/08-12 on 8B0404 00 & 0502 06 No violations erf dew 
ations noted Major areas Inspected facility operations, nuefear criticality safoty,iad*i>on 
protection, mat! control 8 accounting & physical protection 

LEE.T.D, MCALPINE.EJ Region 2, Ofc of tho Director 8B/05/16 6pp 4574S354- 
45745 359. 

8006020105 PNO II 88*036 on 000524, unauthorized vehlclo drove onto property, Driver 
left object near fence Individual picked up by sheriff based cm info provided by 
licensee Individual intended for authorities to think object was dangerous 
MCGUfRE.D Region 2, Ofc of the Director, 88/05/25 2pp 45733 334 45733 335. 

8806060193 Forwards summary of mgt meeting re Insp Ropt 70 0027/00-14 on 
800505 Attendees fist & "B&W/NRC Performance Improvement plan Status Review" 
end 

GRACE, J N Region 2, Ofc ot the Diroclor B8/05/25 TETRAULT.R E Babcock A 
Wilcox Co 6pp 45786 214 45706 333. 

”8806060196 “Performance Improvement Plan Status Review," consisting of text cl 
presentation on 80O5O5,Bochtel Health Physics appraisal ropl, status ropt re items in 
performance Improvement plan & viewgraphs. 

* Babcock & Wilcox Co 88/05/05 112pp 45786.210 45786 333 

0806130340 Forwards changes to Section V, Chapter 15 of License SNM-42, delebivj 
two rots to repts of nonrodiologlcal effluents to NRC 

BOYD.CC Babcock & Wilcox Co, 08/05/26 ROUSE.LC Division ol Industrial A 
Medical Nuclear Safety (Post 870729) 5pp 45793 198 45793 202 

08061 30383 Supplemental application for amend to License SNM-42, revising Socbon 0 
re administrative specs 

BOYD.CC Babcock & Wilcox Co 08/05/31, ROUSE.LC Division of induslnal A 
Medical Nuclear Safety (Post 870729) 9pp 45793 203 45793 213 

0806160192 Forwards Insp Rept 70-0027/08-13 on 880516-20 No violations or don- 
ations noted 

CLINE.WE Region 2, Ofc of tho Director 08/06/07 TETRAULT.R E Babcock & 
Wilcox Co 2pp 45063 325-45863 327 

”8806160194 Partially withheld insp Rept 70 0027/00-13 on 8805S6 20 (rel 
10CFR95) No violations Identified Major areas inspected security plan & Imple mo mat- 
ing instruclions.mgl effectiveness & security organization 

THOMPSON, O H , MCGUIRE.D R Region 2, Ofc of the Director. 88/06/07 Sp. 
45863 327-45863 327 
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8106210004 Forwards insp Rept 70 0027/08 15 on QB0516 20NO violations or devi 
aliens noted 

CLINE, W E Region 2, Ole of tho Director 80/06/07 TETRAULT.R E Babcock & 
Wilcox Co 2pp 45908 296*4 590B 303 

-8806210005 Insp Rept 70 0027/88 15 on 880516-20 No violations or deviations 
noted Major areas inspected insp categories of operator training, criticality safety & op 
e rations review 

KASNICKI.DA, MCALPiNE.E J Region 2, Ofc of tho Director 88/06/07 6pp 
45908 298 45900 303 

8806160314 Informs that revised Page V 15-1 inserted into demonstration section of li- 
cense application .per licensee 880526 hr 

BIDINGER, GH Fuel Cycle Safety Branch 88/06/00 BOYD.CC Babcock & Wilcox 
Co Ip 45623 302-45023 302 

8806210428 Responds to 8805 12 requesl that B&W be allowed to retain specified 
scrap on Inventory for addl two months Temporary license condition Issued to Safe 
guards Amend SG-1 to License SNM 42, effective immediately 
BURNETT, R F Division of Safeguards & Transportation (Post G70413) 80/06/14 
BOYD.C C Babcock & Wilcox Co Ip 45857 250 4 5857 250 

8806290340 Submits mods to Section IV (radiation specs) application sub milted 
0BO511 Revised pages of Section IV modifier after talcon & updated list of applicable 
pages end 

BOyD.CC Babcock & Wilcox Co 80/06/16 ROUSE, LC Division of Industrial & 
Medical Nuclear Safely (Post 870729) Gpp 45965 296 45965 303 

8806300061 Forwards Amend 13 to License SNM 42 & SER License Conditions 
11,12,13 & 22 dale ted .per 080429 request 

ROUSE.LC Fuel Cycle Safely Branch 08/06/22 BOYD.CC Babcock & Wilcox Co 
Ip 45975 156-45975 168 

-8006300066 Amend 13 to License SNM 0042, deleting Conditions 11,12,13 & 22 
ROUSE.LC Division of Industrial & Medical Nuclear Safety (Post 870729) 60/06/22 
3pp 45975 157-45975 159 

-8 9 06 300072 SER supporting Amend 13 to License SNM 42 
BONGER.GH, SWIFT.J J Fuel Cyclo Satoty Branch 08/06/22 Gpp 45975 160 
46975 167 

-8806300079 Discusses categorical exclusion for 080429 & 0531 replication for amend 
to Licenso SNM-42 No environ compromises Involved Environ assessment or BIS un 
warranted 

ROUSE.LC Fuel Cycle Safety Branch 88/06/22 Fuel Cycle Safety Branch Ip 
45975 16B-45975 160 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC , WINDSOR, CT 

8906070172 Submits status rept furnishing addl data for evaporation pond docommls 
stoning & spont limestone monitoring projects Summary of continuous high vol air 
sampling conducted above spent limestone piles one) 

ESKRIDGE.H E Combustion Engineering, Inc 88/05/20 BIDINGER.G Olflco of Nu 
clear Material Safety & Safeguards.Diroctor 6pp 45744 283 45744 280 

BB0630Q361 Forwards revised pagos to application for amend to License SNM 0033 to 
Increase U-235 enrichment limit to 5 0% Revs made por NRC discussion w/licensoe 
staff 

RODE.J A Combustion Engineering Inc 08/06/06 BIDINGER.G Olfico of Nuclear 
Materia! Safety & Safeguards.Diroctor 7pp <*5975 136 45975 142 

8806290139 Forwards Amend 0 to License SNM 33, amending Condition 6 ol license & 
adding Conditions 31*34 & SER 

ROUSE.LC Fool Cyclo Safety Branch 00/06/16 MCGILL, P L Combustion Engineer- 
ing, Inc 2pp 45957,103*45957114 

“8006299145 Amend 0 to Licenso SNM 33 lor C*E ( amending Condition 6 to authorize 
possession & use of U enriched to max 5 0% In U-235 isotope 
ROUSE.LC Division of Industrial & Medical Nuclear Safety (Post 870729) 80/06/16 
5pp 45057 105 45957 109 

-8006290153 SER supporting 880429 revised license amend application & 8GC60S 
stppl re processing U containing up to 5% U 235 

ROUSE, L C Fuol Cycle Safety Branch 00/06/16 5pp 45957 1 10 45957 1 14 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

8806020265 Expresses concerns re relirenslng of B&W plant In Apollo, PA, por request 
of R Golchy .Concern for safety of B&W plant workers expressed Licenso for plant 
should not be reissued 

HUTC HINSON, J.W Apollo, PA 98/05/10 LOYSEN Affiliation Not Assigned 5pp 
45700,356 45709 361 

6806020149 Responds to 000429 Itr to V Stollo requesting that NRC provide funding lor 
US Army Corps of Engineers to conduct thorough investigation of Beavor Run Dam 
because -of Commonwealth of PA classification as high hazard 
CUNM1NGHAM.fi E Office of Nuclear Material Safety & Safeguards.Diroctor 68/05/ 
25 VtROSTEK.C Affiliation Not Assigned Ip 45710 173-45710 179 

-8806920150 Requests that NRC request & provide funding for US Army Corp of Engi- 
neers (COE) to conduct thorough investigation ot Beaver Run Dam Info disloslng that 
COE never Investigated dam end 

VIRO-STEK.C Klskl Valley Coalition to Save Our Children GB/04/29 STELLO.V NRC 
- No Detailed Affiliation Given 6pp 45710 174 45710 1 79 

8806039312 Summarizes 800519 meeting w/B&W at NRC headquarters re future use ol 
facility.inctudmg disposition of soil contaminated w/U 

LOYSEN, P Fuel Cycle Satoty Branch 88/05/27 ROUSE.LC Tuel Cyclo Safety 
Branch Ip 45716:103 45715 103 

6806130170 Advises of typos to bo corrected on 880510 Itr Typos on Pago 1 .Lino 10 & 
Page 4, Lin© 20 Apologizes for inconveniencing addressee w/mnking 

corrections, Corrections important when presenting true picture of problems associated 
w/plant 

HUTCHINSON, J W Apollo, PA 08/05/27 LOYSEN Affiliation Not Assigned 2pp 
45790245-45796246 


8006140042 Forwards summary of 570519 mooting w/B&W re activities being planned 
at facility Understands that licensee wilt revise application for renewal of License 
SNM 145 to accommodate recant changes in organization within 2 months 
ROUSE.LC Fuel Cycle Safety Branch B8/06/03 CULBERSON.DG Babcock & 
Wilcox Co Ip 45303 148-45003 t49 

0006170264 Ack receipt of 880524 Itr re NRC environ assessment of B&W application 
tor renewal of license at Apollo facility Info on Beavar Run Dam encl,per request 
ELLAM.J J Pennsylvania, Commonwealth of 88/06/03 ROUSE.LC Fuel Cyclo 
Safety Branch 3p p 45020:357-45020 359 

8006170201 Ack receipt of 880510 & 27 It rs, ox pressing concerns on relicensing ol 
facility Science Applications Inti Corp is conducting environ assessment In connection 
w/NRC review of B&W application lor renewal of license 

ROUSE.LC Fuel Cycle Safety Branch 88/06/08 HUTCHISON.J W Apollo, PA ip 
45B27 165 45827 185 

8606230141 Olcusses concerns ro renewal of lacilily license Concerns Involve release 
ol radioactive isotopc9.H3.C-14 & 1-125 into atmosphere) 125 causes iiypeithyrof 
dism & ihyrnld cancer Any relation increases risk of disease 

HUTCHISON.JW Apollo, PA 88/06/09 LOYSON AlfiliaUon Not Assigned 2pp 
4689 S 122-45898 123 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWiN t TN 

0006300307 Application for amend to License SNM-1 24,changing Condition 50 ro Itnan 
cial surety arrangement Extract from DOE contract enc! Feo paid 
JOHNSON.CR Nuclear Fuol Services, Inc (subs of Getty Oil Co). 69/05/20 
ROUSE, L a Fuel Cyclo Safety Branch 4pp -15970020 45970 023 

8006080012 Ack rocerpt of C0O42B Hr which transmitted revised pagos of radiological 
contingency plan did 080112 & 0328 Changes described in revised pages approved 
by NRC on BB0415 Replacement & new pages lor plan listed 

SWIFT.J J Fuol Cycle Safety Branch 06/05/23 KNIGHT.B Nuclear Fuel Services. 
Inc (subs of Getty Oil Co) Ip 45757 100 45757 100 

0806160319 Forwards request for addl inlo to complete review of 800428 application 1o 
amend License SNM-124,Section 200, rolle cling organizational changes Response re- 
quested within 30 days from Hr date 

sGONG.S Fuel Cycle Salety Branch 66/06/02. KNIGHT.B E Nuclear Fuat Services, 
!nc (subs of Getty Oil Co ) 2pp 45923 303-45023 304 

8806160024 Advises that 800407 Rev 111 to FNMCP moots provisions of 
10CFR70 32(c) & acceptable 

CL1NE.W.E Region 2, Ofc of Ihe Director 00/00/07 LONG.J A Nuclear Fuel Sorv 
ices, Inc (subs of Golty Oil Co > 2pp 45B61 102-45861 103 

00001 50490 Forwards Insp Rept 70-0143/69*17 on BQ0523-27 Violations noted Notice 
of violation & details of insp rept withheld (rof 10CFR95) 

CLINE, WE. Region 2. Ofc ol the Director 89/06/00 LONG.J A Nuclear Fuel Sorv 
fees, fnc (subs of Getty Oif Co) ?pp 45630 015 45838 Of 7 

--08D615O5OD Partially withhold Insp Rept 70 0143/06 17 on 880523 27 (ref 
10CFR95) Violations noted Major areas Inspected security 

audit, records, barriers, detection xiids.accoas CQntrols.elarm stations, assessment & clas 
allied documents 

TOBIN.WJ, ENNIS, J ■ MCGUIRE.DR Region 2, Ole ol tho Director 98/06/08 Ip 
45930 017-45039 017 

8600230073 Forwards Insp Rept 70 0143/69 12 on 000425-29 No violations or devi- 
ations noted 

CL1NE.W E Region 2, Ofc of the Director 09/00/10 LONG.J A Nuclear Fuel Serv- 
ices, Inc (subs ol Getty Oil Co) 2pp 45932 164 45932 166 

-8600230076 Insp Rept 70 0143/08 12 on 080425-29 No violations & deviations 
noted Major areas inspected mat! stability, nondestructive assay ol process holdup & 
process monitoring data Dotails withhold 

SEYMOUR.DA , MCALPINE.E J Rogion 2, Ofc of tho Director 99/06/16 Ip 
45932 188 45932 166 


DOCKET 70-0152 PURDUE UNIV , WEST LAFAYETTE, IN 

8605250350 Forwards Safety Insp Ropts 5O-102/8BO1 & 70 0152/88 01 on 80041 1- 
14 No non compliance noted 

SHAFER, W D Region 3, Ofc ol tho Director BB/D5/03 LYKOUDIS.P Purdue Umv , 
Wesf Lafayette, IN ?pp 45 735 125 46735.137 

-8005250360 Insp Ropts 50 182/09 01 & 70 0152/66-01 on G004.il M.No violations or 
significant safoty issues notod Major areas inspected, records, logs & 
organization, review & audit functions, roqu all fi cation training & emergency planning 
RIDGWAY.K R Region 3, Ofc of tho Director BB/05/02 Dpp 45735 1 30-45735 137 


DOCKET 70-0223 CALIFORNIA, UNIV. OF, LOS ANGELES, CA 

B0O824OO79 Partial response to FOIA request for documents App F documents encl & 
available in PDA 

GRIMSIEY.DH Division of Rules & Records (B7041 3 880514) 60706/13. 

AFTERGCOD.S Committee to Bridge tho Gep 2pp 45946 245-45947 02& 

-6800240093 Forwards Safeguards Insp Repls 50 142/75-03 & 70 0223/75 01 on 
750520 

RIZZOLO.VN Region 5, Ole of the Director 75/06/19 THORNBURG, H D. Ofc of In 
spoction & Enforcement, Ofc ei the Director Ip 45946 263-45946 278 


DOCKET 70-0364 BABCOCK 4 WILCOX CO , APOLLO, FA 

8806030312 Summarizes 080519 meeting w/B&W at NRC headquarters ro fulure use ol 
facility, including disposition of soil contaminated w/U 

LOYSEN ,P Fuel Cycle Safety Branch 8B/05/27 ROUSE.LC Fuel Cycle Safety 
Branch Ip 45715 183 45715:163 
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8606140240 Informs that no further action on request for amend to authorne operation 
of incinerator will be taken.since withdrawal of amend requested Requests rev of 
amend request re organizational changes 

ROUSE.LC Fuel Cycle Safety Branch 68/06/03 CULBERSON, DQ Babcock & 
Wilcox Co Ip 45803 164 45803 164 


DOCKET 70-037 1 UMC NAVAL PRODUCTS, INC , UNCASVILLE 1 CT 

8006210215 Notification of 780425 enforcement conference in King of Prussla.PA to 
discuss deficiencies in radiation protection & potential overexposure identified during 
Insp 70 0371/68 -02 Attendees listed 

ROTH,J Region. 1, Ofc of the Director 88/04/18 Region 1, Ofc of the Director 2pp 
45857 143-45857 144 

3805270176 Forwards Insp Rapt 70-0371/08 03 on 660314-16 & notice of violation 
BELLAMYS ft Region 1, Ofc of the Director 88/05/18 KAUFMAN ,NC United Nu 
clearCorp (subs of UNO Resources, Inc) 2pp 46700 305 45700 315 

-8805270181 Notice of violation from insp on 860314-18 Violation noted topics Identi- 
fied in Section 51,J of training & qualification plan not addressed in annual roquatifi 
calion tests & guards/ watchmen not retrained m sub) topics 
• Region 1, Ofc of the Director 88/05/18 Ip 45700 307-45700 307 

“8805270104 Insp Rept 70-0371/68-03 on 880314-10 Violations noted Major areas 
inspected plan implementing procedures.mgt effective ness .organization program 
audit, records & repts, testing & mamlS security sys power supply 
SMITH.GC, MADDEN,! P , KEJMIG,R H Region 1, Ofc of the Director BB/05/17 
6pp 45700 308-45700 315 

8806160436 EN-88 049notiftes of intent to issue notice of violation & proposed imposi- 
tion of civil penalty in amount of $12,500 on 600813 to licensee Action based on 
vlolations.including failure to adequately control ventilation flow 
FLACK.E , LIEBERMAN.J Ofc of Enforcement (Posl 870413) 88/06/08 Ip 
45041 360-45941 360 

8806290235 Discusses Insp Rept 70 0371/98*02 on 880219 0318 & forwards notice of 
violation & proposed Imposition of civil penalty 

RUSSELL, WT. Region 1, Ofc of the Director 88/06/13 KAUFMAN, N UNC Re 
sources, inc 3pp 45962 200-45962 200 

“8806290246 Notice of violation A proposed imposition of cfvil penalty in amount of 
$12,500 Non compliance noted individual received intake of radioactive matl exceeding 
40 h control measure & record of occurrence inadequate 

RUSSELL,WT Region 1, Ofc of the Director 08/06/13 6pp 45962 203-45962 208 


DOCKET 70-0667 CINTICHEM, INC., TUXEDO, NY 

8805240206 Forwards Safeguards Insp Rept 70 06B7/69 03 on BB0405 08 No violations 
no tad 

BELLAMY, RR Region 1, Ofc of the Director 68/05/13 MCGOVERN, JJ Cmtlchem, 
tnc (subs of Medi Physics, Inc ) 2pp 45673 134 45673-138 

-8005240210 Insp Rept 70 0678/68 03 on 680405 09 No violations noted Major areas 
Inspected nuclear matl control & accounting in eluding, facility organization & mgt 
controls, facility operations & internal controls & records & repts 
DELLA RATTA.A, KEIMIG.R R Region 1, Ofc of the Director. 08/05/10 3pp 
45073 136-45673:138 

8006140090 Responds to NRC Itr re violations noted In Insp Rept 70 0687/88 {^.Cor- 
rective aelfo ns overall radiation safety training program improved A appropriate breath- 
ing zono air sampling Implemented 

MCGOVERN, JJ Ctntichom, Inc 08/05/16 BELLAMYS R Region 1. Ofc of the D1 
rector 2pp 45021 2 15 45021 216 


DOCKET 70-0734 GA TECHNOLOGIES, INC , SAN DJEGO, CA 

8806150476 Advises that NRC plans to Issue amend to License SNM-696, authorizing 
release of GA Co 277 acres of land by 880620, per stats review of end NRC rept on 
decontamination activities & Oak Ridge Assoc Univs survey repts W/o ends 
ROUSE.LC Fuel Cycle Safety Branch B3/06/O3 WONG.G California, State of Ip 
45615 020 45815 920 

8808300175 Forwards Amend 9 to License SNM 696,authorizing release for unrestricted 
use of approx 277 acres of land Evaluation rept also end 

ROUSE.LC Fuel Cycle Safety Branch 08/06/22 ASMUSSEN.K E General Atomics 
(formerly GA Technologies, Inc /General Atomic Co). Ip, 45976 001-45976.187 

“8806300176 Amend 0 to License SNM 69S for General Atomics, authorizing posses- 
sion & use of U.U-233 & plutonium & release of approx 277 acres of land for unre- 
stricted uso 

ROUSE.L C Division of Industrial & Medical Nuclear Safety (Post 670729) 08/06/22 
5pp 45976 002 45976.007 

“880 6300 101 Discusses licensee 800304 request for amend to License SNM 696.au* 
thorizing release of fand for unrestricted uso Listed conditions met A no environ as 
sessment or EfS warrenled for proposed acbon 

ROUSE.LC Fuel Cycle Safety Branch 88/06/22. Fuel Cycle Safoty Branch In 
45976 008-45976 008 

“8806300182 Evaluation supporting Amend 9 to License SNM-696, 

SHUM.E.Y Fuel Cycle Safety Branch SWIFT.J J Office of Nuclear Material Safety & 
Safeguards, Director. 98/06/22 12pp 45976 009-45976 187. 


DOCKET 70-0754 GENERAL ELECTRIC CO,, PLEASANTON, CA 

6608070138 Responds to violations noted in Insp Rept 70 0754/80 01 Corrective 
actlorvalf cylinders hydrostatically tasted as of 080421 & will be rosheduled for retest 
Itsq ovary 5 yrs w/aach unit tagged w Required test data, 

DARMITZEL.P W General Electric Co 88/05/31 Documenl Control Branch (Docu- 
ment Control Desk) Ip 45774:123 45774 123 


8806150073 Ack receipt of 880531 Itr Informing NRC of steps taken to correct viQta. f orr} 
noted In fnsp Rept 70 0754/80 01 

MONTGOMERY.J L Region 5, Ofc of the Director 08/06/03 DARMIT2EL.RW Gen- 
eral Electric Co Ip 45834 273-45834 274 

8806130266 Forwards revised Pages 1 & 4 of License SNM 960 (Identifying as Amsnd 
3 on Page 1 & revising Condition 12 on Pago 4), safety evaluation & determ nation <A 
eligibility for categorical exclusion for radiological contingency plan 
ROUSE.LC Fuel Cycle Safety Branch 80/06/06, CUNNINGHAM.G E General 
trie Co 4pp 45706 100 45796 185 

-8006130268 Safety evaluation supporting changes to Condition 12 of License SNV 
960 re radiological contingency plan 

COMFORT.G Fuel Cycle Safoty Branch 88/06/06 Ip 45796 184-45796 184 

“8806130271 Concludes that no environ assessment or EIS warranted for GE 88C229 
changes to radiological contingency plan 

ROUSE.LC Fuel Cycle Safety Branch 80/06/06 Fuel Cycle Safoty Branch Ip 
45796 185-45796 185 


DOCKET 70-0820 UNC RECOVERY SYSTEMS, WOOD RIVER JUNCTION, R1 

8806070183 Well data Info for First Quarter 1986 
* Controls for Environmental Pollution, Inc 88/03/31 tlpp 45744 24045744 251 


DOCKET 70-0024 BABCOCK & WILCOX CO , LYNCHBURG, VA 

8806300095 Application tor amend to Llconso SNM 778,expsnding licensed mall acini 
ties beyond R&D, decreasing survey frequency for snack bars In unrestricted area A 
adding laundry to facilities described in licenso application Fee paid 
OLSEN.AF Babcock & Wilcox Co 00/06/14 ROUSE.LC Fuel Cycle Safely BrarnA 
14pp 45975 176 45975 1 09 


DOCKET 70-0926 KERR-MCGEE NUCLEAR CORP , OKLAHOMA CITY, OK 

8806210142 Forwards Safety Jnsp Ropts 70 0025/80 Of & 70-1193/88-01 on 880503^ 
12 & 8B0519 & 24 & 0602 & 06 (olcon No violations noted 

SHAFER, WD Region 3, Ofc of the Director 08/06/14 STAUTER.JC Soquo/ah 
Fuols Corp (subs of Korr-McGee Nuclear Corp ) ip 45902 013 45902 021. 

-8806210165 Insp Ropts 70-0925/09 01 & 70-1193/00 01 on BG0509 12.10,24 & 06 U2 
& 06 No violations noted, Major areas inspected mgt & organization controls re tf a 1 
protection program, operations review & waste generator requlromonls 
FRANCE.GM, SCHUMACHER.M C Region 3, Ofc of tho Director 89/06/M Bfg 
45902 014-45902 021 


DOCKET 70-1060 FLORIDA, UNIV OF, GAINESVILLE, FL 

8B06230049 Forwards Rev 2 to physical security planner Amend 10 lo Llconso SNM- 
1050 Rev withheld 

WHALEY, PM Florida, Umv of, Gainesville, FL 8Q/06/20 Document Control Branch 
(Document Control Desk) Ip 45937 304-45937 304 


DOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

8806030225 Grants extension of time until 800619 to respond to NRC BB0421 Itr re 
plans for assessment of radiation protection program & institution of corrects 
actlons.oer Ifcensoe 800520 request 

RUSSELL, WT, Region 1, Ofc of tho Dirocior 8B/05/25 MCGtlL.P Combusix?n Er^- 
neorfng, Inc 2pp 45715 360-45715 361 

8806140107 Forwards response lo observations & recommendations of Insp flcpl 7Q~ 
1100/86 04 on 860818 21. Meeting to provide clarifications would bo welcomed 
MARTIN, TT, Combustion Engineering, Inc 88/05/27 RUSSELL, WT Region 1, Ofc 
of the Director 25pp 45819 147-45019 172 

8806160287 Discusses enforcement conference on 000510 re Insp Ropl 70 110CNBB-O3 
& forwards meeting summary & nolico of violations Violations symptomatic of same 
underlying deficiencies noted In lato 1907 ro radiation protection 
SJOBLOM.G L Region 1, Ofc of the Director 08/06/06 MCGfLL.P L CombusUOn Erv 
glnoermg, Inc 29pp 45840 166 45B40 197 

“6006160209 Notice of violation from insp on 800229 0304 & 23-31 Violation noted Ids 
of seven mass limited containers containing unmoesured quantities of U 235 non La- 
beled w/U-235 content & enrichment 

* Region 1, Ofc of the Director 08/06/06 3pp 45840 105 45B40 197 


DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINGTON, NC 

8806300136 Application for amend to Llconso SNM- 1097 .allowing conversion ol UFA by 
use of new dry conversion process Related correspondence end Fee paid 
WINSLOW, TP General Electric Co 08/05/16 ROUSE.LC Fuol Cyc3o SafeTy 
Branch 64pp 45975 240 45975*300 

8806030015 Forwards Insp Rept 70-1113/08-06 on 880411-15 No violations or daw 
ations noted, 

COLLINS, DM. Region 2, Ofc of the Diroctor. 08/05/19 LEES.E A General Eleclnc 
Co 2pp 45734 174 45734 106 

“8806030021 Insp Rept 70 1113/08 06 on 08O411-15No violations or doviabons 
noted Major areas Inspected radwaate mgt & radiological environ monitoring 
STODDART.P.G,, KAHLE.J B Region 2, Ofc of the Diroctor 88/05/18 llpp 
45734*176 45734-186 

8806070394 Expresses app racial Ion for efforts In providing Into on equipmenl & proce- 
dures for safe handling of U hexafluoride. Comments on advanced nolico of proposed 
rulemaking on U enrichment would also be helpful 

CLARK, AT. Fuel Cycle Safety Branch 80/06/01 VAUGHAN.C. General Eleclnc Co. 
1p. 45744-209-45744 210 
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6B0621Q3B3 Issues Safeguards Amend SG-2 to License SNM I097,granting 800509 re- 
cast for one time exemption from commitment contained In currently approved 
NMCP to perform onsite receipt measurement of low enriched U Procedures accept 
able 

MCCORKLE.GW Licensing Branch 88/06/13 WINSLOW.TP General Electric Co 
Ip 45888.181-45888 101 


DOCKET 70*1151 WESTINQHOUSE ELECTRIC CORP , COLUMBIA, SC 

8-608030341 Forwards Insp Rept 70-1151/88 06 on 680425 28 No violations or devi 
ations noted 

COLLINS, D M Region 2, Ofc of the Director 68/05/20 LOCH.EP Weslinghouse 
Eleclrc Corp 2pp 45746 240 45746 251 

-8806830343 Insp Rept 70 1151/68 06 on 88Q425-2D No violations or deviations 
noted Ma^ar areas in spooled counting room OC & confirmatory 
measure men is, radwaste mgt & environ monitoring 

ADAMOVITZ.S S , KAHLE.J B Region 2, Ofc of the Director, 88/05/20 tOpp 
45746242-45746 251 

6808070393 Application for amend to License SNM-1107, updating Section 2 5 of emer- 
&ncy plan 

Aflul.AJI Westinghouae Electric Corp 80/05/25 ROUSE.LC Fuel Cycle Safety 
Branch 5pp 45744 292 45744 305 

-6606070393 Forwards rev to radiological contingency plan 
FISCHER.R E Westinghouae Elecfnc Corp 00/04/29 Office of Nuclear Material 
Safaty & Safeguards, Director 8pp 45744 207 45744 305 

6606080210 Expresses appreciation for efforts in providing info on Wostlnghouso equip- 
ment & procedures for safe handling of UF6 Proposed 10CFR76 re regulation of U 
enrichment facilities encl for comments 

ClARK.A T Fuel Cycle Safety Branch 80/06/01 GOODWIN.W Westlnghouse Elec- 
tric Corp. Ip 45784 1 09 4 5764 1 36 

-6806080400 Proposed rule 10CFR76, "Regulation of U Enrichment Facilities" Rula 
would provide orocedures for safe handling of UF6 

CHILK.S J Office of the Secretary of tho Commission 8B/04/18 27pp 457B4 110 
45764 136 

66062Q0031 Issues Amend 14 to License SNM-1l07Jncorporatmg revs to radiological 
contingency plan.por B60525 application Revised Pago 1 to license & safely evalua- 
tion encl 

RODSE.LC Fuel Cycle Safety Branch 80/06/08 NARDl.A J Westmghou so Electric 
Corp Ip 45030 309 45830.311 

-8B08200035 Amend 14 to License SNM-1107 for Weatlnghouso.authorizlng use of 
listed mails at licensee existing facilities In Columbia, SC & granting exemptions & au- 
thorizations In Soctions 4 1-4 6, Chapter 4 of application 

ROUSE ,L.C. Division of Industrial & Medical Nuclear Saloty (Post 870729} GB/06/0B 
Ip 45830 310-45630 310 

-8B08200037 SER recommending amend to License SNM-1107 to Incorporate revs to 
radiological contingency plan.oer Westinghouae 80 0525 application 
BIDINGER, G H , SWIFT, J J Fuel Cycle Safety Branch 80/06/00 Ip 45830,31 1 
45030 311. 

0008200245 Forwards Insp Rept 70-1151/80 07 on 88051 6-20 No violations or dovl 
ations noted 

CLINE, W E Region 2, Ofc of the Director 00/00/16 LOCH,E P, Wostlnghouso Elec- 
tric Corp Ip, 45973 296 45973 302 

-6809280250 Insp Rept 70-1151/08 07 on 000516-20 No violations & deviations 
noted Major areas tnspected’mgt controls, nuclear criticality safety .operations 
review, melnt & previously Identified followup Items 

TROUP.G.L, MCALPINE.EJ Region 2, Ofc of tho Director. 68/06/16 6pp 
45973 297-45973 302 


DOCKET 70-1193 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

6B03030011 "Cimarron Facility 1987 Annual Environ Samples " W/880208 ttr 
STAUTER k J C Sequoyah Fuels Corp (subs, of Kerr-McGee Nuclear Corp } 87/12/31 
ROUSE, LC, Office of Nuclear Material Safety & Safe guards .Director 6pp 44558 265 
44558 272 

B6O02 10142 Forwards Safety Insp Repls 70 0925/QB 01 & 70-1193/00 01 on 8B0509- 
12 & 860519 & 24 & 0602 & 06 telcon No violations notod 

SHAFER.WD Region 3. Ofc of the Director 88/06/14 STAUTER.J C Sequoyah 
Fuels Corp. (subs of Kerr-McGee Nuclear Corp ). Ip 45902 013 45902 021, 

-0800210168 Insp Repts 70 0925/86-01 & 70-1193/00-01 on 060509 12,19,24 & 0602 
& 08 No violations noted Major areas inspected mgt & organization controls, radiation 
rotectlon program, operations review & waste generator requirements 
RANCE.GM, SCHUMACHER, M C Region 3, Ofc of the Director 88/06/14 8pp 
45902.014-45902.021 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP., RICHLAND, WA 

8805270073 Forwards Insp Rapt 70-1257/68 04 on 860418-22 No violations notod 
MONTGOMERY, J L Region 5, Ofc of the Director. 80/05/12 MALODY.CW Ad- 
vanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) 2pp 45691.120 
45601 131. 

-0005270077 Insp Rept 70-1257/Q8-04 on 880418-22 No violations notod Major eroas 
inspected mot org a mzati on .criticality safety, operations review, malnt & surveillance 
testing & raawasle mgt, 

6ROCK.B.L, THOMAS, R.D Region 5, Ofc of the Director. 88/05/12 10pp. 
45691,122-45691 131. 

8606070121 Application for renewal of License SNM- 12 27 .consisting of Rev 18 to ANF- 

* Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc). 88/05/25 1 1 pp 
45745.070 45745 O0B 


08O829Q282 Advises that NRC has inserted revised pages into Chapters 9 & 11 ol dam 
onstration section of liconso appllcahon.per 080525 correspondence 
BIDINGER, GH Fuel Cycle Safety Branch 06/06/21 MALODY.CW Advanced Nu- 
clear Fuels Corp (formerly Exxon Nuclear Co , Inc ) Ip 45964 259 45964 259 


DOCKET 70-1300 GENERAL ELECTRIC CO , SAN JOSE, CA 

0806290377 Informs that consolidated SAR has been reviewed for updating per 
10CFR72 50(b) Proposed significant changes Include revs to mgt structure & safety 
evaluation for const & use oT square tuba fuel baskets 

INGELS, T E , BORST,GT General Electric Co 88/05/23. CUNNINGHAM, R E Office 
Of Nuclear Materia! Safety & Safeguards .Director 3pp 45964 342-45904 346 

-8806300346 Revised GA pi an, consisting of updated Figure 1-1, "Nuclear Training 
Svcs/Morris Operation Organizations' 1 
' General Electric Co 08/05/31 2pp 45964 345-45964 346 


DOCKET 70-2479 TRANSNUCLEAR, INC , FALLS CHURCH, VA 


8806240012 Advises that 871202 request for approval for route to transport spent reac- 
tor fuel meets regulatory requirements of 10CFR73 37 & is approved through 
881231 Data re arrangements & approved routes oncl 

MACDOMALD.CE Transportation Branch 8B/06/16 MANGUSI.J Trans nuclear, Inc 
1 0pp 45916 320-45916 337 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET 71-0080 BABCOCK & WILCOX CO 


8B0623023Q Forwards Rev 5 lo "OA of Shipping Containers” for review & approval Fee 
paid 

60YD.C C Babcock & Wilcox Co 08/06/09 MACDONALD ,C E Transportation 
Branch Ip 45906 061 45906 096 

-8006230236 Rov 6 to E45-7, ”QA of Shipping Gonial nors " 

SUWALA.MC, AUSTIN.M, TRENT, R K Babcock & Wdcox Co 88/05/05 35pp. 
45906 062-45906 096 


DOCKET 71-0096 PAN AMERICAN WORLD AIRWAYS, INC. 

0006070160 Requests registration as user of Modol 660 
FERGUSON.QB EG&G Florida, Inc (subs of EG&G, Inc) 08/05/10 
MACDONALD, C E Office of Nuclear Materiel Safety & Safe guards, Director tp 
45745.097 45745 0D7 


DOCKET 71-0102 SOURCE PROD. A EQUIP. CO , INC. 

6606160818 Withdraws QA program approval for Certificate of Compliance 9056 due to 
noncompllances noted in 000524-26 inap QA deficiencies Included failure to maintain 
QA records re fabrlcallon.insp & test operations 

BURNETT, R F Division of Safeguards & Transportation (Post 670413) 80/O6/OB 
DICHARRY,R D Source Production & Equipment Co., Inc 2pp 45023.206 45823-207 

0006080211 NRC Bulletin 6B 006, "Actions To Be Taken for Transportation of Modal 
Spec 2 T Radiographic Exposure Device " Svc list end 

BURNETT.R F. Division of Safeguards & Transportation {Post 070413) 88/08/14 
Consol [dated Edison Co of New York, lac 1Q8pp 459 35,211 45935 310 


DOCKET 71-9210 GULF NUCLEAR, INC. 

BB06Q70 176 Advises that licensee will not need QA prog ram, since program not 
ronewed.ln response to NBC 680506 Ur Gulf Nuclear sold sealed source business to 
Amersham.effectlvo on 880108 

HOPCRAFT.CP. Gulf Nuclear, Inc 88/05/20 MACDONALD.CE Transportation 
Branch. Ip 45744 080 45744 061 


DOCKET 71-0275 DUQUESNE LIGHT CO. 


8BO621035O Application for amend Lo QA program approval for radioactive mall 
package 027b.Program amended to also Include Beaver Valtay Unit 2. Fee paid 
SIEBER.JD Duquesna Light Co 88/06/07. Document Control Branch (Document 
Control Desk) Ip 45045:274 45045 274 


DOCKET 71-0490 GEARHART-OWEN INDUSTRIES 


8806160481 Application for renewal of QA program approval for radioactive mail 
package Q4GB.Revlsed organization chart encl Fee paid 

CAYWOOD, L Gearhart Industries, Inc. 68/05/26. MACDONALD, C Transportation 
Branch 3pp 45023,354 45823 356 


DOCKET 71-0500 EJ. DU PONT DE NEMOURS & CO., INC. 

8606210206 Forwards QA program approval for radioactive mall package 0500, Rev 2 
MACOONALD.CE Transportation Branch 08/06/13 HOF MANN,M.J E.l du Pont do 
Nemours & Co , Inc 2pp 4585B 342*45850,345 

-8806210291 QA program approval for radioactive mall package 0500 ,Rev 2 
MACDONALD, C E. Transportation Branch 00/06/13 2pp 45858 344 45858345 
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DOCKET 71-06S4 POWER INSPECTION, INC. 

B -805030157 Forwards Document Pi RAD 02, "QA Program for Industrial Radiography & 
Sealed Sources” Subj document adjunct to “Radiation Safety Manual Administrative 
Procedures & Operating & Emergency Procedures " 

LINT.J D Power Inspection, Inc 08/05/ 1 6 GORDON, L NRC - No Detailed Affiliation 
Given 9pp 45714 340 45714 349 

B605210519 Forwards OA program approval for radioactive matt package 0654, Rev 0 
MACDONALD.C £ Transportation Branch 08/06/13 KUMER.K Power Inspedfon, 
Inc Ip 45B71 23645871 237 

-■0808210520 Rev 0 to QA program approval for radio active mall package 0654 
MACDONALD.CE Transportation Branch 88/06/13 Ip 45871 237 45671-237 


DOCKET 71-3002 MODEL: NR-10, NIPPON NUCLEAR FUEL DEVELOPMENT CO,, 
LTD. 

6606 170246 Forwards response to request for add] Info re NR-10 cask, per 880506 re- 
quest 

WANGLER.ME Transportation, Dept of 88/06/01 MACDONALD.C R Transporta- 
tion Branch 63pp 45B25 350 45826 051 


DOCKET 71-5560 MODEL: S5W POWER UNIT, ENERGY, DEPT. OF 

8806210433 Forwards Rev 4 to Certificate of Compliance 5580 for Model S5W power 
unit 

MACDONALD.C E Transportation Branch 88/06/10, 2IMMER.J P Energy, Dept of 
Ip 45671 339 45571 342 

-8006210437 Certificate of Compliance 5580, Rev 4, for Mode) S5VV power unit Approval 
record end 

MACDONALD.C E Transportation Branch 80/06/10 3pp 45871 340 45671 342 


DOCKET 71*5750 MODEL: S5VV, ENERGY, DEPT. OF 

8806200550 Advises that Certificates of Compliance 5758.6002,5075 A 6385 terminat- 
ed 

MACDONALD.CE Tran sportatfon Branch 68/00/10 ENGEl.WP Energy, Dept of 
ip 45657 267-45857 287 


DOCKET 71*6708 MODEL BB-250-2, COMBUSTION ENGINEERING, INC. 

C0O621O3BO Requests that application be submitted by 031001 addressing failure of 
drum closure lid on Models BB-250 2 & CE-250 2 to prevent excessive loss of vermin 
utile insulation 

MACDONALD.CE Transportation Branch 08/06/10 NAHOI.AJ Westlnghouse Elec- 
tric Corp 2pp 45057 207-45857 203 


“0806230253 Safety evaluation supporting licensee 741226 application requestm-j ap- 
proval of Models TRIGA-1 &. TRIGA-2 as shipping packages for fuel elements 
MACDONALD.C E Transportation Certification Branch 38/03/28 Sop 45907 04!- 
45907 052 ' 


-8806230257 Forwards revised drawings for TRIGA-1 & TRIGA-2 shipping conlartert 
modified to Include eight spacing bars near top of package to help pioteci inner cor- 
tamer from displacement during possible accident W/o end 
FARNEY.DT General Atomics (formerly GA Technologies, Inc /General Atomic Co\ 
75/02/07 MACDONALD.CE Transportation Certification Branch 2pp 45907 053- 
45907 054, 


-8806230272 Requests registration as user of Models TRIGA-1 & TRISA 2 shop rg 
packages 

FARNEY.D T General Atomics (formerly GA Technologies, Inc /General Atomic Co } 
74/12/26 MACDONALD.CE Transportation Certification Branch 2pp. 4590705-5- 
45907 093 


-8806230277 "TRIGA 1 & 2 Fuel Containers ” 

* General Atomics (formerly GA Technologies, Inc /General Atomic Go) 74/12/20 
36pp 46907 057-45907 093 


DOCKET 71-6002 MODEL S3W/S4W NEW SUB, ENERGY, DEPT. OF 


8806200550 Advises that Certificates of Compliance 5758,6002,5675 & 6385 lomr.jr.at 
ed 

MACDONALD.C E Transportation Branch 08/06/10 ENGEL, W P Energy, Dept <4 
Ip, 45657-287-45057 287 


DOCKET 71-6078 MODEL- 927A1 & 927C1, COMBUSTION ENGINEERING, INC. 


8806070111 Remits fee for application to extend expiration dale for amended Coitific*'* 
of Compliance 6078 for shipping container Model 927A1 

SCHERER, A E Combustion Engineering, Inc 80/05/26 MACDONALD.WG Docu- 
ment Control Branch (Document Control Desk) 2pp 45745 076-45745 077 

8806070270 Requests that.pendmg final NRC review & approval of 680101 licc-rtsee 
submlttaLamended certificate of compliance for Model 927A1 shipping con ta ner 
remain in effect beyond GB0701 

SCHERER, A E Combustion Engineering, Inc 63/05/26 MACDONALD.C E Tranjp&r 
tatlon Branch 2pp 45744 135 45744 136 

8806210331 Forwards request for addl info re C E 000104 application for amend lo 
Models 927A1 & 927C1 packages NRC should bo advised wflhln 90 daysmen inta 
will be provided 

MACDONALD.CE Transportation Branch 00/06/10 MCGILL.PL CombuiUon Er*?' 
noorlng, Inc 3pp 45071 355-45071 357 


DOCKET 71-5787 MODEL: D-30, ENERGY, DEPT. OF 

6006300203 Request for cancellation of Certificate of Compliance 5767, effective 
immadiatelyConlractor will no longer use D 38 cask 

TORRES.J L Energy, Dept of B0/05/31 MACDONALD.C E. Tran sport at ion Branch 
2pp 45975 339-45975 340 


DOCKET 71-6385 MODEL- S1W UNIRR. CORE, ENERGY, DEPT. OF 


8606200550 Advises that Certificates of Compliance 5758,6002,5875 8 63 D5 lo iwnal 
ed 

MACDONALD.CE Transportation Branch 00/06/10 ENGEL.WP Energy, Dept ol 
ip 45067 287-45857 287 


DOCKET 71*5005 MODEL CNS 3*55, CKEM-NUCLEAR SYSTEMS, INC. 

0806210386 Advises of registration as user of Certificate of Compliance 5B05 t per 
B00519 request 

MACDONALD.CE Transportation Branch 86/08/13 VANDA LE.MT Yankee Atomic 
Electric Co Ip 45857-209 45057 209 


DOCKET 71-6814 MODEL: NRBK-41, -42 & -43, ENERGY, DEPT. OF 

8806200542 Advises that Rev 5 to Certificate of Compliance 5814 for Medals NR0K 42 
& NRBK-43 terminated 

MACDONALD.CE Transportation Branch 88/06/10 ENGEL.WP. Energy, Dept of. 
Ip 45039 360 45839 360 yr ' W 


DOCKET 71-S875 MODEL WAPD-39 & NRBK-44, ENERGY, DEPT. OF 

8808200550 Advises that Certificates of Compliance 5758,6002,5075 & 6385 terminal- 
ed 

MACDONALD.CE Transportation Branch. 88/06/10 ENGEL.WP Energy. Dept of 
1j) 45057 257*45857 287, m K 


DOCKET 71-6400 MODEL: 6400, WESTJNGHOUSE ELECTRIC CORP, 


0806300251 Application for amend to Cortiflcate of Compliance 6400 for Model 6400 ta 
Include addl payload consisting of Kr 85 contents 

MAUCK.CJ Energy, Dept of 08/06/06 MACDONALD.CE DIviaFon of Sftlofluardi & 
Transportation (Post 870413) igpp 45976 209-45077 030 

-8806300202 ‘‘Evaluation of Kr 85 Contents for Transportation In Model 6400 Patfc-frj- 
Ing “ 

* Westmghouse fdoho Nuclear Co, Inc WIN-236 R01 88/03/31 Ofipp 45976 3'»- 
45977 030 


DOCKET 7T-6553 MODEL: PADUCAH TIGER, ENERGY, DEPT, OF 


0006290328 Application for renewal of Certificate of Compliance 6553 for Paducah 
Tiger Overpack for 4GA and 4 ox UF6 cylinders Listed revised drawing's will bo for- 
w&rdod when QVHil3,t)l0 

MAUCK.CJ Energy, Dept of 00/06/10 MACDONALD.CE Transportahon BrarvcK 
3pp 45965 340 45965 350 


DOCKET 71*5957 MODEL- BMI-1, BATTELLE COLUMBUS LABORATORY 


B0 06200230 AppLcallon for renewal of Certificate of Compliance 5957 for Model BMI 
1.re use of alternate fuel basket spacer, Sketches re alternate fuel basket end Fee 
paid 

STRACK,RA Cintichem, Inc (subs of Medl Physics, Inc) 88/05/30 
MACDONALO.CE Office of Nuclear Material Safoly & Safeguards, Director Ip 
450 <1 5 005 45045 0 1 6, 


-8006200264 "Proposed Suppl to Package USA/5957/8 ( }F Also Known as BMI 1 
Cask, Alto mate TRIGA Fuel Basket Spacer " 

* Crntichem, Inc (subs of Medl- Physics, Inc) 88/05/30 9pp 45845008-45845.016 

8806230238 Discusses unlv plan to ship 151 TRIGA fuel elements approx 10 miles in 
Oct & requests registration as user of correct cask.Fuel elements will be removed 
before decommissioning activities & shipped lo Lfnlv of Texas Balcones Research Ctr 
BAUER.TL Texas, Unlv of, Auslm, TX 85/05/30. MACDONALD, C.E Transportation, 
Dept of 16pp 45007 030-45907 003. 


8806290221 Suppls 880609 application for renewal of Certificate of Cornel. anc a 
655 3, consisting of listed nine oversize drawings & Union Carbide KY-66-5,Suppl 
I.Rev 1, "SAR on Paducah Tiger Overpack Tor 10-Ton Cylinder of If Hoxflmrridfl ” 
MAUCK.CJ Energy, Dept of 08/06/14 MACDONALD.CE Division of Safeguard* A 
Transportation (Post 870413) 2pp 45975 091 45975 093 

-8006290268 Suppl 1,App 1 to Rev 1 of "SAR on Paducah Tiger Overpack lor 10 Tort 
Cylinder of U Hexafiuonde " 

STITT.DH Union Carbide Corp KY 665 SOI APP01 ROI 70/02/15 20pp 
45975 094 45975.113 


docket 71-6574 model: hn* 2 oo, westinghouse-hittman nuclear, inc. 

8806280-329 Requests registration as user of packages under Certificates of Cornptiarve* 
9205 & 6574 

MAUCK.CJ Energy, Dept of 00/06/09 MACDONALD.CE Trans port a lion Branch 
2pp. 45957 131-45967 132 
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DOCKET 71-6613 MODEL 702, TECH/OPS, INC. 


6606070376 Application for renewal of Certificate of Compliance 9100 (or Modal AI500 
OP Type B<U) package Fee paid 

ROUGHAN.C M Amersham Corp 80/05/ IQ MACDONALD.C E Transportation 
Branch Ip, 45744 205-45744 208 

G 6 064703 60 Fie quests registration as user of listed certificates of compliance models 
ROUGHAN.C M Amersham Corp 08/05/20 MACDONALD, C Transportation Branch 
2pp 45744 207 45744 200 


DOCKET 71-6639 MODEL MH-1A, ENERGY, DEPT. OF 

9306230286 Discusses univ plan to ship 151 TRIGA fuel elements approx 10 miles In 
Oct & requests registration as user of correct cask Fuel elomenta will bo removed 
before decommissioning activities & shipped to Univ of Texas Balcones Research Ctr 
9AUER.TL Texas, Univ of, Austin, TX 08/05/30 MACDONALD, C E Transportation, 
Dept of 1 0pp 45907 030-45907 093 

-*8606230253 Safety evaluation supporting licensee 741226 application requesting ap 

K oval cl Mode/s Tfi/GA-f & TRIGA 2 as sfrfppi’ng packages tor fuel elements 
ACDONALD.CE Transportation Certification Branch 68/03/28 5pp 45907 040- 
45907 052 

-8806230257 Forwards revised drawings for TRIGA 1 & TR1GA-2 shipping containers 
modified to Include eight spacing bars near top of package to help protect Inner con- 
tainer from displacement during possible accident W/o end 
FARNEY.D.T General Atomics (formerly GA Technologies, Inc /General Atomic Co ) 
75/02/07 MACDONALD.C E Transportation Certification Branch 2pp 45907*053- 
45907 054, 

-8806230272 Requests registration as user of Models TRIGA-1 & TR5GA-2 shipping 
packages 

FARNfcY.OT General Atomics (formerly GA Technologies, tnc /Genera! Atomic Co ) 
74/12/26 MACOONALD.CE Transportation Certification Branch 2pp 45907 055- 
45907.093 

-8906230277 "TRIGA 1 & 2 Fuel Containers " 

* General Atomics (formerly GA Technologies, Inc /General Atomic Co) 74/12/20 
36pp 45907 057-45907 093 


OOCKET 71*6717 MODEL' 6717-B, GAMMA INDUSTRIES, INC 

6806070376- Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Typo 0<U) package Fee paid 

ROUGHAN.C M Amersham Corp 08/05/10 MACDONALD.C E Transportation 
Branch Ip, 45744 205 45744 20B 

8606070300 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M. Amersham Corp 08/05/20 MACDONALD.C Transportation Brandi 
2pp, 45744.207-45744 208 


DOCKET 71-9006 MODEL- Al fiQO SU, TECH/OPS, INC. 

8806070376 Application for renewal of Certificate of Compliance 9180 for Modal AI5G0 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amersham Corp 8Q/05/18 MACDONALD.C E, Transportation 
Blanch Ip 45744 205-45744 200 

8806070380 Requests registration as usor of listed certificates of compliance models 
ROUGHAN.C M Amersham Corp 08/05/20. MACDONALD.C Transportation Branch 
2pp 45744*207-45744 200 


DOCKET 71*9007 MODEL: 520, TECH/OPS, INC. 

980607037 6 Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Type B(U) package Foo paid 

ROUGHAN.C M Amorsham Corp 08/05/10 MACDONALD.C E Transportation 
Branch Ip 45744*205-45744 208 

6806070380 Requests registration as usor of listed certificates of compliance models 
ROUGHAN.C M. Amersham Corp 88/05/20 MACDONALD.C Transportation Branch 
2pp 46744*207 46744 200 


DOCKET 71-9010 MODEL NU-1/2, NUCLEAR ASSURANCE CORP. 

8606290366 Notifies of 800311 Incident involving spent fuel shipping cask.Model NU-W 
2 Cask overturned while being transported onsite at facility Cask impact limiters 
damaged, No release of radioactive mall occurred Atl models removed from sve, 
DIXQN.G N Nuclear Assurance Carp 00/03/25 Office of Nuclear Material Safety & 
Safeguard s.Director 2pp 45904 327 45964 329 

8806060119 Application for amend to Certificate of Compliance 9010 for NLI-1/2 
cask Amend revises Inti Shipping Organization container Drawing NAC 347 506 FI to 
strengthen attachment of NLt 1/2 cask support structure to container, Foe paid 
WELLS, A.H Nuclear Assurance Corp 8B/05/23 MACDONALD.C E Office of Nuclear 
Materia) Safety & Safeguards, Director 40pp 45743 094-45743 133 

8806170290 Summarizes results of analysis, together w/actlon plan ro number of 
changes to cask transport sys to minimize chances of recurrence of 
accident. Concurrence on action plan requested Suggests that meeting bo held on 
080527 

VIEBROCK.J M. Nuclear Assurance Corp 80/05/20. RICHARDSON, W A. Energy, 
Oepl of 6pp, 45029 091-45029 096 

8606220244 Forwards structural steel specs & comparisons for NLI-1/2 cask analysis 
THOMRSON.T.C Nuclear Assurance Corp 80/06/07 LEE.H NRC • No Detailed Af- 
filiation Given 14pp. 45892 271*45892 283 


8806170334 Reports 880311 ccllapsa & overturn of trailer transporting empty fuel cask 
near Chatsworlh.CA Trailer design determined to be inadequate for dynamic loads 
encountered No deaths or injuries occurred & no radioactivity escaped 
TORRES, J L Energy, Dept of 68/06/08 MACDONALD.C E Transportation Branch 
4pp 45827 102-45827 184 

8806290340 Informs ol 60031 1 accident While making right hand turn from G Street 
onto 12lh Street, trailer w/ISO container & cask sys overturned Rockwell was advised 
that all packages were voluntary taken out of sve 

DIXON, G N Nuclear Assurance Corp 68/06/15 Nuclear Assurance Corp 9pp 
45965 207-45965 295 

8806290453- Discusses preliminary analyses of trailer incident which occurred at Rock 
well on 880311 Incident rot related to cask, but caused by aithor driver or trailer or 
combination of both Requests recommendations for corrective actions 
SIRES.MJ Energy, Dept of 86/06/15 VIEBROCK.J M Nuclear Assurance Corp 
2pp 45965 030 45*965 031 


DOCKET 71-9021 MODEL: 750, TECH/OPS, INC. 

&G08070376 Application for renewal ol Certificate ol Compliance 9100 for Model AI50O 
OP Type B(U) package.Fea paid 

ROUGHAN.C M Amersham Corp B8/05/18 MACDONALD.C E Trans porialion 
Branch. Ip, 45744 205 4S/44 208 

88060703BO Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M Amersnam Corp QB/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207-45744 208 


DOCKET 71-9022 MODEL: CE- 250-2, COMBUSTION ENGINEERING, tNC. 

0606210243 Requests submittal of application, which satisfactorily* addresses problem re 
drum closure lid on Models BB 250 P & CE-250 2 by BB1001 Failure to provide Info 
will result In termination of certllfcate On 801231 

MACDONALD.C E Trans portaton Branch 86/08/10 MCGILL.PL Combustion Engl 
nearing, Inc Ip 45B5Q 332-45856 332 


DOCKET 71-9027 MODEL 741 4 741E, TECH/OPS, INC. 

0808070376 Application for renewal of Certificate of Compliance 9180 for Model AI50Q 
OP Type B(L>) package Fee paid, 

ROUGHAN.C M Amersham Corp B8/05/18. MACDONALD.C E Transportation 
Branch Ip 45744^05 46744 208 

8006070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M Amersnam Corp 88/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207-45744 2Q0 


DOCKET 71-9028 MODEL. 684 A 684E, TECH/OPS, INC. 

8006070376 Application for renowal of Certificate ol Compliance 9180 for Modol AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amersham Corp 88/05/18 MACDONALD.C E, Transportation 
Branch Ip 45744*205-45744 SOB 

8806070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M Amersham Corp 86/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207 45744 200 


DOCKET 71-9029 MODEL: 076 & 676E, TECH/OPS, INC 

8006070376 Application (or renowal of Cor Ml cate of Compllanca 9180 for Model AI500 
OP Typo B(LJ) package Foe paid 

ROUGHAN.C M Amersham Corp 80/05/10 MACDONALD ,C.E, Trans porialion 
Branch, Ip 45744 205-45744 206 

8006070300 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M Amersham Corp. 00/05/20. MACDONALD.C Transportation Branch 
2pp 45744 207-45744*208, 

9806290391 Requests registration as usor of Amersham Corp Model 676 
MARUDAS.DM MK-Forguson Co. 08/06/03 MACD6nALD.CE Transportation 
Branch 2pp 45976 360-45975 361 


DOCKET 71-9032 MODEL: 650, TECH/OPS, INC, 

8806070376 Application for renewal of Certificate of Compliance 91 Q0 tor Model AI500 
OP Type B(Uj package Fee paid 

ROUGHAN.C M Amersham Corp 88/05/18. MACDONALD.C.E Transportation 
Branch Ip 45744 205-45744 208 

8606070360 Requests registration as usor of listed certificates of compliance models 
ROUGHAN.C M Ame/snam Corp 88/05/20 MACDONALD.C Transportation Branch 
2pp. 45744 207-45744 200 

6806210439 Advises of registration as user of Certificates of Compliance 
9032,9033,9035,9107,9141 &9147 

MACDONALD.C E. Transportation Branch 06/06/10 MARUDAS.D MK Ferguson Co 
Ip. 45608 230 45888:230 


DOCKET 71-9033 MODEL: 680 & 660E, TECH/OPS, INC. 

8B06070376 Application for renewal of Certificate of Compliance B100 for Model AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amershfliri Corp 68/05/ IB MACDONALD.C E Transportation 
Branch Ip 45744 205-45744 208, 
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6008070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M Amersham Corp, 88/05/20 MACDONALD, C Transportation Branch 
2#>p 45744 207-45744 20 B 

3806210253 Notification of registration as user of Certificate of Compliance 9033, in re- 
sponse to 880510 request 

MACDONALD.CE Transportation Branch 88/06/10 FERGUSON, E 8 E G&G Florida, 
Inc (subs of EG&G, Inc.) Ip 45857*358-45857 358 

8806210433 AdvEsas of reolstmtion as user of Certificates o! Compliance 

0032,0033,9035,9107,9141 & 0147 

MACDONALD , CE Transportation Branch 88/06/10 MARUDAS,D MK-Ferguson Co 
Ip 45608 230 45888 230 


8806200062 Forwards Rev 4 to Certificate of Compliance 0056 for Modal SPEC 2 T ri 
diography devices, Rev made to compensate for deficiencies identified In suN oe.-cfri 
during 880524-26 Insp Info re fisted items required within 180 days 
MACDONALD, C E, Transportation Branch 88/06/00, OICHARFtV.R D, Source Pro- 
duction & Equipment Co , fnc 5pp 45030 321-45030 338, 

-8006200089 Certificate of Compliance 9056, Rev 4,for Model SPEC 2-T ApprtfiU 
record end 

MACDONALD, CE Transportation Branch 08/06/08 6pp, 45830 331-45030 338 

8806300228 Requests registration as user of Spec 2T & Spec Cl 
' Bayou Testers, Fnc 88/06/09 Office of Nuclear Material Safaty A 
Safeguards, Director, 2pp 45976 1 1 7-45975 116 


DOCKET 71-903S MODEL; 080 & 680£, TECH/OPS, INC. 

8806070376 Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amersham Corp. 80/05/18 MACDONALD.CE Transportation 
Branch Ip 45744 205-45744 208 

6006070300 Requests registration as user of listed certificates of compliance models 
RQUGHAN,CM Amersnam Corp 86/05/20 MACDONALD.C Transportation Branch, 
2 pp 45744 207 45744 208 

8S062 10439 Advises of registration as user of Certificates of Compliance 

9032,9033,9035.9107,9141 & 9147, 

MACDONALD.CE Transportation Branch 88/06/10 MAR U DAS, D MK Ferguson Co 
Ip 45088 230-45888 230 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION & EQUIPMENT CO. ( INC. 

0800070376 Apphcalion for renewal of Certificate of Compliance 9160 for Medal AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amersham Corp 60/05/10, MACDONALD.CE. Transportation 
Branch Ip, 45744 205-45744 208 

C 006070300 Requests registration as user of listed certificates of compliance models, 
ROUGHAN.C M Amo rsham Corp 08/05/20 MACDONALD.C Transportation Branch, 
2pp 45744 207 45744 208 

8806300220 Requests registration as user of Spec 2T & Spec Cl 
* Bayou Testers, Inc 80/06/09, Office of Nuclear Material Safety & 
Safeguards, Director, 2pp 45976 117-45975 118 


DOCKET 71-9039 MODEL’ 715, TECH/OPS, INC. 

0806070376 Application for renewal of Certificate of Compliance 0180 for Model AI500 
OP Typo B{U) package Foe paid 

ROUGHAN.C M Amersham Corp 08/05/10 MACDONALD.CE Transportation 
Branch. Ip 45744 205 45744 206. 

0006070300 Requests registration as usor of fisted certificates of compliance models 
ROUGHAN.C M Amersham Corp, 00/05/20 MACDONALD.C. Transportation Branch 
2pp 45744 207-45744 209 


DOCKET 71-9053 MODEL: 883, TECH/OPS, INC. 

0806070376 Application for renewal of Certificate of Compliance 9160 for Model AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C M. Amersham Corp 88/05/10 MACDONALD.CE Transportation 
Branch Ip. 45744.205 45744 208. 

0800070300 Requests regislratfon as user el listed certificates of compliance models, 
ROUGHAN.C M Amersham Corp 88/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207-45744’20fi 


DOCKET 71-9056 MODEL SPEC 2-T, SOURCE PRODUCTION & EQUIPMENT CO. 


0006070376 Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Type B(u> package Fee paid 

ROUGHAN.C M Amersham Corp 08/05/18. MACDONALD.C.E. Transportation 
Branch Ip 45744 205 46744 200 

0606070300 Requests registration as user of listed certificates of compliance models. 
ROUGHAN.C M. Amersham Corp 88/05/20. MACDONALD.C. Transportation Branch 
2pp 45744 207-45744 200 


8605240020 NRC Info Notice 08 033, "Recent Problems Involving Model Spec 2-T Ra* 
diooraphlc Exposure Device ” Svc list end 

BURNETT, R.F Division of Safeguards & Transportation (Post 870413] 80/05/27 
Consolidated Edison Co of New York, Inc. 120pp. 45603.168 45683,277 


0906150488 Forwards list of domestic customers w/respective purchase dates & serial 
numbers of company 2-T exposure devices .per NRC request Updated list will follow. 
ROESSLE.R Source Production & Equipment Co„ fnc, 88/06/01. WILUAMS.C. NRC 
- No Detailed Affiliation Given 16pp 45815004 45010019. 


0806200351 Forwards list of domestic customers not furnished by vendor 880601 
Hr Licen se a apo log izes fo r del ay 

ROESSLE.R. Source Production & Equipment Co, Inc 08/00/03. WILLIAMS.C. NRC 
- No Detailed Affiliation Given 3pp. 45844 339-45844.341 


0806160318 Withdraws GA program approval for Certificate of Compliance 9056 due to 
noncompliances noted In 880524 20 InspQA deficiencies included failure to maintain 
OA records re fabrication, Insp & test operations 

BURNETT.R F Division of Safeguards & Transportal [on (Post 870413) 68/06/08 
DICHARRY.R.D Source Production & Equipment Co , Inc 2pp. 45023-206 45623-207. 


6806080211 NRC Bulletin 88-006, ‘’Actions To Be Taken for Transportation ol Mod*! 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post 870413) 80/W/I4 
Consolidated Edison Co of New York, Inc lOBpp 45935 211-45935 318 


DOCKET 71-9074 MODEL AP-100, ANEFCO, INC. 


8806210316 Forwards request for addl info re 800229 application lor ronowal ol Ort^ 
cate of Compliance 9074 (or Model AP-100 packaging Requested Info should be sub- 
mitted within 30 days ol Hr date 

MACDONALD.CE Transportation Branch 88/06/10 MURPHY.J D Anofco, fnc 6pp 
45659.045 45059 050 


DOCKET 71-9900 MODEL HN-600 A NUPAC 100, WESTINGHOUS E-HITTMAH 
NUCLEAR 


8806210414 Notification of registration as user of Certificate of Compliance 9WB0 pe* 
800509 request 

MACDONALD.C E. Transportation Branch 80/00/10 KNAPP ,W J Philadelphia Elec- 
tric Co 2pp 45871 316 45871-317 


DOCKET 71-9086 MODEL; HN-100, SERIES 1, HITTMAN NUCLEAR & 
DEVELOPMENT 


8806210203 Forwards request for add) Info re 800226 application for renewal of Certifi- 
cate of Compliance 9086 Response requested within 30 day9 from Itr date 
MACDONALD.CE Transportation Branch 08/06/10 ROY.BA Westing house Hu- 
man Nuclear, Inc 4pp 45058 330 46058.341 


DOCKET 71-9107 MODEL; 771, TECH/OPS, INC. 


0806070376 Application for renewal of Certificate of Compliance 9100 for Modal AI600 
OP Typo B(U) package Fee paid 

ROUGHAN.C, M Amersham Corp 08/05/10 MACDONALD.CE Tran spoliation 
Branch. Ip 45744 205 45744 200. 

80O6C 79300 Requests registration as user of fisted certificates of compliance models 
ROUGHAN.C M Amersham Corp 00/05/20 MACDONALD.C Transportation Brantf^ 
2pp. 45744.207 45744 208, 

8606210439 Advises of registration as user of Certificates of CompLanco 

9032,9033,9035.9107,9141 & 9147, 

MACDONALD.C E Transportation Branch 08/06/10 MARUDAS.D, MK-Forguson Co 
Ip 45680 230-45088 230. 


DOCKET 71-9110 MODEL; MX-IC-100, MAGNAFLUX CORP. 


8806070376 Application for renewal of Certificate of Compliance 9169 for Model AF600 
OP Type B(U) package Fee paid 

ROUGHAN.C M. Amersham Corp 08/05/18 MACDONALD.CE TruLnsporlaW-n 
Branch Ip, 45744 205 45744-200 

0806070300 Requests registration as user of listed certificates of compliance mode's 
ROUGHAN.C M Amersham Corp 88/05/20, MACDONALD.C Transportation Branch 
2pp 45744-207-45744 208 


DOCKET 71-9126 MODEL: 20, 20A, 50, 50A, GAMMA INDUSTRIES, INC. 

8606070376 Application for renewal of Certificate of Compliance 9100 for Model AI50Q 
OP Type B(U) package, Fee paid 

ROUGHAN.C M, Amersham Corp 0B/O5/18 MACDONALD.CE, Transportation 
Branch, Ip 45744'205 45744,208 

0806070380 Requests registration as usor of listed certificates of compliance models. 
ROUGHAN.C M, Amersham Corp 08/05/20 MACDONALD.C Transportation Branch 
2pp. 45744.207-45744*208 


DOCKET 71-9127 MODEL 100, 100A, 200, 20OA, GAMMA INDUSTRIES, INC. 

0806070376 Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Typo 8(U) package Fee paid 

ROUGHAN.C M Amersham Corp 00/05/18. MACDONALD.CE Transportation 
Branch Ip 45744 205 46744.208 

0006070300 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C, M Amersnam Corp 88/05/20, MACDONALD.C Transportation Branch 
2pp 45744 207-45744 200, 
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DOCKET 71-9128 MODEL C-0, GAMMA INDUSTRIES, INC. 

8496070378 Application for renewal ol Certificate of Compliance 9100 tor Modal AI500 
OP Type B(U) package.Fee paid 

ROUGHAN.C, M Amersham Corp 88/05/10 MACDONALD.C E. Transportation 
Branch. Ip 45744 205 45744 200 

8806070380 Requests registration as user of listed certificates ol compliance models 
ROUGHAN.C M Amersham Corp 08/05/20, MACDONALD.C Transportation Branch 
2pp 45744-207*46744 200 


DOCKET 71-9132 MODEL T-3, ENERGY, DEPT. OF 

8806100141 Forwards Rev 6 to “Consolidated SAR for T-3 Spent Fuel Shipping Cask 
Demonstration Compliance to Requirements of 10CFR71 " Revised pages define nddl 
T*3 cask payloads & presents supporting analyses 

MAUCK.CJ Energy, Dept, of 80/05/24 MACDONALD.C E Division of Safeguards & 
Transportation (Post 070413) 6pp 45785 0Q5 45785 109. 

-8&0810017B Rev 5 to "Consolidated SAR for T-3 Spent Fuel Shipping Cask Demon- 
strating Compliance to Requirements of 10CFR71 " 

• Energy, Dept of 88/02/29 100pp 45705 010 45785 100 


DOCKET 71-9133 MODEL: C-10, GAMMA INDUSTRIES, INC, 

HM 070376 Application for renewal of Certificate of Compliance 9tOO for Model AI500 
OP Type 0{U) package Fee paid 

ROUGHAN.C M< Amersham Corp. 88/05/18 MACDONALD.C E Transportation 
Branch Ip. 45744 205-45744 208 

8806970380 Requests registration as user of listed certificates ol compliance models 
ROUGHAN.C M Amersnam Corp 00/05/20 MACDONALD.C Transportation Branch, 
Zpp 45744,207-45744 200 


DOCKET 71-9135 MODEL CENTURY S & SA, GAMMA INDUSTRIES, INC. 

8606070376 Application for renewal of Certificate of Compliance 9100 for Model AI500 
OP Type B<0) package Fee paid 

ROUGHAN.C M, Amersham Corp 88/05/10 MACDONALD.C E Transportation 
Branch Ip. 45744-205 45744*200 

8606070380 Requests registration as user of fisted certificates of compliance models 
ROUGHAN t CM Am ers ham Corp 00/05/20 MACDONALD.C Transportation Branch, 
2pp. 45744:207*45744.206 


DOCKET 71-9137 MODEL 820, TECH/OPS, INC. 

6606070376 Application for renewal ol Certificate of Compliance 9100 for Model AI500 
OP Typo B{U) package Fee paid 

ROUGHAN.C M. Amersham Corp, 80/05/1 0 MACDONALD.C E Transportation 
Branch Ip. 45744 205-45744 208 

6606070380 Requests registration as user of listed certificates of compliance models 
ROUGH AN, C,M Amersham Corp 00/05/20 MACDONALD.C Transportation Branch. 
2pp 45744:207-45744 208. 


DOCKET 71*9141 MODEL 900, TECH/OPS, INC. 

0896070376 Application lor renewal of Certificate ol Compliance 91 00 for Model AI500 
OP Type B(U) package.Fee paid 

ROUGHAN.C M. Amersham Corp 80/05/10 MACDONALD.C E Transportation 
Branch Ip 45744 205-45744 200 

8808070380 Requests registration as user of listed certificates of compliance models, 
ROUGHAN.C M Amersham Corp, 08/05/20 MACDONALD.C Transportation Branch. 
2pp. 45744:207*45744.208, 

6806210439 Advises of registration as user of Certificates of Compliance 

9032,9033,9035,9107,9 1 41 6 9147 

MACDONALD.C E Transportation Branch 00/08/10 MARUDAS.D MK Ferguson Co, 
Ip. 45888-230 45000 230 


DOCKET 71-9143 MODEL: 920, TECH/OPS, INC. 

8606070376 Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Type B{U) package Fee paid, 

ROUGHAN.C M. Amersham Corp. 80/05/18. MACDONALD.C. E Transportation 
Branch Ip. 45744 205*45744-200 

0896070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M. Amersham Corp. 06/05/20 MACDONALD.C. Transportation Branch. 
2pp 45744,207-45744.200. 

0896210439 Advises of registration as user of Certificates of Compliance 

9032.9033,9035,9107,9141 & 9147 

MACDONALD.C E Transportation Branch 88/06/10 MARUDAS.D MK Ferguson Co 
Ip. 45889-230-45080 230 


DOCKET 71-0147 MODEL 850, TECH/OPS, INC. 

0806070376 Application for renewal of Certificate of Compliance 9180 for Model AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C, M. Amersham Corp. 88/05/16. MACDONALD.C E Transportation 
Branch Ip, 45744-205 45744 208 

8606070380 Requests registration as user of listed certificates of compliance models 
ROUGH AN ,C<M Amersnam Corp 80/05/20. MACDONALD.C Transportation Branch. 
2pp. 45744.207-46744 208 


8806210439 Advises of registration as user of Certificates of Compliance 

9032 ,903 3,9035.9 1 07,9 141 & 9147. 

MACDONALD.C E Transportation Branch 80/06/10 MARUDAS.D MK-Ferguson Co 
Ip 4506B 230 45868 230 


DOCKET 71-914B MODEL 770, TECH/OPS, INC 

8806070376 Application for renewal of Certificate of Compliance 9160 for Model A1500 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amersham Corp 88/05/18. MACDONALD.C E Transportation 
Branch Ip 45744.205 45744 208 

8806070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M, Amersham Core 88/05/20 MACDONALD.C Tran sportati on Branch 
2pp 45744 207*45744 20B 


DOCKET 71-9149 MODEL. 910, TECH/OPS, INC. 

6806070378 Application for renewal ol Certificate of Compliance 9180 for Model AI500 
OP Type BfU) package Fee paid 

ROUGHAN.C M Amersham Corp 6B/05/1D MACDONALD.C E Transportation 
Branch Ip 45744 205*45744 208 

8008070380 Requests registration as user ol listed certificates of compliance models 
ROUGHAN.C M Amersnam Corp 88/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207-45744.208, 


OOCKET 71*9151 MODEL: HN-109 SERIES 3, WESTINGHOUSE-HITTMAN 
NUCLEAR 


8806070169 Notifies that Hitt man shipping cask Model HN-100 Series II carried ship- 
ment of radioactive mails from plant site to Barnwell disposal facility on 000428 In 
violation of gasket change which elapsed on 6B0421 No safety hazard noted 
WALSH, FA Wostlnghouse Electric Corp. 06/05/16 Office of Nuclear Material Safety 
& Safoguards.Director 3pp 45745 071*45745 073 


DOCKET 71-9154 MODEL: 858, TECH/OPS, INC. 

0806070376 Application for renewal ol Certificate of Compliance 01 B0 for Model AI500 
OP Typo B(0) package Feo paid 

ROUGHAN.C M Amersham Corp 80/05/18 MACDONALD.C E Transportation 
Branch. Ip 45744,205-45744.200 

8606070360 Requests registration as user ol listed certificates of compliance models 
ROUGHAN.C M Amersham Corp 88/05/20, MACDONALD.C Transportation Branch 
2pp 45744 207-45744,208 


DOCKET 71-9166 MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 

8806070370 Application for renewal of Cartificate of Compliance 91 ao lor Model AI600 
OP Type B(Li) package Fos paid 

ROUGHAN.C M Amersham Corp 08/05/10 MACDONALD.C E Transportation 
Branch. Ip 45744:205-45744 268 

8806070380 Requests registration as user of listed certificates of compliance models, 
ROUGHAN.C M Amersham Corp. 0B/O5/2O MACDONALD.C Transportation Drench. 
2pp 45744.207-45744 208 


DOCKET 71-9157 MODEL: IB-100, INDUSTRIAL NUCLEAR CO. 

8806070376 Application lor renewal of Certificate of Compliance 91BO for Model AI500 
OP Type B(U) package Fee paid 

ROUGHAN.C M Amersham Corp. 80/05/16 MACDONALD.C E Transportation 
Branch Ip 45744.205-45744,208 

8606070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.C M. Amersham Corp 66/05/20 MACDONALD.C Transportation Branch 
2pp 46744-207 45744‘20B, 


DOCKET 71-9150 MODEL NUPAC 14/19CL M 8c H, NUCLEAR PACKAGING, INC. 

8800230221 Advises that Drawing E-5025 200 5. Included In 8B0216 application for re- 
newal of Certificate of Compliance 0159,19 for NRC Internal use only & may not be 
reproduced w/o written permission of vendor 

BETOW.n. LN Technologies Corp, {formerly London Nuclear Svca, Inc). 60/06/03 
WILLIAMS Tra asportation Branch 2pp. A 5908 357-45006 

8806210453 Forwards Rev 5 to Certificate of Compliance 9159 lor Models NUPAC 14/ 
190L, NUPAC 1 4/1 90M, NUPAC 14/190H.LN 14-170L, LN 14-170M & LN 14-17GH 
MACDONALD.C, E, Transportation Branch, 00/06/10, TEMUS.CJ Nuclear Packaging, 
Inc. 5pp. 45857*263 45657272. 

— 6B062104B3 Certificate of Compliance 9169,Rev 5/or Models NUPAC 14/ 
190L. NUPAC 14/10OM.NUPAC 14/1B0H.LN 14-170L, LN 14-170M & LN 14* 
170H, Approval record end 

MACDONALD.C E Transportation Branch. 88/06/10 5pp 45057:266-45057 272. 


DOCKET 71-9160 MODEL: 20-VS & 40-VS, QUtF NUCLEAR, INC. 

8806070376 Application for renewal of Certificate of Compliance 9100 lor Model AI500 
OP Type B(U) package.Fee paid 

ROUGHAN.C M Amersham Corp 88/05/10. MACDONALD.C E Transportation 
Branch Ip, 45744 205-45744-200 



284 DOCKETED ITEMS 


0806070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.CM Am or sham Cor p 06/05/20 MACDONALO.C Transportation Branch 
2pp 45744 207-45744 203 


DOCKET 71-9163 P40DEL: GNG-20, GULF NUCLEAR, INC, 

8&063DD174 Application for renewal of Certificate nf Compliance 9169 for Gulf Nuclear 
Model GNG-20 Typo B(U) package Fee paid 

ROUGHAN.CM Amersham Corp B8/O6/O0 MACDONALD.C Olfice of Nuclear Ma- 
terial Safety & Safeguards, Director 2pp 45975 233-45975 234 


DOCKET 71-9165 MODEL 855, TECH/OPS, INC, 

8660070376 Application for renewal of Certificate of Compliance 9100 for Model AI500 
OF Type B(U) package Fee paid 

ROUGHAN.CM Amersham Corp 08/05/16 MACDONALD.C E Transportation 
Branch Ip 45744 205 45744 298 

8696070380 Requests registration as user of listed certificates of compliance models 
ROUGHAN.CM Amersham Corp 80/05/20 MACDONALO.C Transportation Branch 
2pp 45744 207 45744 208 


DOCKET 71*9 166 MODEL: 864, TECH/OPS, INC. 

8806970376 Application for renewal of Certificate of Compliance 9160 lor Model AI50O 
OP Type B(U) package Fee paid 

ROUGHAN.CM Amersham Corp 00/05/18 MACDONALD.C E Transportation 
Branch Ip 45744 205 45744 208 

8806070380 Requests registration as user of fisted certificates of compliance models 
ROUGHAN.CM Amersham Corp flB/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207*45744 200 


DOCKET 71-9180 MODEL: SOO-SU-OP, AUTOMATION INDUSTRIES, INC. 

8806070376 Application for renewal ol Certificate of Compliance 91B0 for Modal AI500 
OP Typo B(U) package Fee paid 

ROUGHAN.CM Amersham Corp 68/05/18 MACDONALD.C E Transportation 
Branch Ip 45744 205-45744 208 

0806070360 Requests registration as user ot listed certificates of compliance models 
ROUGHAN.CM Amersham Corp 00/05/20 MACDONALD.C Transportation Branch 
2pp 45744 207 45744 298 


DOCKET 71-9102 MODEL' HUSMAN IRRADIATOR, AGRICULTURE, DEPT. OF 

0000170223 Application for renewal of Certificate of Compliance 9182 for Husman Irra- 
diator 

JARRETT.RD Agriculture, Depl of 96/05/19 MACDONALD.C E Office of Nuclear 
Matenaf Safety & Safeguards, Director. 2pp 45828 319 45020 320, 


DOCKET 71-9183 MODEL* NAC-1, NUCLEAR ASSURANCE CORP. 

8806070204 Application (or amend to Certificate of Compliance 9183, Rev 3 to Incorpo 
rated Drawings NAC-347-506 F2 ■& F3 of Inti Shipping Organization container 
can f io ural ton Analyses of bolting arrangement & weldment end Foe paid 
WELLS.AH Nuclear Assurance Corp 00/05/25 MACDONALD.C E Transportation 
Branch 72pp 45743 001-45743 072 H 


DOCKET 71-9185 MODEL: OP-100, INDUSTRIAL NUCLEAR CO. 

8806070376 Application for renewal of Certificate of Compliance 9180 tor Modal AI50D 
OP Type B(U) package Feo paid 

ROUGHAN.CM Amersham Corp 08/05/18 MACDONALD.C E Transportation 
Branch, Ip 45744 205 45744 208 

0806070300 Requests registration as user of lisled certificates of compliance modols 
ROUGHAN.CM Amersham Corp 08/95/20 MACDONALD.C Transportation Branch 
2pp 45744 207 45744*203 


DOCKET 71-9187 MODEL: 065, TECH/OPS, INC. 

BB06070376 Application for renewal of Certificate of Compliance 91 B0 for Model AI500 
OP Typo B(U) packege Fee paid 

ROUGHAN.CM Amersham Corp 83/05/10 MACDONALD.C E Transport on 
Branch Ip 45744 205-45744 200 

eao ?S?5? B{> Rec t uos * s registration as user of listed certificates of compliance models. 
ROUGHAN.CM Amersham Corp 88/05/20 MACDONALD.C Transportation Branch 
2pp. 45744 207 45744*200 


DOCKET 71-9203 MODEL NUPAC 10-142, NUCLEAR PACKAGING, INC. 

8806200449 Request registration as user of Model 10 142 
WEBSTER, B H Carolina Pow*r &. Light Co B0/Q6/O3 MACDONALD.C E Office of 
Nuclear Material Safety a Safe guards, Director 2pp 45839 35B-45839 359. 

8800290329 Requests registration as user of packages under Certificates of Compliance 
0200 & 6574 

MAUCKC J Energy, Dept qf 80/06/09. MACDONALD.C E Transportation Branch 
2pp 45957.131 45957.132 

880630-0297 Advises that records indicate util already user of Model 10*142, USA/9200/ 
B( ) In response to 800603 Hr No further acUon necessary, 

MACDONALD.C E Transportation Branch. 88/06/23 WEBSTER, 8 H, Carolina Power 
& Lfghl Co. Ip 45969 335 45969 335 


DOCKET 71-9216 MODEL CNS 1-13G, CHEM-NUCLEAR SYSTEMS, INC. 

0006000200 Requests registration as user of Model CNS 1-13G radioaciivo mails she 

& lng cask 

ANDALE.M T Yankee Atomic Electric Co 80/05/19 MACDONALO.C E NFIC.fo 
Detailed Affiliation Given 2pp 45757 136 45757 137 

8006210200 Informs of registration as user of Certificate of Compliance 0716 t-r 
650519 request & in accordance w/10CrR71 12 

MACDONALD.C E Transportation Branch 68/06/10 V ANDALE.M T Yankee At-o, no 
EledricCo Ip 46857 257-45857 257 


DOCKET 71-9217 MODEL* ANF-250, ADVANCED NUCLEAR FUELS COF1P, 

8809210340 Forwards request for addl info needed io complete review ot 071012 apo'i- 
callon for Certificate of Compliance for Model ANF 250 

MACDONALD.C E Transportation Branch 08/06/10 GERRALD.L D Ad^ncod Nu- 
clear Fuels Corp (formerly Exxon Nuclear Co , Inc ) 4pp 45071 350 45071 361 


DOCKET 71-9220 MODEL. 604, AMERSHAM CORP 

8006160320 Advises lhal Typo B certification for Model 004 package wili not ho pjr 
sued due to LLL deciding that no need exists for Type B transportation slalun 
ROUGHAN.CM Amersham Corp 80/05/23 MACDONALD.C Transportation llnuyh 
2pp 45023 313-45023 314 


DOCKET 71-9222 MODEL, HN-215H, WESTINGHOUSE HITTMAN NUCLEAR, IMG. 

8006200114 Requests amend to Rev 0 lo Certificate of Compliance 0222 Model HN 
215H shipping package Drawing revised to includo several minor design irrpro.e 
merits resulting from Initial operating oxpenenco Fee paid W/2 oversize- drawings 
ROY.B A Hlttman Nuclear & Development Corp (subs of Hiltman Corp ] 80/06/10 
MACDONALD.C E NRC - No Detailed Affiliation Given 2pp 4 5044 350 45844 300 

00O62183B1 Notification of registration as user of Model HN 215H,por ulil 800513 re 
quest 

MACDONALD.C E Transportation Branch 80/06/10 Alabama Power Co 2ep 
45871 293 45071 294 


DOCKET 71-9226 MODEL GA-4, GENERAL ATOMICS 

8B06210266 Advises that docket numbers assigned for Models GA 4 & GA 9, per 
000517 request 

MACDONALD.C E Transportation aranch 88/06/10 ZIMMER. A GonomI Almus 
(torniorly GA Technologies, Inc / General Atomic Co ) Ip 45050 333-45858 313 


DOCKET 71*9227 MODEL GA-9, GENERAL ATOMICS 

6806210266 Advises that dockot numbers assigned for Models GA 4 & GAS pa 
8B0517 request 

MACDONALD.C E Transportation Branch 80/06/10 ZIMMER, A Ganoral Atmiu* 
(formerly GA Technologies. Inc /General Atomic Co ) Ip 45850 333 45856 333 


DOCKET 71-9220 MODEL: 2000, GENERAL ELECTRIC CO 

0806070030 Forwards proprietary NEDO-31581. “Modol 2000 Radioaciivo Mdtll Trans, 
port Packago.SAR " Revised application for Model 2000 contained In rcptFqg 
paid Rept withheld (ref 10CFR2 790) 

CUNNINGHAM.G E General Electric Co 08/05/19 MACDONALD.C E Twnspwbt 
tlon Branch 2pp 45757 290 45757 291 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

0006290377 Informs that consolidated SAP has been reviewed for updM'nQ pit 
10CFR72 50(b) Proposed significant changes includo rev9 to mfll structure & sa’tV 
evaluation for const & use of square tube fuel baskets 

INGELS, T E t BORST.G T Genera! Electric Co 88/05/23 CUNNINGHAM.fi I OIIh * 
of Nuclear Materia! Safely & Safeguards, Director 3pp 45964 342-46904 346 


DOCKET 72-0003 CAROLINA POWER A LIGHT CO. 

0006170235 Documents definition of contamination limits In Section 2, "fiinclional & 
Operating Limits” & Section 4, "Surveillance Requirements" appended to ISFSI U 
conse SNM 2502 

RICHEY, R B Carolina Power & Light Co 00/06/03 GRACE.J N Region 2, Oic of Ll^» 
Director 2pp 45393 320-45693 321 


DOCKET 72-0004 DUKE POWER CO, 50-269 

8006160452 Forwards comments on review of ISFSI physical security plan Flensed re 
sponse requested within 45 days of receipt of Mr Whether Illumination will be sufficient 
for assessment & surveillance should bo stated 

BRACH.EW Licensing Branch 08/04/26 TUCKER, H B Duke Power Co ?pp 
45023 206 45823 289 

8806290177 Confirms plans to visit pfant on 880714 in connection w/ preparation of 
environ assessment lor ISFSI List of NRC & contractor personnel touring site encl 
ROBERTS, J P Fuel Cycle Safety Branch 88/06/09 TUCKER.H B Duke Power Co 
2pp 45962 354-45962 355 



NONDOCKETED ITEMS 


IOOFR COMMISSION MEETING RECORDS 


8906020070 Stall requirements memo re Commission 080517 briefing by DOE on activi- 
ties & significant accomplishments ol Ole of Civilian Radioactive Waste Mgl to license 
high level radwasle repository at Yucca Mountaln.NV 

CHlLK.S J Olfice of the Secretary ol the Commission MQ80517 06/05/25 NRC - No 
Data 'led Aihhat ion Given ?p 45709 094-45709 094 

6806060003 Stall requirements memo re Commission 080520 meeting In Rockville, MO 
on discussion/possible vote on full power operating license for plant Full power au 
Ihonzed upon completion of any outstanding prerequisites 

CHlLK.S J, Office ol tho Secretary of the Commission M800520 80/05/31 

STELLO.V Ole of the Executive Director for Operations Ip 45743 093 45743 093 

aaOBo&oiCM Stall requirements memo re Commission 600519 public briefing in 

Rockville.MD ro NAS recommendations lor human factors research activities at NRC 
CHlLK.S J Office of the Secretary of the Commission MBB0519 BB/05/31 

STELLO.V Ofc of tho Executive Director lor Oporation9 Ip 45725 264*45725 264 

8 BOB 130243 Transcript of BB0527 meeting in Rockville.MD re affirmation/ discussion 8 
vote on SECY 8B 102, "Final Backfit Rule " Pp 1-2 
‘Commissioners 80/05/27 7pp 45793 301-45703 307 

8S06130293 Staff requirements memo re Commission 880512 briefing in Rockville.MD 
concerning efforts to license high lovel waste repository & status of dNWRA 
CHlLK.S J Office of the Secretary of the Commission MQB0512B 88/06/06 

STELLO.V Ofc of the Executive Director for Operations PARLER.WC Ofllce of tho 
General Counsel 2pp 45796 176 45796 177 

8 606130333 Informs that Com mission .by 4 0 vote.approved final rule SECY 06 102, 
"Final Backlit Rule" which conforms NRC backlit rulo w/870804 decision of US Court 
ol Appeals for DC during 8B0527 affirmation/dlscussion & vote 
CHlLK.S J Commissioners MQ0O527 88/06/06 PARLER.WC Office of the General 
Counsel Ip 45793 214-45793 214 

5606130342 Transcripts of 880602 briefing on master plan for integrating all severe ac 
adenls issues Pp 1 64 

'Commissioners BB/06/02 B4pp 45706 002 45796 167 

8606130362 Transcript of 880531 briefing In Rockville.MD re human factors program & 
NRC views of NAS recommendations Pp 1-62 Supporting documentation end 
'Commissioners 06/05/31 83pp 45795 094 45795 177 

0506130363 Transcript of 800603 public mooting on DOE briefing on low lovel waste 
programmes! Valley demonstration project & UMTRAP Pp 1-46 
' Commissioners 88/06/03 7Bpp 45796 001-45796 0B1 

6806210344 Staff requirements memo re DOE briefing on low level waste program .West 
Valley Demonstration Project & UMTRAP on 800603 in Rockville.MD 
CHlLK.S J Office of the Secrotary of the Commission M0606G3 88/06/14 
STELLO.V Ofc of the Executive Director for Operations 2pp 45857 192-45057.193 

8806230290 Transcript of 880609 public mooting In Rockville.MD re briefing on status of 
plant Pp 1 -59 Presentation mall end 
‘ Commissioners 60/06/09 90pp 45907 094 45907 185 

3806290266 Transcript of 800609 public meeting In Rockvillo.MD re Implementation of 
NRC Sevore Accident Policy for Future LWRs Pp 1 166 Supporting documentation 
end 

* Advanced Reactor & Generic Issue Branch CD/06/09 199pp 45906 007 
45966 230 

6606300 1 92 Transcript of 880616 briefing In Rockville MO, re advanced LWRs by 
EPRI Pp 1-63, 

* Commissioners BB/06/1G 63pp 45977 062 45977.163 

6B06300296 Transcript of 080620 bnofing on Tech Spec revs in RockvIltOjMD Pp 1-49 
' Commissioners 68/06/20 COpp 45969 2/5 45969 334 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8805120224 Forwards revised ACRS comments on Implementation plan for safely goal 
policy Rev corrects scientific notation used to express frequency of core molt & liketi 
rood of large accidental release 

FflALEY.RF ACRS * Advisory Committee on Reactor Safeguards 88/04/22 
ZECH.LW Commissioners Ip 45668 102-45668 111 

0BO519O3OO Forwards ACRS Subcommittee on Waste Mgl rapt on NRC position pspor 
re applicability of "below rogulatory concern" 6 "do minimis 1 ' concepts to Commission 
policies M Sletndler 860506 memo to D Moeller encl 

FRALEY.RF ACRS Advisory Committee on Reactor Safeguards 80/05/11 
STELLO.V Ofc ol tho Executive Olroctor for Operations 6pp 45660 117-45660 125 

-8805190314 Discussoa ACRS Subcommittee on Waste Mgl GQ0504 mooting ro deci 
slon making for "below regulatory concern," Basic principles tor evaluating below reg 
u I at cry concern levels listed 

STEINOLER.MJ ACRS - Advisory Committee on Reactor Safeguards 88/05/06 
MOELLER, DW NRC - No Detailed Affiliation Given 3pp 45668' 123 45668 125 

6805310061 Forwards ACRS documents for listing on accessions list to be forwarded to 
PDR 

BARNARD.E ACRS - Advisory Committee on Reactor Safeguards BB/05/24 
MCKNSGHT.J Document Control Branch (Document Control Desk) 2pp 45666 100 
45688 1 25 

88053 10068 Forwards ropt of ACRS Subcommittee on Waste Mgl re NRC comments on 
DOE consultation draft site characterization plan for Yucca Mountain, Nevada site Rept 
provided during 8B0505 07 337th meeting 

FRALEY.RF ACRS - Advisory Committee on Reactor Safeguards 80/05/11 
STELLO.V Ofc ol the Executive Director for Operations 5pp 45668 112-45668 116 


0806020332 Transcript of ACRS Subcommittee on Motal Components 880526 meeting 
In Washington, DC Pp 1-220 Supporting documentation encl 

‘ ACRS - Advisory Committee on Reactor Safeguards 00/05/26 277 pp 45720 329 

45721 245 

BB0607D272 Transcript of ACRS Subcommittee on Occupational & Environ Protection 
Sys BB0531 meeting in Washington, DC Pp 1113 Supporting documentation end 

* ACRS - Advisory Committee on Reactor Safeguards 80/05/31 157pp 4S724 1B6 
45724 344 

6006070281 Transcript ol ACRS Subcommittee on Improved LWRa 866531 meeting tn 
Washington, DC Pp 1-188 Supporting documentation encl 

* ACRS - Advisory Committee on Reactor Safeguards 00/95/31 20lpp 45722 202 
45723 1 22 

8806070239 Transcript of ACRS Subcommittee on Thermal Hydraulic Phenomena 
8B0527 opon session in Washingten.DC Pp 1-56 & 252-269 Supporting documenta- 
tion encl 

‘ ACRS - Advisory Commutes on Reactor Safeguards 03/05/27 120pp 45722183 

45722 201 

B0O6O9O248 Transcript of ACRS Subcommittee on Advanced BWR QB0601 meeting In 
Washington, DC Pp 1 284 Supporting documentation encl 

* ACRS - Advisory Committee on Reactor Safeguards 88/06/01 304pp 45765 001 
45766 030 

8606130247 Transcript of ACRS 338 th general moating on 680602 In 

Washington, DC Pp 91-141 Supporting documentation encl 

* ACRS • Advisory Committee on Reactor Saloguards 00/06/0-2 74pp 4577B001- 
45778 076 

880G130249 Transcript of ACRS 338th general moating On 880603 In 

Washington, DC Pp 142-296 Supporting documentation encl 

1 ACRS - Advisory Committee on Reactor Safeguards 88/06/03 177pp 45777 184 
45777 360 

8006130250 Transcnpt of ACRS 338th general mooting on BB0602 in 

Washington.DC Pp 1-90 Supporting documentation one! 

' ACRS - Advisory Committoo on Reactor Safeguards 00/06/02 113pp 45778 077- 
45770 189 

8B06210216 Transcript of ACRS Maint Subcommittee 060615 meeting in 
Washington ,DC Pp 1 186 Supporting documentation oncl 

' ACRS - Advisory Ccmmittoo on Reactor Safeguards 86/06/15 229pp 45836 001- 

45036 229 

68082 10222 Transcript of ACRS Subcommittee on Reliability Assurance 800014 meet 
ing In Washington.DC Pp 1-292 Supporting do cum ante lion encl 

* ACRS - Advisory Committee on Reactor Saloguards 90/06/14 375pp 45830*230 

45037 203 

8B0622O281 Recommends implementation of mservlco Insp plan for BWR pressure vos 
sols discussed at 8B0602 04 330th ACRS meeting Proposed Insp plan desirable to 
maintain appropriate dafonsa in depth 

KERR.W ACRS - Advisory Committee on Reactor Safeguards 88/06/07 ZECH.LW, 
Commissioners fp 45005*195-45895 105 

$006230174 Olscusioa ACRS 337lh maotlng on 880505-07 w/B&W Owners Group to 
review safely & performance improvement program & NRC assessment of 
program Owners group should reconsider certain recommend alions mode by NRC 
KERR.W ACRS - Advisory Commiltoo on Reactor Safeguards IEB-79 27, 88/00/07 
2ECH.LW Commissioners 3pp 45906 359 4590Q361 

0806230231 Comments on 338th ACRS mooting on 880GO2 04 on proposed rulemaking 
actions re 10CFR30.40, & 70 "Emergency Proparednoss (or Fuel Cycto & Other Mali 
Licensees'* & 10CFR5O. "Emergency Preparedness Low Power Op orations " 
KERR.W ACRS - Advisory Commiltoo on Reactor Safeguards 00/06/07 HECH.LW 
Commissioners Ip 45908 229 45903 229 

G0OB23O341 Forwards comments resulting from review of adequacy of proposed priority 
rankings for generic issues listed in oncl Tabto A during ACRS 334th mooting of 
BBC 602 04 Responses to comments In Attachments 2 & 3 requested, 

FRALEY.R F ACRS - Advisory Commiltoo on Reactor Safeguards 1EB-Q5 003, 8B/ 
06/07 STELLO.V Ofc of the Executive Director for Operations llpp 45907.019 
45907 029 

80OB24O165 Comments on proposed revs of 10CFR20, "Stefa for Protection Agaln9t Ra- 
diation," discussed during ACRS 33Bth meeting on 000602-04 NRC commended tor 
rev efforts 

KERR.W ACRS - Advisory Committee on Roactor Safeguards B8/06/07. ZECH.L.W 
Commissioners 3pp 45916 360 45910 362 

8806270026 Discubses ACRS 33Bth meeting on 880602-04 re Subcommittee on Ther- 
mal Hydraulic Phenomena repl concerning reviow of research activities sponsored by 
NRC on roactor thermal- hydraulic phenomena 

WARD.DA ACRS - Advisory Committee on Reactor Saloguards 88/06/07 
ZECK.LW Commissioners 6pp 45029 102-45929 108, 

BBQ6270161 Discusses ACRS 338lh meeting on 880602 04 re NRC proposed rule 
10CFR52 which would provido for issuance of early stte permits, aid design certifica- 
tions & combined CPs & conditional OLs for nuclear power reactors 
KERR.W ACRS - Advisory Committee on Roactor Safeguards 68/06/07 ZECH.LW 
Commissioners. 2pp 45929 109 45929 110 

0806280173 Transcript of ACRS Subcommittee on Advanced Reactor Designs 860622 
meeting In Washington.DC Pp 1 259- Supporting documentation encl 

* ACRS - Advisory Committee on Reactor Safeguards 80/06/22 280pp, 45961 088- 
45962 007 

B8Q62B0176 Transcnpt ol ACRS Subcommittee on Thermal Hydraulic Phenomena 
890621 open session In Washington.DC Pp 1-102 Supporting documentation one) 

* ACRS - Advisory Committee on Reactor Safeguards 80/C6/21 115pp 45962000 
459G2 122 
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286 NONDOCKETED ITEMS 


ADVCW NRC ADVISORY COMMITTEE 


8306 020293 Transcnpt of 030414 Advisory Panel for Decontamination of TMI-2 public 


meeting in Lancaster, PA Related info end Pp 1-100 
* Advisory Council for Decontamination of TMI 
45708 314 


I Unit 2 86/04/14 170PP 45708 145- 


COMMISSION NRC COMMISSEONERS 


8805260283 Forwards 35th quarterly status rent on emergency preparedness for nucle- 
ar power plants for Jan War 1988 NRC unable to realistically forecast licensing sched 
ufe forShoreham & Seabrcok since preparedness Issues unresolved 
ZECH.LW Commissioners 89/05/ 18 BREAUX, J B Senate, Environment & Public 
Works 6pp 45704 306 45704 31 1 


8606070133 Responds to 88041 B Itr re rept on SA White/TVA mailer Advises IN 
NRC conclusion re dept adherence to position set forth In Bolton 8B020& Itr Is ttn'jv 
incorrect 

TOENSING.V Justice, Dept of, Attorney General, Office of 88/04/29 ZECH.LV 
Commissioners 3pp 45745 089 45745 091 

8006070167 Forwards responses to two addl questions lhat concern NRC licensing- n 
sponsibililles re shipments of radioactive mails, per 060328 hearing on DOE RT 
budget request for Ofc of Civilian Radioactive Wasto Mai 
BRADBURNE.JC Congressional Affairs, 88/05/26 MURKOWSKI.F H Sena's Jfr 
45744 106-45744 108 

8006070249 Weekly info rept for wk ending 800527 
REHM.T A Ofc of the Executive Director for Operations 08/06/01 29pp 4574425. 
45744 280 


8806020117 Responds to recipient 880429 hr re proposed rule 10CFR50 changes re 
emergency planning requirements for fuel loading & initial low power 
operations Comment period extended 15 days Served on 880525 
ZECH.LW Commissioners 53FR16435 00/05/24 MAVROULES.N House of flap 
2pp 457 1 3 25 8 45713 260 

-8006020127 Comment opposing proposed rule 10CFR50 re emergency planning rules 
releasing need 1o install siren warning sys prior to c blaming low power license 
MAVROULES.N House Of Rep 53FR16435 88/04/29 ZECH.LW Commissioners 
Ip 45713 260-45713 260 


B0O6O8OQOO Forwards rept on nondisclosure of safeguards info for quarter 
800331 .per Section 207(a) of Public Law 96-295 of 800630 W/88D601 release rr*m 
ZECH.LW Commissioners 00/05/20 WRIGHT.J House of Rep BUSH.QH Sw*4'i 
President of the Senate 7pp 45757 091-45757-097 

8606000026 Informs that Commission has not made decision re resumption of plar.l ci 
orations & will not proceed until issues addressed satisfactorily NRC evaluate* < 
direct torus vent sys will determine need for environ assessment 
ZECH.L W Commissioners 88/05/27 STUDDS.G E House of Rep 4pp 45764 1* 
45784 1 46 


8806020205 Weekly info rept for wk ending 080620 
REHM.T A Ofc of Ihe Executive Director for Operations 88/05/26 28pp 45710097- 
45710.124 

8006020282 Responds to recipient 880503 itr ro proposed change to proposed rule 
10CFR5Q re emergency planning requirements for fuel loading & initial low power 
operations Served on 880525 

2ECH.L.W Commissioners 53FR16435 08/05/24 MARKEY.E J House of Rep 2pp 

45713 323-45713 326 

8606030355 Responds to 800426 Itr requesting info re NRC policies & procedures con- 
cerning differing prof opinions W/o end NRC Manual Chapler 4125, “Differing Prof 
Opinions,” NUREG 1290, errata sheet & NUREG 1290 addendum 
ZECH.L.W Commissioners 88/05/13 AHEARNE.J F Affiliation Nol Assigned Ip 

45714 166 45714 157 

-0006030359 Requests Info ro NRC policy on differing prof opinions, Including any NRC 
policy slate men t on other formal codificatlonjnfo on whether format codification used 
& if so, whether Com muss ion has favorable or unfavorable view 
AHEARNE.J F Affiliation Not Assigned 88/04/26 ZECH.L Commissioners Ip 
45714 157-45714 167 

8806070099 Forwards responses to questions contained In 880420 itr re fitness (or 
duty.backfit & design basis throat 

ZECH.LW Commissioners 88/05/20 GEJDENSON.S House of Rep , Interior & In- 
sular Affairs topp 45743 180 45743 19-1 

-8008070103 Requests status of issues at great interost to Subcommittee on General 
Oversight & fnvostlgalrons Responses to listed questions ro fitness for duty.backfit & 
revs to design basis threat for commercial plants needed by 800521 
GEJDENSON.S House of Rop, Interior A Insular Affairs. 08/04/20 ZECH.LW Com- 
missioners 2pp 45743190 45743191 

0806070104 Advises that NRC will testify at 600421 hearing re 7VA nuclear reactor 
program Understands thal DOJ has not made decision on whether prosecution 
warranted NRC proceeding to consider whether civil enforcement action warranted 
ZECH.LW. Commissioners 80/04/18 MEESE.E Justice, Dept of, Attorney General, 
Office Of 2pp 45745 074-45745 075 

0806079108 Forwards responses to GAO recommendations In rept, "Action Needed to 
Ensure That Utils Monitor & Repair Pipe Damage" NRC will inspect selected plants 
by Oct 1908 to determine adequacy of individual plant programs 
ZECH,LW Commissioners 88/05/31 SHARPER House of Rep., Enorgy & Com- 
merce 5pp 45744 220 45744 224 

0806070108 Forwards responses to GAO recommendations In rept, "Action Needed to 
Ensure That Utils Monitor & Repair Pip-o- Damage,” NRC will inspect selected plants 
by Oct 1906 to dotermmo adequacy of individual plant programs 
ZECH.LW Commissioners 88/05/31 SHARP, P.R House of Rep, Energy & Com 
merce Ip 45823 107-45823:1 7S 

“8006160396 Forwards responses to GAO recommendations In rapt, "Action Needed 
to Ensure That Utils Monitor & Repair Pipe Damage," per statutory obligation to re 
spend to recommendations made by GAO within 60 days. 

ZECH.LW Commissioners 08/05/31 GLENNJ Senate, Governmental Affairs Ip 
45823 168 45023 168 

“ 8806160 399 Forwards responses to GAO recommendations fn rapt, “Action Needed 
to Ensure that Utils Monitor & Repair Pipe Damage," per statutory obligation to re 
spend to recommendations made by GAO within 60 days 

ZECH.LW Commissioners 88/05/31 BROOKS, J House of Rep, Government Oper- 
ations Ip 45623 169-45023 169 

“0006160497 Forwards responses to recommendations made in GAO rapt, "Action 
Needed to Ensure That Utils Monitor & Repair Pipe Damage/' per statutory obligation 
ZECH.LW, Commissioners 80/05/31 BREAUX,JB Senate, Environment & Public 
Worke Ip 45823:170 45823 170 

*-8806160416 Forwards responses 1o recommendations In GAO rapt, "Acllon Needed 
to Ensure That Utils Mpnltof & Repair Pipe Damage,” per statutory obligation 
ZECH.LW. Commissioners, 80/05/31. UDALL.MK Houso of Rep, Interior 0 Insular 
Affairs Ip 45023171 45823-171 

-“8806160426 Forwards responses to GAO recommendations In rept, "Action Needed 
to Ensure That Utils Monitor & Repair P-ipe Damage," per statutory obligation 
ZECH.LW. Commissioners 80/05/31 BOWSHtR.CA General Accounting Office 
Ip 45023*172-45823 172 

-6806160431 Forwards responses to GAO recommendations In repl, “Action Needed 
to Ensure That Utils Monitor & Repair Pipe Damage " 

ZECH.LW, Commissioners 88/05/31 MILLER, JC Office of Management & Budget 
4pp. 45823 173 45823 176 


“0806080038 Requests response to author shock & dismay at Commissioners remark 
that plant should be allowed to resume operations despite fact that full public parte 
pation has not occurred & plant safety & operation items remain unresolved 
STUDDS.G E House of Rep 08/05/09 ZECH NRC - No Detailed Afthaton G\fe 
3pp 45704 144-45784 146 

8806000029 Clarifies position of NRC ro FY68 participation In Small Business Innovate 
Research Program NRC supports program & program goal of fostenng lochnolog^ 
advances by small business community 

ZECH L W, Commissioners 88/05/24 CONTE.SO House Of Rap 2 pp 45757101 
45757 110 

-8006080032 Requests that Small Business Innovation Research solicitation be is-we 
& FY00 awards be made so that NRC can resume active participation In proorr 
CONTE.SO House of Rep 00/03/07 ZECH.LW Com mis si oners 2pp 45757 1 Cr 
45757 1 10, 

6806080179 Clarifies NRC position ro inability to participate In small business Innovi'-i 
research program for FYB8 duo to budget constraints & legal concern about vtolite' 
Competition In Contracting Act of 1984 NRC expected to participate In FV09 
ZECH.L W Commissioners 08/05/24 BUMPERS, D Senate, Small Business ipf 
45784 147*45784 154 


-8806000193 Requests explanation of situation re NRC discontinuing participation i 
small business Innovation research program, per oncl RH Shano 680219 hr to 1 
Stello Concern re locality of any proposed unilateral action expressed W/o Hr 
BUMPERS, D Senate, Small Business 88/02/16 ZECH.LW Commissioners if 
45784-151-45784 151 

-8806080203 Requests corrective measures proposed by NRC to correct present prs 
gram deficiencies & reduce severity of Impact of actions on small business Inncvi'Oi 
research program & on small business, per PL 97-219, by 880301, 

SHANE.R J Small Business Administration 88/02/19 ZECH.LW Comml^sjoneri 
3pp 45784 152 45704,154 

0806130191 Responds to 8BD429 Itr re proposed change to NRC emergency pUrmA 
rules w/raspect to requirements for fuel loading & Initial low 
operations Commont period on rule extended unlit 880023 

ZECH.LW. Commissioners 08/05/27 HUMPHREY, G J Sonata Ip 45793 3W 
45793 340 

-8006130195 Requests proposed rule change a staff recommendation ro amend » 
10CFR4O 47(d) List of communications re subj rule change also requested 
HUMPHREY, GJ Senate 08/04/29 ZECH.LW Commissioners 2pp 45T&3 339 

45793 340 

8006130345 Nominates P Dwyer for outstanding handicapped federal employee 
for 1988 Narrative stetemGnt.biographical data, signed release slaUrnionl & phokj 
graphs end W/o photographs 

ZECH.LW. Commissioners 80/05/27 Office of Personnel Management 

45794 356 45794.359 

6606140285 Forwards Commission responses to questions posed by Senator Miki/lk 
per 6804 1 5 Hr ro facility restart Responses wifi be made part of record ol convnhet 
680302 hearing on NRC FY89 budget request 

ZECH.LW Commissioners 88/05/27 BREAUX, J B Sonata, Environment & PubS* 
Works 34pp 45803 020 45803-061, 

8806160338 Weekly Info rept for wk ending 080603 
REHM.T A Ofc of the Executive Director for Operations. 88/06/00 25pp 45823 315 
45023 339 

6B-06160408 Ack receipt of 800520 Itr re issues on NRC fnvas ligation of statement! 
made by TVA In correspondence w/NRC Views expressed in Hr will be consKtere^ 
along w/all olher Info re subj matter 

2ECH.LW Commissioners 88/06/03 CHARNOFF.G Shaw, Pittman. PoltsATrc* 
bridge Ip 45823 207-45023 287 

0806170157 Responds to 880503 Itr re Bulletin 5101-7, “PoJksy for Contracting on Non 
competitive Basis W/Former NRC Employees," & potential Impact on contract 
awarded under SBA policies Bulletin will not adversely affect lmplemonta.t>on 0 
potlcy 

ZECH.L W Commissioners 88/06/03 LAFALCE.J J House of Rep 2pp 45827 349 
45827 356 


-8006170168 Requests NRC review problem anslng a9 result of BullaUn 6107-1 la de- 
termine whether chanqe in policy appropriate to further goals & purposes of SBA 6<aJ 
program Viking Sys Inti Itr & bulletin end, „ , _ 

LAFALCE.J J House Of Rep FIN D-1762 NRC-03 07-028 60/05/03 ZECH.L Cotn- 
missloners 6pp 45827 351-45827-356, 
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6806170179 Informs that NRC strongly supports legislation HR 46t2, “Federal Employ- 
ees Lability Reform & fort Compensation Act of 1988," & urges prompt passage ol 
sub) legislation 

ZECRLW. Commissioners 88/05/31 RODINO, PW Houso of Rep, Judiciary 
BEVILL.T House of Rep , Appropriations OINGELL.J House ol Rep , Energy & Com- 
merce lOpp 45825 337-45825 346 

6606290127 Weekly info rept lor wk ending 080610 
REHMJ A Ofc of the Execulive Oirector for Operations 08/06/16 32pp 45956 246 
45956 2 7 7 

6806300300 Weekly info rept lor wk ending 860617 
REHM.T A Ofc of the Executive Director for Operations 88/06/22 31 pp 45969 336- 
45970 006 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 

8806020 1 36 Notification of contract execution.Mod 4,to "Charleston Earthquake Re- 
search Program " Contractor Law Engineering Testing Program 
DORSEY, M Contract Administration Branch NRC 04 85 112 08/05/25 GUSTAVE, R 
Program Management, Policy Development & Analysis Stall (Post 870413} 
ZURFLUEN.E NRC - No Detailed Affiliation Given Ip 4S70D 130 45709 132 

-8806020143 Mod 4,providmg for no co9l extension to afford sufficient time for detailed 
review of draft final ropt by NRC & completion of final rapt, per NUREG specs, 
“Charleston Earthquake Research Program " 

WHITE, R M Law engineering Testing Co WlGGINS.EJ Division of Contracts 
(670413-080514) NRC 04 85-112 80/05/25 2pp 45709 131-45709 132 

0806028153 Notification of contract execution.Mod B.to "Georgla/Atabama Regional 
Selsmo graphic Network " Contractor Georgia Tech Research Corp, Georgia Inst of 
Technology. 

MEEHAN, & Contract Administration Branch FIND-1598 NRC-04-85 122 80/05/25 
GUSTAVE.FL Program Management, Policy Development & Analysis Staff (Post 
870413). ZURFUJEH.E NRC - No Detailed Affiliation Given Ip 45710170- 
45710172 

“8806020155 Mod S.exercising option to extend contract period of performance for I yr 
& increasing contract colllng.to "Georgia /Alabama Regional Seismographs Network " 
GEDNEY.M Georgia Institute of Technology, Atlanta, GA WIGGINS.E J Division of 
Contracts (870413 880514) FIN D 1598 NRC-04 05 122 08/05/25 2pp 45710 171* 
45710 172 

8606020164 Notification of contract execution.Mod 13, to "Program to Support Operator 
Ucensmg Activities " Contractor Sonalyst, tnc 

BELL.S Office of Administration & Rosourcos Management, Director (Post 070413), 
FIND-1332 NRC 03 00 054 00/05/25 BAJWA.S S Planning, Program & Manage 
irienl Support Branch (Post 070411) PULSIPHER, K NRC No Dotalted Affiliation 
Given ip 45704 351-45704 352 

-38060201.66 Mod 13, adding listed Individuals to Section H 1 of koy personnel clause 
to, "Program to Support Operator Licensing Activities * 

' Sonalysts, tnc HAGAN ,T F Division of Contracts & Property Management (Post 
680515) FIND-1332 NRC-03-B6 054 80/05/25 Ip 45704 352 45704 352 

8806020276 Notification of contract execution.Mod 6, to "Cooperative Human Reliability 
Evaluation Program " Contractor NUS Corn 

MEEHAN, B Contract Administration Branch FIND-1612 NRC 04 86*104 00/05/24 
GUSTAVE, R Program Management. Policy Development & Analysis Staff (Post 
870413) RYAN.TG NRC - No Delailod Affiliation Given Ip 45710 001-45710 004 

“6006620279 Mod 6, increasing contract celling amount.oxtendmg period of porlorm 
ance & adding Task 8, to "Cooperative Human Reliability Evaluation Program " 
EDMONSON.LR NUS Corp WlGGINS.EJ Division of Contracts (B70413 800514) 
FIND-1612 NRC 04 86 104 00/05/24 3pp 45710 002-45710 004 

8606020320 Notification of contract execution.Mod 13, to "Conventional Sys Develop 
ment ” Contractor Malhtochjnc 

VELEZ, R Contract Administration Branch FIN B-1403 NRC-33 86-263 BB/05/2G 
EYSYMONTT.G Division of Computer & Telecommunications Sorvlces (Post 870413) 
DOLLECK.A NRC - No Detailed Affiliation Given Ip 45710 100 4 5710 102 

-8806020321 Mod 13, extending contract expiration date through 890 131, to "Conven- 
tional Sya Development " 

RIORDAN.BJ Mathtech, Inc EDGEWORTH.PJ Division of Contracts (070413 
B80514) FIN B-1403 NRC 33-80*263 88/05/20 2pp 45710 101-45710 162 

B8Q6030002 Notification of contract execution.Mod 14, to "ADP Sya Development" 
Contractor Sys Automation Corp. 

QELL.S Contract Administration Branch FIN B 0166 NRC-33 07-224 00/05/25 
EYSYMONTT.G P Division of Computer & Telecommunications Services (Post 
070413) SULLIVAN, J, NRC - No Detailed Affiliation Given Ip 45725 216 45725 217 

-6806O3OOO7 Mod 14,provldlng Incremental funding, to "ADP Sys Development" 

* System Automation Corp HAGAN,! F Division of Contracts (870413 6B0514) FIN 
B 8168. NRC 33-87-224, 00/05/25 Ip 45725 217*45725 217 

6808030023 Nollftcalion ol contract execution.Mod 10, to "Radiation Monitoring Program 
Ftoauireriienls " Contractor State of LA Dept of Environ Quality 
KNOX.E. Contract Administration Branch FIN B 8502 NRC-3 1-03-069 06/03/17 
FOSTER.W H Region 4. Ofc of the Director NICHOLAS. J B NRC • No Detailed Affili- 
ation Given Ip. 45725 224-45725 225 

-8006030046 Mod lO.maklng administrative clarification that one half funds for CYG0 
p-rovlded.lo "Radiation Monitoring Program Requirements " 

SMITH.J A Louisiana, State of WlGGINS.EJ, Division of Contracts (070413 8B0514) 
FIN B-8502. NRC 31-83 669. 80/03/17 Ip 45725 225-45725 225 

0BO6O3O241 Notification of contract execution "Signal Cable Installation In NRC Occu 
pled Space," awarded to Business Communication Contractor&Jnc 
DEMARCO, D Division of Contracts (070413 800514) NRC-1DBB 173 80/05/10 
MATTIA.M J. Division of Contracts (070413-800514), FISHER. L NRC - No Detailed 
Affiliation Given Ip 45714.172-45714 234 

“8806030246 Contract "Signal Cable Installation In N RC-Occupled Space." awarded to 
Business Communication Contractors.lnc 

• Business Communications Contractors, Inc THOMPSON.R D Division of Contracts 
(870413-880514) NRC-10-00-173 80/05/18 62pp 45714 173 45714 234 


8806030249 Notification of contract execution, Mod 0,to "Preventive, Remedial & On- 
Call Maint ol Data General Computers & Peripheral Equipment " Contractor Computer 
Engineering Assoc tnc 

VELEH.P Contract Administration Branch FIN B-16B3 NRC-33 06-276 88/05/2G 
SCOTT.S Division of Information Support Services (Post 070413) SEEHERMAN.J 
NRC - No Detailed Affiliation Given ip 45715 14? 45715 160 

-8806030253 Mod 8, modifying equipment list for SYSTEMS C & Willste & decreasing 
contract ceiling, to "Preventive.Remadlal & On-CaSi Maint of Data General Computers 
6l Peripheral Equipment " 

KEYS, PR Computer Engineering Associates, Inc EDGEWORTH, P J . WlGGINS.EJ 
Division of Contracts (870413 000514) FIN B 1663 NRC-33-06-276 00/05/26 13pp 

45715 14B 45715 160 

8006030258 Notification of contract execution.Mod 12, to "Technical Assistance m Sup- 
port of NRC Licensing Activities " Contractor Science Applications Int! Corp 
FIELDS.J Contract Administration Branch FIN D-1776 NRC-03 97 029 80/05/25 
BAJWA.S S , WEST.S OKice of Nuclear Reactor Regulation, Diroctor (Post 870411) 
LOIS.E Office of Nuclear Regulatory Research. Director (Post 060720) Ip 

45716 101 45715 164 

-8805030263 Revised Mod 12, providing Incremental funding, to "Technical Assistance 
in Support ol NRC Licensing Activities* 

* Science Applications International Corp (formerly Science Applications, Inc) 
RAGANJF Division of Contracts (0704 13-88051 4) FIND-1778 NRC 03*87-029 00/ 
05/26 3pp 45715.162-45715 1 64 

8806000017 Notification of contract execution.Mod 12, to "Info Mgt for NRC Operation 
Ctr " Contractor Phoenix Assoc.lnc 

HUGHES, A Contract Administration Branch FIN B 0709 NRC 05 83-218 08/05/31 
SCOTT.S S Division of Information Support Sorvlces (Post 670413) 
FENSTERSTOCK.J NRC * No Detailed Affiliation Glvon Ip 45757 QB8 45757 099 

-0806000020 Mod 12,decreas!ng celling amount & amount obligated by Commission as 
lisled.to "Info Mgt for NRC Operation Ctr ” 

FENSTERSTOCK.J Phoenix Associates, Inc EDGEWORTH,?. Division o! Contracts 
(070413 800514) FIN B 0709 NRCO503218 BB/05/31 Ip 46757 009 45757 099 

8806000134 Notification ol contract execution.Mod 9,to "Radiation Monitoring Program 
Requirements " Contractor Bureau of Radiation Control, Topeka ,KS 
KNOX.E Contract Administration Branch FIN B-B510 NRC31-H4-502 00/09/02- 
MEYER, DM Region 4, Ofc of the Director NICHOLAS.J.B NRC - No Detailed Affili- 
ation Given Ip 45757 130 45757 132 

“8806080153 Mod 9, providing FY08 funds for remaining six months of CY88, to "Radi- 
ation Monitoring Program Require rm/rls 11 

4 Kansas, State of. RAGANJF Division of Contracts (07O413-B0O51 4) FIN BG51G 
NRC-31-04-502 08/06/02 2pp 45767 131 45757 132 

8006080177 Notification ol contract execution.Mod I0,to "Radiation Monitoring Program 
Requirements" Contractor State of CO Dopt of Health, 

KNOX.E Contract Administration Branch FIN BB501 NRC-3183 66B 00/00/02 

MEYER.D M Region 4. Ofc of the Director NICHOLAS, J EL NRC - No Dotailod Alfill 
ation Given Ip 45757 133 45757-135, 

“8800080187 Mod to, providing FY8S funds for remaining 6-monlh period for CY86,to 
"Radiation Monitoring Program Require merits " 

4 Colorado. Slato of, HAGAN JF Division of Contracts (870413-800514) FIN B 0501. 
NRC-31-03‘668 80/06/02 2pp. 46767 1 34-45757 135 

0005000291 Notification of contract execution.Mod 1 1 .to "Radiation Monitoring Program 
ftecjutramanls " Contractor Stale of LA Dept of Environ Quality 
KNOX.E Contract Administration Branch, FIN B 0502 NRC 31*03-669. BO/06/02 
FOSTER.W.H Region 4, Ofc of the Director NICHOLAS, J B NRC - No Delailod AM 
alien Given Ip 45757,016-45757 010 
• 

--80OBOBQ294 Mod 11 .providing FY8S funds for remaining 0-month period of CY©8,to 
"Radiation Monitoring Program Requirements " 

* Louisiana, State of HAGAN.T.F Division of Contracts (070413 060514) FIN B- 
8502 NRC 31-03 669. 00/06/02 2pp. 45757.017 45757 016. 

8006090097 Notification of contract execution, Mod 5, to "Cooperative 

Agreement Environ Surveillance (or Measuring Concentrations of Radioactivity & Radi- 
ation Levels in Environ Commission Licensed " Contractor Siato of NE Dept of 
Health 

KNOX.E Contract Administration Branch. FIN B-3503 NRC-31 86 330, BB/0B/Q2 
MEYER.D M Region 4, Gfc of the Director NICHOLASES NRC - No Detailed Affili- 
ation Given Ip, 45784 155-45704 167. 

“8606090102 Mod S.provlding FY8B funds for remaining 6-month period ol CY88, to 
"Cooperative Agreement Environ Surveillance for Measuring Concentrations of Radio- 
activity & Radiation Levels fn Environ of Commission Licensed Aclivllios ..." 

* Nebraska, State of, HAGAN, TF Division o( Contracts (070413 880514). FIN B- 
8503, NRC-3 1-06 330 88/00/02 2pp 45784 156-45784 157. 

8806090245 Notification of contract execution "Physical Dependencies In Accident Se- 
quence Analysis," awarded to MIT 

UMBEL, D Division of Contracts (670413-880514) FIN G-1135 NRC-04 00 143 80/ 
05/10. GUSTAVE.R.P. Office of Nuclear Regulatory Research* Director (Po3t 860720) 
RASMUSON.D NRC - No Detailed Affiliation Given. Ip. 45704 260 45784 253 

-8006060249 Contract 4 "Physical Dependencies In Accident Sequence Analysis," 
awarded to MIT. 

HARRIGAM.DJ Massachu soils Institute ol Technology, Cambridge, MA 
THOMPSON.R D. Division of Contracts (070413-000514) FIN G-1135 NRC-04-B8- 
143 80/05/10 3pp 45784-251-46704 253 

8800090208 Notification ol grant execution. "Tenth Inti Conference on Structural Mo 
chanics to Reactor Technology (SMtRT-10)," awarded lo Amorican Assoc for Structur- 
al Mechanics in Reactor Tocnnotogy 

DEMARCO, DA Contract Negotiation Branch-2 FIN G-1120 NRC-04-88-144 00/05/ 
12 GUSTAVE, R Program Management, Policy Development & Analysis Staff (Post 
070413) HOSKfNS.R NRC - No Delailad Affiliation Given Ip 45784.137-45784,139 



288 NONDOCKETED ITEMS 


-0806090294 Grant "Tenth Inll Conference on Structural Mechanics in Reactor Tech 
nology (SM1RT-10)," awarded to American Assoc for Structural Mechanics m Reactor 
Technology _ u . 

HADJIAN.AH American Associalion for Structural Mechanics in Reactor Technology 
THOMPSONS D Division of Contracts (870413 8B0514) FIN G-1128 NRC 04-08 
144 88/05/12 2pp 45704 130 45704 139 

8800130146 Notification of contract execulian.Mod 1,lo "Signal Coble Installation in 
NRC Occupied space " Contractor Business Communication Conlractors.lnc 
DEMARCO, D Division, of Contrads (070413 890514) NRC-39-80 173 88/06/01 
MATTIA.MJ Division of Conlrac Is (070413 880514) FISHER.L NRC No Detailed 
Affiliation Given Ip 45796 247-45796 246 


-8808130159 Mod 1 .correcting program otc identification number used in contract 
number from NRC-10 88 173 to NRC-39 80 173,1o “Signal Cable Installation in NRC- 
Occupied Space" 

■* Business Communications Contractors, Inc SMITH, PA Division of Contracts 
(870413-880514) NRC-39 88 173 08/06/01 Ip 45796 24 8 45790 240 


-8806170199 Mod 5, providing incremental funds, to "Assessment & Application of r |, «r- 
mal Hydraulic Phenomena for Severe Accident Decisions " 

* California, Univ of, Santa Barbara, CA EDG E WORTH, PJ Division of Central 
(070413-600514) FIN D-1J41 NRC 04-87-396 00/06/06 2pp 45027 359 4 5027 360 

8006170230 Notification of contract execution, Mod 2,lo “'Assess NRC Policy & PrtOi- 
dures for Work Performed by DOE Natl Labs" Contractor SBA SubcorWacitx liv--^ 
Burlon Assoc.lnc 

SMITH.PA Division of Contracts (070413 080514) NRC 39 68 229 6VQ1W 
MASON,E Policy & Program Managomenl Staff (Post 670413) HALM AN, E L NRC 
No Detailed Affiliation Given Ip 45020 346 45028 340 

-B806170232 Mod 2,mcroasing total estimate cost.to "Assess NRC Polcy & Proce- 
dures for Work Performed by DOE Natl Labs " 

IVORY.BJ Small Business Administration BURTON,! l/ving Burlon Associates l-c 
THOMPSON, R Division of Contracts (070413-800514) TIN D-2350 NRC 39 68 2Z3 
80/04/07 2pp 45820 347 45020 340 


8800 130207 Noliflcation of contract execution.Mod C.to "Lease of Telecommunication 
Equipment " Contraclor AT&T Info Sys 

FLYNN, MJ Contract Negotiation Branch-1 NRC 33-07-230 00/05/10 
EYSYMONTT.G Division of Computer & Telecommunications Services (Post 070113) 
ip 45796 1B0 45790 223 

-8806130211 Mod 6, delimiting contract as listed, to "Lease of Telecommunication 
Equipment " 

EllSH DURBIN, V AT&T Information Systems HAGAN, T F Division of Contracts 
(870413 880514) NRC-33-87-239 80/05/10 33pp 45796 191-45796 223 

0006130283 Notification of contract execution.Mod 2,to "Purchase of Electronic Tele 
phone Instruments " Contractor To le-Com Products, Inc 

VELEZ, P Contract Administration Branch FIN 0-1 883 NRC-39 08 177 88/05/26 
EYSYMONTT.G Division of Computer & Telecommunications Services (Post 070413) 
WOOPALL.K NRC - No Detailod Affiliation Given Ip 45793 195-45793 19/ 

-0806130294 Mod 2,raising contract ceiling & obligated amounts to cover authorised 
expedited shipment changes under Mod 1,to "Purchase of Electronic Telephone In 
struments " 

DEALMEIDA,T Tele Com Products, Inc EDGEWORTH, PJ Oivision ol Contracts 
(070413-080514) FIN D 1B83 NRC 39 08 177 00/05/20 2pp 45793 196 45793 197 

8006130319 Notification of contract execution, Mod 1 .to “Local Telephone Svc for 
Yankee Rowo, Vermont Yankee.Mamo Yankee, Pilgrim & Seabrook Resident Sites” 
Contractor Now England Telephone Co 

DORSEY.M Contract Adminisl ration Branch FIN C-1012 NRC-28-8B 26B 68/06/01 
GODY.A Region 1. Ofc of the Director YATCZILLA.G NRC - No Detailed Affiliation 
Given Ip 45795 021 45795 023 

-0806130325 Corrected Mod 1, restoring funds that was deobligaled & providing final 
Increment of funding to contract, to "Local Telephone Svc for Yankee Rowe, Vermont 
Yankee, Maine Yankee, Pilgrim & Seabrook Resident Sites" 

* New England Bell Telephone Co HAGAN, T F. Division of Contracts (670413 
060514) FIN C 1012 NRC-28 08 268 60/06/01 2pp 45795 022 45795 023 

0806130359 Notification of contract execution, Mod 12,to "Operations & Matnl of Info 
Technology Svcs Training Lab " Contractor Graduate School, USDA 
VELEZ, P Contract Administration Branch NRC 10-06 213 BB/06/02 GOLDMAN.PJ 
Ofc of Personnel (Post 070413), POOLE.G NRC No Detailed Affiliation Given Ip 
46795 048 45795 051 


-8Q06130375 Mod 12, Incorporating addl scope course presentations & extending period 
of performance to 060616, to "Operation & Mamt of Info Technology Svcs Training 

Lab “ 


POOLE.GR Agriculture, Depl of, Graduate School, Washington, DC WIGGINS, EJ 
Division Ol Contracts (870413 B80514) NRC 10 86 213 00/06/02 3pp 45795049 
45795 051 


0806140117 Notification of contract execution, Mod 25, to "Technical Assistance for Fa 
ci lilies Requiring Special Assistance " Contractor Parameter, Inc 
MEEHAN.B Con tract Administration Branch FIND-2101 NBC-05 06 156 88/06/06 
RICHARDSON.S D Ofc of Special Projects CORLEY.DJ NRC - No Detailed Alfili 
a lion Given Ip 45796 359-45796 360 

-8006140124 Mod SS.providlng incremental funding, to "Technical Assistance for Facili 
ties Requiring Special Assistance" 

• Parameter, Inc HAGAN, T F Division of Contracts (B70413 B0O514) FJN 0-2101 
NRC-05-06-156 B8/06/06 Ip 45796 360 45796 360 

0006140146 Notification of contract execution.Mod 7.to "Audiovisual 
Equipment, Purchase & Installation at One Whit© Flint North" Contractor Maryland 
Sound Industries, Inc 

PAGE.M Contract Administration Branch FIN D 2465 NRC-10 67-211 06/05/ 16 
GRIMSLEY,D Division of Publication Services (070413-880514) LINDSAY, R NRC 
No (Detailed Affiliation Given Ip 45003 174 45003 176 

-0806140154 Mod 7,aulhori2lng Installation of two court reporter feeds in 18th floor 
conference room & extending contract torn to 8Q0701,to "Audiovisual 
Equipment, Purchase & Installation at On© White Flint North " 

• Maryland Sound Industries, Inc HAGAN.TF Division of Contracts (870413-880514) 
FIN D-2465 NRC-10 67-211 08/05/16 2pp 45803 175-45803 176 

0806100345 Notification of contract execution.Mod 12,to “Ofc Moving Svcs" 
Contractor.5 BA Subcontractor Alliance Moving & Storage, Inc 
HAGEY.H Contract Administration Branch NRC-10 06-255 80/04/25 MATTIA.MJ 
Division of Facilities & Operations Support (87041 3 8B0514) ESTEP.G NRC * No Do 
tailed Affiliation Given Ip 45823 346 45B23 348 

-6806160350 Mod 12, Increasing contract ceilmg.to "Ofc Moving Svcs" 

SWAILES.M P Small Business Administration RILEY, J A Alliance Moving & Storage, 
Inc WIGGINS.EJ Division of Contacts (870413 060514) NRC-10-86 255 08/04/25 
2pp 45023 347 45023 340 

8006170192 Notilicatiun of con! met c*xPcu1ioii,Mod 5. to 4 Assessment & Application of 
Thermal-Hydraulic Phenomena for Severe Accident Decisions " Contractor Univ of CA 
FIELDS, J Contract Admimslrai 1 on Branch FIN D 1341 NRC 04 87-396 00/06/06 
SHERON.B W Division of Reactor & Plant Systems (870413 880716) ELTAWILA.F 
NRC - No Detailed Affiliation Given Ip 45827 358-45827 360 


8806210202 Notification of contract exocution.Mod 4, to “Assess NRC Policy & Proce- 
dures for Work Performed by DOE Natl Labs ' Contra ctor SBA Subconliac lor Iwng 
Burton Assoc.lnc 

SMITH.PA NRC No Detailed Affiliation Given NRC 39 88 229 &0/GV27 
MASON, E Policy & Program Management Staff (Post 870413) HALMANEl NRC - 
No Detailod Affiliation Given Ip 45058 301-45850 304 

-8806210213 Mod 4,Qxten<tmg contract w/o cost.to "Assess NRC Policy A Prccoduti 
for Work Performed by DOE Nall Labs " 

SWAILES.M P Small Business Administration BURTON,! Irving Burton Assouan 
I nc THOMPSON, R D NRC No Dotailod Affiliation Given NRC 39 00 229 88/05/2T 
3pp 45858 302 45050 304 

0006210320 Notification of contract exocution.Mod 1,to “Environ Degradation olO,6* 
pack Mails " Contractor Cortest Columbus, Inc 

DORSEY.M Contract Administration Branch FIN D 1692 NRC 04 B7-06D 08/M/ 13 
ARLOTTO.G Division of Engineering Safely (860720-070413) BOOY,E NRC 
Detailed Affiliation Given Ip 45859 051 -1505D 065 

-8806210343 Mod 1 .adding incremental funds for rY00,rovisinq slatomonl ol work 8. 
changing project officer to "Environ Degradation of Overpack Malls " 

THOMPSON, NG CorTost Columbus, Inc WIGGINS.EJ Division or Con!/*:ti 
(070413 880514) FIN D 1692 NRC 04-07 069 00/06/13 14pp 4585905*- 
45059 065 

B806210391 Notification of contract oxecution.Mod 14, to "Facilities Mg I of P 63 4, Mar, 
land Nall Bank Bldg & White Flint North Compuler Fac4t« 

Contractor SBA Subcontractor Konrob a Assocs.lnc 

MEEHAN.B Contract Administration Branch NRC 33 86 279 G9/0G/1G MAGEE W A 
Division of Information Support Services (Post 870413) KING.M NRC « No DeVed 
Affiliation Given Ip 15671 295 45071 290 

-0006210402 Mod 14, revising Indirect rates, to "Facilities Mgl of P 634, Maryland Ns - 
Bank Bldg & Whito Flint North Computer Facilities M 

PiTTS.Y M Small Business Administration ROBINSON, K W Konrob 8 Assooaisi 
Inc WIGGINS.E J Oivision of Contracts (070413 800514) NRC 33 80 2/9 88/06/ t 5 
3pp 45071 296 45071 298 

8806210392 Notification of contract exocution.Mod 27, to "Technical Assistance Fa 
ciiities Requiring Special Assistance " Contractor Pnramoter.lnc 
MEEHAN.B Contract Administration Branch FIND 21 01 NRC 05 06 156 68/05/10 
RICHARDSON.S D Ofc of Special Projects CORLEY.DJ NRC No Dcia'IeJ 
ation Given ip 45071 299 45071 300 

-O0O621O4O1 Mad 27, providing incremental funding, to "Technical Assistance lor Feri- 
ties Requiring Special Assistance " 

' Parameter, Inc EDGEWORTH, PJ Division of Contracts & Property Manager,** 
(Post BB0515) FIND 2101 NRC 05 06 156 00/06/10 Ip 45871 300 45971 M 

0806210494 Notilicalion of cooperative agreement, Mod l.lo “Marnl & Operafcon 
LPDR " Contractor Greenfield Community College 

HOYLE.A Contract Nogotrolion Branch-2 NRC-10-87 343 60/06/09 

GRIMSLEY.DH Division of Froodom of Information & Publication Services tPotf 
6B0515) SOUDER.J NRC - No Dotailod Affiliation Givon Ip 45871 201 456712*3 

-8006210497 Mod 1, changing cooporativo agreement, to "Main! & Operation ol LFDfl " 
HOWLAND.M E Greenfield Community College, Groenfiold, MA KOYIC.A Oinswtf 
Contracts & Property Management (Post 000515) PIN D-2416 NRC-1087 343 6-9' 
06/09 7pp 45871 202-45071 200 

8B06210522 Notilicalion of contract exocution.Mod 18, to "Fuel Cycle Ltconsmg Ass s'- 
ance " Contractor Science Applications Inti Corp 

MEEHAN.B Contract Administration Branch FIN D 10B0-Q NRC 02 67 004 68/06/ 
09 TEN EYCK.E Q Program Management, Policy Development & Analysis Stab (PuSl 
870413) LOYSEN.P NRC - No Detailed Affiliation Given Ip 45871 343 45871345 

-8806210526 Mod 18, providing addl funding, to "Fuel Cycle Licensing Assistance" 
RODEHAU.T J Science Applications International Corp (formorfy Science AppLoa 
tions, Inc) EDGEWORTH.P J Division of Contracts & Properly Management (Posl 
0BO515) FIN D 1OBO0 NRC 02-87 004 00/06/09 2pp 45871 344-46871 345 

8806220101 Notilicalion of contract execution.Mod 9, to “Formulation of nocomjTiencla 
tions on Radiation Protection & Measurement Related to Technology Baso Needed \> 
11 Contractor Nalionnl Council of Radiation Protection a Measurements 
DORSEY.M Contract Administration Branch FIN G 1030 NRC G 04 01 029 60/«/ 
08 GUSTAVE.R Program Management, Policy Development & Analysis Slalf (Posl 
870413) ROECKLEJN.A NRC - No Detailed Affiliation Given Ip 45B92 359- 
45092 360 

-0006220190 Mod Q.oxlending grant period & Increasing funding to "Formula*^ ol 
Recommendations on Radiation Protection & Measurement Related to Tcchnok># 
Base Needed to Assess Safety of Nuclear Power " 

MAY.R National Council on Radiation Protection & Measurements WtGGENS.EJ O- 
vision of Contracts (870413 0BO514) FIN G 1030 NRC G-04 01 029 80/06; 00 Ip 
45892 360-45892 360 
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6 606320 2 B9 Notification of contract execution.Mod 13, to "Facilities Mgt of P 034, Mary 
land Nall Bank Bldg & White Flint North Computer Facilities " Contractor Kenrob & 
Assoc Inc 

MEEHAN, B- NRC - No Detailed Affiliation Given NRC 33 B6 279 88/05/18 
MAGEE, W A Division of Information Support Services (Post 870413) KING.M NRC 
No Detailed Affiliation Given 3pp 45895 196 45895 198 

-6006220295 Mod 13, revising key personnel shown in Paragraph H 1,to "Facilities Mgt 
of P-634, Maryland Natl Bank Bldg & White Flint North Computer Facilities ” 

PITTS, YM. Small Business Administration ROBINSON, KW Division of Contracts 
(670413 60.0514) WIGQINS.E J Division of Contracts & Property Management (Post 
880515) 88/05/18 2pp 45895 197-45895 1 08 

8506230019 Notification of contract execution.Mod 3,lo "Assess NRC Policy & Proco 
dures for Work Performed by DOE " Contractor SBA Subcontractor Irving Burton 
Assoc, Inc 

SMITH, PA Division of Contracts (870413 800514) NRC-30 60 229 80/04/19 
MASON, E Division of Contracts & Property Management (Post 880515) 
HALMAN.E: L NRC No Detailed Affiliation Given Ip 45906 347*45906 350 

-3096230027 Mod 3, providing no cost extension of reporting dates to "Assess NRC 
Policy & Procedures for Worn Performed by DOE " 

SWAILES.M P Small Business Administration BURTON.I Irving Burton Associates, 
Inc THOMPSON, RO Division of Contracts (870413-880514) NRC 39*86 220 08/04/ 
19 3pp 46906 348 45906 350 

8306290146 Notification of contract exocutton.Mod 7,to "Lease of Telecommunication 
Equipment " Contractor AT&T Info Sys 

FLYNN,MJ Contract Negotiation Branch 1 NRC 33 87-238 08/05/20 

EYSYMONTT.G, Division of Computer & Telecommunications Services (Post 870413) 
ip 45956 278-45956 281 

-8806290157 Mod 7, extending period of performance through 090331, incorporating 
monthly lease & sve prices into contract & identifying individuals that may placo 
orders under agreement.to "Lease of Telecommunication Equipment ” 

LUETTERS.RH AT&T Information Systems WIGGINS, EJ Division of Contracts 
(070413-880514) NRC-33 07-238 88/05/20 3pp 45956 279-45956 281 

8006290200 Notification of contract execution, Mod 7, to "Northeastern Seismic Re- 
search Program - Task 4 " Contractor Pennsylvania State Univ 
BELLAS Contract Administration Branch FIN D1B51 NRC 04 05 113 88/GG/OB 
GUSTAV£,R Olfice of Nuclear Regulatory Research, Director (Post 060720) 
ZURFLUEH.E NRC No Detailed Affiliation Given Ip 45956 174-45956 160 

-•8800290203 Mod 7,exercislng option for first option yr, extending span of contract 
perled.lncr easing estimated cost & obligations & changing telemetry cost/funding.to 
" Northeastern Seismic Research Program - Task 4 " 

NARGI.R D Pennsylvania Stato Unlv . University Park, PA WIGGINS.E J Division of 
Contracts (670413 BB05 14) FIN D 1851 NRC 04 85-113 86/05/06 Gpp 45956 175 
45956,160 

8806290247 Notification of contract exocution.Mod 5, to ‘Technical Assistance m Natu 
ral Resource Assessment '* Contractor US Bureau of Minos 

KNOX.E Contract Administration Branch FIND-1018 6 NRC 02-85 004 00/06/16 
FUNCHES.JL Proaram Management, Policy Development & Analysis Stall (Post 
870413) ABRAMS, C. NRC - No Detailed Affiliation Given Ip 45957 065 45957 070 

-0606290255 Mod S.revising interagency agreement statement of work which eliminates 
site specific activities (or Hanford & Doaf Smith County candidate sitosjo "Technical 
Assistance In Natural Resources Assessment " 

WHITTLETON.TR Interior, Dept of. Bureau of Minos WIGGINS.E J Division ol Con 
tracts & Property Management (Post 880515) FIN D 1018-6 NRC 02-85 004 00/06/ 
16 5pp 45957 066 46957 070 

8906290273 Notification of contract execution, Mod 9,to "Radiation Monitoring Program 
Requirements w/State of IX " Contractor Texas Dept of Health 
KNOX.E Contract Administration Branch FIN B-6504 NRC 31-83 671 06 / 06/16 
MEYER.D M Region 4, Ole of the Director NICHOLAS, J B NRC No Detailed Affili 
ation Given Ip 45957 087 45957 093 

-B80S290279 Mod 9,rovislng Articles IV. V & VII to provide CY89 funds, to "Radiation 
Monitoring Program Requirements w/ Stato of TX " 

MACLEAN, R A Texas, State of EDGEWORTH, PJ Division of Contracts (870413- 
080514) FIN B-8504, NRC 31-03 671 00/06/16 6pp 45957 008 45957 093 

8906290294 Notification of contract execution "Satellite Communication to Support VI 
deoconterenclng Pilot Program," awarded to GTE Spaconet Corp 
FLYNN, MJ Contract Negotiation Branch-1 FIND-1910 NF1C-39 08 250 63/05/31 
AMENTA, J Office of Adm ini strati on & Resources Management, Director (Post 
670413) KIRK.I NRC • No Detailed Affiliation Given Gpp 45057 078-45957 0Q6 

-880629030 3 Contract "Sateilito Communications to Support Vidooconferonclng Pilot 
Program,'' awarded to GTE Spacenel Corp 

MAhKS.R I, GTE Telecommunications, Inc WIGGINS.E J Division of Contracts 
(670413 880514) FIN D-1919 NRC 39-88 260. 00/05/31 Opp 45957 079 45957 086 

8808290398 Notification ol contract execution.Mod 19,to "Coordination of Fedoral/State 
Radiation Control Activities & Assistance in Solving Radiation Control Problems" 
Contractor FDA 

KNOX.E Contract Administration Branch FIN B 1620 NRC-G6 76 247 00/00/16 
KAMMERER.C Stato, Local & Indian Tribe Programs SCHWARTZ, S A NRC * No Do 
tailed Affiliation Given Ip 45964 330-45964 332 

**8 00629 0424 Mod 19,oxtendinq period of performance through 890331 & adding addl 
fundsjo "Coordination of Federal/State Radiation Control Activities & Assistance in 
Solving Radiation Control Problems " 

TIDMORE.J L Food & Drug Administration HAG AN, T F Division of Contracts 
(070413 680514) FIN 0-1620. NRC-06-76 247 00/06/16 2pp 45964 331-45964 332 

4606280465 Notification of contract execution .Mod 22, to "Integra! Sys Test Program 
Once Through Integral Sys & Multitoop Integral Sys Tost Components" 
Contractor B&W 

BELL.S NRC - No Detailed Affiliation Given FIN D-1734 NRCO4-83-10O BB/06/17 
GUSTAVE, R Office of Nuclear Regulatory Research, Director (Post 860720) LEE.R 
NRC • No Detailed Affiliation Given Ip 45964 353 45964 354 


-8806290475 Ltr Contract NRC-04 83-169,Mod 22, providing incremental funding.to "In- 
tegral Sy3 Test Program - Once Through Integral Sys & Mulbloop Integral Sys Test 
Components " 

HAGAN, TF Division of Contracts & Property Management (Post 080515) FIN D- 
1734 NRC 04 03 168 88/05/25 UJKASlK.M Babcock & Wilcox Co Ip 45964 354- 
45964 354 

8806300002 Notification of contract execution.Mod 6.to "Internal Emitter Aspects ol Ra- 
diation Protection " Contractor National Council on Radiation Protection 
KNOX.E NRC - No Detailed Affiliation Given NRC04 85 11& 88/06/08 

MORRIS.BM Division of Regulatory Applications (Post 870413) BELL.J NRC No 
Detailed All ilialion Gtven Ip 45975 151-45975 153 

-0808300005 Mod 6. designating new project officer lo "Internal Emitter Aspects ol Ra- 
diation Protection ’’ 

* Nahonal Council on Radiation Protection & Measurements EDGEWORTH, PJ NRC 
No Detailed Affiliation Given NRC 04-85 118 80/06/08 2pp 45975 152-45075 153 

89063000B1 Notification ol contract execution.Mod 20,to "Technical Assistance for Fa- 
cilities Requiring Special Assistance " Contractor Parameter,! nc 
MEEHAN, B NRC No Detailed Affiliation Givon FIND 2192 NRC-05-B6-156 88/05/ 
17 GRIMES, Cl Ofc of Special Projects CORLEY, DJ NRC - No Detailed Affiliation 
Given Ip 45975 172 46975 1 73 

-8006300008 Mod 26, providing Incremental fundmg.to "Technical Assistance lor Facili 
lies Requiring Special Assistance " 

* Parameter, Inc HAGAN, TF Contract Administration Branch FIN D2102 NRC 05 
86-156 88/06/17 Ip 459/5 173 45975 173 

B80S3001 17 Notification of contract exocution.Mod 0,to "Lease of Telecommunication 
Equipment " Contractor AT&T tnfo Sys 

FLYNN, M J Contract NegoliatEon Branch-1 NRC-33 87-238 06/06/21 
EYSYMONTT.G Division of Computer & Telecommunications Services (Post 070413) 
WOODALL.K NRC - No (Detailed Affiliation Given ip 45975 211 45975 213 

-8806300129 Mod O.addmg addl funding tor Region I location, to "Leaso of Telecom 
muni cation Equipment " 

WIGGINS.E J AT&T Information Systems * Division of Contracts (070413 800514) 
NRC-33 87 236 88/06/21 2pp 45975 212-45975 213 

0806300319 Notification of contract oxocution.Mod 5,lo "RoguPatory Analysis tor Goner 
ic Issue 23, Reactor Coolant Pump Seal Failure" 

Contractor SBA Subcontractor Scionlech, Inc 

FIELDS, J A NRC - No DetaSlod Affiliation Given FlND-1760 NRC 04 87-397 08/06/ 
09 GUSTAVE.R P Program Management, Policy Development & Analysis Staff (Post 
070413) JACKSON.J NRC > No Detailed Affiliation Gwen Ip 46975 119 45975 123 

-8806300325 Mod 5,revislng contract scope, ad ding funds & extending period of 
performance, to "Regulatory Analysis for Generic Issue 23, Reactor Coolant Pump Seal 
Failure " 

'BARRONOO.L J Small Business Administration YBARRONDO.LJ Sclontoch, Inc 
WIGGINS.E NRC - No Detailed Affiliation Given FIN D-1760 NRC-04 87-397. 80/00/ 

09 4pp 45975120-45975 123 

8006300369 Notification of contract execution "Shutllo Bus Svc," awarded to Beltway 
Transportation Svc 

MEEHAN, B NRC - No Detailed Affiliation Given FIN D 2326 NRC -39- 08-253 88/06/ 

10 HALMAN,E L Division of Contracts & Proporty Management (Post 0005 15) 
QUEEN, D NRC - No Detailed Affiliation Given Ip 45976 203 45076 285 

-0806300397 Contract "Shuttle Bus Svc/' awarded to Beltway Transportation Svc 
1 Boltway Transportation Service EDGEWORTH, PJ NRC - No Detailed Affiliation 
Given FIN D 2326 NRG 39 00-253 60/06/10 7pp 45976 204 45976 200 

-8607310064 Lists corrected data to Pago 7 of Bid RS-ARM 88 107, "Shuttle Bus Svc " 
DAVtS.JF Beltway Transportation Service FIN D-2326 NRC-39-6B-253 08/06/08 
HAGAN, TF Contract Administration Branch 78pp 45976 21 1-45076 20B 

8606300369 Notification of contract execution.Mod IQ, to "Coordination of Fodoral/State 
Radiation Control Activities & Assistance In Solving Radiation Control Problems" 
Contractor Dopl of Health & Human Svcs.FDA 

KNOX.E Contract Administration Branch NRC 06-76-247 80/06/10 KAMMERER.C 
State, Local & Indian Tribo Programs SCHWARTZ.S A NRC No Detallod Affiliation 
Given Ip 45975143 45975 145 

-0806300377 Mod ifl, exton ding performance period of interagency agreement through 
0BO313 & changing project olficors.to "Coordination of Federal/State Radiation Con 
trol Activities & Assistance to Solving Radiation Control Problems" 

TIDMORE.J L Health & Human Services, Dopl of WIGGINS.E J {Division of Con 
tracts (070413 060514) NRC-06-76 247 80/06/10 2pp 45975 144-455)75 145 


FOI A FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


0006010160 r0IA request for quarterly repts for 1007 from 3M Co stating names & ad 
drosses of customers who received static eliminators per License 22 00057- 
32 G .Issued to 3 M Co 

SMALL, P FOI Services 89/05/04 FELTON, J M NRC - No Detailed Affiliation Given 
Ip 45704 153 45704 153 

0806010174 Final response to FOIA request tor 1987 quarterly repts for 3M Co App A 
document totally withheld (ret FOIA Exemption 4) 

GRIMSLEY.OH Division of Rules & Records (07041 3-0QO5 14) 70247 00/05/26 
SMALL.P FOI Services 3pp 45704 154-45704 156 

8006020017 Partial response to FOIA request tor documents Forwards App L 
documents App K & L documents available in PDR 

GRIMSLEY.DH Freedom of Information & Privacy Acts Branch 08/05/26 DAY.B 
Austin, TX 3pp 45708 315 45709 015 

-8806020040 Requests arrangements be made to have court reporter available lo Iran 
scribe South Texas safety assessment team Interviews of altogers on. 8001 19-20 Info 
obtained during interviews & transcripts confidential 

CAL VO, J A Project Directorate IV 60/01/15 WILDER, P Atomic Safety and Licensing 
Board Panel llpp 45709 005 45709 015 
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6006020070 Final response to FOIA request lor documents Forwards documents listed 
ij> App D App D documents partially withheld (ref FOIA Exemption 5) No further action 
token on 080503 appeal Hr QB A-27 

GRIMSLEY,DH Division of Rutes & Records (&70413 0BQ514) 00/05/26 

BELAIB.RR Kirkpatrick & Lockhart BELAiR.RR Suffolk County, NY 3pp 
45704 340 45704 34 5 

-B70506014B Forwards partially withheld task aclion plan lor NRC evaluation ol util plan 
to operate facility at 25** a power Draft of Ofc of General Counsel response & affidavit 
of R Lo also and for into W/o end 

VARGA, S A Project Directorate I 2 87/04/29 MURLEY.T Office of Nuclear Reactor 
Regulation, Director (Post 0704 tl) Ip 45704 345*45704 345 

6006030003 FOIA request for listing of Small Business Innovative Research Phase I 
awards from FY87 by stale 

WILKINS.T Now York, State ol 00/05/23 ROBINSON, L Froedom of Information & 
Privacy Acts Branch ’p 45725 218 45725 210, 

9006030004 Final responso to FOIA request for documents Informs that records subj to 
requost available m POR under FOIA 87 721 in namo of Sornet Forwards app to 0? 
721 W/o end 

GRIMSLEY.OH Freedom of Information & Privacy Acts Branch 80/05/27 
WilKlNS.T New York, stato of Ip 45725 210 45725 259 

6006030169 FOIA request for alt records written or signed by R Vollmer A. sen! or 
copied to H Denton, R Digolken & 0 Eisenhut & written or signed by D Eisenhut sent 
or coplod to H Donton, fl Engolken A R Volfmer 

WEISSMAN.S California. Stale of 89/02/08 GRiMSLE Y.D H Division of Rules & 
Records (870413*800514) 2pp 45784 161 45704 165 

6006030197 First partial response to FOIA request for document App B forwarded & 
also being made available at PDR App A available at PDR Records also being made 
available at LPDft for plant 

GRIWSLEY.DH Division of Rules A Records (870413 B8051 4) BB/05/26 

WEISSMAN,S California. Slate of 3pp 45784 166 45704 238 

-8109150342 Forwards responses to 810408 Hr lo President Reagan re concerns about 
effects of facility tow level emissions, waste storage, Grnerg&ncy plan Inadequacy A 
roximity to earthquake fault VA Hill marked up responses Included 
ISENHUT.DG Division of Licensing (600428*851 124) 81/08/20 HILL.VA Univer 
sat Lifa Church 8pp 45784 109 45784 196 

—0110190109 Summarizes current scheduling outlook for next 10 cases & measures 
takon to minimize or eliminate scheduling Impacts Concurrence requested on forth 
comma biweekly repts Plants requiring ofc level attention listed 
VOLLMER, FI H Division ot Engineering (pro 851 125) 01/10/02 DENTON, H R Office 
of Nuclear Reactor Regulation, Director (pre 851125) 2pp 45784 171 45704 172 

-8112100572 Std order for DOE work ’'Review of Pumps A Valve fnservice Tolling 
Program for 0L Plants," issued to INEL Statement o) work end 
VOLLMER.RH Division of Engineering (pro 651125) FIN A-6430 01/11/09 7pp 
45784 232-45704 238 

-8112100081 Summarizes current scheduling outlook for next 10 cases & measures 
taken to minimize or eliminate schedule Impacts 

VOLLMER.RH Division ol Engineering (pro 851126) 81/09/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director (pre D51125) 2pp 45784'169 45784 170 

-8202000026 Approves 81 1020 request for exemption under 10CFR20 501 from oaten 
dar quarter as applied to radiation exposure assessment program 
EISENHUT, OG Division of Licensing (B0Q428 651124) 81/12/31 FURBUSH.M H 
Pacific Gas A Electee Co, 0pp 45784 107 45784 207 

-8202060029 Safety evaluation supporting exemption from calendar requirements as 
applied lo radiation exposure assessment program 

• Office of Nuclear Reactor Regulation, Director (pre 051125) 01/12/31 In 
45704 205-45784 205 

-0202000034 Notice of granting exomplien from calendar requirements 6s applied to 
radiation exposure assessment program 

BUCKLEY.BC Licensing Branch 3 01/12/31 ?pp 45784 206 45784 207 

—9202080434 Forwards listing of NRC estimated completion dates for OL applicants 
listed in Bovill Rept Dates represent collective NRC judgement 
EfSENHUT.DG Division of Licensing (000428-851124) 82/01/16 BASSETT.H S 
Office of Management end Program Analysis 3pp 45784 200 45784 210 

-9202250094 Forwards list of casework open Issues for wk ending 020122, per 011120 
request Only Category 2 A 3 open issues listed for plants having Bovill decision dates 
more than 3 months away 

EISENHUT, DG Division of Licensing (800428 B5 11 24) 82/01/2 8 DENTON.H R 
Office of Nuclear Reactor Regulation, Director (pre 051125) 15pp 45764-211 
45764 225 

-6204290251 Requests review of util technical program, especially melhod of rosofulicn 
of errors & open Horns Idanltfled Fn independent design verification program A Inter- 
faces hotwoon two programs 

EISENHUT, DG Oivis Ion of Licensing (800428 851 124) 82/04/13 VOLLMER.RH Di- 
vision of Engineering (pre-851 125) Ip 45784 226 45704 23 1 

-8310180078 Forwards std order for DOE work to transfer funds from "LWR Sys Corro 
sion" lo "Drablo Canyon Verification " 

VOLLMER.RH Division of Engineering (pre 851125) FIN A-3720 83/09/20 
OGEKA.GJ Energy, DepL of 13pp 45784.173-45784 185 

-8319180082 Requests all technical sialf be advised to use Il9ted procedures for fulure 
contract actions 

VOLLMER.RH Oivlsfon of Engineering (pro 851125) FIN A 3720 83/09/10 
KNIGHT, J Assistant Director for Comp A Structures Engmoonng (Post 830201) 3pp 
45784 186-45704 188 

9806060102 FOIA request for May issue of monthly rept on Btatus of rulemakings un- 
derway In RES prepared by AJ Dlpalo 

FELTON, JM Nuclear Licensing Reports 06/05/03, GRIMSLEY.OH Division of 
Rutes A Records (670413 800514) Ip 45757070 45757 078 

9806060106 Final responso to FOIA request for documnnts No nqnncy records subi to 
request located No Mny re pi issued 

GfliMSIfcY.OM Division of Rules A Records (8704 13-8805 1 1) BB/Ofi/Ol 
FELTON, JM Mm fear lu r rising Reports Ip 4575/079 >\ r u l u n,o 


8006070047 TOIA roquest for successfully completed A awarded grant /loan 
submitted to NRC A info ro porimGters.roquiroments & restrictions (A KRC 
program, including forms required for submission of grant/ loan request 
GRAY, A Gray A Co 08/05/11 Freedom of Information & Privacy Acts Branch ip 
45745 231 45715 231 

8006070050 Final response to FOIA requost for documents Informs thal records sut^ Jc 
request available in PDR under FOIA 06 845 in name of He o fan 
GRIMSLE Y,D H Freedom of Information & Privacy Acts Branch 80/00/02 GR4VA 
Gray A Co Ip 45745 232 15/45 232 

0606070057 FOIA request for documenls ro mmutes.momo.docuniflnls A ccnc-spor^- 
ence about mined cavity disposal of low level waste in State of NY lor 1987 A 1&5-J 
RESNIKOFF.M Radioaclivo Waste Campaign 88/02/24 Freedom of lirformtfion A 
Privacy Acts Branch Ip 45794 111-45794 1i2 

-6006070062 Further limits 870224 FOIA request for documents in responso lo NRC 
880307 Hr l Imits subj request to agenda & minutes of A co r re spend e nc a ro met 
w/Stato of NY Qppl of Environ Conservation officials on low level waste disposal 
RESNIKOrF.M Radioactive Wnsto Campaign 80/03/16 ROBERTSON.L FiKtfCn 
of Information A Privacy Acts Branch ip 45794 1 12 46794 1 12 

G60C070072 Final responso to FOIA requost for documents Forwards agency record 
subi to requesl A identified in App A 

GRIMSLEY.DH freedom of Information A Privacy Acts Branch 83/05/27 
RESNIKOTF.M Radioactive Waste Campaign 2pp 45/45 1 17 4 574 5 230 

-8806070000 Informs of review completion & comments made on State ol NY pro- 
posed site A design criteria for low level disposal sito A requests review ol comment 
for accuracy Related info oncl 

SARAKA.L NRC ♦ No Detailed Affiliation Givon 87/06/10 NRC No Detailed Abl- 
ation Given 66pp 45745 119 45745 184 

“8806070064 Responds to 870610 request & forwards comments on L Sara* a com- 
ments on New York draft of low level waste regulations & suggests addf commer‘4- 
based on quick review of New York regulations Response annotated 
WEBER, M NRC No Detailed Affiliation Gwen 87/06/11 SARAKA.L NBC-NoOa- 
tnttod Afftketoon Gwen 4pp 45745 185 45745 IBB 

“0800070091 forwards staff comments on New York Dopt of Environ Conse-rvit-on 
"Preliminary Draft of Criteria for I ow Level Radwasto Disposal facility Site A T octroi 
oay Selection 0 in response to 870603 roquest for commonts 
LOHAUS.PH Operations Branch 87/06/10 NUSSBAUMER.D A Assistant 0/eclor 
for State Agreements Program /pp 45745 189 45/45 195 

“0806070095 Forwards NUREG/Cn 4938 A NUREG/CR 4370 per 870706 & remrvdi 
of NMSS invitation to meol ro info available on mmod cavities 
SCHNEIDER, K N State, Local & Indian Tnbo Programs G7/07/31 MERGES, PJ 
Now York, State of tp 45745 196 45745 108 

“6006070097 Forwards comments on Now York Dopt pf Environ Conserva'ion Low 
Love) Radwaste Transporter Permit A Manifest Sys for consideration 
KNAPP, M R Division of Low Level Waste Mnnagemenl & Decommissioning {Pest 
870413) G7/O0/12 NUSSBAUMER.D A Assistant Director for State Agroeirwnts Pro- 
gram 4pp 45745 197*45746 200 

-8806070101 Forwards Itr from New York Dopt of Environ Conserve lion ro inconsisten- 
cy belwoon Pari 61 of NUREG-1300 on NRC uso of IRCP 26 A. 30 for preicensrvj 
environ reviow & use of ICRP 2 concepts for delermining compliance w/IOCFfl&l 41 
MCGRATH.J R Region 1, Ofc of the Drrm tor 07/09/01 NUSSBAUMEB.D A Assist- 
ant Director (or State Agreements Program Ip 45745 201 -46745*20 1 

--80OGO7O1O5 Requests answers to quoslions listed re Issue of how to dot ornv jid doses 
given in NUREG-1300, Part 81 8 oyprossos preference to utilize ICRP Publication 30 
to determine effective dose equivalont 

KELLEHER.W J Now York, Stato of 87/08/13 MCGRATH.J R Region 1, Ofc &r V'O 
Director 3pp 45745 202 45745 204 

-8006070112 Discusses review of & forwards comments on Now York Dopl ofEnv/cn 
Conservation draft site & method selection regulations in responso lo 870014 Itr to PA 
Knapp 

LOHAUS.P H Operations Branch 87/09/02 NUSSBAUMER.D A Asslslenl ttreJor 
for State Agreements Program 6pp 45745 205-45745 210 

“0006070117 Informs of 87091G meeting In Silver Spring, MD lo discuss deep rune 
waste disposal w/NRC 

MAUPIN.C H State, Local & Indian Tribe Programs 87/09/09 MEflGES.PJ New 
York, State of 9pp 45745 211 46745 219 

--8BQG070t27 Discusses items of mtoroot to Commission, including 870915 meeting w/ 
Chem Nuclear Sys, Inc representatives In Silver Spring.MD.stefi review ol draft f*o- 
nosod ERA stds, development of broch ^ vt \ 10CFR6T & NMSS meeting btoiicos 
KNAPP, M R Division of Low Level Wnsto Management & Decommissioning (PosL 
070413) 07/00/ 1 7 THOMPSON, H L Office of Nuclear Material Safety 9 

Safeguards.Dfrector 4 pp 45745 220 45745 223 

-8006070135 Discusses 070916 meeting w/New York Dopt of Environ Conservation A 
contractor .Acres Inti Corp.to inform of available Info on study of mined cavity lechrrf- 
oay as waste disposal method 

MAUPIN.CH Stato, Local & Indian Tribe Programs 87/10/20 Now York, State of 
4pp 45745 224-45745 227 

-0006070149 Forwards RES comments re questions raised by State ol NY Dept ol En- 
viron Conservation & transmitted via 871001 memo Info partially deleted 
MORRIS.B M Division of Regulatory Applications (Post 070413) 07/11/06 
NUSSBAUMER.D A Assistant Director for Stato Agreement Program 3pp 
45745 228-45745 230 

0806070360 Partial response lo FOIA request for documents Informs thal docu merits 
subi to requost being processed under previously filed request, FOIA-68-107 & for- 
wards most rar out pml'al response to requost W/o end 

GRIMRirv'.nn l\w\un uf Rutos A Rnrordb (8/0413 860514) 88/05/20 CGNOIT.R 
GiwmuhU'hl Af i 'nidi d "hlj ('ii)jnct tp 4 5 74 4 2 0 0 4 5744 2 04 
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6306090244 FOIA requesl for complete copy.w/o delotlons.of Ofc of Investigations doc- 
ument mad© available in response to FOIA-80 207 Requests waiver of search cost per 
1 0CFR9 39(a) & (c) 

FELTON, JM Nuclear Licensing Reports 08/05/17 GFIMSLEY.D H Division o! 
Rules & Records (670413 8B0514) 2pp 45784 281-45784 202 

&&06094254 Final response to FOIA request for documents Forwards documents listed 
in App A App A documents partially withheld (ref FOIA Exemption 7) 

GRIMSLEY.DH Division of Rules & Records (070413-880514) 88/06/03 

FELTON ,J W Nuclear Licensing Reports 3pp 45784 263-45704 297 

-6006090260 Partially withheld “Listing of Casas Referred to QOJ “ 

* Office of Investigations 08/06/03 12pp 45704 206-45704 297 

6 00 61 00234 FOIA request for documents on 050731 & 870312 meetings re 

plant Document re 840314 mooting previously obtained & therefore excluded from re- 
quest 

CHAMBERS, H R Consumers Powor Co 00/05/18 GRIMSLEY.D Division of Rules A 
Records (870413-880514) 2pp 45793 035-45793 036 

5806100272 Final response to FOIA request for documents No agency records sub) to 
request located Cost of search meurrod under request will be balled by Div ol Account 
mg & Finance 

GRIMSLEY.D Division of Rules & Records (870413-800514) 00/06/03 

CHAMBERS^ R Consumers Powor Co Ip 45793 034 45793 034 

6306103300 FOIA request for listed documonts.lncluding listing of all NRC contracts 
awarded since 870701, description of duties to bo performed, total dollar amount of 
each contract greater than $1 0,000 & contractors awarded contracts 
HEN2tER,P W Resource Technical Services, tnc 80/05/18 ROBINSON, L Froedom 
of Information & Privacy Acts Branch Ip 45793 023 45793 023 

8806130302 Final response to TOIA request for documents ro NRC contracts over rof 
amount Forwards App A documents AppNcablo charge for copies of records provided 
GRIMSLEY.DH Division of Rulos & Records (670413 080514) 0B/Q6/07 

HEN2LER.P W Resource Technical Services, Inc 3pp 45703 024 45793 033 

-6806100303 "Alphabetical Listing of NRC Contracts Over $10,000 Awarded on or 
Aflor 870701 " 

* NRC No Detailed Affiliation Given 00/05/26 7pp 45793 027 45793 033 

6606100307 Final response to FOIA request for documents ro QA program 

description App C documents forwardod & available In PDR undor subj requesl num 

bers 

GRIMSLEY.DH Division of Rules & Records (070413 800514) 89/06/08, 

CONNOR.L Doc-Search Associates 2pp 45793 001 46793 022 

-8504030183 Assesses Reqlon I reviews of llconsoos QA program description 
changes, per FY85 regional assessment plan & IE Ofc Procedure! 0200 Adequate & 
timely review of QA program description changes currently being performed 
GRIMES.B K Div o) QA, Vendor & Technical Training Cantor Programs, IE (850212- 
870413) 85/03/26 MURLEY.T E Roglon 1, Ofc of the Director, 5pp 45793 006 
45793 010 

—85-05020569 Submits assessment of Region III review of QA program description 
(QAPD) changes Assessment will dotermino timeliness & adequacy of program 
implementation Assessment plan end 

GRIMES.B K Div of QA, Vendor & Technical Training Contor Progmms.lE (850212* 
870413} 85/04/26 KEPPLER.J G Region 3, Ofc of tho Director 6pp 45793 012- 
45793 022 

-0506270466 Responds to 850220 21 assossmont of Region 1 QA program description 
change review program Rov to QA program description review summary 
sheet .re fleeting assossmont team recommendations, Initiated 
EBMETER.S D Region 1, Ofc of the Director, 85/04/16 GRIMES.B K Div of 
QA, Vendor & Technical Training Center Programs, IE (850212-870413) Ip 45793 005 
45793005 

-8506270546 Expresses concorn ro conclusion of rapt concerning assossmont of 
Region III review o) QA program description changes stating Region lit not currently 
complying W/10CFR50 54 & 50 55 Concorn based on OELD Interpretation 
SPESSARD.RL Region 3, Ofc of the Diroctor 05/05/00 GRIMES, B.K Div of 
QA, Vendor & Technical Training Center Programs, IE (050212 870413) Ip 45793 011- 
45793011 

-8584030103 Assesses Roglon I reviews of licensoos QA program description 
changos.per FY05 regional assossmont plan & IE Ofc Procedure 0200 Adequate & 
timely review of QA program description changes currently boing performed. 

GRIMES, 8 K Div of QA, Vendor & Technical Training Canter Programs, IE (850212- 
870413) 85/03/26 MURLEY.TE Region 1, Ofc of tho Diroctor 5pp 45793 006- 
45793 010 

-65060205 89 Submits assossmont of Roglon III review of QA program description 
(QAPO) chang 03, Assessment will dotermino timeliness & adequacy of program 
Implementation Assessment plan end 

GRIMES.B K Div of QA, Vendor & Tochnicol Training Center Programs, IE (850212- 
670413) 85/04/26 KEPPLER.J G Region 3, Ofc of the Director 0pp 45793 012- 
45763 022, 

-0506270466 Responds to 850220 21 assessment of Roglon I QA program description 
change review program Rov to QA program description roviow summary 
sh oet.ref le ct I ng as se s s m e n l to a m roc o m m enda lions , ini tl atad 
EBNETER.SD Roglon 1, Ofc of tho Director 85/04/16 GRIMES, B.K. Dtv of 
QA, Vendor & Technical Training Contor Programs, IE (850212-870413) Ip 46793 005- 
46793 005 

-•8508279546 Expresses concern re conclusion of rept concerning assessment of 
Region III review of QA program description changes slating Roglon III not currently 
complying W/10CFR50 54 & 50 55 Concern based on OELD interpretation, 
SPESSARD.RL Region 3, Ofc of the Director. 05/05/08 GRIMES.B K Div of 
QA, Vendor a Technical Training Contor Programs.lE (850212 870413) Ip 46703 OH- 
45793 011 

8006140825 FOIA request for documents including 811110 Genoric Llr 81-38 & NRC/ 
TMI 83 062 830930 Hr 

SKOLNJCK.F, Susquehanna Valley Alliance, Lancaster, PA GL 01-38 88/06/02 
Freedom of Inlormalion & Privacy Acts Branch Ip 45003 022-45003 022 


8806140037 Final response to FOIA request for documents Forwards documents fisted 
in App A including Generic Ur Qt 38 & LH Barre-tt 830930 Itr to BK Kanga re subj 
generic Itr Documents also available in PDR W/o end 

GRIMSLEY.DH Division of Rules & Records (87041 3-88051 4) GL 81-38 80/06/09 
SKGLNICK.F Susquehanna Valley Alliance, Lancaster, PA 2pp 45B03 020 
45803 021 

8006140156 FOIA request for documents ra documents listed In L Reiter 871103 ro 
sponse to 871019 Itr 

FERAHIAN.R H Affiliation Not Assigned 00/05/17 GR1MSLEY,0 H Division of Rules 
& Records <870413 800514) Ip 45803 923 45B03 025 

-88081 40167 Forwards 071222 Itr for which no response received & reiterates FOIA 
request for documents per 87122 2 Hr 

FERAHIAN.R H Affiliation Nol Assigned 88/93/18 ROGERS NRC - No Detailed Af 
filiation Given Ip. 45803 024-45B93 024 

-08O61i4O174 Ack receipt of 87121 1 llr re FOIA request for documents 
FERAHIAN.R H Affiliation Not Assigned 87/12/22 ROGERS, KC Commissioners 
Ip 45803 025 45D03 025 

0806149169 Final response to FOIA request for documents Forwards documents Includ 
Ing HR (Denton 850700 memo to T Rohm ro util hearing & geological & geographical 
maps App A documents also available in PDR W/o oncl 

GRIMSLEY.DH Division of Rules & Records (070413 680514) 00/06/09 

FERAHIAN.R H Affiliation Not Assigned 2pp 45603 026 45003 027 

B809 159229 FOIA request for SECY 87-186 & IQBA.Siallo 080224 memo to Commis 
slon re distribution of radioactive gems & any differing professional viaws referred to 
by Commissioner Bernthal on Pagos 55 & 56 of 800314 briefing 
FELTON, JM, Nuclear Licensing Reports 88/04/01 GRIMSLEY.DH Division of 
Rules & Records (070413 080514) 3pp 45815 115 45815 117 

06061 5026B Final response to FOIA request for documents App A documents partially 
withheld & App B documents completely withhold (rof FOIA Exemption 5) 
GRIMSLEY.DH Division of Rules & Records (870413 080514) 00/06/10 

FELTON.JM Nuclear Licensing Reports 4pp 45B15 tl 1-45015 1 14 

8606 160004 FOIA request for documonls prepared, signed or to which substantive tech- 
nical contributions mado by RL Cudlln re listed Homs Requests documonls bo placed 
in PDR 

CONNOR.L Doc Search Associates 88/02/05 Division of Rulos & Records (970413 
060514) 2pp 45824 €01-45824 002 

8606169005 Partial rosponso to FOIA request for cfocu m on t a Forwards App B 
documents App A & B documents available In PDR 

GRIMSLEY.DH Division of Rulos & Records (070413-080514) 00/06/06 

CONNOR.L Doc Search Associates 7pp 45824 003 45025 038 

-6808160007 Notification of 720927 mooting w/utLI in Bothosda.MD to discuss technical 
review schedulo for PSAR of util tendered application Related documonls end. 
0W3LEY.G. Atomic Energy Commission, Directorate of Licensing 72/09/22 
GIAMBUSSO.A Atomic Energy Commission, Directorate of Licensing 41pp 
45024-010 45024 050. 

-6805160012 Requests review ro util 720922 application Notification requested if unable 
to moot 72101 1 deadline Ropts should claarly Identify deficiency areas & whether info 
can reasonably bo obtained during normal review process 

BOYD.R Atomic Energy Commission, Diroctorato of Licensing 72/09/25 

DENTON, H. Atomic Energy Commission 2pp 45824 051-45B24 052 

-6606160020 Forwards review concluding that util approach re containment sys of pro 
posed application unacceptable Addl Info re subj requested 

TEDESCO.RL Atomic Energy Commission, Diroctorato of Licensing 72/10/11 
BOYO.R.S, Atomic Energy Commission - Deputy Director (or Reactor Projocls 4pp 
45824,053 45824 056 

—6806160026 ForwardB safety evaluation on Mark III concoplual design Indicating that 
provisions of Safety Guidos 3 & 7 should bo mot Review of Mark III containment por 
lion of application will start upon recolpt of Info.W/o oncl 

GIAMBUSSO.A Atomic Energy Commission, Directorate of Licensing 72/11/17, 
STAMPLEY.N.L, Mississippi Power & Light Co 2pp 45024 057-45024 058 

-8806160033 Notification of 721208 meeting w/util In Bethesda.MD to discuss stops 
boing takon by GE & Bechtel to modify Mark IN containment dosign for plant lo meat 
Safety Guido 7 combustible gas control IliriHs 

OWSLEY, G, Atomic Energy Commission, Directorate of Licensing, 72/12/06 
GIAMBUSSO.A Atomic Energy Commission, Dlreclorat© of Licensing 3pp 
45024 059-45024 061 

-8806160038 Informs of 721222 tolcon w/GE requesting schedule by 7391 0B for aub 
mUting Mark HI containment testing infoGE most current schedule will b© sent as ro 
quested 

CUDUN.R.L. Atomic Energy Commission, Diroctorato of Licensing 72/12/29 Atomic 
Energy Commission, Directorate of Llconslng 2pp 45824 062 460 24 ’063 

-0800160064 Informs of brief review ro info- contained in Amend 1 to plant PSAR Lavol 
D review schedule requlros first sot of questions by 730406 Requests slippage of 
order of 6 wks because of applicant Incomplete response to mini review 
TEDESCO.RL Atomic Enemy Commission. Directorate of Licensing 73/01/11 
BOYD.R S, Atomic Energy Commission, Directorate of Licensing Ip. 458 24 0 64- 
45024 064. 

-8806160071 Lists deficiencies found In info to be provided In Amend 2 to PSAR Based 
on listed deficiencies ,addl Info requested to be able to perform meaningful revlow.lnfo 
requested by 730301 

TEDESCO.FLL Atomic Energy Commission, Directorate of Licensing 73/01/30 
BOYD.R S Atomic Energy Commission, Directorate of Licensing 2pp 45824 065- 
46024 066, 

-8806160075 Forwards Accident Analysis Branch Initial questions. Including questions 
re site, engineered safeguards for iodine removal & DBA consequences on plant 
PSAR Major revs to calculations! models anticipated 

DENTON, HR Atomic Energy Commission, Directorate of Licensing 73/62/03 
BOYO,R,S Alomic Energy Commission, Directorate of Licensing IQpp 45824 067 
45824-076 
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*-080 Si 60002 Summarizes status oF funding & manpower under Task I 214 of schedules 
& informs that irwaalrgation of Mark HI containment will require addl manpower & 
funding 

OBENCHAIN.C F Aerojet Nuclear Co 73/02/22 LAINAS.G Atomic Energy Commis- 
sion, Deputy Director for Technical Review (Pre 1975) 2pp 45824 077 45824 078 

-8 B 06160095 Summary of 730223 meeting w/uM in Bethesda.MD re fission product 
transport modeling for containment, following design basis LOCA Meeting attendees 
encf 

OWSLEY, G F Atomic Energy Commission, Directorate of Licensing 73/03/13 Atomic 
Energy Commission, Directorate of Licensing 5pp 45824 079 45324 083 

*'8886160104 Forwards request lor addl Info re fisted items concerning util application 
for CP Arrangement of meolmg to discuss fisted matters requested 
TEDESCO.R L Atomec Energy Commission, Directorate of Licensing 73/05/04 
MQORE.V A Alomir Energy Commission - Deputy Director for Reactor Projects 19pp 
45824 004-45024.102 

-0806160109 Responds 1o 720428 Ur suggesting that util amend application tor plant by 
reducing thermal power output of reactors 

STAMPLEY.NL Mississippi Power & Light Co 73/05/10 GIAMBUSSO.A Atomic 
Energy Commission, Directorate of Licensing 2pp 45824 103 45824 104 

-8806160117 Forwards request for addl Info re listed items concerning util application 
for permits to const plant Response requested by 730622 Requests info within 7 days 
after receipt of itr of confirmation of above schedule 

BUTLER.W R Atomic Energy Commission, Directorate of Licensing 73/05/12 

STAMPLEY.NL Mississippi Power & Light Co 17pp 45824 105 45824 121 

“0806160125 Discusses debign basis f or hydrogen evolution from metal vvater roactor 
rate considerations Mgt attenlson needs to be focused on key decision to reduce pos- 
sibility that significant redesign will ba required 

OWSLEY.G F Atomic Energy Commission, Directorate of Licensing 73/05/23 

MOORE, V A Atomic Energy Commission, Directorate of Licensing 3pp 45B24 122- 
45824 124 

“8006160127 Forwards proposal by Containment Sys Branch re approach to assigning 
rate to Initial 5% metal water reaction parameter per Flog Guide 7 
TEDESCO.R Atomic Energy Commission, Directorate of Licensing 73/05/31 

HENDftfE.J M Atomic Energy Commission, Deputy Director for Technical Review 
fPro-1975) 2pp 45B24 125 45824 126 

“8806160129 Discusses proposed interpretation & application of Reg Guide 7 by Con 
tarnment Sy 9 Branch re approach to assigning rate to 5% motal-wator reaction 
CUDLIN.R L Atomic Energy Commission, Deputy Director for Technical Review (Pre 
1975) 73/05/31. TEDESCO.R Atomic Energy Commission, Deputy Director for Tech 
nlca! Review (Pro- 1975) 5pp 45824 127-45824-131 

-8808160136 Discusses potential bypassing in Mark III & ice condenser Recommends 
two automatic valves, one which may be testable chock valvo on all lines connecting 
two containment vote 

CUDLIN.R L , LA IN AS, G C Atomic Energy Commission, Deputy Director for Technical 
Review (Pre-197S) 73/06/15 HENDR!E,JM Atomic Energy Commission, Deputy Di 
rector for Technical Review (Pre 1975) 9pp 45624 132 45824 140 

-6006160140 Forwards request for addl info re listed items concerning util application 
for CP 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/07/13 
MOORE, V A Atomic Energy Commission - Deputy Director for Reactor Projects 3pp 
45824 141-45024 143 

-6608160145 Notification of 730719 meeting w/util in Bethesda.MD lo discuS9 technical 
matters principally re reactor sys. containment sys & accident analysis 
OWSLEY.G Atomic Energy Commission, Directorate of Licensing 73/07/17 

BUTLER, WR Atomic Energy Commission. Directorate of Licensing Ip 45624 144 
45824 144 

—Bfl 05160148 Notification of 730810 meeting w/ulil in Bothesda.MD to discuss contain- 
ment sys matters re util application, specificalfy.isolation valvo 
arfangoments.subcompartmant pressure analysia.vont clearing model & util re- 
sponses 

OWSLEY.G Atomic Energy Commission, Directorate of Licensing 73/08/08 

BUTLER, WR Atomic Energy Commission, Directorate of Licensing tp 45824 145 
45824,145 

“8006160153 Forwards info requested by 730719 Itr re combustible gas conlrol sys & 
bypass leakage Enel will be idenbcal In content to info filed later as part of Amend 2 
STAMPLEY.NL Mississippi Power 4 Light Co 73/08/14 GIAMBUSSO.A Atomic 
Energy Commission, Directorate of Licensing I3pp 45824 146 45824 158 

-B806160157 Urges AEG to reconsider a modify regulatory position as- reflected In Reg 
Guide 1 7 to reflect hydrogen conlrol requirements to be more consistent w/estab- 
lished technical considerations 

BRAY, A P General Electric Co 73/07/30 MANNING, L Atomic Energy Commission 
6pp 45024 159-45824 163 

-8806160161 Inloims that Info in several important review areas re Mark III containment 
will not be available for review cn basis to meal blue book schedule oi 730907 Based 
orv listed Info util informed of listed items 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/09/04 
HENDRIE.J M Atomic Energy Commission, Deputy Director for Technical Review 
(Pro 1975) 2pp 45824 164 45624 165 

-8606160165 Forwards request for addl Info to suppl 730501 responses to request for 
add) info Certain regulatory requirements established in area of sys quality group clos 
silicalions which will have to be resolved prior to review conclusion 
MOORE, V A Atomic Energy Commission, Directorate ot Licensing 73/09/05 
STAMPLEY.N L Mississippi Power & Light Co 7pp 45824 166-45824 172 

-8806160190 Notification of 730918 meeting w/titi! in Belhesda.MD to discuss applicant 
planned response to questions raised by staff re containment for plant 
OWSLEY.G, Atomic Energy Commission Deputy Director for Reactor Projects 73/ 
09/17 BUTLER.W R Atomic Energy Commission - Deputy Director for Reactor 
Projects 4pp 45824:173-45824:176 


--8806160196 Forwards request for addl Info re revlow of info submil led on PSAR up t 
& including Amond 1 1 

TEDESCO.R L Atomic Energy Commission, Directorate of Lpcensiog 73/04 >'2i 
MOORE, V A Atomic Energy Commission - Deputy Director for Reactor Projecls 11 PC 
45824 177 45824 187 

-8606160204 Forwards request for addl Info to suppl 730512 & 0719 responses lo re- 
quest for addl Info Certain regulatory requirements established ro design of eonlav*- 
ment which will have to be resolved prior to conclusion of review 
MOORE, V A Atomic Energy Commission - Deputy Director for Reactor Project? 73 * 
10/02 STAMPLEY.NL Mississippi Power & Light Co 1 1 pp 45024 160 '45624 !§•* 

“8606160208 Advises that util response to 731002 request for addl Info & slate meet 
regulatory requirements re design of containment will be submitted by 73111 2 
STAMPLEY.NL Mississippi Power & Light Co 73/10/09 BUTLER.W fl Abm* 
Energy Commission Deputy Director for Roactor Projects 3pp 45824 
45824 20 1 

“8806160249 Forwards requests for addl Info ro GESSAR & submits comments n 
application Approval of containment design presented in GESSAR must bo pred-ca^J 
on successful completion of sufficient amount of largo scale testing 
TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 73/11/15 
MOORE, V A Atomic Energy Commission - Depuly Director for Roactor Projects 24pp 
45824 202-45824 225 

--8806160257 Submits question developed by Containment Sys Branch to bo insisted 
as part oi first round queslions, submitted lo RP on 731115 

LAINAS.G C Atomic Energy Commission, Directorate of Licensing 73/ IV 16 
STOLZ.J Atomic Energy Commission - Deputy Qirector for Reactor Projecls 
45824 226-45824 227 

-BG06 160261 Forwards draft safety evaluation detailing items requiring rosoluton ei 
pected to occur prior to Issuance of const permit & will be reported in suppl to sa'ey 
evaluation 

TEDESCO.R L Atomic Energy Commission, Deputy Director for Technical flrr<e* 
(Pre 1975) 73/12/19 DEYOUNG, RC Atomic Energy Commission - Deputy OaecAa 
for Reactor Projects 3pp 45624 228-45024 230 

“8806160204 Draft safoty evaluation detailing items requiring resolution expected to 
occur prior to issuance of const permit 

* Atomic Energy Commission, Deputy Director for Technical Review (Pro-1075) 13' 
12/19 36pp 45824 231 45824 266 

“8800160269 Forwards responses to inquiries for use by subcommittee prior to 749117 
10 meeting Responses will form basis for further discussions w/slaff 
BUTLER.W R Atomic Energy Commission - Deputy (Director for Reactor Projects 74 1 
01/12 FRALEY, R ACRS - Advibory Committee on Roactor Safeguards &W 
45624 267 45824 275 

-6806160274 Discusses BWR 6/Mark III containment blowdown Reactor Safety w-Jf 
provide comparison of results of GE recirculation lino blowdown to those performed 
using RELAP-4 

TEDESCO.R L Atomic Energy Commission, Directorate of Licensing 74/OJ/29 
STELLO.V Atomic Energy Commission, Deputy Director for Technical Rewew 
1975) 2pp 45824 276 45024 2/7 

“8806160280 Summary of 740116 mooting w/util in San Jose.CA ra staff review ol pro- 
posed containment dosign Meeting agenda oncl 

OWSLEY.G Atomic Energy Commission Deputy Director for Reactor Projects ?** 
03/29 Atomic Energy Commission - Deputy Director for Reactor Projects 4pp 
45B24 278-45024 261 

-8806160306 Summary of ACRS 740307 meeting fo review ubl application re listed 
items Trnnscripl of proceedings availabfo 

OWSLEY, G Atomic Energy Commission - Deputy Director Tor Reactor Projects 7 A t 
04/02 Atomic Energy Commission - Deputy Director for Roador Projects 2p$> 
45624 282-45024 283 

“8806180307 Summary of 740422-23 mooting w/GE in San Jose,CA ro stalu 9 or Mark 
Ml test programmes! results from 1,2 & 3 vent & test senes & G6 analysis oi poten'ual 
for developing suppression pool wave action Summary of mooting oncl 
CUDLIN.R L Atomic Energy Commission, Deputy Director for Technical Review (Pre- 
1975) 74/05/01 TEDESCO.R L Atomic Enorg y Commission, Deputy Director tor 
Technical Review (Pre-1975) 1 1 pp 45524 284 45824 204 

-8806160309 Summary of 740430 & 0502 mootings w/otii In Betheada.MD re Bppbcart 
proposed rev to combustible gas control sys design 

OWSLEY.G F Atomic Energy Commission - Deputy Director for Reactor Projects. 74/ 
05/14 Atomic Energy Commission - Deputy Director for Roactor Projecls 5j>p 
45824 295 45824 290 

“8806160312 Summary of 750116 meeting w/util in Bothesda.MD re deferred & new 
issues involving plant project that will require applicant lo provide addl Into dunnj 
post-const permit period Attendance fist end 

BUTCHER, E J Office of Nuclear Reactor Regulation, Director 75/01/21 Office of 
Nuclear Reactor Regulation, Director 5pp 45824 300-45824*304, 

“BB06160315 Notification of 750212 & 13 meetings w/GE in San Jose.CA to dtecvSS 
ongoing Mark III large scale testing program & analytical metiiods 
development Meeting agenda end 

CUDLIN.R L Division of Technical Review (NRR-1975 only) 75/01/28 LAINAS.GC 
Division of Technical Review (NRR 1975 only) 6pp 45824 305-45824 310 

“8006160317 Summary of 750205 mooting w/util In Belhesda.MD re derivation ot dy- 
namic loads considered in design of containment structures & significance of toads to 
overall loading on structures Attendance list end 

BUTCHER, EJ Division of Reactor Licensing (NRR-1 975 only) 75/02/14 Division of 
Reactor Licensing (NRR 1975 only) 4pp 45824 311 45824 314 

“B8061 60323 Summary of 760410 mooting w/GE in Bethe 3 da,MD re effects of pooS dy- 
namic & relief valve loads on BWR oporflfing reactors & reactors under const 
CUDUN.R L Division of Technical Review (NRR-1975 only) 75/04/16 LAINAS.GC 
Division of Technical Review (NRR-1975 only) 39pp 45824 315-45024 353 
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— S30616O336 Forwards response to concerns re suppression poo) dynamic 
loads Response divided into three parts due to organlzationafdiv of responsibility 
MCGAUGHY.J P Mississippi Power & Light Co 75/04/25 Office of Nuclear Reactor 
Reg ula lion, Director 2pp 45824 354*45024 355 

60342 Summary of 750423 meeting w/util In BethescJa.MD re util proposed re* 
spense to NRC 750303 Itr requesting info on design basis loading for containment 
structures per mod from design In PSAR 

BUTCHER, E J Division of Reactor Licensing (NRR-1975 only) 75/05/01 Division of 
Reactor Licensing (NRR-1975 only) 3pp 45024 356 45824 350 

-*86051603-51 Discusses 750527 meeting re discussion w/staff that loads being used by 
util not adequately supported by test data & possibly questionable design practices 
being used to factor load into design 

BUTCHER, EJ Division of Reactor Licensing (NRR-1975 only) 75/05/29 
TEDESCO.R L , MACCARY.R R Division of Technical Review (NRIR 1975 only), 2pp 

45824 359 45024 360 

-6808160363 Forwards request for addl info re Mark III containment suppression pool 
dynamic loads Requests transmittal of request to applicant lor discussion at 750603 
meeting- 

MACCARY.RR {Division of Technical Review (NRR-1975 only) 75/05/30 
DEYOUNG.RC Division of Reactor Licensing (NRR 1975 only) 5pp 45825 001* 

45825 005 

-*8806160401 Forwards request for addl info ro suppression poo) dynamic 
loads Co mpl olio n of evaluation pending on availability of requested Info 
MACCARY.RR Division of Technical Review (NRR-1975 only) 75/06/03 

DEYOUNG.RC Division of Reactor Licensing (NRR*19?5 only) 3pp 45825,006- 
45625 008 

-0806160405 Summary of 750603 & 04 meeting w/ulil in Gaithersburg, MD & 
0 at ho sda.MD, re spec lively re design basis loading & design molhods for plant 
BUTCHER, EJ Division of Reactor Licensing (NRR-1975 only) 75/06/10 Division of 
Reactor Licensing (NRR-1975 only) 4pp 45025 009 45825 012 

-8806160413 Forwards revised request for addl info re Mark III containment suppres 
sJon pool dynamic toads Tranamitlal of end to applicant requested 
MACCARY.RR Division of Technical Review (NRR-1975 only) 75/00/11 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 4pp 45B25 013* 
4562 5 016 * 


-8806160421 Forwards request for addl info re pool dynamic loads for plant & submits 
pos-ilion io review 

TEDESCO.R L Division of Technical Review (NRR-1975 only), 75/06/13 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 5pp 46825 017- 
45825 021 

-8806160424 Forwards request for addl info ro Mark III containment suppression pool 
dynamics, per 750820 request to review sub) rept 

MACCARY.RR Division of Technical Rovlow (NRR-1975 only) 75/10/10 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 5pp 45025 022 
45825 026 

-B808160429 Informs that based on rovlow, pool dynamic loads speclflod for plant found 
lo be acceptable provided util adopts listed positions 

TEDESCO.R L Division of Technical Review (NRR-1975 only) 75/10/22 

DEYOUNG.RC Division of Reactor Licensing (NRR-1975 only) 4pp 45026 027* 


“8806160437 Notification of 740117-10 subcommittee meeting tn San Jose, CA to fur- 
ther discuss util application for CP & to inspect GE tost facilities used to verify con 
tainment performance 

WCKINLEY.JC Atomic Energy Commission 74/01/12 OKRENT.D Atomic Energy 
Commission 6pp 45825 031-45825 036 

-8806170251 Advises of preliminary review of util 720922 application to const nuclear 
power plant Initial meeting lo discuss review schedule will be planned for 720927 & 
second mooting on 72WQ6 

OWSLEY.GF Atomic Energy Commission. Doctorate of Licensing 72/00/21 
BOYD.RS, Atomic Energy Commission - Deputy Director for Reactor Projects, 2pp 
45825037*45025 030 

8806170307 Final response to FOIA request for documents Forwards documents listed 
fa App C & releasable portion of App D Apps B & C records available in PDR App D 
documents partially withheld (ref FO)A Exemption 7) 

GRIMSLEY.DH Division of Rules & Records (070413 060514) 80/06/10 

NICKERSON, J Affiliation Not Assigned. 5pp 45027,145-45027 162 

-6806170311 Documents M Milter call on 860127 & closes out file on issue re observa 
lion of marked shipment of nuclear waste which entered Mayflower sand & gravel pit 
TRIPP.IE Region 1, Ofc of the Director 00/02/19 Afliliatlon Not Assigned 6pp 
45827 151*45827 156 

-8806170316 Forwards info supporting closeout of Allegation Rl 87-A-0 107 Rept re- 
flects Input provided by DRSS & will bo Included in Insp Rept 50 293/07-57, 

LYASH.J Region 1, Ofc of the Director 88/06/10 BLOUdlH.R Region 1, Ofc of the 
Director 2pp 45027*157-45827 150 

-BB06170318 Requests Investigation into allegations that health physics results 
changed to preclude having to perform addl surveys & that contaminated resins have 
been Improperly disposed of on site Written response requested within 30 days 
COLLINS, S, 3 Region 1, Ofc of the Director 08/03/04 BIRD.RG Boston Edison Co 
2pp 45827 159 45827*160 

-BBO0 170319 Partially deleted Itr forwarding responses to allegations described in 
88030 4 Itr ro health physics records changed to preclude performance of addl sur- 
veys 

BIRD.RG Boston Edison Co 88 065 88/04/04 COLLINS, S J. Region 1, Ofc of the 
Direclor 2pp. 45827,161*45027.162 

8806170325 Partial response to FOIA request for documents App K documents withheld 
(ref FOIA Exemption S) App J documents available In PDR 

GRIMSLEY.D.H Division of Rules & Records (070413 060514) 88/06/10. JONES.C 
Affiliation Nol Assigned 6pp 45927 160*45827 175, 


0806170328 FOIA request for documents ro suspect piping from Piping Supplies Inc of 
Folsom.NJ & West Jersey Mfg Co of Will lamstown.NJ, used in Davis Basse nuclear 
power plant 

MAXWELL.B Cosmos Broadcasting Carp 96/05/13 NRC - No Detailed Affiliation 
Given 2pp 45027 176 45827*177 

B806170332 Final response to FOIA request for documents Forwards App A 
documents Documents also available in PDR App B documents withhold (ref FOIA Ex 
emptlon 7), 

GRIMSLEY.DH Division of Rules & Records (870413 660514) 60/06/10 

MAXWELL.B Cosmos Broadcasting Corp 4pp 45B27 170-45027 181 

8006200036 FOIA request for documents ro internal A/or external correspondence/ 
communications to & from NRC & H Meyer, Congressional staff .from 1904 to 
1967 List of both author & recipient of documents requested 

CONNOR.L Doc-Search Associates 87/10/23 GRIMSLEY.DH Division of Rulos & 
Records (870413-800514) Ip 45045 049 45045 040 

9806200000 Final response to FOIA request for documents App H documents available 
at PDR App l documents partially withhold (ret FOIA Exemption 5) 

GRIMSLEY.DH Division of Rulos & Records (870413 000514) 88/06/13 

CONNOR.L Doc-Search Associates 5pp 45845 050 45845 180 

— 8806200084 Informs of H Mayor request that listed items re Keaton task force & HPI 
Initiation bo brought to Commission attention at 840323 meeting 
KAMMERER.C Of lice of Congressional Affairs (pro B70413) 64/03/22 PALLADINO, 
G1LINSKY, ROBERTS Commissioners 2pp 45045 055-45845D73 

-8806200097 Requests action bo taken to obtain responses to H Myers 040004 quas 
tions & advice from OGC os to whalher responses & memo need to bo sorved on 
parties 

HALLER, N Commissioners 04/06/07 KAMMERER.C Office of Congressional Affairs 
(pro 070413) 3 pp 45045 074 45045 076 

-B806200098 Fowards revised copy of Chairman opening remarks, M Denton opening 
remarks,! Yin remarks & staff responses to H Moyer 840410 questions from 840614 
briefing before Subcommittee on Energy &. Environ 

KAMMERER.C, Office of Congressional Affairs (pre 070413) 84/06/12 PALLADINO, 
GILINSKY, ROBERTS Commissioners 5pp 45045077 45045 061 

-8806200101 Forwards 2 206 petition & 840001 memo.per verbal request Documents 
withheld & must bo restricted to use by Commllteo staff 

KAMMERER.C Offtce of Congressional Affairs (pre 870413} 04/08/10 

MEYERS.HR House of Rop Ip 45645 002-45645 002 

-8800200112 Summarizes 040731 mooting w/H Meyers of Interior Commitleo ro 
NUREG-0080 & NRC evaluation of util mgt integrity Quostlons raised concerning mgt 
Integrity not addressed in rept 

KAMMERER.C, Olfice of Congressional Affairs (pro 870413) 84/08/16 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners 1 p 45845 063 45045 0B3 

-8806200124 Forwards ^Assessment of Organizational Changes in the TVA Powor Pro 
gram & Nuclear OA Program," provldod by Subcommittee on Energy & Environ 
COMBS.F Office o! Congressional Affairs (pro 870413) 05/03/27 CHESTNUT, S, 
AJSTIN.J., MEYER, J Commissioners Ip 4504S 0D4-45845 0D4 

— B808200137 "Assessment of Organizational Changes In TVA Powor Program & Nuclo 
ar QA Program" 

* Management Analysis Co 04/11/08 S4pp 45045 085 45B45 1 54 

-80O62OO148 Forwards H Moyere 050315 memo & NRC 050517 response ro NRC In- 
vestigation of Unit 2 polar crane allegations Response will bo forwarded by 050523 
KAMMERER.C Office of Congressional Affairs (pro 870413) 05/05/22 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45045 1 55-45845 155 

-8806200165 Informs that transcript ol 050603 Commission mooting gn Wolf Creek wilt 
be transmitted lo Subcommittee on Enorgy & EnvLron.upon Commission 
approval.Transcrlpt should bo withhotd from public disclosure 
KAMMERER.C, Office of Congressional Affairs (pre 870413) 05/06/11 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45045*150 45845 156 

-8806200169 Forwards memo of Commission Q5051Q response to- Fa pres onto live Udall 
re qualification of pressure Iransrmtters 

KAMMERER.C Office of Congressional Affairs (pro 070413) 85/07/15 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners. Ip 45B45 157-45845 157 

-8806200166 Informs of House Subcommittee on Energy & Environ request for Ofc of 
Inspector a Auditor Inquiry 85-29 ro allegations of wrongdoing Commission views re 
quested by 850723 

KAMMERER.C Office of Congressional Affairs (pro 070413) 05/07/18 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 158-45845 150 

-8806200184 Forwards H Meyer comments on Ofc of Inspector & Auditor Ropt 05 
29 Comments provided for Commissioners only duo to sensitivity of comments 
KAMMERER.C, Office of Congressional Affairs (pro 070413) 05/08/00 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 150 45845 159 

-8806200193 Forwards H Moyers 850913 memo transmitting series of memos previous 
ly sent to NRC concerning Black & Vcalch review of plant 

KAMMERER.C Offica of Congressional Affairs (pre 870413) 65/09/15 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners Ip 45845 160 45645 160 

— 88G62O0215 Forwards H Meyers 850830 memo re Congressional Inquiry on TVA 
KAMMERER.C Oftsca of Congressional Affairs (pre 870413) 06/00/03 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners 2pp 45345*161*45845.182 

-8806200302 Request* Commission views gn transmittal of Ofc of Investigations inves- 
tigation of possible failure lo rept accident involving ejection of Incore instrumentation 
thimble lube to Committee on Inferior & Insular Affairs 

KAMMERER.C Office of Congressional Affairs (pre 070413) 85/09/05 PALLADINO, 
ROBERTS, ASELSTINE Commissioners Ip 45045 163-45045 163 

-8806200333 Forwards memo provided by Committee on Interior & Insular Affairs re 
Congressional Inquiries on TVA 

KAMMERER.C Office of Congressional Affairs (pre 870413) 85/09/25, PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45645 164-45845 164, 
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-8806200413 Informs of House Interior Committee request for briefing re Region II sup- 
port of Ofc of fnve si i gallons investigation at TVAH Meyers request that D Murphy 
brief H Meyers & P Stockton on 651022 

KAMMERER.C Office of Congressional Affairs (pre 870413) 85/10/18 PALLACINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 174 45845 174 

“680B2t0l68 Discusses questions raised as to consistency of findings in 850917 SALP 
w/results of TVA NSRS repts.Ouality Technology Co findings & INPO field notes 
MEYERS.H House of Rep 85/09/23 DIRCKS.B , KAMMERER.C NRC No Detailed 
Affiliation Given 9pp 45845 105-45845 173 

-8806210162 Forwards H Moyers 850903 llr for appropriate action 
KAMMERER.C Office of Congressional Affairs (pre 870413) 85/09/10 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners Ip 45045 175 45845 176 

“8806210185 Discusses NRC 850516 questions ro TVA adherence to NRC 
regu la lions, in eluding compliance w/Cntenon II.App B, 10CFR50 
MYERS, H House of Rep 65/09/03 DIRCKS.B , KAMMERER.C NRC - No Detailed 
Affiliation Given 5pp 45845 176-45645 180 

“8808200084 Informs of H Meyer request that listed items re Keaten task force A HPI 
initiation be brought lo Commission altention at 840323 meeting 
KAMMERER.C Office of Congressional Affairs (pre 670413) 84/03/22 PALLADINO, 
GIL1NSKY, ROBERTS Commissioners 2pp 45645 055 45845 073 

“8806200097 Requests action be taken to obtain responses to H Myers 640604 ques- 
tions 6 advice from OGC as to whether responses & memo need lo be served on 
parties 

HALLER, N Commissioners 64/06/07 KAMMERER.C Office of Congressional Affairs 
(pre 870413) 3pp 45B45 074 45845 076 

“8806200098 Towards revised copy of Chairman opening remarks.H Denton opening 
remarks, I Yin remarks & staff responses to H Mayer 840410 questions from 040814 
briefing before Subcommittee on Energy & Environ 

KAMMERER.C Office of Congressional Affairs (pre 870413) 84/06/12 PALLADINO, 
GILINSKY. ROBERTS Commissioners 5pp 45845 077-45845 081 

“880B200101 Forwards 2 206 petition & 840801 memo, per verbal request Documents 
withheld & must be restricted to use by Committee staff 

KAMMERER.C Office of Congressional Affairs (pro 870413) 84/03/10 

MEYERS.H R House of Rep Ip 45045 082-45B45 082 

-8806200112 Summarizes B40731 meeting w/H Meyers of Interior Committee re 
NUREG-06BG & NRC evaluation of utd mgt Integrity Quoslions raised concerning mgl 
Integrity not addressed in rept 

KAMMERER.C Office of Congressional Affairs (pre 070413) 84/08/16 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners Ip 45045 083-45B45 083 

-8806200124 Forwards ’‘Assessment of Organizational Changes in the TVA Power Pro 
gram & Nuclear QA Program," provided by Subcam mlltoe on Energy & Environ 
COMBS, F Office of Congressional Affairs (pro 870413) 85/03/27 CHESTNUT, S , 
AUSTIN, J . MEYER.J Commissioners Ip 45045 084-45045 004 

-0806200137 "Assessment of Organize Ifonal Changes in TVA Power Program & Nucle 
ar QA Program " 

* Managemonl Analysis Co 84/1 1/00. 54pp 45845 005-45845 164 

“0806200148 Forwards H Meyers 850315 memo & NRC 8S0517 response re NRC In 
vestigatian of Unit 2 polar crano allegations Responso will be forwarded by 850523 
KAMMERER.C Office of Congressional Affairs (pre 870413) 85/05/22 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners Ip, 45645 155 45045 155 

“6806200155 Informs that transcript of 850603 Commission meollng on Wolf Creak will 
be transmuted to Subcommittee on Enorgy & Environ, upon Commission 
approval.Tran script should be withhold from public disclosure 

KAMMERER.C, Office of Congressional Affairs {pre 87041 3). 85/06/11, PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 156 45845 156 

-8006200159 Forwards memo ol Commission 850510 response to Representative Udali 
re qualification of pressure transmitters 

KAMMERER.C Office of Congressional Affairs (pre 870413) 65/07/15 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 4 5045,1 57-4 5B45 1 57 

-8806200165 Informs of House Subcommittee on Energy & Environ requost (or Ofc of 
Inspector & Auditor (nquary 85 29 re allegations of wrongdoing Commission vlaws re- 
quested by 050723 

KAMMERER.C Office of Congressional Affairs (pre 870413) 85/07/18 PALLADINO. 
ROBERTS, ASSELSTINE Commissioners Ip 45645 150 45845 150 

“8806200184 Forwards H Meyer comments on Ofc of Inspector & Auditor Repl 05- 
29 Comments provided for Commissioners only due to sensitivity of comments 
KAMMERER.C Office of Congressional Affairs (pre 870413) 85/08/00 PALLADINO, 
ROBERTS. ASSELSTINE Commissioners Ip 46845 159 45845 159 

“8606200193 Forwards H Moyers 850813 memo Iran smilting series of memos previous- 
ly sent to NRC concerning Black & Vealch review of plant 

KAMMERER.C Office of Congressional Affairs (pra 870413) 65/09/15 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 160 45045 160 

“8606200215 Forwards H Meyers 850830 memo re Congressional inquiry on TVA 
KAMMERER.C. Office of Congressional Affairs (pro 870413) 85/09/03 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners 2pp 45845 161-45B45.162 

-8B06 200302 Requests Commlssson views on transmittal of Ofc of Investigations inves- 
ts Ballon of possible failure to rept accident Involving electron of mcore instrumentation 
thimble lube lo Committee on Interior & Insular Affairs 

KAMMERER.C Office of Con grass tonal Affairs (pre 870413) 05/09/05 PALLADINO 
ROBERTS, ASELSTINE Commissioners Ip 45845 163 45845 1 63 

-8006200333 Forwards memo provided by Commilloe on Interior & Insular Affairs re 
Congressional Inquiries on TVA 

KAMMERER.C Office of Congressional Affairs (pre 870413) B5/09/25 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845*164-45845 164 

—8806200413 Informs of House Interior Committee request for briefing re Region II sup- 
port of Ofc of invesbgalions investigation at TVA H Meyers request that D Murphy 
brief H Meyers & P Stockton on 851022 

KAMMERER.C Office of Congressional Affairs (pro 870413) 85/10/18 PALLADINO, 
ROBERTS, ASSELSTINE Commissioners Ip 45845 174-45845*174- 


-8806210188 Discusses questions raised as to consistency ol findings in 650917 SAL 9 
w/ results of TVA NSRS repts.Ouality Technology Co findings a INPO field notes 
MEYERS.H House of Rop 85/09/23 DIRCKS.B . KAMMERER.C NRC NoOcia'*! 
Affiliation Given 9pp 45845 165-45845 173 

-88 0621 01 82 Forwards H Meyers 050903 Itr for appropriate action 
KAMMERER.C Office of Congressional Affairs (pre 870413) 85/09/10 PALLAEHtO 
ROBERTS, ASSELSTINE Commissioners Ip 45845 175-45845 175 

“6806210185 Discusses NRC 850516 questions re TVA adherence to NRC 
regulations, including compliance w/Criterion II.App 0, 10CFR50 
MYERS, H House of Rep 05/09/03 DIRCKS.B, KAMMERER.C NRC - No DttaT-J 
Affiliation Given 5pp 45045 176 45845 180 

6006200150 Appeals denial of FOIA request for documents ro scores rocervod b/ reac- 
tor operators & senior reactor operators on qualification & req implication exams 
BOLEY.K Public Citizen's Critical Mass Energy Project BB/04/07 CHILK.S OfFce- 
the Secretary of the Commission 3pp 45844 225 45044 227 

8806200181 Forwards article from 890214 Pittsburg Press re info which should be r- 
eluded in response to FOIA Request FOIA-Q7-638 

BOLEY.K Public Citizen's Critical Mass Energy Project 86/02/ 16 ROBIN SON L 
NRC - No Detailed Affiliation Gwen 3pp 45044 228 45644 230 

0006200163 Ack receipt of FOIA requost Informs that FOIA number, FOIA 87 038s.5 
signed to request & that there may be some delay in response because ol ens'ng 
backlog of cases & time needed to search for requested records 
ROBINSON, L NRC - No Detailed Affiliation Gwen 07/12/16 AfLIIalion Not Assured 
Ip 45844 231 45844 230 

8806200168 Partial response to FOIA request for documents App G document a. st- 
able in PDR App A.C.D & E documents end & available In PDR 
GRIMSLEY.PH NRC • No Detailed Affiliation Given 86/06/13 BOLEY.K Pub 1 * 0> 
zen’s Critical Mass Energy Project 7pp, 45044 239-45844 330 

-8806200173 Forwards requalification program evaluation reports for all rcqu.aAficaLd'i 
exams conducted in Region I from Oct 1906 to Sept 1987, per 871110 memo 
GALLO, RM Region 1, Ofc of the Director 80/06/13 SZYMANSKIJ L Operate* U 
censing Branch 75pp 45044 265 45844 338 

8008200274 Partial response to FOIA request for doc umonls Forwards App £ 
documents App D & E documents available in PDR 

GRIMSLEY.DH Division of Rules & Records (870413-800514) 88/06/03 

AFTERGOOD.S Committee lo Brrdge the Gap 4pp 45858 001 4585B206 

-6006200310 Forwards R Suarez 801105 Itr re infrared detectors 
ASHBAUGH.C California, Univ of, Los Angeles, CA 8 8/06/03 CARLS Off DM 
Office of Nuclear Material Safety & Safeguards. Director 20pp 45056 009 456 SS ID T 

-0806210059 Forwards revised security plan & replacement pages for App A to rcf'jc* 
740021 original text of security plan & lo replace 740829,1020 A 1127 lira of coot* 
tions & additions 

HICKS, T E California, Univ. or, Los Angeles, CA 75/06/20 G1AM0USSO.A Di w&O* 
of Reactor Licensing (NRR-1975 only) Ip. 45858 100 45850 108 

-0906210070 Sanitized Hr submitting revised security plan tor nuclear energy fafc tr 
UCLA per 10CFR50 34 & 73 40 

HICKS, T.E California, Univ of, Los Angeles, CA 75/06/20 GIAMBUSSO.A 0* sc* 
of Reactor Licensing (NRR-1975 only) Bpp 45658.100 45058 1 18 

-9806210151 Updates security plan & provides addl Info on status of security &,s U 
towing 750520 security fnsp Forwards emergency procedure 
HICKS, T.E California, Univ, of, Los Angelos, CA 75/07/15 GIAMBUSSO.A Dws<yi 
of Reactor Licensing (NRR-1975 only) 2pp 45058 117-45858 116, 

-8806210154 Revised emergency plan Implementing procedures for UCLA nutfC-ar 
energy lab 

* California, Univ of, Los Angelos, CA 75/07/31 5pp 45068 1 10 45058 123 

-0806210180 Informs (hat UCLA security plan unacceptable w/respoct loono I’cmErd 
notice should be forwarded to licensee 

HOUSTON, RW NRC - No Detailed Affiliation Given 75/09/05 LEAFl.GE Operate 
Reactors Branch 3 (Pre 790625). 2pp 45858 124-45850.125. 

-B 8062 101 61 Informs that proposed revs.dtd 750620 & 0715, to security plan for UCLA 
training reactor acceptable except for provision described in oncl Requests rcsjxxis* 
within 30 days 

GOLLER.K R Division of Reactor Licensing (NRR-1975 only) 75/09/25 HICKS,! E 
California, Univ. of, Los Angeles, CA 2pp 45858 126 45850 127 

-8806210166 Forwards replacement poge9 for revisod security plan for UCLA irainv-j 
reactor dtd 750620,lo correct error on page 7 & to update sub) plan 
KASTENBERG.WE California, Univ of. Los Angeles, CA 75/10/21 GOLLER.K R 
Division of Reactor Licensing (NRR-1975 only) 3pp 45B58 128 45858 130 

“8806210186 Submits physical security plan for nuclear energy lab al UCLA f*r 
IOC FR73 40 

KASTENBERG.WE California, Univ of, Los Angelos, CA 76/04/01 fltlSCHE.BC 
Office of Nuclear Reactor Regulation, Director Bpp 45058 131-45856 13B 

-8606210197 Informs that UCLA 760401 proposed change to security plan meets re- 
quirements of 10CFR50.34(C) & 10CFR73.40 & acceptable 

HOUSTON.R W Industrial Security & Emergency Planning Branch 76/05/11 
LEAR.G.E Operating Reactors Branch 3 (Pre 790625) Ip 45850 139-45858 139 

“8806210200 Evaluation of UCLA security plan 
VAN NIEL.CR, Industrial Security & Emergency Planning Branch 76/05/10 2j>j> 
45858*140 45058.141 

-88062102Q3 Forwards figures & replacement for Page 14 of App A of 760401 revised 
security plan for UCLA training reactor, 

KASTENBERG.W E California, Univ. of, Los Angelos, CA 76/05/26 RUSCKE.BC 
Offrce of Nuclear Reactor Regulation, Director. 28pp 4505B* 142-45858 169 
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-8806210208 Requests approval of 760401 proposed changes to security plan for 
UCLA training reactor for reasons listed 

KASTENBERG.W E California, Umv of, Los Angeles, CA 76/06/09 RUSCHE.BC 
Office of Nuclear Reactor Regulation, Director 2pp 45850 170 4586 9 17 1 

-680621020-9 Evaluation of UCLA security plan 
VAN NtEL.CFt Industrial Security & Emergency Planning Branch 76/07/12 Ip 
45SS0 172 45858 172 

-88 06210207 Forwards draft security plan for UCLA nucloar energy lab 
CATTON.I California, Univ of, Los Angelos, CA 76/09/30 RUSCHE,B C Office of 
Nuclear Reactor Regulation, Director 23pp 45G5G 184 45B58 206 

-8806210302 Forwards replacements for Figures 12,13 & 15 of App A of current ac- 
copied security plan dtd 760401 to update sub} plan 

CATTON.I California, Umv of, Los Angelos, CA 76/12/13 RUSCHE.BC Office of 
Nuclear Reactor Regulation, Director 4pp 45058 207 '45058 210 

-8806210313 Forwards revised security plan for UCLA nuclear energy lab 
CATTON.I California, Umv of, Los Angeles, CA 77/01/20 RUSCHE.BC Office of 
Nuclear Reactor Regulation, Director Ip 45858 211-45850 211 

-88-06210334 Submits revised physical security plan for nuclear energy lab al UCLA as 
required by 10CFR73 40 

CATTONJ California, Univ of, Los Angeles, CA 77/01/20 RUSCHE.OC Office ol 
Nuclear Reactor Regulation, Director ?2pp 45058 212-45859 233 

-0506210353 Informs that licenseo 770120 chnnqos to security plan tor UCLA nucloar 
energy lab not acceptable Statement for transmittal to licensee, Identifying areas that 
must bo chan god, end 

CLARK, R A Assistant Director for Reactor Safeguards TAC 06519 77/03/31 
LEAR.G E Operating Reactors Branch 3 (Pro 790625) 2pp 45058 234 45850 235 

-88062 1036 1 Forwards results of evaluation of UCLA 770120 security plan 
MCPEEK.EW Assistant Director for Reactor Safeguards TAC 06519 77/03/31 
CLARK, R A Assistant Director for Reactor Safeguards 2pp 45850 236 45850 230 

—8806210367 Forwards Amend 1 to 770120 security plan in response to NRC 770412 

Itr 

CATTON.I California, Univ of, Los Angeles, CA 77/05/13 CASE,EG Office of Nil 
clear Roactor Regulation, Director 5pp 4585B 239 45850 243 

-8836210375 Forwards Amend 2 of 770120 security plon for UCLA reactor Requests 
lo replace pages & make addition referred to In and Cation tronsmiltal Hr 
BROWN, H V California, Univ of, Los Angelos, CA 77/00/31 CASE,E G, Office of 
Nuclear Reactor Regulation, Director Ip 45850 244 45050 244 

-8800210382 Forwards Amend 2 to licensee 770120 security plan 
CATTON.I California, Univ of, Los Angeles, CA 77/08/24 CASE.E G Office of Nu 
clear Reactor Regulation, Director 8pp 45850 245 45058 252 

-8808218389 Forwards revised security plan lor licensee ronctor 
BROWN, HV California, Univ. of, Los Angeles, CA EHS 0741,1335/ 78/03/13 
CASE.E G Office of Nucloar Reactor Regulation, Director Ip 45850 253 45858 253 

-8806210397 Forwards Amend 3 to licensee 770120 security plan 
CATTON.I California, Umv of, Los Angelos, CA 78/03/10 CASE.E G, Olflco of Nu 
clear Reactor Regulation, Director Ip 45658 254-45050 264 

-0806210410 Submits Amend 3 to physical aocunty plan (or nuclear energy lab at 
UCLA per 10CFR73 40 

CATTON.I California, Univ of, Los Annoloa, CA 77/01 /20 Office of Nuclear Ronctor 
Hogufallon. Director Gpp 45850 255 45050 262 

-0B0921O442 Forwards proposed Amond 3 to reactor sucunty plan for License R 71 in 
response to verbal questions from NRC 

BROWN, HV California, Univ of. Loa Angeles, CA 78/07/06 CASE.E G Office of 
Nuclear Reactor Regulation, Director Ip 45058,203 4B058 2C3 

-8BO021O4B7 Discourses on proposed Amend 3 to physical security plan 8 rcquosls 
approval of subj amend as submitted 

CATTON.I California, Umv of, Los Angeles, CA 78/07/03 CASE.E G Office of Nu 
clear Reactor Regulation, Director. 2pp 45058 264 45850 265 

-8800210473 Forwards evaluation of UCLA amended sucurlty plan w / recommendation 
that amond bo accepted provided certain mods mado which would effectively dlson- 
gage reactor control panel when control room not occupied by Level A personnel, 
SlNlSGALLf.A.A Assistant Director for Roactor Safeguards 70/00/03 CLARK, R A 
Assistant Director for Reactor Safeguards 4pp 45058 266-45050*269 

—8006210481 Forwards Itr from Director of UCLA nucloar energy lab answering ques 
hons re self protection (10CFR73 6b) In NRC Itr 

BROWN, H V California, Univ of, Los Angeles, CA EHS C-1023, 78/00/17. CASE.E , 
SINlSGALLI Office of Nuclear Roactor Regulation, Director Ip 45958 270-45058 270 

-$80621 0488 Dlscussos results of review of reactor fuel status re solf-proteclion crite 
non of 10CFR73 5, b, Lock procurement to Implement Stago 1 Implemented immediato- 

(WtON.I California, Umv. of, Los Angeles, CA 78/00/17 CASE.E G, SINISGALLI 
Office of Nuclear Roactor Regulation, Director 2pp. 45058.271 -45B50 277 

-880621C515 Suomlta Amend 4 to physical security plan for nucloar energy lab at 

CATTON.I California. Univ of, Los Angeles, CA 77/01/20 Office of Nuclear Reactor 
Regulation, Director 9pp 45850 278 45850 296. 

-8008220105 Forwards replacement Page 15 of App A of revised security plan for 
UCLA training reactor dtd 760401 

CATTON.I California, Umv. of, Los Angeles, CA 76/00/03 RUSCH.BC Office of Nu 
clear Reactor Regulation, Director 2pp 45850 173-45058 103 

8408210087 Partial rosponso to FOIA request (or documents Forwards App D 
documents App C documents available in PDR App E documents completely withhold 
{ret FOIA Exemption 5), 

GRIMSLEY.DH Division of Freedom of Information & Publication Services (Post 
6B051B) 80/06/13. MAXWELL.B Cosmos Broadcasting Corp 9pp 45853-266 
45657 142. 


-8806210098 Informs of request that Div of Reactor Safety assume lead responsibility 
for resolving MS1V failures on 071029 & 1103 at plant Responsibility includes detor 
mining adequacy of technical justifications for establishment of root cause 
GREENMAN.E G Region 3, Ofc of the Director 87/11/10 WILLER.H J Region 3, 
Ofc of the Director 7CMpp 45854 051 45B56 170 

-8006210105 Forwards description of committed actions, established parameters to bo 
monitored & appropriate action statements if predetermined threshold values 
exceeded, per 871109 committments 

EDELMAN.WR Cleveland Electric Illuminating Co PY-CEI/OIE 0289 07/11/13 
DAVIS, A B Region 3, Ofc of the Director tOpp 4 5650 171-45B56 180 

-8806210115 Provides formal rapt of findings & conclusions requested In 871 104 & 30 
confirmatory action firs Rapt summarizes ana lysis .root causes & corrective actions 
Identified following MSIV failures ol 071029,1 103 & 29 

KAPLAN.A Cleveland Electric Illuminating Co PY CEI/OIE-0297 07/12/30 
DAVIS.A B Region 3, Ofc of the Director Ip 45856 101 45856 101 

—8000210121 “Final Rapt MSIV 3 Way Dual Solenoid Valve Failures " 

* Cleveland Electric Illuminating Co 07/12/30 300pp 45B56 102-45057 116 

-80062 10128 Requests assistance to confirm that proposed activity in plant ropt war- 
rants followup & to provide Events Assessment Branch w /expected completion date 
for completion of work Related documents enc! 

ROSSI.uE Division of Operational Events Assessment (Post 070411) 8B/02/17 
MILLER.M J. Region 3, Ofc of the Director Hpp 45857 11 7-45857 130 

-8800210137 Discusses topics for senior mm mooting & submits partial listing of facili 
ties where vendor support has been problem-, von dor involved & component/issuo of 
Interest W/copyrlghted mail 

GREENMAN.E G Region 3. Ofc of the Djrectcr 08/03/09 DAVIS.A E3 Region 3, Ofc 
ol Iho Director 22pp 45057 131-45857 142 

8000220 100 FOIA request for documents re 3M Ionizer equipment, presently on recall 
from NRC.Iocated at Medtronic, Inc plants in Minneapolis, MN 

DUGGAN.S R Affiliation Not Assigned 88/05/ 18 NRC No Detailed Affiliation Given 
Ip 45B96 00 1-45096 001 

8808220101 Final response ta FOIA request No records subj to request located 
GRIMSLEY.D.M Division of Rules & Records (870413 080514) 00/06/15 

DUGGAN.S R Affiliation Not Assigned Ip 45896 002 45D96 002 

8806220168 Partial response to FOIA request for documents Informs that addl docu 
menla subj to request boing processed under previously filed requosl.FOIA-08 
107 Copy of most recent rosponso to subj request end W/o end 
GRIMSLEY.D H Division of Rules & Records (070413 8G0514) 88/06/13 COND1T.R 
Government Accountability Proioct Ip 45095 350 4509=5 360 

08062201 09 FOIA request for documents re contract currently In effect for operation & 
mainl of NRC document control sya 

NIEVES.D Frost & Sullivan, Inc 08/06/00 NRC No Detailed Affiliation Given Ip 
45896 026 45096 026 

0806220171 Final rosponso to FOIA request for documents Informs that contracts for 
NRC document control sys available at PDR under listed contract numbers & that cur- 
rent contract not modified 

GRIMSLEY.DH Division of Rules & Records (070413 000514) 08/06/15 NIEVES, D 
Frost & Sullivan, Inc Ip 45006 027 45096,027 

0808220174 FOIA request tor documents ro votes mado by Commission In Mar 19BB 
AIROZO.D Inside NRC (McGraw-l fill Publication) 08/04/1 1 GRIMSLEY.D Division 
of Rules & Rocords (670413-080514) Ip 45896 020-45096 029 

6806220170 Partial response to FOIA request fer documents App A documents withheld 
(rot FOIA Exemption 5) 

GflIMSLEY.D H Division of Rutos & Records (870413-080514) 88/06/10 AIROZO.D 
Inside NRC (McGraw- Hill Publication) 5pp 45896 029 45090 033 

8606220183 Partial response to FOIA roquost (or documents App M documents avail 
able in PDR App N documonts partially withheld (ref FOIA Exemption 0) & App O doc 
umants completely withhold (rot FOIA Exemption- 5) 

GRIMSLEY.D H Division of Rules A Rocords (G70413 Q0051 4) 00/06/13 DAY.B 
Austin, TX 6pp -15095 217-45095 220 

"8801190320 Expresses appreciation for outstanding efforts during Initial review of GAP 
allegations ro facility, 

REHM.T A Ofc of the Exoculivo Director (or Operations 60/01/12 ASHAR.H Struc 
tural & Geosciences Branch 2pp 45095 228 45095 230 

"8802290128 Trip rapt of 090211 & 12 site visit ro component anomalies, which include 
reactor vassal till cue to differential settlement of containment basemat Attendance 
list end 

HOU,S, Mechanical Engineering Branch 00/02/23 MARSH, L U Mechanical Engl 
nee ring Branch 4Bpp 45095 301 46895 347, 

-8006220215 Informs that 071112 meeting w/ S Garde cancelled & roachodulad for 
071119 to determina which allegations have enough background to allow for appropri 
ate followup & which require mere data 

REHM.T A Ofc of the Executive Director for Operations 07/11/12 CALVO.J , 
VARGA, S Office of Nuclear Reactor Regulation, Director (Post 070411) Ip 
45095 228-45095 220 

-8806220264 Forwards GAP document distributed at briefing & press conference In 
Austin, TX 

Gil LILANDJ.T Region 4, Ofc of the Director. 86/03/04 CRUTCHFIELD.D , 
CALVO.J, KADAMBI.P NRC - No Detailed Alfihallc-n Given 17pp 45B95 231 
45B95 254 

6806220184 Appeals denial of FOIA requosi for documents re proposed memorandum 
of agreement between NRC & INPO 

JORDAN.B Inside NRC (McGraw Hill Publication) 88/04/13 CHILK.S Office ol the 
Secretary of the Commission Ip. 45095 101 45095,101 

6800220109 Affirms NRC Initial action on FOtA request FOIA00 09 & denies 600413 
appeal for documents for listed masons 

CHILK.S J Office of tho Secretary of the Commission 00/00/15 JORDAN.B Inside 
NRC (McGraw Hill Publication) 2pp. 45095 102-45B95 100 
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8606-220194 FOIA request for documents re promulgation of 10CFR50 47(d), published 
in final form on 620713 

SMITH.B H Tourtellolte, Ross & Gray 8B/01/12 NRC - No Detailed Affiliation Given 
2pp 45B95 143-45695 1-44 

B8062 20205 Final response to FOIA requesl for documents Informs that no addj agency 
records available other than records presently maintained at PDR.whlch are tiled 
under proposed rule citatlons,46CFR61132 & 46CFR61134 

GRIMSLEY.OH Division of Rules & Records {8704 1 3 880514} 8B/06/16 

SMITH, 0 H Tourtellotte, Ross & Gray Ip 45895 145-45895 145 

8006220346 Second partial response to FOIA requesl (or documents App 0 documents 
encf & available In PDR 

GRIMSLEY.OH Division of Rules & Records (870413 080514) 60706/15 

MCMILLAN.T A O’Meiveny & Myers 2pp 45895 109 45895 142 

“8806230003 Forwards Insp Rept 50-275/70 01 an 700416-17 No nonconFarmance 
noted 

REINMUTH.G.W Atomic Energy Commission- 70/06/03 O' REILLY, JP Southwest 
Fabricating & Welding Co (subs of IU international Corp) I3pp 45895 1 13 
45895113 

“8806230030 Insp Rept 50-275/70 01 on 700416 17No no/icompliance noted Major 
areas inspected review of primary loop spool piece fabrication 
FOTAPOVS.U , LONG.FJ, SEIDLE.WC Region 2, Ofc of the Clrector 70/05/26 
12pp 45895 1 14 45695 125 

“0806230084 Informs of 700915 16 insp at plant QC & nondestructive testing of liquid 
holdup tank failed to meet licensee commitments Welding procedures & weldor qualifi 
cations for two welders met requirement Section IX ol ASME Coda 
KELLY, WD Region 2, Ole of the Director 70/10/09 SPENCER.G S Region 5, Ofc 
Of the Director Ip 45895 126-45B95 126 

“8806230093 Forwards 700917-18 feeder Insp rept 

KELLY, WD Region 2, Ofc of the Director 70/10/13 SPENCER.G S Region 5, Gfc 
of the Director Ip 45B95 127-45895 127 

“8808230113 Forwards draft rept of insp on 710412 14 Major areas 
Inspected requirements of PI3800/2, Attachment H &. I.Sectlons 5105 03,04 & 
520 5 03,04 re present cont activity. 

BOWER.FU Region 2, Ofc of the Director, 71/04/28, JOHNSON, A Region 5, Ofc of 
the Director 15pp 45B95 128-45895 142 

8806230204 FOIA request for entire NRC filo re E Stitos chargo of discriminatory em- 
ployment practices filed against Houston Lighting & Power Ca & documents prepared 
for use at 861 103 mealing between NRC & util 

SMITH, LC Baker & Bolts 87/10/05 Office of Administration (Pre 870413) 
BROWN, OK Labor, Dept, of 4pp 45906 045 45906 048 

8806230209 Final response to FOIA request (or documents Forwards App C 
documenta.App A documents partially withheld (rof FOIA Exemption 6) App B docu- 
ments totally withheld (ref FOIA Exemption 5) 

GRIMSLEY.DH Division of Freodom ol Informatmn & Publication Services (Post 
080515). 88/06/IB SMJTH.L C Baker & Bolls 7pp 45906 049-45906 060 

“8006230215 Advises that actions initiated to develop & examine facts & circumslancos 
of concerns re practices at plant Assures that every effort will bo made to resolve 
Issues 

EMERSON, M Region 4. Ofc of Ihe Director 86/09/16 STITES.E Affiliation Not As- 
signed 2pp 45906 056 45906,057 

“6806230210 Subpoena directing E Stiles to appear on 07OD22 In Arlington, TX to test! 
fy before NRC personnel re allegations made concerning safety related deficiencies 
&/or record falsification at plant 

MARTIN, RD Region 4, Ofc of the Director 87/09/04 STITES.E Affiliation Not As- 
signed Ip 45906058 4590B 058 

“8806230220 Subpoena directing E Stiles to appear on 871008 in ArljngtonJX to test; 
fy before NRC personnel re allegations made concerning safety related deficiencies 
&/or records falsifications at plant. 

MARTIN, R D Region 4, Ofc of tho Director 87/09/22 STITES.E Affiliation Not As- 
signed Ip 45906 059 45906 059, 


-8806240084 Aok receipt of 700616 response to 750529 notice dl 
violation Understands that necessary training of police officers will be ccmplcied *i Ai 
1975 

ENGELKEN.RH Region 5, Ofc of the Director 88/06/24 BROWN.HV Ca’tar.i 
Umv of, Los Angeles, CA Ip 45946 251-45946 251 

-0806240087 Forwards memo to CE Ashbaugh advising of rev to security p F an Ca/rpm. 
police will receive annually abreviated course Including, radiation & emergency proce- 
dures 

BROWN.H V California, Umv of, Los Angeles, CA 75/06/16 EMGELKEN.fl H 
Region 5, Ofc of the Director Ip 45946 252-45946 262 

—8806240093 Forwards Safeguards Insp Repts 50-142/75 03 S 70 0223/7^01 or. 
750520 

RIZZOLO.V N Region 5, Ofc of the Director 75/06/19 THORNBURG, KD Cft cl In- 
spection & Enforcement, Ofc of the (Director Ip 45946 263-45946 27B 

—8806240096 Ack receipt of 760020 response lo 760813 Itr re physical protocl-on i r$c 
RIZZOLO.V N Region 5, Ofc of the Director 70/08/24 CATTON.I California, IVw 
of, Los Angeles, CA Ip 45946 279-45946 279 

-8S06240099 Discusses special, unannounced, physical security Insp on 760721 A 
30 Security plan for facility (n process of being revised to Incorporate all prc'vCuVy 
approved changes & new mods 

CATTON.I California, Unlv of, Los Angeles, CA 76/00/20 RIZZOLO.V N Re-g-on 5. 
Ofc of the Director 2pp 45946 280 45946 324 

“BB06290242 Forwards safeguards Insp repts for Insps conducted during 1 975 19 W AJ 
repts may contain proprietary Info except (or Rept 50-142/83 02 
NORDERHAUG.LR Region 5, Ofc of the Director 84/02/29 WOODHEAO.C Ofke 
of the Executive Legal Director (Pre 060701) Ip 4594G 325-45947 029 

0806240127 FOIA request lor documents re 3M ionizer equipment at Modtron :,inc 
plants in Tempe.AZ 

DUGGAN.SR Affiliation Not Assigned 00/05/10 Division of Rules £ 
(B70413-0B0514) Ip 45916 344-45916 344 

6006240132 Final response to FOIA request for documents No agency records 
request located Listed individual may bo contacted for records sub) lo requesl 
GRIMSLEY.DH Division of Rules & Records (070413-8005)4) 88/06/20 
DUGGAN.SR Affiliation Not Assigned Ip 45916 343-45916 343 

6806240150 Third partial response to FOIA requesl for documents App G. E,F ^ G doc- 
uments end & available in PDR App D documents available 1 n PDF) Pawns oi 
records subj to request withheld (ref FOIA Exemptions 4,5,6 & 7) 

GRIMSLEY.DH NRC - No Detailed Affiliation Given 88/06/15 BOUEY,K Ptoto Do- 
zen’s Critical Mass Energy Project 9pp 45927 007*45927 200 

“0606240156 Forwards DOJ 850305 Itr for Info per advice during B5Q228 moGljrw 
HAYES.B B Office of Investigations 05/03/05 PALLAOINO, ROBERTS, ASSEL- 
STINE Commissioners 8pp 45927 056 45927 064 

“8806240159 Forwards Ofc ol Investigations rept of Inquiry ro ailoged illegal drug uwtg* 
by operator on duty at facility (01-06 01 1) 

WHITE.CW Region 1, Ofc of the Director 06/08/20 MURLEY.T E Roglon 1.0*0 tf 
the Director 2pp 45927 065-45927 066 

“B0O624O16O Partially withheld Investigation Repi Qi 06 011 on 860820 No violator* 
notod Major areas investigated allegations re Illegal drug usage by operator on duty *1 
facility Status closed inquiry 

MATAKAS.R A Region 1, Ofc Of the Director 06/00/20 6pp 45927 067 45927 072 

“680B240164 Partially withheld memorandum re Investigation Q4 84 043 & Iwosbgaton 
stalus record ro alleged drug abuse activity by reactor operators at family 
DRISKILL, DD Region 4, Ofc of the Director 64/11/06 HERR.R K Region A, Ofc t* 
the Director 5pp 45927 073 45927 077 

“8806240218 Informs of D Driskill Invosllgalion & upgrading of Caso 4 04 043 (previ- 
ously Case Q4-84 043) Monthly status rept (or Nov 1984 reflects sub| case 
* NRC * No Detailed Affiliation Given 84/12/03 NRC - No Detailed AIMiatlon Gr^m 
1 p 45927 078 45927 078 


“8806230222 Subpoena directing E Stilas to appear on 070426 In ArllngtonJX to testi- 
fy before NRC personnel re safety* related deficiencies &/or records falsufc alien at 
plant 

MARTIN, R,D Region 4, Ofc of the Director 87/04/30 STITES.E Affiliation Not As- 
signed Ip 45906 060-45906 060. 

“8806230215 Advises ihat actions Initiated to develop & examine facts & circumstances 
of concerns re practices al plant-Assuras ihat every effort will be made to resolve 
issues 

EMERSON, M Region 4, Ofc of the Director 88/09/16 STITES.E Affiliation Not As- 
signed 2pp 45906 056-45906 057. 

“8000230218 Subpoena directing E Stites to appear on 070922 In Arlington, TX to testl 
fy before NRC personnel re allegations made concerning safety- related deficiencies 
&/er record falsification at planl 

MARTIN, RD Region 4, Ofc of the Director, 87/99/04 STITES.E, Affiliation Not As- 
signed Ip. 45000 058-45906 058. 

“8 608230220 Subpoena directing E Stiles to appear on 871008 in Arlington, TX to test! 
ry belore NRC personnel re allegations made concerning safety related deficiencies 
&/or records falsifications at plant 

MARTIN, R D Region 4, Ofc of the Oirector, 67/09/22 STITES.E Affiliation Not As- 
signed. Ip 45906 059 45906 959 

“0806230222 Subpoena directing E Stites to appear on 870428 in Arlington, TX to testi 
fy before NRC personnel ro safety- related deficiencies &/or records falsification at 
plant 

MARTIN, R.D, Region 4. Ofc of lha Director. 87/04/30 STITES.E Affiliation Not As- 
signed Ip 45906,060 45906 069. 

8006240079 Partial response to FOIA request for documents App F documents end & 
available In FOR 

GRIMSLEY.DH Division of Rules & Records (07O413-88O514) 08/06/13 

AFTERGOOD, S Committee to Bridge Ihe Gap 2pp 45946,245-4594/ 029 


“8006240224 Partially withheld memo re 841210 briefing of B Marlin on narcotics inves- 
tigation at facilities 

HAYES.B B Office of Investigations 04/12/20 Office of Investigations <pp 
45927 079-45927 002 

—8806240234 Discusses results of monitoring of licensee drug Investigation ol reader 
operators reinitiated In Dec 1984 DF Cooksey during 850123 Intorview in Nea 
Orleans.LA.stated that no further evldenco of drug use Identified 
HERR.R K. Office of Investigations 85/02/05, GILBERT,! Office ot Investigator* 
2pp 45927 083-45927 0B4 

“0006240239 Summary of results of Investigation 5 001 -83)96 6], Concludes that reAKnv 
able belief exists that JM Cain & RS Leddick made stalements.dunng course o4 
investigation, Intended to mislead & deceive NRC Prosecution suggested 
DRISKILL, DD Office of Investigations 85/02/21 HAYES.B ff OffJco of Imast^i- 
llons 4pp 45927-085 45927 080 

“8006240245 Discusses results of review & evaluation of renewed Investigator 6-OOT- 
83 (966) conducted by Louisiana Power & Light Co Corporate Security InvesUgattoo re 
mat support found adequate but w /reservations re alcohol & drug abuse 
HAYES.B B Office of Investigations 05/02/22 MARTIN, R D Region 4, Ofc of lh$ tX- 
reclor 2pp 45927 089 45927 091 

“flfl 062402 50 Forwards rept & exhibits re Investigation of allegation that Uxirj*.a>''ia 
Power & Light Co terminated corporate security dept investigation on reach* opera* or 
drug use w/o advising NRC of findings, for whatever action DOJ deems appropriate 
HAYES.B B Office of Investigations 05/02/26 TOENSING.V Justice, Oopt of, Attor- 
ney General, Office of 3pp 45927 092-45927 094 

“6806240264 Documents investigative efforts in response to allegation Ihat Louisiana 
Power & Light Co (LP&L) corporate security dopt investigation re drug use by util redac- 
tor operators suspended prior to conclusion by LP&L mgt 

HAYES.B B Office of Investigations 85/02/27. MARTIN.R.D Office of Investigator.* 
2 pp 45927,095 45927 096 
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-8606240255 Informs of results of 850228 conference w/R Herr.D Onskill & J Green 
spun re licensee referral lo DOJ Prosecution declined & deferred for administrative 
action J Green spun will send Gain & Leddick Itrs re suhj of referral 
FORTUNA.R A Office of Investigations 05/02/27 HAYES, B B Oflico of Investlga 
LOns Ip 45927 097 45927 097 

-#606270014 Partially withheld Hr Informing of personal knowledge of marijuana & other 
drug consumption at facility Concerns expressed over credibility & ability of util to 
safety operate facility 

* Affiliation Not Assigned 06/07/07 ZECH.LW Commissioners Ip 45927 09D- 
45927 098 

-6806270025 Partially withheld Investigation Rept 4 04 043 Contradictory statements by 
JM Cam,RS Leddick & RP Barkhurst noted Major areas investigated alleged concoal 
menl of drug abuse by reactor operators 

DRISKILL.DD, HERR,R K , HAYES. B B Office of Investigations 05/02/26 24pp 
45927 099-45927 122 

-6806270040 Affidavit of WC Nelson re licensee investigation of drug uso by facility re 
actor operators Affirms suspension of sub| investigation until aflor 830712 because in 
vestigation adding stress to preparation for NRC licensing exam 
N£LSON,WC Louisiana Powor & Light Co 4 04-043 84/11/20 2pp 45927 123 
45927 124 

-3806270045 Affidavit of JM Cain re facility policy about drug use by employees & [i 
censce Investigation Rept 5 001 83(966) on drug usage by reactor operators 
CAIffJM Louisiana Powor & Light Co 4-04-043 84/1 1/20 3pp 45927 125 
45927 127 

-6806270054 Affidavit of W Cavanaugh ro investigation of alleged drug uso by reactor 
operators at facility States that continuation of investigation delayed until after opora 
lor licensing exam 

CAVANAUGH, W Mississippi Power & Light Co 4 84 043 04/12/05 3pp 45927 12B 
45927 130 

-8606270073 Affidavit of RD Marlin re meeting betwoen Region IV & licensee at region 
ofc on B41206 to discuss licensee corrective actions on mvostlgallon of drug uso by 
facility reactor operators that licensee initiated in May 1G83 

MARTIN, RD Region 4, Ofc of the Director 4-84 043 04/12/07 Ip 45927 131- 
45927 131 

-8806270082 Affidavit of RS Leddick ro llconsoe Investigation of alleged marijuana uso 
by facility reactor operators Ack knowledge of licensee Investigative Ropt 5 001- 
83(968) fn Nov 1964 W/ Initialed handwritten changes 

LEDDICK, RS Louisiana Power & Light Co 4 84-043 84/12/06 Spp 45927 132- 
45927 130 

-8606270090 Affidavit of RK Kerr re 841120 mooting w/Cam,DD Driskill, R 
Barkhurst .Admiral Williams & RS Leddick to discuss licensee 1083 Drug Investigation 
05 001-83(066) & 041206 meeting betwoon licenseo & NRC In ArlmgtonJX 
KERR.R K Office of Investigations 4 04 043 85/02/25 2pp 45927 137 45927 130 

-8606270090 Transcript of 841204 Invostigalivo Intoivlow of RP Barkhurst by D 
DnskillPp 1*61. 

* Region 4, Ofc of the Piroctor 84/12/04 62pp 4592/ 139-4 5027 200 

0806270052 FOIA request for documents re radioactive mail license issued to 
Honeywell, I no, Defense Sys Group & any notice of violation Is&uocJ between 1QBG 

CUTHBERT.L G Aerojet Ordnanco Co 00/04/22 GRIMSLEY.D Division of Rulos & 
Records (870413 880514) Ip 45028 239 45928 239 

8806270078 Final FOIA response to roquosl for documents App A documents available 
at PDR App B documents boing made available in PDR App C documents completely 
withheld (ref FOIA Exemption 4) 

GRIMSLEY.D H Division of Rulos & Records (Q70413 BB0514) 00/06/17 

CUTHBERT.L G Aerojet Ordnanco Co 6pp 45920 240 45920 204 

-06062701 DO Safety evaluation for Honeywell Inc license, authorizing distribution of 
Model TC 100A lire detectors to porsons exempt from requirements for llconso (rof 
10CFR30 20) 

* Atomic Energy Commission 73/09/04 3pp 45020 246-45928 253 

—8086270115 Ack receipt of annual rept of distribution of fire defectors under License 
12-122B7-03E Fuluro rept must identify quantity of radionuclides in uCi or mCi Request 
needed to classify info as propriotary 

BUCHANAN.CR Atomic Energy Commission, Directorate of Licensing 74/11/11 
WIJAS.T J. Honeywell, Inc 5pp 45920 254 45928 259 

—3806270126 Requests add! fee ro application for renewal of License 12-12267 03E 
JACK&ON.G License Fee Management Branch 15400 63/00/00 TAYLOR, T A 
Honeywell, Inc Ip 45920 260-45928 263 

-8806270133 Amend 2 lo License 12-12267-03E for Honeywoll.fnc amending license In 
entirety 

JONES, J A Region 3, Ofc of Ihe Director 79/09/22 2pp 45928 264 45928 267 

— 8606270173 Amend 20 to License SUB 0971 for Honeywell Inc Defonso Sys Oiv, 
amending license in entirety 

MCCANN, G.M Region 3, Ofc of the Director 87/12/10 2pp 45928 260-45928 269 

-6&06270187 License SUB-1430 for Honeywell Inc Dofenso Sys Div, authorizing use of 
500,000 kg U depleted in U-235 isotopo for loading.ossembling.stomgo.ballislic losing 
4 packaging of munitions to licensed DOD users 

HOWE.D Region 3, Ofc of the Director 03/09/23 2pp 45920 270 45928 284 

8306270144 FOIA request for documents that support SALP rating for training & qualifl 
calion elfecltvenoBS for each & every commercial nuclear powor plant 
B01EY.K Public Citizen's Critical Mass Energy Project 87/12/10 GRIMSLEY.D Divl 
Sion of Rules & Records (070413 880514) 2pp 45998 206 4599G 207 

6606270149 First partial response to FOIA request for documents Forwards Apps B & 
C documents Documents available in PDR App A documents also available in 
PDR Apps D through G documents withhold (ref FOIA Exemption 5) Releasable por- 
tion end 

GRIMSLEY.D H Division of Rules & Records (870413 880514) 88/06/15 BO LEY, K 
Public CiUzen’s Critical Mass Energy Project 24pp 45990 20B 45999 150 


■•0011180019 Advises of 861204 regional SALP Review Board meeting in Region V 
covering Nov 1985 • Ocl 1986 Review guidance package for use in preparing perform 
anco analyses in functional areas end 

KIRSCH.D Region 5, Ofc of the Director 86/11/12 CREWS, J, CHAFFEE.A, 
MENDONCA.M Region 5, Ofc of Ihe Oireclor 3pp 45998 356-45998 350 

“8712070086 Forwards draft SALP ropt for Feb 1985 - Jan 1986,for review & comment 
at 8603 IS meeting at Region V Updated Tables 1 & 4 also oncl W/o end 
KIRSCH.D F Region 5, Ofc of the Director 86/03/ 14 CHAFFEE, A , JOHNSON, P , 
QUALLS.P Region 5, Ofc of the Director Ip 45993 012-45999 012 

-07120701 10 Forwards data tables for use in preparing performance analysis for 
SALP Insp results & LERa occurring during last month of SALP may nol be included In 
tables Tables subject to review & comment until SALP procoss completed W/o end 
JOHNSON, PH Rogion 5, Ofc of the Director 86/02/09 CHAFFEE, A , QUALLS, P, 
TOTH.A Region 5, Ofc of the Director 4pp 45999 013 45999 016 

-0712070199 Forwards dratt SALP Ropt 50-397/87 06 for Fob-May 1987 for 
review Comments requested at SALP Board meeting schedule for B70707 in Region 
V Update of Tables 1-4 included In draft W/o rept 

KIRSCH.O F Region 5, Ofc of the Director 07/07/01 CHAFFEE, A Region 5, Ole of 
the Director KNIGHTON.G , BRAOFUTE.J Olfico of Nuclear Reactor Regulation, Di- 
rector (Post 870411) Ip 45999 009-45999 009 

-8712070229 Forwards Insp & LER data tab'es for uso in preparing performance analy- 
ses for SALP, per DF Ktrsch 870507 memo Tables subj to roviow & comment until 
SALP procoss complote W/o oncls 

JOHNSON, PH Region 5, Ofc o# the Director 07/05/12. CHAFFEE.A , DODDS, F 
Region 5, Ofc of the Director, BRADFUTE.J Office of Nuclear Reactor Regulation, 
Director (Post 07041 1) 2pp 45999 010-45999 01 1 

“8712070251 Partially deleted memo forwarding SALP ropt & recommenda lions re NRC 
actions for plant W/o end 

KIRSCH.D F Region 5, Ofc of Ihe Director 07/07/31 MARTIN, JB Region 5. Ofc of 
tho Director 2pp 45999 007 45999 000 

“8001070377 Forwards NRR SALP input for Nov 1986 - Nov 1987 Category 1 assigned 
lor util performance In functional area of licensing activities 

CHAN.TL Project Directorate V 87/12/30 KIRSCH.D F Region 5, Ofc of the Direc- 
tor Ppp 45098 351 45998 352 

“8006270154 Forwards listod data tables for uso in preparing performance analyses for 
ptad.per DF Kirsch B7Q728 momoSALP performance analyses should be submitted 
to J Burdoln by 870825 

MENDOCA.M Region 8, Ofc of the Director 07/08/37 CHAFFEE.A, 
ZIMMERMAN, H, NARBUT.P Region 5, Ofc of tho Director 2pp 45998328- 
45090 329 

“0806270158 Forwards lablo attachment of supporting data & summary of LERs per D 
Kirsch 660722 momoSALP Review Board mooting scheduled for 860904, por 800723 
memo 

KIRSCH.D F Region 5, Ofc of the Director 06/08/04 CREWS, J , CHAFFEE.A, 
MENDONCA.M Region 5, Ofc of ihe Director Ip 45930^330-45908 330 

“0806279166 Notifies that regional SALP Roviow Board mooting for plant scheduled to 
convene at Region V ofc on 860904 Assessment will cover 12 month period from Aug 
1985 Jul 1986 

KIRSCH.D Region 5, Ofc of Iho Dlroctor 86/07/22 CREWS, J , CHAFFEE.A, 
BURDOIN.J Region 5, Ofc of tho Director 3pp 45990 331-45990 333 

-0006270170 ftoquosls roviow of oncl draft SALP rept for plant Recipients should bo 
prepared lo common! on rapt at 07 1208 board mooting Update of Tables 1-10 which 
Includes all pertinent data through end of SALP period also oncl 
KIRSCH.D F Region 5, Ofc of tho Director, 07/12/02 CHAFFEE.A, PATE, A, 
SCARANO.R Region 5. Ofc ofthe Director Ip 45990 334-4 599 B 334 

-8006270177 Partially deleted memo forwarding SALP ropt for Juno 1005 - June 1906 
& recommendations rs NRC actions for ravlow 

CHAFFEE.A Region 5, Ofc of tho Director, 86/11/21 MARTIN, JB Region 5, Ofc of 
Iho Director 3pp 45998 335 45998 337 

“0806270182 Forwards revised draft integrated SALP Board Ropt 50-312/66 23 to bo 
used for discussion during B60B12 SALP Board mooting at Roglon V ofc Any dlscrep 
anclos to be reported to A Hon W/o oncl 

MILLER, L Region 5, Ole of the Director 06/08/07 KIRSCH.D . CHAFFEE.A . HON, A 
Region 5, Ofc of the Director Ip 45998 338 45998 330 

“B8D6270105 Forwards supporting data & summaries for plant for period 800606 
810630 to aid In preparation of licensee performance anolyais.per requirements of 
NRC MC 0516 Board will convene on 610923 at Region V ole 

YOUNG, T Region 5, Ofc of Iho Director 81/00/20 CANTER.H L , NORTH, H S , 
POWER, E J Region 5, Ofc of Ihe Director Ip 45990339-45998 339 

“0806270108 Partially deleted summary of G 00606 regional ovatuation of plant activities 
for 700605 B00605 Board review encompassed listed items 

FAULKENSERRY.B . CANTER.H L , GARNER.D J Rogfon 5, Ofc of tho Director 00/ 
08/00 CREWS, J L Region 5, Ofc oi the Dlroctor, 4pp 45990 340 45990 343 

“0806270190 Partially deleted summary of actions agreed lo at 800910 meeting re insp 
& reporting of SALP insp activities at plant 

FAULKENSERRY.B Rogfon 5, Ofc of Ihe Director 60/10/23. CANTER.H , 
O'BRIEN, J , ZWETZIG.J Region 5, Ofc oF the Director 3pp 45998 344-45990 346 

-0806270193 Informs of establishment ol SALP Board & notifies of 860521 meeting al 
Region V ofc Projected date for SALP moating w/ licensee tentatively scheduled lor 
860610 

KIRSCH.D F Roglon 5, Ofc of the Director 86/03/26 CHAFFEE.A, JOHNSON, P, 
NARBUT.P Region 5, Ofc of the Director 4pp 4599C 347-45990 350 

“8006270194 Notifies that regional SALP Review Board mooting scheduled lor 000105 
at Region V Projected date for SALP meeting w/ licensee tentatively scheduled for 
680204 Assessment will cover 13 month period from Nov 19B6 - Nov 1987 
KIRSCH.D Region 5, Ofc of the Director 87/12/02 CREWS.J, CHAFFEE.A, 
ZIMMERMAN.R Region 5, Ofc of the Director 3pp 46990 353-45998 355 
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-8606270190 Advises of 051212 SALP Review Board meeting at Region V Assess 
ment will cover 1 2-month period from Nov 1 984 • Oct 1905 

KIRSCH.D Region 5. Ofc of the Director 85/10/24 CREWS.J , CHAFFEE.A, 
DODDS, R Region 5, Ofc of lha Director 3pp 45998 359 45998 361 

—0606270202 Forwards SALP ropt rewritten in format consistent w/new guidance Any 
comments should be forwarded by 820218 Mgt mooting scheduled w/uhl to discuss 
results of SALP review on 820310 W/o end 

JOHNSON.PH Region 5, Ofc of the Director 82/02/11 ENGELKEN.R H „ 
CREWS.J L » STERNBERG, D M Region 5, Ofc of the Director Ip 45999 001- 
45990 001 


-9806260049 Discusses replacement exams admlmslerad during SALP repodng p-~r.ee 
from Jan 1986 - Jan 1987 Replacement oxam performance in all aspects No i&yjii** 
cation program audits performed during evaluation period 

COOLEY.R A Region 4, Ofc of Iho Director 87/02/23 CONSTABLES Reaoo4 Ok 
of the Director Ip 45999 036 45999 036 ' 

-6B06280052 Informs that hot licenses Issued to five applicants during SALP pz'oi 
from Feb 1906 - Feb 1987 Requalification program pilot exorcise also performed V: 
generic weaknesses noted during administration of Oct 1 986 exams 
COOLEY.R A Region 4, Ofc of the Director 87/03/17 HUNTER.D Region 4, Ota d 
tho Director Ip 45999 037 45999 03/ 


-9806270207 Requests preparation of licensee performance analyses per Part 
IV, Paragraph B 3 of App 0516 of draft NRG manual, based on results of insps per- 
formed &/or observations of licensee performance, 

ZWETZIG.GB Region 5, Ofc of the Director 81/09/16 MALMROS.M H , 
NORTH. H S , JOHNSON.PH Region 5, Ofc of the Director 2pp 45999 002- 
45999 003 

-8606270211 Partially deleted summary of 800909 Regional Performance Evaluation 
Board meeting re evaluation of plant activities for Sept 1979 - Aug 1980 
STERNBERG.D M , FlSH.R F , NAR8UT.PP Region 5, Ofc of the Director 80/09/25. 
CREWS.J L Region 5, Ofc of the Director 3pp 45999 004 459B9 006 

— 96002702 46 Partially delated memo forwarding SALP rept & recommendations re NRC 
actions 

CHAFFEE.A E Region 5, Ofc of the Director 85/05/06 MARTIN, JB Region 5. Ofc 
Of tho Director 2pp 45999 01 7 45999 020 

-8806270252 Informs that two senior operators passed exams administered In Feb 
1984 Plant ^qualification program evaluated as satisfactory, based on sample of li- 
censed personnel in Jul 1984 

COOLEY.R Region 4, Ofc of the Director 83/03/06 PLUMLEE.G L Region 4. Ofc of 
IheDlreclor Ip 45999.021 45999 021 


-8806260055 Discusses retake & reactor operator exams administered in Feb 19&3 I 
Nov 1987, respectively Audit of plant ^qualification program 

conducted Requalification program evaluated to bo satisfactory 
COOLEY.R A Region 4, Ofc of the Director 87/03/24 JAUDON.J Region 4 O': d 
the Director Ip 45999 030 45899 030 

-8606280059 Discusses replacement exams administered during SALP repofbog pored 
from 060507-870430 Plant requalification program audited during performance pered 
& found marginally satisfactory 

COOLEY.R A Region 4. Ofc of tho Oireclor 87/06/03 JAUDON.J Region 4, Ota ii 
the Director Ip 45999 039 45999 039 

-8606280063 Discusses operator & senior operator licensing exams adm r.Ve-'ed 
during SALP period One gonenc weakness noted during SALP period Candidates r?> 
Lnelv had difficulty mitigating or responding to major plant emergencies 
PELLET.JL NRC - No Detailed Affiliation Given 08/01/06 CONSTABLES l NRC - 
No Detailed Affiliation Given 2pp 45999 040-45999 041 

-8806280070 Forwards proposed SALP evaluation for Apr 1986 • Mar 1987 WVo evd 
EAPEN.P K Region 1, Ofc of the Director 87/03/13 TRIPP,L Region 1, Ofc of t* 
Director Ip 45999 042-45999 042 


-BB08270257 Informs of preparation being made to administer Initial sol of cold opera- 
tor license exams during wk of 850120 & 27, 

COOLEY.R A Region 5, Ofc of the Director 85/01/16 CHAMBERLAIN, D Region 5, 
OfC Of the Director Ip 45S99 022-45999 022 

-8B0627026B Informs of plant initial set of cold operator licensing exams administered 
m Jan 1985 Exams being prepared to re examine five of six candidates that did not 
obtain licenses from Jul 1985 oxam 

COOLEY.R A Region 4. Ofc of the Director. 85/01/24. JAUDON.J Region 4, Ofc of 
the Director Ip 45999 023-45999 023 


” £ l???H 7o31Q busses operator licensing exams administered several times during 
SALP reporting period Jul 1983 - Jan 1985 Facility grading considered 
satisfactory Results of most recent exams shows noticeable Improvement in perform 
anco 

COOLEY.R A Region 4. Ofc of tha Director 85/02/28 DUBOIS, D Region 4. Ofc of 
the Director Ip 45999 024-45999.024 y 


-0006280002 Discusses oparator reactor licensing exams administered during SALP re 
porting period of Sept 1983 - Feb 1965 Plant performance In all classes of exam has 
been marginal Commitment la improved training noticed after meeting 
COOLEY.R A Region 4, Ofc of tne Director 85/03/IQ YANDELL.L Ri 
tho Director Ip 45999 025 45999 025 


Region 4, Ofc of 


-8006280004 Informs that all candidates passed instructor certification exams at plant 
& granted instructor certificates during SALP assessment period 
COOLEY.R A Region 4. Ofc of tho Director. 85/07/01 JOHNSON.C Rogion 4 Ofc 
of the Director Ip 45999,026 45090,026 

-'6306280007 Informs of licensing oxams administered ot plant during SALP roportinp 
period of Jul 19B4 • June 1685 Plant performance In ell classes rated satisfactory for 
renowal of operator & senior operator licenses 

COOLEY.R A Region 4, Ofc of the Director 85/07/02 JOHNSON, W. Region 4, Ofc 
of the Director Ip 45999.027-45999.027 y * 


-8806280000 Discusses licensing exams for SALP period of Dec 1984 - Dec 1905 Per- 
formance rated poorer than previous SALP evaluation period Table shows perform 
anco breakdown of exama 

COOLEY.R Region 4, Ofc of the Director 86/01/10 CONSTASBLE.L, Region 4. Ofc 
of the Director. Ip 45999.928 45999 628 y 

DJscu ssos operator licensing exam administered during wk of B56423 for 
SALP period from Oct 1984 - Jan 1988 No generic weaknesses evident during admin- 
istration of Apr 1985 exam 

COOLEY.R Region 4. Ofc of tho Director 86/02/13 HUNNICUTT.D Region 4 Ofc 
of the Director. Ip 45999 029-45999 029. y 


-8606280011 Discussos licensing examg administered In June 1985 & Mar 1986 Licens- 
ee requalification program evaluated to be satisfactory based on results of requallfica- 
tion program audit. H 

COOLEY.R A Region 4. Ofc of the Director. 86/07/08 JAUDON.J Region 4. Ofc of 
the Director. Ip 45999 030-45999.030 y 1 


-8606280013 Discusses replacement & requalification exams administered during SALI 
period from Feb 1985 - Jul 1986 Plan! has made noticeable improvement In irainlm 
programs 

COOLEY.R A Region 4. Ofc of the Director. 86/00/06 JAUDON.J P, Region 4 Ofc c 
the Director Ip 45998 031-45999.031. u 0 

-8606280016 Discusses licensing & requalification exams administered durmn SALI 
per od for FY8Q Reaualihcatlon program has degraded from marginal to unsalisfaclor 
FYQB Requalification program will be further evaluated, 

COOLEY.R A Region 4, Ofc of the Director. 06/10/01 HUNTER, OR Region 4. Ofi 
of the Director Ip. 45999 032-45999.032 

-8006280042 Discusses replacement exams administered during SALP reporting penoi 
of Jul 1985 - Doc 1986 Replacement exam performance excellent In al 

aspects Requalification program also found to be satisfactory. 

COOLEY.R A Region 4. Ofc of the Director 87/01/22. HUNTER.D, Region 4, Ofc 0 

the Director 3pp- 45999,033 45999 035 u ’ 0 


“8806280076 Forwards proposed SALP evaluation ropt for 851001 870315 Rept sur% 
m arizes observation & recommendations of individual inspectors & prepared 
guidelines of Regional Instruction 1440 1/0 

LODEWYL.A Region 1, Ofc of the Director 87/03/26 TRIPP.L Region 1, 0<c of f* 
Director 9pp 45999 043 45999 051 

-68062B0QBQ Forwards proposed input to SALP ovalualion for plant Evaluation based 
on Insp conducted during assessment period ns summarized in Allachrrionl 2W.'c 
end 

PRIVIDY.L J Region 1, Ofc of Hie Diroctor 87/09/22 TRIPP,LE Region l.Of: d 
IheDlreclor Ip 45990 052 45999 052 

-8806280001 Forwards proposed inpul to SALP evaluation for plant 
PRIVIDY.L J Region 1, Ofc of the Director 07/10/02 TRIPP.L E Rag, on I, Ofc 
theDiroctor lOpp 45099 053 45999 062 

-8806280083 Forwards input to SALP ropt for 060606 071130 SALP Inpul 6tunmar.i« 
strengths, weak ness os & other obsoiva lions noted in individual insp rents 8 flcccrrc*- 
nying SALP Input 

ItUNTER.J G Region 3, Ofc of the Director 07/12/09 BLOUGH.A R Region 3. O'; 
Of the Director Ip 45999 063-45999 063 

-6806280118 Forwards SALP input ro omergmey preparedness at plan! fen Juno - 
Nov 1907 

BELLAMY, RR NRC - No Detailod Affiliation Given 07/12/10 BETTENHAU5ENL 
NRC - No Dotaiied Affiliation Given 4pp 45999 064-45999 067 

-8806280124 Forwards SALP input for plant insp during assessment period Mer 1&36 
Mar 1987 

CAPHTON.D L Region 1. Ofc of tho Director 87/03/19 MCCABE, E C Region 1, O': 
ot the Diroctor 3pp 45999 OGQ 45909 070 

-88062Q0198 Forwards Input to plant SALP for 861201 8801 15 
ANDERSON.C J Region 1, Ofc of tho Diroctor 07/12/24 SWETLANO.P h 

CMc of the Director 4pp 45099 071-45999 074 

-8806280199 Forwards Input for SALP rept for Aug 1906 - Nov 1907 
GALLO, R Region 1, Ofc of the Diroctor 87/12/01 WENZINGER.E Region 1, Ofc of 
the Director Ip 45999 075-45999 075 

-8806280202 Forwards proposed updated SALP evaluation for plant Evaluation 
on Insps & examiner reviews conducted during SALP period form 860&01 870707 
KELLER, R, GALLO, R Region 1, Ofc of tho Director BG/02/16 WEN ZINGER E 
Region 1, Ofc of tho Director 15pp 45999 076-45999 090 

-8806280205 Forwards input for SALP rept covering period from June 19&6 • Otc 
IQBJJnput based on insps conducted during asssossmervt period W/o end 
STROSNIDER.J Region 1, Ofc of tho Diroctor 80/02/08 MCCABE ,£ Roglon L Ota 
of the Director 3pp 45099 091 45999 093 

-6806200259 Forwards SALP input based on insps conducted during assossmer* 
period from Sept 1985 - Feb 1907 

BLUMBERG.N J Region 1, Ofc of tho Director 07/03/04. MCCABE ,E Region 1,0*8 
of (he Diroctor 8pp 45999 094-45999 101 

-8606200263 Forwards input to SALP ropls for period from Nov 661101 -0-802 1 -4 4 
070131-880214 Evaluation based on Insps conducted during assessment periods 
HUNTER, J G Region 1, Ofc of tho Director 00/02/25 JOHNSON.J R Reg'On 1,0*: 
of the Director Ip 45999 102-45999 102 

-8806280281 Forwards proposed updated SALP evaluations for facilities from Horn 
1986 - Feb 1908 & Feb 1907 - Feb 198D Evaluation based on insp S oxarrurwr re- 
views conducted during SALP period 

GALLO, RM Region 1, Ota of Iho Director 08/03/07 JOHNSON, JR RogioJi 1, Ofc 
of the Director 6pp 45999 103-45999 108 

-8806280204 Forwards emergency preparedness SALP Input for 031016 671001 for 

dant 

BELLAMY, RR Region 1 , Ofc of the Director 87/10/20 BETTEN HAUSEN, L Re^vi 
1 , Ofc of the Director 1 1 pp 45999 109 45999 1 1 9 
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-S&062802BB Forwards proposed SALP evaluation for period from 861001 Q71220Eval 
uaton based on insps & examiner reviews conducted during SALP period 
KELLER ,B , GALLO, R Region 1, Ofc of the Director 87/12/29 WENZINGER.E 
Region 1, Ofc of the Director 1 1 pp 45099 120 45999 130 

-8806280291 Forwards SALP input for plant for period from Aug 1986 Jan 1988 
CAPHTON.O L Region 1, Ofc of the Director 00/02/29 BLOUGH.R Region 1 . Ofc of 
the Director. 7pp 45999 131-45999 137 

-4806280294 Forwards proposed SALP evaluation for facility based on Insps conducted 
during assessment period 

BETTE NHAU SEN, L Region 1, Ofc of the Director 86/11/14 KISTER.H B Region 1, 
Ofc of the Director 1 p 45999. 1 30-45999 138 

-4866260299 Forwards proposed SALP evaluation for period from Nov 1986 Oct 
1987, based on insp performed during assessment period 

ANDERSON, CJ Region 1, Ofc of the Director 87/12/07 COWGILL.C Region 1, Ofc 
oJ the Director Ip 45999 139 45999 139 


8805250193 Forwards fnsp Repts 50 373/88 08 & 50-374/BB 08 on 880316 24 Issues 
Identified by Augmented Insp Team may be examined for possible regulatory viola- 
tions in subsequent insps 

GREENMAN.EG Region 3, Ofc of the Director 00/05/16 REED.C Commonwealth 
Edison Co 2pp 46067 094 46067 192 

-8005250195 Insp Repts 50-373/88 08 & 50 374/88 03 on 880316 24 No Violations or 
deviations noted Major areas inspected root cause determination, safety significance & 
performance of operators & equipment re 880309 reactor trip at Unit 2 
RING.MA, KOPRIVA.R A , PHILLtPS.L E Region 3, Ofc of the Director 59 374/89 
08 88/05/11 30pp 46067 096 46067192 

8BO525025B Responds to Generic Ltr GB-03 re resolution of Generic Safety Issue 93, 
"Steam Binding of Auxiliary Feedwater Pumps" Procedures established to monitor 
fluid conditio ns within auxiliary feedwater sys.per NRC Bulletin 08 001 
MUSOLF.D Northern StatOB Power Co IEB-QB-001 89/05/13 Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1} 2pp 46087 220-45607 229 


-4506260309 Forwards assessment of radiological controls program at facility for period 
from 050916-860430 W/o end 

BELLAMY, R R NRC No Detailed Affiliation Given 06/05/08 KISTER.H 0 Region 1, 
Ofc of the Director Ip 45999 140 45999 140 

-■8806260311 Forwards emergency preparedness SALP input for facility for period from 
860401 0930 W/o end 

BELLAMYS R NRC - No Detailed Affiliation Given 86/1 1/03 KISTEH.H B Region 1, 
Ofc cl the Director. 1 p 45999 1 4 1 -45999 1 4 1 

-6806260317 Forwards assessment of radiotogicals controls program at facility for 
period from 560501-1031 W/o end 

BELLAMYS R NRC - No Detailed Affiliation Given 06/1 1/19 KISTER.H B Region 1, 
Ofc Of the Director 9pp 45999 142-45999 150 

0606270346 Final response to FOIA request for documents Forwards App L 
documents App L documents also available in PDR Informs that no further action 
being taken on 871001 appeal (Q7-A-Q5) & App M documents totally withhold (rof 
FOIA Exemption 6) 

GRIMSLEY.O.H Division of Rules & Rocords (870413 000514) 00/06/20 

RA0ER.R R Connor & Wettorhahn 4pp 45920 223-45920 230 

—S8 06 2 703 4 7 Provides fist of all cases In which enforcement action taken by Commis- 
sion for mail fatso atatments par 861020 request Addl documants representing slate 
rwnts & proposals by Commissioners & comments submitted by various ofes end 
ZECH.LW Commissioners 06/12/05 GEJDENSON.S House of Rep lOp 
45928 228-45 9 28.237 

-6806270348 Requests for list & description of mat! falso statement cases Investigated 
by NRC & staff proposals and comments re rev of mail (also statement 
policy.lncl tiding comments by Ofc of Investigations & Ofc of Inspoctor & Auditor 
GEJDENSON.S Houso of Rep 86/10/28 ZECH.LW Commissioners Ip 45928 230 
45928 230 

8806280 ISO FOIA request (or documents re NRC Inquiry into B Gupta 001224 momo to 
C McCullough about work done by Schneider Inc, Schneider Consulting Engineers or 
Schneider affiliate at facility & correspondence between NRC & Schneider Inc 
BRELiS.M. Pittsburgh Press, Pittsburgh, PA 00/06/03 Office of Administration & Re- 
sources Management, Director (Post 870413) Ip 45954 333 45954 333 

8808280163 Final response to FOIA request for documents Forwards App A 
documents Informs that App A also available in PDR & that record listod forwarded 
under FOIA 08-196 W/o end 

GRIWSLEY.D H Division Of Freedom of Information & Publication Services (Post 
866515) 80/06/21 BREUS, M Pittsburgh Pross, Pittsburgh, PA 2pp 45954 334- 
45954,335. 


KM28G160 FOIA request for documents re names & price of other bidders who quolod 
on Contract DR-00 021 0.Supac Ref A1 21900 & A 135565 

MARX, 4, SUPAC Systems, Inc 08/06/06 ESLIN.S NRC - No Detailed Affiliation 
Given Ip 45946 237-4594B 237. 

6698260164 Final response to FOIA roquost for documents Forwards App A 
■document App A document also available In PDR 

GRIMSIEY.D.H Division of Rules & Records (070413 880514) 00/06/22 MARX.J 
SUPAC Systems, Inc. 2pp 45946’23G-45946 240 

-6808280170 Package of quotation for small purchases for Purchase Order 00 0210 
' NRC - No Detailed Affiliation Given. B0/O6/22 Ip 45946 240-45946-240 
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6605249168 Provides confirmation requested in Generic Ltr 88 03 re resolution of Go* 
nertc Issue 93, "Steam Binding of Auxiliary Feedwater Pumps" by porpeluatlng rocom 
mondaUona of IE Bulletin 85 001 

HUKtLL,H D. General Public Utilities Corp - GPU Service Corn. GL-80 03. 88/05/16 
Document Control Branch (Document Control Desk) 2pp 45673 120 45673 131 

6605249244 Responds to Generic Ltr 88 03 ro resolution of Generic Issue 93, "Steam 
Binding of Auxiliary Feedwater Pumps " Probability for steam binding of auxiliary feed 
water pumps & subsequent disabling of sys very low 

SCHNELL.D.F. Union Electric Co GL-08-03 08/05/12 Document Control Branch 
(Document Control Desk) 4pp 45606 122-45606 125 

6605250133 Advises that responses lo Generic Ltr 88-03, "Resolution of Generic Safety 
Issue 93 'Steam Binding or Auxiliary Feedwater Pumps’" & IE Bulletin 05 001 will be 
postponed until after const restart. 

SORENSEN, GC Washington Public Power Supply System GL-08 03. 00/05/09. 
Document Control 8 ranch (Document Control Desk) 2pp 45606 350 45696 351 

6605250167 Responds to Generic Ltr 88 03, "Steam Binding of Auxiliary Feedwater 
(AFW) Pumps." Procedures requiring monitoring of fluid temp at EFW discharge each 
snifl fn place A procedures for recognizing steam binding of AFW pumps in effect 
MCDUFFIE, M.A Carolina Power & Light Co, GL-08 03 88/05/20 Document Control 
Branch (Document Control Desk) 3pp 45673 164-45673 166 


0005259377 Conhrms that procedural requirements addressed In util 060214 ltr to JN 
Grace re Generic Hr 80 03, “Steam Binding of Auxiliary Feedwater Pumps," which 
resolves Genenc Issue 93 will continue to be maintained 

NAUMAN.D A South Carolina Electric & Gas Co GL-8B-03 8B/05/19 Document 
Control Branch (Document Control Desk) 2pp 45686 215 45686 216 

8005310014 Confirms that procedures exist to allow operators lo both recognize & re- 
cover from steam binding In auxiliary feedwater (AFW) ays.per Generic Ltr 8B-03, 
"Steam Binding of AFW Pumps," resolving Generic Issue 93 

MCDONALD, R P Alabama Powor Co GL-08 03 88/05/24 Document Control Branch 
(Document Control Desk) 2pp 45700 077-45700 070, 

860531 0048 Confirms that procedures in place A will bo maintained to monitor fluid con- 
ditions within auxiliary feedwater sys & standby sys & steps Included In procedures for 
recognizing steam binding.per Generic Ltr 80 03, "Steam Binding of '* 

SNOW, BA Rochester Gas & Eloctric Corp GL-00 03 00/05/24 STAHLE.C NRC - 
No Detailed Affiliation Given 2pp 46700 079 45700 080 

8805310065 Submits Info confirming Implementation of monitoring & corrective proce- 
dures Identified to resolve Goneric Llr 88-03, “Steam Binding of Auxiliary Feedwater 
Pumps " 

MROCZKA.EJ Connecticut Yankee Atomic Power Co GL0BO3 80/06/23 Docu- 
ment Control Branch (Document Control Desk) 3pp 45694 294 45694-296 

B0O531OO74 Advises that surface temp Instrumentation on discharge piping for both 
auxiliary feedwater (AFW) pumps Installed A operator training programs revised to in- 
clude recognition of AFW pump stoam binding, par Goneric Ltr OB-03 
ANDREWS, R L Omaha Public Powor District 03 80/05/25 Document Control 

Branch (Document Control Desk) 4pp 45694 297-45694 300 

6805310184 Forwards rosponso to Generic Hr 00 03, "Resolution of Generic Saloty 
Issuo 93,steam Binding ot Auxiliary Feodwater Pumps " 

SHIPPER, J D , LOCKE.R.F Pacific Gas & Electric Co DCL 80 135 88/05/23 Docu- 
ment Control Branch (Documont Control Desk) 3pp 45710 062 45718 064 


860531 0326 Forwarda response to Generic Llr 08 03, "Rosolution of Generic Safety 
Issue 93,Steam Binding ot Auxiliary Focrdwater Pumps" Throe chock valves In series 
between main feedwater linos & AWF pumps designated to prevent reverse (low 
WITHERS.B D Wolf Creek Nuclear Operating Corp WM 06 0146, 80/05/24 Docu- 
ment Control Branch (Document Control Desk) 4pp 45710 255-45710 250 


0806010116 Responds to Generic Ltr 00 03, "Resolution of Generic Safety Issuo 93. 
'Steam Binding of Auxiliary Feedwater Pumps Procedural controls will bo Idenlified 
implant procedures as NRC commitments, lo onsuro that controls maintained 
CONWAY, W.F. Florida Powor & Light Co GL68 03 8B/05/24 Documont Conlrol 
Branch {Document Control Desk). 3pp 45720.024-45720 02G 


0806010234 Forwards description of plant design characteristics & responses to Itoms 
discussed in Generic Hr 08 03, "Steam Binding of Auxiliary Feorfwator Pumps" Pro- 
cedures discussed in place & will bo maintalne-cf 

VAN BRUNT, E E Arizona Nuclear Power Project (formorly Arizona Public Service 
Co) 161*01057 EEVB/. 08/05/27. Document Conlrol Branch (Documont Conlrol 
Desk) 4pp 45732 359 45732 362 

BB06010252 Forwards nonproprielary & proprietary Rov 2 to WCAP-10976 & WCAP- 
1097 7, respectively, "Technical Bases for Eliminating Large Primary Loop Pipe Rupture 
as Structural Design Basis (or Indian Point Unit 2 " Proprietary rept withheld 
BRAM.SB Consolidated Edison Co of New York, Inc GL 04 04. 0B/O5/23. Docu- 
ment Conlrol Branch (Document Control Desk) 15pp 4571B 230-45710 327 


8806020068 Responds to Goneric Llr 00 03 re resolution of Generic Safety Issue 93, 
"Steam Binding of Auxiliary Foedwater Pumps" Procedures in place lo monitor fluid 
conditions in auxiliary feodwato; sys & handle steam binding condition 
FRIZZLE.C.D, Maine Yankee Atomic Power Co GL-0Q-O3 08/05/23 Document Con- 
trol Branch (Document Control Desk) 2pp 45733 343-45733 344 

8806080019 NUREG-1233 DRFT FC REGULATORY ANALYSIS FOR USI A 40, "SEIS- 
MIC DESIGN CRITERIA," Draft Report For Comment 

SHAUKAT.S.K , CHOKSHI.N.C, AN PERSON, N R Division of Engineering (Post 
870413) 08/04/30 53pp. 45726 031-45726 083 

8806080134 Responds to Generic Ur 83 03, "Resolution of Genoric Safety Issuo 93, 
'Steam Binding of Auxiliary Feedwater Pumps Confirmation that procedures In itr in 
place provided Rof to ttr to bo Incorporated in next update of procedures. 

ALEXtCH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
AEPNRC 1047 00/05/21 MURLEY.T E Document Control Branch (Document Con- 
trol Desk) Gpp 45760 317-45760 310 


8806070054 NUREG/CR 5015 IMPROVED RELIABILITY OF RESIDUAL HEAT RE- 
MOVAL CAPABILITY IN PWRS AS RELATED TO RESOLUTION OF GENERIC ISSUE 
99 

CHU.TL, FITZPATRICK, R , YOON.WH Brookhaven National Laboratory FIN A- 
3849 BNL-NUREG 52121. 88/05/31 Division of Reactor & Plant Systems (870413- 
060716), 159pp 45727:104 45727 344. 
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0806070184 Forwards Second Quarter FY88 update of Generic Issue Mgt Control 
Sys.for info Re pt contains listed highlights 

QECKJORO.ES Office of Nuclear Regulatory Research, Director (Posl 860720) 86/ 
00/01 STELLO.V Ofc of the Executive Director for Operations 3pp 45743 212- 
45744 079 

-8806070165 "Generic Issue Mgt Control Sys.-Second Quarter FY06 Update " 

* Office of Nuclear Regulatory Research, Director (Post 860720) 88/05/31 180pp 
45743 215*45744, 079 

0800080256 Responds to Genonc Hr 88 03, "Resolution of Generic Safety Issuo 93, 
'Steam Binding of Auxiliary Feedwater Pumps’" Sys contains design features to 
reduce potential steam binding Topic addressed in response to Bulletin 85 001 
GOLDBERG, J H Houston Lighting & Power Co IEB-85 001 88/05/31 Document 
Control Branch (Documenl Control Desk) 4pp 45788 199 4578B 202 

860609032? Draft notice of issuance & availability of proposed resolution for public 
comments on USI A 40* "Seismic Design Criteria Soil-slructure interaction questions 
to be addressed & proposed Rev 2 Ip SRP end 

BQSNAK.R J. Division of Engineering (Post 670413) 06/06/09 503pp 45758 165- 
45759 323 

8006100152 NUREG 1032 EVALUATION OF STATION BLACKOUT ACCIDENTS AT 
NUCLEAR POWER PLANTS Technical Findings Related To Unresolved Safety Issue 
A 44 Final Report 

BARANOWSKY.P W Office of Nuclear Regulatory Research, Director (Post 860720) 
BARANOWSKY.P W Office of Nuclear Reactor Regulation, Director (pre-851 125) 88/ 
06/30 170pp 45705 108 45785 348 

0806 100170 NUREG-1109 REGULATOR Y/BACKFIT ANALYSIS FOR THE RESOLU 
TION OF UNRESOLVED SAFETY ISSUE A 44, STATION BLACKOUT 
RUBEN, AM Office of Nuclear Regulatory Research, Director (Post 660720) 
RUBIN.AM Office of Nuclear Reactor Regulation, Director (pre-B51125) BB/06/30 
98pp 45705 1 IB-45785 107 

6806170060 Forwards AEOD/S0O3, "AEOD Concerns re Power Oscillation Event at La- 
Salle 2 I0WR 5)" Rapt details AEOD concerns re facility power oscillation event of 
880309 significant concerns & associated recommendations listed 
JORDAN, E L Office for Analysis A Evaluation of Operational Data, Director AEOD/ 
S803 BB/06/08 MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 
870411) BECKJORD.ES Office ot Nuclear Regulatory Research, Director (Post 
860720) 6pp 45825 198-45825 213 

—0806170070 Special Repl AEOD/SQ03, "AEOD Concerns ro Pov/or Oscillation Event 
at LaSalle 2 (BWR*5) " 

KAUFFMAN, J, LANlK.G Office for Analysis & Evaluation of Operational Data, Direc- 
tor AEOD/SB03 88/06/07 12pp 45825 202-45025 213 

0806170106 Responds to Generic Llr 86-03 re Generic safety Issue 93 concerning dis 
abling auxiliary feedwater pumps by steam binding caused by backleakage of main 
feedwater past check vafves Procedures in place or being developed at each plant 
MORGAN, WE Commonwealth Edison Co IEB 85 001 80/06/03 Document Control 
Branch (Document Control Desk) 4pp. 45B47 221-45B47 224 

6005210376 Forwards details concerning resolution of seismic topics using plant seis- 
mic program In response to request from 880510 moating w/ NRG Complete set ot 
vlewgraphs used for presentation also end 

MCDONALD, Ft P Georgia Power Co SL-46Q8 80/06/10 Document Control Branch 
(Document Control Desk) IIOpp 45851 207-45851 316 

68062S0054 Forwards rosponso to Generic Llr 68 03, "Steam Binding of Auxiliary Feed 
water Pumps "■ Operating procedures & temp monitoring thermocouples are perma- 
nent mods A will be maintained In effect 

TUCKER, H B, DukO Power Co IEB-85 001. 88/05/26 Document Control Branch 
(Document Control Desk) 4pp 45944 016 45944 019 

8606200316 Forwards results of NRC review of util 880129 response to Generic Issue 
GI-124 re auxiliary feedwater sys (AFWS) reliability Improvement in AFWS reliability & 
secondary side DHFt capability warranted Response within 60 days requested 
HARBUCK.CC Proiecl Directorate IV 0B/O6/14. CAMPBELL.T G Arkansas Power & 
Light Co 72pp 45953 266 45953 340 


0005240090 Suppl 1 to NRC fnfo Notice 87-061, "Failure of WesUnghouse W 2 TrfM 
Circuit Breaker Cell Switches ’’ Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) IEIN&7-W1 
88/05/31 Consolidated Edison Co of New York, fnc 120pp 45683 030 45663 167 

8805240215 NRC Info Notice BQ 034, "Nuclear Mad Control & Accountability of Norik 
SNM at Power Reactors " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 80/O5G1 
Consolidated Edison Co or New York, Inc 122pp 45790 108 45790 308 

8805240265 EN 88 039 on 880519/iottce of violation & proposed Imposition ol cr.il per- 
ally in amount of $500 will be issued to licensee based on temporary Joss ol mas’jt 
density gauge due to failure to secure gauge during transport 
JOHANSEN, J , UEBERMAN.J Ofc of Enforcement (Post 070413) EA-08 093 
16 Ip 45719 200 45719 200 

8B05250199 PNO OSP 88-008Aon 000524, criticality achieved following low flow wr- 
en B80523 Caused by procedural non adherence during calrbr of Loop 4 differ* bs 
pressure transmitter Otc ot Special Projects nobbed ol investigation 
GOODWIN, E Ofc of Special Projects 00/05/24 2pp 45687 267-45607 260 

8805260181 PNO V 88 033 on 08O514,unit tripped on DNBR A high linear power dtrs 
ty in response to Insertion of control eloment assemblies Computer prooram us*Jiy 
redicting Xenon levels contained erroneous constanls Constants refined 
OLICHJ, RICHARDS, S Region 5, Oic of the Director BS/05/16 ip 45609 34 
45689 330 

0BO526O345 PNO IV 80 044 on 88051 8, two employees received radiological overe*^. 
sure due to hot particle & sliver of metal on respirator, respectively Licensee upgr*^ 
one area to hot particle control area A tightened hot particle controls 
CHAMBERLAIN.D Region 4, Ofc of the Director 80/05/10 2pp 45702 IIS- 
45702 116 

8805260347 Forwards fisting of generic communications being considered or undtf fr- 
velopment by NRC, Including bulletins, Info notices A generic firs 
BERLINGER.CH Generic Communications Branch IEIN 87-001 89/K/13 

FADDEN.D L Institute of Nuclear Power Operations 19pp 69335 300 69335 318 

B805260349 PNO-V 88 032 on 880512, radiation alarm caused by Improper vaheEnevp 
resulted fn spill ot radioactive spent resins to radwaste area rioorNo ollsite re'eaw 
occurred Inadequate controls permitted 3/4 inch drain valve to open 
CICOTTE.C, YUHAS.G Region 5, Ofc of Iho Director BB/05/13 Ip 45734 1M- 
45734 199, 

8005270173 EN*87-10BAon B80526, order imposing civil penalty in amounl of SlOO.K'l 
issued to util basod on inadequacies In licensee program A controls for lestng pres- 
sure isolation valvos 

WONG, H, UEBERMAN.J Ofc of Enforcement (Post 070413). EA 37 211 60/M/25 
Ip 45699 139 45699 139 

8805270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vondor A'*Jk" 
Svc list end. 

ROSSI.C E Division of Operational Events Assessment (Post 870411) lEBM-G* 
80/06/03 Consolidated Edison Co of Now York, Inc 120pp 45790 060 4MflO'1B7 

0005310189 PNO-IJI QB 040 on 880520, full power OL Issued Currenlly at 6% 
power, licensee engaged (n power ascension activities NRR RegK>n IV will fwh 
augmentod insp coverage of powor ascension 

HINDS, J , FORNEY.W Region 3, Ofc of Iho Director 08/05/23 Ip 45720 24* 
45720 243 

8805310192 PNO III 80 047 on 08051 7, barrels containing radioactive matl foujvJ djrrc 
airport excavation Identification, concentration & origin of mall will delemwte wtwJi 
agency has jurisdiction over handling of matf 

SHAFER.W , MALLETT.B Region 3, Ofc of Iho Director 0B/O5/20 Ip 45719235- 
45719 239 

0605310259 PNO-IV 00-045 on B80521, plant startup followed extended outage tor per 
formance of main! work Completion of testing at 30% plateau scheduled fer 
000526 Upon satisfactory testing, 50% plateau will commence on 880527 
HUNNICLfTT.D M Region 4, Ofc of tho Director 80/05/23. 2pp 4571Q21C^ 
45718 211 


8606200402 Summaiy of CRGR Meeting 136 on 8B0519 ro review of proposed Com 
mission paper, "Standardization of Advanced Reactor Designs" & proposed rosolution 
for Generic Issuo 103, "Design for Probable Max Precipitation 11 W/o stated end 
JORDAN, E,L Commltlee to Review Generic Requirements 08/06/08 STELLO.V Ofc 
ot the Executive Director for Operations 2pp 45964 347 45964 340 

6006300319 Notification of contract execution, Mod 5 Jo "Regulatory Analysis for Gener- 
ic Issue 23,Roactor Coolant Pump Soal Failure " 
Contractor.SBA Subcontractor Scion tecb.lnc 

FIELDS, J A NRC - No Detailed Affiliation Given FJN D-1760 NRC 04-87-397 88/06/ 
09. GUSTAVE.R P Program Management, Policy Development & Analysis Staff (Post 
870413) JACKSON, J NRC - No Detailed Affiliation Given. Ip 45975 119-45975 123 

—8006300325 Mod 5,rovising contract scopo.adding funds A extending period of 
performance, to "Regulatory Analysis for Generic Issue 23, Reactor Coolant Pump Soal 
Failure " 

‘BARRONDO.LJ Small Business Administration YBARRONDO.LJ Sdontech, Inc 
WIGGINS, E NRC • No Detailed Affiliation Given FIN D-1760. NRC 04-87-397, 88/06/ 
09 4pp 45975’120 45976 123 

8606300321 Responds to util 860106 submittal of proposed Tech Specs which would 
allow single recirculation loop operation A 880523 request to withdraw Initial 
request Resolution of Generic Issue B-19 provided In Gonenc Ltrs 86 02 & 86-09 
MCDONALD, D.G. Project Directorate 13 TAC 10025 88/06/20 BIRD, Ft G Boslon 
Edison Co 2pp 45969:145 45969,140, 


l&E INSPECTION AND ENFORCEMENT 


8805310263 PNO-I 80 055 on 060523, worker slipped & fell Into reactor vouoTffeftfe 
fueling platform Caused by worker unhooking himself from sling to install equrpmerit ti 
reactor vessel Worker decontaminated & licensee conducted evenl entiquo 
COWGILL.C Region 1, Ofc of Ihe Director, 08/05/23 Ip 45719 043 45713 043 

0806310265 PNO f-86 053on B8042fUwo photo processing labs contaminated w/Pfr 
210 due to 3-M static elimination device leakage Decontamination will be ooroplefed 
by 0BO52O & urine samples will be collected for oloassay 
WHITER, JOYNER, J, Region 1, Ofc of Ihe Director, 00/05/20, 2p? 45719245- 
45719 246, 

0005310271 PNO-I 8B 054 on 8B0523,operators noticed that recirculation pump A Oo/er 
seal pressure gone lo 0 psig & high soal leakage alarm intermittent Reactor stow** 
commenced & pump secured & Isolated Seal being replaced 
COOK.W, JOHNSON.J Region 1, Ofc of the Director 08/05/24 Ip 45734 
4 5734 ’205, 

0006010003 PNO-V 85 034 on 08 0523 .possible whole body exposure of 32 10™$ ^ 
curred during preparations for decontamination of reactor refueling cavity Caused ty 
suddon Increase In remotely monitored teledoso monitor device worn by worker 
HOOKER, C, WENSLAWSKI.F Region 5, Ofc of the Director 83/05/24 Ip 
45731,359-45731 359 


0006010007 PNO 1-88 051A licensee determined that tampering w/plani equipment <tt 
not occur. Interviews w/plant operators showed that Individual who made dittowy 
was mistaken about switch position as being m trip position. 

KAUCHER.J, BLOUGH.R, Region 1, Ofc of the Director 88/05/20 Ip 45710 WS- 
45719 349 


8005240028 NRC Info Notice 08-033, "Recent Problems involving Model Spec 2-T Ra 
diographlc Exposure Device." Svc list end 

BURNETT.RF. Division of Safeguards & Transportation (Post 870413) B8/05/27, 
Consolidated Edison Co of New York, *nc 120pp 45683 158-45603 277. 


0806010011 PNO-V-60 002 on 88051 2, Class 3 reactor operator tested positive icf mari- 
juana use Protected area access authorization suspended Individual admitted usnj 
marijuana & has enrolled In employee assistance program . - 

NORDERHAUG.L , SCHUSTER.M D Region 5, Ofc of the Director 88/05/24 2pp 
45720 266 45720 267 
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6806010105 PNO-I 88 052A on 0B0516, package containing 500 uCi P-32 removed from 
lab & disposed ot in normal trash Surveys did not reveal radioactive contamination On 
88051 9,pfastic liner found containing 1 uCi C 14,1-125 & H-3- 
JENSEN, J , KINNEMAN.J Region 1, Ofc of the Director 88/05/20- 2pp 45719 320- 
45719 321 

6806010235 PNO I 88 056 on 8Q0526,util & Slate of NY reached agreement in principle 
for settlement of plant controversy Terms wilf call for transferring plant to Long Island 
Power Authority or other state agoncy & providing energy for area people 
DOERFLEIN.L , CRESCENZO.F Region 1, Ofc of the Director 68/05/26 Ip 
45718 328-4 5718 328 

68-06010238 PNO I 88 057 on 8B0525, individual from Noutron Products, Inc found exiting 
contaminated area & identified as contaminated w/nonremovable Co 60 on sotos of 
shoos Aon inside & outside of briefcase No contamination found on body 
SHAN8AKY.M , MCGRATH, J Region 1, Ofc of the Director 80/05/26 Ip 
45731 360 45731 360 

6806020047 NRC Info Notice 88 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411), GL U7-12 80/ 
06/08 Consolidated Edison Co of Now York, Inc 120pp 45965 152 45065 271 

3806620086 PNO OSP 80 008B on 800526, powor escalation above 75% power 
authorized Llconsoe achieved 100% powor operation on 8B0531 Util considering 
power operation at reducod level In order to extend fuel cycle 
ROTELLA.T Ole of Special Projects 00/05/31 Ip 45733 321-45733 321 

8806020-095 PNO-11 BQ 0260 on 8B0516,Unlt 1 achieved criticality following 30 day 
outage period to correct problems Idontilied as result of INFO evaluation On 
8 BOS 15, Unit 2 remained at zero power for completion of repairs on valve 
N1NH.S Region 2, Ofc ol the Director 08/05/10 Ip 45733 305 45733 305 

8806020100 PNO 11-80 033A State of FL notified Region II that Campbell- Pacific soil 
moisture density gauge recovered on 080518 Private citizens located dovice State 
considering enforcement action against slate [icenseo 

TROJANOWSKLR , POTTER, J Region 2, Ofc of the Director 88/05/20 Ip 
45733 306-45733 306 

8606020105 PNO 11-80 036 on 00O524,unauthorlzed vehicle drove onto property Driver 
letl object near fence Individual picked up by sherd! based on info provided by 
licensee Individual intended for authorities to think object was dangerous 
MCGU1RE.D Region 2, Ofc of the Director 00/05/25 2pp 45733 334 45733 335 

8006020109 PNO II 00 035 on 0B0524,sma1l hydrogen fire occurred in 

conleinmenUCaused by hydrogon gas leaking from pressures relief lank (PRT),pnsl 
valve 2 RC-144 & out pipe nipple & ignltod by spark Leakage flowpath cappod & PRT 
purged 

CANTRELL, F S Region 2, Ofc of the Director 80/05/25 2pp 45746 050 45746 051 

86060201 14 PNO IV-88 046 on 600525, steam driven main feedwater pump 
failed Licensee proparing to inspoct main condenser for ctamago Repairs should tako 
sovera! days No one Injurod from flying dobris Facility will romaln shutdown 
CONST ABLE, Ci L Region 4. Ofc of the Director 88/05/26 2pp 457331)12 
45733 313. 

6806020121 PNO II 08 034 on 080516, outage oxcoodad 48 h Caused by time require 
meats to resolve problems identified following 000516 reactor trip/ safely injection 
event Unit brought to cold shutdown on 080517 & unusual ovent declared thon lormi 
rated 

CANTRELL.F Roglon 2, Ofc of the Diroctcr 80/05/18. 2pp 45737 05B 45737 059 

8406020309 EN-80 041 on 080601 .notice of proposed Imposition of civil penalty In 
amount of $75,000 will be issued to licensee based on failure to assure that oleclrical 
equipment important to safety re oleclrical connectors 

STEFAN O.J . LIEBERMAN.J Ofc of Enforcement (Post 070413) EA 00 000 00/05/ 
20 Ip 45733 314-45733 314 

0806030230 PNO III 88-032A during Sopt 1905 & Oct 1986 therapeutic misadmlnlslrn 
twn occurred,due to error in applying formula for calculating exposure periods for 
treatment GA program to review all r a mall on treatment periodically .instituted 
WIEDEMAN.D, MALLETT.B Roglon 3, Ofc of tho Director 00/05/18 Ip. 45752 267 
45752 207 

BB06030281 PNO III 00 045 on 080518, licensee began plant shutdown from 100% 

K wor to repair hydrogon seal oil sys (or main generator Causod by sys lovel control 
failure Seal oil sys repair & main generator Inspection sciie-dulod 
COOPER, R, KNOP.R. Roglon 3, Ofc of the Director 80/05/10 Ip 45752 106- 
45752 180 

6806030208 PNO III 00 044 on 00051 7, former radiation safety officer Indicted by 
Dayton, OH federal grand jury Causod by alleged federal statutes violations arising out 
ol NRC Investigation re 1906 Am-241 spill at base. Arraignment scheduled 800531 
WIEDEMAN.D, MALLETT.B Region 3, Ofc of tho Director 88/05/10 Ip 45746 237- 
45746,237 

8-006030309 PNO-ltl 00-050 on 080526, two vials of C>14 reported missing Licensee be- 
lieves vials Inadvertently disposed of during lab cleanup & buried in sanitary 
land (ill Region III to perform onsite insp upon receipt of ropt 
GIBBONS, D, LYNCH, J Region 3, Ofc of the Director 8B/05/26 Ip 45752 320 
45762 320 

8806030333 EN07-1O7Aon 071217, notice of proposed imposition of civil penalty In 
amount of $1,600 Issued to licensee based on numerous radiation safety 
violations One violation should bo withdrawn & penalty reduced proportionately 
FLACK, E , LIEBERMAN.J Ofc of Enforcement (Post 870413) EA 07-178 00/05/27 
Ip 46762 294 45752 294 

8606060158 PNO-I88 058on 8B0527,utll mgl halted performance of general malnt at 
facility licensee self-assessment completed on 000526 identified malnt program 
weakne&ses.Addl molnt tasks being reviewed on case by-cas© basis 
LYASH.J, HAVERKAMP.D. Region 1, Ofc of the Director 08/05/27 Ip 45753 099 
45753 099, 

9506000019 PNO II 1-88-046A updates augmented Insp team Investigation ol failure of 
MSIVs to close during test On 000625, region determined that licensee completed 
commilmentsmer 880510 confirmatory action Itr Unit 2 startup scheduled on 8B0526 
RING.M , FORNEY ,W Region 3, Ofc of tho Director CAL 80/05/26 Ip 45775 009 
45775 0 09 


08060B0023 PNO IV-BB-047 on 8B0S28,fadiagrapher went to hosp to establish whether 
bod-y bad been overexposed to 45 Ci lr-192 source on 6B0523 when source became 
stuck & would not retract into camera Operations at facility suspended 
POWERS, DA Region A, Ofc of the Director 88/05/31 2pp 45775 010 45775 01 1 

08D6OGOO25 NRC Info Notice 88-037, "Flow Blockage of Cooling Water to Safety Sys 
Components ” Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) LEIN 81*21 
00/06/14 Consolidated Edison Co of Now York, Inc 125pp 45946001 45946 125 

B806080104 PNO V 06 035 on flB0529,Trains A & B discovered inoperable ak same time 
due to failure of essential chilled water sys chiller m Train A & Isolation of transmitter 
in Tram B Caused by incorrect isolation of transmitters by personnel 
RICHARDS.S Region 5 4 Ofc of the Director 08/05/31 Ip 45775 062-45775 062 

8006080109 PNO OSP-88-OOO on 8BQ606.Umt 2 scrammed from 90% power Causod 
by steam/food flow mismatch combined w/low steam generator level TVA conducting 
post trip review of scram 

GOODWIN, E Ofc of special Projects 88/06/09 Ip 45770 145-45770 145 

8006080112 PNO III 08 052 on BOO 5 28, water hammer tn RWCU sys damaged filling on 
5/B inch instrument line & caused leak of steam & water into RWCU sys pump 
room Caused by water hammer Instrument lino repaired 

COOPER.R , KNOP.R. Region 3, Ofc of the Director GB/06/01 2pp 45770 149- 
45770 160 

6606080136 PNO III 68 049 on B80524,Trox1or moisture density gauge fell from truck In 
St Paul, Ml Driver of vehicle notod gauge missing while In transit & saw tailgate down 
& chain holding gauges case danalfng Tram truck bed 

SRENIAW5KI.D , MALLETT.B Roglon 3, Ofc of the Diroclor 88/05/25 Ip 
457 70 144-4 5 770 1 44 

8006000172 PNO IV-88 049 on 88051 7,paliGnt administered therapeutic dose of 30 mCi 
1-131 Instead of correct diagnostic dose of 30 uCi Texas Bureau of Radiation Control 
investigation shows that larger dose ordered incorrectly by technician 
DODA.R J Region 4, Ofc of the Dimeter BQ/09/01 1 p 45766 022-45760 022 

8006000211 NRC Bullolin 80 006, "Action a To Bo Taken for Transportation of Modal 
Spec 2-T Radiographic Exposure Dovice "■ Svc list oncl 

BUR NETT, R F. Division of Safeguards & Transportation (Post 870413) IEIN-80 033 
80/06/14 Consolidated Edison Co of New York, Inc lOBpp- 45035211 46935310 

880Q090 186 PNO IV-8Q-04Q on 8005 16.E8ASCO omptoyeo working In refueling area ro 
colved approx 22 ram doso to skin of whole body Caused by lodging of hot parttcalo 
(fuel flea) on employee thigh after passing through protective clothing 
CHANEY, HD Region 4, Ofc of the Director 00/D5/31 2pp 45B14.19S 45814 197 

8806090194 NRC Info Notice 68-030, "Failure ol Undorvottago Tup Attachment on GE 
Circuit Breakers " Svc list unci 

ROSSI.CE Division of Operational Events Assessment (Post 6704I1) IEQ-79-09 B8/ 
06/15. Consolidated Edison Co of Now York, Inc lllpp 45B46 126 45946 236 

0600090229 EN 00 044 on OBOCOB^ollce of violation & proposed imposition of civil pen 
ally in amount of $5,000 will bo issued to licensee Action based on unauthorized uso 
ol licensed mall & failure to Instruct individuals 

JOHANSEN, J , IIEDERMAN.J Ofc ol Enforcement (Post 070413) EA 88-107 60/05/ 
31 Ip 45766 102-45760102 

0806090261 EN 88 042 on 600603 notice of violation & proposod imposition ol civil 
penalty in amount of $50,000 vail bo issued to llcenaeo Action basad on failure to 
maintain required number ol centrifugal charging pumps operable 
LUEHMAN.J , LIEDERMAN.J Ofc of Enforcement (Rost 070413) EA-00 086 80/05/ 
27 Ip 45764 336 45764 335 

0806090301 Suppl 2 to NRC Bulletin 07-002, 4t Fasionor Tasting to Determine Conform- 
ance W/Applicable Matl Specs M Svc list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) IEB 87-002 
88/06/10 Consolidated Edison Co of New York, Inc 120pp. 45016 208-45916 327 

0806100017 EN OB 043 on B 80603 notice of proposed imposition ol civil penally in 
amount of $2,500 issued to licensee based on failure to perform output spot chocks 
on Lolelherapy units & maintain records of chocks 

JOHANSEN,! , LIEDERMAN.J Qfc of Enforcement (Post B70413) EA OB 123 80/05/ 
31, Ip 45772 201-45772 261 

0806100279 PNS V-8B-003 on B8052ft,conirol room operator tested posltlvo on urinaly- 
sis for marijuana Individual immediately escorlod from protected aroa 8 Security badge 
do activated 

SCHAEFER.D , SCHUSTER, M Region 5, Ofc o! tho Director. 89/06/03 2pp 
45804 042 45804 043 

0006100288 PNS V-C8 002A on BB0524.NRC licensed reactor operator tasted positive 
for mariluHmJ during routine urinalysis Individual placed in drug oduc program which 
will run for 3 wks during which unescorted access to site denied. 

NORDERHAUG.LR , SCHUSTER, M D Region S, Ofc of the Director. 8B/OB/O0 Ip 
45304 041-45804 041 

8006150013 NRC Bullolin BB-007, "Power Oscillations in BWRb" Svc 91st one! 

ROSSI.CE Division of Operational Events Assessment (Post &70411). IEIN-Ba-039 
80/06/15 Consolidated Edison Co ol New York, Inc 114pp 45929 U6-45920 228, 

0806150079 PNS-V8Q 004en B&0607,roactor operator Identified as using 
drugs Individual had initiated actions to seek off&ile assislance.Llconseo deactivated 
individual security badge & Initiated actions par fitness (or duty program 
SCHAEFER.D., SGHUSTER.M Region 5, Ofc of tho Director 8B/06/03 2pp. 
45835'321-45B35 322 

08OB1BO106 Suppl 1 to NRG Bulletin 5B 005, "Nonconforming Malls Supplied by Piping 
Supplies, Inc at Folsom.NJ & West Jersey Mfg Co at Wllliamstown.NJ * Svc lisl encf 
ROSSI.CE Division of Operational Events Assessment (Post 070411) IEB 08 005 
00/06/15. Consolidated Edison Co of Now York, Ino 12Qpp 45065 032-45965 151 

0806150209 PN0V-B8 036on B8 0607 .voters voted on two measures ro future opor 
ations of plant Measure B, which required immediate shutdown ol planMailarf to 
pass Measure C, which will conlmuo plant operations on trial basis, passed 
D’ANGELOS, COOK.G. Region 5, Ofc of the Director 86/06/00 Ip. 46B47139 
45047136 
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0806150258- EN-BB-045 on 880607, order modifying license & proposed Imposition of 
civil penalty In amount of $2,500 issued to licensee on 8B0607 based on breakdown 
of mot oversight of radiation safety program 

JOHANSEN, J, UEBERMAN.J. Ole of Enforcement {Post 870413). EA-88-063 88/06/ 
02 Ip 45847 109 '458 4 7 100 

8806150271 EN-88-046 on BfiOSOS.iio tic e of proposed imposition of civil penalty in 
amount of $27,500 Issued to licensee Action based on falsification of records of con- 
stancy checks of isotope dose calibrator & deliberate denial of falsification 
FLACK.E, UEBERMAN.J Ofc of Enforcement (Post 870413) GA-87-189 80/06/03 
Ip 45840 074-45B40 074 

8806160096 PNO-V-88-038 on 8B0612.earthquake occurred on Cafaveras Fault within 
50 miles of identified facilities All reactors shutdown at time of earthquake No seismic 
trios observed fnsp revealed no signs of damage a I facilities 
NORTH.H S , YUHASJ3 P. Region 5, Ole of the Director 88/06/13 Ip. 45838 106 
45638 106. 

8806160105 PNO-V 60 037 on 880608,Regfon V received notification by State of CA of 
two instances of radiation doses of greater than 1 25 rem to one 
radiographer Exposures are film badge results from Radiation Detection Co 
flfEDLlNGER.B A , THOMAS, R D Region 5, Ofc of the Director. 68/06/09 Ip. 
45864 008-45064 008 

88061 601 S4 PNO OSP-00-010 on B80608jeactor tripped during startup when operators 
attempted to place maPn feed pumps m automatic speed control Caused by operator 
error Prior to resumption of startup activities, util will meet NRC to discuss trips 
RICHARDSON.S Ofc of Special Projects 88/06/09, 2pp 45063-249 45863 250 

8806160397 EN 88-026A commission notified of Ofc of Enforcement Intent to issue 
notice of violation & proposed Imposition ot civil penalty In amount of $2,500 to 
licensee, based on violations. Including radiation exposure to research Investigator 
FLACK.E , UEBERMAN.J Ofc of Enforcement (Post B70413) 88/06/13 Ip 
45863 275 45863 275 

8806160409 EN 86 048 notifies of Intent to Issue nofreo of violation & proposed Impost 
lion ot crvil penalty In amount oi $100,000 to uhl.based on number of 
violahonsjncluding failure to adequately evaluate radiation hazards re fncore detector, 
FLACK.E , LfEBERMAN.J Ofc ot Enforcement (Post 670413) EA-86-114. 88/06/08 
Ip 45B40 275'45840 275, 

8806160414 EN 68-050 on 6aQ6lO,notlce of violation 4 proposed Imposition cl civil pen- 
alty ir> amount of $150,003 wtU bo> Issued to licenses Action based on violations of 
equipment qualification requirements of 10CFR50 49 

WONG.H, LfEBERMAN.J, Ole of Enforcement (Post 870413). GL-88 07 88/06/09 
Ip 45840161 45B40161 

0806160432 EN-fifl-047 on 88 061 3, notice of violation & proposed imposition of civil pen- 
alty in amount of $50,000 will bo issued to licensee Action based on failure to verify 
boric acid piping heat tracing circuits on monthly basis 

STEFANO.J , LlEBERMAfU Ofc of Enforcement (Post 870413). EA 88 074. 83/06/ 
08 Ip 45841 330 45841.330. 

6006160430 EN*aa 049 notifies ot Intent to Issue notice of violation a proposed Imposi- 
tion of civil penalty in amount of $12,500 on 680613 to licensee Action based on 
violations, Including failure (o adequately control ventilation flow, 

FLACK.E, UEBERMAN.J Ofc of Enforcement (Post 070413)- 86/06/00. Ip, 
45B41 360-45841,360 

8606200051 NRC tnfo Notice 00 042, "Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolts." Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) IEIN 87-041. 
08/06/23 Consolidated Edison Co of New York, Inc 108pp. 45977 207*45970.033, 

0806200091 EN 88 OOOAon 680615 order Imposing civil penalty In amount of $2,500 
Issued to licensee Action based on cumulative radiation exposure In excess of regula- 
tory limit to felt hand of lab supervisor 

FLACK.E,, UEBERMAN.J Region 3 4 Ofc of the Director. EA-B7-243 88/06/15. Ip. 
45870 262-45870 262 

8806200131 PNO-ll 08 037A on 680606, licensee notified Region II that Westlnghouse 
contract workor committed suicide during weekend of 860604-05 at worker 
home.Worker received quarterly whole body radiation dose of 3.3 rem on 880527 
HOSEY.C M. Region 2, Ofc of the Director. 60/06/07 Ip. 45893:303*45893.303. 

8806200140 PNO-lll 88-054:on 88060 9,ladle spilled molten steel In vicinity of four 
■gauges containing Cs-137.Shuttera on gauges stuck fn open position Gauges removed 
A test indicated that two gauges leaking Three workers found contaminated 
MALLETT.B,, PAPEfliELlO.C Region 3. Ofc of Ihe Director. 89/06/10, 2a o 
45901 .165 45901 ‘169, 


8806200306 NRC Info Notice 88 043, ‘'Solenoid Valve Problems ” -Svc hsl end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) IEIN 85 017 
09/06/23 Consolidated Edison Co of New York, Inc 123pp 45977 164 45077 20* 

6806210111 EN 88 055 on B80617, notice of proposed imposition of clyil penally in 
amount of $102,500 issued to licensee Action based on significant spill ol Am 249 el 
Wright Patterson Afr Force base on 86091 G 

FLACK.E, UEBERMAN.J, Ofc of Enforcement (Post 870413) EA-08 055 80/06/17 
Ip 45909 144-45909 144 

6B06210117 EN 88 051 on 88061 5, notice of proposed Imposition of civil penally n 
amount of $50,000 will be Issued to licensee Action based on Severity Lovoj III vloM 
lions for failure of 10CFR50,App K required ECCS safety infection subsystem 
STEFANO.J , UEBERMAN.J Ofc of Enforcement (Post 870413) EA*80 080 89/06/ 
10. Ip 45908 276*45908 276 

8608210119 EN-80O52on 08O616,notice of proposed imposition of civil penalty ki 
amount of $200,000 will be issued to licensee violation based on poor corrective a-c 
lions & poor prior performance In area of engineering & technical support 
LUEHMAN.J, UEBERMAN.J Ofc of Enforcement (Post 870413) EA-00 104 88/06/ 

13 Ip 4590B 277-45908 277, 

6606210123 PNO-lll 88 054A 16 employees contaminated following tlamago lo four 
level gauges containing radiation sources State of OH team concluded that no worttf 
exposed to radiation In excess of NRC limits Gauges secured ponding disposal 
MALLETT.B., NORELIUS.C Region 3, Ofc of the Director 68/00/13 2no 45911 199 
45911 200 

6806220027 EN-80 056 on 880616, notice of proposed Imposition ol civil penally In 
amount of $450,000 issued to licensee Action based on violations of equipment quib- 
fication requirements of 10CFR50 49 

LUEHMAN.J , LfEBERMAN.J Ofc of Enforcement (Post 870413) EA 07*106 66/04/ 
16, Ip 45913.235-45913,235 

800622017 7 PNO-IY-88 050 on 880613, Unit 1 startup following 880525 ahu'dwn 
Initiated, Subf notification issued as plant status update Mafni activities porform*d 
during outage Completion of testing at 30% plateau scheduled for 880010 
HUNNICUTT.DM Region 4, Ofc of the Director 80/06/14 2pp 45920061 
45926 069 

6806220264 PNO-ll-88 040B,on 88060 7, leaking WESF Cs 137 source - 
update Radioactivity levels measured slightly above background, indicating no 
cant spread of contamination outside bldg Recovery plan Items for discussion luted 
TROJANOWSKI.R , STOHR.P Region 2, Ofc of the Director 80/03/09 
45929 263*45929-264 

8806230061 EN-08-053 on 880617 notice of proposed Imposition ol civil penally ki 
amount of $50,000 issued to licensee based on failure to malnlaln control of neons 
to vilaf area of plant 

ROSANO.R, LlEBERMAN.J. Ofc of Enforcement (Post B70413) EA 00-125 08/96/ 

14 Ip 45932 167-45932,167 

8806230128 PNO-IV-88 051-fflllure of Westlnghouse DS-416 electrical brookom rnituroi 
could be generic problem.Westlnghouse representatives on site obseiving lostinfllnsp 
& Installation ot sub) breakers 

HUNNICUTT.D Region 4, Ofc of the Director 88/06/10 2pp 45932 141 45932 U? 

8608230189 PNO-I 08 063 on 88001 5, public meeting w/FEMA, Region I 4 Util IwM to 
Patchogue.NV to discuss 880607 09 emergency preparedness exercise Discussion in- 
cluded status of review ot emergency plan & preliminary assessment ol oxo/clso 
LAZARUS, W Region 1, Ofc of the Director 88/06/16 Ip 45937 167-45937 167 

B806230198 PNO-l-88 059 on 880601 .reactor trip occurred.Caused by low steam oivrwf 
alor level w/lndicated steam flow greater than feed flow causing pressure drop lx tow 
ESF actuation setpoint $ safety Injection signal generated Trip will bo roviowod 
BANERJEE.M , COWGILL.C Region 1, Ofc of the Director 88/06/02. Ip 45SH1 207- 
45941,207 

6606230200 PNO-1 88*064 on 8806 16, util union employees voted to rojed proposed 
labor contract Licensee established contigoncy strike plans to onsuro (hat mm Tech 
Spec, emergency plan & administrative procedures staffing levels maintained 
GRANT.G, HAVERKAMP.D, Region 1, Ofc of the Director 80/06/17 Ip 45049056* 
45940 056 

8606230237 PNS-I-8Q 003‘on 88061 ^Massachusetts State Police received onoiwmou* 
phone call stating that two individuals observed to be loading boxes marked 
sives" into vehicle & plant name was mentioned in overheard conversation 
KEIMIG.R, BELLAMY, R R Region 1, Ofc of the Director 80/06/17 2pp 45946054 
45948-055, 


6606200144 EN 88 054, on 88061 5, order suspending License 6010 2 (effective immedi- 
ately) 6 notice ot denial of application for renewal of license Issued to MP 
Acosta Action based on licensee failure of drug tesls conducted by util 
ROSANO.R, UEBERMAN.J. Ofc of Enforcement (Post 870413). EA-8B-104 68/06/ 
15 Ip 45902.001-45902.001. 

8606200207 PNO-1J-8B-034A on 88051 S.reaclor trip/aafety injection occurred.Caused by 
amall piece of melal which partially blocking flow through limiting venterl Defective 
parts replaced & course strainer Installed In each line 

CANTRELL.F Region 2, Ofc of the Director. 8B/06/GB Ip, 45903,024-45903.024. 


6806270344 PNO4-88-064A :on 88061 7, util union employees voted to rolify amended 
labor contrecLUnlon employees voted to reject 880616 proposal nol implemented ft 
normal plant operations not Impacted, 

GRANT.G Region 1, Ofc of the Director. 88/06/20 Ip 46936 082*45936062 

8806260267 PNO-ll 88*04 OD fourth update re leaking WESF Cs*137 source. OOC wll 
provide direct technical assistance to State of GA & assumed project mol control to 
recover leaking source & cleanup of facility, Survey revealed no contamination 
TROJANOWSKI.R, STOHR.J P Region 2, Ofc of the Director. 06/06/13 2pp 
45944 033 45944-034. 


8806200211 PNO-JI *88-038 on B8Q603,outage exceeded 48 h to repair leaking tubas on 
condenser B, Reactor subsequently tripped from unrelated switch problem during sur- 
veillance laaLEddy current teat determined 30 tubes would not pass probe. 

DANCE, H Region 2, Ofc of the Director 88/06/03 Ip 45861. 262*45691 ’262 


8806200222 PNO ll 88*039 on 880603.,package containing M25 found In trash dump- 
ster on campus of North Carolina A&T Univ.Pockage- breached while In 
dumpster RSO.Inc to perform cleanup 8. decontamination Surveys underway to recov- 
er second package 

TPi^ A Jl 0VVSKI 'fl Rdflton 2, Ofc of the Director. 86/06/07, Ip. 45901-164- 


6806200255 PNO-ll 88 037 on 680527,Westlnghouse worker received 2 627 rem whole 
body exposure while cleaning reactor vessel head Licensee technician who monl- 
relieved Worker not expected to suffer adverse health effects, 
HOSEY.C.M Region 2, Ofc of the Director. 88/06/02. 2pp, 45901 160 45901:170 


6306280391 PNOJII-80 056 on 880Q15, licensee unable to locate 27 scaled 
sources.eaoh containing between 075 & 3,0 Ci tritium In gaseous form Llccnsco eeni 
notices to all bases reiterating instruction not to remove sources from devices 
SRENIAWSKf.D , MALLETT.B Region 3, Ofc of the Director 08/00/17 Ip 
45948.31 2*45948:31 2, 

8606290042 PNO*IV-88*063,on 88061 ^during state insp, minor amounts of If 92 radioac- 
tive contamination found outside restricted area of facility Caused by dumping wfisn 
bucket after cleaning workshop.Lfcense suspended pending program modl3 
DODA.R J Region 4, Ofc of the Director 88/06/17 2pp. 45954 009 45954010 

6606290135 PNO-V-86 040:on 88061 6, road grader operator backed over mofsturo/dorv 
slty gauge Gauge control panel & housing damaged Source rod & gauge bottom con- 
taining 10 mCl Cs-137 & 50 mCl Am-241 intact Gauge now in State oJ OR storaao 
RIEDLINGER.B A. Region 5, Ofc of the Director. 88/06/17 2pp 45962 211 
45962,212 
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6806290167 PNO I 66 065 on &80617,umt tripped due to high water level In steam gen 
erator 22 Caused by contractor cleaner inadvertently activating boiler teed 
pump Licensee elected lo enter cold shutdown to repair connoseals 
ROSSBACH.L., SWETLANO.P Region 1, Otc of the Oirector 88/06/20 Ip 
45962 187 45962 187 

8806290173 PNO 1V-88 052 on 8006 17,criti call ty achieved following 104* day refueling 
outage Scheduled 52 day outage oxlended due to problems w/turbtno stationary 
bfaoing.core dummy fuel assemblies & seismic concerns re safety sys supports 
HOLLER ,E J Region 2, Ofc ofthe Director 88/06/17 2pp 45962 188-45962 109 

6806290204 PNO 111-80 055 on 8B061 6, reactor scrammed due to high power level lr> re 
actor core Caused by spurious signal generated alter reinsertion of printed circut 
board In recirculation control sys Cause of spurious signal under investigation 
COOPER.R, KNOP.R Region 3, Ole of the Oiroctor 80/06/17 Ip 45982 190 
45962 190 

8000300354 PNO OSP86 Oil ON 800619, return to power following 10-day outage sub- 
sequent to 880609 reactor trip Outstanding malnt needed on balance-of-plant equip- 
ment reduced 

RICHARDSON, S Ofc of Special Projects 88/06/21 Ip 45069 1 16 46969 116, 


HISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 

8306290037 Informs of B80531 oral board certification of S Ray as resident 
inspector Ray demonstrated satisfactory knowledge of FSAR.Tech Specs, NRC Insp 
manual .licensee procedures, personal conduct .enforcement A Code of Federal Regu- 
lation 

KNOP.IR C Region 3, Ofc of the Director. 08/06/02 GREENMAN.E G Region 3, Ofc 
of the Director Ip 46870 292-46070 292 


NUREG NUREG REPORTS AND RELATED CORRESPONDENCE 

8805130142 SECY 6B-1G5 Informs Commission of status of program rovs to NRC ad 
ministration at roqu allocation exams required under 10CFR55 57 
STELLO.V Ofc of the Executive Director for Opel ations 68/04/15 Slpp 45714 047 
45714097 

6805190334 Board Notification 80 003 forwards DC Williams GAO, "Spocial Ropt.Ofc of 
Special Investigations’* A NRC 080425 press roloaso indicating that ropt made avail 
able to public 

GRWES.CI Ofc of Special Projects 8B/05/17 BLOCH.P0, JORDAN, W.H , 
MCCOLLOM.KA Atomic Safety and Licensing Board Panel 5pp 45822 073- 
45822 1 23 

8805240162 Advises lhat util not currently pursuing wind lunnel testing to verify accept- 
ability of current outside air intake locations tor control room/TSC VWAC sys Further 
action on hold pending transmittal of improved method info 

ANDOGNINI.GC Sacramento Municipal Utility District GCA 86 313 00/05/17 Docu- 
ment Control Branch (Document Control Desk) 2pp 45686 132 45680 133 

6805240212 Provides addl Info ro status A schedule for CRDR Hems Summary of tasks 
completed & schadule for tasks not yet completed er»cl Sefoty significance of each 
improvement used to pnontizo mods 

MUSOLF.D Northern States Power Co GL-B2-33 80/05/12, Office of Nuclear Reac- 
tor Regulation, Director (Post 070411) 4pp 45873 139-45673 142 

0805260829 Forwards application lor amend to License DPR 64, changing Toch Spoc 
Sections 3 3,4 5 & 6 9 re toxic Qas monitors Fee paid 

BRONS.J C„ Now York Power Authority (formerly Power Authority of the State of New 
York), GL 03-37 88/05/19, Document Control Branch (Document Control Dosk). 2pp 
45701:340-45702 002 

-8805260030 Application for amend to License DPR-64, changing Tech Specs 3,3.4 5 & 
6 9 to Incorporate redundant toxic gas monitoring sys 

BRONS,J C. New York Power Authority (formerly Power Authority of the State of Now 
York). GL-B3-37 88/05/19. Ip 45701 342-45701 343 

8605260 128 Forwards "Assessment of Control Room Habitability Given Postulated 
Onsite Rotease of 20 Weight Percent Aqueous Ammonia,” per NUREG-l286,Suppl 1 
commilmenL 

ANDOGNINI.G C Sacramento Municipal Utility District. GCA 00-314, 88/05/19 Office 
of Nuclear Reactor Regulation, Director (Post 870411) tp 45692 213-45692 222 

8805260347 Forwards listing of generic communications being considered or undor do- 
velopmont by NRC.lncludlng bulletlns.lnfo notices A generic Itrs 
BERUNGER.C.R Generic Communications Branch IEIN 87-001 00/05/13 

FAODEN.D.L Institute of Nuclear Power Operations 19pp 69335 300 69335 318 

86Q5270035 Application for amend to License NPFO'e.revialng Tech Spec 3/4 3 2 to 
delete all refs to excessive cootdown protection A associated items Tech Spec bases 
section ro P-1S interlock also deleted Proposed FSAR revs end Fee pafd 
VAUGHN, G E Houston Lighting & Power Co ST-HL-AE-2656 80/05/18 Document 
Control Branch (Oocu me nt Control Desk), lOpp 45690,001-45690 068 

8805270075 Application for amends to Licenses DPR-38.DPR-47 A DPR-55, revising 
Tech Specs to support operation a( fuff rated power during Cycle 1 1 Feo paid 
OWEN, W.H. Duka Power Co 88/05/16 Document Control Branch (Document Control 
Desk) 4pp 45700.149-45700 200 

8B05310306 Submits addl Info ro control room habitability conformance to NUREG 
0737, Item 111,0 3 4,per NRC 080329 request Util performs quarterly callbr on local S02 
tank detectors In response to 880419 telcon 

WIDELL.R.C, Florida Power Corp, (subs of Florida Progress Corp) TAC 64805. 88/ 
05/23 Document Control Branch (Document Control Dosk) 18pp 45731 334- 
45731 -351. 

8806010877 Forwards addl Info ro accumulator tank level & pressure, pressurizer 
levoLpressurizer heater status & safety relief valve position or mainstream flow, per 
NRC 88031 5 SER, Revised schedule for Reg Guide 1.97,Rev 2 implementation stated 
TUCKER.H.B Duke Power Co. 88/05/18. [Document Control 8 ranch (Document Con- 
trol Desk), 6pp. 45686,073-45686 078 

MO0828O34 NUREG 0540 VI 0 N03 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE, March 1-31,1908. 

* Division of Publication Services (070413-880514) 88/05/31 400pp 45706303- 
45707-326. 


0606020039 NUREG/CR 5045 KANSAS-NEBRASKA SEISMICITY STUDIES USING 
THE KANSAS NEBRASKA MICRO EARTHQUAKE NErWORK Final Report 
STEEPLES.DW, HILDEBRAND.G M. BENNETT.BC Kansas, Untv of, Lawrence, 
KS FIN B-0272 88/03/31. Division of Engineering (Post 870413) 70pp 45706 222- 
45706 302 

8606020043 NUREG/CR 2000 V07 N4 LICENSEE EVENT REPORT (LER) 

COMPILATION For Month Of April 1908 

* Oak Ridge National Laboratory. FIN A 9135 ORNL/NSIG-200 86/05/31 Office for 
Analysis & Evaluation of Operational Data, Director 132pp 45706 QB9-45706 221 

8806020047 NRC Into Notice B8-036, "Possible Sudden Loss Of RGS Inventory During 
Law Coolant Level Operation " Svc fist and 

ROSSI, CE Division of Operational Events Assessment (Post 870411) IEIN 67-023 
68/06/08 Consolidated Edison Co of Now York, Inc 120pp 45965*152-4506 5 271 

BB0602004B NUREG/CR-4219 V04 N2 HEAVY-SECTION STEEL TECHNOLOGY 
PROGRAM Semiannual Progress Report For April -So Member 1907, 

CORWIN, WR Oak Rldgo National Laboratory FIN §0119 QRNL/TM-9593 8B/04/ 
30 Division of Engineering (Post870413) 336pp 45705 113*45706088 

0006920239 Advises that staff completed review of util submittals re TMI Action Item 
II K 3 5 re reactor coolant pump trip Response acceptable Safety evaluation end 
DE AGAZIO.AW, Project Directorate 111-3 GL-06-05 68/05/24 SHELTON, DC 

Toledo Edison Co 2pp, 45709,350 45709 355. 

-8806020244 Safety evaluation supporting implementation of TMI Action Item II K3 5, 
"Automatic Trip of Reactor Coolant Pumps,*' In response to Generic LtrBB 05 
‘ Office of Nuclear Reactor Regulation, Director (Post 870411) GLC6 05 00/05/24 
4pp 45709 352 45709 355 

0806020257 Forwards draft SALP rept for facility for licensing activities for BQ0201- 
051 5,for reviovr & comments NRC SALP Board meeting scheduled for 880627 Sum 
mary of previous two rating periods also end, 

MCDONALD, DG Project Directorate 1-3 GL-83-08 88/05/25 VARGA, S A Division 
of Roactor Projects - I/ll (Post 870411), lOpp 45709 078*45709 087 

0808020329 Forwards draft of NRR input to SALP roview for 670201- 680515 NRC will 
propose to rocommond Category 2 rating to SALP Board 

MCDONALD.DG Project Directorate 1-3 TAC 66207 88/05/25 MURLEY.TE Office 
of Nuclear Reactor Regulation, Director (Post 070411) 10pp. 45709 133-45709 142 

6806030144 Application for amend lo License DPR-51 .revising Tech Spec Section 
3 5,Tablas 3 5,1 1 & 4 VI re qualified coro oxlt thermocouple requirements to satisfy 
NU REG-0737, Item It F, 2 In Gen eric Ur &3-37.Fao paid 

CAMPBELL.TG Arkansas Power 8 Light Co 1CAN05B007. 88/05/27 CALVO.JA 
Projocl Directorate IV. 5pp 45737 163 45737-172 

-6806030148 Proposed Tech Specs revising qualified coro exit thermocouple require 
mants to satisfy NUREG 0737 .Item ILF 2 specified In Generic Ur 83 37 

* Arkansas Power & Light Co GL 83 37. 88/05/27. Spp 45737 168 45737.172 

8506030154 Application far amend to License NPF-G, addressing qualified core exit ther- 
mocouple requirements Fee paid 

CAMPBELL, GT Arkansas Power & Light Co. GL-63 37, DB/05/27 CALVO.JA 
Project Directorate IV. 5pp 45734- HQ 45734:155 

-8800030161 Proposed Tech Specs re qualified core exit thermocouple requirements 

* Arkansas Power &. Light Co 80/05/27 3pp 45734,153-46734*155 

0806930163 Responds to NRC 000326 request for addl Info ro roactor coolant pump 
trip.NUREG 0737,ltom II K 3 5, Response will be provided by 6QOQ31 duo lo addl re 
search required to adequately address questions 

WILSON.KR Florida Power Corp. (subs of Florida Progress Corp) 3F058Q 14 08/ 
05/26 Document Control Branch (Document Control Desk) Ip 45717 264- 
45717-204 

0006030267 Provides Info to suppl preliminary response lo NUREG 0737, Item 111 D.1 ,1 
lor -safety Injection sys & for radiation monitoring sys & informs of plans to conlinuo 
te sting, main! , training & admlnslratiye controls program lor other sya 
SIEBfcfl.JD Duquesne Light Co TAC 62924. QB/05/2O Document Control Branch 
(Document Control Dosk) 2pp 45752-1 89-45762 190 

0808030289 Provides verification of compliance w/licenso conditions roquirlng develop 
mont & implementation of emergency operating Instructions per Mar 1960 
request Informs that license conditions re end of first refueling outage closed. 
MEDFORD, MO. Southern California Edison Co. TAC 51660 8B/05/27. Document 
Control Branch (Document Control Desk) 2pp 45762161-45752.198 

6808030355 Responds to 8B0426 Ur requesting Info re NRC policies & procedures con- 
cerning differing prof opinions W/o end NRC Manual Chapter 4125, “Differing Prof 
Opinions," NUREG-1290, errata sheet & NUREG 1290 addendum 
ZECH.L.W Commissioners 88/05/13. AHEARNE.J.F, Affiliation Not Assigned Ip. 

45714 15645714-157. 

8806030362 Forwards safety evaluation partially accepting util 060205 request for 
changes to administrative control section of Toch Specs Clarification of Issues within 
30 day a requested, 

HEITNER.KL. Project Directorate IV TAC 07407 00/05/24 WILLI AMS.R.O Public 
Service Co of Colorado 4pp 45716.085-4571 6. 07 L 

-8806030367 Safety evaluation partially accepting util 080205 request to change admin- 
istrative controls section of Tech Specs as staled. 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/05/24. 3pp 

45715 069 45715 071 

6806030374 Raquesta assistance In reviewing specific narrow scope FSAR changes for 
plant Guidelines lo be followed to avoid confusion & inefficiencies later In review proc 
oss slated. Areas requiring review & NUREG-0797 status malnx end 
GRIMES.C 1 Ofc of Special Projects. 88/05/20 MARTIN.TT Associate Director for 
inspection & Technical Assessment (Post 070411). 68pp 45715,072-46715-136, 

6B06Q600 19 NUREG 1233 DR FT FC REGULATORY ANALYSIS FOR USI A 40, "SEIS- 
MIC DESIGN CRITERIA, 1 * Draft Report For Comment 

SHAUKAT.S.K, CHOKSHI.NC, ANDERSON, NR, Division ol Engineering (Post 
B7 041 3) 60/04/30 53pp. 45726:031-45726 083 
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8006070054 NUFtEG/CR-5015 IMPROVED RELIABILITY OF RESIDl/AL HEAT RE- 
MOVAL CAPABILITY IN PWRS AS RELATED TO RESOLUTION OF GENERIC ISSUE 
99 

CHUTL FITZPATRICK JR * YOON.WH Brookhaven National Laboratory FIN A- 
3849 BNL-NL/REG-52121. 08/05/31 Dtvisron of Reactor & Plant Systems (&70413 
800716) I59pp 45727 184-45727 344 


8006070059 NUREG/CR-4735 V03 EVALUATION AND COMPILATION OF DOE 
WASTE PACKAGE TEST DATA Biannual Report Februaiy-July 1 987 
INTERRANTE.C , ESCALANTE.E , F RAKER, A Commerce, Depl of, National Bureau 
of Standards FIN A 4171 83/05/31 Division of High Level Waste Management (Post 
670413) l6Qpp 4572? Q23-45727 183 


8006070066 NUREG-0750 V27 N03 NUCLEAR REGULATORY COMMISSION IS 
SUANCES FOR MARCH 1988 Pages 257 334 

* Division of Publication Services (870413 880514) 98/05/31 169pp 45726 299 

45727 022 


8806070072 Final response to FOIA request for documents Forwards agency records 
subj to request & Identified in App A 

GRIMSLEYiD H Freedom of Information & Privacy Acts Branch 88/05/27 
RESNIKOFF.M Radioactive Waste Campaign 2pp 45745 117 45745 230 

--6806070101 Forwards Hr from New York Dept of Environ Conservation re inconsisten- 
cy between Part 61 of NUREG 1300 on NRG us# of IRCP 26 & 30 for preliconsing 
environ review & use of ICRP 2 concepts lor determining compliance W/10CFR61.41 
WCGRATH.JR Region 1. Ofe of the Director 87/09/01 NUSSBAUMER.D A Assist- 
ant Director for Slate Agreements Program Ip 45745 201 45745 201 

-6600070105 Requests answers to questions listed r# Issue of how to determine doses 
given In NUREG -1300, Part 61 a expresses preference to ultllze (CRP Publication 30 
to determine effective dose equivalent 

KELLEHERWJ New York, State of 07/08/13 MCGRATH.J R Region 1, Ofc of the 
Director 3pp 45745 202 45745 204 

-B806070095 Forwards NUREG/CR 4938 & NUREG/CR 4370 per 870706 & reminds 
of NMSS invitation to meet re Info available on mined cavitios 
SCHNEIDER.K N State. Local 8 Indian Tribe Programs 67/07/31 MERGES, PJ 
New York. State of Ip 45745 196-45745 196 


8606080232 Forwards analysis of setpoint values for steam generator & pressure 
levels & pressuri2er pressure for Rosemount transmitters.for NRC approval Values re- 
vised to preclude unsatisfactory operation due to ref anomalies Feo paid 
THOMAS.G S Public Service Co of New Hampshire NYN 88075 60/05/27 Docu- 
ment Control Branch (Document Control Desk) 5pp 457BB 061 45786 085 

8006080242 Forwards Insp Rept 50-354/80-11 on 880321-25 No violations nolod 
JOHNSTON,W V Region 1, Ofc of the Director 08/05/24 MILTENBERGEfl,S Put/* 
Service Electric & Gas Co of New Jersey 2pp 45775 161-45775 174 

--8BO6O80245 Insp Rept 50 354/88 11 on 080321-25 No violations or deviation 
noted Major areas inspected review of licensee action in response to Mark I contain- 
ment mod requirements of NUREG 0661 

CHAUDHARY.S K , ROMNEY, N D , STROSNIPER.J R Region 1, Ofc of IhO Director 
08/05/19 12pp 45775 163 45775 174 

6800090047 Forwards "River Bend Station Site Specific Offsite Radiological Em^rjenc^ 
Preparedness Alerl & Notification Sys QA Verification ” Sys installed around plant sat 
Isfies requirements cl NUREG 0654/FEMA REP-1 ,Rov 1 & FEMA REP-10 
PETERSON, GC Federal Emergency Management Agency 08/05/20 STELLO.V 
Ofc of the Executive Director for Operations Ip 45/99 242 45000 122 

8606090082 Forwards application for amend to License DPR 59, revising Toch Spot. 
Table 3 7 1, “Process Pipeline Penetrating Primary Containment' 1 to reflect two tac/T/ 
mods re RWCU sys containment isolation valves Fee paid 

BRONS.J C New York Power Authority (formerly Power Authority ol the Slate of New 
York) JPN 88-024 68/05/27 Document Control Branch (Document Conlml CXaski 
3pp 45801 160-45801 195 

-8806090086 Application for amend to License DPR-59, revising Tech Spec Table 3 7-1 
“Process Pipeline Penetrating Primary Containment" to reflect mods lo be Inna"*) 
during 1988 refueling outage per NUREG 0737, Item II E 4 2 
BRONS.J C New York Power Authority (formally Power Authority of Ihe Suite ol We* 
York) BB/05/27 2pp 45801 183-45001 104 

8806090 14B Notifies of changes being made within ofc of nuclear power & to rept n 
accordance w/NRC SER NUREG 1232 forwarded by 870720 Itr Nuclear power group 
end 

GRIDLEY.R L Tennessee Valley Authority 08/06/03 EBNETER.SD Ofc of Spooa" 
Projects 4pp 457C6 066 45766 069 


8006070130 Forwards application for amend to License DPR 16 ( consl3lmg ol Tech 
Spec Change Request 16D.clanfying requirements m> Tech Spec Sections 6 5 A 6 8 for 
technical & safety review of procedures & mods to unit structures S sys Fee paid 
JFITZPATRICK.E General Public Utilities Corp - GPU Servicer Corp 88/05/26 Office 
of Nuclear Reactor Regulation, Director (Post 67041 1} 3pp 415774 14C 45774 156 


8606090242 Forwards safety evaluation re ulil 870423 submitlal providing ftdtff To-h 
Spec for operability of mam stack monitor & solpoints on stack monitor.Tach Sjk;i 
for operability of main stack monitor signal circuitry needed 
SYLVESTER.ED Project Directorate 11-1 TAC 65316 80/06/02 UTLEY.E £ Caryl na 
Power & Light Co 6pp 45704 244 45704 249 


-9800070134 Applicalron for amend to Licenso DPR-IBxonsIsLng of Tech Spec 
Change Request 168, changing Tech Spoc Pages 1 0-7,6 8, 09 & 6 15 to clarify exist- 
ing requirements & provido more consistent terminology, per NUREG 0123 
FITZPATRICK.E Genera! Public Uli likes Corp - GPU Service Corp 8B/05/26 4pp 
45774 149-45774 152 


8806090322 Draft notice of issuance & availability of proposed resolution lor puW-c 
commenls on USI A 40, "Seismic Design Criteria Soil structure Interaction quosion* 
to be addressed & proposed Rev 2 to SRP end 

BOSNAK.RJ Division of Engineering (Post 070413) 88/06/09 5Q3pp 4&7S8 ICS- 
45759 323 


8806070141 Forwards application for amend to License DPR 59, changing Tech Specs 
r# reactor vessel water level instrumentation sys lo reduce errors & increase reliability 
of control room indication, per Reg Guide 1 97 & Generic Ltr 04 23 Foe paid 
BRONS.J C. New York Powor Authority (formerly Power Authority of the Slate of Now 
York) JPN 08 025 0B/OS/27 Document Control Branch (Document Control Desk) 
2pp 45770 029 45770 051 

-0806070145 Application for amend to License DPR-59,chang[no Tech Spocs ro reac 
tor vessel water level Instrumentation sya to reduce sys errors & increase redundancy 
A reliability of control room indlcaliomper Rag Guide 1.97 & Generic Ltr 84 23 
BRONS.J. G New York Power Authority (formerly Power Authority of the Slate of New 
York) GL 04-23 00/05/27, Ip 45770 031-45770 031. 

0806070169 Application for emend lo License NPF-M, modifying table of primary con 
lainment isolation valves to identify now excess flow check vafves being Installed 
during second refuol outage Fee paid 

ALLEN, CM Commonwealth Edison Co GL 84 23. 86/05/23 Document Control 
Branch (Document Control Desk) 4pp 45774 243-45774 250 

8806070269 Forwards Safely Insp Rept 50 244/86 08 on 000406 0508 & nolico of 
violation Response to notice should address concerns re program for control of 
prqpor sys alignment & failure to mast NUREG 0737 J tern I C 6 requirements 
BETTENHAUSEN.l Region 1, Ofc of the Director 68/05(26 KCQER.RVf Rochester 
Gas & Electric Corp 2pp. 45787 076 45787 085 

-B0O6Q7O277 Insp Rept 50-244/88-03 Violation noted Major areas Inspected plant 
operations, boric acid sys.survel fierce testing, mainl, emergency diosal 

generator, physical security, control of valve positions & periodic & special rents 
COWGILL.C J, Region 1, Ofc of the Director 08/05/26 7pp, 45787- 079-4 5787-OQ5 

8008000100 Forwards Vol 4 to NUREG/CR 4735, "Evaluation & Compilation ol DOE 
Waste Package Test Dala,*' fourth biannual rept W/o end 

JNTERRANTE.CG Commerce, Dapl of, National Bureau of Standards FIN A 4171 
88/06/01 PETER SO N,C, Technical Review Branch Ip. 45701,196-45781 196 

6806080132 Advises that Commission has no basis lo recommend that exercise should 
not proceed as scheduled, per 080531 memo NRC has requested licensee to advise 
promptly il plans to operate plant change Served on BQ0606 
STELLO.V Ofc of the Executive Director for Operations OL3 08/06/01 
PEI ERS0N, 6C Federal Emorgancy Management Agency 3pp 45871 261- 


-8006080096 Forwards ropt on results of full review of Rev 9 of ulil offsite emergency 
plan using criteria & assumptions specified by NRC Based on evaluation, Rev 9 con- 
tains 17 inadequacies Suggests postponement of exercise 

PETERSON.G C Federal Emergency Management Agency 00/05/31, STELLO.V 
Ofc of the Executive Director for Operations 6pp 69351 03S 6935M 54 

8806080202 Responds to NRC request for addl info re util response to NUREG 
0737, Item ff D 1 concerning performance testing of relief & safety valves, Response to 
Hems 6 & 12 wili be forwarded by 880630, per 8B0427 telcon w/T Bourgla 
ANDREWS, R L Omaha Public Power Disirfct, LIC-88-384. 86/05/27 Document Con- 
trol Branch (Document Control Desk) 1 1 pp 45700 050*45788 060 


6806100006 Provides addl info re overstrossed conditions In torus allachod piping mi 
ysis section of plant unique analysis 

FITZPATRICK, E General Public Utililios Corp - GPU Service Corp fl 9/06/0 L Olfc# 
of Nuclear Roactor Regulation, Director (Post 870411) 15pp 45816 010 4501506*? 


8600100125 Forwards exemption from ATWS rule lOCFR5O02,por vtl 
051016,870121,860122 & 0425 Itrs 

VARGA, S A Division of Reactor Projects - I/ll (Post 070411) 88/05/2(3 PAPAMC.G 
Yankoo Atomic Electric Co 5pp 45793 037 45793 046 


-BB06030266 Exemption from 10CFR50 62 ATWS requirements,^ response to 651015 
request, citing probabilistic safely study Indicating lhat risk imposed by facility sma'I A 
that ATWS not major risk contributor 

VARGA, S,A Division of Reactor Projects - I /I I (Post 87041 1) 00/05/29 Yanlca 
Atomic Electric Co Gpp 45793 042 45793 046 


8800100148 Forwards Rev 1 to Vol 1 of SIR-00-018, "Design Ropt tor RocIrculalXK i 5 
RWCU Sys Evaluations & Repairs Performed During 1980 Refueling Outage /’ oa 
scribing flaws found & actions taken re IGSCC during Spring 19BD piping insp, 
JOHNSON,! M Commonwealth Edison Co 4709K 88/06/01 MURLeYJ E Cffcool 
Nuctear Reactor Regulation, Director (Post 070411) 2pp 45820 201 45820 33T, 

0806100152 NUREG-1032 EVALUATION OF STATION BLACKOUT ACCIDENTS AT 
NUCLEAR POWER PLANTS Technical Findings Related To Unresolved Safoty iww 
A 44 Final Report 

BARANOWSKY.PW Office ot Nuclear Regulatory Research, Director (Post 960720) 
BARANOWSKY.P W Office of Nuclear Reactor Regulation, Director (pro-651 125) 88/ 
06/30 170pp 45785188 45705 348 

8806100170 NUREG* 1109 REGULATORY/BACKFIT ANALYSIS FOR THE RESOW 
TfON OF UNRESOLVED SAFETY ISSUE A 44.STATION BLACKOUT 
RUBIN,AM Office of Nuctear Regulatory Research, Director (Post 06D72O) 
RUBIN, AM Office of Nuclear Reactor Regulation, Director (pre 851125) 08/06/30 
98pp 45785 110*45705 107 


8806100174 NUREG/CR-5044 ESTIMATION TECHNIQUES FOR COMMON CAUSE 
FAILURE EVENTS 

KELLY.E J , HEMPHILL^ M Los Alamos National Laboratory FIN A 7225 LA-11179 
MS 88/03/31 Division of Engineering (Post 870413) 53pp 45788 205 45788 257 


6806100179 NUREG-1320 NUCLEAR FUEL CYCLE FACILITY ACCIDENT ANALYSIS 
HANDBOOK 

AYER.J E , CLARK.A T , LOYSEN,P Division of Industrial & Medical Nuclear Safety 
(Poet 070729) 88/05/31 GOOpp 45780 250 45790 064 


8806100248 Forwards Safety Insp Repl 50-341/00-06 on 080206 0331 & not*# ol 
violation NRC concerned w/number of violations & causative factors involved 
GREENMAN.E G Region 3. Ofc of the Director 00/05/27 SYLVIA.B R Dotrod 
Edison Co 2pp 45803 327-45803 353 


-8606100250 fnsp Ropt 60-341/88-06 on 800206 033 1,Vio! a lions noted Major areas. 
Inspected operational safety verification.mamt, surveillance, LER foirowup.saw 
evaluation, NUREG 0737 actions, followup of events & startup test preparation 
COOPER, R, Region 3, Ofc of the Director 80/05/26 22pp 45803 332 45003 353 
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8606130254 Forwards annotated combined Tech Specs tor Units 1 & 2, (NUREG- 
1305),per 10CFR50 36 Corresponding alphabetized |ustilication lor proposed changes 
also end Approval anticipated prior to Unit 2 licensing 

MCBURNETT.M A Houston Lighting & Power Co ST HL-AE 2675 88/08/01 Docu 
ment Control Branch (Document Control Desk) 200pp 45B06 048 45007 144 

6606130323 Forwards response to Question B re block valve operator torque, per 
870731 NUREG 0737 request Success or failure in EPRI tost determined by closing 
valve (o predetermined "zero position' 

TUCKER ,H B Duke Power Co IEB 85 003 88/05/31 Document Control Branch 
(Document Control Desk) 3pp 45B18 254*45818 256 

8305130380 Forwards SER & Suppl t to NUREG 1231 re B&W Owners Group plant 
assessment program contained in BAW-1919,Rev 5 Areas identified where addl Im- 
provements could bo made Incorporation of NRC recommendations encouraged W/o 
end 

STOLZ.J F. Project Directorate 1-4 88/ 06/03 HUKILL.H D General Public Utilities 
Corp - GPU Service Corp 4pp 45793 352-45793 355 

880614-0014 Forwards safety evaluation accepting util 071120 & 1214 submittals of fa 
cility proceduros generation package as required by Suppl 1 to NUREG 0737 Unre 
solved items noted in Insp Rept 50-293/88 1 1 must be resolved 
MCDONALD.DG Project Directorate 1-3 TAC 44328 00/06/06 BIRD.RG Boston 
Edison Co 2pp 45803 137-45Q03 145 

-8008140020 Safety evaluation accepting facility revised procedures generation pack- 
age that adequately addresses requirements stated in Generic Ltr B2 33,Suppl 1 to 
NUREG 0737 & acceptable methods stated In NUREG 0099 
* NRC - No Detailed Affiliation Given GL-82 33 80/06/06 7pp 45Q03139 
45803 145, 

88001+0115 Submits hourly meteorological data for First Quarter i960, per Section 4 0 
■at Commission Jul 19B7 safety evaluation of onsite meteorological program Tape pre- 
pared In recommended format in App A of Section 2 3 3 of NUREG 0800, Rev 2 
CROLEV.BG Sacramento Municipal Utility District AGM/TA 88-143 86/06/06 
Olfice of Nuclear Reactor Regulation, Director (Post 870411) 2pp 45B19 173 
45819-174 

B80614G151 Forwards Insp Rept 50 205/00-13 on 8B0401-30 No violations noted 
CALLAN.L J Region 1, Ofc of the Director 88/06/09 ANDREWS, R L Omaha Public 
Powor Omtrict 2pp 45B21 150 45821 169 

-8806140184 tnsp Rept 5O-2B5/80 13 on 800401-30 No violations notod Major areas 
Inspected followup on previously identified items, LER followu^operatlonal safety verfi- 
calion, plant tours & followup on NUREG 0737 

HARRELL ,P H , REIS.T , MULLINKIN.R P Region 1, Ofc of the Director 80/06/06 
17pp 45B21 153 45821 169 

8806140210 Ack receipt of NRC SER on B&W Owner Group satoty performance Im- 
provement program (NUREG- 1231 & Suppl I) for deferred WNP i project Evaluation & 
applicable Implementation of recommendations will be deterred until alter const to 
start 

SORENSEN, GC Washington Public Powor Supply System GOI 88 0042 08/06/01 
RUBENSTE1N.L Standardization & Non Power Reactor Project Directorate Ip 
45B10 355 45818 355 

$806140391 Forwards description of util commitments & program dovo loped to moot 
commitments re independent safely engineering group (ISEG).por NRC need for addl 
detail to write SER re ISEG 

GRIOLEV.R L Tennessee Valley Authority 80/06/06 Document Control Branch 
(Document Control Desk) 6pp 45B23 037-4 6B23 044 

8606160367 Forwards Info re MARK I containment severe accident, par H Abelson 
8B0524 request Info has not undergone detailed verification & QC process duo to ox- 
tremely short response time ro quested by NRC 

BRQNS.J C Now York Power Authority (formerly Power Authority of tho State of New 
York) JPN 88 026 06/06/06 Document Control Branch (Oocumenl Control Desk) 
14pp 45035 346 45835 359 

8600150602 Forwards responses to NRC questions ro efforts to transship Unit 1 spent 
fuel to Unit 2 & 3 fuel handling bldgs for storage 

MEDFQRD.MO Southern California Edison Co 08/06/10 Document Control Branch 
(Document Control Desk) 27pp 45837 317 45837 343 

6306160016 Requests delay until 881014 to respond to B80415 request for addl info re 
util 870529 response to Generic Ltr 86 06 re parameter setpoints & instrument uncer 
la Inties for primary coolant pump trip two - leave two strategy 
KUEMIN.J.L Consumers Power Co, GL-86 06 80/06/10 Document Control Branch 
(Document Control Desk), 2pp 45841-184-45841 105 

B0O610DO32 Forwards response to 880425 request for addl Info concerning certain 
items differing from guidelines of NUREG 0654, noted lr> review of Rev 8 to emergency 
plan, Info justifying appparent Inconsistencies end 

MCDONALO.R P Georgia Powor Co SL-4721 88/00/09 Document Control Branch 
(Document Control Desk) 7pp 45864 011-45864 017 

8806160099 Responds to NRC 8BQ404 ltr re findings & Tech Spec comments concern- 
ing application for amend to License DPR -2 2 on control room ventilation sys par 
NUREG 0737,ltem III D 3 4 Safoty-rolated control room equipment addressed 
MUSOLF.D Northern States Power Co TAC 5697/ 8B/G6/06 Office of Nuclear Re 
actor Regulation, Director (Post 870411) lOpp 45B41 213-45041 231 

6006160290 Order Imposing civil monetary penalty in amount of $100,000 Violations 
occurred as state d.ln response to licensee 660203 Hr 

TAYLQR.JM Ole ol the Executive Director for Operations EA-87-211 86/05/26 
Commonwealth Edison Co 9pp 45823 105-45823 193 

6006170136 Summarizes 860426 meeting w/utll on site to discuss emergency response 
facilities Util believes existing facilities, Including technical support clr acceptable 
SHELTON.DC Toledo Edison Co 1532 88/06/09 Document Control Branch (Docu 
ment Control Desk) 2pp 45864-314 45864 315 

6806170149 Advises that Implementation of NUREG 0737, Hern IIK3 5 complete Utl! 
801229 response slated that facility procedures require reactor coolant pump trip 
when RCS subcooling margin falls below 20 F 

SHELTON.DC Toledo Edison Co 1542 88/06/09 Document Control Branch (Docu- 
ment Control Desk) 1 p 45064 075 45864,075 


8606170155 Advises that safety & performance improvement program implementation 
schedule will be submitted w/B&W Owners Group latest recommendation tracking sys 
rept to NRC.per NRC Q80429 request for implementation schedule by 8B0601 
TUCKER.H B Duke Power Co 80/05/27 VARGA, S A Division of Reactor Projects - 
I/ll (Post 870411) 2pp 45B26 131-45B26 132 

0806170203 Forwards Rev 13 to physical security plan.par NUREG 0908 
upgrade Upgraded plan will be implemented effective 860831 Explanation of changes 
also end Ends withheld (ref 10CFTT2 790 & 73 21) 

CONWAY.WF Florida Power & Light Co L 88*261 BB/OG/14 Document Control 
Bran ch (Do c um en I Co nt rol De sk) 2pp 45937024-45937025 

B0O617O298 Forwards Licenbe NPF 77 & safety evaluations uthoriz mg operation of facil- 
ity at reactor power tovels not In oxcoss of 3,41 1 MWt Amend 6 to Indemnity Agree 
ment B-102 & SSER 6 (NUREG-1002) also oriel 

CRUTCHFIELD.D Division of Reader Projects - lll.liV.V & Special Projects (Post 
870411) 88/05/20 BLISS, H E Commonwealth Edison Co 4pp 45829 107- 

45B20152 

-86961703 27 Unexecuted Amend 6 to Indemnity Agreement B 102 SSER S (NUREG 
1002) end 

THOMAS.CO Policy Development & Technical Support Branch (Post 070411) 60/ 
05/20. 31pp 4 5620 122-45829 152 

BOO 62 00001 Forwards addl info ro plant DCRDR.per NRG CB0314 request Rept ad 
dresses eleven items listed in Section 4 0 of technical evaluation rept, including ro 
vised Implementation schedule for mods 

BRONS.J C Naw York Powor Authority (formorly Powor Authority of the State ot New 
York) JPNB0O29- 80/06/10 Document Control Branch (Document Control Desk) 
16pp 45B70 267-45870 282 

0BQB2OOO6O Final response to FOIA request for documents App M documents available 
at PDR App l documents partially withheld (ref FOIA Exemption 5) 

GRIMSLEY.DH Division of Rules & Records (870413-880514) 08/06/ 13 

CONNOR, L Doc-Soarch Associates 5pp 45845 050-45645 1GQ 

-8808200112 Summanzoa 840731 meeting w/H Moyers of Interior Committee re 
NUREG-OQ80 & NRC evaluation of util mgt integrity Quoslions raised concerning mgl 
Integrity not addressed in rept 

KAMMERERjC OKico of Congressional Affairs (pre 870413) 84/00/16 PALLADINO, 
BERNTHAL, ZECH Commissioners Ip 45845083 45045 003 

6006200102 Responds to 880503 requost lor info ro radiation exposure at plant during 
yrs 1980 & 1983, including SALP for same period NUREG 0713 & other repls on r-adli 
ation exposure available in PDR 

MURLEY.TE Oflice of Nuclear Reactor Regulation, Director (Post 070411) 80/06/ 
10. ZARIN.I J Zarin, I J 24pp 45042 121 45044 217 

-6107140904 Informs of significant Increases in total parson rem doses to roaclor plant 
workers during CY 80, rotative to prior yrs 

KR EGER, WE Assistant Director (or Radiation Protection IEB 79 02, 01/06/19 
DENTON.H R Office of Nuclear Reactor Regulation, Director (pro 851 125) 3pp 
45042 1 06 45842 174 

8806200341 Requests add! Info supporting util 861010 submittal re control room 
habitabitityjncludlng Info on single failures of active compononts.sys 
actualion.protocllon against toxic gases & conhned area releases & smoko 
TRAMMELl.C M Project Directorate V TAC 56400 80/05/31 BASKIN, K P Southern 
California Edison Co, lOpp 45857 28a 45Q57 297 

0606210155 Ack receipt ot changes to emergency plan transmitted by 080330 Hr Listed 
observations resulted Irom difrerencos between example Initiating conditions of App 
t.NUREG'0654 & now EALs usod by util to classify emergencies 
CALLAN.L J Ftogion 4, Ofc of tho Director. 68/03/15 CAMPBELL, G Arkansas Powor 
& Light Co 4pp 45046 346-45846 349- 

8806210256 Forwards rosponse to Question 12 of KN Jab hour 870731 request for addl 
into ro performance testing o-f rellof & safety valvos.por NUREG-Q 737, Horn 
11 D.1 Response to Question 8 transmitted w/util 000531 Hr 

TUCKER, H B Duke Powor Co 68/06/14- Document Control Branch (Oocumont Con 
trol Desk), 35pp 45911 153 45911 187 

8606230126 NUREG/CR 5040 ERR Errata to "Radionuclido Migration Around U Ore 
Bodies - Analogue ot Radwasto Repositories Annual Rept for 1984- 1985," replacing 
Page 154 & correcting fisted typos 

AIREY.P.L , DUERDEN.P , ROM AN, D Australian Atomic Enorgy Commission FIN B 
6601 AAEC/C55. 88/06/01. DivisEon of Englnoorlng (Post B70413) 3pp 45896 124 
45896 127 

8B06230139 NUREG/CR-5000 METHODOLOGY FOR UNCERTAINTY ESTIMATION IN 
NUREG-1 160 (DRAFT) Conclusions Of A Rovlow Panel 

KOUTS.H , CORNELIA , FARMER, R. Brookhavon National Laboratory FIN A 3303 
BNL-NUREG 52119 87/12/31 Division ol Reactor Accident Analysis (070413- 
8 80716) 23 pp 4589 6 102-4 5 896 121 

66062301 48 NUREG/CR 5076 AN APPROACH TO THE QUANTIFICATION Or SEIS 
MIC MARGINS IN NUCLEAR POWER PLANTS Tho Importance Of BWH Plant Sys 
ferns And Functions To Seismic Margins 

AMICO.P.J Lawrence Livermore National Laboratory * Applied Risk Technology 
Corp FIN A 0398 UCRL- 15985 88/05/31 Division of Engineering (Post 070413) 
40pp 45096000-45896101. 

6606230152 NUREG/CR-51 13 FINDINGS OF THE PEER REVIEW PANEL ON THE 
DRAFT REACTOR RISK REFERENCE DOCUMENT, NUREG-1 150 
KASTENBERG.W E , APOSTOLAKIS.G , BtCKEL.J H Lawrence Livermore Nnliona! 
Laboratory FIN A-0459 UCID-21346 88/05/31 Division ol Reactor Accident Analysis 
(0 70413-880716) 238pp 45900,160-45901 011 

8006230155 NUREG 0020 VI 2 NOS LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Ol April 30,1988 (Gray Book I) 

SCHWARTZ, I Division of Computer & Telecommunications Services (Posl 870413) 
80/06/30 500 pp 45899 010 45900-159 
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6-806230150 NUREG/CR 4728 EQUIPMENT QUALIFICATION RESEARCH TEST OF A 
HIGH RANGE RADIATION MONITOR 

RICHARDS, E H , JACOBUS.M J , DROZDA.PM Sandia National Laboratories, FIN A 
1051 SAND86-1938 80/02/29 Division of Engineering (Posl 870413) 64pp 

45898 305*45899.009 

6606230162 NUREG/CR-5151 PERFORMANCE-BASED INSPECTIONS 
HAWKINS, F. NRC - No Detailed Affiliation Given JOHNSON, J Weinch & Associates 
LINER, R T Science Applications International Corp {formerly Science Applications, 
fnc] FIN B 8733, SAIC-ae/3014 88/06/30 Division of Licensee Performance & 
Quality Evaluation (Post 87041 1) 27pp. 45907 234 45907 260 

8806230166 NUFI EG /CR-5160 GUIDELINES FOR THE USE OF THE EEDB AT THE 
SUB-COMPONENT AND SUBSYSTEM LEVEL Final Report 

ROBINSON, T„ SIMION.G , SCIACCA.F Science & Engineering Associates, Inc FIN 
D-1424 SEA 8 7*2 53 *06 A 1 86/05/31 Division of Regulatory Applications (Posl 

870413). 72pp 4569823245896304 

0806230171 NUREG /CR-5036 OPTIMIZATION OF THE CONTROL OF CONTAMINA 
TlON AT NUCLEAR POWER PLANTS 

KHAN.TA, BAUM.JW Brookhaven National Laboratory FIN A 3813 BNL-NUREG 
52073 80/05/31 Division of Radiation Protection a Emergency Preparedness (Post 
670411) )46pp 45696 084 45896 231 

8806230166 NUREG-0040 V12 N01 LICENSEE CONTRACTOR AND VENDOR IN 
SPECTfON STATUS REPORT Quarterly ReporUanuary-March 198B (White Book) 

‘ Division of Reactor Inspection & Safeguards (Pest 07041 1) 68/05/31 136pp 
45897 313 45898 003 

8006230186 Forwards public comments on draft Advanced Reactor Policy Statement 
published in 850326 FR & Identified in NUREG 1226, "Development & Utilization of 
Policy Statement on Regulation of Advanced Reactors " 

WILLfAMS.PM Division of Regulatory Applications (Posl 870413) 88/06/14 

WILSON, JN Division of Regulatory Applications (Posl 870413) Ip 45907 305- 
45908 080 


8806300294 Forwards Rev 1 to EGG-NTA-7S95, "TMI Actlon.NURCG 073/ 
(II D 1), Millstone Nuclear Power Station Unit 3," technical ovaluallon replug 
851001,870721 & 0828 submittals of info on performance testing of relief A safety 
valves acceptable 

FERGUSON, RL Project Directorate 1*4 TAC 64451 00/06/16 MROCZKAEJ 
Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 45969246- 
45969 274 

-0805170326 EGG NTA 7BD5 R01 Rev 1 to EGG NTA-709S, "TMI Acllon NUREGW37 
(II D 1)," technical evaluation rent, 

YUAN.CY, NALEZNY.CL, FINEMAN.C P EG&G Idaho, Inc {subs of EG4G,lnc> 
FIN A 6492 80/04/30 NRC * No Detailed Affiliation Given 2fifip 459C925G- 
45969 274 

0806300340 Notification ol CRGR Meeting 139 on 800621 at While FiJnt lo discuss 
review of proposed Rev 1 to NUREG 0654, "Evaluation Criteria for Rovrew ol Ofts/a 
Emergency Plans Prepared by Licensees " Meeting agenda end 
JORDAN, t L Commiltee to Review Generic Requirement 08/M/17, 

BERNERO.R M Office of Nuclear Material Safety & Safeguards, Dirccl or 
GOLDBERG, JR Assistant General Counsel for Enforcement PAPER! ELLO.CJ 
Region 3, Ofc of tho Direclor 3pp 45969 177-45069 179 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


0004150120 Submils review of First Quarter 1080 program imp I omenta Ion 
repia Licensing actions completed appear to fan below planned level & projocl manag- 
er turnover appears very high NRR requested to inform of corrective actions lakn 
STELLO,V Ofc of tho Executive Director for Operations 08/02/20 MUfllXY.T Ofko 
of Nuclear Roaclor Regulation, Director (Post 070411) JORDAN, E Offrce (or Analysis- 
& Evaluation of Operational Data, Diroctor Ip 45134 026 45134 137 

-8004150129 "Program fmplomenlalion Repls, Status of Selected Activities FY63'‘ 

* NRC * No Detailed Affiliation Given 07/12/31 11 Ipp 45134 027 45134,137 


8B062 30207 NIIREG/CR 4605 TRAINING MANUAL ON STATISTICAL METHODS FOR 
NUCLEAR MATERIAL MANAGEMENT 

JAECH.JL BatteEle Memorial Institute, Pacific Northwest Laboratory FfN B 2420 
PNL-6855 88/04/30 Division of Reactor Accident Analysis (870413 0BO716) 460pp 
458D6 128*45897 232 


0805190334 Board Notification 80-003 forwards DC Williams GAO, "Special ftapl.OPc of 
Special Investigations" & NRC 080425 press release indicating that rept made avaT 
able lo publrc 

GRIMES, Cl Ofc of Special Promts 80/05/17 BLOCH.P B , JOHNSON. E 13 Atomic 
Safety and Licensing Board Panel 5pp 45822 073 45022 123 


0800230210 NUREG/CR 5159 PREDICTION OF CHECK VALVE PERFORMANCE AND 
DEGRADATION IN NUCLEAR POWER PLANT SYSTEMS 

KALSf.MS, HOflST.CL, WANG.J K Kalsi Engineering, Inc FIN D 2042 KEI 1559 
08/05/31 Division of Engineering (Post 870413) 78pp 45B97 233-45097.312 

8006230300 Recommends that NRC consider fisted (wo alternatives to util 080331 Tech 
Spec Change Request 164 to delete Safety Umlt 2 1 Enquiring at feast two rocJrcula 
lion valvas to be open except when reactor hoad taken off 

SCOTT, DM New Jersey, State of 89/06/15 Document Control Branch {Documenl 
Control Oosk) 3pp 45931 333* 4 593V 3 35 

0096230341 Forwards comments resulting from review of adequacy of proposed priority 
rankings for generic Issues listed in end Table A during ACflS 334ith meeting of 
860602-04 Responses to comments fn Attachments 2 & 3 requested 
FRALEY.R F ACRS- * Advisory Committee on Reactor Safeguards IEB 05 003 88/ 
06/07 STELLQ.V Ofc of the Executive Director for Operations 1 1 pp 45907 019* 
45907 029 

0806270256 Responds to 600510 Ur ra N Williams concerns about licensing of plant & 
allegations Involving safe operation of plant Allegations Identified no substantive safoty 
issue that would warrant delay fn licensing of plant W/o end 

STELLO.V Ofc of the Executive Director for Operations 00/00/16 SARBANES.PS 
Senato 4pp 45947 076*45947 081. 

BB06270300 Forwards response to NRG questions on why environmentally qualified fn 
strumantation Is unnnessary.par Suppl 1 to NUREG 0737 & Rov 2 to Reg Guide 1 ,97 
MROCZKA.EJ Northeasl Nuclear Energy Co (subs of Northeast Utilities) 
MFtOCZKA.E J Northeast Utilities AO4770 06/06/20 Document Control Branch 
(Document Control Desk) 18pp 45035 322*45935 339 

B8 00200023 Advises thal util committed to performing mods addressing human engi- 
neering discrepancies Identified during DCROR por NUREG 0737 
JOHNSON, I, M Commonwealth Edison Co 00/06/1 7 MURLEYJE Office of Nucfoar 
Reactor Regulation, Director (Post &7Q411) 4pp 45973 106 45973 189 

0000290132 Forwards In&p Rept 60 382/60 10 on 8G0418 22 & notice of 
violation Unresolvod item identified in Paragraph 2 a of rept 

CALLAN.LJ Region 4, Ofc of the Diroctor 08/06/17 DEWEASEJ G Louisiana 
Power & Light Co 3pp. 45954 22B 45954 230, 


-0BD616O455 "Spocfal Rept,Ofc of Investigations " 

WILLIAMS, DC General Accounting Office 80/04/22 20pp 45022070 45D22 123 

0005240020 NRC Info Notice 80 033, "Recent Problems Involving Model Spac 2 T Ha 
biographic Exposure Device " Svc list oncl 

BURNETT.RF Division of Safeguards & Transportation (Post 870413) 80/05/27 
Consolidated Edison Co of New York, Inc 120pp 45603 1 58-45003 277 

0005240090 Suppl 1 to NRC Info Notice 87-061, "Failure of Wostmohoiwo W2TtfW 
Circuit Breaker Cell Switches " Svc fist end 

ROSSI, C E Division of Operational Events Assossmonl (Post 870411) ICING7W1 
88/05/31 Consolidated Edison Co of New York, Inc 120pp 45603 03 B 456B3 W7, 

6005240215 NRC Info Notice 88 034, "Nuclear Mall Control & Accountability ol Nonhid 
SNM at Power Reactors " Svc Hat end 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 68/05/31 
Consolidated Edison Co of New York, Inc 12 2pp 45790 1 00*45790 300 

0005250295 Forwards TEMA 080226 review of oncl petition under 10CFP2 2OG replant 
& 0BO419 clarification of two Issues In FEMA rovfow Transmittal of 080220 review do 
layod pending issuance of clarification from FEMA 

SHAFER, WD Region 3, Ofc of the Director 2 206 80/05/16 KAPLAN, A Clove-rand 
Eleclrlc Illuminating Co 6pp 45700 325 45700 360 

8005260390 Forwards "Observation Audit Rept for Joint DOE Headquarters/ DOC Rich- 
land Audit 9001 of BNWL-Matls Characterization Ctr " Purposo of audit Es to kJcnlfy 
major concerns w/DOE program before start of major silo characterization work 
YOUNGBLOOD, B J Operations Branch 80/05/24 STEIN.R. Energy, Dopt of, 1j> 
45702 010 45702 060 

“8005260401 Audit on 800222 26 of BNWL-Matls Characterization Ctr 
VOLTURA,N Operations Brandi 00/05/24 23pp 45702*019 45702060 

8&05270306 NRC Info Notice 88 035, "Inadequate Licensee Performed Vendor Audits " 
Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 87041 1) IE0 68*Oto 
88/06/03 Consolidated Edison Co of New York, Inc 120pp 45790068 45700 16/ 


•“080’S 290137 Notice of violation from fnsp on 800410 22 Violation noted* failure to pro 
vide documentation of qualification re containment bJdg cooling fan motors 
‘ Region 4, Ota ot the Olf actor. BS/G6M7 \p 45954 229 45954 229. 

0806200231 Request for OM0 review & supporting statement re DOE/NRC Form 742 & 
NUREG/BJR 0007 matt balance repl Respondent burden la 600 h 
MACDONALD, W.G Office of Administration & Resources Management, Director (post 
070413) OMB 3150 0004 8B/06/21 7pp 45964 252*45964 258 

6906290234 Advises that allegations re safe operation of plant provided to NRC by 
GAP.per recipient 880517 Itr expressing concern on Itconsing of plant Remaining alio* 
oalfons found to be duplicates or related to others selected for fnsp W/o NUREG 
STELLO.V Ofc of the Executive Director for Operations, 00/06/16 MARKEY.E J 
House of Rep 4pp 45966 001 45966,006 

8000290420 Forwards Supplement I.Rav 1 to NUREG O054.FEMA-REP-1, "Crdorla for 
Preparation & Evaluation of Radiological Emergency Response Plans & preparedness 
In Support of Nuclear Power Plants 

SNIEZEK.J H Office of Nuclear Reactor Regulation* Director (Post 870411) 08/06/ 
16. JORDAN, E L Office for Analysis & Evaluation of Operational Data, Director 
124pp 45979*138-45979 262 


8805310040 Forwards add! Info providing further clarification to NPRDS dala concerns 
forwerdod to TJ Sullivan on 880414 HA Wilkin now responsible for NPRDS data qual 
ity problem resolution & computer based tracking sys developed Enel withhold 
PLUMLEE.G L Division of Safoty Programs (Post 070413) 88/05/24 WILKIN, H A In 
stitute of Nuclear Power Operations Ip 45720 1 17-45726 117 


0606010166 "Orange & Rockland Replacement Project, Environ Assessment, for Way 
19BQ 1 ' 

CASHELL.LD Federal Energy Regulatory Commission CP87-330OOO 80/05/16 
74pp 45705 036*45705112 


0006010250 NRR Ofc Ur 703 providing guidance ro Federal Advisory Committee Act 
requirements In conjunction w/NRR Interfaces & meetings w/lndu9try groups 
MURLEY J E Office of Nuclear Reactor Regulation, Director (Post 87041 1) 09/05/ 
23 Office of Nuclear Reactor Regulation, Director (Post 870411) 6pp 45704 327* 
45704 332 


8006020047 NRC Info Notice 0B 036, "Possible Sudden Loss of RCS Inventory During 
Low Coolant Level Operation " Svc fist oncl 

ROSSI.CE Division of Operational Events Assessment (Post 870411) S7-023 

06/06/08 Consolidated Edison Co of New York, Inc 120pp 45965*15245965 271 


0806300116 Forwards Amends 104 & 91 lo Licenses NPF-4 & NPF-7, respectively & 
safety evaluation. Am ends add fn-core thermocouples to accident monitoring 
lnstrumep!a1ion,NA*1 &2 Tech Spec Tabfas 3 3-10 & 4 3-7 

ENGLE.LB Project Directorate 112. TAC 67839 00/00/20 CRUDEN.D.S Virginia 
Power (Virginia Electric & Power Co.) 2pp 45975'195 46975-21 0 


8006060090 Submits NRR Ofc Ltr 1200, establishing guidelines when com mun leaf nflfl wf 
regions when planning travel to facilities, Including notification of reactor site visits 
MURLEYJE Office of Nuclear Reactor Regulation, Direclor (Post D70411) 86/05/ 
24, Office of Nuclear Reactor Regulation, Director (Post 870411) HPP 4&725250* 
45725,260 
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6806060095- Submits NRR Ofc Ur 602,revislng procedures for handling requests for 
wi thh o Iding pro p r le tary i nf o ,p er 1 0C F R 2 790 

MUR LEY J b Office of Nuclear Reactor Regulation, Director (Post 070411) 88/05/ 
24 Office of Nuclear Reactor Regulation, Director {Post 870411) 18pp 45725 232- 
45725 249 

8S06(M>(M69 Forwards FEMA "McGuire Nuclear Station Emergency Exercise of D7091 1- 
12," final rep l NRG encourage util to assist appropriate organizations in resolving 
weaknesses identified by FEMA 

COLLI NS, D M Region 2, Ofc of the Director 88/05/17 TUCKER, H B Duke Power 
CO 9pp 45752 322 45753 021 

0606(16(1201 Notice of arrangements w/GPO for purchasing svc re generic Itrs issued by 

THOMAS, CO Policy Development & Technical Support Branch {Post B7041 1) 80/ 
05/25 Ip 45720 153 45726 153 

8806060210 NRR Ofc Ltr 903 re meetings w/applicanls/licensee, intervenora.vondors 
or other members of public 

MURLEY ,TE Office of Nuclear Reactor Regulation, Director {Post 870411) QB/05/ 
24 Office of Nuclear Reactor Regulation, Director (Post 070411) 15pp 45947 030 
45947 075 

6806070033 Submits Rev 3 to NRR Ofc Ltr 101 re delegation of signature authority 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 08/05/ 
26 Office of Nuclear Reactor Regulation, Oirector (Post B70411) 15pp 45744 225 
45744 239 

8806080025 NRC Info Notice 80 037, "Flow Blockage of Cooling Water to Safety Sys 
Components " Svc list and 

ROSSI, C E Division of Operational Events Assessment {Post 870411) )EB*8i 03 00/ 
OS/14 Consolidated Edison Co of New York, Inc 125pp 45946 001 45946 125 

6806080076 Request (or OMB roview & supporting statement re packaging & tranporta- 
lion of radioactive matl.per 10CFR71 Estimated total annual respondent burden 
66,452 h 

MCDONALD, W G Olfice of Administration & Resources Management, Director (Post 
870413) OMB 3150 0008 88/05/12 7pp 45757 123-45757 120 

6606080132 Advises that Commission has no basis to recommend that exorcise should 
not proceed as scheduled.per 880531 memo NRC has requested licensee to advise 
promptly if plans to operate plant change Served on 880606 
STELLO.V Ofc of the Executive Director for Operations QL-3 83/06/01 
PETERSON, GC Federal Emergency Management Agency 3pp 45071 261- 
45871,263 

-0606080096 Forwards rept on results of full review of Rev 9 of util offsite emergency 
plan using criteria & assumptions specified by NRC Based on evaluation, Rev 9 con- 
tains 1 7 inadequacies Suggests postponement of exorcise 

PETERSON, GC Federal Emergency Management Agency 00/05/31 STELLO.V 
Ofc of the Executive Director for Operations 6pp 69351 035-69351 154 

-8606030202 Documents 880525 telcon ro objectives tor plant exercise Licensing 
Beard memo supports NRC & FEMA judgement that plant exorclbo test & much of 
emergency plans reasonably ach lovable 

CONGEL.h J Division of Radiation Protection & Emergency Preparedness (Post 
870411) 88/05/26 KRIMM,R,W Federal Emergency Management Agency 3pp 
45757 301-45757 301 

6306030211 NRC Bulletin 08 006, "Actions To Be Taken for Transportation of Model 
Spec 2-T Radiographic Exposure Device " Svc list end 

BURNETT.R F Division of Safeguards & Transportation (Post G70413) IEIN 88 033, 
89/00/14 Consolidated Edison Co of New York, Inc 108pp 45935 21 1-45935 318 

6806030379 Requests contact w/licensees to clarify that info requested In oncl to 
080517 memo on purely voluntary basis 

VARGA, S. A. Division of Reactor Projects • f/ll (Post 070411), CRUTCHFIELD.D Divi- 
sion of Reactor Projocis - III, IV, V & Special Projects (Post 070411) 88/06/01 NRC > 
No Detailed Affiliation Given 4pp 45757 031*45757,034 

B80B090047 Forwards "River Bend Station Slte-Spoclfic Offsite Radiological Emergency 
Preparedness Alert & Notification Sys QA Verification " Sys Installed around plant sat- 
isfies requirements of NUREG-Q654/FEMA-REP-1,Rov 1 k FEMA-REP-10. 
PETERSON.G C Federal Emergency Management Agency 00/05/20 STELLO.V, 
Ofc of the Executive Director for Operations Ip. 45799 242-45000.122 

-B59809GQ60 "River Bend Station Site Specific Offsite Radiological Emergency Pre- 
paredness Alert & Notification Sys QA Verification ” 

Federal Emergency Management Agoncy 88/05/09 234pp 45799 243-45800:122 

6606090083 Forwards “Final Radiological Emergency Preparedness Exercise Rept" 
Stale of LA & local off3ito radiological emergency plans & preparedness romaln ado- 
uale to provide appropriate health & safety measures 

RIMM.R W Federal Emergency Management Agoncy, 88/03/01 STOHR.J P, Divi- 
sion ol Radiation Protection & Emergency Preparedness {Post 870411) Ip 

4578B 006-45788.147. 

-B 606090089 “Final Radiological Emergency Preparedness Exercise Rept " 

* Federal Emergency Management Agency 08/03/01 62pp 45788 087-45768:147 

&806090109 Forwards FEMA & Region III final exorcise rept of Q70900 exorcise of 
Stated DE offsite radlotoglcal emergency preparedness plans site specific to Artificial 
Island Generating Station 

KR1MM.R W Federal Emergency Management Agency 88/05/2/ STOHR.J P Divi 
elon of Radiation Protection & Emergency Preparedness {Post 070411) Ip 

45601,022 46801 066 

-BB06090114 "FEMA & Regional Assistance Committee Region III Exercise Evaluation 
Rept " 

‘ Federal Emergency Management Agency 88/05/12 43pp 45801.023 45B01 ’06$ 

B3Q6090104 NRC Info Notice 88 038, "Failure of Undervoltage Trip Attachment on GE 
Circuit Breakers ” Svc list end. 

ROSSI.C E Division of Operational Events Assessment {Post 870411). IEIN-85 050, 
80/06/15 Consolidated Edison Co of New York, Inc lllpp 45946426 46946 236 


BB06090301 Suppl 2 to N.RC Bulletin 87 802, "Fastener Testing to Dalermine Conform- 
ance W/Applicable Matt Specs " Svc list end 

ROSSI, C E Division of Operational Events Assessment fPost 070411) I EB 87-002 
0B/O6/1O Consolidated Edison Co of New York, Inc 120pp 45916 200 45916 327. 

8806100221 Reconfirms moating date for 880617 meeting w/AEOD & RES In 
Rockvilte.MD to discuss current status of Industry & NRC efforts addressing motor- 
operated valve performance & develop coordinated overall program Meeting agenda 
end 

BERLINGER.C H Generic Communications Branch 66/05/25 ROSSLC E Division of 
Operational Events Assessment (Post 07041 1) 3pp 45790 065-45700 087 

8B06 130092 Trip rept of 880301-0510 visit to Atlanta GA to attend three INPO accredi- 
tation renewal work sessions Agenda.list of INPO plant accreditation 
coordinators, Illustrative sample accreditation self evaluation rept & visit schedule oncl. 
HANNON, JN Operator Licensing Branch 68/05/31 ROE.J W Division of Licensee 
Performance & Quality Evaluation (Post 8704 1 1) 1 4pp 45953 228 45953 265 

-O0O628Q26Q “Renewal of Accreditation of Training In Nuclear Power 
Industryjllustrativo Sample Accreditation Self-Evaluation Rept " 

* Institute of Nuclear Power Operations BB/04/30 24pp 45953 242 45953 265 

6006130183 Summary of Operating Reactors Events Meeting 08 22 on BB0531 re 
events which occurred since Iasi moating on BC0524 List ol attendee s.viowgraphs & 
events discusses & significant elements ol events end 

LANNING.W Events Assessment Branch OREM 88 022 66/06/01 ROSSI, CE Divi 
slon of Operational Events Assessment (Post 870411) IBpp 45796 227-4579B 242 

8806130259 Forwards comments on draft IAEA consultative document, "Application of 
Principles of Radiation Protection to Sources of Potential Exposure Towards Unified 
Approach to Radiation Safety/ 1 

CONGEL..FJ Division of Radiation Protection & Emergency Preparedness (Post 
070411) 88/05/31 CUNNINGHAM, R E Division of Industrial & Medical Nuclear 
Safety (Post 870729) 8pp 45803,177-45003 262 

-8606130262 Forwards draft IAEA consultative document, "Application of Principles of 
Radiation Protection to Sources of Potential Exposure Towards Unified Approach to 
Radiation Safety," for comments by 080531 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
88/05/13 CONGEL.F J Division of Radiation Protection & Emergency Preparedness 
(Post 870411) MORRIS t a M Division of Regulatory Applications (Post 870413) 2pp 
45803.104-45803 105 

-8600130205 Forwards draft IAEA consultative document, "Application of Principles ol 
Radiation Protection to Sources of Potential Exposure Towards Unified Approach lo 
Radiation Safety," for comment by 8B0630 

SHEAJR International Programs B8/05/10 STELLO.V, Ofc of the Executive Direc- 
tor for Operations 73pp, 4S003 186 4 5003 250 

-8806130267 Responds to recent telcon ro NRC holding mooting to gather US agoncy 
view3 on draft IAEA consultative document Recommends that A Richardson, ERA, bo 
Invited to mooting 

THOMAS, B Energy, Dept of 68/04/28 CUNNINGHAM.O Ofhco of Nuclear Material 
Safety & Safeguards, Diroctor 4pp 45803 250-45003 262 

8006130328 Reconfirms 880617 meeting w/AEOD & RES to discuss curront status of 
industry & staff efforts addressing motor-operated valvo porformance & develop co 
ordinatod overall program so that slnfl efforts complement Industry program Agenda 
end. 

BERUNGER.C H Generic Communications Branch 80/06/03 ROSSI.CE Division of 
Operational Events Assessment (Post 870411) 3pp 45703 21 5 45793 ( 217 

8800140008 Responds to 88031? request lo NRC for inlo needed to prepare annual 
ropt to Congress on federal archeology program for FY87 NRC does not 
require, maintain or restore any archooCogical or historic pro parlies, 

MURLEY, TE Office of Nuclear Reactor Regulation, Oirector (Post 070411) 80/06/ 
01 KEEL.BC interior, Depl of, National Park Service 17pp 45603 088-45003.136 

-8806140012 Requests completion & return of oncl questionnaire within 90 days of ro 
calpt of ltr on or before 88060D,te assist in preparation of ropt for FY87 
KEEL.BC Interior, Dept of, National Park Service 88/03/17 ZECH.LW Commis- 
sioners 32pp 45803 105-45BO3 136 

8806150013 NRC Bulletin 88 007, "Pcwor Oscillations In BWRs '* Svc list end 
ROSSI.CE Division of Operational Evonts Assessment (Post 870411) IEIN 88 039, 
00/06/15 Consolidated Edison Co of Now York, tnc 114pp 45929 115-45920 226 

8B061 50186 Supp) 1 to NRC Bulletin QB-005, "Nonconforming Malls Supplied by Piping 
Supplles.lnc at Folsom.NJ & West Jersey Mfg Co at Williams town, NJ." Svc lisl encf 
ROSSI.C.E Division of Operational Events Assessment (Post 870411) 1EB68 005 
88/06/15 Consolidated Edison Co of New York, Inc 120pp 45965 032-45965.151 

8606170021 Forwards amended testimony of WR Gumming & JH Keller on behalf of 
FEMA on shelled ng/beach population Issues, reflecting typo & editorial 
corrections Changes listed Related correspondence 

FLYNN.HJ Federal Emergency Management Agency #288 6525 OL. 68/06/10 
SMITH, I W., HARBOUR.J,, LINENBERGER.G Atomic Safety and Licensing Board 
Pane! 2pp 45820 097-45820 124 

-8806170025 Amended testimony of WR Cumming & JH Keller on bohalf of FEMA on 
sheltoring/beach population issues.* W/Cummlng & Keller prof qualification state- 
ments & Certificate of Svc Related correspondence, 

CUMMING.WR , KELLER.J H Federal Emergency Management Agency. OL 86/06/ 
10 26pp. 45820 099-45B20 124 

5806170231 Recommends that draft ofc Hr reporting changes to SALP preparation, por 
revised manual chapter.specify only new items, inform exactly what NRR mgt expects 
&. what differs from previous SALPs 

MULLER, DR Project Directorate 111-1 88/06/07 GODY.A Performance Evaluation 
Branch 2pp 45025,326-45625.327 

5508170237 Summary of 080324-25 meeting w/RES & INPO re determination of current 
status of INPO initiatives re maint Proposed agenda & handouts for mooting oncl 
MCKENNA, E. Performance Evaluation Branch 1EB-B5-003 68/06/03 C30DY.A Per- 
formance Evaluation Branch 58pp 45826 214-45025 271 
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6006440051 NRC Info Notice 68 042, “Circuit Breaker Failures Due to Loose Charging 
Spring Motor Mounting Bolls " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) IEIN 87-041 
88706/23 Consolidated Edison Co of New York, Inc 108pp 45977 287 45976 033 

6606200305 NRC Info Notice 89 043, "Solenoid Valve Problems " Svc list end 
ROSSf.C E Division ol Operational Events Assessment (Post 870411) IEIN-86 057 
88/06/23 Consolidated Edison Co of New York, Inc 123pp 45977 164 45977 286 

9808210342 Summary of Operating Reactors Events Meeting 80 23 on 080GQ7 List of 
attendees,events discussed & summary of reactor scrams end 
LANNING.W Events Assessment Branch OREM 86 023 BO/06/09 ROSSI.CE Oivj- 
sfor> of Operational Events Assessment {Post 870411) 15pp 45857 177 45057 191 

6886210352 Notice of arrangements w/GPO for purchasing svc Generic Mrs can bo pur- 
chased through s-vcs of GPO 

THOMAS, CO Policy Development & Technical Support Branch (Post 870411) 88/ 
06/10 Ip 45688 160 45686 160 

6806220265 Request for OMB review & supporting statement om 10CFR150 re exemp 
tions & continued regulatory authority fn Agreement States ■& in olfshcre waters under 
Sec bon 274 Estimated respondent burden Is 150 h 

MCDONALD,WG Office of Administration & Resources Management, Director (Post 
670413) OMB 3150 0032 88/06/10 llpp 45895 184-45695 194 

8806230293 Forwards Commission biweekly notice of applications & amends to OLs In 
volving NSHCs.pubidShed in FR on 880518 

MURLEY,TE Office of Nuclear Reactor Regulation, Director (Post 870411) 80/06/ 
03 BREAUX, J B Senate, Environment A Public Works 93pp 45908 097-45908 189 

8006230330 Notification of 880622 meeting w/Div of Reactor Projects ♦ fl,IV & V & Spe 
cfal Projects to brief on status of Tech Spec Improvement Program & discuss role of 
project managers In Implementation of program 

BUTCHER,EJ Technical Specifications Branch 86/85/25 CRUTCHFIELD t D Division 
of Reactor Projects * IIIJV.V & Special Projects (Post 67041 1) HOLAHAN.G M Assist- 
ant Director for Region III & Region V Reactors RUBENSTEIN.L S Project Director- 
ate IV 4pp 4 5907 015 45907 018 

8806270171 Notification of 800614 meeting w/all project managers/ engineers A licens- 
ing assistants in Div of Reactor ProJecIsT/ll In Rockville, MD to brief on status of Tech 
Specs Improvement Program & discuss project manager role 
BUTCHER, E J Technical Specifications Branch 88/05/25. VARGA.S A Division of 
Reactor Protects - f/ll (Post 870411) BOGER.B A Assistant Director for Region I Re- 
actors LAINAS.G A Assistant Director for Region II Reactors 4pp 45929 111 
45929 114 

8806290231 Request for OMB review & supporting statement re DOE/NflC Form 742 & 
NUREG/BR-0007 mall balance rept Respondent burden Is 600 h 
MACDONALO.W G Office of Administration & Resources Management, Director (Post 
670413) OMB 3150-0004 88/06/21 7pp 45964 252-45964 258 


8806020147 Comment opposing proposed rule 10CFR50 re no warning being rcquxtd 
at tow power for nuclear plant licensing purposes 

EODLEMAN.W Eddleman, W EDDLEMAN.W North Carolina Citizons Reseat 
Group S3FR16435 00020 80/05/25 CHILK.S Office of the Secrolary of tho Con- 
mission 9pp 45713 261 45713 269 

8806020151 Comment on proprosed rule 10CFR50 re emergency planning Laws that 
establish requirements for emergency pfenning do not require more than JmU 

S rovide Licensee should have no obligation to provide sirens unless required by la# 
IOTCHKISS.W Affiliation Not Assigned 53FR1 6435 00005 80/05/16 Docketing i 
Services Branch 2pp 45713 358 45713 359 

8806020173 Comment opposing proposed rule 10CFR50 re emergency preparedness 
regulations Proposed simplification to licensing rules would greatly Incroaso danger to 
populations 

KACHUCK.D A Affiliation Not Assigned 53FR1G435 00021 68/05/24 CHILK.S 
Office of (he Secretary of the Commission Ip 45696 103-45696 103 

0606020183 Comment opposing proposed rule 10CFR50 re requirement lorwamng! 
alert sys beinq In place & working at nuclear powered generating plants 
MONTTVILLEf.B A Republicans Agam9t Seabrook Station 53FR16435 00022 A8/0J/ 
24 CHILKS J Office of the Socrelary of the Commission Ip 45696 109 45696 109 

6806020185 Comment opposing proposed ruio 10CFR50 re radwaslo issues tleqirtMi 
review & development of more responsible nuclear energy policy 
VANDEWJTE.M Affiliation Nol Assigned 53FR10435 00023, 80/02/16 Office o I the 
Secretary ot the Commission 2pp 4561/6 1 10 45696 ill 

8806020191 Comment opposing proposed rule 10CFR50 re removal el requirements fa 
effeclivo public warning ays before low power testing al plant 
* Affiliation Not Assigned 53FR 16495 00007, 08/05/ 17 Docketing fit Service i 
Branch 2pp 45713 273 45713 274 

8806020198 Comment supporting proposed rule 10CFR50 re emergency pfenning A 
preparedness requirements for nuclear power plant fuel loading & initial low power 
orations 

HARPER.G A Affiliation Not Assigned 53FR1 6435 00008 88/05/17 Docketing & 
Services Branch Ip 45713 275-45713 275 

0800020203 Comment opposing proposed rule 10CFR50 re removal of requirements tut 
effective public warning sys bnfore fow power testing of nuclear power generating 
tions can take place 

TRASCIATTI.MA Affiliation Not Assigned 53FR16435 00009 88/05/10 Goctartng ft 
Services Branch Ip, 45713 276 45713 276 

6806020200 Comment opposing proposed rule 10CFR50 re cut back of emergency 
planning requirements for towns In proximity to nucloar power plant before fuel phase 
operations can begin 

CLAUSEN.P, Affiliation Not Assigned 53FR1 6435 00010 08/05/12 NRC No De 
tailed Affiliation Given Ip 45713 277-45713 277 


8006290236 Submits NRR Ofc Ur 106,Rev 1 re release of NRC draft or prodecislonal 
documents & info, Rev 1 reflects guidance issued by NRC Bulletin 3203-25, "Policy on 
Release of Draft &. Prodecislonal Documents & (nfo 

MUR LEY, T E Office of Nuclear Reactor Regulation, Director (Post 870411) 88/06/ 
20 Office of Nuclear Reactor Regulation, Director (Post 870411) llpp, 45965 351- 
45905 361 

8006290363 Forwards bfoveekfy listing ol generic communications being considered or 
under development by NRC Listing includes bulla tin a, info notices & generic Itrs that 
had been reported to branch by 8 B0 6 15. 

BERLINGER.GH Generic Communica tions Branch 80/06/17 FAODEM.D L Institute 
of Nuclear Power Ope rations 5pp 45865 304-45965 306 

0006290481 Request for OMS review & supporting statement re DOE/NRC Form 742C t 
"Physical Inventory Listing " Estimated respondent burden Is 4,800 h 
MCDONALD,W G Office of Adiripnislratlon & Resources Management, Oirector (Post 
670413) OMB 3150 0058 86/06/21 7pp 45955297-45955 303 

6806300317 Forwards consolidated comments from exploratory shaft facility 50% Title I 
design re via w Commonl resolution meeting will bo held In Henderson.NV on 8B0606 
10 

GERTZ.CP Energy, Dept Of 68/05/26 GUPTA.D NRC - No Detailed Affiliation 
Given 166pp 45970171 45970 333. 


PR PROPOSED RULE 

8806020117 Responds to recipient 680429 |tr re proposed rule 10CFR50 changes ro 
emergency planning require me nls for fuel loading & in ilia! low power 
operations Comment period extended 15 daya Served on 8B0525 
ZECH.LW, Commissioners OL 88/05/24 MAVROULES.N. House of Rep 2pp 
457 13'258-457 13 260 

“80060 20t27 Comment opposing proposed rule 10CFR5O re emergency planning rules 
releasing need to Install siren warning sys prior to obtaining low power license 
MAVROULES.N House ot Rep 53FR 18435 88/04/29 ZECH.LW, Commissioners 
Ip, 45713 260-45713 260 

8006020129 Comment opposing proposed rule 10CFR5D ro requiring public warning sys 
before low power testing 

BENNETT ,B Affiliation Not Assigned 53FR 16435 00018 88/05/19. Docketing & 
Services Branch Ip 45712 350 45712 360 

6806020134 Common! supporting prop o sod rule 10CFR50 ro emergency preparedness 
requirements lor tuol loading & Initial low power operations of nuclear power plants 
FAr.CW, Wisconsin Electric Power Co 53FR 16435 00019 0B/05/23 DockOtmo & 
Services Drench Ip 45712 359 45712 959. 


8008020210 Comment opposing proposed rufe 10CFR50 ro emergency planing 
alert Commission urged to reconsider proposal to have plant use aitornalrvo tuol 
KATZ.HL Affiliation Nol Assigned 53FR16435 0001 1 88/05/20 CHILK h SJ OificOOt 
the Secretary ofthe Commission 3pp 45713 282-45713 204, 

0806020230 Commonl opposing proposed rule 10CFR50 ro dropping noed for effective 
evacuation warning siren sys before (ow power testing for plant 
HARTWELL, DB Affiliation Not Assigned 53FR 16435 00012 08/05/1 0 Docketing A 
Services Branch Ip 45713 297-45713 207 

0806020240 Comment opposing proposed rule 1OCFR50 NRC should nol make putting 
plant on lino simple 

MARfEB.C Affiliation Not Assigned 53FR 16435 00013 88/05/10 Dockoting & Son 
ices Branch Ip 45713 290-45713 298 

8806020248 Comment opposing proposed rule 10CFR60 re dropping requirement fjf 
warning siren sys before low power testing Plant should have never been bum n«r 
densely populated area 

PHENIT.A Affiliation Not Assigned S3FR16435 00014 08/05/14 NRC • No Detailed 
Affiliation Given 2pp 45713 209 46713 300 

8006020263 Comment opposing proposed rufe 10CFR50 re lowering of cmwgorrcy 
planning & preparedness requirements for nuclear plants, , A 

NELKENS.S Affiliation Not Assigned, 53FR16435 00015 08/05/20 STELLO NRC • 
No Detailed Affiliation Given Ip 45713 301 45713 301 

6606020261 Comment supporting proposed rule 10CFR50 re low powor licensing of 
plant w/o emergency sirens 

4 Affiliation Not Assigned 53FR 10435 00016 88/05/19 Dockoting A Scrvfco* 
Branch Ip 45713 321-46713 321 

8600020268 Comment opposing proposed rufe 10CFR50 re emergency planning & pro 
pareefness requirements for nuclear power plant fuel loading & Initial low power oper- 
ation 

DAVIS, M Sierra Club 53FR1G435 00017 00/05/21 CHILK.SJ Office oHho SecrC 
tary of the Commission Ip 45713 322-45713 322 

0806020282 Responds to recipient 880503 Itr ro proposed change to proposed rufe 
10CFR50 re emergency planning requirements tor fuel loading & initial low po*w 
operations Served on 880525 

ZECH.LW Commlssionors OL-1 88/05/24 MARKEY.EJ House of Rep 2pp 
45713 323-45713 326 


8806020303 Requests 90 day extension lo public comment period of proposed jute 
10CFR50 re emergency planning & preparedness requirement for nuclear power plan! 
fuel loading & intitial low power operations , „ 

TREPAL.C Cuyahoga County concerned Citizens 53FR18435 80/05/ 16 CHILrv 
NRC • No Detailed Affiliation Given 1 p 45712 352*45712 352 


8B06020144 Commonl opposing proposed rufe 10CFR50 re low power testing Low 
power testing must require emergency warning In order to give residents time to evac- 
uate 

BERLINER, W. Affiliation Not Assigned 53FR 16435 00006 00/05/15 NRC - No Da 
tailed Affiliation Given Ip 45713.357-45713 357 


6606030046 Requests extension of comment period re proposed rufe 10CFR50 ttuv 
cernlng early notification & clear instruction to populace within EPZ before Issuance of 
low power OL „ 

JONAS, 3 A Massachusetts, Commonwoallh of 53FR16435 88/05/20 WOlF^Jfl 
Assistant General Counsel for Rulemaking & Fuel Cycle 2pp 45716,193 4 5716194 
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BS06030067 Requests extension Cor comment period re proposed rulo 10CFR5G con 
cerning requirements for nuclear power plant fuel loading & low power operation 
COSTELLO.NJ Massachusetts, Commonwealth ol 53FR 16435 83/05/16 

ZeCH,LW Commissioners 2pp 45717 129 45717 130 

8806030008 Notice of extension of comment period ra emergency planning & prepared 
ness requirements for nuclear power plant fuel loading & initial low power 
operations Comment will expire on 880623 

CHILK.SJ Office of Iho Secretary of the Commission 60/05/25 Ip 45717 147 
45717147 

8806080210 Expresses appreciation for efforts In providing Info on Westinghouse equip* 
mont A procedures for safe handling of UF6 Proposed 1QCFR76 re regulation ol U 
enrichment facilities end for comments 

CLARK, AT Fuel Cyclo Safety Branch 08/06/01 GOQDWtN.W Wostmghouse Elec- 
tric Corp. ip 45704 109 45704 136 

-8806080 4 00 Proposed rule 10CFR76, "Regulation of U Enrichment Facilities " Rulo 
would provide procedures for safe handling of UF6. 

CKILK.SJ Office of the Secretary of the Commission. 80/04/ 10 27pp 45764 110- 
45704 136 

8806140043 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading A initial low power op- 
erations 

WHEBLEJ A Affiliation Mot Assigned 53FR16435 00054. 88/05/29 NRC No De- 
laiSed Affiliation Gwen Ip. 45794 201*45794 201 

8 B06 140045 Comment supporting proposed rule 1OCFR50 re emergency planning A 
preparedness requirements for nuctear powqr plant fuel loading &. Initial low power 
operations Plant power necessary In state 

WOODS.R A Affiliation Not Assigned. 53FR 16435 00001 08/05/30 Office ol tho 
Secretary of the Commission Ip 45794 261-45794 201 

6808140046 Comment supporting proposed rulo 1GCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
orations 

HOLMES.WZ Affi'latlon Not Assigned 53FR1 6435 00055 00/05/28 NRC No De 
tailed Affiliation Given Ip 45794 282-45794 202 

8806140047 Comment supporting proposed rule 1OCFR50 ro emergency planning &. 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

IPPQLITE.A, IPPOLtTE.D Affiliation Not Assigned 53FR16435 00069. 06/05/31 NRC 
No Detailed Affiliation Given Ip 45794.203-45794 283 

8806140050 Comment supporting proposed rule 1OCFR50 re onrmrgoncy planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor, 
operations Low power testing causes no public threat 

MCNAMARA.J P. Affiliation Not Assigned 53FR16435 00082 08/05/27 Office of tho 
Secretary of the Commission Ip. 45794 262*45794 262 

6806140053 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

FRENIERE.HF, Affiliation Not Assigned 53FR16435 00056 00/05/27 Docketing & 
Services Branch 2pp. 4S794 264 46794 285 

8606140054 Comment opposing proposed rulo 10CFR5O ro emergency planning & pro 
paredness requirements for nuclear power plant fuol loading & Initial low powor 
operations Believes proposed rule would eliminate many low power licensing require- 
ments 

* Affiliation Not Assigned 53FR16435 00048 60/05/21 CH1LK.SJ Olfico ol the Sec- 
retary Of the Commission Ip 45794.287*45794.287 

6806140056 Comment supporting proposed rule 10CFR5G ro emergency planning & 
preparedness requirements (or nuclear power plant fuol loading & initial tow power op 
orations 

LAWLOR.F E. Affiliation Not Assigned. 53FR16435 00057. 88/05/31 NRC No Do 
tabled Affiliation Given Ip 45794-206 45794.206 

8906140059 Comment supporting proposed rule lOCFRGO re emergency planning & 
preparedness requirements for nuefoar power plant fuel loading & initial low power 
operations Potential hazards not associated w/low powor testing 
LUCK.J.E, Affiliation Not Assigned. 53FR16435 00083. 08/05/30 NRC - No Dolmled 
Affiliation Given Ip 45794-263 45794 263. 

8606140061 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor 
operations Proposed clarification necessary to timely startup of facility. 

MQRETTI.L. Affiliation Not Assigned 53FR16435 00073 88/05/30 Docketing & 
Services Branch tp. 46794 264 45794.264, 

6806140063 Comment supporting proposed rulo 10CFR5O ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low powor op- 
erations 

SNELGROVE.J A Affiliation Not Assigned. 53FR 16435 Q0059 00/05/30 Docketings 
Services Branch, Ip. 45704,265 45794 265, 

6806140064 Comments supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Sirens unnecessary since testing poses no threat 

WHITE, A P Affiliation Not Assigned 53FR16435 00027. 00/06/01. Docketing A Serv- 
ices Branch Ip 45794 208-45794 2B0. 

8606140065 Comment supporting proposed rule 10CFR50 ro emergency planning & 

a aredness requirements for nuclear power plant fuel loading & Initial low power op 
ons 

SCHIFFMAN.B Affiliation Not Assigned. 53FR16435 00071 O0/O5/31 Docketing A 
Services Branch Ip. 45794 289-45794 280. 

6806 14 0066 Comment supporting proposed rule 10CFR50 re omorgency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
ope rat Ions, Stream lining licensing procedures to keep cost down necessary 
COTE.P F Affiliation Not Assigned 53FR16435 C0084 88/05/30 NRC • No Detailed 
Affiliation Given Ip 45794 268-46794 268 


8806140070 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parsdnoss requirements for nuclear power plant fuel loading & initial low power 
operations Believes proposed rule would eliminate many low power licensing require- 
ments 

ATKINSON, LE Affiliation Not Assigned 53FR 10435 00049 88/05/21 CHILK.SJ. 
Office of the Secretary of tho Commission Ip 45794 307-45794 307 

60OQ14OO71 Comment supporting proposed rulo 10CFR5Q ro emergency planning A 
preparedness requirements lor nuclear power plant fuel loading & initial tow powor 
operations Facility Is important resource for electrical energy in New England 
HOG AN, J R Affiliation Not Assigned 53FR16435 00074 80/05/30 Office of the Sec 
rotary of the Commission 1 p 45794 267 45794 267 

8806140073 Commont supporting proposed rule 10CFR5O ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

FOLEY.C Affiliation Not Assigned 53FR16435 00035 B 8/05/31 Olfico of the Secre- 
tary of tho Commission Ip 45794 263 45794 2G8 

8006140076 Comment supporting proposod rulo 10CFR50 ro omorgency planning ■& 
preparedness requirements for nuclear powor plant fuel loading A Initial low power 
operations Believes low power testing unquestionably safe 

CONTE.A R Affiliation Not Assigned 53FR10435 00031 83/05/28 Docketing A 

Services Branch Ip 45/94 290*45794 290 

6606140070 Comment supporting proposed rulo 10CFR50 ra emergency planning A 
preparedness requirements for nuctear power plant fuel loading & Initial low power op- 
erations 

FREDRICKSON, M Affiliation Not Assigned 53FR16435 00060 BG/05/21 Docketing 
& Services Branch Ip 45794 291-45794 291 

66 08 140079 Comment opposing proposod rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuol leading & Initial low power oper- 
ations 

RUNKLE.J Conservation Council of North Carolina 53FR16435 00070 88/05/27 
CHILK.S J Olfico of the Secretary of the Commission 2pp 45794 292 45794 293 

6806140332 Comment supporting proposod rulo 10CFR50 ro omorgoncy planning & 
prepareejnoss roquiromonls for nuclear power plant fuol loading & initial low powor 
operations Clanllcation needed to prevent notification sys installation 
YOUNG, DL Affiliation Not Assigned 53FR16435 00035 08/05/25 Docketing & 
Sorvlcea Branch Ip 45794 289 45794 269 

3806140083 Comment supporting proposod rulo 10CFR50 re omorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Believes plant poses no threat lo public 

COLLINS, WE Affiliation Not Assigned 53FR16435 00085 08/05/30 Docketing A 
Servlcog Branch Ip 45794 270-45704 270 

8806 140084 Comment supporting proposed rule 10CFR5O ro omorgoncy planning & 
preparedness requiromonts for nuctear power plant fuel loading & Initial low power 
operations future economic progress in Northeast region dependent on opening of 
plants 

“ Affiliation Not Assigned 53FR16435 00075 00/06/01 Docketing 8 , Services 
Branch Ip 45794 271-45794,271 

fl8QB140C&5 Commont supporting proposed rulo 10CFR50 ro omorgoncy planning & 
preparedness requirements for nucloar power plant fuol loading A Initial low power op- 
erations 

CROWLEY, MJ Affiliation Not Assigned. 53FR16435 00008 80/05/30 Docketing & 
Services Branch Ip 45794 294 45794 294 

8800140036 Comment supporting proposed rulo 10CFR60 re emergency planning A 
preparodnoss requlremonts for nucloar power plant fuel loading A initial low power op 
orations 

BROWN ,G Affiliation Not Assigned 53FR1 6435 00039 QB/05/27 Docketing A Serv- 
ices Branch Ip 45/94 272-45794 272 

8006140007 Comment opposing proposed rulo 10CFR50 ro omorgoncy planning & pre- 
paredness roquiromonls (or nucloar powor plant fuol loading A initial law power 
operations Behoves proposed rulo would eliminate many tow powor licensing require- 
ments 

CALLAHAN.K Affiliation Not Assigned 53FR16435 00050. 83/05/21 CHILK.SJ 
Office of tho Secretary of tho Commission Ip 45794 30B 457D4 308 

6006140091 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power op 
orations 

WATTS.WF Affiliation Not Aligned 63FR16435 00007 88/05/31 Docketing A 
Services Branch Ip 457S4 273-45794 273 

6806140093 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuctear powor pfant fuol loading & Initial low powor 
operations Dangers & hazards In use of oil.coal A gas greater than nuclear power 
DUNLAP, WC Affiliation Not Assigned 53FR16435 00061 03/05/31 Docketing & 
Services Branch Ip 45794 29 5 45/94 295 

8806140094 Comment opposing proposod rulo 10CFR6O ro omorgoncy planning A pre- 
paredness require merits for nuclear power plant fuel loading A initial low power 
operations Rule would eliminate stated licensing requirements 
GUERTIN.P M At filiation Not Assigned 53FR10435 00043 GB/05/21 CHILK.SJ. 
Office of tho Secretary of the Commission Ip 45794 274 45794 274. 

8906140095 Comment opposing proposed rule 10CFR50 re omorgency planning & pre- 
paredness requirements for nucloar power plant fuel loading & Initial low power oper- 
ations, 

• Affiliation Not Assigned 53FR16435 00041 88/05/21 CHILES J OJIlce of tho Sec- 
retary of the Commission Ip 45794 246-45794 246 

BB06140Q9C Comment supporting proposed rule 10GFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power 
operations Low powor testing poses no threat to public outside plant 
BOBER.JC Affiliation Not Assigned. 53FR1B43S 00067, BC/Q5/31 NRC - No De- 
tailed Affiliation Given Ip 45794 247-45794 247 
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6006140097 Comment supporting proposed rule 10CFR50 re emergency planning & 

S aredness requirements for nuclear power planl fuel foadmg & Initial low power op 
ons 

GEORGE, DL Affiliation Not Assigned 53FR16435 00076 8B/05/31 Pocketing & 
Services Branch Ip A 5794 275 -45794 275 

6606140099 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
ecaucme — 

BRITTON.SE Affiliation Not Assigned 53FFI16435 00051 88/05/28 CHILK.SJ 
Office of the Secretary of the Commission Ip 45794 309-45794 309 

0806140101 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

BASSETT ,E D Coalition for Reliable Energy 53FR16435 00062 88/05/28 Docketing 
& Services Branch Ip 45794 248*45794,248 

0806140102 Commenl opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Safety of people discussed 

BILLINGS, A N Affiliation Not Assigned 53FR 16435 OOOBB 88/05/29 NRC • No De- 
tailed Affiliation Given Ip 45794 276 45794 276 

6006140103 Commenl opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GUY,KK Affiliation Nol Assigned 53FR16435 00047 88/05/21 CHILK.SJ Office of 
the Secretary of the Commission Ip 45794 249 45794 249 

8806140105 Commenl supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading & Initial low power op 
ereiions 

BOST/N.A Affiliation Not Assigned 53 FR 1643 5 00066 88/05/31 Docketing & Saiv 
Ices Branch Ip 45794 250 45794 250 

8600140100 Comment supporting proposed rule 1OCFR50 re emergency plannfng & 
proparodnoss requirements for nuclear power plant fuel loading & initial fow power op 
erations 

TOSCANO, CE Affiliation Not Assigned 53FR16435 00037 88/05/30 Docketing & 
Services Branch Ip 45794 251 45794 251 

8806140T08 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear powor planl fuel loading & initial low power op 
erations 

BATES, O R Affiliation Not Assigned 53FR16435 00077 88/05/29 NRC - No De- 
tailed Affiliation Given Ip 45794 277 45794 277 

08061401 10 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low power 
operations Rulo would expedite piant operation 

COMTOIS,MH Affiliation Not Assigned 53FR16435 00052 00/05/29 Office of 1h<J 
Secretary of the Commission. Ip 45794 310 45794:310 

8806140112 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requiremenls for nuclear power plant fuel loading & initial low power op 
orations 

DRUMM.KJ Affiliation Nol Assigned S3FR16435 00072. 00/06/01 Docketing & 
Services Branch ip 45794 252-45704 252 

8806140113 Comment supporting proposed rule 10CFR50 re prompt notification s ys re 
quiremenls for issuing 5% power license Fully functional notification eys not warrant- 
ed in light of infinitesimally small risks posed by nuclear power facility 
HANF.K Affiliation Not Assigned 53FR1 6435 00033 88/05/25 Docketing & Services 
Branch Ip 45704 253 45794,253 

6006140120 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar power planl fuel loading & initial low power 
operations Existing plants needed to rodress energy shortages fn New England 
HUGHES.H Affiliation Not Assigned 53FR 16435 00070 88/05/31 Docketing A Serv- 
ices Branch Ip 45794*270: 45794 276 

6806140121 Comment supporting proposed rule 1QCFR50 ro emergency planning & 
preparedness requiremenls for nucloar powor plant fuel loading A initial fow powar op- 
erations 

SMITH, W A Affiliation Not Assigned 53FR1Q435 OOOG4 06/05/17 Docketing & Serv- 
ices Branch Ip 45794 254-45794 254. 

6806 110122 Comment supporting proposed rulo 10CFR5O re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low powor 
operations Requests that NRC proceed w/all duo caution to facilitate startup 
' Affiliation Not Assigned 53FR 16435 00029 Q0/O5/3O Docketing & Services 
Branch Ip 45794 255-45794 255, 

8006140123 Comment supporting proposed rule 10CFR5Q re emergency planning & 
preparedness requirements tor nuclear powar plant fual loading & Initial low power op- 
erations 

SAYA.M Affiliation Not Assigned 53FR 16435 00053 B0/O5/28, Docketing & Services 
Branch Ip 45794 256-45794 266. 

8006140126 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & Initial low power 
operations Facility operation In best Interost of energy needs In New England 
* Affiliation Not Assigned 53 FR 16435 00079 86/05/31. Office of the Secreiary of the 
Commission Ip 45794 279-45794 279 

6606140127 Comment opposing proposed rule 1OCFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations r 

TINDLE,R Affiliation Not Assigned 53FR 18435 00025 88/05/21 CHILK.SJ Office 
of the Secretary of (he Commission Ip 45 7 94.257-45794 4 257 

0606140130 Commenl supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial Tow power op- 
erations 

TOBIN, J Affiliation Nol Assigned 53FF1 16435 00080 88/05/31. Office of the Secro- 
tary of the Commission Ip 45794*200-45794 200 


8006140131 Comment opposing proposed rule 10CFR50 re emergency planning A pn 
paredness requirements for nuclear power plant fuel loading & initial low power opt 
aticns 

MERRILL, M Affiliation Not Assigned 53FR16435 00045 88/05/21 CHILK.Sd Off* 
of the Secretary of the Commission Ip 45794 258-45704 250 

8806140132 Comment supporting proposed rule 10CFR50 re emergency planrx l 
preparedness requirements for nuclear power plant fuel loading & initial low powe 
operations Plant needs to ha operational & save millions of dollars wasted b/dtia, 
MARK ARIA, G Affiliation Not Assigned 53FR16435 00065 66/05/20 Dockotng h 
Services Branch Ip 45794 259 45794 259 

8806140137 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nuclear power planl fuel loading & initial low power cp 
erations 

DUSACKER.H Affiliation Not Assigned 53FR 16435 00100 88/05/31 Docketing A 
Services Branch Ip 45794 311 45794 311 

8806140144 Comment supporting proposed rulo 10CFR50 re emergency plomwa^ & 
preparedness requirements for nucloar powor plant fuel loading & initial low pew* 
operations Rule would clarify requirements & remove existing ambiguity 
REIFF.JJ Affiliation Not Assigned 53FR 16435 00099 08/05/31 Docketing & Serv- 
ices Branch Ip 45794 312 45794 312 

8806140148 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

SMITH, R Affiliation Not Assigned 59FR 16435 00098 00/06/01 NRC Wo Ocla’cd 
Affiliation Given Ip 45704 313-45794 313 

6606140149 Comment supporting proposed rule 10CFR50 re emergency plann-ng A 
preparedness requirements for nuclear power plant fuel loading & initial low pewer 
operations Proposal mokes sense & allows action being taken 
BARROWS, C Affllration Not Assigned 53FR 16435 00063 08/05/31 Docketing A 
Services Branch Ip 45794 260-45704 260 

8006140152 Commenl supporting proposed rule 10CFR50 ro emergency planning i 
preparedness requirements for nucloar power plant fuel loading & initial low poww 
operations Rule will clarify existing ambiguity 

BOYD.R Affiliation Nol Assigned 53FR 16435 00122 8B/06/01 Docketing A Sw 
Ices Branch ip 45794 314-45794 314 

8006140160 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nucloar power plant fuel loading & Initial low power 
operations Emergency sirons offsite during low power testing unnecessary 
WARASKE.V D Affiliation Not Assigned 53FR1G435 00121 88/06/01 DocMng A 
Services Branch Ip 45794 107-45704 197 

8806140163 Commenl supporting proposed rule 10CFR50 re emerge ru-y planning A 
preparedness requirements for nuclear power plant fuel loading & Inrtial lew poalt 
operations Power that Soabrook would generate desperately neeodod 
BRYANT, A Affiliation Not Assigned 53FR 16435 00120 00/06/01 NRC - Ne Dota'i-d 
Affiliation Given Ip 45794 198-45794 190 

0606140171 Common! supporting proposed rule 10CFR50 ro emergency planr^ l 
preparedness requirements for nuclear powor plant fuel loading & Initial low pow < 
operations Low powor testing next step In realizing Soabrook full potent la I 
Dl PIETRO.A L Affiliation Not Assigned 53FR16435 00110 80/05/31 Dotkol.ogA 
Services Branch Ip 46794 199 45794 199 

G806140175 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear powor plant fuel loading & Initial low pOAc-r 
operations Wall Street Journal article end W/o stated end 

RQ5ENTHAL.CH Affiliation Not Assigned 53FR 16435 001 17. 80/05/31 Docketing 
& Services Branch Ip 45794 202-45794 202 

8B06 1401 79 Comment supporting proposod rule 10CFR50 re emergency panning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

DANNEkER,RF Affiliation Not Assigned 53FR1 6435 00112 60/00/01 NRC • fie 
Detailed Affiliation Given Ip 45704 203-45794 203 

0806140102 Comment supporting proposed rule 10CFR50 re emergency planrmj 4 
preparednoss requirements for nuclear power plant fuel loading A initial low po*u 
operations New plan for emergency planning good 

NILAND.R Z , NILAND.E A Affiliation Not Assigned 53FR16435 00119 BB/M/M 
Office of the Secreiary of the Commission Ip 45794 204 46794 204 

8006140105 Comment supporting proposed rulo 10CFR60 re emergency planning l 
preparednoss requiremenls lor nucloar power plant fuel loading & Initial low powur op- 
erations 

GREEN, D Affiliation Not Assigned 53FR16435 001 10 68/06/01 NRC - No Del 0 -N 
Affiliation Given Ip 45794 205 45794 205 

8006140188 Comment supporting proposod rulo 10CFR60 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & fnJUal fow power 
operations Action of M Dukakas deplored 

TURNER, OM Affiliation Not Assigned 53FR1 6435 00116 88/05/31 Docketing 5 
Services Branch Ip 45704 206-45794 206 

8806140193 Comment supporting proposed rule 10CFR50 re emergency planrvng A 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

FRELSCHMER.E Affiliation Not Assigned 53FR16435 00009 00/05/29 (Jacketing A 
Services Branch Ip 45794 296 45794*296 

0806140198 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power planl fuel loading A initial low power 
operations Energy source neoded to maintain living stds & positive employment ratO 
REYNOLDS^ J Affiliation Not Assigned 53FR16435 00115. 88/05/31 Dockotmg A 
Services Branch Ip 45794 207- 45 7Q 4 207 

0806140202 Comment supporting proposed rule 10CFR60 re emergency planning A 
preparedness requiremenls for nuclear power plant fuel loading & Initial low power 
operations Low power testing will create no public hazard requiring evacuation 
KIRTLEY.Jl Affiliation Not Assigned 53FR16435 00114. 80/05/30 Docketing A 
Services Branch ip 45794 208-45794 208 
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aeos 140205 Comment supporting proposed rulo 10CFR50 rs emergency planning & 
prepa/ednoss requirements for nuclear power plant fuel loading & initial fow power op 

BOSTON G Affiliation Not Assigned 53FR 16435 00091 60/05/31 Docketing & Serv 
teas Branch Ip 45794 297 45794,29/ 

8605140200 Comment supporlmg proposed rule 10CFR50 ro emorgancy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
oDeralions Commonwealth ot MA using siren Issue to impede plant licensing 
CAVANAUGH, RB Affiliation Not Assigned 53FR1G435 00113 08/05/31 Office of 
tha Secreiary of Ihe Commission ip 45794-212 45794 212 


3506149295 Comment supporting proposed rule 1OCPR50 re emergency plannFng & 
preparedness requirements for nuclear power pJenl fuel loading & initial low power op 
orations 

NORK.EW Affiliation Nol Assignod 53FR 16435 00124 63/05/20 Docketing & Serv- 
ices Branch Ip 45800 369 45500 360 

8006140300 Comment opposing proposed rufe 10CFR50 re emergency planning & pre- 
paredness requirements for mic/ear power plant fuel loading & Initial low power oper- 
ations 

TINDLE.JT Affiliation Not Assigned 53FR 16435 000 26 88705/21 Office of Ihe Sec- 
retary of the Commission Ip 4SS02 176 45092 176 


8606140212 Comment supporting proposed rule 10CFR50 io emergency planning & 
preparedness requirements lor nuclear powor plant fuel loading & initial low power 
onoratlons Confidence that Commission studied ramifications of rule expressed 
SE-EFELD R H . SEEFELD,B V Affiliation Not Assigned 53FR16435 00111 08/06/01 
Docketing'S Services Branch Ip 45794 213 45794 213 


B906 140304 Comment sup-porling proposed rula 1OCFR50 re emorgancy planning & 
preparodnoss requirements for nuclear power plant fuel loading & initial low power op* 
oraVons 

DUNBARS Affiliation Not Assigned 53FR16435 00125 69/05/31. Dock ollng & Serw 
ices Branch Ip 45800 356 45000 356 


6806140217 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements tor nuclear power plant fuel loading & initial low power op 


BJORBMAN,RK Affiliation Not Assigned 53rR1 6435 00092 80/05/30 NRC No 
Dotailed Affiliation Given Ip 45794 290 45794,290 

8006140219 Common! opposing proposed rule 10CFR50 re emergency planning & pro- 
earodness roqulromonts lor nuclear power plant fuel loading fi Initial low power 
nnA'altfjnB NRC using gonerlc rulemaking to address site specific problems of plant 
POWELL W J Walhrfdgo J Powoll 53FR16435 00107 90/05/31 CHILK.SJ Office 
o! the Secretary ol Ihe Commission, Ip 45794 235 45794 235 


flfl[)6f40222 Comment opposing proposed rulo lOCrRSO ro omorgenev planning & pro- 
paiednoss roqulmmonta (or ruclonr power plant fuel loading & Inliial low power 
ooerations Absence of sirens around plant worrlsorno 

MCCREA S Alt illation Not Assigned 53rR1G43b 00 106 0G/Q5/24, OockaUng & Serv- 
ice* Branch 2pp 46/94 236 45/94 237 


5606149225 Comment opposing proposed rule 10CFR50 ro omorgoncy planning & pro* 
cerfidnoss roqulromonts for nuefoar power plant fuel loading & inliial low power 
EtwiraUons Cmorqoncy planning should tio in full lorco during low powor operation 
ANTHONY OL Anthony, flL 53FR1G475 00100 00/05/23 CHILK,S J Olfico of tho 
Secretary of tho Commission 2pp 45794 238 46704 239 


8506140225 Commonl supporting proposod rulo lOCrnso ro omorgoncy planning & 
preparedness roqulromonts for rucloor powor plant fuel loading S Initial low powor op 

mCAST , LUCAS, E R Affiliation Not Apslonnd 53FR16435 00105 08/05/31 NRC 
No Detailed Affiliation Glvon 2pp, 45/94 240 45704 241 

8808140226 Commont opposing proposed ruin 10CFH50 ro emorgancy planning & pro 
oarcdra&s roquiromontn for nurlonr powor plant fuel loading ft Initial low power 
oparalicns Emergency response roqulromonts must bo In placo boforo low powor op 

WEILEHJH Affiliation Not Asclgnod 531 R 10435 00104 80/05/21 CHfLK.SJ Olfico 
ol Iho Secrotary ol tho Commission Ip 45/94 242 45/94 24? 


9806149307 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nucloflr power plant fuel foadrng & Inliial low power op 
oral (Oh s 

MORGENSTERN.P Affiliation Not Assigned 53PR 164 35 00126 08/05/31. Docketing 
& Services Branch. Ip 45009 357-45000 357 

8806140308 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparodnoss requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

HOLBROW Affiliation Not Assigned 53FR16435 09030 63/05/28 DockeUng & Serv- 
ices Branch, Ip 45000 359-45000 358 

0806140310 Comment supporting proposed rulo 10CFR50 ro emorgancy planning & 
preparodnoss requirements for nuclear powor plant lueJ loading & Initial tow powor op 
orations 

GIBBS, V R Affiliation Not Assigned 53FR16435 00096 B0/O5/31 Docketing A Sorv 
Ices Branch Ip 45794 305 45794 305 

8806140313 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
proparednoss roqulromonts for nuclear power plant fuet reading & initial low powor op 
oration9 

CAMPflELL.fi M Affiliation Not Assignod 53FR 16435 00127 00/05/30 Docketing & 
Services Branch tp 45002 195 45602 195 

8806140315 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparodnoss requirements for nuclear power plant fuel loading A Initial low powor op- 
orations 

COTTER.R M. Aflillfltion Not Assigned 53FR16435 00034 00/05/25, Docketing & 
Sorvicos Branch Ip 45B02 19C-45B02 106 

B0OS14Q3 1 7 Comment ro proposod rulo 16CFR50 ro emergency planning & prepared- 
ness requirements for nuclear power plant fuel loading & Initial low power 
opera l io ns Agency Irmo to render any decision on regulatory Interpretation too long 
* Affiliation Not Assigned 53FR16435 00093 08/05/28, Dockolmg & Services 
Branch 1j>, 45794 306 45794 306 


6808140231 Common! opposing proposed ruin 1 0Cf R50 ro emorgancy pfenning & pro 
piiradross requirements for nuclear power plant fuol loading & Initial law powor 
opomlioni Tmorgoncy response roqulromonhi meat be In place boforo low powor op 

RIGCkA Affiliation Not Asalgnod 53 F HI 0485 00103 (M1/05/21, CHILK.SJ Offico of 
tho Sacrolary of tho Commission 1j> 45/(M 243 45794 243 

B0OQ1 48234 Commont opposing proposed rule 10011150 re omorgenry planning & pro* 
parodnoas roqulrumontti for nudeor power plant iuol loading 6 initial low powar 
a aerations Warning sirens should be m plnco heforn any IobIIiiu 
VANCC.LS Afliliallon Not Assigned 5’if RHj43'j 60102 60/05/22 NMC * No De- 
tailed Affiliation Glvon Ip 45/04,244 4VD4 244 

0000140235 Commont supporting proposed rulo 1001 UbO ro omurgonev planning & 
preparedness roqimomenls for nuclear power plant fuel loading & Initial low powar 
oner aliens Power from Sonbrook urgently noedod 

PASSER ,HC Affiliation Not Assigned VIFR 10435 03 1 OR 00/0(1/01 NRC * 
lailod Affiliation Glvon Ip 45/04 245 45/04 245 

6886140237 Commonl supporting proposed into loom 50 ru emergency planning & 
preparodnoss roqulromanls for nuclear power plant foul loading & inliial low powor 
oDoratlona Idoa good II assuranco that public riot expoaod to dnngor 
KELCM.D F A I A lion Not Assigned hdf HI 6435 C0 101 80/05/31 Docketing A florv 
Ic-os Branch Ip 45/94 100 45/04 190 

88 M 140247 Commonl supporting proposed rulo 10(TRS0 re omorgoncy planning & 
preparodnoBs roqulromonts lor nut tear powor plain luul loading & Initial tow powor 
ooera Hons All reasonable stupa 1o npuod liconnlng procoss should ho tmdorlnkoa 
MOORE .M G Afliliallon Nol Assigned 5311110435 00904 nb/t>5/2b NRC No Do 
lailod Aflillfltion Glvon 3pp 45/94 209 45/04 301 

0008140262 Commonl supporting proponed mto 10017150 ro ornoreoncy planning & 
preparodnoss reqiilronionts for nurfonr powor plant iuol loading A inliial U>w 


No Do 


orations 


il U>w jrowor 0[> 


ENEMAfiK.R B. Affiliation Not Aoslgnad bOFR 10435 00005 00/05/31 Dcckoting & 
Servicoa Broncii Ip 45704 3ti? 45/94 302 


8606140252 Commont supporting propomaJ rulo tOCFFtSO ro omurpuncy planning & 
preparedness roqufromonla for nuclear powor plant fuel loading & Initial low powor op 
orations 

RAPHAEL, 7 Affiliation Nol Assigned 53m 10435 00007 00/05/31 Qffico ol tho 
Secretary of Iho Commission ip 45/04 303 4h/04 303 

6603 1 4026 5 Commonl supporting proposed rulo 10CFR50 ra omorgoncy planning & 
prupvadaoss roqulromonts for nuclear power plant fuel loading & Initial low power op 
oral kits 

< Affiliation Not Asslgnod 63TM 10435 00000 00/05/30 NfiG ♦ No Dulnllhd AfliNatlon 
Grvon Ip 45704 304 45791 304 

6605140290 Comment supporting proposud rulo 10CFR60 ro omorgoncy planning S 
preparedness roqulromonts for nuclear power plant fuel loading & Initial low powor op 
batons 

RUNOLETT.JC Affiliation Nol Assigned 53H1IG435 00t23 80/05/30 Pocketing & 
Services Branch Ip 45000 359 45/100 350 


1806140320 Commont supporting proposod rule 10CFR60 re omorgoncy planning & 
proparednoss roquiremonts for nucloor power plant fuol loadings initial low p 


0006 1 4033 1 Commont supporting proposed rulo 10CFR50 ro omorgoncy planning & 
proparodnoss roqulromonts lor nucloor powor plant fuol loading & initial low powor op- 
oral Iona 

KELLEY, GG Affiflflllon Not Assigned 53FR 16435 00030 6G/05/23 Docketing & 
Sorvicos Brunch Ip 45802 107 4 5802 197 

880Q1 40325 Common! supporting proposed rulo 10CFH50 ro emergency pJannlng & 
proparednQBS requirements for nucloor powor plant fuol loading & Inltiaf fow powor op 
orations 

MALLEY.J F Affiliation Not Assigned 63FFH6435 00042 06/05/27 Docketing & 
Sorvicos Broach 3pp 4580-2 1 DC 45802 200 

0006140320 Comment supporting proposed rulo 1OCFR50 re emergency planning & 
proparednoss roquiremonla lor nuclear powor plant fuel loading & Initial low powor op* 
omlion^. 

•STAFFORD.G F Afliliallon Not Assigned 53FR 16435 00126, 80/05/ 23. Docketing & 
Sorvicos Branch Ip 45000,236-450u0 235. 

0806140320 

f power op 

orations 

WHITE, H T Affiliation Nol Asslgnod 53FR 16436 00120, 00/06/03, Docketing & Serv 
teas Branch tp 45000 234 45000 234 

0806140320 Commonl opposing proposod rule 10CFR50 ro emergency planning & pro 
parodnoss roqulromonts for nuclear powor plant fuol loading & initial low power oper- 
ations 

QORE v R Affiliation Not Assigned 53FR16495 00046 00/05/21. CHILK.S J Office of 
tho Socrnlary of the Commission, Ip 45000.202*46000 202, 

B000140337 Comment supporting proposed rule 10CFR50 ro omorgoncy planning & 
projuirodrKm roquiremonta for nucloar power plant fuol foadlnq & initial low power op 

HARVEY, DA, HARVEY, MM, Affiliation Nol Assigned 63Fft16435 00131. 05/05/31 
Docketing & Sorvicos Branch Ip 45800 233 45000 233 

6009140341 Comment supporting proposed rule tOCfRBO re omorgoncy planning & 
preparodnoss requirements for nuclear powar plant fuol loading A Inlllfll low power op* 

BOLFFFORD.D , BOUFFORD.l Affiliation Net Assigned, 53FR16435 00132 06/06/ 
01 Oflico ot tho Socratary ot the Commission Ip 45GOO 159 45000 159 

0800140345 Commont supporting proposed rulo 10CFR50 re emergency planning & 
propnrodness roqulromonts for nuclear power plant fuel loading & initial fow powor op 

HOPKINS, BL Affiliation Not Assigned 53FFH6435 00133, 80/05/01. Oock©tW\g & 
Soivicos [branch Ip 45800 100 45800 160 

0006140346 Comment supporting proposod rule 10CFR50 ro < amergenoy Pfanning & 
proparodnoss roquf foments tor nuclear powe? p^ant fuel loading & Initial low power 
operations Expresses concern that plant complete & r-. . v 0 

HARPER ( S Affiliation Not Assigned 53FR16435 00134 BB/06/01 Docketing & Serv* 
leua Brancf» Ip 45000 161-45000161 
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Q8Q6140349 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel .loading & initial I ow power 
operations Removal of plant siren sys not rn interest of public safety 
NEWTONJ H Affiliation Not Assigned 53FR 16435 00135 80/06/01 Docketing & 
Services Branch Ip 45600 201-45800 201 


8806140457 Comment supporting proposed rule 10CPR5G re emergency pfann/ig- 4 
preparedness requirements tor nuclear power plant fuel loading & Initial low pcwi/ 
operations Plant should be started duo lo area needmn electrical power 
TRE2.S Affiliation Not Assigned 53FR1 6435 00147 88/06/01 Docketing 8 Serves* 
Branch Ip 45800 215 45800 215 


8006140354 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
parednoss requirements far nuclear power plartl fuel loading & Initial low power 
operations Rule developed w/only util interest in mind 

CAPONiGOA Affiliation Not Assigned 53FR16435 00136 68/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 45600 200 4 5800 200 


8008140462 Comment supporting proposed rule 10CFR50 re emergency planar# 4 
preparedness requirements for nuclear power plant fuel loading & Initial lew 
operations People will require potential of plant in continuous need for energy 
JOHNSON. JL Affiliation Not Assigned 53FR1 6435 00146 80/05/31 Office oMN? 
Secretary ot the Commission Ip 45802 341 -45802 341 


8806140357 Common! supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel 1 loading & initial iow power 
operations Presence of sirens, nol requisite for low power operation 
SCNDLE1N.J Affiliation Not Assigned 53FR 16435 00137 88/05/31 Docketing & 
Services Branch Ip 45000 199 45800 109 


8806140463 Comment supporting proposed rule 10CFR50 re emergency plannrtgA 
preparedness requirements for nuclear power plant fuel loading & initial lew po^ur op- 
erations 

KAPLAN.A Affiliation Not Assigned 53FR16435 00149 88/05/31 Offico of fl>0 Sec 
rotary ol tho Commission Ip 45B02 342-45002 342 


8806140352 Ccmmenl supporting proposed rule 10CFR50 ro emergency pfenning & 
preparedness requirements for nuclear power planl fuel loading & initial low power 
operations Political holdup In licensing of planl -deplorable 

DAYL.CWIS.FE Affiliation Not Assigned 53FR16435 00138 80/05/28 Docketing A 
Services Branch Jp 45004 172-45004 172 


8806140466 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements lor nuclear power plant fuel loading & initial low power op 
orations 

CHENARO.JJ Affiliation Not Assigned 53FR1 0435 00150 88/08/01 Docketing & 
Services Branch Ip 45802 344.45602 344 


8006140371 Comment on proposed rule 10CFR50 re emergency planning & prepared- 
ness requirements for nuclear power planl fuel loading & Initial low power 
operations Barrels of fossrl fuel could be saved by allowing operation of plants 
• Affiliauon Not Assigned 53FR16435 00139 80/05/26 NRC No Detailed Affiliation 
Given ip 45804 173 45804 173 


8806140468 Comment supporting proposed rule 10CFR50 re emergency planar# & 
preparedness requirement for nuclear power plant fuel loading & initial low pom 1 ! op- 
erations 

HORAN, W V Affiliation Not Assigned 53FR 16435 00151 88/08/01 NRC - No Ck> 
tailed Affiliation Given Ip 45802 345 45802 345 


0006140373 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 
ations . . „ 

* Affiliation Not Assigned 53FH 16435 00140 B8/05/21 CHILK.SJ Office of Ihe Sec- 
retary of the Commission Ip 45604 174 45004 174 


8806140474 Comment supporting proposed rule 10CFR50 re emergency planing & 
preparedness requirements for nuclear power plant fuel loading & Initial low porver op- 
erations 

MACADAM, W K Affiliation Not Assigned 53FH 16435 00152 66/05/31 Docketing* 
Services Branch Ip 45002 347-45002 347, 


0806140375 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading 5 mitral low power oper- 
ations 

* Affiliation Not Assigned 53FR16435 00141 08/05/21 CHILK.SJ Office of the Sec 
rotary of the Commission Ip 45001 175 45BCM 175 


0006140475 Comment opposing proposed rule 10CFR50 re emergency planning A pra 
paredriess requirements for nuclear powor plant fuel loading A initial low power Qpcv. 
ations 

KING.D Affiliation Not Assigned 53FR1G435 00160 88/05/21 CHILK.SJ OfLco of 
the Secretary of the Commission Ip 45804 074 45004 074 


0806140405 Comment opposing proposed rule 10CFR5O ro emergency planning & pre- 
paredness requirement for nuclear power plant fuel loading 8 initial low power opor 
ations 

NEMfcTHY.E Ecology/ Alert 53FRI6435 00024, B0/O5/27 Docketing & Services 
Branch Ip 45B00 203 45800 203 


0006140479 Comment supporting proposed rule 10CFR50 re emergency pfannHg A 
preparedness requirements for nuclear power plant fuel loading * Initial row po»er 
operations Clarification of requirements urged so plant will no longer stand Idfo 
WHITTEMORE.W P Affiliation Not Assigned 53FR 16435 00153, 80/06/01, Dochrt-^ 
A Services Branch Ip 45804 284-45604 284 


0006140408 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
oralions 

0OEDDINGHAUS.L Affiliation Not Assigned 53rR16435 00028 00/05/05 Dockelmg 
& Services Branch Ip 45802 358 45802 350 


8806140480 Comment supporting proposed rule 10CFR50 re emergency plannug A 
preparedness requirements for nuclear power planl fuol loading A initial low porver -op- 
erations 

PUTUANC.RF Affiliation Not Assigned 53FR1G435 00050 88/05/30 Docketing A 
Services Branch 2pp 45602 328-45002 329 


0606140411 Comment supporting proposed rule 10CFR60 ro emergency planning & 
preparedn-ess requirement for nucloar power planl fuol loading & Imlial low powor op- 
erations 

THOflPEtWS Affiliation Not Assigned 53FR16405 00032 08/05/25 Docketing & 
So rvi cos Branch Ip 45002 357 45802357 


8006140481 Commenl supporting proposod rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuol loading A Initial low pcivc-r op- 
erations 

WiSLOTSKf.MJ Affiliation Nol Assigned 53FR16435 00161 00/05/31 01 f wo Oil ho 
Secretary of Iho Commission tp 45004 205 45D04 '285 


8B06 140412 Comment supporting proposed rule 10CFR50 ro omergoncy planning & 
proparodnass requirements for nuclear power plant fuel loading & imlial low powor op- 
erations 

CHICK.M Affiliation Not Assigned 53FR16435 OOD3G GB/05/26 Docketing & Serv- 
ices Branch Ip 45000 204-45000 204 


8006140404 Commenl opposing proposod rule 10CFR50 ro emergency plan rilng A pro 
parodnoss requirements for nuclear power plant fuel loading & Initial low poww oper 
ations 

LACOURSE.P Affiliation Not Assigned S3FR16435 00182 08/05/21 CHILK.SJ 
Offico of Iho Secretary of the Commission, Ip 45004 206 45004 206 


8006140416 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading ■& initial low powor oper- 
ations 

CAROTHERS.J N, Affiliation Not Assigned 53FR16435 00040 OB/05/21 CHILK.SJ 
Office of Ihe Secretary of the Commission Ip 45800 228 45800 220 

8606140418 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nucloar powor plant fuel loading & initial low power oper- 
ations 

GALLANT, D B Affiliation Nol Assigned 53FR1643S 00044 00/05/21 CHILK.SJ 
Office of Iho Secretary of tho Commission Ip 45BOO 227 45800 227. 


8006140487 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requiromenls for nuclear powor plant fuel loading & Initial low po*cr 
oporalions Requests that plant bo put on fine 

* Affiliation Not Assigned 53FR 16435 00154 00/05/31 Office of the Secretary 0 1 Iho 
Commission Ip 45804 209 45004 209 

0806 140488 Commenl supporting proposod rule 10CFR50 ro emergency planning 4 
preparedness requirements for nuclear power plant fuel foading & initial low power 
operations Sirens unnecesarv during low power testing at plant ^ 

BARSTOW.EB Affiliation Not Assigned 53FR 16435 00155 88/05/28 NRC • No Do 
tailed Affiliation Given Ip 45804 290 45004 290 


8806140430 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requiromenls for nucloar power plant fuel loading & inllial low power oper- 
ations 

CONNELL, ME Affiliation Nol Assigned 53FRt6435 00142 88/05/21 CHILK.SJ 
Offrce ot tho Secretary of tho Commission Ip 45804 197 45B04 197 


8806140490 Comment opposing proposod rule 10CFR50 re emergency planning & pro 
paredne9S requirements for nuclear powor plant fuel loading & Initial low powor <W- 
aliens 

• Affiliation Not Assigned 53FR16435 00163 88/05/21 CHILK.SJ Office ot Iho S«- 
ratary of tho Commission Ip 45004 291 45004 291 


0806140431 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requiromenls for nucloar power plant fuel loading & Initial low power 
operations Now England needs all power that con be generated 
ZALESNEY.EJ Affiliation Not Assigned 53FR 16435 00143 86/05/30 Docketing 8 
Services Branch tp 45804 198 45804 198 


8806140491 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness reauirements for nuclear power planl fuel loading & Initial iow power 
operaiions Licensing of plant essenlial to future economic growth „ , 

SULLIVAN, F P Affiliation Not Assigned 53FR16435 00156 00/05/31 Docketing A 
Services Branch Ip 45804 292-45004 292 


8806140433 Commenl supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations E\ ery effort should be made to startup plant 

SCOBIEJ R Affiliation Not Assigned 53FR 16435 00144 08/06/01 Pockotmg & 
Services Branch Ip 45B04 168 45004 163 


8006140494 Commenl supporting proposod rule 1OCFR50 ra emergency planning S 
preparedness requirements lor nuclear powor plant fuel loading & Initial low power op- 
erations K , , . 

CROWDER.F.G Affiliation Not Assigned 53FR16435 00164 88/05/31 Dortolmfl * 
Services Branch Ip 45804 293*45804 203 


08OG 140450 Commenl opposing proposed ruio 1OCfR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & initial low powor 
operationsProposed rule developed w/only util interests in mfncf 
’ Affiliation Not Assigned 53FR1G435 00145 68/05/21 CHILK.SJ Office of Ihe Sec 
rotary of the Commission Ip 45600 217-45800 217 


8800140495 Comment supporting proposed rule 1OCFR50 re emergency pteorung A 
preparedness requirements for nuclear powor plant fuel loading & imlial low pww 
operations Plant should be approved to operate w/o restrictions of evacuallori rulings 
CHAPMAN.RN Affiliation Not Assigned 53FR 16435 00157 68/05/28 Docketing S 
Services Branch 2pp 45604 294-45804 295 


8806140453 Commenl supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel foading & Initial low powor op- 
oral ions 

SlCAflD.PA Affiliation Not Assigned 53FR16435 00146 88/05/30 Docketing & 
Services Branch Ip 45800 21G-45800 216 


8806140496 Comment on proposed rules 10CFR50 & 73 re unescorted accoss to pro- 
tected areas & vital areas at nuclear power plants Promulgation of strict regulatory 
criteria could lead to hardships for Individuals as well as licensees 
SORENSEKG C Washington Public Power Supply System 53FR7534 00066 
13 Office of Ihe Secretary of the Commission 2pp 45902 339 45602 340, 



NONDOCKETED ITEMS 313 


8806140497 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Immediate approval for plant tow power testing requested 
CARDANI.C P. Affiliation Not Assigned 53FR16435 001 58 GB/05/28 Docketing & 
Services Branch Ip 45804 296 45804 296 

8B0&140SDQ Comment opposing proposed rule 10CFR50 re omergencv planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interests In mind 
JELLISON.ME Affiliation Not Assigned 53FR1 6435 00159 06/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 45804 302-45804 302 

9805140503 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial tow power 
operations Plant should qualify tor testing to remedy energy supply problem 
HEAVREN.D A Affiliation Not Assigned 53FR 16435 001 B6 06/06/01 Docketing & 
Services Branch, Ip 45804 304 45804 304 

3906140505 Comment supporting proposed rule lOCrRBO re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
e rations 

HEREDA.CS Affiliation Not Assigned 53FR16435 00107 08/06/06 Docketing & 
Services Branch 2pp 45804 307-45804 300 

9906140508 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
ope rations, SI re ns not necessary for testing of plant 

WATT SON, G B Affiliation Not Assigned 53FR16435 00188 80/05/31 Docketing & 
Services Branch tp 45804 309 45804 309 

9806140511 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements tor nuclear powor plant fuel loading & Initial low power 
operations Plant needed to supply energy 

VON 8RECHT.P E Affiliation Not Assigned 53FR16435 00165 88/00/01 Docketing 
& Services Branch Ip 45813 004-45B 13 004 

8806140513 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuol loading & Initial low power 
operations Licensing & full powor operation of plant also supported 
SCHlEGOLEn\A Affiliation Not Assigned 53FR16435 00189 06/05/20 Commission 
ors, Ip 45004 313 45004 313 

8006140517 Comment supporting proposed rule 1GCFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuol loading & Initial low powor 
operations Operation of plant essential to Nov/ England growing energy needs 
MA1NES.JFL Affiliation Not Assigned 53FR16435 00190 08/06/01 Docketing & 
Services Branch ip 45804 314-45804 314 

B90S14051B Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
parednoss requirements lor nucloar powor plant fuol loading & initial low power oper- 
ations 

CLOYD.J S Affiliation Not Assigned 53Fni6435 00106 08/05/21 CHILK.SJ Office 
otitis Secretary of the Commission Ip 45004 315 45804 315 

9606140519 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuol loading & inlllal low powor 
operations Requests plant operation 

CASSATA.T , C ASS AT A, R Affiliation Not Assigned 53FR 16435 00101 00/06/01 
NRC - No Detailed Affiliation Given Ip 45804 316-45004 316 

9809140521 Comment opposing proposod rulo 10CFR5O ro emergency planning 4 pre- 
paredness requirements tor nuclear power plant fuol loading & inlllal low power oper- 
ations 

DEARBORN, S L Affiliation Not Assigned 53rR16435 00167 00/05/21 CHILK.SJ. 
Office of the Secretary of the Commission Ip 45804 317 45004 317 

8806140522 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant tool loading & initial low powor 
operations Sirens need not be In place during Initial low power tosting 
DALY.E J Affiliation Not Asslgnod 53FR16435 00102 00/06/01 Dockotmg & Soiv 
Ices Branch Ip. 45004 318 45004 310 

6806140525 Comment supporting proposed ruto 10CFR5Q ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op 
©rations 

THOZ2I.F.C, Affiliation Not Assigned 53FR16435 00193 00/06/01 NRC - No Do- 
tailed Affiliation Given 1 p 45004 320 45004 320 

B806140526 Comment opposing proposed rulo 10CFR5O re emergency planning & pro 
parednoss requirements (or nuclear powor plant fuol loading & Initial low power oper- 
ations 

MATHIEU.AS Affiliation Not Assigned 53FR16435 00168 80/05/21 CHILK.SJ 
Oil Icq of the Socretary of tho Commission Ip 45004 321-45004 321. 

8909140528 Comments on proposed rules 10CFR50 & 73 re nuclear power plant 
access authorization program Util audits of contractor & vendor access authorization 
programs have only covered personnel granted access to site 
NEUHALFEN.AP Union Electric Co 53FR7634 00065 83/05/17 Docketing & Serv- 
ices Branch 2pp 45002 202-45602 203 

8906140530 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low powor oper- 
ations 

AIBERGHENEJ M Affiliation Not Assigned 53FR16435 00194 00/05/31, Commis- 
sioners Ip 45804 334 45804 334 

88M 140535 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuol loading & Inlllal low power op- 
erations 

S PANGEN BERG.F Illinois Powor Co 53FR16435 00195 00/00/02 Docketing & 
Services Branch Ip 45804 330 45804 330 

8 809-1 40538 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & Inlllal tow power oper- 
ations 

-FREOMAN.R Affiliation Not Assigned 53FR16435 00102 00/05/21 CHILK.SJ 
Office of the Secretary of tho Commission Ip 45004 339 45804 339 


0006140540 Comment supporting proposod rulo 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor op- 
erations 

COUNSIL.WG, WALKER.RD TU Electric (formerly Texas Utilities Generating Co) 
53FR16435 00196 60/06/01 Docketing & Services Branch Ip 45004 340- 

45004 340 

0006140542 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

KRALL.K, KRALL.M Affiliation Mot Assigned 53FR1G435 00183 8B/05/21 

CHILK.SJ Office of the Secretary of tho Commission Ip 45804 341-45004 341 

8B061 40545 Comment supporting proposed rule 10CFR50 ro emorgoncy planning & 
preparednoss requirements lor nucloar power plant fuel loading ■& Initial low power 
operations New England needs to gonorate all power possible 
MARK.R Affiliation Not Assigned 53FR 16435 00197 88/05/30 Docketing & Serv- 
ices Branch Ip 45804 342-45604 342 

0806140547 Comment supporting proposed rule 10CFR50 ro emorgoncy planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power op 
Gfdllons 

FRANCIS.L , FRANCISES Affiliation Not Assigned 53FR16435 OD1QB. 08/00/01 
Docketing & Services Branch Ip 45004 343 45804 343 

6606140553 Comment supporting proposed rule 10CFR50 ro emorgoncy planning & 
preparednoss requirements for nuclear power plant fuel loading & Initial low power 
operations Sirens unnecessary for low power testing 

KUKRAL.F. Affiliation Not Asslgnod 53miG435 00199 88/06/06 Docketing & Serv- 
ices Branch Ip 45804 349-45004 349 

800Q140556 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements tor nucloar powor plant fuel loading & Initial low powor 
operations Rulo important to New England energy supply picture 
PASTORE.J Affiliation Not Assigned 53FR16435 60200 08/06/01 Docketing & 
Services Branch. 2p- p 45804 350 45604 351 

0806140557 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations 

ELLIS, CG Affiliation Not Assigned 53FR16435 00201 0Q/0G/01 Docketing & Serv- 
ices Branch Ip 45004 352-45804 352 

6006140563 Comment supporting proposed r-ulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & initial low power op 
e rations 

BELDOCK.FI Affiliation Not Asslgnod 53FR 16435 00104 00/05/31 Docketing & 
Services Branch Ip 45B04 355 45894 355 

8008140571 Comment supporting proposod rule 10CFR50 ro emergency planning & 
preparednoss requirements for nuclear power plant fuel loading & initial low power op 
©rations 

BLOUIN.LC Al fill all on Not Assigned 53FR16435 00165. 68/06/06 Docketing & 
Services Branch Ip 45805 001 45605 001 

68QB140&75 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro 
parednciss requirements for nuclear powor plant fuel loading & Initial low powor oper- 
ations 

MAGUIRE.MS Affiliation Not Assigned 53FR16435 00169 60/05/21 CHILK.SJ 
Office af the Secretary of tho Commission Ip 45B05 002-45605 002 

0886150905 Commonl supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements lor nucloar power plant fuel loading & Initial low powor op 
orations 

FREDRICKSON, P Affiliation Not Asslgnod 63FR 16435 00252 80/06/01 Docketing 
& Services Branch Ip 45811 346 45811*346 

6806160007 Comment supporting proposod rule 10CF"R50 ro emergency planning & 
preparedness requirements (or nucloar powor plant fuel loading & Initial low power op 
orations 

LOHMILLER.B Affiliation Not Asslgnod 53rR1,0435 00313 88/06/01 Docketing & 
Sorvicos Branch, Ip. 45812 280 45612 280 

8806150009 Comment opposing proposed rula 1GCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations All offsite emergency response planning requirements needed bolero oper- 
ation 

0OCKINT.J Affiliation Not Assigned 63FR16435 00301 BB/05/21 CHILK.SJ Office 
of tho Secretary of tho Commission 2pp 45012 247-45612*240 

86061 50Q 10 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power plant fuol loading & initial low powor op 
eratlans 

THOMPSON, CO Affiliation Not Assigned 53FR16435 00290 88/06/02 Docketing & 
Services Branch Ip 45812 270 45912 270 

8806150012 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op 
□rations 

BAUM.J W. Affiliation Not Assigned 53FR 16435 00312 66/05/31 Docketing & Serv 
ices Branch Ip 45B12 278 45812 278 

8806150Q14 Comment supporting proposed rulo 10CFR50 re omergoncy planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low powor op 
orations 

REED.E.D Affiliation Not Assigned 53FR 16435 002G9. 00/06/01. Docketing & Serv 
ices Branch Ip 45812 277-45812 277 

6606 150016 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant luol loading & Initial low power op 
eratlons 

PARRY.W Affiliation Not Assigned 53FR 16435 00227 06/06/0S Docketing & Serv 
Ices Branch Ip 45B11 345 45Q11 345 
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6505160017 Comment opposing proposed rule 10CFR50 rs emergency planning A pre 
paredness requirements for nuclear power plan! fuel loading A initial low power 
operations All off site emergency response planning requirements needed before oper 
alien 

HILOT.B Affiliation Not Assigned 53FR1 6435 00360 68/05/21 CHILK.SJ Office of 
ihe Secretary of tho Commission Ip 4 63 12-249 45912 249 

9806150019 Comment opposing proposed rule 10CFR50 re emergency pfenning & pro 
paredness requirements for nuclear powar plant fuel loading A initial fow power oper' 
at Ions 

NORTON ,J Affiliation Not Assigned 53FR 16435 00220 00/05/21 CHILK.SJ Office 
of Ihe Secretary of the Commission Ip 45811 344-45811 344 

6606150021 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power planl fuel loading A initial fow powor 
operations Rule developed w/only util interest in mind 

DUDA.J Affiliation Not Assigned 63FR16435 00209 88/05/21 CHILK.SJ Office of 
the Secretary of the Commission Ip 45912 283 45B12 2B3 


6606150041 Commonl opposing proposed rule 10CFR50 ro emergency planning 4 pre- 
paredness requirements for nuclear power planl fuel loading A Initial low powoi or- 
ations 

MADROS.L A Affiliation Not Assigned 53FR16435 00284 88/05/21, CH11KSJ 
Office of the Secrotary of the Commission Ip, 45012 337 45812,337 

6606150042 Comment supporting proposed rule 10CFR5D re emergency plann.no A 
preparedness requirements for nuclear power plant fuel loading & Initial low pc w op- 
erations 

WHITTIER, RG Affiliation Not Assigned 53FR 16435 00170 60/05/31 DocknUio 4 
Services Branch Ip 45812 336-45812 936 

8806150044 Comment opposing proposed rule 10CFR50 re emergency planning & jy*- 
parednoss requirements for nuclear power plant fuel loading & Inllial lc« pewu- 
operations Afl offsite emergency response planning requirements noedod bafomww 
etion 

TIEGER.V Affiliation Not Assigned. 53FR16435 00357 00/05/21 CHiLKSJ Qif^ 
of the Secretary of the Commission Ip 45812 263-45012 253 


8906150022 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

JOHNSON.JR Affiliation Not Assiqn&d 53FR16435 00225 88/05/31 Docketing 4 
Services Branch ip 45 S 11 343-4561 1 343 

0806150023 Comment opposing proposed rule 10CFR50 re emergency planning 0 pre 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations All offsite emergency response planning requirements needed before oper 
atlon 

SHEPARD, M Affdliation Not Assigned 53FR16436 00359 99/05/21 CHILK.SJ 
Office of the Secretary of the Commission ip 45012 250 45812 250 

8806150025 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirement for nuclear power plant fuel loading & Initial low power op- 
orat ferns 

KANE, J L Affiliation Not Assignod &3FR 16435 00226, 89/05/31 Docketing A Serv 
Ices Branch ip 4561 1-342 45611 342 

8806150028 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power planl fuel loading A Initial low power op- 
eratrans 

HALL,M Affiliation Not Assigned 53FR16435 00311 60/06/01 Docketing & Services 
Branch Ip 45812 282-45012 282 

8606150027 Comment supporting proposed rule 10CFH50 re emorgoncy planning & 
preparedness requirement for nuefear power plant fuel foadmg A Initial low powar op 
orations 

WILEY, R J Affiliation Not Assigned 53FR16435 00207, 00/06/02 Office of the Sec- 
retary of the Commission Ip 45812 281-45812 201 

8806150029 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements lor .nuclear power plant fuel loading & Initial low power op- 
erations 

ORIO.O D Waier & Energy Systems Corp 53Fft 16435 00257 80/05/31. Docketing & 
Services Branch Ip 45812 324*45012 324 

6606150030 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements For nuclear powor planl fuel loading & Initial fow power op- 
orations 

MCKENZIE.ED Affiliation Not Assigned 53FR1 6435 00310 88/06/01 Docketing & 
Sorvices Branch 2pp. 45B1 2 322 45812 323 

8806160032 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial tow powor oper- 
ations. 

PRIOR, S Affiliation Not Assigned 53FR 16435 00250 80/05/21 CHILK.SJ Office of 
the Secretary of the Commission Ip 45BT1 341 4501 1 341 

8806150033 Commonl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Rule developed w/only util interests in mind, 

WAtSH»P G. Affiliation Nut Assigned 53FR16435 0026 6 80/05/21. CHILK,S J Office 
of the Secretary of the Commission Ip 45912 290 45812 290 

6806150034 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuefear power plan! fuel loading & initial low power op 
eraifons 

WALT ON, E H Affiliation Not Assigned. 53FR16435 00245. 88/06/01. DockotPng & 
Services Branch Ip 45811 340 46811 340 

8806150035 Commonl supporting proposed rule 10CFR60 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading 8 Initial low power op- 
erations 

GERSENHANER.G, Affiliation Not Assigned 53FR1 6435 00359 08/06/02 Docketing 
& Services Branch 2pp 45812 251-45812 252 

8806150036 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading & Initial fow power op 
orations- 

HO BBS, D Affiliation Not Assigned 53FR 16435 00240 00/05/30, Docketing & Serv- 
ices Branch Ip 45S11.339 45C11 339 


$806150046 Comment opposing proposed rule 10CFR50 re emergency planning 4 pre- 
paredness requirements for nuefear power plant fuel loading & initial low powor oper 
ations 

‘ Affiliation Not Assigned 53FR16435 00283 89/05/21 CH I L K. S J Office ol I ho Sec- 
retary of (he Commission Ip 45812 335 4591 2 335 

8806150047 Comment opposing proposed rule 1OCFR50 ro emergency planning 4 pre- 
paredness requirements for nuclear power plant fuef loading A initial low po*u 
operations Public should not be placed at risk In interest of obtaining low power i 
cense 

FISKE.N J Affiliation Not Assigned 53FR 16435 00261 00/05/21 CHILK.SJ Off.* 
of the Secretary of the Commission Ip 45812 334-45012 334 

8006150048 Comment opposing proposed rule 10CFR50 re emergency planning A 
paredness requirements for nuefear power planl fuel loading & Initial low power oj m 
ations 

CLOVE L,E D Affiliation Not Assigned 53FR16435 00171 86/05/21. CHILKSJ 
Office of (he Secretary oflhe Commission Ip 45812,333 45812 333 

8006150050 Comment opposing proposed rule 10CFR50 re emergency planning 
paredness requirements for nuclear power plant fuel loading & Initial low power optf 
ations 

• Affiliation Net Assigned 53FR16435 00282, 88/05/21. CHILK.SJ OriJco of Iho Sx 
retary a [the Commission 2pp 45812 331-45812 332 

8806150051 Comment opposing proposed rule 10CFR50 re emergency pfenning i pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power 
operations All offsite emergency response planning requirements noodoif before opw 

WJLSON.S Affiliation Not Assigned 53FR 16435 00356 80/05/21 CHILK.SJ CXVtf 
of Ihe Secretary of the Commission Ip 45flt2 276 45012 276 


8006150054 Comment supportfng proposed rule 10CFR50 re emergency planning* 
preparedness requirements for nucloar power plant fuel loading A InJIJal low po*cr op- 
erations 

4 Affiliation Not Assigned 53FR 16435 00259. 06/06/01. Office of the Socrotory Of tltt 
Commission 2pp 45012 320-45812 330 

8808150056 Comment supporting proposed rule 10CFR50 ro emergency planning A 

a aredness requirements for nuclear power plant fuel loading & Initial low power ip 
ons 

LYNCHJ Affiliation Not Assigned 53FR 16435 00249 00/05/31 NflC No tWt4 
Affiliation Glvon Ip 45011-336-4561 1.336. 

8806150057 Comment opposing proposed rule 1OCFR50 re emergency planning 4 po 
paredness requirements for nuclear power plant fuel loading A initial low pfrAff 
operations All offsite emergency response planning requirements needed before oper 
ailon. 

LONGWORTH.AJ Affiliation Not Assigned. 53FR1 6435 00355 80/05/21 CHILK.SJ 
Office of Ihe Secretary of Ihe Commission Ip. 4581 1 '335-4581 1 335 

8808150058 Common! supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power planl fuel loading A Inillal fow poaw op- 
erations 

OWEN, AW. Affiliation Not Assigned S3FR16435 00309. 88/06/01 Docketing & Swv 
fees Branch Ip 45812,328 45812 320 

8806160059 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuefear power plant fuel loading A Initial low powof op- 
erations 

CAMPBELL, MG. Affiliation Nol Assigned 53FR 16435 00276 88/06/02 Office of the 
Secretary of the Commission. Ip 4581 1*334-45811 334 

B8061 500B1 Comment supporting proposed rule 10CFR5D ro emergency planning \ 
preparedness requirements for nuclear powor plant fuel loading A Inillal low power op- 
erations. 

MCALISTER. W.H Affiliation Not Assigned. 53FR 16435 00262 88/05/31 NRC N» 
Detailed Affiliation Given. Ip 45812 327-45812 327. 


0806150030 Comment opposing proposed rule 10CFR6O ro emergency planning & pre- 
paredness requirement for nuefear power plant fuel loading A initial low power oper- 
ations 

SMITH.J A Affiliation Not Assigned 53FR 16435 00285, 68/05/21 CHILK.SJ Office 
of the Secretary of the Commission. Ip 45812 209 45812 209. 


8606150062 Comment opposing proposed rule 10CFRSO re emergency planning & po- 
paredness requirements for nuefear power plant fuel loading A initial low powor opc» 
ations 

BURKHART, BJ. Affiliation Not Assigned 53FR16435 00172. 00/05/21 CHfLK.SJ 
Office of the Secretary of the Commission Ip. 45812.326-46812.326 


8806150039 Common! supporting proposed rule 1GCFR50 ro emergency planning & 
preparedness requirements for nuefear power plant fuel loading A Initial low power op- 
erations. 

BAUMANN.EL. Affiliation Not Assigned. 53FR18435 00247 89/05/31. Docketing A 
Services Branch Ip. 45811 330-45811:338 


8806160064 Comment supporting proposed rule 10CFR50 re emergency planning 4 
preparedness requirements for nuclear power plant fuel loading A Initial low power op- 
eraVons 

MONTAMBAULT.L , MONTAMSAULT.A Affiliation Not Assigned. 53FR1G435 00300 
88/06/02. Docketing A Services Branch, Ip 45812 325-45812 325 


8606160040 Comment supporting proposed rule 10CFR5Q re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low powor op* 

ROYSTON.A B. Affiliation Not Assigned 53FR 16435 00248 80/05/31 Docketing A 
Services Branch. Ip 45811 '337-4 59 11. 337. 


8606150065 Comment supporting proposed rule 1OCFR50 re emergency pfenning * 
preparedness requirements for nuclear powar plant fuel loading A Initial fow power op- 
erations, ^ . 

SHAFFER.H C, Affiliation Not Assigned 53FR16435 00220. 88/06/00 Docket^ & 
Services Branch. Ip. 45811*333-45011 333 
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6806150067 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

SHEEDYJ Affiliation Not Assigned 53FR16435 00173 68/05/21 CHILK.SJ Office 
of the Secretary of the Commission Ip 45812 273-45812 273 

6806150068 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
e ratio ns 

WAITT.E R Affiliation Not Assigned 53FR 16435 00201 88/0G/02 Oocketing & Serv 
Icos Branch Ip 45012 272 45612 272 

880616006$ Comment supporting proposed rule 10CFR5Q re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
erations 

WfilGHT,H Affiliation Not Assigned 53FR 16435 00221 88/05/31 Dockeltng A Serv 
ices Branch 1 p 4581 1 332-4581 1 332 

8806150070 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

MACISAAC.JA Affiliation Not Assigned 53FR16435 00222 88/05/28 Dockeling & 
Services Branch Ip 45811 331*45811 331 

6806160071 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear powor plant fuel loading & initial low power 
operations Time reduction should be made between completion of plant & operation 
AMERINGER.EO Affiliation Not Assigned 53FR16435 00354 80/06/01 NRC - No 
Detailed Affiliation Given Ip 45811 330 45811 330 

8B06150072 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

SPILLANE.P J Affiliation Not Assigned 53FR16435 00307 60/06/02 Docketing A 
Services Branch Ip 45012 271-45812 271 

6606160074 Comment supporting proposed rule 10CFR5O ro emergency planning A. 
preparedness requirements for nuclear power plant fuol loading A initial low power op* 
erations 

FRENCH, J M Affiliation Not Assigned 53FR16435 00223 BB/05/29 Docketing A 
Services Branch Ip 45011 329-45811 329, 

6606160076 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuol loading A Initial low power op- 
erations 

SULLIVAN.RL Affiliation Not Assigned 53FR1Q435 00306 80/00/93 Dockotlng A 
Services Branch Ip 45812 270 45612 270 

6606150077 Comment supporting proposed ruto 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A initial low power op- 
erations , „ . 

CSIDAAJ,, CSIDAAG Affiliation Not Assigned 53FR1 6435 €0200 68/06/01. Dock- 
eting & Services Branch Ip 45612 269 45012 269 

6306150078 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements (or nuclear power plant fuel loading A Initial low powor oper- 
ations 

GILBERTS Affiliation Not Assigned 53FR16435 00174 00/05/21 CHILK.SJ Office 
of Ihe Secretary of the Commission Ip 45812 268*45012 268 

8608150082 Comment supporting proposod ruto lOCrRBO re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial tow powor op- 
erations, 

* Affiliation Not Assigned 53F*R16435 00279 00/06/03 Dockotlng A Servlcos 
Branch. Ip. 45012 267-45Q 12 267 

6306150003 Comment supporting proposed rule 10CFR50 re omorgency planning & 
preparedness requirements for nuctear powor plant fuel loading A initial low powar op- 
erations 

BALSA M.H S Affiliation Not Assigned B3FR16435 00264 06/06/01 Docketing & 
Services Branch Ip 45012 266-45012 266, 

8606150005 Comment opposing proposod rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial tow power oper- 
ations 

* Affiliation Not Assigned 63FR 16435 00175 08/05/21 CHILK.S J Office of the Sec- 
retary of Iho Commission Ip. 45012 265 45012 265. 

63 06 1 600 86 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuefear power plant fuel loading & Initial tow power 
operations Rule sonsiblo 

SAUNOERS.FC Affiliation Not Assigned 53FR1 8435 00305 00/06/01 Dockeling A 
Services Branch. Ip 45012.264-45012 264 

8006150086 Comment supporting proposed rulo 10CFR50 ra emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations k _ 

WOZNIAK.J. Affiliation Not Assigned 53FR16435 00301 80/06/04 NRC * No De- 
tailed Al filial ion Given Ip 45812 203 45812 263 

8866160069 Comment opposing proposed rule 10CFR60 ro emergency planning A pre- 
paredness requirements for nuctear powor plant fuel loading A initial low power 
operations All offsite emergency response requirement needed before operation 
FLANAGAN.M Affiliation Not Assigned 53FR10435 00363. 60/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 4501 1 .328 4501 1 320 

8000150002 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low power op 
erations 

YONCO.S. Affiliation Not Assigned 53FR 16436 00270 80/06/02 Docketing A Serv- 
ices Branch Ip 45012 356-45012 356 

0806150093 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements (or nuctear power plant fuel loading & Initial tow power 
operations New England In need of powor plants. 

SHEPARD, WD Affiliation Not Assigned 63FR1 6435 00275 88/06/02 Docketing A 
ServIcesBranch Ip 45012.355*45012355. 


8806150095 Comment on proposed rule 10CFR5O re emergency planning A prepared 
no 9 S requirements for nuclear power plant fuel loading A initial tow powor 
operations Requests warning siren sys be installed 

ANDRIAN.P R Affiliation Not Assigned 53FR1 6435 00224 60/05/31 NRC - No Do 
tailed Affiliation Given Ip 45811 327 45011 327 

8806150096 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nucloar powor plant fuel loading & initial low power 
operations New England in need ol cheap power to compote w/othor areas of coun 
try 

4 Affiliation Not Assigned 53FR16435 00274 08/06/02 Docketing A Services 
Branch Ip 45B12 354-45B12 354 

6806150097 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuol loading & Initial low power oper- 
ations 

BRADLEY.P. Affiliation Not Assigned 53FR1 6435 00300 88/05/21 CHILK.SJ Office 
of the Secretary of the Commission Ip. 45812 353-45812 353 

8806150098 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuctear power plant fuel loading A Initial low power op 
erations 

FREY,R , FREY.L Affiliation Not Assigned, 53FR 16435 00352 flfl/06/01. Docketing 
A ServIcesBranch Ip 45011 326-45811 326 

8BQ6150099 Comment supporting proposed rule 10CFR50 re omorgency planning & 
preparednoss requirements for nucloar powor plant fuel loading A Initial low power op 
erations 

JORDON.EM Affiliation Not Assigned 53FR 16435 00277 BB/0S/02 NRC ♦ No Do 
tailed Affiliation Given Ip 45612 350 45912 350. 

8006150101 Comment opposing proposed rule 10CFR50 re emergency planning A pro 
paredness requirement (or nuclear powor plant fuel loading & initial low powor oper 
ations 

DOUCETTE, K, DOUCETTE, J Affiliation Not Assigned 53FR1B435 00176 69/05/21 
CHILK.S J Office of the Secretary of the Commission Ip 45012 349-45012 349 

8806150102 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power 
operations Plant should nol bo closed down w/o regard to alternative means of 
power 

BUTT.L A , BUTT.G Affiliation Not Assigned 53FR 10435 00273 68/06/03 Docketing 
& Services Branch Ip 45012 347-45012.347. 

8806150103 Commont opposing proposed rulo 1DCFR50 ro omorgency planning A pro 
paredn-ess requirements (or nuclear power plant fuel loading A inlllnl low powor 
operations All offsite emergency response requirements needed bolore operation 
HOYT.P Affiliation Not Assigned 53FR1 6435 00351 00/05/21 CHILK.SJ Office of 
Iho Secretary of Ihe Commission Ip 45011 325-4501 1.325 

8806150104 Comment supporting proposod rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plan! fuol loading A initial low power op 
erations 

ROSS.EF Affiliation Not Assigned 63FR 16435 DD304 08/06/03 Dockeling & Serv 
loos Branch Ip, 45812 340-45012 348 

8B061S0105 Commont supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements (or nuclear power plant fuel loading & Inillal low power op 
erations 

NETZER.BE Affiliation Not Assigned 53FR 16435 00272 B8/0G/02 Dockeling A 
Servlcos Branch Ip 45G12.345-45812 345 

8806160106 Common! opposing proposed rulo 10CFR50 re emergency planning A pro 
pared nos 9 requirements for nucloar power plant fuol loading & inillal low powor 
operations Warning sy9 should bo In place before low powor tooling boalns 
PROCTOR, S. PROCTOR, W Affiliation Not Assigned 53FR16435 00423 90/06/02 
NRC - No Detailed Affiliation Given. Ip 4501 1 324 4681 1 324 

8806150107 Comment opposing proposed rule 1OCFR50 re emergency planning & pro 
parodnoss requirements for nuclear power plant fuel loading A initial low powor oper- 
ations 

MARRON.T.L. Affiliation Not Assigned 53FR16435 00177 GB/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 45912.348-45012 348 

86061501 OB Commont supporting proposed rulo 10CFR50 re emorgoncy planning & 
preparedness requirements for nuclear power plant fuol loading A fmlial low power 
operations Existing plants should operate. 

WREGE.M Affiliation Not Assigned 63FR16435 00271. 80/06/01 NRC - No Delallod 
Affiliation Given Ip 4531 2‘344-45B12.344. 

8806160110 Comment opposing proposod rule 1OCFR50 re emergency planning & pro 
pared ness requirements for nuclear powor plant fuel loading & Initial low power 
operations Emergency response requirements must be In place before low powor op 
eration 

SCOTT, E J Affiliation Not Assigned 63FR 16435 09422 86/05/21. CHILK.SJ Office 
of the Secretary of the Commission Ip 45311,323-4581 L323 

8B06150112 Comment supporting proposod rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A initial low powor 
operations Now England In need of as much power as can be generated 
CALKIN, LL Affiliation Nol Assigned 53FR 10435 00270 80/06/02 Ohice of tho Sec 
rotary of the Commission 2pp. 45012 342-45312 343 

8606150113 Comment opposing proposod rulo 10CFR50 ro omorgency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low power oper- 
ations 

4 Affiliation Not Assigned. 53FR 16435 00178 88/05/21 . CHILK.S J Office of tho Soc 
retary of tho Commission. Ip 4501 2*341 45012 341 

8606150114 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & inillal low power op- 
erations 

MAIDER.J Affiliation Not Assigned 53FR16435 00303 89/06/06. NRC - No Detailed 
Affiliation Given, Ip 45812*340-45012 340 
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6Q06150116 Comment supporting proposed rule 10CFR50 r© emergency planning & 
preparedness requirements for nuclear power plant fuel loading & mitral low power 
operations Emergency sirens not reqmred for low power operation 
DE LOLLIS.tLV Affiliation Not Assigned 53FR16435 00269 88/06/06 NRC - No De- 
tailed Affiliation Grven Ip 46612 339 45612 339 


0606150142 Comment opposing proposed rule 10CFR50 re emergency planning £ pr t 
paredness requirements for nuclear power plant fuel loading & Initial Tow power or.-, 
atlons ^ 

FRIEDRICH.J Affiliation Not Assigned 53FR 16435 00181, 88/05/21 CHILKS 
Office of the Secretary of the Commission 1 p 45012 338 45812 330 


3806160117 Comment supporting proposed rule 1CCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial fow power op- 
erations 

BRADBURY.L J Affiliation Not Assigned 53FR16435 00350 88/06/01 Docketing & 
Services Branch Ip 4581 1 322 4581 1 322 


8806150143 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power ojy-r 
ahons 

DENNIS, E A Affiliation Not Assigned 53FR 16435 00296 88/05/21 CHILKSJ OlVr 
of the Secretary of Ihe Commission Ip 45812 262-45312 262 


9806160118 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fueP loading & initial low power op 
orations 

CARUSO.S N Affiliation Not Assigned 53FR18435 00302 88/05/31 Docketing & 
Services Branch ip 45813 003-45813 003 

0806150119 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

FRUTH.K Affiliation Not Assigned 53rR16435 00299 88/06/01 Docketing & Serv- 
ices Branch Ip 45813 002-45913 002 

0808156128 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

DAVfS.A Affiliation Not Assigned 53FR 16435 00179 88/05/21 CHILK.SJ Office of 
the Secretary of the Commission Ip 45813 001 4581 3 001 

8800160122 Comment opposing proposed rul© 10CFH5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Rule ignores concerns raised by Stfilo of NH, Commonwealth of MA & 
F EMA 

ADAMS.JS Redwood Alliance 53FR16435 00421 88/06/03 CHILK.SJ Office of 
the Secretary of tho Commission 2pp 4581 1 320-4501 1 321 

8088150123 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Add! energy needed 

MURPHY, L. Affiliation Not Assigned 53FR 16435 00268 80/05/29 NRC - No De- 
tailed Affiliation Given tp 45812 360-45012 360 

88D6160125 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear pov/or plant fuel loading & Initial low powor op 
©rations 

WRiGHT.Dj Affiliation Not Assigned 53FR16435 00420, 88/05/31 Docketing & 
Services Branch Ip 45011,310-45811 319 

0906150 126 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuefoar powor plant fuel loading & Initial fow power 
operations Area needs energy source 

‘ Affiliation Not Assigned 53FR16435 00160 88/05/31 NRC - No Detailed Affillallon 
Given Ip 45612359 45812359 

8006150127 Comment supporting proposed rula 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading £ Initial low power op 
©rations 

CYR.R E Affiliation Not Assigned 53FR1C435 09260 88/06/01 Docketing & Serv- 
ices Branch ip 45612 358 45812 358 


680 B 150129 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor op 
©rations 

NQLAN.R A Affiliation Not Assigned 53FR16435 Q029B 08/06/02 Docketing & 
Services Branch Ip 45812357 45812 357 

8006150132 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

COLETTLJ. Affiliation Not Assigned 53FR16435 002G3 88/05/21 CHILK.SJ Office 
of lha Secretary of the Commission Ip 45812 275-45B12.275 


8868150133 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

LANE.A Affiliation Net Assigned 53FR1C435 00419 88/06/04 Office of the Socre- 
taryof tho Commission 3pp 45011:316-45811 318 


6606150134 Comment supporting proposed rule 10CFRSO ro emergency planning £ 
©ration^ 035 rGquIrom9nl5 ior nucl3ar Power plant fuel loading & initial low powor op 

* Affiliation Not Assigned 53FR16435 00297 80/06/01 Docketing & Services 
Branch. 2pp 45812 351 -4561 2 352 w 


8806160136 Comment supporting proposed ml© 1QCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial fow power 
operations Plants ready 1o generate much needed electricity must not ho lyfnq Idle 
CUE.F.F Affiliation Not Assigned 53FR16435 00349. 68/06/01 Docketing & Sorv 
Ices Branch Ip. 45811 316 45811 315 11 


8806150144 Comment supporting proposed rule 10CFR50 re emergency plann.jyj a 
preparedness requirements for nuclear power plant fuel loading & initial low doali 
operations Intentions to speed approval of plant applauded 
MARTINANGELO.R Affiliation Not Assigned 53FR16435 00416 88/06/02 Office ©I 
tho Secretary of tho Commission Ip 4581 1 312-4581 1 312 

0806150145 Comment supporting proposed rule 10CFR50 re emergency plana rw A 
preparedness requirements for nuclear powor plant fuel loading & milial low po^r 
operations Authority for licensing nuclear power plants should be w/NRC 
MARTINAF, Affiliation Not Assigned 53FR16435 00266 8B/06/01 Docketing A 
Services Branch Ip 45812 261-45812-261 v 

8806160147 Comment supporting proposed rule 10CFR50 re emergency planning i 
preparedness requirements for nuclear power plant fuel loading & Imlial tow pkmlt 
operalions Rules that recognize Inherent safety of low powor testing needed 
CASEY, DF Affiliation Not Assigned 63FR1 6435 00415 BB/06/01 Dockotina & Sen, 
ices Branch Ip 45811 311-45811 31 1 


8800160148 Commenl opposing proposed rule 1OCFR50 re emergency planning 4 wo 
paredness requirements for nuclear power plant fuel loading & initial low poiw 
operations All offsite emergency response requirements needed before operation 
ZOMINSKIE.D P Affiliation Not Assigned 53FR10435 00340 88/05/21 CHILKSJ 
Office of Ihe Secretary of Ihe Commission, Ip 45811 310-45811-310 


8006150160 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low fHUif 
operations Plant should be put to work soon 

ALIA.R , ALIA.M Affiliation Not Assigned 53FR1Q435 00414. 08/06/01 Office ol the 
Secretary ol the Commission ip 4581 1 309 4501 1 309 


6806150151 Comment supporting proposed rule 10CFR50 re emergency planning 0 
preparedness requirements for nuclear powor plant fuel loading & initial low power 
operations Plant operation will prevent brownouts & reduce aependorcy on fcss-l 
fuels 

LOFGREN.J A, Affiliation Not Assigned 53FR16435 00265 08/05/29 Dockotuw A 
Services Branch 2pp 45812 259-45812-260 


0006160152 Comment supporting proposed rule 10CFR60 re omorponcy planning A 
preparedness requirements for nuclear power plant fuel loading & initial lew power o c 
orations 

JOHNSON,! Affiliation Not Assigned 53FR 16435 00413 08/00/01 DockoSmg A 
Services Branch, Ip 45811 308 45811 308 


0806160153 Comment supporting proposed rule 10CFR50 ra emergency planning & 
preparedness requirements lor nuclear power plant tue) loading & Initial low powor op- 
erations 

BRINSON, RT Affiliation Not Assigned 53FR 18435 00202 00/06/02 Docking & 
Services Branch 2pp 45812 267 45812 250 

0806160154 Comment opposing proposed rule 10CFR5O re emergency planning 6 pro 
parednoss requirements for nuclear power plant fuol loading & Initial low power oper 
atlons 

RICHARDSON, D.E Affiliation Nol Assigned 53FR16435 00295 88/05/21 CHILK.SJ 
Office of the Secrotary of tho Commission Ip 45012 256 45B12 256 

0606150166 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial lew power op 
orations 

WEJSSMAN.A Affiliation Not Assigned, 53FR16435 00412 00/06/03 Docket^ A 
Services Branch. 1 p 4581 1 307 4681 1 307 

0806150157 Common! supporting proposed rule 1OCFR50 re emergency planning 5 
preparedness requirements for nuclear power plant fuel loading & Initial low powor Of>- 
orations 

AZLEfN.G F, A2LEIN.G Affiliation Not Assigned 53FR 16435 00203 80/05/3* NrtC 
• No Deialled Affiliation Given Ip. 45812 255-45812 255 

8006 150 158 Comment supporting proposed rule 10CFR50 re emergency pfa fining 4 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations 

DENNIS.BC, DENNIS, Y, Affiliation Not Assigned 53FR16435 00411 00/00/04 
Office of tho Secretary of ihe Commission Ip. 4581 1 306 4581 1 306 


8806150137 Comment supporting proposed rule 1DCFR50 re emergency planning a 
preparedness requirements for nuclear power plant fuel loading £ Initial low power 
operations Fully functional notification syB unwarranted duo to small risk 
STEINBERG.W Affiliation Not Asslgnod 53FR16435 00418 68/09/01, Docketing & 
Services Branch. Ip 45811 314-45811 314, u 


0000160162 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low po’Aer op- 
erations 

4 Affiliation Not Assigned 53FR 16435 00410. 08/06/07 NRC - No Oelailed AIIMKui 
G iven. Ip 45611 305 45811-305 


8806150139 Commont supporting proposed rule 10CFR60 re emergency planemo & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Expedited startup of plant in public Interest P 

FAIRBANKS, E H Affiliation Not Assigned 53FR1 6435 00417 08/06/01 Oocketinq & 
Services Branch Ip, 45D11 313-4501 I 3 13 y 

8806150 140 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
opera lions, Uncertainty re electric power In New England economically disadvanta- 
geous 


ELL.6 , LOVELL, D Affiliation Not Assigned 53FR1 6435 00267 88/06/01 Dock- 
eting & Services Branch Ip. 45812 274-45012 274 


8006150163 Comment opposing proposed rule 10CFR60 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Emergency response requirements must be In place before low powor op- 
eration 

SVENSON.C,, SVENSON.L.N Affiliation Not Assigned. 53FR16435 00409 8B/06/06 
Office of the Secretary of the Commission ip 4581 1 304 4581 1 304 

8006150164 Comment supporting proposed rule 10CFR5O re emergency planning 0 
preparedness requirements for nuclear power plant fuel loading & Initial fow power op 
erations 

HADLOCK.DJ. Affiliation Not Assigned 63FR16436 00368 88/06/01. Docketing A 
Services Branch Ip 45811,303 45811 303 
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8806160165 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredneas requirements (or nuclear power plant fuel loading 5 initial tow power oper 
ations 

BLAKE.AC Affiliation Not Assigned 53FR16435 00294 80/05/30 Docketing & Serv- 
ices Branch Ip 45812 254-45012 254 

8806150166 Comment supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements tor nuclear power plant fuel loading & initial low power 
operations Claims ol catastrophic results from low power testing fictitious 
CONNAUGHTON.T Affiliation Not Assigned 53FR16435 00400 00/06/04 Docketing 
& Services Branch Ip 45011 302-45011 302 

0BO615O167 Comment supporting proposed rule 10CFR5O re emergency planning & 
prepared ness requirements for nuclear power plant fuel loading & Initial low power op 
stations 

KINGSTON.PB Affiliation Not Assigned 53FR1 6435 00293 80/06/01 Dockoting & 
Services Branch Ip 45012 246-45012 246 

0006150166 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low powor 
operations Proposed rule would eliminate many low power licensing require menls 
MCCABE, 1_ Affiliation Not Assigned 53FR16435 00367 08/05/21 CHILK.SJ Office 
of the Secretary ol the Commission Ip 45014 045-45014 045 

8806 IS0 169 Comment supporting proposed rule 10CRR5O re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & initial low power 
operations Facility ready to boost needed supply in arem 

VE2INA.R E Affiliation Not Assigned 53FR16435 00407 00/06/01 Office of tho 
Secrelary of the Commission Ip 45814 044-45014 044 

8806156171 Comment opposing proposod rule 10GFR50 ro emergency planning & pre 
parednoss requirements for nucloar power plant luol loading & initial low power oper 
aliens 

KALLOCH.J Affiliation Not Assigned 53FR 16435 00292 80/05/21 CHILK.SJ Office 
of Ihe Secretary of the Commission Ip 45B12 245 45812 245 

8003450172 Comment supporting proposod rule 10CF r R50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power 
operations Sirens need not bo In place when low tovel tests underway 
THOMAS.SW Affiliation Not Assigned 53FR 16435 00406 06/05/29 NR C - No Do 
tailed Affiliation Given Ip 45814 043 45814 043 

8606160173 Comment supporting proposed rule 10CFR5O ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low powor op 
orations 

BELANGER, A J Affiliation Not Assigned 53FR1 6435 00366 88/06/03 Docketing & 
Serwes Branch Ip 45014 042-45814 042 

8806150174 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparednoss requirements for nuclear power plant fuel loading & Initial low powor op 
orations 

AP0L2AN.V E Affiliation Not Assigned 53FR10435 00405 80/06/07 NRC - No De 
tailed Affiliation Given Ip 4501 4 041-45014 041, 

8806150176 Comment supporting proposod rule 10CFR5O ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & initial low powor 
operations Low powor testing poses no threat to public hoollh & safety 
GREW.T Affiliation Not Assigned 53FR16435 00404 1 06/06/02. Docketing & Serv- 
ices Branch Ip 45814 040 45814 040 

O 006 150 177 Comment supporting proposed rulo 1GCFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low powor 
operations Permission for low powor testing urged. 

BARNES.WR Affiliation Not Assigned 53FR16435 00365 00/06/02 Docketing & 
Services Branch 2pp. 45814 030 45814 039 

8806150176 Comment supporting proposod rule 10CFR50 re omorponcy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor op 
orations 

LARSON.C L Affiliation Not Assigned. 53FR16435 00291 00/06/01 Docketing & 
Services Branch Ip 45012 244 45812 244 

B006150100 Comment supporting proposod rule 10CFR5O ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Rulo important to energy supply of Now England 

REMICK.S G Al filiation Not Assigned 53FR16435 00403 80/06/07 Docketing & 
Services Branch Ip, 45B1 4 037-46D1 4 037. 

6B0615Q163 Comment opposing proposed rule 10CFR50 re emergency planning & pro- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
oper a lions Bell a ves proposed rule would eliminate many low power licensing require- 
ments 

LITTON ,D. Affiliation Not Assigned 53FR16435 00364 08/05/21. CHILK.SJ Office 
of tho Secretary of the Commission Ip 45814 036 45014 036 

88081 50 18 4 Commont supporting proposed rule 10CFR50 rn emergency planning & 
preparednoss requirements for nuclear power plant fuel loading & initial low power 
operations Licensing of facility as soon as possible important 
' Affiliation Not Assigned, 53FR16435 00402. 05/06/04. Docketing & Services 
Branch Ip. 45014 035-45014 035 

88061501 91 Commenl supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Commissioners should exorcise bosl judgement re safety requirements 
BEEDE.JG Jefls G Beede 53FR1 6435 00401 60/06/01 Docketing & Sorvicos 
Branch tp 45012 243 45812 243. 

0806150192 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

WALISKR.C Sun City, AZ 53FR1G435 00204 86/06/01. Docketing & Services 
Branch Ip. 45014.034 45814 034 

8806150193 Commont supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements lor nuclear powor plant fuel loading & Initial low power 
operations Facility should bo brought on lino, at full power.as soon as possible 
DOHERTY, F.R. Affiliation Not Assigned 53FR16435 00363 88/06/01 Docketing & 
Services Branch Ip 45814 033 45814 033 


0800150194 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & Initial low power 
operations OKsile sfrens need not be in placo during low power testing 
WAINRIGHT.R B Affiliation Not Assigned 53FR16435 00400 60/06/03 NRC - No 
Oetailed Affiliation Given tp 45012 107-45812 107 

0806160190 Commenl supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Desire for facility to Initiate full power operations soon expressed 
GtLBERT.R L Affiliation Not Assigned 53FR16435 00399 8B/06/O2 Docketing & 
Services Branch Ip 45B12 106 45612 106 

8806160199 Comment opposing proposed rulo IOCFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & initial low power 
operations Believes proposod rule would eliminate many low power licensing require- 
ments 

* Affiliation Not Assigned 53FR16435 00362 GB/05/21 CHILK.SJ Office of tho Sec- 
retary of tho Commission Ip 45812 105 45012 105 

0806160200 Comment supporting proposed ruto 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power 
operations Proposod change Important step for removing political roadblocks 
CQUTURE.ni Affiliation Not Assigned 53 FR 164 35 00398 88/06/03 Docketing & 
Services Branch Ip 45012 104-45012 104 

8806150201 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant luol loading & Initial low power 
operations Believes proposed rulo limely & dosporataly needed 
BRESELL.R Affiliation Not Assigned 53FR16435 00347 88/06/03 Docketing & 
Services Branch Ip 45812 103-45B12 103 

8806150202 Commont supporting proposed ruto 1OCFR50 re emergency planning & 
preparednoss requirements tor nuclear powor pfant fuol loading & Initial low power 
operations Lew powor testing poses no throat to public hoollh & safety 
PERKINS GREW, S Alfiliation Not Assigned 53FR1 6435 00397 86/06/02 Docketing 
& Services Branch Ip 45012 102-4561 2 102 

8600150206 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading a Mini low power 
operations Proposod rule would ebminato many low powor hconslng requirements, 
ILSLEZ.C Aflillalion Not Assigned 53FR1G435 00346 08/05/21 CHILK.SJ OMico ol 
tho Secretary ol tho Commission Ip 45812 20B-45012 208 

8000150206 Commont supporting proposed rule 10CFR5O re emergency planning & 
preparedness requirements for nuclear power plant luol loading & Initial low powor 
operations Licensing as soon as possible to assure adoquolo electricity requested 
BRADLEY, CF Affiliation Not Assigned 53FR16435 00396 86/06/03 Docketing & 
Services Branch Ip 45012 101 45612 101 

0BO615O212 Comment supporting proposed rulo 10CFR5O ro emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power op 
orations 

PATTON.R A Aflillalion Not Assigned 63FR19435 00345 00/06/03. Office of the 
Secretary of tho Commission tp 45012 207<45B12 207 

8800150215 Comment supporting proposod ruts 10CFR50 ro emergency planning & 
preparedness requirements for nucloar powor plant fuel loading & Initial low power op- 
erations 

GARR1SON.A Affiliation Not Assigned 53FR 16435 00395 00/06/04 Docketing & 
Sorvicos Branch Ip 45812 090 45012 090 

88Q6150216 Comment opposing proposed rulo 10CFR5O ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low powor 
operations Proposod rulo would eliminate many low powor licensing requirements 
WINTNER.S Affiliation Not Assignod 53FR 16435 00344 08/05/21 CHILK.SJ Office 
of tho Secretary ol tho Commission Ip 4 5B12 206-45012 206 

8806160210 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuel toading S, initial low power op- 
erations 

AHRENS.WF Affiliation Not Assignod 53FR16435 00394. 00/05/31 Docketing & 
Services Branch tp 45012 097 45012 097 

0006150219 Commont Supporting proposed rule 1QCFR60 ro emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power 
operations Objections to evacuation baseless 

ZALEWSKI.A.J Affiliation Not Assigned 53FR16435 00303 B8/06/03 Docketing & 
Services Branch Ip 45012 096 45012 096 

8806160221 Comment supporting proposed rulo 10CFR50 rg emergency planning & 
preparedness requirements for nucloar powor plant fuol loading & Initial tow power op- 
erations. 

MORTON.CF. Affiliation Not Assigned 53FR16435 00343 05/06/01, Commissioners, 
Ip 45812 2O5 45012 2O5 

88Q6160224 Comment supporting proposed rule lOCFRSO ro emergency planning & 
preparednoss requirements for nucloar powor plant fuel loading & Initial low power 
operations Fully funclional notification sys unwarranted duo lo small risk 
WORSE.PA Affiliation Not Assigned 53FR16435 00392 86/06/01 Docketing & 
Sorvicos Branch Ip 45Q1 2 001-45612 001 

8806160220 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

NINOMIYE.R B Affiliation Not Assignod 53FR16435 00342 A0/O6/O1 Docketing & 
Services Branch Ip. 45811 360 45811*360 

8606150226 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & Initial low power 
operations Tragedy of Shorehnm cannot bo duplicated w/o devastating results 
DESIMONE.AM Affiliation Not Assigned 53FR10435 00391 00/06/01 Docketing & 
Services Branch Ip 45B1 1 359-4501 1 359 
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8806150231 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & Initial low power 
operations Low power testing of new nuclear plants sale ( 

PIZ2UTI.RP Affiliation Not Assigned 53FR16435 00390 88/06/01 Docketing & 
Services Branch Ip 4581220445812204 


8006150274 Commenl supporting proposed rule 10CFR50 re emergency planning 4 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

LEVESQUE.R R Affiliation Not Assigned 53 FR 1 6435 00240 88/05/30 Dock a Log 4 
Services Branch Ip 45B14 163 45B14 163 


8806150234 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power ptant fuel loading & initial low power op 
q ration 9 

MERIAM.HA Affiliation Nol Assignor* 53FR16435 00309 88/06/01 Docketing & 
Services Branch tp 45812203 45812203 

8806150240 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements tor nuclear power plant fuel loading & mitral low power 
operations Energy from facility needed ( _ „ , 4 

WERNER, C F Affiliation Not Assigned 53FR1643S 0O3B7 88/06/02 Docketing & 
Services Branch Ip 45812 202-46812 202 

8806150241 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power planl fuel loading & initial low power 
operations Offsite emergency sirens unnecessary for low power testing 
BRADLEY.EW Affiliation Nol Assigned 53FR16435 003Q6 00/06/02 Docketing & 
Services Branch Ip 45012 201-45812 201 

8806150243 Comment supporting proposed rulo 10CFR50 re emergency planning S 
preparedness requirements for nucJear power plant fuel loading & initial low power op 
Qfd tl OH3 

LINANE.WE Affiliation Not Assigned 53FH16435 00229 0B/O5/31 NRC - No De 
tailed Affiliation Given Ip 45014 170-45814170 

8808150245 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuel loading A initial low power 
operations Facility can bo brought on line w/o endangering public 
WALTER, H Affiliation Not Assigned 53FR 16435 00305 68/06/03 Docketing A Serv 
Ices Branch 2pp 45812 199-45812 200 

8306150247 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & Initial faw power op 
orations 

LARRINGTON.R Affiliation Not Assigned 53FR 16435 00384 88/06/06 NRC * No 
Detailed Gwen Ip 45812 197-45Q12 IBS 


8006150276 Comment opposing proposed rulB 10CFR50 re emergency planning 4 pr*. 
paredness requirements for nuclear power plant fuel loading A Initial low po*ef 
operations Emergency response requirements must be met beloro row pewur opa- 
ation 

MARTIN.R P Affiliation Not Assigned 53FR16435 00370 88/05/21 CHILKS J 1 
Office ofthe Secretary of the Commission Ip 45012 105 4581 2' 185 

8006160279 Comment opposing proposed rule 10CFR50 re emergency planning Apr*, 
paredness requirements for nuclear power plant fuel loading & Imiifll tow poww 
operations Emergency response requirements must be met before low power oper- 
ation 

CORMIER.pl Affiliation Not Assigned 53FR16435 00377 B8/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 45812 104 45812 184 

8806150280 Comment opposing proposed rulo 10CrR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power 
operations Emergency response requirements must be met before low porter op»v 
ation 

BYRNE.MH Affiliation Not Assigned 53FR 16435 00376 08/05/21. CHI LK ( S 4 Offrl 
of the Secretary of the Commission Ip 45012 183 45012 183 

8806150282 Comment opposing proposed rule 10CFR50 re emergency planning A 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Emergency response requirements must bo met before low porter op a- 
abon 

DUPRAY.J Affiliation Not Assigned 53FR 16435 00375 08/05/21 CHILKS J Ofto 
of the Secretary of the Commission Ip 45812 102-45012 182 

8806150284 Comment opposing proposed rule 1OCFR50 re emergency pfenning A pre- 
paredness requirements for nucloar power plant fuel loading A Initial low power 
operations Emergency response requirements must be met beforo low power eper 
ation 

MILLS.SJ Affiliation Not Assigned 53FR16435 00374 00/05/21, CHILK.SJ Offlc* 
of tho Secretary of the Commission Ip 45012 101-45812 181 


8006150248 Commenl supporting proposed rule 10CFR5O re emergency planning A 
preparedness require menis for nuclear power plant fuel loading & Initial low power op 
orations „ A , 

MCGOVERNS L, MCGOVERNJ F Affiliation Not Assigned 53FR16435 00205 80/ 
06/01 Docketing & Services Branch Ip 45814 169 45014 169 

8806150251 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power planl fuel loading A Initial low power op 
e ratio ns 

RENZ.WF Affiliation Not Assigned 53FR16435 00383 80/06/02 Docketing & Serv- 
ices Branch 2pp 45812 195 45012 196 

8BO0 150254 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial low power op 
orations 

MARCEAU.K Affilialron Not Assigned 53FR16435 00250 80/06/01 Docketing & 
Services Branch Ip 45814 16B 45814 166 

0806150257 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness require merits for nuclear power plant fuel loading & initial low power 
operations Roqu I reman t that sirens be In place for low power testing unnecessary 
ANDERSON, EG Affiliation Not Assigned 53FR 16435 00362 80/00/01 Commission 
ers 2pp 45812 193-45812 194 

BB061 50259 Comment supporting proposed rule 10CFR50 ro emergoncy planning A 
preparedness requirements for nuclear power plant fuel toadmg & Initial few power op 
orations 

FODELL.J M Affiliation Not Assigned 53FR16435 00251 68/05/31 Docketing & 
Services Branch Ip 45814 167-45814 167. 

8806150261 Commenl supporting proposed rulo 10CFR5D ro emergency planning & 
preparedness requirements for nuctaar power planl fuel loading A Initial tow power op- 
orations 

FLANDERS.RB Affiliation Not Assigned 53FR 16435 00256 00/05/31 Docketing & 
Services Branch Ip 45614 166 45814 166 

0806150263 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

FLYNN, J Affiliation Not Assigned 63FR 16435 00254 B8/05/31 Docketing & Serv 
ices Branch Ip 45B14 165-45014 165 

6806 150264 Comment supporting proposed rulo 1OCFR50 re emergency planning & 
preparedness requirement for nuclear power plant fuel loading & initial low power 
operations NRC reasons for elimination of require men! for offsite alrons corroct 
STEPHENSON.J W Affiliation Not Assigned 53FH16435 00381 06/06/00 NRC - No 
Detailed Affiliation Given 3pp 45812 190-45012 192 

8806150270 Comment supporting proposed rulo 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuoj loading & Initial low power op- 
erations 

BRAINERD.T Affiliation Not Assigned 53FR18435 00255. 88/05/30 Docketing & 
Services Branch Ip 45814 164-45814* 164 


8806150286 Commenl opposing proposed rulo 10CFR50 ro emergency pfenning A f<* 
paredness requirements for nuclear power plant fuel loading A initial lew pawn* 
operations Emergency response requirements must bo met before low power op * t 
ailon 

BYRNE, F B Affiliation Not Assigned 53FR 16435 00373 80/05/21 CHILKS J 
of the Secretary of the Commission Ip 45812 100 46012 100 

8BC6 150287 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuol loading & initial low poww 
operations Supports testing at util 

TOBIN, W H Affiliation Not Assigned 53FR 16435 00341, 88/06/02. Office of Itw Sc* 
retary of tho Commission Ip 45812 179 45012 179 

8606150269 Commenl opposing proposed rule 1OCFR50 re emergency pfennings pre- 
paredness requirements for nuclear power plant fuol loading & Initial low puwer 
operations Emergency response requirements must be met before low power c*x?r- 
alion 

* Affiliation Not AsSlgnod 53FR 16435 00372 08/05/21 CHILK.SJ Office 0l If » S#c 
rol ary of the Commission Ip 45012 170 45812 170 

8806150291 Comment opposing proposod rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low pom/ 
operations Emergoncy reponso requirements must be met beforo fow poww eper 
ation 

MAAS.D Affiliation Not Assigned 53FR16435 00371 00/06/21. CHILKS J OTto 
the Secretary of the Commission Ip 45012 177-45012 177 

8800150294 Comment opposing proposod rulo 10CFR50 re emergency planning & pfr 
paredness requirements for nuclear power plant fuel loading A InllJfll lew 
operations Emergency response requirements must be mot before low power epef 
ation 

WARD, C A Affiliation Not Assigned 53FR16435 00370 0O/O5/21 CHILK.SJ Ofc4 
of the Secretary of the Commission Ip 45812 170 45012 176 

8806150295 Comment supporting proposod rulo 10CFR50 re emergency ptorimng A 
preparedness requirements for nucloar power plant fuol loading & initial low port* 
operations Supports testing at util & production of power as soon as posslbfe 
HAYDEN, RT Affiliation Not Assigned 53FR10435 00340, 88/00/02 DecNtng A 
Services Branch Ip 45812 175 45012 176 

8806150296 Comment opposing proposed rote 10CFR50 re emergency planning A pre- 
paredness requirements for nucloar power plant fuel loading & initial low pc«w* 
operations Emergency response requirements must be met before low pcw-Qf oper- 
ation 

POPPE.JW Affiliation Not Assigned 53FR 16435 00369 88/05/21 CHILK.SJ Off,* 
of the Secretary of the Commission Ip 45012 157 45012.167 

0806160297 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low poasr 
operations Believes Now England needs plant ^ m 

HAMILTON, W Affiliation Not Assignor! 53FR1 0435 00339 88/05/31, NRC ■ Me Dfr 
tailed Affiliation Given Ip, 45812 174-45012 174 


8806150272 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & initial low power 
operations Ofteito sirens unnecessary for low power testing 

WELLS, RE Affiliation Not Assigned 53FR10435 00380 80/06/01 Docketing & 
Services Branch 3pp 45812 107-45012,189. 


8806160301 Comment supporting proposed rule 10CFR50 re emergency planning A 
proparednoss requirements for nuclear power plant fuel loading A initial tow power 
operations Hopes NRC will start plant in operation 

LEUPOLD.RJ Affiliation Not Assigned 53FR1 6435 00338 08/05/31 DocVotmg A 
Services Branch Ip 45012 173-45812 173. 


8806150273 Commenl opposing proposed rule 10CFR50- re emergency planning & pre- 
paredness requirements for nuclear power plant fire) loading & initial low power 
operations Emergency response requirements must be In place beforo low power op 
eralion, 

EDSON.D.V Affiliation Not Assigned 53FR16435 00379 8a/05/21 CHILK.SJ Office 
of the Secretary of Ihe Commission Ip 45812 186 45812 186 


8806150302 Requests extension to 30 day public comment period for proposod rtf* 
maklng 10CFR50, “Emergency Planning & Proparednoss Requirement for NxwV 
Power Plant Fuel Loading & Initial Low Power Operations. " 

EPTING.R Epting & Hackney EPTING.R. Coalition for Alternatives 1o ShuMfon Harm- 
53FR10435 08/05/31 CHILK.SJ Office of the Secretary of tho CommiSttoft ?R> 
45808 359 45000-360. 
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•8805150306 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & initial low power 
operations Supports change to speocf up licensing o( plant 

LlMD.MM . UND.E Affiliation Not Assigned 53FR16435 00337 0G/06/D3 Docketing 
A Services Branch tp 45B12 172-45012 172 

5605150300 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A initial low power op- 
eratic ins 

DRISTIN.L R Affiliation Not Assigned 53FR16435 00336 0B/O6/O1 Office of tho 
Secretary of the Commission Ip 45B12 171-45812 171 

6606150310 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuclear powor plant fuol loading & initial low power op- 
erations 

FLOOD.JP Affiliation Not Assigned 53FR16435 00335 G8/O6/02 Docketing & Serv- 
ices Branch Ip 45612 170-45812 170 

B 00615031 2 Comment supporting proposed rule 10CFR50 ra emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & Initial low power op 
oral ions 

AYOTTE.E D Alliliatlon Not Assigned 53FR16435 00334 08/06/02 Docketing & 
Services Branch Ip 45812 169 45012 169 

6606150313 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low powor 
cporallons Supports low powor lostmg at plant 

BARNEY.J E Affiliation Not Assigned 53FR16435 00333 08/06/01 Dockollng A 
Services Branch Ip 45812 160 45012 168 

6806150314 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading & initial low power 
opera lions Supports nood for nation self-sufficiency ro power needs 
REMILLARO.H Affiliation Not Assigned 53FR16435 00332 08/06/01 NRC - No De- 
luded Affiliation Given Ip 45012 167- 1581 2 167 

8806150315 Comment supporting proposed rule 10CFR50 ro emergoncy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low powor 
operations Cites unresolved problems at Diablo Canyon 

DOUGLASS.J A Affiliation Not Assigned 53FR1G43S 00331. 80/06/01 Docketing & 
Se-vlces Branch Ip 45012 166 4501 2 166 

BE 06 1603 17 Comment supporting proposed rule 10CFR5Q ro emergency planning A 
preparedness requirements for nucloar powor plant fuol loading & Initial low power op 
erations 

OENNETT.G G Affiliation Not Asslgnod 53FR 10435 00330 00/05/31 Docketing A 
Services Branch Ip 45812 165-45812 165 

0806150319 Comment supporting proposod rulo 10CFR50 ro emorponcy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low powor op- 
erations 

COLE.E F Affiliation Not Asslgnod 53FR 16435 00329 08/06/03 Dockollng A Serv- 
ices Branch Ip 45012 104 45012 164 

3606150321 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nucloar powor plant fuol loading A initial low power 
operations Urgos to got plant going prudently & quickly 

MACY.P R Affiliation Not Assigned, 53FR1G435 00320. 00/00/01 Dockollng A Serv 
ice 9 Branch Ip 45612 163-45812 163 

B806150322 Comment supporting proposod rulo 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuol loading & initial low powor op- 
erations 

SON NT AG ,J C Affiliation Not Assigned 53FR 10435 00327 00/06/02 Oockoting A 
Services Branch Ip 45012 162-45012 16? 

8806160324 Comment supporting proposod rulo 10CFR50 ro emergency planning A 
prepare dnoss requirements (or nuclear power plant fuol loading A initial low power 
operations Urgos NRC to got plant started 

COSTtGAN.R J Aff, lialion Not Asslgnod 53FR 16435 00326 00/06/03 Docketing A 
Son/Ices Branch ip 45812 161-45012 161. 

8906160329 Comment supporting proposed rulo 10CFR50 ro emergency planning A 
preparedness requirements for nucloar power plant fuol loading A initial low powor 
operations Believes fow power testing will not put public at risk 
KOEPCKE.K Aflllralion Not Assigned 53FR16435 00326 00/06/03 Docketing A 
Services Branch ip 45012 160 46012.160. 

8808150331 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear powor plant fuel loading & Initial low power 
operations. Supports strong & diversified Now England energy supply. 
DIBENEDETTO.M Affiliation Not Assigned 53FR16435 00324. 88/06/02 Docketing 
& Services Branch Ip 46012 160-45812 159 

86081 50334 Comment supporting proposed rulo 10CFR5O re emergency planning A 
preparedness requirements (or nuclear power plant fuel loading & initial low power op 
e rations 

VALLEY, G E Affiliation Not Assigned 53FR 16435 00323 80/06/01 Docketing A 
Services Branch Ip 46012 150 45812 150 

88081 50340 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuel loading A Initial low power 
op orations Urges immediate adoption of proposed rule 

HENRY, Rfl Alfiliation Not Assigned 53FR16435 00322 GG/06/03 Docketing A 
Services Branch. Ip 45800 350-45008 350 

0008150354 Comment opposing proposod rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nucloar power plant fuel loading A initial low power 
operations Suggests several reasons for keeping present rulo overlooked 
GRANT, J B. Affiliation Not Assigned 53FR 16435 00321 8G/06/02 Office of the Soc- 
relary of Iho Commission Ip 45808 36/ 45808 357 

8808150358 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nucloar power plant fuol loading A Initial low power op 
orations 

NICHOLS. A D Affiliation Not Assigned 63FR 16435 00206 08/05/30. Docketing A 
Services Branch Ip 45008*356 45808 358 


8603150368 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

LQUHIE.N A Affiliation Not Assigned 63FR16435 00207 00/06/01 Docketing & 
Services Branch 1 p. 45800 355-45&08 355 

8806150377 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel toading & Initial low power op- 
erations 

SHEEHAN.JH Affiliation Not Asslgnod 63FR16435 00200 60/05/31 NRC - No De- 
tailed Affiliation Given ip 45808 354-45808 354 

0806150378 Comments on proposed rule 10CFR50 re emergency planning & prepared- 
ness requirements for nuclear power plant fuol loading & initial low power 
operations Urges existing rule clarification by not requiring prompt notification ays 
POUDRIER.K A Affiliation Not Asslgnod 53FR1 6435 00320 88/06/02 Docketing A 
Services Branch Ip 45808'353 45S0B 353 

6606150302 Comment supporting proposed rulo 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations 

LARSEN.M A Affiliation Not Assigned 53FR16435 00319 08/08/03 Docketing A 
Services Branch Ip 45814 032-4 5014 032 

8606160384 Comment supporting proposed rule 1DCFR50 ro emergoncy planning A 
preparedness requirements for nuclear power plant fuol loading A initial low powor op- 
erations 

SCHANNON.IJ Affiliation Not Assigned 53FR 16435 00318 86/06/03 Docketing A 
Services Branch Ip 45814 031-45814 031 

8806160366 Comment supporting proposod rule 1QCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations 

NYREN.CE, Affiliation Not Assigned 53FR1643S 00209 80/00/02 Docketing A 
Services Branch Ip 46814 830*45014 030 

0606160391 Comment supporting proposed rule 10CFR50 ro emergency planning A 
preparedness requirements for nucloar powor plant fuel loading A Initial low power op 
orations 

RAYNQR.T. Affiliation Not Assigned 53FR16435 00253 88/06/01. Oocketlng A Serv- 
ices Branch Ip. 45614 029 45814 029 

8806150394 Comment supporting proposed rule 10CFR50 re amarooncy planning A 
preparedness requirements for nuclear power plant fuel loading & Initial low powor op 
erations 

RILEY, FI.E Affiliation Not Assigned 53FR16435 00230 00/00/01 NRC - No Detailed 
Affiliation G Ivon Ip 4581 4. 02G 4561 4 026 

0806150400 Comment supporting proposed rulo 10CFR6D re emergoncy planning A 
preparedness requirements for nuclear powor plant fuel loading A Initial low power 
operations Urgos NRC nol to bo swayed by Cuomo A Dukaki9 self serving proclam a 
lions. 

MOOTZ.E Affiliation Not Assigned 63FR16435 00317. 00/06/02 Docketing A Sorv 
ices Branch 2pp 45814 026-45014 027 

6606160406 Comment supporting proposed rule 10CFR50 ro emargoncy planning A 
preparedness requirements for nucloar power plant fuel loading A Initial low power 
operations Urges enactment of new rulo as soon as possible 

H1NDS.R A Affiliation Not Assigned 53FR16435 00316. GB/OQ/02 Docketing A Sorv- 
Ices Branch Ip 45314.025-45014 025 

8806150406 Comment supporting proposed rule 1GCFR50 ro emergency planning A 
preparedness requirements for nuclear power plant fuol loading A Initial low power op- 
erations 

COQK,J.L. Affiliation Not Assigned 53FR16435 00231. 06/05/31 Docketing A Serv- 
ices Branch Ip 45814-024-45014:024. 

* 

6006160413 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparodnesB requirements for nuclear power plant fuel loading A Initial tow power op- 
era! Ion 9 

SANSTROM.L Affiliation Not Assigned 63FR16435 00232 BB/05/21 CHILK.SJ 
Office of tho Secretary of the Commission, tp 45614 023 45014.023 

8606150414 Comment supporting proposed rulo 1OCFR50 re emorgoncy planning A 
preparedness requirements for nuclear power plant fuel loading A Initial low power op 
erations. 

CHMIELINSKI.R Affiliation Not Asslgnod. 53FR16435 00241, 80/06/01. Docketing & 
Services Branch Ip 46614:121-45614.121 

8806150417 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness require menis for nuclear power plant fuel loading A initial low power op 
orations 

PLETT.F.R. Affiliation Not Assigned 53FR 16435 00242 68/00/01 Docketing A Serv- 
ices Branch 2pp 46014.119-45014-120 

68061 5041 0 Comment supporting granting of low power testing license to plan! A urges 
to compare great need for nuclear power.safo A efficient power that will be available 
from plant toother sources. 

STORCH.F.J Affiliation Not Assigned 53FR 16435 00315 08/00/01. Docketing & 
Services Branch. Ip, 45814*118-45614 118. 

0806150419 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel leading A Initial tow power op- 
erations, 

MCNAMARA, J.P. Affiliation Not Assigned. 53FR 16435 00233 6B/O5/20. Docketing A 
Services Branch. 2pp 458 1 4.1 1 6 46 01 4: 1 1 7 

8806160424 Comment supporting proposed rule 1QCFR60 re emergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low powor op- 
erations. 

GREENE, L.C, L Charlton Greene Manufacturing 53FR16435 00243. 88/06/01. Dock- 
eting A Services Branch Ip. 45814 115 4681 4-11 5. 
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6606150425 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Requests NRC to persist in advancing vitally needed rule change 
DAMON.A 0 Affiliation Not Assigned 53FR16435 00314 88/06/02 Docketing & 
Services Branch Ip 45B14 ISO 45814 190 

08OB15O426 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for plant Installation of emergency sirens for testing un 
necessary 

BESWICK.PR Affiliation Not Assigned 53FR16435 00234 88/06/01 Docketing & 
Services Branch 2pp 45B14 113 45B14 114 

8806150431 Comment opposing proposed rule 10CFR50 re emergency planning •& pre 
parecfness requirements for nuclear power plant fuel loading & Initial low power 
operations Emergency planning needed before low power operation granted 
MARY Affiliation Not Assigned 53FR 16435 00244 80/05/30 Office of the Secretary 
of the Commission 2pp 45814 111-45814 112 

8806 150432 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial fow power op 
eralions 

REAGAN.PL Exxel, Inc 53FR 16435 00210 88/06/02 Oockelmg & Services Branch 
Ip 45B14 110 45014 1 10 

6006150437 Common! supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations Plant safe to operate 

HARRINGTON, HJ Affiliation Not Assigned 53FR 16435 0021 1 BB/06/01 Docketing 
A Services Branch Ip 45014 103-45814 103 

8808160441 Comment supporting proposed rule 1OCFR50 re emergency planning & 
p.eparedness requirements for nuclear power plant fuel loading A initial low power op- 
erations 

* Affiliation Not Assigned 53FR16435 00235 8B/05/31 NRC - No Detailed Affiliation 
Given Ip 45814 1 89 45814 189 

8006150445 Comment supporting proposed rule 10CFR50 re initial low lovol 
testing Electricity generated by nuclear power plant means loss pollution of atmos- 
phere 

STEWART.CG Affiliation Not Assigned 53FR16435 00213 88/06/02 Dockolmg & 
Services Branch Ip 45814 102 45614 102 

0806150447 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial fow power op- 
erations 

SCHLANGER.AL Affiliation Not Assigned 53FR1 6435 00236 06/06/01 Docketing & 
Services Branch Ip 45014 180-45814 168 

6006150440 Comment supporting proposed rule 10CFR50 re requirements for fow tost 
ing of nuclear power plant Working sirens not needed for taslfng procedure Concerned 
over delays in startup cl plant 

DAVIS.ED Affiliation Not Assigned 53FR16435 00214 68/06/02 Docketing & Sorv 
Ices Branch Ip 45814 101 45614*101 

0806150450 Comment supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op- 
erations 

WILNER.M Affiliation Net Assigned 53FR16435 00237 88/05/25 NRC - No Dotailed 
Affiliation Given ip 45014 187-45014 1B7 

8006150463 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
orations 

SEW ELL, J Affiliation Net Assigned 53FRI6435 00212 86/06/01 Docketing & Serv- 
ices Branch Ip 45014 100 45814 100 

0006150458 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading A initial tow power op 
orations 

GATELY.JM Affiliation Nol Assigned 53FR16435 00230 BB/06/01 Docketing & 
Services Branch Ip 45814 166 45814 106 

8600 150475 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading A Initial low power op 
eralions 

BUBIER.CW Affiliation Not Assigned 53FR16435 00239 06/00/01 Docketlnq A 
Services Branch Ip 45014 18S-45B14 185 

0806150477 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & initial low power op 
orations 

ELKINS.H B Affiliation Not Assigned 53FR16435 €0215 BB/06/01 Docketing & 
Services Branch Ip 45814 184-45814.184 

8B061 50464 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

HOWARD, RS Affiliation Not Assigned 53FR16435 00217 BQ/0S/01, Dockotinq A 
Services Branch Ip. 45814 1B3-45014 103 

8006150485 Comment supporting proposed rule 10CFR50 re emergency planning A 
eraKons dne9S re( ^ u,rernfln1s * 0f nucloar power plant fuel loading A Initial fow power op 

GOLD.VG Affiliation Nol Assigned 53FR16435 €0218 68/05/31 Docketing A Serv 
Ices Branch Ip 45814:182-45814 182 

8606150488 Comment supporting proposed rule 1OCFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel loading & InMral low power op 
6rfliion9 

CANTWELL, DP, CANTWELL ,V Affiliation Not Assigned 53FR 16435 00219 88/05/ 
29 Docketing A Services Branch Ip. 45014 181-45814 181 

8806150497 Comment opposing proposed rule 10CrR5(> m emergency planning A ore 
aborts S$ rP<luirQITKm,s nuclear power plant fuel loading & initial low power oper- 

£S^5I Z P^P H,M Affiliation Not Assigned 53FR16435 00216 80/05/21 

CHILK.SJ Office of the Secretary of Ihe Commission Ip 45314*160 45014 180. 


8806160006 Comment on nuclear power plant access authorization program po 1 - r 
stalemenl proposal Requests that time frame to submit comments be extended &*- 
days from date of receipt of Hr Policy merits further comments 
GARCIA, B R Utility Workers Union of America 53FR7534 00073 88/00/07 DotM 
Ing A Services Branch 3pp 45623 297-45823 299 

8006200146 Forwards index to regulatory history on final rule on completeness A acoj 
racy of info, 52FR49362, along w/two sets of documents listed 
WAGNER, M E NRC No Detailed Affiliation Given 52FR7432 89/03/01 

BARTLETT, J NRC No Detailed Affiliation Given 19pp 45852 001-45Q52 310 

-0706090040 Discusses SECY 06 36 ro matt false statements Paper rcprcsrnis of 
wine in now skin by reiterating position in SECY-04 421 New evidence presented ti 
Advisory Committee for Review of Enforcement Policy conjecture A speculation 
HAYES, B B Office of Investigations 52FR743? 06/02/10 PALLADINO Cornmlss on- 
ers 2pp 45652 341 45852 346 

-6707240034 Comments on draft rule ro completeness A accuracy of info A Suppf Vi l 
re enforcement policy dealing w/mall false slatements.per 070619 request Ru'o in 
tended to establish highly prof attitude toward safety 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 670*111 1 
52FR7432 07/07/06 GOLDBERG, J Assistant General Counsel for Enforc-smcrt 
3pp 45852 347 45852 348 

-0806200178 Recommends that Commission consider final rule A enforcement m/a 
on matl false statement 

STELIO.V Ofc of the Executive Director tor Operations 52FR7432 8//10/H 
MURRAY, J Deputy General Counsel for Hearings A Enforcement Ip 45852 

45852 090 

-B0O62OO1O2 Forwards draft Commission paper ro final rule on mall false Bintcmm's 
MUR RAY ,J NRC - No Detailed Affiliation Given 52FR7432 87/10/01 PARLE P 6 
NRC - No Detailed Affiliation Given I51pp 45852 099 45052 265 

-<8606200204 Responds to WG McDonald (NRC) request for reconsider a lion of d.sap- 
proval by OMB of proposed reporting A recordkeeping rules (52FR7432) No extern* 
that any scrutiny occurred boyond NRC NRC request for ro consideration shou'J t* 
denied 

CONNER, T B Conner A Weltorhahn 52FR7432 87/09/22 BROUSSALIAN.Y Oftm 
of Management A Budget 9pp 45852 266 45052 274 

-0806200226 Responds to 870625 request for approval of 10CFR30, "Rulos ol Central 
Applicability to Domestic Licensing of Byproduct Matl" Request nol approved du? Iv 
listed reasons 

MACRAE, JB Offico of Management A Budget 52rR7432 07/00/18 SHrLTOMJJ 
NRC - No Detailed Affiliation Given 30pp 45852 275 45052 304 

-0006200250 Advises that OMO can not approve NRC request tor clearance ol infc to! 
lection entitled, "Completeness & Accuracy of Info" Commission has nol demon! trai: 
ed lhat incompleteness A inaccuracy have boon problem 

FRAAS.A G Office of Managomont A Budget 52FR7432 07/0<?ADr 

MCDONALD, WG Offico of Administration & Resources Managomont, Oirectur (Pud 
870413) 4pp 45052 305 45052 308 

-0000200270 Forwards draft for insort for statement of considerations for math fo'w 
statements rulo & Insert for change to enforcement policy Draft rolfects conSKterflton 
of suggestions & comments offered by listed ofes 

UEBERMAN.J Ofc of Enforcement (Post 0704 13) 52FR7432 07/07/29 SOmiMS 
Assistant General Counsol for Enforcement 15pp 45052 309 45052 323 

-B0O620O281 Summarizes 070716 lolcon w/B Hayos ro rovlow of author 070702 dra'l 
policy for mall falso statements 

LlEBERMAN.J NRC - No Detailed Affillalion Givon 52FR7432 07/07/20 NRC - No 
Detailed Affiliation Givon Ip 45052 324 45052 324 

-8806200294 Forwards markod up proposal w/ specific commonts ro mall falso sto'o 
rrk&nl rulo 

DAVIS, A B Region 3, Ofc of the (Director 52FR7432 87/07/20 UEBOIMAMJ 0\ 
of Enforcement (Post 870413) 14pp 45052 325 45052 330 

-O0O62OO316 Advises that end mark-up conlains minor commonts for consideration ra 
matl false statamont Substantive concern ro use of term careless disregard notvul 
understood Term should be clearly doflned in statement of considerations 
RUSSELL, W T Region 1, OfC Of the Director 52FR7432 07/07/15 LltZOERUANJ 
Ofc of Enforcement (Post 070413) Ip 45052 339-45052 330 

-0806200345 Advises lhat Ofc of Investigations comments of 861219 still porta n re- 
draft final rulo on completeness A accuracy of Info, per 0708 ID momo 
HAYES.B B Investigation Br.Div of Fuel Facilities, Materials A SafoguardsJL lPu> 
830103) 52FR7432 07/07/14 GOLDBERG, J R Assistant General Counsellor 
forcemont Ip 45052 340 45852 340 

-8806210026 Forwards insert for statement ol considerations for matl falso slfitcrrnrt 
rule^A^inserl for change lo enforcement policy Comm on Is on Inserts requested b> 

LIEBERMAN,J Ofc of Enforcement (Post 070413) 52FR7432 07/07/02 TAYLOR J 
Ofc of the Executive Director for Operations 15pp 45852 349 45053 002 

-8806210031 Comments on draft final rule re completeness A accuracy ol 
info Paragraph B of rulo should bo amendod to provide notification of significant m’J 
should be made to administrator of appropriate regional ofc 
AXELRAD.J A Ofc of Special Projects 52FR7432 87/07/01 GOLDBERG, JR Av 
slslont General Counsel for Enforcement Ip 45053 003 45853 003 

-8B06210039 Concurs w/draft final rule on complotonosa A accuracy of Info forwarded 
by 870619 memo A submits fisted comments 

THOMPSON, H L Office of Nuclear Material Safety & Safeguards, Director 52FR7<3? 
87/07/01 GOLDBERG, J R Assistant General Counsel (or Enforcement ip 
45653 004-45853 004 

--G006210046 Forwards draft final rule re completeness A accuracy of in*o L* 
review Draft addresses comments received in rosponso to proposod rule published on 
870311 

GOLD8ERG.J R Assistant Goneral Counsel lor Enforcement 52FR7432 07/D5M9 
TAYLOR, J M Ofc of the Executive Director for Operations 164pp 45853 (v5 

45853 267 
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-8703090040 Discusses SECY-B6-36 re mall false statements Fapor represents old 
wine in new skin by reiterating position in SECY-84-421 New ovidonce presented by 
Advisory Committee for Review of Enforcement Policy conjecture & speculation 
HAYES.BB Office of Investigations 52FR7432 06/02/19 PALLADINO Commission 
ers 2pp 45852 34 1 45052 346 

-8707240034 Comments on draft rule re completeness & accuracy ol info & Suppl VH 
re enforcement policy dealing w/matl false statements, per 0706 19 request Rule m 
tended to establish highly prof attitude toward safety 

MURLEY.T E Office of Nuclear Reactor Regulation, Dimeter (Post 870411) 
52FH7432 67/07/06 GOLDBERG, J Assistant General Counsel for Enforcement 
3pp 45652 347-45852 348 

-8606200178 Recommends that Commission consider final rule & enforcement policy 
on mat! false statement 

STELLO.V Ofc of the Executive Director for Operations 52FR7432 07/10/14 
MURRAY, J Deputy General Counsel for Hearings & Enforcement Ip 45B52 098 

45852 098 

-8806200182 Forwards draft Commission paper re final rule on mail (also statements 
MURRAY, J NRC No Ootailed Affiliation Given 52FR7432 B7/10/O1 PARLER.B 
NRC No (Detailed Affiliation Given 1 51 pp 45852 099 45052 265 

-8806200204 Responds to WG McDonald (NRC) request for reconsideration of disap 
proval by OMB of proposed reporting & recordkeeping rules (52FR7432) No ovidonce 
that any scrutiny occurred beyond NRC NRC request for reconsideration should be 
denied 

CONNER, T B Conner & Wetter ha hn 52FR7432 87/00/22 BROUSSALIAN.V Office 
of Management 4. Budget 9pp 45852 266 45852 274 

-8806200226 Responds lo 870625 roquosl for approval of 10CFR30, "Rules of Goneral 
Applicability to Domestic Liconsing of Byproduct Mall " Request not approved duo to 
listed reasons 

MACRAE, JB Office of Management & Budget 52FR7432 87/08/18 SHELTON.BJ 
NRC ♦ No Detailed Affiliation Given 30pp 45852 275 45052 304 

-8806200250 Advises that OMB can not approve NRC request for clearance of Info col 
faction entitled, "Completeness & Accuracy of Info" Commission has not demonstrat- 
ed that Incompleteness & Inaccuracy havo boon problem 

FRAAS.A G Office of Management & Budget 52FR7432 87/08/07 

MCDONALD, W G Office of Administration & Resources Management, Director (Post 
B70413) 4pp 45052 305-45852 300 

-8806200270 Forwards draft for insert for statement of considerations for mall false 
statements rule & insert for change to enforcement policy Draft rellects consideration 
of suggestions & comments offered by listed ofes 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/29 SOHINKI.S 
Assistant General Counsel for Enforcement 15pp 45B52 309-45852 323 

-8806200231 Summarizes 870716 telcon w/B Hayes re rovlew of author B70702 draft 
policy for matl false statements 

LIEBERMAN.J NRC - No Detailed Affiliation Givon 52FR7432 07/07/20 NRC - No 
Dalai led Affiliation Given ip 45852 324-45052 324 

-8808200294 Forwards marked up proposal w/spocltic comments ro mat! falsa state 
menl rule 

DAVIS, A B Region 3, Ofc of the Director 52FR743 2, 87/07/20 LIEBERMAN.J Ofc 
of Enforcement (Post 0704 13) 14pp 45Q52 325-45052 330 

-8806200316 Advises that end mark up contains minor edmmonts for consideration ro 
matl false sta lament Substantive concern re uso of term cnroloss disregard not well 
understood Term should be dearly doflnod in statement of considerations 
RUSSELL, WT Region 1, Ofc of tho Director 52FR7432 87/07/15 LIEBERMAN.J 
Ole of Enforcement (Post 070413) Ip 45052 339 45852339 

-0606200345 Advises that Ofc of Investigations comments of 861219 still partaln ro 
draft final rulo on completeness & accuracy of info.por 870619- momo 
HAYES, B B. Investigation Br.Div of Fuel Facilities, Materials & Safeguards, IE (Pro 
030103) 52FR7432 87/07/14 GOLDBERG.J R Assistant Gonoral Counsel for En 
force men! Ip A 5852 340 45652 340 

-6606210026 Forwards insert for statement of considerations for matl false statement 
rule & Insert for change to enforcement policy Comments on Insorfs requested by 
870710 

LIEBERMAN.J Ofc of Enforcement (Post 070413) 52FR7432 87/07/02 TAYLOR, J 
Ofc of Ihe Executive Director for Operations 15pp 45852 349-45053 002 

-8806210031 Commonls on draft final rule ro completeness & accuracy of 
Info Paragraph B of rule should be emended to provide notification of significant into 
should bo made to administrator of appropriate regional ofc 

AXELRAD.J A, Ofc of Special Projects 52FR7432 07/07/01 GOLDBERG.J R As 
slslsnl General Counsel for Enforcement Ip 45853 003-45853 003 

-8806210039 Concurs w/draft final rule on completeness & accuracy of info forwarded 
by 070619 momo & submits listed comments 

THOMPSON, H.L Oflice ol Nuclear Material Safety & Safeguards.DIrector 52FR7432 
07/07/01 GOLDBERG.J R Assistant General Counsel for Enforcement Ip 

45853 004-45863 004 

-8806210046 Forwards draft final rule ro completeness & accuracy of Info for 
review Draft addresses comments received In response to proposed rule published on 
676311 

GOLDBERG.J R Assistant General Counsel for Enforcement 52FR7432 07/06/19 
TAYLOR, J,M Ofc of the Executive Director for Operations 1G4pp 45853 005- 
45853 267 

-8706090040 Discusses SECY-86-36 ro matl fatso statements Paper represents old 
wine In new skin by reiterating position in SECY-04-421 Now evidence presenlod by 
Advisory Committee for Review of Enforcement Policy conjecture & speculation 
HAYES, B B. Office of Investigations AC45 2 15 06/02/19 PALLADINO, RO 

BOERT5, ASSELSTINE Commissioners 2pp 45852 341-45052 346 

-0707240034 Comments on draft rule ro completeness & accuracy of info & Suppl VII 
re enforcement policy dealing w/matf false staloments.per 070619 request Rule In 
leaded lo establish highly prof attitude toward safety 

MURLEY.T E Office of Nuclear Reactor Regulation, (Director (Posf 07041 1) AC45 2 
17 87/07/06 GOLDBERG.J Assistant General Counsel for Enforcement 3pp, 
45652 347-45052 348 


•0806200178 Recommends that Commission consider final rulo & enforcement policy 
□n matl false statement 

STELLO.V Ofc of tho Executive Director for Operations AC45 2 04 07/10/14 
MURRAY.J Deputy General Counsel for Hearings & Enforcement Ip 45852 098- 
45052 090 


-0606200102 Forwards draft Commission paper re final rule on matt false statements 
MURRAY.J NRC - No Detailed Affiliation Given AC45-2 05 07/10/01 PARLER.0 
NRC - No Dotailed Affiliation Given 151 pp 45852 099 45852 265 

-8B062D0204 Responds lo WG McDonald (NRC) request for reconsideration of disop 
proval by OMB of proposed reporting & recordkeeping rules (52FR7432) No evidence 
that any scrutiny occurred beyond NRC NRC request for reconsideration should be 
domed 

CONNER.T □ Connor S Wotterhahn AC45-2 07 87/09/22 BROUSSALIAN.V Office 
of Management & Budget Dpp 45852 266 45652 274 

-0006200226 Responds to 870625 request for approval of 10CFR30, "Rules -of General 
Applicability to Domestic Liconsing of Byproduct Mall " Request nol approved duo to 
listed reasons 

MACRAE, J B Office of Management & Budget AC45-2 00 67/00/10 SHELTON.BJ 
NRC - No Detailed Affiliation Gwen 30pp 45B52 275 45852 304 

-8006200250 Advises that OMB can not approve NRC request for clearance of info col 
lection entitled, "Completeness & Accuracy of Info " Commission has not domonslrat 
cd that Incompleteness & inaccuracy havo been problem 

FRAAS.AG Office of Management & Budget AC45-2 09 07/00/07 

MCDONALO.WG Office of Administration & Resources Management, Director (Post 
670413) 4pp 45B52 305 45052 3 0B 

-8006200270 Forwards draft tor insert for statement of considerations for matl false 
statements rulo & Insert for change to enforcement policy Draft reflects consideration 
of suggestions & comments offered by listed ofes 

LIEBERMAN.J OIc of Enforcement (Post 870413) AC45-2 10 87/07/29 SOHINKI.S 
Assistant Gonoral Counsel for Enforcement 1 5pp 45852 309-45052 323 

-8606200281 Summarizes 870716 tolcon w/B Hayos re review of author 670702 draft 
policy for matl false statements 

LIEBERMAN.J NRC No Detailed Affiliation Given AC45-2 11 87/07/20 NRC - No 
De tailed Affiliation Given Ip 45052 324 45652 324 

-0006200294 Forwards marked up proposal w/spocific comments ro matt fafso state 
menl rule 

DAVIS, A Q Region 3. Ofc of tho Director AC45 2 12 07/07/20 LIEBERMAN.J Ofc 
of Enforcement (Post 070413) 14pp 45852 325 45052 330 

-860-6200316 Advises that end mark up contains minor commonls for consideration ro 
mail false stafamont Substantive concern ro uao of term careless -disregard not wall 
understood Term should bo cloarly defined In statement of considerations 
flUSSELL,WT Region 1, Ofc of tho Doctor. AC45 2 13 87/07/15 LIEBERMAN.J 
Ofc of Enforcement (Post 6704 13) Ip 45652 339 45852 339 

"8696200345 Advises that Ofc of Investigations commonls of 061219 still pertain re 
draff final rulo on completeness & accuracy of Info.per 870610 memo 
HAYES.BB Investigation Br.Div of Fuel Facilities, Materials & Safeguards, IE (Pro 
830103) AC45 2 14, 87/07/14 GOLDBERG.J R Assistant General Counsel tor En- 
forcement 1 p 45Q52 340 45652 340 

-8806210025 Forwards Insert tor statement of considerations for matl false statement 
rule & insert for change lo enforcement policy Comments on Insorfs requested by 
870710 

LIEBERMAN.J Ofc ef Enforcement (Post 870413) AC45 2 18 07/07/02 TAYLOR.J 
Otc of the Executive Director (or Operations MURLEY.T Office of Nuclear Reactor 
Regulation, Director (Post 870411) THOMPSON, H Office of Nuclear Malarial Safety 
& Safeguards, Director 15pp 45B52 349 45853 002 

-08OB21OO31 Comments on draft final rulo re completeness & accuracy of 
Info Paragraph B of rulo should bo amended to provide notification of significant Info 
should bo made lo administrator of appropriate regional ofc 

AXELRAD.J A Ofc of Spocial Projects AC45-2 19 67/07/01 GOLDBERG.J R As 
sistant Gonernl Counsel (or Enforcement Ip 45B53 003 45853,003 

-8806210039 Concurs w/draft final rulo on completeness & accuracy of Info forwarded 
by Q70619 memo & submits listed cerements 

THOMPSON, H L Office of Nuclear M atonal Safely & Safeguards.DIrector AC45 2 20 
87/07/01 GOLDBERG.J R Assistant Genera) Counsel for Enforcement Ip 
45B53 004-45653 004 

"8806210046 Forwards draft final rule re completeness & accuracy ol Info for 
roview Draft addresses comments recolved in response to proposed rule published on 
0703 1 1 

GOLDBERG.J R Assistant General Counsel lor Enforcement AC45 2 21 07/06/19 
TAYLOR.J M Ofc of tho Executive Director for Operations HAYES.B B. Office of In- 
vestigations CONNELLY, SR, Office ol Inspoctor & Auditor 164pp 46053 005- 
45653 267 

-8706090040 Discusses SECY 06-36 re mall false s late me nfs Paper represents old 
wine m now skin by reiterating position in SECY-84-421. Now evidence presented by 
Advisory Committee for Roview of Enforcement Policy conjecture & speculation 
HAYES.BB Office of Invosligalions AC45-2 15 86/02/19 PALLADINO, RO 
BOERTS, ASSELSTINE Commissioners ?pp 45052 341-45852 346. 

-8707240034 Comments on draft rulo re completeness & accuracy of info & Suppl VII 
ro enforcement policy dealing w/matl false slatemonts.psr 870619 request Rule In- 
tended to establish highly prof attitude toward safety 

MURLEY.T E Offtce of Nuclear Reactor Regulation, Director (Post 870411) AC45 2 
17 87/07/06 GOLDBERG.J. Assistant General Counsel for Enforcement 3pp 
45852 347 45052 340 

-8006200170 Recommends that Commission consider final rule & enforcement policy 
on matl false statement 

STELLO.V Ofc of tho Executive Director (or Operations AC45 2 04 87/19/14 
MURRAY.J Deputy General Counsel for Hearings & Enforcement Ip 45662 008- 
45852 098 
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--B80&2QO1B2 Forwards draft Commission paper re final rule on mall false statements 
MURFtAY.J NRC - No Detailed Affiliation Givon ACM 5 2 05 87/10/01 PARLER.B 
NRC - No Detailed Affiliation Given 1 51 pp 45052 099 45852 265 

-8606200204 Responds to WG McDonald (NRC) request for reconsideration o( disap 
proval t>y OMB of proposed reporting & recordkeeping rules (52FR7432)No evidence 
Uiat any scrutiny occurred beyond NRC NRC request for reconsideration should be 

CONNER ,T B Conner & Wetter hahn AC45 2 07 87/09/22 BROUSSALtAN.V Office 
of Management & Budget 9pp 45852 266 45652 274 

-8806200226 Responds to 870625 request for approval of 10CFR30, "Rules of Gono/al 
Applicability to Domestic Licensing of Byproduct Mall " Request noi approved due to 

MACRAE?J EJ 3 Office of Management & Budget AC45 2 08 87/08/18 SHELTON, B J 
NRC * No Detailed Affiliation uivon 30pp 45B52 275 45652 304 


-8806200250 Advises that OMB can not approve NRC request for clearance of info col- 
lection entitled. "Completeness a Accuracy of Info " Commission has nol demonstrat- 
ed that incompleteness & Inaccuracy have been problem 

FRAAS.A G OffJCO of Management & Budget AC45 2 09 S7/0B/O7 

MCDONALD.WG Office of Administration & Resources Management, Director (Post 
870413) 4pp 45652 305-45652 308 

-8806200270 Forwards draft for insori for statement of considerations for matt false 
statements rule & insert for change to enforcement policy Draft reflects consideration 
of suggestions & comments offered by listed oles 

LIEBERMAN.J Ofc of Enforcement (Post 070413) AC45-2 10 87/07/29 SOHINKt.S 
Assistant General Counsel tor Enforcement 15pp 45852 309 45952 323 


-0806200226 Responds to 870625 request for approval of 10CFR30. "Rules of Ger-crat 
Applicability to Domestic Licensing of Byproduct Matl " Request rol approved due ft 
listed reasons 

MACRAE, J B Office of Management & Budael AC45 2 08 87/08/10 SHELTON B J 
NRC - No Detailed Affiliation Given 30pp 45852 275 45B52 304 

-6806200250 Advises that OMB can nol approve NRC request for clearance of info ccl 
lection entitled, "Complotonoss & Accuracy of Info ” Commission has rol demomtra 1 
ed that incompleteness & inaccuracy have boon problem 

FRAAS.A G Office of Management & Budget AC45 2 00 87/04/UJ 

MCDONALD.WG Office of Administration & Resources Management, Gwclw (P«l 
870413) 4pp 45052 305 45052 308 

-8806200270 Forwards draft for insert for statement of considerations lor null fa's* 
statements rule & insert for change to enforcement policy Draft reflects considers 
of suggestions & comments offered by listed ofes 

LIEBERMAN.J Ofc of Enforcement (Post 870413) AC45 2 10 07/07/29 SOHIKWS 
Assistant General Counsel for Enforcement 15pp 45852 309 45652 323 

-8806200201 Summarizes 870716 telcon w/B Hayos ro review of a irlhor 870702 * 4*1 
policy for matl false statements 

LIEBERMAN.J NRC - No Detailed Affiliation Given AC45 2 11 87/07/20 NRC Nj 
D etailed Affiliation Given Ip 45852 324-45852 324 

- 8806200294 Foiwards marked up proposal w/ specific comments re in nil fatso s'j'- 
ment rule 

DAVIS, A B Region 3, Ofc of U 10 Director AC45-2 12 07/07/20 LIE BERMAN J O': 
of Enforcement (Post 870413) Mpp 45852 325-45052 330 


-8606200261 Summarizes 870716 telcon w/B Hayes re review ol author 870702 draft 
policy for matl false statements * . 

LIE BERM AN J NRC ♦ No Detailed Affiliation Given AC45-2 11 67/07/20 NRC No 
Detailed Affiliation Gwen Ip 4 5852 324 4 5652 324 

-8606200294 Forwards marked-up proposal w/speclfic comments re matl false stale 
ment rule 

DAVIS ,A B Region 3, Ofc of the Director AC45-2 12 07/07/20 LIEBERMAN.J Ofc 
of Enforcement (Post 670413) 14pp 45852 325 45852 330 

-8606200316 Advises that oncl mark up contains minor comments tor consideration re 
matl false statement Substantive concern re use of term careless disregard not well 
understood Term should bo clearly defined in statement of considerations 
RUSSELL, W 1 Region 1, Ofc of the Director AC45-2 13 87/07/15 LIEBERMAN.J 
Ofc of Enforcement (Post 670413) Ip 45952 339 45052 339 

-8606200345 Advises that Ofc of Investigations communis of 861219 silt pertain ro 
draft final rule on completeness & accuracy of mfo.per 8/0619 memo 
HAVES, B B Investigation Br.Div of Fu&f FaclIdias.MatQrlats & Safeguards,^ (Pre 
830103) AC45 2 14 87/07/14 GOLDBERG, J R Assistant General Counsel for En- 
forcement Ip. 45852 340 45852 340 

-860 62 10025 Forwards Insert for statement of considerations for mall false statement 
rulo & Insert for change to enforcement policy Comments on Inserts requested by 
870710 

LIEBERMAN.J Ofc of Enforcement (Post 870413). AC45-2 10 87/07/02 TAVLOR.J 
Ofc of the Executive Director for Operations MURLEV.T. Office of Nuclear Reactor 
Regulation. Director (Post 670411) THOMPSON, H Office of Nuclear Material Safety 
& Safeguards, Director 15pp. 45652 349 45853 002. 

-8806210031 Comments on draft llnal rule re completeness & accuracy ol 
info Paragraph B of rulo should be amended to provide notification o! significant Info 
should be made to administrator of appropriate regional ofc 

AXELRAO.J A Ofc of Special Promts AC45 2 19 07/07/01 GOLDBERG, J FI As 
slslanl General Counsel for Enforcement Ip 45853,003 45853 003 

-8006210039 Concurs w/draft final rule on completeness & accuracy of info forwarded 
by 670619 memo & submits listed comments 

THOMPSONS L Office of Nuclear Material Safety & Safeguards, Dime tor AC45 2 20 
67/07/01 GOLDBERG.J R Assistant General Counsel for Enforcement Ip 
45053 004-45053 004 


-8806200316 Advises that end mark up contains minor comments for consider ton rr 
matl false statement Substantive concern ro uso of form careless disregard not * L 3 
understood Term should be cloarly defined in statement of considerations 
RUSSELL.W T Region 1, Ofc of the Director AC4G-2 13 07/07/15 UETBfRVJrrj 
Ofc of Enforcement (Post 070413) Ip 45052 330-45852 339 

-0806200345 Advises that Ofc of Investigations comments ot 061219 si ill pcrtz.ii ra 
draft final rule on completeness & accuracy of mfo.per 870619 memo 
HAYES.BB Investigation Br.Div of Tuel Facilities, Materials & Safeguards IE [Pre 
830103) AC45 2 14 87/07/14 GOl DE3ERG.J R Assistant General Counsel for fry 
forcoment Ip 45052 340 45052 340 

-8806210025 Forwards Insert for statement of considerations tor mall falsa ttakiKN 
rule & insert for change to enforcement policy Comments on Inserts requeued tj 
870710 

LIEBERMAN.J Ofc of Enforcement (Post 070413) AC45 2 10 87/07/07 T/WLOft J 
Ofc of the Executive Director for Operations MURl EY,T Office of Nuclw Ilea A* 
Regulation, Director (Post 870411) THOMPSONS Office of Nuclear Malarial SVo 
& Safeguards, Director 16pp 45052 349-45853 002 

-8806210831 Comments on draft final rule ro complotonoss & accuser v* 
info Paragraph B of rulo should he amended to provide notification of 6lgmtifi3nl 
should bo made to administrator of appropriate regional ofc 
AXELRAD.JA Ofc of Special Projects AC45 2 19 87/07/01 GOLDHTIKUN Ai 
sisiant General Counsel for Enforcement ip 45053 003 45853 003 

-0806210039 Concurs w/draft final rule on complotonoss & accuracy of Info fof*xdud 
by 870619 memo & submits listed comments 

THOMPSON, H L OMico of Nuclear Material Safety & Safeguard 3 .Director AC45 
C7/07/01 GOLDBERG, J R Assistant General Counsel for EnkHCrmont Ip 

45053.004-45863 004 

--880821004G Forwards draft final rule ro completeness & accuracy ot InO r<* 
review Draft addresses comments received In response to proposed rulo puWshcd on 
C70311 

GOLDBERG.J R Assistant General Counsel for Enforcement AC452 21 U/04fifr 
TAYLOR, J M Ofc ot the Executive Director for Operations HAYES, B B OIM oi In 
vostlgations CONNELLY, S R Office of Inspoctor & Auditor 164pp 45953 K-V 
45053 267 


-880621 0046 Forwards drafl final rule re completeness & accuracy of Info for 
reviaw.Dralt addresses comments recoived In response to proposed rulo published on 
870311. 

GOLDBERG.J R Assistant General Counsel for Enforcement AC45 2 21 87/06/19 
TAYLOR.J.M Ofc of the Executive Diroctor for Operations HAYES.B B Office of In- 
vestigations. CONNELLY.SR Office of Inspector & Auditor. 164pp, 45B63 005- 
45853 267. 

-8706090040 Discusses SECY-86-36 re matl false statements Paper represents old 
wino In new skin by reiterating position In SECY B4-421 New evidence presented by 
Advisory Committee for Review of Enforcement Policy conjecture A speculation 
HAYES.BB Office of Investigations AC45 2 1 5 80/02/19 PALLADINO. RO 
BOEFtTS, ASSEIST1NE Commissioners 2pp 45852 341 45852 346 


--8706090040 Discusses SECY-00 36 re matl false statements Paper represent* 
wlno in new skin by reiterating position in SECY-84 421 New ovidenco proso.'ittJ ty 
Advisory Committee for Revlow of Enforcement Policy conjecture 4 spocutoton 
HAYES.BB Office of Investigations 52FR7432 06/02/19 PALLADtNO, ntttimiU, 
ZECH Commissioners 2pp 46852 341 45852 346 

-8707240034 Comments on draft rule re completeness & accuracy of Into & Sum* V't 
re enforcement policy dealing w/matl false statements, por 070819 lequ^slFMa in- 
tended lo establish highly prof atttiudo toward safety 

MURLEY.T E Office of Nuclear Reactor Regulation, Director (Posl 0-70-11 0 
52FR7432 87/07/06 GOLDBERG.J Assistant General Counsol for Fnl wcorr* t 
3pp. 45052 347-45052 340 


-8707240034 Comments on draft rulo re comptetenoss & accuracy of info & Suppl VII 
re enforcement policy dealing w/matl fatso stalements.pcr 070619 request Rule in 
tended to establish highly prof attitude toward safety. 

MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) AC45-2 
17 07/07/06 GOLDBERG.J. Assistant General Counsol for Enforcement 3pp 
45852 347-45852 34B. 

-8806200178 Recommends that Commission consider final rule & enforcement policy 
on mat! false statement 

STELLO.V Ofc of the Executive Director for Operations AC45-2 04. 87/10/14 
MURRAY.J. Deputy General Counsel for Hearings 4 Enforcement. Ip 45852,098 
45852.090 

-8806200182 Forwards draft Commission paper re final rule on matl falso statements 
MURRAY.J NRC - No Detailed Affiliation Given, AC45 2 05 87/10/01, PARLER.B 
NRC - No Detailed Affiliation Given 151pp 45052 099 45852 265, 

-8806200204 Responds to WG McDonald (NRC) request for recon si deration of dlsap 
proval by OMB of proposed reporting & record ko oping rules (52FR7432) No evidence 
that any scrutiny occurred beyond NRC NRG requost for reconsideration should be 
denied 

CONNER, TB C omier A Wetlorhahn AC**) ? 07 fffjmn? PltOltfmtlAN.V Offiro 
Of Management &- Budget 9pp 45062 266 45*152 274 


•-8006200178 Recommends that Commission consider final rulo & enforcement pV-cy 
on matl falso statement 

STELLO.V Ofc of the Executive Director for Operations 52FR7432 87/19/11 
MURRAY.J Deputy General Counsel for Hearings & Enforcement ip 4505219*3 
45852 098 

“6806200182 Forwards draft Commission paper ro final rule on mail (also statcnxvi. 
MURRAY.J NRC - No Detailed Affiliation Given 62FR7432 07/10/01 PAPIER B 
NRC - No Detailed Affiliation Given 161pp 45052,099 45B52 265 

“8806200204 Responds to WG McDonald (NRC) request for recon sldorahon ol d»sp 
nroval by OMB of proposed reporting & recordkeeping rules ( 52 FR 7432 ) No ercJ-v. * 
that any scrutiny occurred beyond NRC NRC request for rocousidombon should t-a 
cJoolocl 

CONNER,! B Conner & Wetterhahn 52FR7432 07/09/22 BROUSSAUAN.V 0^* 
of Management & Budget 9pp 45052 266 45852 274, 

-0806200226 Responds to 070625 request for approval of 10CFR30, "Rules ol Ge.^ 
Applicability to Domestic Licensing of Byproduct Mail ” Request not epprorod (Joe to 
listed reasons . 

MACRAE.JB Office of Management & Budget 52f=R7432 87/08/18 SHILTON 0 J 
NIIC No DnlmlrJ Affiliation Invert 30pp 45052 275 45052 304 



NONDOCKETED ITEMS 323 


-B&06200250 Advises that OMB can not approve NHC request for clearance of info col 
faction entitled. "Completeness & Accuracy of Info" Commission has not demonstrat 
ad that incompleteness & inaccuracy have been problom 

FRAAS.A G Office of Management & Budget 52FR7432 87/08/07 

MCDONALD, W G Office of Administration & Resources Management, Director (Post 
670413) 4pp 4 5-852 305 45852 308 

-■9 0 06200270 Forwards draft for insert for statement of considerations for mat! falsa 
statements rule & Insert tor change to enforcement policy Draft reflects consideration 
of suggestions & comments offered by listed ofes 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/20 SOHINKI.S 
Assistant General Counsel for Enforcement 15pp 45852 309 45552 323 

-3606200281 Summarizes G70716 telcon w/B Hayes ro review of author G70702 draft 
policy for mall false statements 

IlEBERMAN.J NRC No Detailed Affiliation Given 52FR7432 87/07/20 NHC No 
Detailed Affiliation Given tp 45852 324-45852 324 

-8806200294 Forwards marked up proposal w/specifrc comments re mall false state- 
ment rule 

DAVIS.AB Region 3, Ofc of the Director 52FR7432 87/07/20 LIEBERMAN.J Ofc 
of Enforcement (Post 870413) 14pp 45852 325 45852 338 

-8806208316 Advises that end mark up contains minor comments for consideration re 
mail false statament Substantive concern ro use of term careless disregard not well 
understood Term should bo clearly defined in statement of considerations 
RUSSELL, W T Region 1, Ofc of the Director 52FR7432 87/07/15 UEBERMAN.J 
Ofc of Enforce mo nt (Post 070413) Ip 45852 339 45052 339 

-8806206345 Advises that Ofc of Investigations comments of 861219 still pertain re 
dralt final rule on completeness & accuracy of info, per 870G1D memo 
HAYES.B B Investigation Br.Div of Fuel Facilities. Materials & SafeguardsJE (Pre 
630103) 52FR7432 87/07/14 GOLDBERG, J R Assistant General Counsel lor En 
forcoment tp 45852 340-45052 340 

-8806210025 Forwards insert for statement of considerations for mall false statement 
rule a insert for change to enlorcoment policy Comments on Inserts roquestod by 
870710 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/02 TAVLOR.J 
Ofc of Ihe Executive Director for Operations ISpp 45052 349 45853 002 

-8806210631 Comments on draft final rule ro completeness & accuracy of 
Info Paragraph B of rule should be amended to provide notification of significant info 
should be made to administrator of appropriate regional ofc 

AXELRAD.J A Ole of Special Projects 52FR7432 07/07/01 GOLDBERG, JR As 
sistant Genera! Counsel for Enforcement Ip 45853 003-45853 003. 

-8806210639 Concurs w/draft final rulo on completeness & accuracy of Info forwarded 
by 870619 memo & submils listed comments 

THOMPSON, HI Office of Nuclear Material Snfoty & Safeguards .Director 52FR7432 
67/07/01 GOLDBERG, J R Assistant Gonoral Counsol for Enforcement Ip 
45853 004 45853 004 

-86062 106 4 6 Forwards draft final rulo re completeness & accuracy of Info for 
review Draff addresses comments rocolvod in response to proposed rulo published on 
670311 

GOLDBERG. J R Assistant Genoral Counsel for Enforcement 52FR7432 87/06/19 
TAYLOR, JM Ofc of the Executive Director for Operations 164pp 46853 005 
45853 267 

-8706090640 Discusses SECY 00 36 ro mail false statements Paper represents old 
wmo In new skin by reiterating position In SECY-84-421 New evidence presented by 
Advisory Corn mil teo for Review of Enforcement Policy conjecture & speculation 
HAYES.B B Office of Investigations 52FR7432 86/02/19 PALLADINO, BERNTHAL, 
ZECH Commissioners 2pp 45852 341-45052 346 

-8707240634 Comments on draft rulo ro completeness & accuracy of Info & Suppt VII 
re enforcement pokey dealing w/matl false statements, per 070619 request Rule In* 
landed to establish highly prof attitude toward safety 

MJRLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 
52FR7432 &7/07/0G GOLDBERG, J Assistant General Counsel tor Enforcement 
3pp 45052 347-45852 348 

-8806200170 Recommends that Commission consider final rule & enforcement policy 
on mall false statement 

STELLO.V Ofc of the Executive Director for Operations 52FR7432 87/10/14 
MURRAY, J Deputy General Counsel for Hearings & Enforcement Ip 45052 098 
45852098 

-B6062001B2 Forwards draft Commission paper ro final rule on mail falso statements 
MURRAY.J NRC - No Detailed Afilllatlon Given 52FR7432 87/10/01 PARLER.B 
NRC - No Detailed Affiliation Given. 151pp 45B52 099 45852 265 

“8806200204 Responds to WG McDonald (NRC) request for reconsideration of disap- 
proval by QMS of proposed reporting & recordkeeping rules (52FR7432) No evidence 
(hat any scrutiny occurred beyond NRC NRC request for reconsideration should be 
denied 

CONNER.T.B Connor & Wettorhahn 52FR7432 07/09/22 BROUSSALIAN.V Office 
of Management & Budget 9pp 45052 266-45852 274 

-8806200 2 26 Responds to 070025 request for approval of 10CFR30, "Rules of General 
Applicability to Domestic Licensing of Byproduct Mat I " Request not approved due to 
listed reaso-ns 

MACRAE, JB Office of Managomont & Budget 52FR7432 87/06/18 SHELTON, BJ 
NF1C- No Detailed Affiliation Given 30pp 45852 275-45852.304. 

“880 6200 2 50 Advises that OMB can not approvo NRC request for clearance of Info col 
lection entitled, "Completeness & Accuracy of Info " Commission has not demonstrat- 
ed that incompleteness & Inaccuracy have been problom, 

FRAAS.A G Office of Management & Budget 52FR7432 Q7/0B/O7. 

MCDONALO.W G Office of Administration & Resources Manage men l, Director (Po9t 
670413) 4pp 45852 305-45052 308 

•-6-806200270 Foi wards draft for insert for statement of considerations for mail false 
statements rule & Insert for change to enforcement policy Draft reflects consideration 
cl suggestions & comments offered by fisted ofes 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/29 SOHINKI.S 
Assistant General Counsel for Enforcement 15pp 45052 309-45852 323. 


-8606200281 Summarizes 870716 telcon w/B Hayes re review of aulhor 870702 draft 
policy for mat! false statements 

UE8ERMAN.J NRC - No Detailed Affiliation Given 52FR7432 87/07/20 NRC - No 
Detailed Affiliation Given Ip 45052 324-45B52 324 

-8806200294 Forwards marked up proposal w/ specific comments re matl false state- 
ment rule 

DAVIS.AB Region 3. Ofc of tho Director 52FR7432 87/07/20 LIEBERMAN.J Ofc 
of Enforcement (Post 870413) Mpp 45852 325 45852 338 

-8806200316 Advisos that oncl mark-up contains minor comments (or consideration re 
mall false statement Substantive concorn ro uso of term careless disregard not wall 
understood Term should be clearly defined! in statement of considerations 
RUSSELL, WT Region 1, Ofc of the Director 52FR7432 87/07/15 LIEBERMAN.J 
Ofc of Enforcement (Post 870413) Ip 45852 339-45B52 339 

-6806200345 Advises that Ofc of Investigations comments of 861219 sUII pertain ro 
draft final rule on completeness & accuracy of info, per 870619 memo 
HAYES.B B Investigation Br.Div of Fuel Facllities.Malonals A SafeguardsJE (Pro 
830103) 52FR7432 87/07/14 GOLDBERG, JR Assistant General Counsel for En- 
forcement Ip 45852 340 45B52 340 

-6606210025 Forwards insert for statement of considerations for matl false statement 
rule & insert for change to enforcement policy Comments on Inserts requested by 
870710 

LIEBERMAN.J Ofc of Enforcement (Post 07041 3) 52FR7432 87/07/02 TAYLOR, J 
Ofc of the Execulivo Director for Operations 15pp 45B52 349 45853 002 

-0806210031 Comments on draft final rulo re comptetenoss & accuracy of 
Info Paragraph B of rule should bo amended to provide notification of significant info 
should be made to administrator of appropriate regional ofc 

AXELRAD.J A Ofc of Special Projects 52FR7432 87/07/01 GOLDBERG, J R As- 
sistant General Counsel for Enforcement Ip 45B53 003-45853 003 

-8806210039 Concurs w/draft final rule on completeness & accuracy of info forwarded 
by 870619 memo & submits listed comments 

THOMPSONS L Office of Nuclear Material Safety & Safeguards.DIrector 52FR7432 
87/07/01 GOLDBERG, J R Assistant Genoral Counsol for Enforcement Ip. 
45853 004-45B53 004 

--8806210046 Forwards draft final rulo re completeness & accuracy of Info for 
review Oraft addresses commonts rocolvod In response lo proposed rulo published on 
070311 

GOLDBERG.JR Assistant General Counsel for Enforcement 52FR743 2 87/0G/19 
TAYLOR, JM Ofc of tho Executive Director for Operations I64pp 45853 005- 
45853 267 

-8706099040 Discusses SECY-8B-3B re mail false statements Paper represents old 
wine In now skin by reiterating position tn SECY-84-421 Now evidence presented by 
Advisory Committee for Review of Enforcement Policy conjecture & speculation 
HAYES.B B Office of Investigations 52FR7432 06/02/19 PALLADINO Commission- 
ers 2pp 45952 341 45Q52 346 

-8707240034 Comments on draft rule ro completeness & accuracy of Info &. Suppl VII 
ro enforcement policy dealing w/mall false statements, per 070619 request Rule in- 
tended lo establish highly profatlltude toward safety 

MUR LEY, T E Office of Nuclear Reactor Regulation, Dlroclor (Post 870411) 
52FR7432. 07/07/06 GOLDBERG, J Assistant Gonoral Counsel for Enforcement 
3pp 45852:347 <15652 340 

-8806200176 Recommends that Commission consider final rulo & enforcement policy 
on matl falso statement 

STELLO.V Ofc of the Exacutivo Director for Operations 52FR7432 87/10/14 
MURRAY, J Deputy Gonoral Counsel for Hearings & Enforcement Ip 45852 098- 
45852 090 

-8606200182 Forwards draft Commission paper ro final rulo on mall (also statements 
MURRAY.J. NRC - No Detailed Affiliation Given 52FH7432 87/10/01 PARLER.B 
NRC - No Detailed Affiliation Given 151pp 45B52 099-45052.265 

t 

-8808200204 Rosponds to WG McDonald (NRC) request for reconsideration of disap- 
proval by OMB of proposed reporting & recordkeeping rules (52FR7432),No evidence 
that any scrutiny occurred beyond NRC NRC request for reconsideration should bo 
denied 

CONNER, T.B Conner & Welterhahn 52FR7432 87/09/2 2 BROUSSALIAN.V Office 
of Management & Budget 9pp 45852 266-45852 274 

-8806200226 Responds to 870625 request for approval of 10CFR30, "Rules of Genoral 
Applicability to Domestic Licensing of Byproduct Matl. 1 ' Request nol approved due to 
listed reasons 

MACRAE.J B Office of Managomont & Budget 52FR7432 07/08/18. SHELTON, BJ. 
NRC - No Details d Affiliation Given 30pp. 45B52 276-45B52 304 

-0606200250 Advises that OMB can not approve NRC roquost lor clearance of info col- 
lodion entitled, "Completeness & Accuracy of Info " Commission has not demonstrat- 
ed that Incompleteness & Inaccuracy have boon problem 

FRAAS.A G Office of Management & Budget, 52FR7432 87/06/07 

MCDONALD.WG Office of Administration & Resources Managoment, Director (Post 
8704 13) 4pp,45B52 305-45852 308 

-0806200270 Forwards draft for insert (or statement of considerations for matl falso 
statements rulo & Insert for change to enforcement policy.Draft reflects consideration 
of suggestEons & comments offered by listed ofes 

LIEBERMAN.J Ofc of Enforcement (Post 070413). 52FR7432 87/07/29 SOHINKI.S. 
Assistant General Counsel for Enforcement 16pp 46D52 309-45052 323. 

-8006200281 Summarizes 870716 telcon w/B Hayes re review of author 870702 draft 
policy for matl false statements 

UE BERM AN, J NRC - No Detailed Af filiation Given 52FR743 2 87/07/20. NRC - No 
Detailed Affiliation Given 1 p. 45052 324-45052 324 

-0006200294 Forwards marked up proposal w/spocldc comments re matl false stale 
menl rule 

DAVIS.AB. Region 3, Ofc ol the DJractor. 62FR7432 87/07/20 LIEBERMAN.J, Ofc 
of Enforcement (Post 8704 1 3) 1 4pp 45052 325 45852:330 



324 NONDOCKETED ITEMS 


-0600200316 Advises that end mark-up contains minor comments for consideration re 
mail false statement Substantive concern re use of term careless disregard rot welt 
understood Term should be clearly defined in stalemont of consud era lions 
RUSSELL.WT Region 1, Ole of ihe Director 52FR7432 87/07/15 LI EBEFtMAN, J 
Ofc ol Enforcement (Post 870413) Ip 45852 339 45852 339 


-8606210025 Forwards insert for statement ol considerations lor mail false slateme-nl 
rule & insert for change to enforcement policy Comments on inserts requested tw 
370710 r 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/02 TAYLOR J 
Ofc of the Executive Director for Operations 15pp 45652 349-45053 002 


—68 86 200345 Advises that Ofc of Investigations comments of 861219 still pertain re 
draft final rule on completeness & accuracy of Info, per 870619 memo 
HAYES, B B Investigation Br.Div of Fuel Facililios.Materiats -& Safeguards, IE (Pre 
830103) 52FR7432 87/07/14 GOLDBERG.J R Assistant General Counsel for En- 
forcement Ip 45852 340-45852 340 

-8608210025 Forwards Insert for statement of considerations for mat! false statement 
rule & insert for chango lo enforcement policy Comments on Inserts requested by 
870710 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/02 TAYLOR, J 
Ofc of the Executive Director for Operations 15pp 45652 349 45853 002 


-GB06210031 Comments on draft final rule ro completeness & accuracy of 
Info Paragraph B of rule should bo amended to provide notification of sicnikanl m'o 
should be made to administrator of appropriate regional ofc 
AXELRAD.JA Ofc of Special Projects, 52FR7432 87/07/01 GOLDBERG JR As 
slstant General Counsel for Enforcement Ip 45853 003 45853 003 

-6606210039 Concurs w/draft final rule on completeness & accuracy ol Info forwarded 
by 87061 9 memo & submits listed comments 

THOMPSON.H L Offico of Nuclear Material Safety & Sal eg words, Director 52FR7437 
87/07/01 GOLDBERG.J R Assistant General Counsel for Enforcement id 
45853 0O4-45B53 004 y 


—6806210031 Comments on draft final rule ro completeness & accuracy of 
info Paragraph B of rulo should be amended to provide notification of significant info 
should be made to administrator of appropriate regional ole 

AXEILRAD.JA Ofc of Special Propels 52FR7432 87/07/01, GOLDBERG.J R As- 
sistant General Counsel tor Enforcement Ip 45B53 003 45853 003 

-8806210039 Concurs w/dralt final rule on completeness 4 accuracy of info forwarded 
by 07061 9 memo 8 submits listed comments 

THOMPSON.H L Office of Nuclear Material Safety 8 Safeguards, Director 52FR7432 
07/07/01 GOLDBERG.J R Assistant General Counsel for Enforcement Ip 
45853 004-45053 004 

-8806210046 Forwards draft final rule re completeness & accuracy ol info for 
review Draft addresses comments received in response to proposed rule published on 
87031 1 

GOLDBERG.J R Assistant General Counsel for Enforcement 52FR7432 87/06/19 
TAYLOR ,J M Ofc of the Executive Director for Operations 164pp 45853 005 
45B53 267 

-8706890040 Discusses SECY 88 36 r* mall false statements Paper represents old 
wine In new skin by reiterating position In SECY 84 421 Now evidence presented by 
Advisory Committee for Review of Enforcement Policy conjecture & speculation 
HAYES, B B Office of Investigations 52FR7432 06/02/19 PAL LADI NO Commission- 
ers 2pp 45052 341 45852 346 

-8707240034 Comments on draft rule re completeness & accuracy of Info & Suppl VII 
ra enforcement policy dealing w/matl lalso slatemonts.por 070619 request Rule In 
tended to establish highly profatutude toward safety 

MURLEY.TE Offico ol Nuclear Reactor Regulation, Director (Post 07041 1) 
52FR7432 67/07/06 GOLOBCRG.J Assistant General Counsel for Enforcement 
3pp 45852 347-45052 340 

-8800200178 Recommends that Commission consider final rule & enforcement policy 
on mall false statement 

STELLO.V Ofc of the Executive Director for Operations 52FR7432 07/10/14 
MURRAY ,J Deputy General Counsel tor Hearings & Enforcement Ip 45052 090- 
45852 090 


-6606210046 Forwards draft final rulo ro completeness & accuracy ol Info f« 
rewev^Drafl addrossos comments received in response to proposed rulo published on 

GOLDBERG.J R Assistant General Counsol for Enforcement 52FR7432 B7/0B/19 
TAYLOR ,J M Ofc of the Executive Director for Operations 164pp 45853 005 
45B53 267 

-6706090040 Discusses SECY-06 36 re matl false statements Paper represents c/d 
wine In new skin by reiterating position in SECY-04 421 Now evidence presanlr^ by 
Advisory Commlltee for Review of Enforcement Policy conjecture & speculation 
HAYES, B 9 Office ol Investigations 52FR7432 86/02/19 PALLADINO Comm aesrvn 
ers 2pp 45B52 341 45852 346 

-0707240034 Commonts on draft rulo ro completeness & accuracy of info & Suppl y,| 
re enforcement policy dealing w/mntl false statements per 870619 request Rule in 
tended to establish highly prof attitude toward safety 

MURLEY ,T E OUico of Nuclear Reactor Regulation, Director (Posl 070411) 
52FR7432 07/07/06 GOLDBERG.J Assistant General Counsel for Enforcement 
3pp 45852 347-46052 340 

-8B062QQ17B Recommends that Commission consider final rule & enforcement poley 
on matl false statement 

STELLO.V Ofc of the Executivo Director for Operations 52FR7432 87 / 10/ !4 
MURRAY.J Deputy Goneral Counsel tor Hearings & Enforcement ip 45652 090- 
45552 090 

-0006200182 Forwards draft Commission paper ro linal rule on mail false slaknwfils 
MURRAY, J NRC - No Detailed Affiliation Given 52FR7432 07/10/01 PARLE FI B 
NRC - No Detailed Affiliation Givon l5lpp 45052 099 45862 2G5 

-DB06200204 Responds to WG McDonald (NRC) requo9t for ro consideration of ds-ap- 
proval by OMB of proposed reporting & recordkeeping rules (52FR7432)No owKnce 
that any scrutiny occurred boyond NRC NRC request for recons Idora lion should fc *c 
donlcd 

CONNER, TB Conner & Wettorhahn 5PFR7432 07/09/22 anOUSSALIAN.V Office 
of Management & Budget 9pp 45852'2GG 45052 274 


“8806200182 Forwards draft Commission paper ro final rule on matl false statements, 
MURRAY.J NRC - No Detailed Affiliation Given 52FR7432 07/10/01, PARI ER t B 
NRC - No Detailed Affiliation Given IBlpp 45052 099 45852 265 


-3806200204 Responds to WG McDonald (NRC) request for reconsideration of disap 
proval by OMB of proposed reporting & recordkeeping rulos <52FR7432)No evidence 
that any scrutiny occurred beyond NRC NRC request for reconsideration should be 
denied 

CONNER, TB Conner & Wetterhahn 52FR7432 87/09/22 BROUSSAUAN.V. Offico 
of Management & Budget Gpp 45052 268 45852 274 


-8006200226 Responds to Q70625 request lor approval of 10CFR30, "Rules of General 
Applicability to Domestic Licensing of Byproduct Mail 11 Request not approved due to 
li'stod reasons 


MACRAE.J B Office of Manage mont & Budget 52FR7432 07/00/10 SHELTONJ3J 
NRC - No Detailed Affiliation Given 30pp 45052 275 45B52 304 


“8806200250 Advises that OMB can not approve NRC request for clearance of Info col 
lection entitled, "‘Complete ness & Accuracy of Info " Commission has not domonstrat 
ad that Incompleteness A inaccuracy have been problem 

FRAAS.A G Offico of Management & Budget 52FR7432. 07/00/07 

MCDONALO.W G Office of Admits Iralion & Resources Management, Director (Post 
070413} 4pp 45852 305-45852 308 V 


“8806200270 Forwards drall for insert for statement of considerations tor matl falso 
statomenls rule & insert for chango to enforcement policy Draft roflocts consideration 
of suggestions & comments offered by listed ofes 

LIEBERMAN.J Ofc of Enforcement (Post 070413) 52FR7432 87/07/28 SOHINKIS 
Assistant General Counsel for Enforcement 15pp 45852 309 45852 323 


“8806200281 Summarizes 870716 telcon w/B Hayes re review ol author 870702 draft 
policy for matt fats© slate ments 

LIEBERMAN.J NRC No Detailed Affiliation Given 52FR7432 07/07/20 NRC - No 
Detailed Affiliation Given Ip 45052324 45852324 


-0606200226 Responds to 070625 request for approval of 1DCFR30, "Rules of GooeraJ 
Applicability to Domestic Licensing of Byproduct Matl " Requost not approved duo le 
listod reasons 

MACRAE.J B Office of Management & Budget 52FR/432 07/00/18 SHELTON 0 J 
NRC - No Detailed Aflillallon Given 30pp 45052 275 45852 304 

-B8O02QO25O Advises that OMB can not approvo NRC request for clearance of info col 
lection ontitlod, '‘Completeness & Accuracy of Info " Commission has not demonical 
od that incompleteness & inaccuracy havo boon problem 

FRAAS.A G Offico of Management & Budget 52FR7432 07/06/07 

MCDONALD, WG Office of Administration & Rosourcos Manpgomont Director |Poii 
070413) 4pp 45952 305 45052 300 

-0606200270 Forwards draft for insort for statement of considerations for mail false 
statements rule & insert for change to enforcement policy Droll roriocls consideration 
of suggestions & commonts offored by listed ofes 

LIEBERMAN.J Qlc of Enforcement (Post 8704 13) 52FR7432 07/07/20 80NINKI.S 
Assistant General Counsel for Enforcement 15pp 45052 309 45052:323 

-6606200201 Summarizes 870716 telcon w/B Hayos ro rovlow of author 07070? dr a 4 * 
policy for matl false statements 

LIEBERMAN.J NRC No Detailed Affiliation Given 52FR7432 87/07/20 NRC* No 
Detailed Affiliation Given. Ip 45852 324 45052 324 

-8806200294 Forwards markod up proposal w/specific comments re matl fatso state- 
ment rule 

DAVIS, A B Region 3, Ofc of the Director 52FR7432 07/07/20 LIEBEHMANJ O'C 
of Enforcement (Post 870413), 14pp 45052 325 45052 338 

-6606200316 Advises that end mark up contains minor comments for consider at kmi re 
matl false statament Substantive concern ro use of term carol ess disregard not wel 
understood Term should be clearly defined In statement of considerations 
RUSSELL.WT Region 1, Ofc of the Director 52FR7432 87/07/15 LIEGERWAN.J 
Ofc of Enforcement (Post 870413) Ip 45B52 339 45B52 339 


■8690200294 Forwards marked up proposal w/specllic comments re matl falsa state- 
ment rule 


DAVIS, A B Region 3, Ofc of (he Director 52FR7432 07/07/20 LIEBERMANJ 
of Enforce mem (Post 070413) I4pp 45052 325 45852 338 


-660B2OO345 Advises that Ofc of Investigations comments ol 061219 still pertain ca 
draft final rule on completeness & accuracy of Info, per 070819 memo 
HAYES, BB. Investigation Br.Dlv of Fuel Facilities, Materials & Safcguartfs.lE (Pre 
830103) 52FR7432 87/07/14 GOLDBERG.J R Assistant General Counsel tor tfrv 
fo/comenl Ip 45052340 45852310 


-8006200316 Advises that end mark-up contains minor comments for consideration 
mall false statament Substantive concern ro use of term careless disregard not w 
undorstooaTerm should be clearly defined in statement of considerations 
RUSSELL.WT Region 1, Ofc of the Director 62FR7432 G//07/15 UE8ERMAN 
Ofc of Enforcement (Post 870413} Ip 45B52 339 45852 339 

“8806200345 Advises that Ofc of Investigations comments of 061 219 still pertain 
J,raft final rule on completeness & accuracy of info.por 870610 memo 

5, a, '°" ^r.Div of FugI Faculties, Materials & Safcguards.lE (P 
■630103) 52FR7432, 87/07/14 GOLDBERG.J R Assistant General Counsel for E 
(or cement Ip. 45052 340-46062 340 


-6600210025 Forwards Insert for statement of considerations for matl lalso statement 
07O7H)i nSert *° r C ^ an ^° en ^ orcomonl policy Comments on inserts requested ty 

LIEBERMAN.J Ofc of Enforcement (Post0704l3) 52FR7432 67/07/02 TAYlOR J 
Ofc of the Executive Director for Operations 15pp 45852 349-45853 00? 

“6006210031 Comments on draft final rulo re completeness & accuracy of 
Info Paragraph B of rule should bo amended to provide notification ol significant rvfo 
should be made to administrator of appropriate regional ofc 
AXEIRAD.J A Ofc of Special Projects 52FR7432 07/07/01 GOLDBERG JR As- 
sistant General Counsel for Enforcement Ip 45053 003-45853 003 
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—8-806210039 Concurs w/draft final rule on completeness & accuracy of info forwarded 
by 8-706 1 9 memo & submits listed comments 

THOMPSON.H L Office of Nuclear Material Safety & Safeguards.Director 52FR7432 
B7/07/Q1 GOLDBERG.J R Assistant General Counsel for Enforcement Ip 
45853 004-45853 004 

— S8&6-2 10046 Forwards draft final rule re completeness & accuracy of Info for 
review Draft addresses comments received in response to proposed rule published on 
67031 1 

GOLDBERG, JR Assistant General Counsel for Enforcement 52FR7432 07/00/19 
TAYLOR, J M Ofc of the Executive Director for Operations 184pp 45053 005* 
45653 267 

—8706090040 Discusses SECY-06 36 re matl false statements Paper roprosonts old 
wine in new skin by reiterating position m SECY-04-421 New ovidenco presented by 
Advisory Com mittee for Review of Enforcement Policy conjecture & speculation 
HAYES, 8 B Office of Investigations 52FR7432 86/02/19 PALLADINO Commission 
eis 2p-p 45852 341 45852 346 

—8707240034 Comments on draft rule re completeness & accuracy of info & Suppl VII 
re enforcement policy dealing w/matl false statements, per 870619 request Rule In 
tended to establish highly prof attitude toward safety 

MUR LEY ,T E Office of Nuclear Reactor Regulation, Director (Post 870411) 
E2FR7432 07707/06 GOLDBERG.J Assistant General Counsel for Enforcement 
3pp 45852 347*45852 340 

-8806200178 Recommends that Commission consider finat rule & enforcement policy 
on mall falso statement 

STELLO.V Ofc of the Executive Director for Operations 52FR7432 87/10/14 
MURRAY, J Deputy General Counsoi for Hearings & Enforcement Ip 45852 090- 
4 5662 0 98 

—8808200162 Forwards draft Commission paper re final rule on mall falso statements 
MURRAY.J NRC * No Dotailed Affiliation Given 52FR7432 87/10/01 PARLER.B 
NRC - No Detailed Affiliation Given 151pp 45052 009 45052 265 

—8808208204 Responds to WG McDonald (NRC) request for reconsideration ot disap 
proval by OMB of proposed reporting & recordkeeping rules (62FR7432) No evidence 
that any scrutiny occurred beyond NRC NRC request for reconsideration should bo 
domed 

CONNER/ T B. Conner & Wetterhahn 52FR7432 07/09/22 BROUSSALIAN.V Office 
of Management & Budget Opp 45852 266-45052 274 

—6606200226 Responds to 870625 request for approval of 1OCFR30, “Rules ot General 
Applicability to Domostlc Licensing of Byproduct Matl,” Requesl not approved due to 
listed reasons 

MACRAE.J B. Office of Management & Budget 52FR7432 07/08/18 SHELTON, BJ 
NRC No Detailed Affiliation Given 30pp 45052 275-45052 304 

-8808200250 Advia&9 that OMB can not approve NRC request for clearance of Info col- 
lection entitled, " Completeness & Accuracy of Info " Commission has not demonstrat- 
ed thal incompleteness & inaccuracy have been problem 

FRAAS.AG OFfico of Management & Budget 52FR7432 B7/09/07 

MCDONALD, W G. Office of Administration & Resources Management, Director (Post 
870413) 4pp 45052 305 45052 300 

-6606200270 Forwards draft for Insert for statement of considerations for mail false 
statements rule & insert for change to enforcement policy Draft reflects consideration 
ol suggestions & comments offered by listed ofes 

LIEBERMAN.J, Ofc of Enforcement (Post 070413) 62FR7432 07/07/29 30H1NKI.S 
Assistant General Counsol for Enforcement 15pp 45852 309 45852 323 

-8808200281 Summarizes 870716 telcon w/8 Hayes rs review ot author 0707Q2 draft 
policy for mat! false statements 

UEBERMAN.J NRC - No Detailed Affiliation Given 52FR7432. 87/07/20 NRC - No 
Detailed Affiliation Given Ip 4 5B52 324-45052 324 

-8806200294 Forwards marked up proposal w/speclfic comments re matl falso state 
ment rule 

DAVIS, A B Region 3, Ofc of thn Director 52FR7432 87/07/20 UEBERMAN.J Ofc 
ot Enforcement (Post 870413) 14pp 45052 325 45052 330, 

-8806200316 Advises that end mark up contains minor comments for consideration ro 
matl false statement Substantive concern ro uso of torm careless disregard not woll 
under stood Term should bo clearly dofmed In statement of considerations 
RUSSELL.WT Region 1, Ofc of the Director 52FR7432 07/07/15 UEBERMAN.J 
Ofcor Enforcement (Post 870413) Ip 45052 330 45052 339 

-8806200346 Advises that Ofc of Investigations comments of 861219 still pertain ro 
draft final rule on completeness & accuracy of Info, per 870619 memo 
HAYES, B B Investigation Br.Div of Fuel Facilllios.Maloriala & Safeguards, fE (Pro 
830103), 52FR7432 87/07/14 GOLDBERG, J R. Assistant General Counsel for En 
forcement Ip 45852 340-45052 340 

-8806210025 Forwards insert for statement of considerations for matl false statement 
ruto^&Jnserl for change to enforcement policy Comments on inserts requested by 

LIE&ERMAN.J Ofc of Enforcement (Post 870413) 52FR7432. 87/07/02 TAYLOR, J 
Ofc of the Executive Director for Operations 1 Spp 45852 349 45853 002 

-8806210031 Comments on draft final rule re completeness & accuracy of 
Info Paragraph B of rule should be amended to provide notification of significant Info 
should be made to administrator of appropriate regional ofc 
AXELRAD.J.A Ofc of Special Projects 52FR7432 67/07/01 GOLDBERG, J R As- 
sistant General Counsol for Enforcement Ip 45053 003-45053 003, 

-8806210039 Concurs w/draft final rule on completeness & accuracy of info forwarded 
by 670919 memo & submits listed comments 

THOMPSON, H.L Offico of Nuclear Material Safety & Safeguards.Director 52FR7432 
87/07/01 GOLDBERG.J R Assistant General Counsel for Enforcement Ip 
45853 004-45B53 004 

-88062 10046 Forwards draft final rule re completeness & accuracy of info for 
review Draft addresses comments received In response to proposed rule published on 
670311 

GOLDBERG.J R Assistant General Counsol (or Enforcement 52FR7432 87/06/10 
TAYLOR.JM Ofc of the Executive Director for Operations 164pp 45853 005- 
45653267. 


—8706090040 Discusses SECY-86 36 re mat! false statements Paper represents old 
wine fn new skin by reiterating posilion in SECY B4 421 Nov/ evidence presented by 
Advisory Committee for Review ol Enforcement Policy conjecture & speculation 
HAYES.BB Office of Investigations 52FR7432 86/02/19 PALLADINO Commission 
ers 2pp 45852 341-45052 346 

-6707240034 Comments on draft rule re completeness A accuracy of Info & Suppl Vil 
ro enforcement policy dealing w/mall false statements, per 070619 request Rule in 
tended to establish highly prof attitude toward safety 

MURLEY.TE Olfico of Nuclear Reactor Regulation, Director (Post B70411) 
52FR7432 87/07/06 GOLDBERG.J Assistant General Counsel for Enforcement 
3pp 45852 347 45852 348 

-8806200178 Recommends that Commission consider final rule & enforcement policy 
on mall false statement 

STELLO.V Ofc of the Executive Director for Operalions 52FR7432 87/10/14 
MURRAY.J Deputy General Counsol for Roarings A Enforcement Ip 45852 09B 
45052 098 

-8806200182 Forwards draft Commission paper ro final rule on matl falso statements 
MURRAY.J NRC - No Detailed Affiliation Given 52FR7432 87/10/01 PARLER.B 
NRC - No Detailed Affiliation Given 151 pp 45052 099 45852 265 

-8806200204 Responds to WG McDonald (NRC) requosf for reconsideration ol disap- 
proval by OMB of proposed reporting A recordkeeping rules (62FR7432) No evidence 
that any scrutiny occurred boyond NRC NRC request for reconsideration should be 
denied 

CONNER,! B Conner & Wetterhahn 52FR7432 87/09/22 BROUSSALIAN.V Office 
of Management & Budget 9pp 45052 266-45852 274 

-8806200226 Rosponcfs to 870625 request for approval of 10CFR30, “Rules ot General 
Applicability to Domestic Licensing of Byproduct Mail 1 ’ Request not approved due to 
listed reasons 

MACRAE.J B OMice of Management & Budget 52FR7432 07/00/18 SHELTON, BJ 
NRC - No Detailed Affiliation Given 30pp 45852 275 45952 304 

-8806200250 Advises that OMB can not approve NRC request for clearance of Into col 
lection entitled, "Completeness & Accuracy of Info " Commission has not dennonstrat 
ed that incompleteness & Inaccuracy have been problem 

FRAAS.AG Office of Management & Budget 52TR7432 87/08/07 

MCDONALD.WG Office of Administration & Rosourcos Management, Director (Post 
870413) 4pp 45652 305 45852 308 

-8806200270 Forwards draft for insert for statement of considerations for matl false 
statements rule & Insert for change to enforcement policy Draft reflects consideration 
of suggestions & comments offered by listed ofes 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 G7/C7/29 SOHINKI.S 
Assistant General Counsol for Enforcement 1 5pp 45852 309 45B52 323 

-8806200281 Summarizes 870716 telcon w/B Hayes ro review of author 970702 draft 
policy for malt false stnlomonts 

LIEBERMAN.J NRC No Detailed Affiliation Given 62FR7432 87/07/20 NRC - No 
Detailed Affiliation Given Ip 45052324 45052324 

-8806200294 Forwards marked up proposal w/spocific comments ro matl falso state 
mont rulo 

DAVIS, A B Region 3, Ofc of the Director 52FR7432 07/07/20 LIEBERMAN.J Ofc 
Of Enforcement (Post 070413) 14pp 45B52 325 4 5852 330 

-8806200316 Advises that end mark up contains minor comments for consideration re 
mail fatso statement Substantive concern re uso of torm caraloss disregard not well 
understood.Term should bo dearly dofmod In statement of considerations 
RUSSELL.WT Region 1, Die of Iho Director 52FR7432. 87/07/15 LIEBERMAN.J 
Ofc of Enforcement (Post 870413) Ip 45D52 339 45852 339 

-0808200345 Advises thal Ofc of Invosllnntiona comments of 661219 still pertain re 
draft final rule on completeness & accuracy of Info, per 870619 memo 
HAYES.BB Investigation Br.Oiv of Fuel Facilities, Materials & Safoguards.lE (Pro 
830103) 52FR7432 87/07/14 GOLDBERG.J R Assistant General Counsol for En 
forcement Ip 45852,340-45852 340 

-8806210025 Forwards insert for stalement of considerations (or malf falso statomont 
rule & insort (or change to enforcement policy Comments on inserts requested by 
670710 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 52FR7432 87/07/02 TAYLOR. J 
Ofc of (he Executive* Director for Operations I5pp 45852 349 45053 002 

-8606210031 Comments on draft final rule ro completeness & accuracy of 
info Paragraph B ol rulo should bo amended to provide notification of significant info 
should bo made to administrator of appropriate regional ofc 

AXELRAD.J A Ofc of Special Projects 52FR7432 87/07/01 GOLDBERG.J R As 
slstant General Counsol (for Enforcement Ip 45053 003-45853 093 

-8608210039 Concurs w/draft final rulo on completeness & accuracy of info forwarded 
by 970619 memo A submits (istod comments 

THOMPSON.H L Offico of Nuclear Material Safety & Safeguards.Director 52FR7432 
07/07/01 GOLDBERG.J R Assistant Ganoral Counsel for Enforcement Ip 
45853 004-4 5B53 004 

-8606210046 Forwards draft final rulo re completeness & accuracy of info for 
review Draft addresses comments received in response to proposed rulo published on 
870311. 

GOLDBERG, JR. Assistant General Counsol for Enforcement 52FR7432 07/00/19 
TAYLOR.JM Ofc of the Executive Director for Operations 164pp 45853 005 
45853 267 

8806230234 Comment on proposed rule 1DCFR50 ro proposed ruioa to Section 
1 40 01 ,App A of Part 140 financial protection requirements & indemnity agreements 
by adding text of certain endorsements after existing text 

8IELECKI.GA Affiliation Not Assigned 53FR15049 00001. 08/05/26 Office of the 
Secretary of the Commission 3pp 45909 074 45909 076 

8806230242 Comment opposing proposed rule 10CFR35 re nuclear medicine technolo 
gists training & experience Believes actions outlined in proposed rules not Indicated or 
appropriate 

THOMPSON, G Affiliation Not Assigned 53FR10B45 00001 88/06/14 Docketing & 
Services Branch ip 45909 077 45909 077 
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4800230254 "Rev ol Backfitling Process for Power Reactors," 10CFR50 final 
rule Regulations promulgating amended rule which governs backfittmg of nuclear 
power plants 

* NRC - No Detailed Affiliation Given 53FR206Q3 8B/06/01 33pp 45909 076 
45909 1 to 


0006240017 Comment opposing proposed rule 10CFR34 re proposed ANSI N432 std 
due to cost of implementing proposed changes in radiography devices & human, 
nature Technician will rely on indicator instead of survey meter 
OZMUNJ Globo X Ray Services, Inc 53FRB460 00032 60/05/26 Office cl the Sec. 
rotary of the Commission 3pp 45910 047 45910 050 


8B06230255 Comment opposing proposed rule 10CFR34 20 re visible source position 
indicator & automatic locking mechanism Bolls & whistles on radiographic exposure 
devices unnecessary 

CONNEL.LG X-Ray, Inc 53FR84 60 00040 68/06/15 Oockoling & Services Branch 
2pp 45902 307 45902 303 


6008240024 Comment on proposed rulo 10CFR34 re safety requirements lor industrial 
radiographic equipment Instead ol requiring alarm dosimeters preset at 500 mr/hr 
signal.each licensee should be able to choose between alarms & state of-art chunks 
MOB ERG, A J Newport News Shipbuilding & Dry Dock Co 53FR8460 0C045 89/06/ 
09 Docketing & Services Branch IP 45910 Q5B 45910 056 


8006230250 Comments opposing proposed rule 10CFR34 ro certification of industrial 
radiographers 

YOUNG.SC Affiliation Not Assigned 53FR8460 0024 09/05/17. BERNTHAL.F NRC 
No Detailed Affiliation Given 1 p 45909 1 1 1-45909 1 1 1 

6S06230-260 Discusses alternatives raised re high level radwaslo 
DEMECS.DD Affiliation Not Assigned 53FR 17709 66/06/06 O Mice of the Secretary 
Of the Commission Ip 45909 1 1 2 45909 112 

8806230263 Comment supporting proposed rule 10CFR61 ro radwaste issues Requests 
that NRC review & develop more responsible nuclear/ energy oolicv NRC emergency 
access ruling should be slopped 

SPOORS.T Affiliation Not Assigned 53FR1 7709 00003 68/06/21 Office of the Sec 
retary of the Commission 3pp 45909 113-45909115 

6606230270 Comment supporting proposed rule 10CFRB1 re disposal of radwaste Inlo 
geologic repository 

* Affiliation Not Assigned 53FR17709 00002 8B/06/16 Office of the Secretary of the 
Commission Ip 45909 116-45909 116 

6806230273 Comments on proposed rulo 10CFR34 re certification of industrial 
radiographers Spec in 10CFR34 33 ro aiarm dosimeter mlsleading.since what is 
reeded Is alarm rale motor 

CLARKE, ET Toch/Ops, Inc (lormerly Technical Operations, Inc) 53FRQ460 0030 
68/05/23 Docketing & Services Branch 3pp 45909 117-45909 119 

6006230262 Comment opposing proposed rule 10CFR34 re exposure devices equipped 
w/visible source position Indicator Believos NRC underestimated cost of compliance 
w/ pro posed new rulo 

GREEN, SR MQS Inspection, Inc (formerly Magnallux Corp) 53FR64&G 00049 6B/ 
06/03 Docketing & Services Branch 3pp 459C9 120-45909 122 

8006230205 Comment concerning proposed rule 10CFR34 ro safety requirements (or 
industrial radiographic equipment Sections 34 20 8 34 30 commendable Better train 
ing favored) over now rules re mfg of devices & use ol dosimeters 
LQFUN.LI Carolina Power & Light Co 53FR8460 00026 86/05/17 CHILK.S J 
Office of the Socrotary of the Commission 2pp 45902 341-45902 342 

8606230291 Commeni opposing proposed rule 10CFR34 re visible source position indi 
cator on radiography devices & requires lhat radiography devices have sys to auto 
malic-ally secure source assembly upon retraction & necessitate deliberate action 
HILL,W D John Deere Corp 53FRD460 00050 00/00/07 Office of the Socrotary ol 
the Commission 2pp 45909 123-45909 124 


0806240032 Comment on proposed rule 10CFR34 Proposal 34 2Q(a),(tMl) fbW2i 4 
(b)(3) generally acceptable Proposal 34 20(c)(1) might be improved by following Stale 
of TX wording which emphasizes application oriented approach 
CASSIDY.JP Mason & Hanger Silas Mason Co, tnc 53FR8460 00044 00/06/09 
Docketing & Services Branch 2pp 45910 057 45910 056 

0806240093 Proposed rule 10CFR5Q, "Leak Bofore Break Technology, Solicitation ol 
Public Comment on Addl Applications " Rule would investigate safoty benefits assod 
atod w/using leak boforo break technology to modify functional roqulremonla 
CHILK.SJ Office of the Secretary of the Commission 53FR11311 8B/0W0J 
45910 059 45910 064 ^ 


8806240050 Comment supporting proposod rule 10CFR34 ro Lccnsra 
iraminp.equipmenf mamt & safoty program 

FRATT.M D Mobile Inspection Sorvico, Inc 53TR046O 00042 80/06/10 Docket™ A 
Services Branch Ip 45909 319 45909 319 ^ 


0806240059 Comments on proposed rulo 10CFR34 re safoty requirements lor industrial 
radiographic equipment Believes that chief reason for radiographic overexposure* is 
undertrained personnel 

THIELMEIER.S North American Testing Co 53FR8460 00043 80/06/13 NBC - Wo 
Detailed Affiliation Given 2pp 45909 320 45909 321 


0006240063 Comment opposing proposed rule 10CFR34 ro safoty requirements for in- 
dustrial radiographic equipment Guidelines should be proparod to specify label dmen- 
sions A method of attachment to exposure device 

HATHORN.R L Florida Power Corp (subs of Florida Progress Corp) 53FF1&460 
00040 BQ/06/08 Dockoling & Services Branch 2pp 45900 322-45909 323 


00O624OO6D Comment opposing proposed rule 10CFR34 ro exposure device to to 
equipped w/visible source position Indicator which will not falsely Indicate position ol 
source 

ANDERSON.M Keokuk Stool Casting 53FR046O 00041 66/06/07 Dockobno & 
Services Branch 2pp 459Q9 324-45909 325 


0006240083 Comment on proposod rule 10CFR34 ro liconseos malnt program Rccorr 
mends lhat some typo of caps or dusl overs on source lube & control cablo orsdsbe 
required 

BOWMAN, G E Northwost Testing Laboralonos 53FR0460 00Q36 89/06/06 Docket 
Ing & Services Branch 2pp 45009 330 45909 331 


0006230302 Comment opposing proposod rule 10CFR34 ro plan for central codification 
of Sndusiria! radiographers Rule will not accomplish Intended goal & place undue fman 
clal burden on NOT community & public at large 

YOUNG, S,C Affiliation Not Assigned 53FR046O 00025 00/05/17 ZECH.LW Com 
rniaslcnws fp 45909 125 45S09 125 


0BO624QO90 Comment on proposod rule 10CFR34 ro safety requirements for Industrial 
radiographic equipment Concerns ro prevention oi overexpose res 1o radiographers A 
noneral public would be better addressed through onlorcoment of existing regulation 
MARMARO.G National Aeronautics A Space Admin 53rR8460 00039 00/03/08 
Docketing A Services Branch 0pp 45009 340 45909 353 


6006230303 Comment opposing proposed rule 10CFR34 ro Industrial radiography 
regulations Ball ovos estimated cost of proposed changes grossly underestimated & 
will place initial monetary burden on small companies 

WENDT, K Affiliation Not Assigned 53FR046O 00040 08/06/13 Dockelinq & Serv- 
ices Branch 2pp 45909 126 45909 127 


6606240104 Comment on proposed rulo 10CFn50 ro safoty requirements for industrial 
radiographic equipment Sourco indicator should bo used Instoad ol survey moicr in 
somo instances Alarm dosimeter would bo of negligible benefit 
HOLLANDER, WD Harrison Stool Castings Co 53rR04fi0 00036 00/05/27 Docket 
ing & Services Branch 2pp 46009 346-45909 347 


8806230305 Comment opposing proposod rules 10CFR50 & 73 ro access authorization 
program Licensee achieving benefit through efforts ol Congress rather than nogotla 
tions during contract talks 

WALSH, J M Affiliation Not Assigned S3FR7534 00063 BB/06/13 Office of the Sec 
rol ary of the Commission Ip 45902 344 45902 344 


8006240110 Comment on proposed rulo 10CFR34 ro safety requirements for Industrial 
radiographers Author would object if now regulation roquirod entrance to vault aiier 
oach exposuro 

GARNJOBST.J L Mason & Hanger - Silas Mason Co , Inc 53FR840O O0037 08/05/ 
31 Docketing & Services Branch Ip 45909 345 45909 345 


6606230309 Requests reopening of comment period for period of 90 days for proposed 
rules 10CFR50 & 73 re policy statement on nuclear power plant access authorization 
program 

WOOD.C Utility Workers Union of America 53FR7534 00069 08/06/14 Dockellnn & 
Services Branch Ip 45902,345 45902 34s 

8006230311 Comment opposing proposed rule 10CFR34 ro safety requirements for In- 
dustrial radiographic equipment. Objections to rule Include requirements for visible 
source position indicator on oxposura device 

MENDENHALL, K G Navy, Dept of 53FR8460 00028 00/05/16 Docketing & Serv- 
ices Branch 5pp 45909:128-45909 132 


6800230312 Comment opposing proposed rule 10CFR34 Believes radiographer mi 
on proper use o! survey melor over period of time, 

CHAUVIN.R J Grove Valve & Regulator Co, 53rR64G0 00047 86/06/14 Docketir 
& Sorvico s Branch 2pp 45906 133-45909.134 


8006240112 Comment on proposed rule 10CFR34 re safety requirements for Induilnil 
radiographers Supports rule 

CLARKE, ET Toch/Ops, Inc (formerly Technical Operations, Inc ) 53FRB460 00034 
80/05/23 Docketing & Services Branch 3pp 45909 342 45909 344 

8006240117 Comment supporting proposed rulo 10QFR34 ro safe operation of equip- 
ment used for industrial radiography 

SMITH.TR Connex Pipe Systems, Inc 53FR0460 00035 06/05/26 Dock fling A 
Services Branch 2pp 45910197-45910 190 

8006240120 Comment on proposed rule 10CFR34 re safoty requirements for indusinal 
radiographers Expresses concern on overall start up cost & malnt & roplacorrcM ol 
alarm dosimeters 

SOUTHERS.R L Ultrasonic Specialists, Inc 53rRB460 00033 66/05/25 Docketir^ A 
Services Branch 3pp 45909 335 45909 337 


0800230313 Recommends extension of comment period by 90 days from date subi r 
quest received Adoption of policy would have significant Impact upon workers at n 
clear power plants & merits further comments 

GARCIA, B R Utility Workers Union of America 53FR7534 00067 80/06/07 Dock* 
ing & Services Branch 3pp 45902 350 46902 352 


8806240128 Comment on proposed rule 1GCFR34 ro recommendation for coitficaton 
of Industrial radiographers Financial impact of certification has not boon Justified as 
cost-effective method of Increasing gaiety 

CIARAVINO.VO Richardson X-Ray, Inc 53FR8460 00029 GG/05/20 ZECH.LW 
NRC * No Detailed Affiliation Given 2pp 45909 338 45909 339 


00062303 1 7 Comment opposing proposed rule 10CFR34 re safety requirements lor 
duatr at radiographic equipment Us© of readily visible source position Indicator coi 
5Ljrv0 X r,Qt&r & ml 0 ht creal0 Dealer hazard 

00027 Wl ° Docke,l " fl 5 Sorvlc 


8006240167 Comment opposing proposod rule 10CFR50 re emergency planning A pre 
parednoss requirements for nuclear power plant fuel loading & initial low powsr wx* 
ations 

ENRIQUEZ.M Affiliation Not Assigned 53FR18435 00531, B6/06/06 CHiLKSJ 
Office of the Secretary of the Commission Ip 4591 8 133 4591 6 1 33 


8flOfl240f>a? Comment opposing proposed rule 10CFR34 re use ol ala 
auSo meter personnBl radiographers becoming complacent & not utlliz 

W MGS Inspection, Inc (formerly Magnallux Corp ) 53FR8460 00031 t 
05/25 Offtca of the Secretary of the Commission 2pp 45910 945 45910 046 


8806240168 Comment opposing proposed rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low po** 
operations Urges Commission to reject proposed rulo change 
STEVENS, WW Affiliation Not Assigned 53FR 16435 00511 88/08/06 CHILK.SJ 
Office of tho Secretary of the Commission Ip 4591 6.134-459 1G 134 
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*80324017(1 Comment opposing proposed rule 1UCFR50 ro emergency planning & pre 
paredness requirements lor nuclear power plant fuel loading & initial low power oper 
ations 

BEAUREGARD.L Affiliation Not Assigned 53FR 16435 G0532 88/06/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45916 135-45916 135 

*806240173 Comment opposing proposed rule 10CFH50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

HUSSEY.T, HUSSEY, L Affiliation Not Assigned 53FR16435 00490 88/06/06 
CHILK.S J Office of the Secretary of the Commission Ip 45909 292 45909 292 

8806240174 Commenl opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations l/rges Commission to re|ecf proposed rule change 
GILLESPIE, MJ Affiliation Not Assigned 53FR16435 00512 8B/05/21 CHILK.S J 
Office of the Secretary of the Commission Ip 45916 136 45916 136 

6806240175 Comment supporting proposed rule 10CrR5Q re emergency planning A 
preparedness requcremenls for nuclear powor plant fuol loading & Initial low power op- 
erations 

TUCKER ,HB Duke Power Co 53FR 16435 00533 08/06/01 Dockoling A Semcos 
Branch Ip 45916 137 45916137 

8BO6240177 Comment opposing proposed rulo 1GCFR50 ro emergency planning & pro 
paredness requirements for nucloar power plant fuol loading A initial low power 
operations Offsite emergency response planning must bo mot before operation com- 
mences 

ATKINSON ,M Affiliation Not Assigned 53FR16435 00521 00/05/21 CHILK.S J 
Office of the Secretary of the Commission Ip 45909 293 45909 293 

8606240178 Comment apposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low powor oper- 
stthons 

DEGRENIER.A H Affiliation Not Assigned 53FR16435 00491 00/05/21 CHILK.S J 
Office ofl fhe Secretory of the Commission Ip 45909 294 45909 204 

6806240179 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading A Initial tow power 
operations Urges Commission to rejoct proposed rule change 
WONTVILLE.BA Affiliation Not Assigned 53FR1G435 00513 00/06/06 CHILK.S J 
Olflce of the Secretary of the Commission Ip 45916 138-45916 13B 

60062401 BO Comment supporting proposed rule 10CFR50 re emergency plannfng & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
eratrors 

CRUICKSHANK.J Affiliation Not Assigned 53FR 16435 00534 00/06/09 Dockelmg 
& Sorwces Branch. Ip 45916 139-45916 139 

8806240181 Comment opposing proposed rule 10CFR50 ro omergency planning A pre 
paredness requirements for nuclear power plant fuel loading A initial low powor oper 
ations 

RICHARDSON. P Affiliation Not Assigned 53FR1 6435 00492 08/06/06 CHILK.S J 
Office of the Secrelary of iho Commission Ip 45909 295 45909 295 

8806240182 Comment opposing proposed rule 10CFR50 re omorgoncy planning A pro 
pared ness requirements for nuclear powor plant fuol loading A initial low powor oper- 
ations 

MARSHALL.^ Affiliation Not Assigned 53FR 16435 00535 88/06/06 CHILK.S J 
Office of the Secrotary of tho Commission Ip 45916 140 45916 140 

8-806240184 Comment opposing proposed rule 10CFR50 ro emergency planning A pro 
paredness requirements for nucloar power plant fuel loading & initial low powor oper 
alion3 

LYONS, JF Affiliation Not Assigned 53FR 16435 00403 8Q/06/O6 CHILK.S J Office 
of the Secretary of the Commission. Ip 45900 206 45909 29G 

8*06240166 Comment supporting proposed rule 10CFR50 ro emergency planning & 
propiredness requirements for nuclear power plant fuol loading & Initial low power op- 
erations 

PROWLES.E O Affiliation Not Assigned 53FR16135 00536 00/06/06 Docketing & 
Services Branch Ip 45916 141-45016 141 

3806240187 Comment opposing proposed rule 1QCFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading A initial low powor 
operations Urges Commission to rolect proposed rule change 

mAAOT.D Affiliation Not Assigned 53FR16435 00514 80/05/21 CHILK.S J Office 
cf (he Secretary or the Commission ip 45916 142-45916 142 

8606248188 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations. 

OSWALD.B A Affiliation Not Assigned 53FR16435 00501 88/06/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45009 207-46909 207 

6806240189 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

JORDAN.V , JORDAN, W Affiliation Not Assigned 53FR1G435 00494. 88/06/06 
CHILK.S J Office of the Secretary of the Commission Ip 45909 298-45909 298 

3006249190 Comment opposing proposed rule 10CFR5O ro emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & Initial low power oper- 
ations 

MOOFtE.P Affiliation Not Assigned 53FR16435 00537 80/06/10 Docketing & Serv- 
ices Branch Ip 45916 143 45916 143 

6806240191 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements (or nuclear powor plant fuel loading A initial low powor 
operations Urges Commission to reject proposed rule channo 
CHARMANSKI.A Affiliation Not Assigned 53FR16435 00515 80/06/06 CHILK.SJ 
Office of ihe Secrelary of the Commission Ip 45916 144 45916:144 

8806240192 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

fRJSCO.D.C, Coalition for Nuclear Power Plant Postponement 53FR16435 00538 
88/06/02 CHILK.S J Office of the Secretary of the Commission Ip 45916 145- 
45916145. 


8806240193 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paradness requirements for nuclear power plant fuel: loading A initial low power oper 
ations 

CUSHIN.R Affiliation Not Assigned 53FR1 6435 00495 BB/05/21 CHILK.S J Office 
of the Secretary of the Commission Ip 45909 299-45909 299 

8606240194 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuol loading & Initial low po-wer op- 
erations 

BURTON.RH Affiliation Not Assigned 53FR1C435 00539 83/06/05 Docketing & 
Services Branch Ip 4591 6 146 45D16 146 

8806240195 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & initial low power 
operations Urges Commission to reject proposed rule change 

RICHERY.JE Atfitiotion Not Assigned 53FR16435 0051b 80/06/06 CHILK.S J 
Office of the Secretary oftho Commission Ip 45916 147-459 K> 147 

8806240196 Comment opposing proposed rulo 1QCFR50 re emergency planning S pre- 
paredness requirements for nuclear power plant fuol loading & initial lov/ power oper- 
ations 

* Affiliation Not Assigned 53FR16435 00496 BB/06/06 CHILK.S J Oflico of the Sec- 
retary of Iho Commission 1 p 45903 300 45909 300 

8806240197 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

LAFFELY.S A , LAFFEl Y.fl B Affiliation Nut Assigned 53FR16435 00540 63/06/06 
CHILK.S J Office of the Secrelary of Ihe Commission Ip 4591 D 1 4fl 45916 148 

8806240198 Comment supporting proposed rule IQCFR50 re emergency planning & 
preparedness requirements for nuclear powor plant fuel loading A Inilml low power 
operations Nuclear power more reliable than foreign oil as source of energy 
SUMMERS, LH Affiliation Not Assigned 53FR16435 00523 8B/06/04 Docketing & 
Services Branch Ip 45909 301-45909 301 

8506240199 Comment opposing proposed rule 10CFR50 m emergency planning A pro 
parednoaa requirements for nucloar power plant fuol loading A initial low power 
operations Urges Commission to reject proposed change 

BROWN.SA Affiliation Not Assigned 53FR16435 00517 88/05/21 CHILK.S J 
Office of the Secrelary of the Commission Ip 45916 149 45916 149 

(J60Q24Q200 Common! opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements for nucloar power plant fuol loading & initial low power oper- 
ations 

EDELSTEIN.E Affiliation Not Assigned 53rn 16435 00541 38/06/10 NRC - No Do 
tailed Affiliation Given Ip 45916 1 50 45916 1 50 

8806240201 Comment supposing proposed rule 10CFR50 re oinorqoncy planning A 
preparedness roqulromonls tor nucloar powor plant fuel loading 6 initial lo.v power op 
orations 

SHEA.JV. Coalition for Reliable Energy 53FR1G435 00502 08/06/06 Dockoling & 
Services Branch Ip 45909 302-45909 302 

0806240202 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
pnrednoss requirements for nucloar power plant fuel loading & Initial low |)owor oper* 
ations 

STEVENS, SL Affiliation Not Assigned 53FR1G435 00497 BB/05/21 CHILK.S J 
Olltco of tho Secretary of tho Commission Ip 45909 303 4b009 303. 

8806240203 Comment supporting proposed rulo 10CFR50 re omergency planning & 
preparedness requirements for nucloar powor plant fuel loading S Initial tow powor op 
orations 

ALBERT, JJ Affiliation Not Assigned 53FR1C435 00542 88/05/20 NRC - No Do 
lailotJ Affiliation Given Ip 45916 151 45916 151 

6006240204 Comment supporting proj)osed rule 10CFR50 ro emergency planning & 
preparedness requirements for nucloar powor plant fuol loading A initial low power op 
^rations 

COES.SH Affiliation Not Assigned 53i R1 6435 00543 98/06/0/ NRC No Detailed 
Affiliation Given Ip 45916 152 45018 152 

6 6082402-05 Comment supporting proposed rule 10CFR50 ro emergency planning A 
proparodness requirements for nuclear power plant fuel loading A Initial low powor 
operations Roquosis to use influence lo sea uiil go on linn w/mm delay 
GAUPPJL Affiliation Not Assigned 53FR16435 00518, BO/06/04 Dockoling & Serv- 
ices Branch Ip 45916 153-45916 153 

8808240206 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading A Initial low powor oper- 
ations 

■ Affiliation Not Assigned 53rR1 6435 00406 80/06/06 CHILK.S J Ofl ice of tho Sec- 
retary of Iho Commission Ip. 45909 304 459D9 304 

8906240207 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plan! fuol loading & Initial low power oper- 
ations 

MCAULIFE.N Affiliation Not Assigned 53FR1G435 00544 00/05/21 CHILK.S J 
Office of the Secrelary of iho Commission Ip. 45916 164-45916 154 

8906240208 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paradness requirement for nuclear power plant fuol loading A Inillal tow power opor- 
ations 

DAVIS, E Affiliation Not Assigned 53FR 16435 00499 86/05/21 CHILK.SJ Office of 
tho Secretary oi tho Commission Ip 45909 305 45909 305 

0806240209 Commend opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

BURKHART, B Affiliation Not Assigned 53FR 16435 00545 06/06/06 CHILK Ollice 
of Iho Secretary of the Commission 2pp 45916 155 45918 156 

8006249210 Comment opposing proposed rule 10CPR50 re emergency planning & pro 
paradness requirements for nuclear power plant fue! loading & initial low power 
operations Urges Commission to reject piopoaed rule change 

PUGUS1.S Affiliation Not Assigned 53FR1G435 00519 80/00/06 CHILK.S J Office 
of ihe Secretary of the Commission Ip 4591 6’ 157 -4 59 16 157 
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BBO6240211 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper- 

MGRGAN.CW. Afliliation Not Assigned 53FR16435 00546 B8/0S/05 CHILK.SJ 
Olfice of the Secretary of the Commission 2pp 45916 156 45916 159 

8806240212 Comment opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power prant fuel toading & initial tow power oper- 
ations 

SONS At NT, y C Affiliation Not Assigned 53FR16435 00500 68/05/21 CHILK.S J 
Office of the Secretary of the Commission Ip 45909 306 45909 306 

8806240213 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
at ions 

DUMONT, FW Affiliation Not Assigned 53FR16435 00503 86/06/06 CHILK.SJ 
Office ol the Secretary of the Commission Ip 45009 307 45909 307 


0806240230 Comment opposing proposed rule 10CFR50 re emergency planning 4 pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper 
ations 

NADEAU.L Affiliation Not Assigned 53FR16435 00554 80/05/21 CNILKSJ Office 
of the Secretary of the Commission Ip 45916 170 45916170 

8606240231 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & InijiaJ tow po 
operations Offsite emergency planning requirements must be met before operation 
starts 

COSTELLO.CC Affiliation Not Assigned 53FR16435 00527 08/06/06 CHILK.SJ 
Oifico of the Secretary of Ihe Commission Ip 45916 171 45916 171 

6806240232 Comment opposing proposed rule 10CFR50 ro emergency planning &pre 
parodness requirements tor nuclear power plant fuel loading & initial low power oper 
ations 

□UPRAV.M Affiliation Not Assigned 53FR16435 00555 88/05/21 CHILK.SJ Office 
of the Secretary of the Commission Ip 45916 172-45916 172 


8806240214 Comment opposing proposed rule 1GCFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuQl loading & Initial low power 


operations Urges Commission to ro(ect proposed rule change 
FREEDMAN.RM Affiliation Not Assigned 53FR1 6435 00520 86/06/06 CH1LK,SJ 
Office of the Secretary ol the Commission Ip 45916 160 45916 160 


8806240233 Comment opposing proposed rule 10CFRS0 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power ■oper 
ations 

LITTLE, PA Affiliation Not Assigned 53FR 16435 00556 88/05/21 CHILK.SJ Qlto 
of the Secretary of the Commission Ip 45009 315-45909 315 


8806240215 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 

LAWflENCE.N L. Affiliation Not Assigned 53FR16435 00547 BB/05/10 NRC - No 
Detailed Affiliation Given 3pp 45916 161*45916 163 


6006240216 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power 
operations No radiological risk exists for parsons offsite during initial fuel loading 
EDWARDS.OW Yankee Atomic Electric Co 53FR16435 00524 8B/06/O8 Docketing 
& Services Branch Ip 45909 309-45909 306 


8008240217 Commenl supporting proposed rule 1OCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low powor op 

HALL, DP Illinois Power Co 53FR16435 0Q54Q 08/05/07 CHILK.SJ Offico ol tho 
Secretary of tho Commission Ip 45916 164-45916 164 


8808240219 Comment opposing proposed rule 10CFR50 ro emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & Imlial fo-w powor 
operations Offsite emergency response planning requirements must bo mot before op 

BUrKSON.RF Affiliation Not Assigned 53FR16435 00525 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45909 309 45909 309. 


8806240220 Comment opposing proposed rulo 10CFR50 re emergency planning A pro 
paredness requirements lor rucloar powor plant fuel loading & initial low power oper- 
ations 

JOHNSON.E Affiliation Not Assigned 53FR16435 00504 08/06/06 CHiLK.SJ 
Offico of the Secretary of the Commission Ip 45909 310 45909 310 


BB0624Q221 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & milml low power oper* 
ations 

BOSTULS.R , BOSTULS.L „ BOSTULS.D Affiliation Not Assigned 53FR16435 00549. 
89/06/06 CHILK.SJ Office of fho Secretary of the Commission Ip 45916 165 
40916 165 


B806240222 Comment opposing proposed rule 10CFR5Q re emergency planning A pro 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Offsite emergency planning requirement must be met before operation 
commences. 

COSTELLO, N J Affiliation Not Assigned 53FR 16435 00526 80/06/ 06 CHILK.SJ 
Office of Ihe Secretary of the Commission Ip 45909 311-45909 311 


0800240236 Comment opposing proposed rule 1OCRR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low powtf 
operations Otfslto emergency planning requirements must be mot before ojwraton 
starts 

FITZPATRICK.P Affiliation Not Assigned 53FR16435 00528 BQ/06/06 CHUKSJ 
Office of the Secretary of the Commission Ip 45916 173 45916 173 

0B06240237 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Offsite emergency response planning requirements must be mot before it- 
eration 

TAPE. A E Affiliation Not Assigned 53FR1 6435 00529 88/06/06 CHILK.S J. Office c4 
the Secretary of the Commission Ip 45916 174-45916 174 

8006240240 Comment opposing proposed rule 10CFR5D re emergency planning & pro- 
parodnoss requirements for nuclear power plant fuel loading & Initial low power 
operations Offsite emergency response planning requirements must bo mol before <jp- 
eration 

EARLS, EV Affiliation Not Assigned 53FR16435 00530 88/06/06 CHILK.SJ CHf-c* 
of the Secretary of the Commission Ip 45916 175 45916 175 


8006240241 Comment opposing proposed rulo 1DCFR50 re emergency planning 4 pre- 
paredness requirements for nuclear power plant fuot loading & initial low power oper 
ations 

MCLAUGHLIN, J Affiliation Not Assigned 53FR1 6435 00507 88/06/06 CHILK.S L 
Office of the Secretary of tho Commission Ip 45909 314 45909 3 14 

8806240242 Comment opposing proposed rulo 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
alio ns 

TIERNEY, J Affiliation Not Assigned 53FR16435 00508 80/0B/06 CHILK.SJ Office 
of the Secretary of tho Commission Ip 45909.31 Q 45909 316 

8606240244 Comment opposing proposed rulo 10CFR5D re emergency planning 4 pre- 
paredness requirements for nucloar powor plant fuel loading & Initial low power opof 
ations 

WACHENDORF.B C Affiliation Not Assigned 53 FR 16435 00522 00/05/31 Comm? 
sloners Ip 45916 176 45916 176 

8806240246 Comment opposing proposed rulo 1OCFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & Initial low power oper 
sltons 

DESJARDINS.E Affiliation Not Assigned 63FR10435 00509 88/00/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45909 317*45909 317 


8806240223 Comment opposing proposed rulo 10CFR5Q re emergency planning & pre 
paredness requirements for nucloar power plant fuot loading & Initial fow power oper- 
allons 

MILLS, B Affiliation Not Assigned 53FF) 16435 00550 68/06/05 CHILK.SJ Office of 
the Secretary ol the Commission Ip 45916 166 45916 166 


6806240252 Comment supporting proposed rule 10CFR50 re emergency planning 4 
preparedness requirements for nucloar power plant fuel loading & Imtl allow pov. or op- 
erations 

* Affiliation Not Assigned 53FR16435 00510 00/06/06 Docketing A Sflrvkw 
Branch Ip 45909 310 45909 310 


8806240225 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Inltiaf low power oper 
at ion s. 

• Affiliation Not Assigned 53FR 16435 00551 86/05/21 CHILK.SJ Office of the Sec- 
retary Of tho Commission. Ip 45816 167-45916 167 

8B062 40226 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low powor oper- 
ations 

IRIS.P. Affiliation Not Assigned 53FR16435 0D505 88/05/21 CHILK.SJ Offico of 
tho Secretary of the Commission Ip 45909-312 45909 312 

B8062 40227 Commenl opposing proposed rulo 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations. 

STEWART.D Affiliation Nol Assigned 53FR 16435 00552 80/05/21 CHILK.SJ 
Office of the Secretary oi the Commission 4p 45916 168-45916 166 

8806240228 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

SCHRICK.B Affiliation Not Assigned, 53FR1 6435 005 53 8B/05/21 CHILK.SJ Office 
of the Secretary ol the Commission Ip 45916 189 45916 169 

88 06240229 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading &. initial tow power oper- 
ations 

HOLLANDS Affiliation Not Assigned 53FR16435 00506 88/05/21 CHILK.SJ Office 
of the Secretary of the Commission. Ip. 45909 313 45009 313 


8806270001 Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
parednoss requirements for nuclear power plant fuel loading & Initial low power eper- 
nitons 

SCANTON.M Affiliation Not Assigned 53 FR 16435 00691 88/06/06 CHILK.SJ 
Offico of the Secretary of the Commission, Ip 45936 223 4.5936 223 

BBQ6270002 Comment opposing proposed rule 10CFR50 re emergency planning A fffr 
parednoss requirements for nucloar power plant fuel loading A Initial low power oper 

ations 

GILLESPIE, MJ Affiliation Not Assigned 53FR16435 00690 06/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip, 45930224-45030 224 

0806270003 Comment opposing proposed rulo 1OCFR50 re emergency planning A prs 
paredness requirements tor nuclear powor plant fuel loading & imlial low power oper 
ations 

NICHOLS, VC Affiliation Not Assigned 53FR 16435 00705 86/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 225 45936 225 

8006270004 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

ORENSTEIN.HK Affiliation Nol Assigned 53FR16435 00704. 68/06/06 CHILK.SJ 
Office of Ihe Secretary of the Commission Ip 45936 220 45936 226 

B-B06270005 Comment opposing proposed rule 1OCFR50 re emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low power open 

GREENWAY.D V Afliliation Not Assigned 53FR16435 00703 86/06/06 CHILK.SJ 
Office of the Secrotary of the Commission 1 p 45916 082 4591 6 002 
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8B06270Q&6 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial tow power 
operations Proposed rule developed w/only util interest in mind 
GAflLEY.S, 6ARLEY.R Affiliation Not Assigned 53FR16435 00694 08/06/06 
CHHK,S J Office of the Secretary of the Commission Ip 45916 003 45916 063 

8100270007 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fool loading & initial low power opor 
atoris 

LASH.TR Illinois, Slato of, Dept of Nuclear Safety 53FR16435 00702 69/06/13 
Oocketing & Services Branch 2pp 45916 084 45916 085 

8&06270Q08 -Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

HOLLIS, S Aflilration Not Assigned 53FR1 6435 00641 88/06/06 CHILES J Office 
of Did Secretary of the Commission Ip 45916 086 45916 086 

&806270009 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/onlv ulil interest In mind 
NICHOLS, V Affiliation Not Assigned 53FR1 6435 00693 8B/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 4591 6 06/ 4591 6 087 

&&06270Q10 Comment opposing proposed rule 10CFRG0 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

ADAMS, L £ Affiliation Not Assigned 53FR 16435 00441 06/05/21 CHILK.SJ Office 
ol the Secretary of Ihe Commission Ip 45936 227-45936 227 

8-406270011 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
alions 

CORBETT, M Affiliation Not Assigned 53FR 16435 00642 08/05/21 CHILK.SJ 
Office d the Secretary of the Commission Ip 45916 088 45916 OOB 

B3092700I2 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

PQMANTE.D J Affiliation Not Assigned 53FR16435 00701 88/06/06 CHILK.SJ 
Olflco of Ihe Secretary of the Commission Ip 4 59 IQ 089 45916 089 

6&06270013 Comment opposing proposed rulo 10CrR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
at ions 

DREW, C A Affiliation Not Assigned 53FR16435 00643 08/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 45916 090 45916 090 

fl-806270018 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

GAGE, ME A1( illation Not Assigned 53FR 16435 00644 08/06/06 CHILK N SJ OHico 
of (he Secretary of the Commission Ip 45916 09 1 45916 091 

88.06270017 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
paredness requirements tor nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util interest in mind 
HALL.WL. HALL, AW Affiliation Not Assigned 53FR16435 00692 06/06/06 

CHILK.SJ Office of the Secretary of tho Commission ip 45916 092-45916 092 

SG0627001B Comment opposing proposed rulo 10CrR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposod rulo developed w/only util interest in mind 
SHILLITO.EC Affiliation Not Assigned 53FR 16435 00710 08/06/06 CHILK.SJ 
Clfico of the Secretary of the Commission Ip 45916 093-45916 093 

6806270019 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

GRASSO.M, GRASSO.J Affiliation Not Assigned 53FR16435 00645 66/06/06 
CHILK.SJ Office of the Secrotary of tho Commission Ip 45916 094-45916 094 

0805270020 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & Initial low power opor 
aliens 

KANE.M E, Affiliation Not Assigned 53FR16435 00646 86/06/06 CHILK.S J Offico 
gf Ihe Secretary of the Commission Ip 45916 095 45916 095 

0806270021 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements (or nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only ulil intorest in mind 
PERRY, WF Affiliation Not Assigned 53FR 16435 00709 88/06/06 CHILK.SJ Office 
of Ihe Secretary of the Commission ip 45916 096 45916 096 

6806270922 Comment opposing proposed rule 10CFR50 re emergency p tanning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations, 

THOMPSON, O. Affiliation Not Assigned 53FR16435 00647 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 228 45936 228 

8806279023 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power 
operations, Pro posed rule developed w/only ulil interest in mind 
DIGNAM.M A , DIGNAM.G M Affiliation Not Assigned 53FR16435 00706 88/06/06 
CHILK.SJ Office of the Secretary of the Commission Ip 45916 097-45916 097 

8606270024 Comment supporting proposed rule 10CFR50 re emergency planning 8 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations New England needs energy 

RODERTSHAW.RT Affiliation Not Assigned 53FR1 6435 00440 88/06/03 Docket- 
ing & Services Branch 2pp 45936 229-45936 230 

6806270027 Comment supporting proposed rule 10CFR50 re omergency planning & 
preparedness requirements for nuclear power plant fuol loading & Initial low power op- 
erations 

BJEDLAND.A A Affiliation Not Assigned 53FR1 6435 00439 86/06/04 Docketing & 
Services Branch Ip 45936 231*45936 231 


88062700-2B Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements (or nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only ulil interest In mind 
JEPPESEN.GR Affiliation Not Assigned 53FR16435 0070? 88/06/06 CHILK.SJ 
Olfice of tho Secretary of the Commission Ip 4591 6 098-45916 096 

8806270029 Comment supporting proposed rulo 10CFR5O ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low powor op 
orations 

' Affiliation Nat Assigned 53FR16435 00436 GB/06/05 Docketing & Services 
Branch Ip 45936 232-45936 232 

6006270030 Comment opposing proposed rule 10CFR5Q ro omergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/only util interest in mind 
BOUDREAUX.DE Affiliation Not Assigned 53FR16435 00706, BB/06/06 CHILK.SJ 
Offico of the Secretary of tho Commission Ip 45916 099-45916 099 

8806270031 Common! opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements tor nucloar power plant fuel loading & initial low power oper- 
ations 

SZABO.T L Affiliation Not Assign ad 53FR16435 0D437 89/05/21 CHILK.SJ Office 
of the Secretary of tho Commission Ip 45936 233-4593G 233 

8006270032 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/only util interest in mind 
SPINNEY.G Affiliation Not Assigned 53FR16435 00723 88/06/06 CHILK.SJ Offico 
of tho Secretary of the Commission Ip 45016 100-45916 100 

8806270033 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

LAUDANI.J F Affiliation Not Assigned 53FR 16435 00648 68/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 234-45936 234 

8808270034 Comment opposing proposed rulo 10CFRSQ re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low powor oper- 
ations 

SMITH.B Affiliation Not Assigned 53FR16435 00700 68/06/06 CHILK.SJ Office Of 
tho Secretary of the Commission Ip 45916 101-45916 101 

8806270035 Comment supporting proposed rulo 10CFR50 ro omarganay planning & 
preparedness requirements for nuclear powor plant luel loading & initial low powor op 
orations 

GRIFFIN.HH Affiliation Not Assigned 53FR16435 00436 66/06/02 NRC • No De- 
tailed Affiliation Given 2pp 45936 235-45936 236 

8806270036 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nucloar power plant fuel loading & initial low power opor 
alions 

TRASK.FW. TRASK.L J Affiliation Not Assigned 53FR16435 00722 BB/06/06 
CHILK.S J Oflic© of tho Secretary of tho Commission Ip 45916 102-45916 102 

8808270037 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
parodnoss requirements for nuclear powor plant fuol loading & Initial low powor oper- 
ations 

HAMILTON.R,, HAMILTON.B Affiliation Not Assigned 53FR 16435 00699- BB/00/06 
CHILK.S J Office of Ihe Secretary of tho Commission Ip 45916 103 45016 163 

0806270039 Comment opposing proposed rule 10CFR50 ro omergency planning & pro 
paredness requirements for nucloar power plant fuol loading & Initial low power oper- 
ations 

EDOM.M Affiliation Not Asstgnod 53FR 16435 00435 00/06721 CHILK.S J. Office of 
the Secretary of Iho Commission Ip 45936 237*45936 237 

8806270039 Comment opposing proposed rulo 10CFR50 ro emergency pfenning & pre 
paredness requirements for nuclear powor plant luel loading & Initial low powor oper- 
ations 

RANALLI.HM. Affiliation Nol Assigned 53FR16435 00040 08/06/08. CHILK.SJ 
Offico ol the Secretary of Iho Commission Ip 45936 23B-45936 238 

8806270041 Comment opposing proposed rulo 10CFR5D ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & tnilial low power oper- 
ations 

NORTCN.E Affiliation Nat Assigned 53FR16435 00696 08/05/21 CHILK.SJ Offico 
ol the Secretary of the Commission ip 45916 104-45916 104 

8806270042 Comment supporting proposed rule 10CFR50 re omergency planning & 
preparedness requirements for nuclear power plant fuel toading & initial low power op- 
erations 

KEYES.W Affiliation Not Assigned 53rR16435 08434 88/05/26 Docketing & Serv- 
ices Branch ip 45936 239 45936 239 

8B06270043 Comment opposing proposed rule 1GCFR50 ro omergency planning & pro 
paredness requirements for nuclear powor plant fuol loading & Initial low power opor 
attons 

ATKINSON.J, SPAULDUG.R Affiliation Not Assigned 53FR1 6435 00650 0B/OG/O6 
CHILK.S J Office of th© Secretary of tho Commission tp 45936 240-45036 240 

8806270044 Comment opposing proposed rulo 10CFR5O re emorgoncy planning & pra- 
parodnoss requirements for nuclear powor plant fuol loading & Initial law power oper- 
ations 

BROCHER.E L Affiliation Not Assigned 53FR16435 00719 88/06/06 CHILK.S.J 
Office of the Secretary ol tho Commission Ip 45916 105 45916 105 

B0O627QO40 Comment opposing proposed rule 1DCFR50 r© emergency planning & pre- 
paredness requirements for nucloar power plant fuel toading & initial low powor oper- 
ations 

FOWLER.S Affiliation Not Assigned 53FR1 6435 00669 BQ/C6/06 CHILK.SJ Office 
of the Secretary of Iho Commission Ip 45916 106 45916 106 

8806270047 Common! opposing proposed rule 1CCFR50 ro emergency planning & pro 
paredness requirements for nucloar power plant fuel loading & initial low powor oper- 
ations 

POTRY.B . POTRY.A Aflihation Not Assigned 53FR16435 00651 66/06/06 

CHILK.SJ Office of the Secretary of ihe Commission 1 p 45036 241-45936 241 
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8806270048 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements lor nuclear power plant fuel loading & initial low power op- 
erations 

ST R ACC I A, F P Affiliation Not Assigned &3FR16435 00433 06/05/26 Docketing & 
Services Branch. Ip 45936 242*45636 242 

8806270049 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements (or nuclear power plant fuel loading & Initial low power oper- 
ations 

SALUNGER.EE Affiliation Not Assigned 53FR164 3 5 00652 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 243 45936 243 


8806270068 Comment supporting proposed rule 10CFR50 re emergency planning 4 
preparedness requirements lor nuclear power plant fuel loading & Initial low power 
operations Commonwealth of MA needs dependable power 
EGOLF.K Affiliation Not Assigned 53FR 16435 00429 BO/05/3 1 Docketing & Sery. 
ices Branch Ip 45936 252-45936 252 

8806270069 Comment opposing proposed rule 10CFR50 re emergency planning 4 pre- 
paredness requirements for nuclear power plant fuel loading a Initial low oower 
operations Proposed rule developed w/onty util Interests In mind 
PENDOLEY.D M Affiliation Not Assigned 53FR 16435 00625 BB/06/06 CHILK.SJ 
Office of the Secretary of the Commission 1 p 45936 253-45936 253 


8806270050 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

HNKE.J.L Affiliation Not Assigned 53FR16435 00710 0B/O6/O6 CHILK.SJ Office 
of the Secretary of the Commission Ip 45916 107-45916.107 

8806270051 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements lor nuclear power plant fuel loading & initial low power oper 
a lions 

TURNER.G. TURNER.P. Affiliation Not Assigned 53FR16435 00653 60/06/06 
CHILK.S J Office of the Secretary of the Commission Ip 45936 244-45936 244, 

8806270053 Comment opposing proposed rule 10CFR5O re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

PARAS, N Affiliation Not Assigned 53FR16435 00717 BB/06/09 CHILK.SJ Office of 
the Secretary of the Commission Ip 45916 106*45916,106 

6806270055 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
atlons 

VAN NAHL.T Affiliation Not Assigned 53FR16435 00654 8B/06/06. CHILK.SJ 
Office of the Secretary of the Commission ip. 45943 156-45943 1 66 

8806270056 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

RANDALL, WM Affiliation Not Assigned 53FR16435 00716 80/06/06 CHILK.SJ 
Office of the Secretary of the Commission, ip 45918 111 45916 11 1. 

6806270057 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

LORO.WS Affiliation Not Assigned 53FR1 6435 00432 86/05/21 CHILK.S.J Office 
of tha Secretary of the Commission Ip 45936 245 45936 245 

8B0627Q056 Comment opposing proposed rule 10CFR5& re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/onty util interests In mind 
SYUART.RC Affiliation Not Assigned B3FR18435 00623 88/06/06 CHILK.SJ. 
Office of Iho Secretary of the Commission Ip 45936 246-45936-246 

8806270059 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

VAN PELT.D . VAN PELT, 8 Affiliation Not Assigned 53FR1B435 00727 88/00/06 
CHILK.S J, Office of the Secretary of the Commission Ip. 45916-112-45016 112 

8806270060 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

* Affiliation Not Assigned 53FR16435 00431. 80/05/21. CHILK.SJ. Office of the Sec- 
retary Of the Commission Ip. 45936 247-45936 247 

88D6270081 Comment opposing proposed ru-le 10CFR50 re emergency planning & pre* 
parednoss requirements for nuclear power plant fuel loading & (nltiat low power oper- 
ations 

MARTELLINI.A Affiliation Not Assigned 53FR18435 00655- 80/06/06 CHILK.SJ 
Office of the Secretary of the Commission. Ip. 45936*240 45938 248, 

6808270062 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

* Affiliation Not Assigned 53FR16435 00726 88/05/21. CHILK.S J Office of the Sec 
ratary of the Commission Ip 45916,113-45918113. 

8806270063 Comment supporting proposed rule 10CFR50 r© emergency planning & 
preparedness requirements for nuclear power plant fuel loading 4 Initial low power op- 
erations. 

LADD.N-H, Affiliation Not Assigned 53FR 16435 00430 80/06/05. Docketing & Serv 
Ices Branch Ip 45936,249 45936 249. 

8806270084 Common! opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirement for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/on!y util Interests In mind 
SCHLEGEE.N B , SCHLEGEE.F. Affiliation Not Assigned. 53FR164 3 5 00624 . 66/06/ 
06. CHILK.SJ. Office of the Secretary of the Commission Ip. 45936 260 45936-250. 

886627006$ Comment opposing proposed rule 1OCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel leading & initial low power oper- 
ations 

BRACKETT ,J Affiliation Not Assigned. 53FR16435 00732 86/06/06. CHILK.SJ, 
Office of the Secretary of tha Commission Ip 45916114-45916:114 


8806270070 Comment opposing proposed rule 1QCFR50 ro emergency planning & pr&. 
paredness requirements for nuclear powor plant fuel loading & initial law power oper- 
ations 

CHAPMAN.D Affiliation Not Assigned 53FR1643S 00730 BG/06/06 CHILK.SJ 
Office of the Secretary of the Commission ip 45016 116 45916 116 

8806270071 Comment opposing proposed rule 10CFR50 re emergency planning 8 pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
atlons 

* Affiliation Not Assigned 53FR16435 00657 88/06/06 CHILK.SJ Office of the Sec 
rotary of the Commission Ip 45036 254-45936 254 

8806270072 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util Interests In mind 
BURTON.DP Affiliation Not Assigned 53FR16435 00626 88/05/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45036 255 45936 255 

0606270074 Comment opposing proposed rule 10CFR50 ro emergency planning & po 
paredness requirements for nuclear powor plant fuel loading & InlLa! low power oper 
atlons 

« Affiliation Not Assigned 53FR 16435 00729 08/06/06 CHILK.SJ Office ol the Sec- 
retary otlhe Commission Ip 45916 117 45916 117 

8806270075 Comment opposing proposed rule 10CFR50 re emorgoncy planning & pre 
paredness requirements for nuclear powor plant fuel loading 8, initial low powor oper 
atlons 

JOHNSON.R H , JOHNSON, S F Affiliation Not Assigned 53FR16435 00723 80/06/ 
06, CHILK.SJ, Office of the Secretary of the Commission Ip 45916 He 45916 118 

8906270076 Comment opposing proposed rule 10CFR50 re emergency planning 4 pre- 
paredness requirements for nuclear powor plant fuel loading & Initial low power 
operations Rule change proposed solely to further util efforts fa gain law power G 
cense 

HILL-WHILTON.R Affiliation Not Assigned 53FR1 6435 0062/ 68/06/10 CHILK.SJ 
Office of the Secretary ol the Commission Ip 45936,256 45936 250 

8606270077 Comment supporting proposed rulo 10CFR50 re ©morgency planning 4 
preparedness requirements for nuclear power plant fuel loading & initial low pewyr 
operations Risk to public itoallh & safoty lowor than acceptable risk for full power 
SORENSEN, GC Washington Public Powor Supply System S3FR 16435 00656 68/ 
09/08 CHILK.S J Offico of the Secretary of tha Commission 2pi> 45936 257- 
45936 258 

8808270070 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuctoar powor plant fuol loading & initial low power 
operations Plant very much noedod 

BEAULIEU, C A Affiliation Not Assigned 53FR16435 00G20 00/05/26 DockoUng, 4 
Services Branch Ip, 45936 259 45936 259 

8B062700BO Comment supporting proposed rulo 10CFR50 re emergency planning 4 
preparedness requirements for nuclear power plant fuol loading & Initial lew power 
eraflons 

EGOLF.M Affiliation Not Assigned. 63FR16435 00420, 0Q/OS/31, Docketing 4 Serv 
Ices Branch, 1 p 45938 260-45936 260 

8808270001 Comment supporting proposed rule 10CFR50 ro emergency planning 4 
preparedness requirements for nuclear power plant fuel loading & initial low powsr 
operations Nuclear energy proven powor source that reduces dependence on -oel 
KING, WE Affiliation Not Assigned 53FR1 6435 00629 80/06/06, Dockoting & Serv 
ices Branch ip 45036 261-45936 261 

8808270083 Comment supporting proposed rule 1OCFR50 ro omerponcy planning 4. 
preparedness requirements for nuclear power plant fuol loading & initial low power op- 
erations 

SWITH.A R Affiliation Nol Assigned 53FR1G435 00424 08/06/04 Dockelng 4 Serv- 
ices Branch Ip 45936 262 45936 262 

8806270084 Comment opposing proposod rule 10CFR50 ro emergency planning 8 jx«- 
parednasa requirements for nuclear power plant fuel loading & initial low powa 
operations Proposed rule developed w/only util interests In mind 
COBURN, R., COBURN, S Affiliation Not Assigned, 63FR16435 00630 88/06/08. 
CHILK.S J Office of the Secretary of tho Commission Ip 45936 263*45936 283 

8806270085 Comment supporting proposed rulo 1QCFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
erations 

BERNSTEIN.L Affiliation Not Assigned 53FR16435 00425. 80/00/06 Docking A 
Services Branch. Ip 45936 264-45036 264 


8806270088 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

AMUNDSEN.KL. Affiliation Not Assigned. 53FR 16435 00731. 88/06/06 CHILK.SJ. 
Office ol the Secretary of Ihe Commission. Ip, 45916.115 45910-115, 


8606 270087 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear powor plant luol loading & Initial low power 
operations Proposed rule developed w/only util Interests In mind. 

EXELSON.N S Affiliation Not Assigned 53FR16435 00631. 86/08/06 CHILKSJ 
Office of the Secretary ol the Commission Ip 45936 265 45936 2G5 


8806270087 Comment opposing proposed rulo 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low powor oper- 
ations 

SALLINGER.L Affiliation Nol Assigned 53FR16435 00656. 88/06/06. CHILK.SJ 
Office of ihe Secretary of the Commission. Ip 45936*261-45936 251. 


8806270088 Comment opposing proposed rulo 10CFR60 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & Initial low power 
operations Proposed rule developed w/only util Interests in mlncT 
PLOURDE.D.A , PLOURDE.CJ Affiliation Not Asslgnod 53 FR1 64 3 5 00632 83/06/ 
06. CHILK.S J Office of the Secretary of tho Commission Ip 459362664593$ 268 
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U06270039 Comment supporting proposed rule 10CFR50 ro emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & initial low power op 
etabons 

BOARDMAN.RO Affiliation Not Assigned 53FR16435 00426 88/06/04 Docketing & 
Semces Branch Ip 45936 267-45936 267 


68 062701 17 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements ter nuclear power ptant fuel loading & initial tow power 
operations Proposed rule developed w/only util Interest in mind 
HOUGHTON, P Affiliation Not Assigned 53FR10435 00681 66/06/06 CHILK.SJ 
Office of the Secretory of the Commission Ip 45916 123 45916 123 


■M0627009I Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & initial low power 
ope rations Proposed rule developed w/only util interests in mind 
A2ERA Affiliation Not Assigned 53FR16435 00633 80/05/21 CHILK.SJ Office of 
ttie- Seerelary of the Commission Ip 45936 268-45936 268 


8606270 1 1 6 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

STEWART, D C Affiliation Not Assigned 53FR 16435 00445 BB/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 280 45936 203 


W06270Q92 Comment on proposed rule 10CFR50 re emergency planning & & pre 
paredness requirements (or nuclear power plant fuel loading & initial low power oper- 
ations 

POUDRIER.M Affiliation Not Assigned 53FR16435 00427 88/06/02 Docketing & 
Services Branch Ip 45936 269-45936 269 

6-806270093 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements tor nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interests In mlna 
SEIDL.N Affiliation Not Assigned 53FR 16435 00634 88/06/06 CHILK.SJ Office of 
the Secrefary of the Commission Ip 45936 270 45936 270 

6806270094 Comment supporting proposod rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial tow power op 
erabons 

DELAND, WF. OELAND.HL Affiliation Not Assigned 53FR16435 00440 68/06/05 
Docketing & Services Branch Ip 45936 271 45936 271 

6406270095 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nucloar power plant fuel loading & initial tow power 
operations Proposed rule developed w/only util interests in mlna 
SWEENEYS A. SWEENEY.CJ Affiliation Not Assigned 53FR16435 00635 B0/G6/ 
06 CHILK,SJ Office of the Secretary of the Commission Ip 45936 272 45936 272 

6306270096 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util interests in mind 
GOODWIN .8 . GOODWIN, W Affiliation Not Assigned 53FR16435 00636 80/06/06 
CHILK.S J Office of the Secretary of the Commission Ip 45936 273-45930 273 

6806270097 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & Initial low power 
operations Proposed rule developed w/only util Interests in mind 
TUCKER, E. Affiliation Not Assigned 53FR1 6435 00637 88/06/00 CHILK.SJ. OMico 
of the Secretary of the Commission Ip 45936 274-45936 274 

8606270049 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial low power op 
erabons 

HAMMQNO.HR Affiliation Not Assigned 53FR16435 00447 88/06/04. NRC - No 
Detailed Affiliation Given Ip 45936 275-45936 276 

8804270101 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations NRC urged not to contaminate potentially useful non-nuclear plant 
0UOLEY.DB, DUDLEY, DR. Affiliation Not Assigned 53FR16435 00638 08/06/06 
CHILK.SJ Office ol the Secretary of the Commission Ip 45936.276 45936 276 

8606270103 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interests In mind 
WALLACE ,A M Affiliation Not Assigned 53FR16435 00639 80/06/06 CHILK.SJ 
Office of the Secretary of the Commission 1 p 45936-277-45936 277 

88-06270104 Comment opposing proposed rule 10CFR50 re emergency planning ■& pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interests In mind 
K1MSEY.DJ, HUTCHINSON, DR Affiliation Not Assigned 53FR1S435 00640. 88/06/ 
06 CHILK.SJ Office of the Secretary of the Commission, tp 45936 215 45936 215 

8606270 1€8 Com ms nl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
■operations Proposed ruto developed w/only util interests In mind 
JOHNSON, G. A Affiliation Not Assigned 53FR 16435 00677. 80/06/06 CHILK.SJ. 
Docketing 4 Services Branch, Ip. 45916,119 45916 119 


BB062701 19 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

BRADY, PE Affiliation Not Assigned 53FR1 6435 00471 88/05/21 CHILK.SJ Office 
ol the Secretary of the Commission Ip 45936 261-45936 281 

8006270120 Comment oppo-sing proposed rulo 10CFR50 re emorgoncy planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposod rulo developed w/oniy uti! Interests In mind 
CAMPANALE.E, CAMPANALE.J Affiliation Not Assigned 53 FR 164 35 00682 88/00/ 
06 CHILK.SJ Office of the Secretary of the Commission Ip 45916 124-45916 124 

8806270122 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power op- 
erations 

KREISMAN.WS Affiliation Not Assigned 53FR16435 00470 BB/06/06 Docketing & 
Services Branch Ip 46936 282-45936 282 

8806270123 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

TANNER, K Affiliation Not Assigned 53FR1 6435 00444 6B/06/O6 CHILK.SJ Office 
of Ihe Secretary of the Commission Ip 45936,203 45936 283 

8806270124 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant (ue! loading & Initial low power 
operations Proposed rule developed w/only util interest in mind 
OWEN.R, OWEN.D Affiliation Not Assigned 53FR16435 00663 88/06/06 

CHILK.SJ Office of the Secretary of the Commission Ip 45916125 45916*125 

8906270126 Comment opposing proposod rulo 10CFR50 re emergency planning & pre- 
paredness requirements tor nuclear powor plant fuel loading & initial low power 
operations Rule change would elimlnato many existing low power licensing require 
ments 

ROGERS, J Affiliation Not Assigned 53FR16435 006QQ B&/05/21 CHILK.SJ Office 
of the Secretary of the Commission Ip 45910.126-45916 126 

8800270127 Commont opposing proposed rule 1QQFR50 ro emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & initial tow powor oper- 
ations 

CASEY, J Affiliation Not Assigned 53FR16435 00469 BB/OB/06 CHILK.SJ. Office of 
the Secretary of the Commission Ip 45936 204 45930,204 

0006270129 Commont opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low powor oper- 
ations 

APPLETON, C Affiliation Not Assigned 53FR 16435 00684 88/05/31 CHILK.SJ 
Office of the Secretary of the Commission Ip 45916 127-45918 127 

0006270131 Comment opposing proposod rule 10CFR50 ro omergency planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power 
operations Proposed rule developed w/only util lntoro9t in mind 
MCNALLY.JH Aftilfal ion Not Assigned 53FR16435 006B5 68/06/06 CHILK.SJ 
Office of the Secretory of I ho Commission Ip 45B 16 128-46916 1 28, 

8806270132 Comment opposing proposed rulo 10CFRSO re emorgoncy planning A pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interest In mind 
BERGERON, B A , BERGERON.SV Affiliation Not Assigned 53FR16435 00686 08/ 
06/06 CHILK.SJ. Office o( tho Secretary of the Commission Ip 46916,120* 
45916*129 


-6-806270111 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operation 3, Proposed change would eliminate many existing low power licensing re 
quire ments 

* Affiliation Not Assigned 03FR 16435 00678 88/06/06 CHILK.S J Office of the Sec- 
retary of the Com mission Ip 45916 120 45916120 

8806270112 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interests in mlna 
80UTIN.G.C. Affiliation Not Assigned 53FR16435 00679, 88/06/06. CHILK.SJ 
Office of the Secretary of the Commission Ip 45916 121-46916,121 

8806279113 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power op- 
erations 

VOC1.NJ Affiliation Not Assigned 53FR16435 00446 08/06/05 Docketing & Serv- 
ices Branch Ip. 45936 270-45936 278 

36062701 14 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial tow power 
operations Proposed rule developed w/onty util interest In mind 
BURGESS, M., BURGESS S Affiliation Not Assigned 53FR16435 00680. 00/06/06. 
CHILK.S J Office of Ihe Secretary of the Commission, Ip 45916 122 45916 122. 


8696270134 Comment opposing proposed rulo 1OCFR50 re omorgency planning & pre 
paredness requirements for nuclear power plant fuol loading & Initial low power 
operations NRC needs lo improve imago as protector of public safety 
METCALF, M.K Affiliation Not Assigned 53FR1S435 00443 BB/06/06. Docketing & 
Services Branch Ip 45936 212-45930 212 

8606270135 Comment opposing proposed rule 1CCFR5Q re emergency planning & pre- 
pared noss requirements for nucloar power plant fuel loading & Initial low power 
operations Proposed rulo devolopad w/only util interest In mind 
NICHOLS, V M Affiliation Not Assigned 63FR16435 00687 88/06/08 CHILK.SJ 
Office of the Seerelary of the Commission Ip 46916 130 45916*130 

6B-06270136 Comment opposing proposed rule 10CFR60 re omoraoncy planning & pre- 
paredness requirements tor nuclear power plant fuol loading & Initial tow powor oper- 
ations 

RUSSELL.JL Affiliation Not Assigned. 53FR16435 00490 00/06/06. CHILK.SJ 
Office of the Secretary of the Commission Ip 45930 213-45936 213 

8606270137 Comment supporting proposed rule 10CFR50 re emorgoncy planning & 
preparedness requirements tor nucloar power plant fuel loading & initial lew powor 
operations Plant needs to be on line 

TARBELL.C A Affiliation Not Assigned 63FR16435 00442 88/00/04 NRC - No De- 
tailed Affiliation Given. Ip. 45936*214-45936 214 


&&0627011S Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
alions 

N UTILE, J O Affiliation Not Assigned 53FR16435 00472 88/06/06 CHILK.SJ Office 
oi Ihe Secretary of the Commission Ip 45936 279-45936 279 


8-806270139 Comment opposing proposed rule 10CFR60 re emergency planning & pre- 
paredness requirements (or nuclear powor planf fuel loading & initial low power oper- 
ations 

FOWLE.A L Affiliation Not Assigned 53FR 1043 5 00467. BB/06/06 CHILK.SJ Office 
of the Secretary of th© Commission Ip, 45936 216-45936 216 
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8606270140 Comment opposing proposed rule 10CFR.50 re emergency planning &. pre 
paredness requirements ter nuclear power plant fuel loading & Initial Bow power oper- 
ations 

PQULES.MA Affiliation Not Assigned 53FR16435 00459 88/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 4593S 217*45936 217 

8600270142 Comment opposing proposed rule 10CFR5Q re emergency planning & pre 
parednass requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

HAINE.B Affiliation Not Assigned 53FR16435 0045Q 8B/05/21 CHILK.SJ Office of 
tho Secretary of the Commission ip 45936 218 45936 218 

8606270143 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant luel loading & Initial low power op 
&rations 

OVER LOCK, P Affiliation Not Assigned 53FR16435 00466 88/08/06 Docketing & 
Services Branch Ip. 45936 219 45936 219 

6808270145 Comment supporting proposed rule 1OCFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Full power license should be issued based on sirens installed 
FOURNIERS P Affiliation Not Assigned 53FR16435 00457 60/06/04 Olfice of the 
Secretary of the Commission Ip 45936 220-45936 220 

8-806270147 Comment opposing proposed rule 1QCFR50 ro emergency planning & pre 
parednass requirements for nuctear power plant fuel loading & initial low power oper 
atlons 

SITTNECK.J M Affiliation Not Assigned 53FR16435 00659 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45938 221 45936 221 

880627014B Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednass requirements lor nuclear power plant fuel loading & Initial low power oper- 
ations 

MACLACHLOH.T Affiliation Not Asstgnod 53FR16435 00456 86/05/21 CHILK.S J 
Office of the Secretary of tho Commission ip 45936 222-45936 222 

68 062701 51 Comment opposing proposed rute 10CFR5Q re emergency planning & pre- 
paredness requirements for nuclear power plant IugI loading & initial low power opor- 
atlons 

MCGHEE, B Affiliation Not Assigned 53FR16435 00660 88/06/06 CHILK.S J Office 
of tho Secretary of tho Commission Ip 45936 203-45936 203 

9806270152 Comment opposing proposed rule 1QCFR50 ro emergency planning A pre 
parednass requirements for nuclear power plant fuel loading & Initial low power oper 
atlons 

MACLACHLAN,C Affiliation Not Assigned 53FR16435 00651 88/05/21 CHILK.S J 
Office of the Secretary of tho Commission ip 45936 204*45936 204 

6B06270153 Comment opposing proposed rule 10CFR50 re emergoncy planning & pro 
parednass requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

LECOMPTE.A Affiliation Not Assigned S3FR16435 00742 8B/06/0B CHILKSJ 
Office of the Secretary of the Commission Ip 45936 205 45936 205 

6806270155 Commonl opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear pov/er plant fuel loading & initial low power oper- 
ations 

SNOW.CL Affiliation Not Assigned 53FR16435 0066? 90/06/06 CHILK.S J Office 
of tho Secretary of tho Commission ip 45936 206 45936 206 

8806270156 Comment opposing proposed rule 1QCFR50 re emergency planning & pro 
parednass requirements for nuclear powor plant fuel loading & initial low power opor 
ations 

BATCH ELDER.T L Affiliation Not Assigned 53FR16435 00155 88/05/21 CHILK.S J 
Olflco of the Secretary of the Commission Ip 45936 207-45936 207 

6006270159 Comment opposing proposed rule 10CFH50 ro omergency planning A pro 
paredness requirements for nuclear power plant fuel loading & Hriilial low power oper- 
ations 

AIKEN, J Affiliation Not Assigned 53FR18435 00465 88/06/08 CHILK.SJ Office of 
the Secretary of Ihe Commission t p 45936 200-45936 20B 

8606270160 Commonl opposing proposed rule 1OCFR50 ro emergency planning & pre 
parednass requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GIBBS.K L Affiliation Not Assigned 53FR16435 00663 00/06/06 CHILK.S J Olfice 
of the Secretary of the Commission Ip 45936 209 4 5936 209 

0806270163 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low powor oper* 

LEWI3.M 1 Affiliation Not Assigned 53FR16435 00454 80/06/06 Docketinq & Serv- 
ices Branch 2pp 45935 319*45935 320 

8806270165 Comment opposing proposed rule 10CFB50 ro emergency planning & pra- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 

KEL l-ES,M Affiliation Not Asslgnod 63FR16435 00664 GB/06/06 
CHILK.S J Office of the Secretary ot the Commission Ip 45936 210 45936 210 

8800270167 Comment opposing proposed rulg 10CFR50 re emergency planning & pro 
a hems 88 rGqu,rem£3n ' s ,or nuclear P owor Plant fuel loading & Initial tow power opor- 

E;* MELVIN, J.C Affiliation Not Assigned 53FR18435 00741 8H/06/06 
CHILK.S J Office of tho Secretary ol the Commission, Ip 45936 21 1 45936 211 


BB06270172 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low powar oper- 
ations 

MCCOMISKEY.W , MCCOMISKEY.B A Affiliation Not Assigned 53FR 16435 Q066S 
BB/ 06/06 CHILK.S J Office of the Secretary of the Commission ip 45936 201- 
45936 201 

8806270173 Comment opposing proposed rule 10CFR50 re emergency planning £ pre- 
paredness requirements for nuclear power plant fuel loading & initial low pc/.er op*f 
atlons 

JORGENSON, L, JORGENSON.R Affiliation Not Assigned 53FR16435 00739 60/ 
06/06 CHILK.S J Office of the Secretary of the Commission ip 45926 202 
45936 202 

8806270174 Comment opposing proposed rule 10CFR50 re emergency planning A pr* 
parodnoss requirements lor nuclear posvor plant fuol loading & initial low poAer oper 
ations 

BURTON, RT Affiliation Not Assigned 53FR 16435 00666 88/06/06 CHILKSJ 
Office of the Secretary of the Commission Ip 45936 198 45936198 

0006270176 Comment opposing proposed rulo 10CFR50 re emergency planning A pre- 
parednass requirements for nuefear power plant fuel loading & initial low power eper 
aliens 

BELOCK PHIPPEN Affiliation Not Assigned 53FR16435 00452 B8/O6/0B Docket™ 
& Services Branch Ip 45936 193 45936 193 

8806270176 Comment opposing proposed rule 1GCFR50 re emergency olanr.ngi i pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power equ- 
ations 

COHEN, RD Affiliation Not Asslgnod 53FR1 6435 00730 QB/Q6/06 CHILK.S J Ofe 
of the Secretary of tho Commission Ip 45936 194 45936 194 

B0O627O18O Comment opposing proposed ruio 10CFR5G ro emergency planning & pre 
parodnoss requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

GABRIELSKU Affiliation Not Assigned 53FR16435 00667 88/06/06 Chjlk.SJ 
OMico of the Secretary of the Commission ip 45936 195 45936 195 

8006270101 Comment opposing proposed rulo 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low po*or oper- 
ations 

MIELE.KL Affiliation Not Assigned 53FR16435 00660 08/06/06 CHILK.S J Off-oe 
of (he Secretary of (ho Commission fp 45936 196 45936 196 

0BQ627O195 Comment supporting proposed rulo t0CFR50 ro emergency planm. , >g A 
preparedness requirements for nuclear powor plant fuel loading & initial low po**f op- 
orations 

OUELLETTE, A Affiliation Not Assigned 53FR16435 00489 08/06/00 Dockol«ng A 
Services Branch Ip 45936 197-45936 107 

8806270197 Comment opposing proposed rule 10CFR50 re emergency planri rvg A pre- 
paredness requirements for nucloar powor plant fuol loading & initial low oower Of-:* 
ations 

ADLER, RY Affiliation Not Assigned 53FR16435 00670 08/06/00 CHILK.S J OFTc* 
of the Secretary of the Commission Ip 45036 190 45936 190 

BBOB270199 Comment opposing proposed rulo 10CFH50 ro emergency planning & pe- 
paroclness requirements lor nucloar powor plant fuol loading & initial low power oper* 
ai'ons 

PERKINS, J Affiliation Not Asslgnod 53Fm 6435 00480 08/06/06 CHILK.S J Offoe 
of the Secretary of tho Commission 2pp 45936 191-45036 192 

8000270200 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
pare dnoss requirements for nucloar powor plant fuel loading & initial low poftw ope-* 
a (ions 

WELES.JG Affiliation Not Assigned 53FR1C435 00671 88/06/06 CHILK.SJ 
of tho Secretary of Iho Commission Ip 45036 155 45936 155 

8806270203 Commont opposing proposed rulo 10CFR50 re emergency plannng A pre- 
paredness requirements for nucloar powor plant fuol loading & (nitiai low po*cr oper- 
ations 

‘ Affiliation Not Assigned. 53FR16435 00672, 88/06/06 CHILK.SJ Office d the Sec- 
retary of tho Commission Ip 45936 156-45930 156, 

8B06270204 Comment supporting proposed rule 10CFR50 re emergency elanmry A 
preparedness requirements for nucloar powor plant fuel loading & initial low po^cr op- 
erations 

BISSETTE.P A Affiliation Not Asslgnod 53FR16435 00487 B8/06/06 Docket nj S. 
Services Branch Ip 45936 157 45936 157 

6806270206 Comment opposing proposed rule 10CFR50 ro omorgcncy planning & pre- 
paredness requirements for nuefear powor plant fuel loading & Initial lew po*er oper 
atlons 

NEMMINGWAY.RH Affiliation Not Assigned 53FR16435 00486 8BTO21 
CHILK.SJ Office of the Secretary of tho Commission ip. 45936 158 45936 IMS 

8806270206 Comment opposing proposed rulo 10CFR50 ro emergancy planning 4 pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power epa 
atlons 

MACDONNELL.J Affiliation Not Assigned 53FR 16435 00673 80/06/00 CHILKSJ 
Office of the Secretary of the Commission Ip 45036 159*45936 159 


880627Q18B Comment supporting proposed rule 10CFR50 re emergency planning 
preparedness requirements for nuclear powor plant fuel loading A Initial low powor o 
era (io ns 

VVEBER.W E Affiliation Not Assigned 53FR 16435 00453 80/06/05 Dockellno 
Services Branch Ip 45Q36 199*45936 199 


BBO627O2O0 Comment opposing proposed rule 10CFR50 re emergency planting A pe- 
paredness requirements for nuclear power plant fuel loading A irutiai low power 
ations 

’ Affiliation Not Assigned 53FR16435 00674 08/06/06 CHILK.SJ Olfico ol the Se: 
retary of the Commission Ip 45936 160 4593G 160 


8806270169 Comment opposing proposed rulo 1OCFR50 re emergency planning & pee 
parednass requirements for nucloar powor plant fuel loading A initial low power oper- 
ations 

PHILLIPS. A A Affiliation Not Assigned 53FRI6435 00740 00/06/06 CHILK.SJ 
Offfc© of the Secretary of (he Commission i p 45938 200-45936 200 


S806270209 Commonl opposing proposed rulo 10CrR$0 re emergency planning Ape* 
parodnoss requirements for nuclear power plant (uol loading & initial lowpor-cr cipsr 
atlons 

HAMILTON, K Affiliation Not Assigned 53FR16435 00697 6B/05/21 CHILKSJ 
Office of the Secretary of the Commission ip 45936 161 45936161 
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8-606270210 Com me nl opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ators 

NELSON, R Affiliation Not Assigned 53FR16435 00675 08/06/06 CHILK.S J Office 
of the Secretary of the Commission ip 45936 162-45936 162 

6 GOB 2702 13 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper 
atons 

NICHOLS.VVF Affiliation Not Assigned 53FR16435 00696 88/00/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45936 163 45936’ 163, 

8606270214 Comment opposing proposed rule 1GCFR50 ro emergency planning & pre- 
paredness requirements (or nuclear power plant tool loading & initial low power oper* 
aliens 

DLFRANCESCO.M Affiliation Not Assigned 53FR1 6435 00676 88/05721 CHILK.SJ 
Office of Che Secretary of the Commission ip 45936 164-45936 164 

8806270215 Comment opposing proposed rule 10CFR50 re emergency planning &. pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

DOW EL ,6 Affiliation Not Assigned 53FR16435 00695 08/06/06 CHILK.SJ Office 
cl the Secretary of the Commission ip 45936 165 45936 165 

8606270216 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial tow power 
operations Seabrook should be put on line based on safe operating practices 
MANZ.RL Affiliation Not Assigned 53FR16435 00485 08/06/06 Docketing & Serv- 
ices 0 ranch Ip 45936 166 45936 166 

8806270217 Comment supporting proposed rule 10CFR50 re emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial lov/ power op 
er aliens 

PAULSEN J A Affiliation Not Assigned 63FR16435 00669 08/06/13 Docketing & 
Services Branch Ip 45936 167-45936 167 

3806270218 Comment opposing proposed rule 10CFR50 re emergency planning & pre* 
parodnass requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MARTN.L D Affiliation Not Assigned 53FR16435 00715 00706/06 CHILK.SJ 
OHico ol the Secretary of the Commission Ip 45936 16B 45930 168 

6606270219 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & inilial low power oper 
ations 

’ Affiliation Not Assigned 53FR16435 00404 8B/0G/06 CHILK.S J Office ol the Sec- 
retary of the Commission 1p„ 45936 169-45936 169 

660627-0220 Comment opposing proposed rule 10CFR50 re ernergoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations 

TRETLER.J A Affiliation Not Assigned 53FR16435 00714. 88/06/06 CHILK.SJ 
Office of the Secretary of Ihe Commission 1 p 45936 1 70-45936 1 70 

8BQ6270222 Comment opposing proposed rule 10CFR50 ro omorgoncy planning ■& pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ator! s 

BURKE.J J Affiliation Not Assigned 53FR16435 00451 80/06/06 CHILK.SJ Office 
of the Secretary ol the Commission Ip 45936 171-45936 17t 

8606270223 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & Initial low power opor 
ations 

WHITE.AW Affiliation Not Assigned 53FR1 6435 00450 88/06/06 CHILK.SJ Office 
01 Iha Secretary ol the Commission Ip 45936 172-45935 172 

30Q627O224 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuol loading & initial low power oper- 
ations 

ROWE.WH. Affiliation Not Assigned 53FR16435 00449 80/06/06 CHILK.SJ. Office 
Of Iho Secretary of the Commission Ip 45936:173-46936 173 

39062752 26 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nucloar power plant fuel loading & initial low power 
erahons Nucloar power has proven to he safer method ol enorgy than coat. 

1TNER.G Affiliation Not Asslgnod 53FR16435 00403 88/06/03 Office of the Sec- 
retary of the Commission Ip 4593B 174-45936.174 

B8Q6270226 Comment opposing proposed rulo 1OCFR50 ro emergency planning & pre 
paredness requirements for nucloar power plant fuel loading & Initial low power oper- 
s 

ANDERSON Affiliation Not Assigned 53FR16435 00713 88/06/06 CHILK.S J Office 
of l he Secretary ol the Commission Ip. 45936,175-45936 175, 

8806270226 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

DAWKINS.T C Affiliation Not Assigned. 53FR16435 00712 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45936 176 45936:176 

8806270229 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations. 

MURPHY, P Affiliation Not Assigned 53FR 16435 00711 88/06/06, CHILK.SJ Office 
oflhe Secretary of tho Commission Ip 45936 177-45936'177 

8806270230 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations. 

BISHOP, D A Affiliation Not Assigned 53FR16435 00464 88/05/21 CHILK.SJ 
Oflsco ol tho Secretary of the Commission Ip 45936 1 78 45936 1 78. 

8806270231 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
pared nesa requirements for nuclear power plant fuel loading & initial low power oper- 
ations, 

HILLIER.J.A Affiliation Not Assigned. 53FR 16435 00725 88/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 45936 179 45936 179 


8005270233 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

1 Afliliat ion Not Assigned 53 FR 164 35 00724 08/06/06 CHILK.SJ Office of the Sec 
rotary of tho Commission Ip 45936,160 45936 100 

8006270234 Comment opposing proposed rulo 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

COVE.M Affiliation Not Assigned 53FR16435 00720 80/05/21 CHILK.SJ Office of 
the Secretary ol the Commission Ip 45936 181 -45936 181 

8806270235 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

OWEN.B Affiliation Not Assigned 53FR1G435 00481. 0B/O6/O6 CHILK.SJ Office of 
the Secretary of the Commission Ip 45936 182 45936 182 

8606270236 Comment opposing proposed rule 1QCFR5G ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations. 

H1CKEY.M Affiliation Not Assigned 53FR16435 00747 80/06/06. CHILK.SJ Office 
of the Secretary of tho Commission Ip 45936 1 B3-46936 103 

8806-270237 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

MURPHY.FS Alfiliatiop Not Assigned 53FR 16435 00737 88/06/06 CHILK.SJ 
Office ol the Secretary of the Commission Ip 45936 184-45936 104 

8806270239 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuol loading & initial tow power oper- 
ations 

BLISS.C Affiliation Not Assigned 53FR1 6435 00746 88/06/06 CHILK.SJ Office of 
tho Secretary of the Commission Ip 45930.105-45936 185 

88062702 40 Comment opposing proposed rule 10CFR59 re emergency planning & pre 
paredness requirements for nuclear power plant fuol loading & Initial low power oper- 
ations 

GARVEY.R Affiliation Not Assigned 53FR 16435 00460 06/06/08 CHILK.SJ Office 
of tho Secretary of iho Commission Ip 45936 186 45936 186 

8806270241 Comment opposing proposed rute 10CFR50 ro emergency planning & pm 
parodnoss requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations 

RICH MONO. L Affiliation Not Assigned 53FR 16435 00736 0B/O6/1G CHILK.SJ 
Oft ice ol tho Secretary of tho Commission Ip, 45036 187-45936,187 

0006270242 Comment opposing proposed rule 1DCFR50 re emergency planning & pre- 
paredness requirements (or nucloar power plant fuel loading & Initial low power oper- 
ations 

MORROW.D. MORROW.S Affiliation Not Aligned 53FR 10435 00745 8B/06/Q6 
CHILK.SJ Office ol tho Sec rotary o( the Commission Ip 45936 188-45036H 88 

8806270243 Common! supporting proposod rulo 10CFR5O re emergency planning & 
preparedness requirements for nucloar power plant fuel! loading & Initial low power op- 
erations 

EYERMANN.CH Affiliation Not Asslgnod 53FR16435 00470. 88/08/06 Docketing 6 
Services Branch Ip 45936 1G9-45936 100 

8806270244 Comment opposing proposed rulo 10CFR5Q ro emergency planning & pre 
paredness requirements for nuclear power plant fuol loading & Initial low power opor 
ations 

LtPKIND.L A. Affiliation Not Assigned 53FR 1843 5 00744 88/06/06 CHILK.S, J. Office 
of the Secretary of the Commission Ip 45936 136 45936 136 

8B06270245 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
parodnoss requirements- for nuclear power plant fuel loading & Initial low power oper- 
ations 

WILLIS.M. WILLIS. K Affiliation Not Assigned 53FR18435 00735 6B/06/06 

CHILK.SJ Office of the Secretary of the Commission Ip 45936 137-45938.137. 

0808275247 Comment opposing proposed rute 10CFR50 re amorgoncy planning & pre- 
paredness requirements for nucloar power plant fuel loading & initial tow power oper- 
ations. 

MCKAY, R.B Affiliation Not Assigned 63FR1 6435 00743 90/06/06 CHILK.SJ Office 
of the Secretary of Iho Commission Ip 45936 13B-45036 138. 

8806270248 Comment on proposed rule 10CFR50 re omorgoncy planning & & pro 
paredness requirements for nucloar power plant fuel loading & Initial tow power oper- 
ations 

PROKUSKI.B Affiliation Not Asslgnod 53 FR 16 435 00479 88/05/04, Offico of tho 
Secretary of the Commission 2pp 45936’1 39-46936 140 

0006 270249 Comment opposing proposed rulo 10CFR50 ro emergency planning & pro- 
parednass requirements lor nuclear power plant fuel loading & initial tow power oper- 
ations 

BOISVERT.R . BOISVERT.E H Affiliation Not Assigned 53FR16435 00734. 08/06/00 
CHILK.S J Office of the Secretary of tho Commission Ip 45936 141-46936 141 

0806270251 Comment supporting proposed rule 10CFR5G re emergency planning & 
preparedness requirements (or nuclear power plant fuel loading & Initial low power op- 
erations 

BURT.J H „ BURT.L Q Affiliation Not Assigned 53FR16435 00477. 80/06/04. Docket- 
ing & Services Branth Ip. 45936 148 45936 14B 

B 896270253 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nucloar power plant fuel loading & Initial low power oper- 
ations 

DROWN.R S , BROWN.B Affiliation Not Assigned, 53FR16435 00733 88/06/06 
CHILK.S J Office of the Secretary of tho Commission Ip, 45930.140-45036 149 

8806279254 Comment opposing proposed rulo 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power planl fuel loading & initial low power oper- 
ations 

KACZALAM, CAESAR, P Affiliation Not Assigned 53FR16435 0072t 88/06/06 
CHILK.SJ. Office of the Secretary of the Commission Ip 45936 1 50 4 5936 150 
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8006270259 Comment opposing proposed rule 10CFR5Q ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
at 10 ns 

CAREY, D B Affiliation Not Assigned 53FR16435 00476 88/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 45936 151-45936 151. 

6006270278 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

RILEY, B Affiliation Not Assigned 53FR 16435 00463 68/05/21. CHILK.S J Office of 
the Secretary of the Commission Ip 45936 133 45936 133 

8000270279 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuctear power plant fuel loading & Initial low power oper- 
ations 

CASEY, RT Affiliation Not Assigned 53FR16435 00475 88/06/06 CHILK.S J Office 
of the Secretary of the Commission Ip 45936 134*45936 134 

8806270281 Comment opposing proposed rule 10CFR50 re emorgoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

WINTNER.R Affiliation Not Assigned 53FR 16435 00462 06/05/21. CHILK.SJ 
Office of the Secretary of the Commission Ip 45936.135*45936:135 

8 0062 702 B3 Comment supporting proposed rule 10CFR50 re emergency planning A 
preparedness requirements for nuclear power plant fuel foadlng & Initial low power op- 
erations 

NAPOLITANO.A O Affiliation Not Assigned 53FR1 6435 00474, 08/06/02 Docketing 
& Services Branch Ip 45936.127-45936 127 


6606290002 Requests publication of end notice of availability & request for public com* 
menl on draft technical position on alternate concentration limits by 800614 to avoid 
delays in implementing technical position 

SURMEIER.J J Technical Branch 88/00/14 MEYER, O L Rules & Procedures 
Branch 2pp 45954 356-46954 361 

6006290056 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements tor nuclear power plant fuol loading & initial (ow power oper 
atlons 

TRACY.J Affiliation Not Assigned. 53FR16435 00566 80/06/06 CHILK.S J Office ol 
the Secretory of the Commission Ip 45950 074-45950 074 

8006290062 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements tor nuclear power plant fuel loading & initial low power 
operations Inherent right to health & safety at stake 

LINDSTROM.AM Affiliation Not Assigned 53FR1 6435 00567 80/06/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45950 075 45950 075 

8006290063 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuctear power plant fuel loading A Initial low power opor 
atlons 

RAWSON.CS Affiliation Not Assigned. 53FR16435 0056Q 08/06/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45950 076-45950 076 

8806290066 Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
paredness requirements for nucloar power plant fuol loading A initial low power oper 
ations 

FORD.J Affiliation Not Assigned 53FR16435 00569 08/05/21 CHILK.S J OfftCQ ol 
the Secretary of the Commission 1 p 45950 077-45950 077 


8806270284 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

YVINTNER.E Affiliation Not Assigned 53FR 16435 00461. 86/05/21 CHILK.S J Office 
of the Secretary of the Commission Ip 45936 128 45936 126 


6006290070 Comment opposing proposed rule 10CFR5O ro emergency planning & pre 
paredness requirements for nuclear powor plant fuel loading & initial fow power oper 
atlons 

LARIVEE.D Affiliation Not Assigned 53FR1 6435 00570 88/05/21 CHILK.S J Wiles 
of the Secretary of the Commission Ip 45950 078-45950 070 


80O827O268 Comment opposing proposed rule 10CFR50 re emargoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power 
operations Rule change not good public policy 

BROWN, H H Connecticut, State of 53FR 16435 00473 80/06/06 Docketing & Serv- 
ices Branch Ip 45936"! 26-45936. 1 26 


6606290075 Comment opposing proposed rule 10CFR5O ro emergency planning A pro 
paredness requirements for nuclear powor plant fuel loading & initial low powor opor 
atlons 

OONAHUE.B Affiliation Not Assigned 53FR16435 00571 88/05/21 CHILK.S J 
Office of the Secretary of the Commission Ip 45950 079-45950 079 


0806270209 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & inltilal low powor oper- 
ations 

HICKEY, S Affiliation Not Assigned 53FR1 6435 00460 88/05/21 CHILK.SJ Office 
of the Secretary of Ihe Commission. Ip 45935 359 45935.359, 


8606290080 Comment opposing proposod rulo 10CFR50 ro emergency planning A pro 
paredness requirements for nuctear powor plant fuol loading A Initial low powor oper 
atlons 

• Affiliation Not Assigned 53FR16435 00572 80/05/21 CHILK.SJ Office of Iho Sec 
rotary of the Commission Ip 45950,080 45950 080 


6B062703 10 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

* Affiliation Not Assigned 53FR16435 00402 08/09/06 CHILK.SJ Office of the Sec- 
retary of the Commission Ip. 45936 125 45930:125, 


8006290001 Comment opposing proposed rulo 10CFR60 ro emergency planning A pre- 
paredness requirements for nucloar power plant fuel loading A initial low power ope: 
atlons 

• Affiliation Not Assigned 53FR16435 00573 08/05/21 CHILK.SJ Office of Iho Sec 
retary of the Commission Ip. 45950,08 1-4595O.0D1. 


6600280342 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

* Affiliation Not Assigned 53FR16435 00557 B8/05/21 CHILK.SJ Office of the Sec- 
retary of the Commission Ip 45942*299-45942 299 


6006290091 Comment opposing proposod rulo 10CI"R5O ro emargoncy planning Aprs 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
atlons 

LAU0ERTE.S Affiliation Not Assigned 53FR16435 00574 08/05/21 CHILK.SJ 
Office of the Secretary of the Commission Ip 45950.082*45950 082 


6806280347 Comment opposing proposed rulo 10CFR50 ro emergency planning A pre- 
paredness requirements (or nuclear power plant fuel loading & initial low power oper- 
ations 

STUART.C Affiliation Not Assigned 53FR16435 00553 88/05/21 CHILK.SJ Office 
of Iho Secretary of the Commission. Ip 45842,300 45942 300 


8606290131 Comment supporting proposod rulo 10CFR76 ro establishing soparalo $d 
ol regulations for U enrichment facilities Listed spoclflc recommendations would on 
hance value of proposed ragulatfons In protecting public health & safety 
HIATT, S L Ohio Citizens for Responsible Enorgy 53FR13276 00/05/20 3pp 
45962-139 45962,141 


8B09280358 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

# Affiliation Not Assigned. 53FR16435 00559 80/05/21 CHILK.S J Office ol the Sec- 
retary of the Commission Ip 45942*301-45942.301, 


6006290401 Comment opposing proposod rule 10CFR50 re emergency planning & pre* 
paredness requirements for nuclear power plant fuel loading & initial low power ope*f 
atlons 

LA BLANC.P Affiliation Not Assigned 63FR16435 00575 86/05/21 CHILK.SJ 
Office of the Secretary o! the Commission Ip 45940*358-45948-358 


6606280363 Comment opposing proposed rule 10CFR50 ra emergency planning A pre- 
paredness requirements lor nuclear power plant fuel loading & mil la 1 low power oper- 
ations 

* Affiliation Not Assigned 53FR 16435 00560 68/05/21. CHILK.SJ Office of the Sec- 
retary of the Commission Ip 45942.302-45942*302 

6806280368 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear powor plant fuel loading & initial fow power oper- 
ations 

DOW NS, K. Affiliation Not Assigned, 63FR16435 00561, 88/05/21, CHILK.SJ. Office 
of the Socretary of Iho Commission Ip 45942 303-45942 303 

3806200367 Comment opposing proposed rule 1QCFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

BURGESS, M. Affiliation Not Assigned 53FR18435 00502 80/05/21, CHILK.SJ 
Offlco of the Secretary of the Commission Ip 45942 304-45942-304 

8806200369 Comment opposing proposed rule 10CFR50 re emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

BYRNE, E Affiliation Not Assigned 53FR 18435 00563 BB/05/21 CHJLK.S.J, Office of 
the Secretary of the Commission Ip 45942.305-45942:305, 

6806200372 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading A Initial low power oper- 
ations 

WARASHA.J. Affiliation Not Assigned 53FR16435 00564, 88/05/21 CHILK.SJ. 
Oftlce of the Secretary of the Commission Ip 45942,306-45942 306 

8806200374 Comment opposing proposed rule 10CFR50 re emergency planning A pre 
paredness requirements for nuclear power plant fuel loading & Initial tow power oper- 
ations. 

YASENCHAK.J. Affiliation Not Assigned 63FR16435 00565 88/05/21, CHILK.SJ, 
Office of the Secretary of the Commission Ip 45042-307-45942-307 


6606290404 Comment opposing proposed rulo 1OCFR50 ro omergoncy planning & pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper* 
tillonff. 

ADAMS, DL Affiliation Not Assigned 53FR1 6435 00576 OB/05/21 CHILK.SJ Olftco 
of the Secretary of tho Commission, Ip 45954 001-45054-001 

8606290400 Comment opposing proposed rule 10CFR50 re omergoncy planning & pre- 
paredness requirement for nuclear power plant fuol loading A Initial low power oper- 

PEARCE.P Affiliation Not Assigned 53FR16435 00577. 08/05/21 CHILK.SJ Qlfao 
of the Socretary of the Commission Ip. 45948 359 45940,359 

6606290411 Comment opposing proposed rule 10CFR50 re emergency planning ft pro 
paredness requirements for nuclear powor plant fuel loading A Initial low powor oper 
atlons, 

* Affiliation Not Assigned 53FR1 6435 00578 08/05/21 CHILK.SJ Office of the So* 
retary of the Commission Ip 45948, 360-45940.360 

8606290414 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading A Initial low powor oper 
aliens. 

SPRAGUE.R K Affiliation Not Assigned 53FR16435 00579. 80/05/21 CHILK.SJ 
Olflce of the Secretary of the Commission. Ip. 45949 125 45949,125 

8806290416 Comment opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading A initial low power oper 
atlons. 

WEGENER, C Affiliation Not Assigned 63FR16435 00580 80/05/21 CHILK.SJ 
Office of the Secretary of the Commission, Ip 45949 128 45949 126 

B806290423 Comment opposing proposed rulo 10CFR60 re emergency planning 6 pro 
paredness requirements for nuclear power plant fuel loading A initial low powor oper- 
ations 

WHJTE.AM Affiliation Not Assigned 53FR16435 00581 88/05/21 CHILK.SJ Office 
of the Secretary of the Commission Ip 45949.127-45949.127. 
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8$0«29042ft Comment opposing proposed rulo 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading &. initial low power oper- 
ations 

FOSTER.RC Affiliation Not Assigned 53FR16435 00502 88/05/21. CHILK.SJ 
Office of the Secretary of the Commission Ip 45949 128 45949 126 

8G0629Q433 Comment supporting proposed rule 1QCFR50 re emergency planning & 
preparedness requirements for nuclear power plant fuo! loading & initial low power op 
era to ns 

OEWY.KA Affiliation Not Assigned 53FR 16435 00583 08/06/05 CHILK.SJ Dock- 
eting & Services Branch Ip 45949 129 45949 129 

6306300370 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

ALORICH.RW Affiliation Not Assigned 53FR16435 00584 08/06/06 CHILK.S J 
Office ol the Secretary of the Commission Ip 4597B 267*45976 267 

6808300373 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & fmliaf low power oper 
aliens 

FINN.RM. Affiliation Not Assigned 53FR16435 00505 00/06/06 CHILK.S J Office 
of (he Secretary of the Commission Ip 45978 271 45970 27t 

6804300378 Comment opposing proposed rule 10CFR50 re omergoncy planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
fltons. 

PH1LCRANTZ.C , PHILCRANTZ.J Affiliation Not Assigned 53FR16435 00506 88/06/ 
OS CHILK.S J Office of the Secretary of the Commission Ip 45970 270 45970 270 

6&&63003B4 Comment opposing proposed rule 10CFR50 ro emergency planning & pro 
pared ness requirements for nuclear power plant fuo! loading & Initial low power oper- 
ations 

PLOURD£ t P . PLOURDE.JL Affiliation Not Assignod 53FR16435 00587 80/06/06 
CHILK.S J Office of the Secretary of the Commission Ip 45970 260 4 5970 268 

6406300300 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial tow power oper- 
ations 

WINTERS Affiliation Not Assigned 53FR16435 00508 00/06/06 CHILK.S J Olfico 
of the Secretary of the Commission tp 45970 269-45970 269 

6606309393 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
a to ns 

QARATELLl.P, 0ARATELtl,M E Affiliation Not Assigned 53FR16435 00509 00/06/ 
oe CHILKS J. Olflce of the Secrotary of the Commission Ip 45966 30? 45966 302 

$608300398 Comment opposing proposed rulo 10CFR5O ro emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ators 

REIILY.ME Affiliation Not Assigned 53FH 16435 00590 00/06/06 CHILK.S J Office 
of the Secretary of the Commission Ip 45966 303 45966,303 

6006300400 Comment supporting proposed rule 10CFR50 re emorponcy planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power op- 
er a lion 3 

KAUFMAN ,N Affiliation Not Assignod 53FR16435 00591 88/06/10 Docketing & 
Sendees foanch Ip, 45966 304-45966 304 

B808300403 Forwards draft comment supporting proposed rule 10CFR5Q re planning & 
preparedness requirements for nuclear powar plant fuel loading & Initial low power op 
erations. 

BISHOP.R W Nuclear Management & Resources Council (NUMARC) {formerly Nucle- 
ar Utility Menage 53FR18435 00777 BB/06/07 Office of the Secretary of tho Com- 
mission 4pp 45969117-45969 120 

$$06300404 Comment supporting proposed rule 10CFR5O ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & Initial tow power op 
orations 

LOGUE.RH Philadelphia Electric Co 53FR 16435 00592 80/06/08 Docketing & 
Services Branch Ip 45056.305 45966 305, 

8006300407 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial low power 
operations Power needed fn New England area 

GWINN.RA Affiliation Not Assigned 53FR10435 00770. 00/06/08 Docketing & 
Services Branch fp 45960*121-45969 12t 

860630040 B Comment opposing proposed rulo 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & In dial low power oper- 
ations 

1 Affiliation Not Assigned. 63FR16435 00593. 88/05/21 CHILK.S J Office of Iho Sec 
rslary of tha Commission, f p 45966 306*45966 306 

BB06300410 Comment opposing proposed rule 10CFR50 re emergency planning & pro 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only uli) interests jn inlncf 
FANAHAS.D., FANARAS.R Affiliation Not Assigned 53FR 16435 00779. 80/06/06 
CHILK.S J Office of the Secretary ot the Commission. Ip 45969 122-45969 122 

8 00$ 3004 11 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial low power oper- 
ations 

HODGES, N J . HODGES, K.J Affiliation Not Assigned 53FR16435 00594 80/05/21 
CHILK.S J Office of the Secretary ol tho Commission Ip 45966 307-45966' 307 

08 W 3004 14 Comment opposing proposed rule 10CFR50 ro emergency planning & pre 
paredness requirements for nuclear power plant fuel loadlna & Initial low power 
■operations Proposed rule developed w/oniy util Interests in mmo 
UEBERMAN.CL, L1EBERMAN.LS Affiliation Not Assigned 53FR16435 00780. 88/ 
06/03 CHILK.SJ Office of the Secretary of the Commission ip 459QQ123- 
45969 123 

80063004 IS Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading &. initial tow power oper- 
ations 

VORK,D. Affiliation Not Assigned 53FR16435 00595 80/05/21 CHILK.SJ Office of 
the Secretary of the Commission ip 45969 124-45069 124 


0606300416 Comment opposing proposed rule 1OCFR50 re emergency planning & pra 
paredness requirements for nuclear power plant fuel loading & Initial low power 
operations Proposed rute developed w/only util interests in mind 
STRAW, M.D Affiliation Not Assigned 53FR16435 00761 90/06/06 CHILK.SJ 

Office ot the Secretary of the Commission ip 45969 125 45969 125 

8606300417 Comment opposing proposed rule 1DCFR50 re emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial low power oper- 
ations 

GRAY.M , GRAY.P Affiliation Not Assigned 53FRt 8435 00596 00/06/06 CHILK.SJ 
Office of tho Secretary of the Commission Ip 45969 126-45969 126 

800630041$ Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading &. Initial low power 
operations Proposed rule developed w/only util interests In mine 
STPAW.JB Affiliation Not Assigned 53FH1 6435 00762 80/06/06 CHILK.SJ Office 
of the Secretary of the Commission Ip 45969 127-45969 127 

8BO63O0419 Comment opposing proposed rule 10CFR6O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

KOQNTZ.SE Affiliation Not Assigned 53FR16435 00507 88/06/06 CHILK.SJ 
Office of tho Secretary of the Commission Ip 45969 120 45969 128 

8806300420 Comment opposing proposed rule 10CFR5Q re emergency planning & pro 
paredness requirements for nuclear power plant KibI loading & initial low power oper- 
ations 

KAPLAN, F Affiliation Not Assigned 53FR 16435 00598 06/06/06 CHILK.SJ Office 
of Iho Secretary of tho Commission Ip 45969 129 45969 129 

8006300421 Comment opposing proposed rulo 1DCFR50 ro emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & initial low powor 
operations Proposed rulo developed w/only util interests in mina 
CLARK, MC Affiliation Not Assigned 53FR 16435 00783 08/08/06 CHILK.SJ Olfice 
of the Secretary of tho Commission Ip 45969 130-45969 130 

8006300423 Comment opposing proposed rule 10CFR5O ro emergency planning & pre 
parednoss requirements for nuclear power plant fuel loading & initial fow power oper- 
ations 

* Affiliation Not Assignod 53FR16435 00599 88/08/06 CHILK.S J. Office of the Sec 
retary of the Commission Ip, 45969 131 45969 131 

8B06300424 Comment opposing proposed rule 10CFR60 ro emergency planning & pro 
paro-dness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/orly util Interests in mind 
SOKOLOV, M L Affiliation Not Assigned 53FR 16435 00704 00/06/06, CHILK.SJ 
Office of the Secretary of the Commission Ip 46969 132-45969 132 

0806300425 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements (or nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interests In mind 
BAILEY.EM Affiliation Not Assigned 53FR16435 00785 08/06/06 CHILK.SJ Olfico 
of the Secretary of Iho Commission Ip 45969 133-45969 133 

0000300426 Comment opposing proposed rule 10CFR5Q ro emergency planning & pre- 
paredness requirements lor nuclear power plant fuel loading & Initial low power oper- 
ations 

COMAN.C Affiliation Not Assigned 53FR16435 00600 88/06/06 CHILK.SJ Orflco 
of the Secretary of the Commission Ip 45969,134-45969,134, 

0806300427 Comment opposing proposed ruto 10CFR50 ro emergency planning A pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
ope ratio ns Proposed rule developed w/only util Interests In mind 
MONAHAN.C J , MONAHAN.T B Affiliation Not Assigned 53FR16435 00786. 00/06/ 
06 CHILK.SJ Office ot Iho Secretary of tho Commission Ip. 45969 135 45D69.135 

8006300420 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parednos9 requirements for nuclear power plant fuel loading & Initial low powor oper* 
al/ons 

MORRISSEY.N Affiliation Not Assignod 53FR16435 00601 00/06/06 CHILK.SJ 
Office of the Secretary of the Commission tp 45969 1 36-4 5969" 136 

8B06300429 Comment opposing proposed rule 10CFR50 ro emergency planning & pre- 
paredness requirements for nuclear powor plant fuel loading & initial tow powor 
operations. Proposed rule developed w/only util Interests in mlniT 
CANNOVA.M Affiliation Not Assigned 53FR16435 00707, D8/06/OQ CHILK.SJ 
Office Qf the Secretary of the Commission Ip 45969 137-45969 137 

BS06300430 Comment supporting proposed rulo 10CFR50 ro emergency planning & 
preparedness requirements for nuclear power plant fuel loading & initial law power 
operations Rulo should address transportation Issue 

CLEMENTS, F Affiliation Not Assigned 53FR16435 00602 08/06/07 Docketing & 
Services Branch Ip 4 5969 130-45969.138 

B8O03OO431 Commonl opposing proposed rule 10CFR5O re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interests fn mlna 
SHEA, DP Affiliation Not Assigned 53FR16435 007DB. 08/06/06 CHILK.S J. Docket- 
ing & Services Branch Ip 45909 139 45969' 139 

0808300432 Comment opposing proposed rule 10CFR50 re» emergency planning & pro 
paredness requirements for nuclear powor plant fuel loading & Initial low powor 
operations Proposed rulo developed w/only util interests In mind 
MACLAC H LAN.C Affiliation Not Assigned. 53FR 16435 00700. 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45969 140-45969 140. 

890&300433 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements (of nuclear power plant fuel loading & Initial low power oper- 
ations 

TONDREAULT,V Affiliation Not Assigned, 53FR10435 00603 36/05/21 CHILK.SJ 
Office of tho Secretary of the Commission Ip, 45966 308-45966 308. 

0806300434 Comment opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rulo developed w/only util Interests In mind 

* Affiliation Not Assignod 53FR16435 00790. BD/06/06 Office of the Secretary of the 
Commission, Ip 459B9 141-45969-141 



336 NONDOCKETED ITEMS 


8806300435 Comment opposing proposed rule I0CFR50 re emergency planning & pro* 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
atone 

CARZASTY.SM Affiliation Not Assigned 53FR1 6435 00604 80/05/21 CHJLK.SJ 
Office of the Secretary of the Commission Ip 45966 309 45966 309 

0806300436 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & Initial lovr power 
operations Proposed rule developed w/onfy util Interests in rnntf 
CROWLEY.SV Affiliation Not Assigned 53FR16435 00791 06/06/06 CHILK.SJ 
Office of the Secretary of tho Commission Ip 45969 142*45969 142 

0806300437 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
parodness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only ulil interests in mind 
CYR.WA, CYR.S Aviation Not Assigned 53FR16435 00792 88/06/06 CHILK.S J 
Office of the Secretary of the Commission Ip 45969 143*45969 143 

8806300438 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuet loading & initial low power oper- 
ations 

MUSUMERI.J Affiliation Not Assigned 53FR16435 00605 00/05/21 CHILK.SJ 
Office of llis Secretary of 1 ha Commission Ip 45966 310 45966 310 

B806300439 Comment opposing proposed rule 10CFR5O ro emergency planning & pre 
parodness requirements for nuclear power plant fuel loading & mitral low power 
operations Proposed rule developed w/only util interests m mind 
BEASLEY ,J 0 Affiliation Not Assigned 53FR16435 00794 BB/0S/G6 CHILK.SJ 
Office of the Secretary of the Commission Ip 45969 H4 45969 144 

8806300440 Comment opposing proposed rule 10CFR50 -re emergency planning & pro 
paredness requirements for nuclear power planl fuel loading & Initial low power oper 
aliens 

ATKINSON.G J , ATKINSON.T Affiliation Not Assigned 53FR16435 00606 88/06/06 
CHILK.S J Office of the Secretary of the Commission ip 45966 31 1 45966 31 1 


PRM PETITION FOR RULEMAKING 

6806030351 Abstracts of comments submitted In response to pelilion for rulemaking 
PRM 50 44 

' NRG - No Detailed Affiliation Given- 51FR31341 07/09/16 3Spp 45714 120 
4S714 155 


PROJ PROJECTS - PREDOCKET LICENSING 

8805270165 Forward's addl comments cn draft progress control plan for West Valley 
Demonstration Project DOE 000516 reply & end respond to all NRC concerns re low 
level cement waste form 

BfXBY.W W Energy, Dept <?L 24355 80/05/20 BANGART.R L Division of Low Level 
Waste Management & Decommissioning (Post 670413) 5pp 45704 239 45764 243 

0BO6O1OO34 Provides addl Info on C ESS A R DC Chapter 10 re secondary water 
chemistry, per NRC 880225 request CESSAR DC Section 103 5 1 revised lo make 
clear that CE secondary water chemistry program includes Immediate shutdown 
limits 

SCHEFIER.A E Combustion Engineering, Inc LD 88-034 86/05/25 VJSSING.Q 
Standardization & Non P-owor Reactor Project Directorate 2tpp 45733 075 
45733 095 

0006010249 Forwards response to NRC 880226 request for addl Info on Chapter 17 to 
Rov 4 to Topical Ropl CENPD 210A, “OA Program," including revs to C E 071130 & 
08041 1 responses 

SCHERER, A E Combustion Engineering, Inc LD-8B-033 88/05/25 VISSING.G 
Standardization A Non*Power Reactor Prefect Directorate 14pp, 45718 340 
45710 353 

0806060092 Advises that Rev 3 to supernatant treatment sys SAR & Rev 1 lo West 
Valley Demonstration Project operational safety requirements approved 
BIX8 Y.W W„ Energy, Dept of- 24368 68/05/19 THOMAS, R A West Valley Nuclear 
Services Co , Inc 3pp. 45725304 45725*306 

8806070400 Notification of 060623 meeting w/C E in Rockville, MD to discuss proposed 
changes to CESSAR-DC.Sys 80+ QA program 

VlSSfNG.G S Standardization & Non-Power Reactor Project Directorate 80/06/02 
RUBENSTEIN.L S Standardisation & Non Power Reactor Project Directorate 2pp 
45744 211-45744 212 

0806070418 Foorwards May status rept ro current review milestones for std plants 
(EPRI .Advanced BWR.RESAR SP/90 & C-E Sys 80 + ) 

RUBENSTEIN.L S Standardization S Non Power Reactor Project Directorate 88/06/ 
02 SHAO.L Division of Engineering & Systems Technology (Post 870411) 
PARTLOW.J Division of Reactor Inspection & Safeguards (Post 670411) CONGEL.F 
Division ol Radiation Protection & Emergency Preparedness (Post 8704 11) 14nn, 
45757 196 45757 209 

B80608Q235 Notification of 880510 mealing w/Nuclaar Assurance Corp (NAC) In 
Rockville.MD to discuss submittal of new NAC dry spent fuel storage cask design topi 
cat repl 

ROBERTS, JP Fuel Cycle Safety Branch 08/05/20 ROUSE, LC Fuel Cycle Safety 
Branch Ip 45757 036*45757 030 7 7 

8806130263 Forwards request for add! Info re Chapters 1 & 5 of Amend B of Sys 00 + 
CESSAR DC Info requested within GO days from ftr date 

VISSING.G S Standardization & Non Power Reactor Project Directorate 80/06/01 
SCHEFLER.AE Combustion Engineering, Inc 4pp 45796 186-45796 169 

6808160126 Provides proposed resolutions lor four of six issues which make up Topic 
Paper Sel a.induding in vessel hydrogen generation, core melt progression & vessel 
failure & hydrogen ignition & burning Remaining Issues submitted In 30 days 
SCHEflER.A E Combustion Engineering, Inc LD8P-03B 80/06/06 MIRAGL1A.FJ 
Associate Director for Projecte (Post 870411) 47pp- 45840 237-45B40 274 

8006170236 Forwards comments on topical rept, ‘'Topical Safety Analysis Ropt for NAC 
Storage /Transport Cask Containing Consolidated Fuel for Use at ISFSI " 

RO BERTS, J P- Fuel Cycle Saloty Branch 88/06/09, VIEBROCK.J M Nuclear Assur* 
anceCorp IBpp 45829 049 45029 053 


8606230336 Forwards draft SER documenting review of Chapter 4 of EPFtl Advanced 
LWR util requirments document based on commitments in 880125 & 0325 lira Util re 
quirements In general agreement w/NRC guidelines & regulatory requirements 
RU3ENSTEINXS Standardization & Non-Power Reactor Project Directorate 80/96/ 
10 KINTNER.E E General Public Utilities Corp - GPU Service Corp 2 pp 45907 293- 
45907 230 

-8806230338 Draft SER on Chapter 4 of EPRI util requirements document Util recure- 
mants In general agreement w/NRC guidelines & regulatory requirements for s>& m- 
volved 

* Office of Nuclear Reactor Regulation, Director (Post 970411) 80/06/08 26po 
45907 205 45907 230 

8806240169 Forwards response lo NRC findings & recommendations from Wesl Yalfity 
Demonstration Project integrated rad waste treatment sys operation hsp on 880 10 ^in- 
cluding evaluations ol Rovanco piping & ventilation testing W/ copyrighted mall 
BIXBY.WW, Energy, Depl of 24320 88/05/10 HURT.RD NRC * No Dela'led Afffc- 
ation Given 133pp 45947 082-46947 150 

8806280243 Responds to 8801 19 Ur re NRC process & procedural rules for making do 
termination on definition ol transurantc wastos for West Valley Demonslralion Proved 
w/emphasis on use of NEPA Staff will prepare FR notice upon completion ol ovafui 
tion 

BANGART.R L Division of Low Level Waste Management & Decommissioning {Post 
870413) 24429 08/06/OB VAUGHAN.R C Coalition on West Valley Nuclear Wastss, 
15pp 45973 281-45973 295 

8806290214 Provides proposed resolutions to remaining Iwo Issues committed to in 
880606 Hr re direct containment heating (IDCOR Issue 0) & debris coo1abi ! ity (IDCOR 
Issue 10) C E plans to adopt 14 resolutions previously submitted 
SCHERER, A E Combustion Engineering, Inc LD 80 042 80/06/17 MIRAGUA.FJ 
Associate Director for Projects (Post 870411) 26pp 45962 142 45962 167 

8806290415 Responds to MR Knapp 880516 Hr ro on going supplementary oualifcatm 
testing of formulation for solidifying decontaminated supernatant waste at West Vaffiy 
Site & proposed three-step approach to final waste qualification 
BANGART.R L Division of Low Level Waste Management & Da com missioning (Posl 
870413) 24431 88/06/16 BIXBY.WW Energy, Depl of 3pp 45964 337-45964 339 

8806290444 Notification of 880627 meeting w/ Arkansas Tech Unlv In Rockvilia.MD to 
discuss application for CP 

ADAMS, A Standardization & Non Power Reactor Project Directorate 68/06/17 
RUBENSTEIN.L S Standardization & Non Power Reactor Project Dcrectorato 2pp 
45965 026 45965 027 

8806290447 Forwards Rov 1 to "West Valley Demonstration Project SAR " Proposed 
operational safety requirements will be incorporated Into (Jocumnonl al future date 
BIXBY.WW Energy, Depl of 24430 88/05/27 HURT.R D NRC • No Detailed Affix- 
ation Given 4pp 45955 317*45956 106 

-8606290457 H 08 0119 R01 Rov 1 to "West Valley Demonstration Project SAR/' Vd 
VI, Pari M of operational safety requirements 

STEFFES,D R West Volley Nuclear Services Co , Jnc 08/05/20 B5pp 45955 321- 
45956 106 

8806290449 Forwards author 880513 & 0610 Itrs to EE Kmtner forwarding drafl SEfls 
on Chapters 3 & 4 ol EPRI ALWR util requirements document Effort to continue unN 
final SER Issued fn 1991 

RURENSTEIN.LS Assistant Director for RoQlon III & Region V Reactors 00/06/20 
JORDAN, E L Office for Analysis & Evaluation of Operational Dale, Director 2pp 
45965 028-45965 029 

8806290487 Rev 2 to Vols I & II to “Topical SAR for Nuclear Assurance Corp Storage/ 
Transport Cask for Use at ISFSI ° 

‘ Nuclear Assurance Corp 20278 B7/04/30 600pp 45950 149-45953 227 

8806300096 Trip rept of 080614-15 visit to West Valley Demonstration Project re renew 
of supernatant treatment sys results 

HURT.R D Fuel Cycle Safety Branch 88/06/21 ROUSE.L C Fuof Cycle Safety 
Branch 2pp 45975 190 45975 191 

8806300190 Trip rept of 880526 meeting w/Afr Forco Terrestrial Nuclear Reactor Safety 
Group at McClellan Air Force Base re facility under const NRC will bo requested to 
review & comment on updated SAR that const based upon 

ADAMS, A Standardization & Non Power Reactor Project Directorate 88/06/08 
RUBENSTEIN.L S Standardization & Non Power Reactor Project Directorate 3pp 
45981 042-45981 044 


PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE 

8805190166 Extends Invitation to attend 880524 meeting in Rockville, MD to discuss 
recent tests of HHti kwik bolts Attendees requested to present brief presenlaton ol 
subj9 listed in end meeting agenda, 

BERLINGER.C H Generic Communications Branch 88/05/06. CAR RATO, P J Bech- 
tel Power Gorp 3pp 45548 261-45548 263 

8805190160 Extends Invitation to attend 860524 meeting In Rockville, MD to disccjss 
recent tests of Hiltf kwik-bolts Attendees requested to present brief presentation ol 
subjs listed In end meeting agenda 

BERLINGER.C H Genonc Communications Branch 88/05/06 WYLUE.L A HG De- 
gonkol & Associates, Engineers 3p p 45548 359 45540 360 

8805 190254 Extends Invitation to attend 880524 meeting In Rockville ,MD lo discuss 
recent tests of Hilll kwik bolts Attendees requested to present brief presentation cl 
subjs listed on end meeting agenda 

BERLINGER.C H Generic Communications Branch 88/05/06 JENNY.D PCI 3pp 
45560 107*45560 109 

8805190322 Extends Invitalion to attend 880524 meeting In RockvIlio.MD to discuss 
recent tests of Hiltt kwik-bolts Attendees requested to present brief presentation ol 
subjs listed in end meeting agenda „ . , 

BERLINGER.C H Generic Communications Branch 88/05/06 DATTA.VK Gibbs A 
Hill, Inc (subs of Dravo Corp ) 3pp 45559 299*45559 301 
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80O524OO90 Suppl 1 to NRC Info Notice 87-061, "Failure of Westmghouse W 2-Typo 
Circuit Breaker Cel! Switches *' Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) IEIN-B7-Q61 
88/05/31 Consolidated Edison Co of New York, Inc 120pp 45683 038 456B3 157 

&805260145 Part 21 rapt re missing cotter pin in ITE breaker trip mechanism resulting in 
breaker failing to close Initially reported on 860513 Breaker repaired, colter pin inserted 
& breaker reinstalled 

BEFRY.K W Consumers Power Co 88/05/20 Office of Nuclear Reactor Regulation, 
director (Post 8704 11) 2pp 45680 360 45680 361 

8805260342 Addendum 1 to Supplemental Part 21 Kept 145 re potential problem w/F- 
573 156 pressure sensor/lube oil trip Initially reported on 880429 Addl 1-1/8 Inch di- 
ameter w/deep counterbone In pressure head added to activate valve 
BLOCK.LR 1MO Delaval, Inc 145 88/05/12 Ole ol Enforcement (Posl 870413) 
2pp 45701 222-45701 223 

8B05270152 Part 21 rept re 2 inch 00 degree elbow forged steel fittings mfg by Sid 
Fittings Co & inspected hy X Ray Insp Inc Existing plant documents wifi be roviewod 
in attempt to tocala listed Identified fittings & completed by B70930 
LEONARDO D Long Island Lighting Co SNRC 1366 87/08/14 RUSSELL, WT 
Region 1, Ofc of the Director 3pp 45700 214 45700 216 

80.0S-27O16O Part 21 repl re forged sleet fittings mfg by Std Fittings Co & inspected by 
Xflay Insp.lnc Investigation still going on A NRC resident Inspector will bo informed of 
utillindings & remedial action to bo taken for fittings requiring rework 
LEONARD, JD Long Island Lighting Co SNRC-13B6 07/12/21 RUSSELL, W T 
Region 1. Ofc of the Director 2pp 45699 142-45699 143 

B8O527017O Part 21 rept re defect tn loft camshaft bracket of 20 cylinder EMD Model 
G645E4 engine 

KULCHAK.R D Morrison Knudsen Engineers. Inc 10CFR21DD7 88/05/10 
MURLEYJ Office ol Nuclear Reactor Regulation, Director (Post 670411) 2pp 
45699 140 45699 141 

6B05270306 NRC Info Notice 88 035, "Inadequate Licensee Perlormed Vendor Audits " 
Svc fist one I 

ROSSI.CE Division of Operational Events Assessment (Post 870411) IEB 08 005 
88/06/03 Consolidated Edison Co of Now York, Inc 120pp 45790 068 45790 107 

8006010197 Part 21 rept re design dofect in Automatic Switch Co Inpoht SB12BMR/ 
TL10A22 pressure switches Survoillance cyclo Increased from monthly to semimonthly 
& mfg to assist In determining cause of failure 

DEV INC E NTIS, J Yankee Atomic Electric Co FYR B8 56 80/04/26 RUSSELL, WT 
Region V Ole of the Director 3pp 45735 043 45735 045 

0606010295 Part 21 repl re failure of Ashcroft glyconn filled bourdon tube pressure 
gauges lhat tailed al pressure within operating range Caused by separated weld Faulty 
oaugea replaced 

BERRY, KW Consumers Power Co 88/05/25 Olflco of Nuclear Reactor Regulation, 
Director (Post 67041 1) ip 45712 136 45712 136 

0806030006 LER 87-070 04 on 871 021, diesel genoraior came up to speed causing clr 
cuil breaker to close Caused by wrong installation ol voltage regulating 
diode Defective voltage regulator w/roversed diodo repaired W/BB0526 Itr, 

LONG.JL, SMITH, SJ Tennessee Volloy Authority 08/05/26 5pp 45716173 
45716177 

8006030324 Part 21 repl ro dc motor failure on auxiliary feedwater limitorque oporaiod 
valves Plant mod will be Implemented to Install surge protection for shunt coll circuitry 
ol subject dc motors 

WATSON, R A Carolina Power & Light Co HOB80112(O) 8B/05/10 GRACE.J N 
Region 2, Ofc ol the [Director 6pp 45770 155-45770 160 

880SO6OO6O Part 21 & final deficiency rept ro failure ol high voltage cable insulation on 
diesel Generators Initially reported on 870928 Deficiency attributed to design doflclon 
cy by Morrison Knudson Replacement cable procured 

GRID LEY, R Tennessee Valley Authority 08/06/01 Oocumonl Control Branch (Docu- 
ment Control Desk) 4pp 45769 330 45769 334 

8806108082 Forwards LER 08 027 re uso of Improper soal mail In stoam generator 
PORVs Enhanced surveillance program Inmatod until seals replaced 
VAUGHN. G E Houston Lighting & Power Co ST-HL-AE-2662 88/05/31 Document 
Control Branch (Document Control Desk) 2pp 45772 091 45772 097 

-6808100094 LER 0B 027-00 on 880428 1 loakago & excessive hydraulic pump operation 
discovered Caused by incompatible seals in main stoam ays PORV actuators due to 
Parker Cylinder Oiv not supplying specified seals to Paut-Munroe Enortech tor util 
AYALA, C Houston Lighting & Power Co BB/05/31 5pp 45772 093-45772.097 

8806140034 Part 21 rept re Installation of Incorrect fuse in squib tiring circuit of standby 
liquid control sys Correct luses installed & FDDR-6166 Issued to eliminate incorrect 
fm frtsfa/lafron 

STRAMBACK.GB General Electric Co 43 88 8B/05/10 QERLINGER.C H Generic 
Communications Branch 3pp. 45021 246-45821 24B 

6806140136 Part 21 rept re Initial lid seal leak tests for NuPac Type A casks perlormed 
at pressure lower than specified by SAR All registered users/ownars of subj casks no 
titled & requested to conduct records search per Procedure LT 04 
OlfVADOTf.JR. Nuclear Packaging, Inc B8/05/09 TAYLOR, J , MACDONALD, C 6 
NRC - No Detailed Affiliation Given lOpp 45B26 277-45826 266 

8006140165 Significant Deficiency Rept 137 2 re potentially defective Type HMA auxilia- 
ry relays GE notification per 10CFR21 end Potentially defective equipment Inapectod 
4 corrected per field disposition instructions from GE 

KOWALSKI, 5 J Philadelphia Electric Co 68/06/06 MURLEY J E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 6pp 45826 287-45826 291 

8806146194 Part 21 Rept 88 03 re potential problem w/Gems Sensors Model 63328 A 
modular receivers Modular receivers qualified toggle switch installed W/86051 6 Itr 
ANDOGNINI.GC Sacramento Municipal Utility District 68-03 88/05/16 MARTIN.JB 
Region 5, Ofc of the Director 4pp 4581 B 357-45818 360 

6808150207 Responds to NRC 860317 Itr re violations noted In Insp 99900B36/87- 
01 .Corrective actions notice of violation & noncomformance denied per listed reasons 
RUD1S.M A Rockwell Engineering Co , Inc 88/04/21 STONE.JC NRC • No Detailed 
Affiliation Given 16pp 45840 051 45040 073 


-8006150210 Rev 0 to "Reporting of Delects & Nonconformances par 1GCFR21 M 
RUTER.R A Rockwell Eng ineerint Co , Inc B7/10/14 4po 45040 067 46B40 070 

8806160000 LER BO 012-00 on B80606,potenlial existence of unrnonitored radiological 
effluent release path during certain emergency conditions determined Cause 
unknown Fan disabled W/8Q06G6 Itr 

WASHINGTON.SL, POWERS.C M Washington Public Power Supply System 08/00/ 
06 flpp 45823 150-45823 155 

GB06160209 Part 21 rept re defect in clovito upper connecting rod bearings In EMD 645 
engines furnished by Morrison Knudson Co.lnc Owners of engines furnished by suppli- 
ers other than Morrison Knudsen notlfied.por oncl telecopy message 
KULCHAKRD Morrison-Knudson Co . Inc 8B/0S/O9 MURLEY.T Office of Nuclear 
Reactor Regulation, Oireclor (Post 070411) 4pp 45862 310 45862 314 

BB06 220134 Forwards justification for continued operation of auxiliary foodwaler 
pump Continued oparatlon of plant does not pose unduo risk based on listed consid 
orations 

VAN BRUNT.EE Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 161 01094 EEVB/ B8/G6/C9 Document Control Branch (Document Control 
D&sk), 2pp 45869 280 45669 313 

-0806230 164 "Justification for Continued Operation of Auxiliary Feedwater Pumps ” 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co ) Bfl/06/Og 
24 pp 45069 200 45069 313 

8806230219 Part 21 rapt re potentially reportable condition associated w/Dresser Model 
7440W chock valves supplied w/flow direction arrow stamped opposite to valve 
flow Investigation being conducted Evaluation of Bechtel Western Power Co Itr end 
WATZJP Dresser Industries, Inc fiB/06/16 Document Control Branch (Document 
Control Desk) 7pp 4594B 057 45948 063 

8806290249 Part 21 & dehcloncy ropt ro defects in Weslmghouse circuit 

breakers Initially reported on BC05201tein reportable under 10CFR50 55(e) for Uml 2 
& 10CFR21 lor Units 1 & 2 Remaining Unit 2 insps will bo completed prior to fuel 
load 

GOLDBERG.JH Houston Lighting & Powor Co ST HL AE-2696 88/06/15 Docu 
monl Control Branch (Document Control Desk) 3pp 4 5940 085-45949 094 


QA999 QUALITY ASSURANCE INSPECTIONS 


0BO527OO51 Responds to NRC BQ020B Itr re E -Brito 28 1 alloy tubes, E bnte used on 
Arkansas Powor & Light shop orders N-10915 & N-10916 only No E-bnte tubing used 
on any other nucloar unils where ASME Section III stamp required 
SIDES.HL Engineers A Fabricators Co (subs ofMailoyCo) 6B/05/09 STONE, J C 
Vendor Inspection Branch 3pp 45691 132-45691 134 

B8083 10129 Provides summary ot all actions taken to resolve non confer mancos noted 
In Insp 99900799/87-01, enhance quality program & mvosligeto Allegations In anony- 
mous Itr Supporting Info oncl 

ECKERT,WJ P HINSON.WJ Nuttierrn International, Inc 88/04/21 STONE.JC 
Vendor Inspection Branch 79pp 45711 103 45711 257 

0606010204 Rosponds to NRC 8B0421 Itr ro violations notod in Insp 99902008/88 
01 Corrective aclions vendors notified that 10CFR21 will apply to all sves ro ASME 
quality sys & training sessions conducted for personnel 

TVERBERGJC CruciblB Materials Corp B8/Q5/20 STONE, JO Vondor Inspection 
Branch 4pp 45732 260 45732 271 

8808150081 Forwards Insp Rept 99900871/60-01 on 880125-2B & notices ol noncon- 
formance & violation Insp result of util recurring probloms w/ company 25 kV electrical 
Inverters 

GRIMES.B K Division of Reactor Inspection & Safeguards (Post B7041 1) EA-OB-129 
88/06/03 ZECOS.PA Elgar Corp 5pp 45835 243 45835 264 

-8800150087 Notice of vlolalion from insp on 8801 25-2B Violation rioted failure to por 
form evaluation of design errors for potential reportabllily or Inform customer of davi 
ation in order for evaluation for re portability 

* Division of Reactor Inspection & Safeguards (Post 870411) EA-BB-129 88/06/03 
2pp 45835 249 45035 250 

“0000150090 Notico of nonconformance from insp on B60125-2B Nonconformances 
noted fnflura to ctaarly establish duties & authorities of engineering personnel to 
ansuro safety- related design & engineering activities performed 
‘ Division of Roactor Inspection & Safeguards (Post B70411) EA 88 129 QB/06/03 
3pp. 45035 251 45035 253 

-8GOS150091 Insp Rept 99900871/00-01 on 8B0125 26 Violation & non com pi lances 
notod Major areas insp acted recurring problems w/company 25 kV oleclrical Invorters 
PETROSINO,JJ Division of Roaclor Inspection & Safeguards (Past 870411) 
BAKER.ET Vendor Inspection Branch 80/04/19 1 1pp 45835 254 45 D3 5 264 

0806150207 Responds to NRC 880317 11r re violations noted m Insp 99900636/67- 
01 Corrective actions notico of violation & noncomformanca donlod per listed reasons 
RUD1S.M A Rockwall Engineering Co , Inc 88/04/21 STONE, J C NRC - No Detailed 
Affiliation Given 1 6 pp 45040061 45640073 

-8806150210 Rev 0 to "Reporting of Defects & Nonconformances per 10CFR21 " 
RUTER.R A Rockwell Engineering Co, Inc 87/10/14 4pp 4G840 067-45640 070 

-0806150214 Rev 3 to, "Qualificatlonjrammg & Testing of DA Inspectors " 

RUTER.R A Rockwell Engineering Co , Inc 79/86/06 3pp 45840 071-45840 073 

6806150371 Ack receipt o! 860421 llr providing further info in response to nonconfor 
mancos noted In Insp Repl 99900636/87 01 Response should have included ref to 
App B, Criterion IV fo procurement documents to Identify QA program requirements 
BRACH.E W Vendor Inspection Branch 88/06/09 RUDIS.M A Rockwoll Engineering 
Co . Inc 2pp 45B1 5 343 4581 5 344 

8006160228 Ack rocolpt of 880418 lir Subtler supplier audits & followup of any findings 
will be evaluated during future insp Rev 1 to "Mali Dedication Procedure,’' did 
871 2 15, acceptable for dedicating commarclal Items for safoty related applications 
GRIMES.B K Division of Reactor Inspection & Safeguards (Post 870411) 88/06/13 
MITCHELL, MR Energy Stool & Supply Co ip 45841 340 45041 340 
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8006300435 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & Initial fow power oper- 
ations 

CARZASTY.SM Affiliation Not Assigned 53FR 16435 00604 88/05/21 CHILK.SJ 
Office of the Secretary of Ihe Commission Ip 45966 309 45966 309 

0806300436 Comment opposing proposed rule 10CFR50 re emergency planning & pre 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util Interests in mine 
CRQWLEY.S V Affiliation Not Assigned 53FR16435 00791 68/06/08 CHILK.SJ 
Office of th.o Secretary of Ilia Commission Ip 45969 142*45969 142 

8006300437 Common! opposing proposed rule 10CFR5O re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only uIjI interests In. mma 
CYR.WA, CYfl.S Affiliation Nol Assigned 53FRI6435 00792 88/06/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45969 143 45969 143 

6B0S30D43B Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel foadirg & Initial fow power oper- 
ations 

MUSUMERI.J Affiliation Not Assigned 53FR16435 00605 86/05/21 CHILK.SJ 
Office of Ihe Secretary of the Commission tp 45S66 310*45966 310. 

8800300439 Comment opposing proposed rule 1CCFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util interests in mma 
BEASLEY, J B Affiliation NcS Assigned 53FR1B435 00794 8Q/G6/06 CHILK.SJ 
Office of the Secretary of the Commission Ip 45969 144-45969 144 

8806300440 Comment opposing proposed rule 10CFR50 ra emergency planning & pre- 
paredness requirements tor nuclear power plant fuel loading $ Initial fow power oper- 
ations 

ATKINSON, G J , ATKINSON, T Affiliation Not Assigned, 63FR16435 00606 86/06/06 
CHILK.S J Office of the Secretary of the Commission, Ip 45966 31 l-45966'311 


PRM PETITION FOR RULEMAKING 

8006030351 Abstracts of comments submitted in response to petition for rulemaking 
PRM 50 44 

• NRC - No Detailed Affiliation Given 51FR31341. 67/09/16 36pp 45714 120 
45714 155 


PROJ PROJECTS - PREDOCKET LICENSING 

8005270165 Forwards addl comments on draft progress control plan for West Valley 
Demonstration Project DOE 800516 reply & and respond to all NRC concerns re low 
level cement waste form 

BIXBY.WW Energy. Dept of 24355. 8&/05/2D BANGART.R L Division of Low Level 
Waste Management & Decommissioning (Post 870413) 5pp 45784 239 45764 243 

0800010034 Provides addl Info on CESSAR DC Chapter 10 re secondary water 
chemistry, per NRC 890225 request CESSAR DC Section 10,3 5.1 revised to make 
clear that C E secondary wator chemistry program Includes immediate shutdown 
limits 

SCHERER, A E Combustion Engineering, Inc LD 80 034 88/05/25 VISSING.G 

Standardization a NonPower Reactor Project Directorate 21pp 45733 075- 

45733 095 

0006010249 Forwards response to NRC 900226 request for addl Info on Chapter 17 to 
Rev 4 to Topical Ropt CENPD 2tOA, "QA Program,” including revs to C E 071130 A 
08041 1 responses 

SCHERER, A E Combustion Engineering, Inc LD88 033 60/05/25. VISSING.G 

Standardization & NonPower Reactor Project Directorate 14p p 45718340- 

45716 353 

8806060092 Advises that flov 3 to supemalant troalmont sys SAR & Rev 1 to West 
Valley Demonstration Project operational safety requirements approved 
BIXBY.WW Energy, Dept, of 24360 00/05/ 19. THOMAS, R A West Valley Nuclear 
Services Co , Inc 3pp A 5725 304*45725 303 

0000070400 Notification of 880628 meeting w/C E In Rockville, MD to discuss proposed 
changes to CESSAR-OC.Sys 60 4- GA program 

VISSING.G S Standardization & NonPower Reactor Project Directorate 0B/O6/O2 
RUBENSTEIN.LS Standardization & Non-Power Reactor Project Diroclorate 2pp 
45744 211-45744 212 

0006070418 Foorwards May status rept re current review milestones for aid plants 
(EPRI, Advanced BWR.RESAR SP/90 & C E Sys 60-0 

RUBENSTEIN.L S Standardization & Non-Power Reactor Project Directorate 68/06/ 
02 SHAO.L Division of Engineering & Systems Technology (Post 87041 1) 
PART LOW, J Division of Roaclor Inspection & Safeguards (Post 870411) CONGEL.F 
Division ot Radiation Protection & Emergency Preparedness (Post 870411) 14pp 
45757 196 45757 209 

8006090235 Nolificatlon of 08 0510 meeting w/IMuclear Assurance Corp (NAC) in 
Rockvillo.MD fo discuss 9ubmi1ta! of now NAC dry spent fuel storage cask design topi- 
cal rept 

ROBERTS.J P Fuel Cycle Safety Branch 8B/05/20. ROUSE, LC Fuel Cycle Safety 
Branch fp 45767 03645767 03B 

8606130203 Forwards request for addl Info ro Chapters 1 & 5 of Amend B of Sys 80 + 
CESSAR-DCJnfo requested wilhln 90 days from ftf date 

VISSING.G S Standardization & Non-Power Reactor Project Directorate 8B/06/01, 
SCHERER.AE Combustion Engineering, Inc 4pp 45796 186 45796 109 

9908160126 Provides proposed resotulfons for four of six Issues which make up Topic 
Paper Sot 2, including in vessel hydrogen genoration.core melt progression & vessel 
failure & hydrogen ignition 4 burning. Remaining Issues submitted In 30 days 
SCHERER.AE Combustion Engineering, Inc LD06D36 80/06/06 MIRAGLJA.F J 
Associate Director for Projects (Post 870411) 47pp 45840 237-45040,274 

6006170239 Forwards comments on topical rept, "Topical Safety Analysis flopt for NAC 
Slorago/Transport Cask Containing Consolidated Fuel for Use at ISFS1 " 

HOBEhTS.J P. Fuel Cycle Safety Branch, 88/08/09, VIEBROCK.JM Nuclear Assur- 
an co Corp 15pp, 45629 049 45829,063 


8000230336- Forwards draft SER documenting review of Chapter 4 of EPRI Advanced 
LVVft util requlrments document based on commitments in 8G0125 A 0325 ItrsUtf re 
quirements In general agreement w/NRC guidelines & regulatory requirements 
RlJBENSTEfN.L S Standardization & Non Power Reactor Project Directorate 68/06 f 
10 KINTNER.EE General Public Utilities Corp * GPU Service Corp 2pp 45907203- 
46907 230 

-0906230330 Draft SER on Chapter 4 of EPRI util requirements document Util rqwre 
ments- in general agreement w/NRC guidelines & regulatory requirements for sys in- 
volved 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 8 0/06/08 2 top 
45007 205 45907 230 

8606240169 Forwards response to NRC findings & recommendations from West Va h "ey 
Demonstration Project Integrated radwasta treatment sys operation insp on 680104, in- 
cluding evaluations of Rovanco piping & ventilation testing W /copyrighted mail 
B1XBY.WW Energy, Dept of 24320.06/05/10 HURT.R D NRC - No Detailed Af 1 95- 
ation Gwen 133pp 45947 002 45947 150 

0806260243 Responds to 880119 Itr re NRC process & procedural rules for making de- 
termination on definition of transuramc wastes for West Valloy Demonslration Project 
w/amphasls on use of NEPA Staff will propare FR notice upon completion ol evi'ua 
Iron 

BANGART.R L Division of Low Level Waste Management & Decommissioning (Pusl 
870413) 24429 08/06/00 VAUGHAN, R C Coalition on West Valley Nuclear Waste* 
15pp 45973 201-45973 295 

8806290214 Provides proposed resolutions to remaining two issues committed lo in 
830606 Itr re direct containment heating (IDCOR Issua 0) & debris sociability fIDCOfl 
Issue 10) O E plans to adopt 14 resolutions previously submitted 
SCHERER.AE Combustion Engineering, Inc LD-00 042 08/06/17 MIF1AGUAF J 
Associate Director for Projects (Post 070411) 26pp 45962 142-45962 167 

0806290416 Responds to MR Knapp 800516 Itr ro on going supplementary qiia 1 if<atOrt 
testing of formulation for solidifying decontaminated supernatant waste at West Valley 
Site & proposed throe step approach to final wasto qualification 
BANGART.R L, Division of Low Level Waste Management & Decommlsslomnfl |POs1 
870413) 24431 80/06/16 BIXBY.WW Energy, Dept of 3pp 45964 337 459643-13 

8006290444 Notification of 080627 meeting w/Arkansas Tech Unlv In Flock vtlle.MD bo 
discuss application for CP 

ADAMS, A Standardization & Non Power Reactor Project Directorate -86/90/17 
RUBENSTEIN.L S Standardization & NonPower Reactor Project Directorate 2pp 
45965,026 45965 027 

8806290447 Forwards Rev 1 to "Wost Valley Demonstration Project SAFI" Proposed 
operational safety requirements will be Incorporated Into documonl at future date 
BIXBY.W W Energy, Dept of 24430 80/05/27 HURT.R D NRC - No Dotard Afl.ii- 
alion Given 4pp 45955 317 45956 106 

-0806290457 HQB0110 R01 Rov 1 to "West Valley Demonstration Project SAFV' Vol 
Vf, Part M of operational safety requirements 

STEFFES.D.R West Valley Nuclear Services Co,, Inc DD/05/20 C5pp 45955321- 
45956 106 

8006290449 Forwards author 080513 & 0610 Itrs to EE Klntnor forwarding draft 5£R* 
on Chapters 3 & 4 of EPRI ALWR util requirements document Effort lo continue unlH 
final SER issued in 1991 

RUBENSTEIN.L S Assistant Director for Region III & Region V Reactors 09/06/20 
JORDAN.E L, Office for Analysis & Evaluation of Operational Data, Director ?pp- 
45965 028 45965 029 

68062904 B7 Rev 2 to Vols I & II to “Topical SAR for Nuclear Assurance Corp Storage/ 
Transport Cask for Use at iSFSI " 

4 Nuclear Assurance Corp 28270 07/04/30 600pp 45950149-45953 227 

8806300096 Trip ropt of GB0614-15 visit to West Valley Demonstration Project ro rewsw 
of supernatant treatment sys results 

HURT.H D Fuel Cycle Safety Branch 00/06/21, ROUSE, L C Fual Cycle Safety 
Branch 2pp 45975 190-45975 191 

8806300190 Trip ropt of 080526 meeting w/Air Force Terrestrial Nuclear Reactor Safety 
Group at Mcufoftan Air Force Base ro facility under const NRC will bo requested lo 
review & comment on updated SAR that const based upon, 

ADAMS, A Standardization & Non-Power Reactor Project Directorate 88/06/0-S 
RUBENSTEIN.L.S Standardization & Non Power Reactor Project Oirocterato 3pp 
45901 042 45901,044 


PT21 NONCOMPUANCE REPORTS AND RELATED CORRESPONDENCE 

8005190106 Extends invitalion fo attend 000524 meeting In Rockvillo.MD lo discuss 
recent tests of Hilti kwik-bolts Attendees requested to present briof presentation ol 
subjs listed in end meeting agenda 

BERLINGER.CH Generic Communications Branch 08/05/06 CARRATO.PJ Bech- 
tel Power Corp 3pp 4554ft 261 -45640 263 

6905190160 Extends invitation to attend 880524 meeting in Rockvillo.MD to dscu$s 
recent tests of Hilti kwlk bolts Attendees requested to present brief presentation ol 
subjs listed in oncl meeting agenda 

BERLINGEn.CH Generio Communications Branch. 80/05/00 WYLUE.L A H<3 0*- 
genkol & Associates, Engineers 3pp 45540 359-45540.360 

8605190264 Extends invitalion to attend 680524 meeting in Rockvillo.MD te discuss 
recent tests of Hilti kwik-bolts Attendees requested te present brief presentation 01 
subjs listed on end meelmg agenda 

BERUNGER.CH Generic Communications Branch 00/05/06 JENNY, D PCI 3pf> 
45500’ 107-45560 109 

6805190322 Extends invitation te attend 000524 meeting in Rockville, MD te discuss 
recent tests of Hilti kwik bolts Attendees requested lo present brief presentation ol 
subjs listed in end meeting agenda , _ _ „ 

BERLINGER.C H Generic Communications Branch 00/05/00 DATTA.V K Gibb$ * 
Hill, tec (subs of Dravo Corp ) 3pp 45559 299 45559 301, 
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6805240090 Suppl 1 to NRC Info Notice 07-061, "Failure of Weslinghouso W 2-Type 
Circuit Breaker Cell Switches ” Svc list end 

ROSSI.CE Division of Operational Events Assessment {Post 870411) IEIN 67 06T 
80/05/31 Consolidated Edison Co of New York, Inc 120pp 45683 038-45663 157 

£005260145 Part 21 rept re missing cottor pin in ITE breaker trip mechanism resulting in 
breaker failing to close tmtially reported on B0O513 Breaker ropaired.cotter pm inserted 
& breaker reinstalled 

SERRY.KW, Consumers Power Co 88/05/20 Oflice of Nuclear Reactor Regulation, 
Director (Post B7041 1> 2pp 4568Q 360 45^08 361 

6$ 052603 42 Addendum 1 to Supplemental Part 21 Rept 145 re potential problem w/F- 
573 156 pressure sensor/lube oil trip Initially reported on 0B0429 Addl 1 1/6 inch di 
aireter w/dtjap counterbone in pressure head added to activate valve 
BLOCK ,L R 1MO Del aval, Inc 145 88/05/12 Ofc of Enforcement {Post 870413) 
2pp 45701 222 45701 223 

B80527Q152 Part 21 rept re 2 inch Q0 degree elbow forged steal fillings mfg by Std 
Fittings Co & inspected by X-Roy Insp Inc Existing plant documents will be roviewed 
in aftarrpt to locate fisted identified fittings & completed by 070930 
LEONARDO D Long Island Lighting Co SNRC-1386 87/08/14 RUSSELL.W T. 
Region 1, Ofc of the Director 3pp 45700 214-45700 216 

6305270160 Part 21 rept re forged stool fittings mfg by Std Fittings Co & inspected by 
X Ray Insp, Inc Investigation still going on & NRC resident inspector will be informed of 
ubi findings & remedial action lobe lakon for fittings requiring rework 
LEONARDO D. long Island Lighting Co SNRC-1306 07/12/21 RUSSELL.W T 
Region 1, Ofc of the Director 2pp 45699 142-45699 143 

6365270170 Part 21 rept re defect In left camshaft bracket of 20 cylinder EMO Model 
G645E4 engine 

KULCHAK.R D Morrison Knudson Engmoers, Inc 10CFR21-8Q 7 08/05/10 

MURLEY ,T Office of Nuclear Reactor Regulation, Director (Post 870411) 2pp 
45699 140 45099 141 ' 

5B06270 306 NRC Info Notice 08 035, "Inadequate Licensee Performed Vendor Audits" 
Svc fist end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) IEB 80 005 
88/06/03 Consolidated Edison Co of Now York, Inc 120pp 4579006 b 45790 187 

0808010167 Part 21 rept ro design defect in Automatic Switch Co tnpoint SB12BMR/ 
TL10A22 pressure switches Surveillance cycle increased from monthly to semimonthly 
& mfg to assist in determining cause of failure 

DEVINCENTIS.J Yankee Atomic Electric Co FYR 88^56 88/04/26 RUSSELL.W T 
Region 1, Ofc of the Director 3pp 45735 043-45735 045 

480601Q295 Part 21 rept re (allure of Ashcroft glycerin filled bourdon tube pressure 
gauges that failed at pressure within operating range Caused by separated weld Faulty 
gauges replaced 

BERRY, KW. Consumers Power Co 88/05/25 Olfice of Nuclear Reactor Regulation, 
Director (Post 87041 1) tp 45712 136 45/12 136 

0606030006 LER 974)70 04 on 071021, diesel generator came up to spared causing cir- 
cuit breaker to close Cau&ed by Wrong Installation of voltage regulating 
diode DofacUve voltage regulator w/reversod diode repaired W/8D0526 (tr 
4571 61 77* SM|TH ’ SJ Tonnessoe Valley Authority 00/05/26 5pp 45716 173- 

3306030324 Part 2t rept re dc motor failure on auxiliary feedwater limltorque operated 
valvos Plant mod will he Implemented to Install surgo protection for shunt coll circuitry 
of subject do motors 

WATSON, R A Carolina Power & Light Co HO 880112 (O) GG/05/1G GRACE.J N 
Region 2, Ofc of the Director. 6pp 45770 155 45770 160 

6306060060 Part 21 & final deficiency rept re failure of high voltage cable insulation on 
diosfll generators. (milady reported on 070928 Deficiency attributed to design deficien- 
cy by Mow non Knudson Replacement cable procured 

GRIDLEY.R Tennessee Valley Authority 88/06/01 Document Control Branch (Docu 
ment Control Desk) 4pp 45769 330 45769 334 

8006100002 Forwards LER 88 027 re use of Improper soal mall In steam generator 
PORVs Enhanced surveillance program initiated until seals replaced 
VAUQHN.G E. Houston Lighting 8 Power Co ST-HL-AE-2662 68/05/31, Document 
Control Branch (Document Control Desk) 2pp 45772 091-45772.097 

-3806106094 LER 88-027 00 on 880420, leakage & excessive hydraulic pump operation 
discovered Caused by incompatible seals In mam steam sys PORV actuators due to 
Parker Cylinder Div not supplying specified seals to Paul-Munrae Enortoch tor ukl 
AYALA, C Houston Lighting & Power Co 8B/05/31 5pp 45772 993 45772 097. 

0306140034 Part 21 rept re Installation ol incorrect fuse In squib tiring circuit of standby 
liquid control sys Correct fuses Installed & FODR-6166 issued to eliminate incorrect 
titte Installation 

STRAMBACK.OB General Electric Co 43-88 86/05/10. BERLINGER.CH Generic 
Communications Branch 3pp 45821 246 45821 248 

3806140135 Part 21 repl re initial lid seal leak tests for NuPac Typo A casks performed 
at pressure lower than specified by SAR All registered users /owners of subj casks no- 
tified & requested to conduct records search per Procedure LT 04 
OLIVA DOT I, J R Nuclear Packaging, Inc 88/05/09 TAYLOR.J , MACDONALD, C E 
NRC - No Detailed Affiliation Given lOpp 45026 277-45826 2B6 

8603140185 Significant Deficiency Rept 137 2 re potentially defective Type HMA auxilia- 
ry relays GE notification per 10CFR21 end Potentially defective equipment inspected 
& corrected per field disposition Instructions from G6 

KOWALSKI, S J Philadelphia Electric Co 88/06/06 MURLEY T E Office of Nuclear 
Reactor Regulation. Director (Post 870411) 5pp 45826 287-45826 291 

8803140194 Part 21 Repl 08 03 re potential problem w/Gems Sensors Mode! Q332BA 
modular receivers Modular receivers qualified toggle switch installed W/8G0516 Hr 
ANDOGNINI.G C Sacramento Municipal Utility District 88 03 06/05/ 16, MARTIN, J B 
Region 5. Ofc of the Director 4pp 458 1 8 357-45018 360 

0006150207 Responds to NRC 880317 Itr re violations noted in Insp 9990O836/B7- 
01 Corrective actions notice of violation & noncomformance denied per listed reasons 
HUDIS.M.A Rockwall Engineering Co , inc 80/04/21 STONE, J C NRC - No Detailed 
Affiliation Given, 16pp 45840 051-45840 073 


-8B061 50210 Rev 0 to- kl Reportin.g ol Defects & Nonconformances per 10CFR21 
RUTER.R A Rockwell Engineering Co , Inc 67/ 10/ 1 4 4po 45840 067-45040 070 

08QG160090 LER 86 0i 2 00 on CB06Q6, potential existence of unman i to red radiological 
effluent release path during certain emergency conditions determined Cause 
unknovm Fan disabled W/860606 Etr 

WASHINGTON.S L , POWE.RS,G M Washington Public Power Supply System BB/00/ 
08 6pp 45023 150 45823 155 

B6O016O2O9 Part 21 rept re defect In clevite upper connecting rod bearings in EMD G45 
engines furnished by Mornson-Knudsen Co,lnc Owners ol engines furnished by suppli- 
ers other than Morrison-Knudsen notilied.per end telecopy message 
KULCHAK.RD Morrison Knudson Co, Inc 88/96/09 MURLEY ,T Office of Nuclear 
Reactor Regulation. Director (Post 870411) 4pp 45062 310 45062 314 

6006220134 Forwards justification far continued operation of auxiliary foorlwater 
pump Continued operation of plant does not pose undue risk hasad on listed consid 
^rations 

VAN BRUNT EE Arizona Nuclear Power Project {formerly Arizona Public Service 
Co) 161 01094 EEVB/ 06/06/09 Document Control Branch (Document Control 
Desk) 2pp 45069 28Q 45869 313 

-0806210164 '"Justification for Continued Operation of Auxiliary Feedwater Pumps" 

* Arizona Nuclear Power Project (formerly Arizona Public Service Co) BB/OG/OG 
24pp 45069 290 45869 313 

0806230219 Part 21 rept re potentially reportable condition associated w/ Dresser Model 
7440W check valves supplied w/flaw direction arrow stamped opposite to valvo 
flow Investigation being conducted Evaluation of Bechtel Western Power Co Hr end 
WAT2,J P Dresser Industries, Inc 63/06/16 Documonl Control Branch (DoCumont 
Control Desk) 7pp 45940 057-45948 063 

0006290249 Part 21 & deficiency rept re dofects in Westmghouso circuit 

breakers Initially reported on 880520 Item reportable under 10CFR50 55(e) for Uml 2 
& 10CFP21 for Units 1 & 2 Remaining Unit 2 insps will bo completed prior to fuol 
load 

GOLDBERG.JH Houston Lighting & Rows/ Co ST HL-AE-269G B8/Q6/15 Docu 
monl Control Branch (Document Control Dosk) 3pp 45949 0B5 45949 094 


QA999 QUALITY ASSURANCE INSPECTIONS 


0605270051 Responds to NRC 600208 llr ro E-Brile 20-1 alloy tubes E-bnto used on 
Arkansas Power & Light shop orders N-19915 & N- 199 16 only No E bnto tubing used 
on arw olher nuclear units where ASME Section III stamp required 
S1DES.H L Engineers a Fabricators Co (subs of Marloy Co ) OG/O5/0D STONE, J C 
Vendor Inspection Branch 3pp 45691.132-45691 134 

8005310129 Provides summary of all actions taken to rosolvo nonconformances noted 
In Insp 99900799/Q7 01 .onhanco quality program & investigate allegations In anony- 
mous llr Supporting info end 

ECKERT.WJ, HINSON, WJ Nutherm International, Inc 08/04/21. STONE, JC 
Vendor Inspection Branch 79pp 45711 183-45711-257 

BB0601 0204 Responds to NRC 860421 llr ro violations noted In Insp O96O2OOD/0B 
01 Corrective actions vendors notified that IOCFR21 will apply to nil sves ro ASME 
quality sys & training sessions conducted for oorsonnal 

TVERBfcRG.J C Crucible Materials Co rp 08/05/20 STONE, JC Vendor Inspection 
Branch 4pp 45732 280 45732 271 

0806150081 Forwards Insp Repl 99900871/00-01 on 6B0125 20 & notices of noncon 
lormnncG a violation Insp result of util recurrino problems w/company 25 kV eloctncal 
Inverters 

GRIMES.B.K Division of Roaster Inspection & Salonuards (Poet 0704111 EA 08-120 
08/06/03 ZECOS.P A Elgar Corp 5pp 45835 243 45835 264 

-6006150007 Nolice of violation from Insp on GB0125 20 Violation noted failuro to por- 
iorm evaluation ol design errors for potential reportablhty or Inform cuslomor of devi- 
ation in order for evaluation (or reportebility 

* Division of Reactor Inspection & Safeguards (Post B70411) EA-80-12G 00/00/03 
2pp 45835 249 45835 250 

-8008150090 Notice of nonconformance from insp on BBO125 20 Nonconformanco3 
noted failuro to cloarly ostabllsh duties & authorities of onglnooring poisoimol lo 
ensure safety related design & engineering activities performed 

* Division of Reactor Inspection & Safeguards (Post D70411) EA BB-12D 00/06/03 
3pp 4 5835 251-45035 253 

-8006150091 Insp Rept 99900871/08 01 on 800125 20 Violation & noncorripl lances 
noted Major areas inspected recurring problems w/company 25 kV electrical invertors 
PETROSINO.JJ Division of Reaclor Inspoction A Safeguards (Post 870411) 
BAKER.ET Vender Inspection Branch 88/04/19 1 1pp 45035 254 45B3 5 264 

0606150707 Responds to NRC 90G317 Hr re violations noted in Insp 090Q0836/87- 
01 Corrective actions notice of violation & ncncomformanco denied per listed roaaons 
RUDIS.M A Rockwell Engineering Co , Inc 00/04/21 STONE, J Q NRC • No Detailed 
Affiliation Given f6pp 45040 05 M5C4 0073 

-8806150210 Rev 0 lo “Reporting ot Defects & Nonconformance^ per 10CFR21 
RUTER.R A Rockweff Engineering Co , Inc 67/10/14 4pp 45B40.067 45G40 070 

-8006160214 Rov 3 to, ' QuBfification.Training & TG9tiqg of QA Inspectors” 

RUTER.R A Rockwell Engineering Co, Inc 79/06/06. 3pp 45840071-45040 073 

8606150371 Ack receipt of 800421 Itr providing further info in response to nonconfor- 
mances noted in Insp Rept 99900836/67-01, Response should hava included ref to 
App B, Criterion IV re procurement documents to Identity QA program requirements 
BRACH.EW Vendor Inspection Branch 60/06/09 RUDIS,M A Rockwell Ennlnoorlnq 
Co , tnc ?pp 45015,343-45015 344 y 

6006160226 Ack receipt of 800418 hr Subtler supplier audits & (qilowup of any findings 
will bo evaluated during future Insp Rov 1 to <J Mat1 Dodicahon Procodure" did 
G712l5,acceptablo for dedicating commorcifll items tor safoty-rniated applications 
GRIMES.RK Division ol Reactor Inspection & Safeguards (Post 6704111 B&/0G/13 
MITCHELL, MR. Energy Stool & Supply Co Ip 45841 340-45041 340 
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8806210231 Confirms 880616 telcon re Insp al Ro/ham Park.NJ plant on 880627- 
0701. Insp will relate to solenoid valve product line nuclear application, engineering 
design aspects A implementation of QA program 

BRACKEW Division of Reactor Inspection & Safeguards (Post 870411) 88/06/17 
MCCONNELU Automatic Switch Co 3pp. 45849 248 45649 250 

8806280352 Forwards vendor list for auppliers/mf-gs of fasteners qualified by S&W 
during 10 yr period from IS 78 to present 

HU STON.JE Stone & Webster Engineering Corp 88/06/13 GRIMES.BK Division of 
Reactor Inspection & Safeguards (Post 870411) 16pp 45945 039-45945 054 


REGGD REGULATORY GUIDES 

8805250211 Submits amend to 880216 Reg Guide 1 07 submittal ro Justification for min 
Instrument temp range of 50 F for monitoring reactor bldg atmosphere vs Reg Guide 

1 67 recommended 40 F.per NRC tefcon request 

NAUMAN.D A South Carolina Electric & Gas Co GLB2 33 86/05720 HAYES, JJ 
Document Control Branch {Oocument Control Desk) Opp 456C6 347-45686 340. 

8805260128 Forwards "Assessment of Control Room Habitability Given Postulated 
Onsite Release of 20 Weight Percent Aqueous Ammqnfa “ per NUREG 1286,SuppJ 1 
commitment 

ANDOGNINI.GC Sacramento Municipal Utility District GCA 88 314 80/05/19 Office 
of Nuclear Reactor Regulation, Director (Poal 87041 1), Ip 45692 213-45692 222 

-8808020061 "Assessment of Control Room Habitability Given Postulated Onsite Re- 
lease of 20 Weight Percent Aqueous Ammonia " 

• Sacramonto Municipal Utility District 88/05/31 9pp 45692 214-45692 222 

8805310255 Forwards Insp Repls 50-528/88 12,50 529/88 12 & 50-530/B6 12 on 
860408-08 & notice of deviation 

PATE.RJ Region 5, Ofc of tha Director 69/05/12 VAN BRUNT, EE Arizona Nucfoar 
Power Project (formerly Arizona Public Service Co } 2pp 45732 004 45732 022 

-8805310257 Notice of deviation from insp on 880404 08 Dovlation noted wide range 
steam generator level instrumentation lower tap approx 12 ft above tube sheet & 
uppar tap approx 4 1/2 ft above botiom of separator, contrary to Pag Guide 1 97, Rev 

2 

PATE.RJ, Region 5, Ofc of the Director 50 530/80-12. 88/05/12 Ip 45732 006 
45732 006 

—8805310260 Insp flopts 50-528/86 12.50-529/88-12 & 50-530/88-12 on 080404- 
OB Deviation noted Major areas inspected subsystem of post accident monitoring 
sysjncludmg conformance to commitments made to Reg Gufde 1 97, Rev 2. 

MELFf.JF Region 5, Ofc of the Director 60 530/88-12 88/05/11 16pp 45732.007- 
45732.022 

8806010077 Forwards addl info re accumulator tank level & pressure, prossurfzer 
level.proasurizer heater stalus & safety retlef valve position or mainstream flow.per 
NRC 000315 SER Revised schedule for Reg Guide 1 97, Rev 2 implementation stated 
TUCKER, H B Duke Power Co BQ/05/18 Document Control Branch (Document Con 
IrolOesk) 6pp, 45606 073-45686 076 

B8060 10252 Forwards nonproprietary A proprietary Rev 2 to WCAP-10976 & WCAP* 
10977 p respeclively, "Technical Bases for Eliminating Large Primary Loop Pipe Rupture 
as Structural Design Basts for Indian Point Unit 2 Proprietary ropt withheld 
DRAM, SB Consolidated Edison Co of New York, Inc, GL-84 04 00/05/23 Docu 
ment Control Branch (Document Control Desk) 15pp 4571Q-23B-45718 327 

8806010282 Responds to NRC 680427 Itr ro violations noted in Insp Rapts 50-275/08- 
02 & 50-323/00 02 Corrective actions condensate storage) tank level & containment 
spray (low transmitters will be rccahbr by 880615 

SHIFFER.JD Pacific Gas A Electric Co DCL-8B-141 80/05/27 Document Control 
Branch (Document Control Desk) 20pp 45712 165 45712 192 


8806130246 "For Comment" issue of draft proposed Rev 1 to Reg Guide 3 45, "Nutfe- 
ar Criticality Safety for Steel Pipe Intersections Containing Aqueous Solutions of Fis- 
sile Mails" 

' Office of Nuclear Regulatory Research, Director (Post 86 0720) 08/05/31 2co 
45793 188-45793 194 

-8806130251 Draft "For Comment" issue of value/impact assessment ol proposed Peg 
Guide 3 45 Reg guide endorsing ANSI/ANS 0-9-1987 w/any necessary supple menUI 
p ro v is ions s h outa be prep a re d 

* Office of Nuclear Regulatory Research, Director (Post 860720) 8B/05/31 See 
45793 190 45793 194 

6803140161 Final Deficiency Rept CP B5 31 re electrical raceway support sysImljalV re- 
ported on 861205 Affected separation barrier mail & radianl energy shield removed 
COUNSIL.WG , WALKER, RD TU Electric (formerly Texas Utilities Generating- Co) 
TXX-88485 08/06/01 Document Control Branch (Document Control Desk) 2oc 
45821,208 45821 209 

8806140402 Forwards rept re environ qualification of neutron flux monitors installed per 
Reg Guide 1 97, Rev 3 Control room operator informed monitors may not be re!iab> 
under accident -conditions 

WIDELL.RC Florida Power Corp (subs of Florida Progress Corp) 5F06&8-06 88/ 
06/08 Documonl Control Branch (Document Control Desk) 3pp 4583335? 
45833 359 


8806160005 Partial response to FOIA request for documents Forwards App B 
documents App A & B documents available in PDR. 

GRIMSLEY.D H Division or Rules & Records (0704 1G -80 05 14) 60/06/06 
CONNOR, L Doc-Search Associates 7pp 45824 003-45025 030 

-8806160167 Urges AEC to reconsider & modify regulatory position as reflected In Rm 
G uide 1 7 to reflect hydrogen control requirements to bo more consislonl w/estab- 
llshed technical considerations 

BRAY, A P General Electric Co 73/07/30 MANNING, L Atomic Energy Commisskirt. 
5pp 45824 159-45824 163 

8806160090 LER 08-012 00 on 080606, potential existence of vnmonilorod radiological 
effluent release path during certain omorgoncy conditions d ate mined Causa 
unknown Fan disabled W/800G06 Itr 

WASHINGTON, S L Washington Public Power Supply System 08/00/06 6pp 
45023 150 45023 155 

8806160237 Responds to dovlation notad In fnsp Repts 50 628/08-12, 50 529/89 13 & 
50-530/88-12 Corrective actions change to FSAR Initiated to modify util comnulmcnls 
to Reg Guide 1 D7, Rgv 2 

VAN BRUNT, E B Arizona Nuclear Power Project (formerly Arizona Public Service 
Co) 102 OO02OJGH/T 00/06/09, Documonl Control Branch (Documonl Control 
Desk) 7pp 45863-179 45663.185 

88061B0391 Responds to NRC 800307 Itr & request at 880504 mooting describing GE 
program to reconfirm design adequacy of associated circuits In GE BWRsUpOn. com- 
pletion of Phases 1 & 2 of evaluation of BWRs,GE will submit summary by 08MO4 
ARTIGAS.R General Electric Co RAOQ 84, 08/05/04 THADANI.A C Assistant Ducc 
tor for Systems 3pp 45823 164 45823 166 

8806170126 Forwards SER re util 030415 & 860206 responses to Generic Ltf 62 33 on 
how facility meets guidelines of Reg Guido 1,97 ae applied to emergency response 
fad lilies, Util should provide commitment to Install Category 2 Instrumental ion 
RUBENSTEIN.L $ Standardization & Non Power Roactor Project Direcloralo GL 82- 
33 88/06/01 MAZUR, DW Washington Public Powor Supply System 3pp 

45827 322 45027*348 


8806030038 Forwards monlhly operating slat us ropt for Apr 1988 Original repl mailed 
on 08041 6, bul never received, per W Lovelace, 

ANTHONY.P Detroit Edison Co 80/05/26 Document Control Branch (Document 
Control Desk) Ip 45742 351-45742.355 

-86D60 30042 Forwards monthly operating status rept for Apr 1980, including operating 
data repl, average dally unit powor level & summary of unit shutdowns & power reduc- 
tions Identified In Reg Guide 1 1 a A Tech Spec 6 6 1 6 

ORSER.WS Detroit Edison Co NHC-88 0122, 80/05/15 Document Control Branch 
(Document Control Desk) Ip 45742 352-45742 352. 

8806070141 Forwards application for amend to License DPR-5 9, changing Tech Specs 
re reactor vessel wafer level Instrumentation sys to reduce errors & increase reliability 
of control room Indication, per Reg Guide 1 97 & Generic Ur 84 23 Fee paid 
BRONS.J C. New York Power Authority (formerly Power Authority of the State of New 
York). JPN 88-025 88/05/27 Document Control Branch (Document Control Desk) 
2pp 45770.029-45770 051 1 

-8806070145 Application for amend to License DPfl-59, changing Tech Specs re reac- 
tor vessel water level Instrumentation ays to reduca sys errors & increaso redundancy 
A reliability ol control room Indication, per Reg Guide 1 97 & Generic Itr 84-23 
BRONS.J C New York Power Authority (formerly Power Authority of the State of Now 
York) Gl-84-23 88/05/27. Ip 45770 031 45770 031. 

r amend to License NPF-47, revising License Condition 2C 14 
Proposed revs & justifications end Fee paid 
itea Utilities Co RBG 27979 88/05/25 Document Control 
ol Desk) 17pp 45779,170-45779 244 

—8806070303 NEDO-31558 "Posillon on NRC fleq GuFdO 1 97, Rev 3, Requirements for 
Post- Accident Neutron Monitoring Sys " 

* General Electric Co 80/03/31 58pp 45779*187-45779.244. 

8806100083 Advises that Tech Spec bases fo-r roactor vessel level indication sys.per util 
870630 Itr.should remain In place until Toch Spec requirements deleted 
TUCKER, H B Duke Power Co 0B/O6/O3. Documenl Control Branch (Document Con- 
Irol Desk). 2pp. 45016 083-45810 084 


0606070299 Application f 
re Reg Guide 1 97 mod 
DEODENS.JC. Gulf Si 
Branch (Document Con 


-8806170132 SER re util 830415 & 060206 responses to Generic Ltr 82-33 conoornirig 
how facility meets guidelines of Reg Guide 1 97 as applied lo emergency response 
facilities Applicant conforms lo rog guide except for listed varlablos 

* NRC - No Detailed Allillation Given. GL-82-33 BB/00/01 4pp 45027 375- 
45027:320 

“8006170141 EGG-NTA-7067 “Conformance to Reg Guide 1 97,WPPSS,Nud ear 
Prelect 1," Informal rept 

STOFFEL.JW EG&G Idaho, Inc, (subs of EG&G, Inc) STOFFEL.J.W Idaho rational 
Engineering Laboratory FIN A-6493 86/05/31 NRC - No Detailed Affiliation Grvtn 
1 3pp 45827.329 45827*340 

8806170160 Forwards Amends 131 & 134 to Licensor) DPR-44 & DPR 56, rospwbveV 
& safety evaluation Amends revise Toch Specs 49A&39B& bases for diesel gen 
erator fuel olt In response to guidance in Reg Guide 1.137 

MARTIN, RE Project Directorate 1-2 TAC 43779 88/05/31. BAUER.E G PMadolpha 
ElecfrlC Co 3pp, 45828*285 45820 316 

*-8806170166 Amends 131 & 134 to Licenses DPR-44 & DPR-56,respectrvely, revising 
Tech Specs 4 9 A & 3.0 B & bases for dlosel generator fuel oil In ropsonsa lo guid- 
ance In Reg Gufda 1 137 

BUTLER, WR Project Directorate 1-2 DPR-56 A 134 88/05/3 1 25pp 45626 288 
45828*311. 

“8806170173 Safety evaluation supporting Amends 131 & 134 to Licensor OPfl-44 A 
D PR -s 6 .respectively 

* Office ol Nuclear Reactor Regulation, Director (Post 070411) 80/05/31 5pp 
45028 312 45828 316 

8806200002 Requests withdrawal of IM Johnson 870904 Itr to Murlfly ro request for per- 
mission to use Reg Guide 1 6t damping Util no longer requires use of higher damping 
value in order to establish operability of IPC1 piping, 

JOHNSON,! M Commonwealth Edison Co 88/06/09 MURLEY.T.E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp. 46871-061*45671*062 


6806130011 Forwards "Loose Part Monitoring Sys Loose Part Detection Program 
Repl,” per Reg Guide 1 133. 

VAN BRUNT.EE. Arizona Nuclear Power Project (formerly Arizona Public Service 

4 4 nl ACO CniQ i OQ me r-\ . i rt, n . i ^ ^ . . 


Co,), 161-01056 EEVB/ 88/05/26, 
Desk), Ip 45040 001-45040.031. 


Document Control Branch (Document Control 


8806200249 Discusses fnsp Repts 60 338/88 02 & 50-339/80 02 on 800125- 29 A 
0208-12 6 forwards notice of violation Response should describe actions t&ken or 
planned lo Improve effectiveness of Inservlce testing & audit programs 
GRACE, J N Region 2, Ofc of the Director 80/05/26 CRUDEN.D S Virginia Power 
(Virginia Electric & Power Co) 2pp 45901-339-45901 343 
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— &60620D266 Notice of violation from Insp on 680125 26 & 0208-12 Violations 
noted stroke times for listed Tech Spec valves increased by more than Section XI 
limits of 25% or 50% w/o corrective action or Increased test frequency 
GRACE, JN Region 2, Ofc of the Director 50 330/88 02 80/05/26 3pp 45001 341- 
45901 343 

8406210047 Application for amend to License DPR-46, consisting of Proposed Change 
57,revi*ing Tech Specs to clarify operability requirements of primary containment 
oxygen analyzer, per Reg Guide 1 97 Fee paid 

KUNCL.L G Nebraska Public Power District NLSQ800000 09/06/16 Document Con 
trd Branch (Document Control De9k) 5pp 45004 340-45904 358 

—8606210048 Proposed Tech Specs .clarifying operability requirements for primary con- 
tainment oxygen analyzer based on installation of redundant channels per Reg Guido 
1 97 4 lo Incorporate several administrative changes 
* Nebraska Public Power District 80/06/16 5pp 45904 354 45904 358 

B80621Q470 Encourages expeditious technical review of “Position on NRC Reg Gueda 
1 97,Rev 3 Requirements tor Post Accident Neutron Monitoring Sys" lo moot need 9 of 
alfocted BWRs Recommends add! extensions until NRC has completed review 
GRACE, DN BWR Owners Group BWROG 8833 flB/06/13 MARTIN.TT Office of 
Nuctear Reactor Regulation, Director (Post 870411), 2pp 45845 245 45845 246 

6806210495 Requests updated Info supporting NRC OL antitrust review, consisting of 
responses to Question B 1 & alt subsections as well as to Question B2 of end Reg 
Guide 9 3 fnfo requested within 60 days 

BUTLER, WR Division of Reactor Pro|ects - I/It (Post 87041 1) 80/06/02 

BAUER, EG Philadelphia Electric Co 4pp 45871 209-45871 212 

5806220108 Forwards response to NRC 080318 request that ulit modlly SPDS to m 
dude three addl parameters or provide addl justification (or ommlssion Containment 
radiation level already added to SPDS display 

8R0NS.JC New York Power Authority (formerly Powor Authority of Iho State of New 
York) JPN-BQ-020 88/06/10 Document Control Branch (Document Control Desk) 
5pp 45869 353-45869 357 

5006230086 Forwards Amend 60 to License NPF 21 .safety evaluation, notice of Issu- 
ance & environ assessment & finding of no significant Impact Amend extends refuel 
ing outage for Implementing Rev 2 to Rog Guide 1 97 for flux monitoring 
SAMWOnTH.R 8 Project Directorate V T AC 66809 88/06/10 SORENSEN, GC 
Washington Pubtlc Powor Supply System 4pp 45896 046 45096,059 

-8806230094 Amend 60 to License NPF-21, revising Llconso Condition 2 c (16) to 
extend fourth refueling outage deadline for implementing requirements of Rev 2 to 
Reg Guide t 97 for flux monitoring Neutron flux monitor must bo qualified 
KNIGHTON, GW Project Directorate V 88/06/10 2pp 45Q9Q 050 45896 051 

8306270300 Forwards response lo NRC questions on why environmentally qualified In 
stmmenlatlon Is unnnessary.per Suppl 1 to NUREG 0737 & Rov 2 to Rog Guido 1 97 
MROCZKA.EJ Northeast Nuclear Enorgy Co (subs of Northeast Utilities) 
MROCZKA.EJ, Northeast Utilities A04770 88/00/20 Documont Control Branch 
(Oocument Control Desk) 18pp 45935 322-45935 339 

8606200216 Forwards Insp Repl 50 397/80-19 on 800516-20 No violations noted 
PATE..R J Region 5, Ofc of the Director 88/06/00 SORENSEN, G C Washington 
Public Power Supply System 2pp 45944 078 45944 092 

-8606280228 Insp Rept 50-397/08-19 on 800516 20 No violations or deviations 
noted Major areas inspected representative subsystems to assess post accident sam 
pling sys conformance to Reg Guide 1 97, Rev 2 

MELFI.J F , RICHARDS, S A Region 5, Ofc of tho Director 00/06/00 13pp 
45944 080 45944 092 

8806200253 Comment on proposed Dlv 2 to Reg Guido 8 12, "Criticality Accident Alarm 
Sys’* did May 1986 Points out correction needed in Section 1 3 2 
NELSON.RC Air Force, Dept of 53FR17520 00001 08/06/14 Rules & Procedures 
Branch Ip 45944 035 45944 036 

8806280356 Informs that T Froollck qualifications acceptable to pormil acting as supple- 
mental radiation protection manager to J Swailes for 2 yr period 
WRIGHT, RJ Project Directorate ||M TAC 67464 00/06/17 MUSOLF.DM Northern 
Slates Power Co 5pp 46953.341-45953 345 

8406290310 Ron Guido 1 147,Rov 6, “Inservlco Insp Code Case Acceptability ” 

‘ Olfico of Nu clear Regulatory Research, Director (Post 060720) 08/95/31 6pp 
45956 211 45956 217 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

00O6O7OO34 Summary of CRGR Meeting 135 on 800427 re proposed Commission 
paper entitled "Key Licensing Issues Associated W/DOE Sponsored Advanced Reac- 
tor Designs" & proposed NRC bulletin ro nonconforming malts supplied by Piping 
Suppfles.lnc 

JORDAN, EL Committee to Review Generic Requirements 88/05/16. STELLO.V, Ofc 
of the Executive Director for Operations 2pp 45745 233 45745 234 

8B06079347 Requests submittal of fee for review & approval of VIPRE Codo for BWR 
applications, did 671 109, within 15 days from receipt of Ur 

DIGGS.R M. License Foe Management Branch 80/06/01 YUNG/Y.Y. Utility Group for 
Regulatory Applications. Ip. 45745 114 45745 114 

8806210406 Summary of 800412 meeting w/NUMARC Working Group on Tech Specs 
Improvement re NRC response to working group key Implementation issues for re 
structured Tech Specs W/o end 

BUTCHER.EJ Technical Specifications Branch 88/06/09 ROSSI.C E Division of 
Operational Events Assessment (Post 870411) 0pp 45071 305 45671.310 

8006220237 Notification of 800614 & 15 meetings in Rockville, MD to discuss findings of 
Tech Spec repl & Phase II of Tech Spec Improvement Program w/NUMARC, 
BUTCHER, E J. Technical Specifications Branch. 88/06/09. ROSSI.C E Office of Nu- 
clear Reactor Regulation, Director (Post 670411) 4pp 45895.187-45895 170 

8406230264 Trip rept of 8B040B workshop in Atlanta.GA conducted by NUMARC to de 
velop guidance for industry preparation for NRC ^qualification exam process Agenda 
for workshop oncl 

HANNON.JN, WIENS, L A , PILBERG.S Operator Licensing Branch 88/06/13 
ROE.J W Division of Licensee Performance & Quality Evaluation (Post 070411), 16pp. 
45975 072-45975 087 


-8003010359 Forwards rev to guidance for trial NRC requakhcatlon exams, per lossons 
learned from ^qualification exams administered In Dec 1987 Final version will be in 
corporated into examiner stds whon Inal program complete 

ROE.J W Division of Licensee Performance & Quality Evaluation (Post 670411) 08/ 
02/10 HANNON, J N Operator Licensing Branch Ip 45975 066 45975 089 

6006340094 Notifies of CRGR Meeting 138 on BB0B14 In Rockvillo.MD Agenda listed 
JORDAN.EL Committee to Review Generic Requirements 68/06/13 
BERNERO.R M Office of Nuclear Material Safety &. Safeguards, Director 
GOLDBERG.J R Office of the Gonoral Counsel PAPERiELLO.C J Region 3, Ofc of 
the Director 2pp 45926 360 45926 361 

8006270320 Notification of B8Q627 mooting w/NUMARC/ Nuclear Safety Analysis Clr 
(NSAC) In Rockvillo.MD to review NRC comments provided to NUMARC/NSAC work- 
ing group on 800512 

BUTCHER.EJ Technical Specifications Branch 80/06/16 ROSSI.C E Division of 
Operational Assessment (Post 070413) 2pp 4 592G 216-45928 217 

0808290402 Summary of CRGR Mooting 136 on BB0519 ro review of proposed Com- 
mission paper, "Standardization ot Advanced Reactor Designs 1 ' & proposed resolution 
lor Generic Issue 103, "Design for Probable Max Precipitation " W/o slalod end 
JORDAN.EL Committee to Review Generic Requirements 06/06/08 STEl LG,V Ofc 
of the Executive Director lor Operations 2pp 45964 347-45964 348 

BB0629Q435 Notification of QB0623 meeting w/NUMARC In Rockvillo.MD to discuss 
status ot Nil MARC & NMSS activities re reactors, including 

mlssion f organizat!on,acti\ dies & status of key issues 

FUMCHES.J L Program Management, Policy Development & Analysis Staff (Post 
870413) BB/06/16 Program Management, Policy Developments Analysis Staft (Post 
8704 13) Ip 45979 263 45979 263 

8806300303 Notification of 800627 mealing w/NUMARC/Nuclear Safety Analysis CLr 
(NSAC) in Rockville, MD to review NRG comments provided lo NUMARC/NSAC work- 
ing aroup on 88051 2 

BUTCHER.EJ Technical S predications Branch 88/06/16 ROSSI, C E Divrslon oi 
Operational Events Assessment (Peat 870411) 4pp 45970 007 46970 010 

6808300300 Advises that NUMARC has Invited representatives from Div of Licensee 
Performance & Quality Evaluation & regional operator licensing representatives to 
attend NUMARC/INPO sponsored workshops to be conducted during Jul 1066 
MARTIN.TT Associate Director for (nspacHon & Tochnicaf Assessment (Post 
870411) 86/06/10 SNIEZEK.J, Office of Nuclear Roactor Regulation, Director (Post 
870411) 2pp 45970 024-45970 025 

8006300336 Notification of 000620 meeting w/NUMARC in Rockvillo.MD to discuss 
NUMARC efforts to coordinate Industry actions, testing & response lo NRC Bulletin 
88 005 

BRACH.E.W Vendor Inspection Branch IEB 88 005 68/06/16 MURLEY.T Vondor 
Inspection Branch 6pp 45975 127-45975 132. 

8806300340 Notification ot CRGR Meeting 139 on 080621 at Whlto Flint to discuss 
review of proposed Rov 1 to NUREG 0654, "Evaluation Criteria for Review of Offsite 
Emergency Plans Prepared by Licensees " Meeting agondn end 
JORDAN.E l Committee to Review Generic Requirements 60/06/17 
BERNERO.R M Office of Nuclear Materia! Safety & Safeguards, Director 
GOLDBERG.J R Assistant General Counsel for Enforcement PAPERIELLO.C J 
Region 3, Ofc of the Director, 3pp 45969 1 77-45969 179 

8806300399 Notification of 880627 meeting w/ NUMARC/ EPRI in RockvHla.MD to dis- 
cuss implementation of In situ testing of fittings por NRC Bulletin 08-005, suppl 1 
CHENG, CF Materials Engineering Branch IEB8B005 86/06/22 MURLEY.T, 
SNIEZEK.J, MIRAGLIA.F, NRC - No Detailed Affiliation Given 2pp 45976146 
45975 147 


SECY POSITION PAPERS BEFORE THE COMMISSION 


86 08 1304 14 SECY-88 192 Recommends that Commission approve establishment oi 
federally funded R&D Clr to avoid conflict of Interest & maintain long term continuity in 
technical assistance & research re Nuclear WaMe Policy Act program 
STELLO.V Ofc oi the Exocuiiva Director for Operations 00/06/27 11pp. 45708 081- 
45708.091 

8706030060 SECY-07-1 17 Recommends that Commission approve coordination plan tor 
NRC/INPO use of performance indicators provided In Enel 1 

STELLO.V, Ofc of the Executive Director tor Operations 87/05/07 7pp 45757 004- 
45767 , 090. 

8707140149 SECY-07-117 ERR Corrected Pago 3 & 2 to SECY 67 117 ro coordination 
plan for NRC/INPO use of performance Indicators 

‘ Office of the Secretary of the Commission G7/06/D2 4pp 45757-080 45757 083 

0805130142 SECY-88-105 Informs Commission of status of program revs to NRC ad 
ministration of requal Ideal! on exams required under 10CFR55 57 
QTELLO.V. Ofc of the Executive Director for Oporaliom 86/04/15 51pp 46714 047- 
45714 097 

8005130269 SECY-86 102 Recommends that Commission Issue attached draft FR 
notice, which would promulgate backfit rule which unambiguously conforms to Atomic 
Energy Act 

PARLER.WC Office ol the General Counsel 86/04/10 63pp 45795 290 45795 362 

8805190342 SECY 68 039A Provides Commission w/quarterly progress rept on prell 
censfng phase of DOB civilian high level radwasle mgf program 
STELLA V. Ofc of the Executive Director for Operations 00/05/10 33pp 45704 120- 
45704-152 

8806010032 Releases for placomonl In PDR.SECY-BB-lOB, "Status of NRC Adminis- 
tered Requalificatlon Exams-1 0CFR55 57" & SECY-88 039A, "Quarter)/ Progress 
Rept on Prelicensing Phase of ODE Civilian High Level Radwasto Mat Program" 
BATES, A Operations Branch 86/06/ 2 3 SHELBURNE, B Public Documont Branch 
ip 46704,119 45704.119 



340 NONDOCKETED ITEMS 


8512120189 SECY-85-388 Recommends lhat Commission approve proposal lor spon 
soring federally funded R&D ctr.to bo called "Or for Nuclear Waste Regulatory Analy- 
ses," to avoid potential for conflict of interest 

DIRCKS.WJ Ofc of the Executive Director for Operations 85/12/05 53pp 
45708 092-45708 144 

8006020201 Forwards SECY-88-08, SECY-0 8 9 6, SECY-86- 192 & SECY 85 3B8, for 
placemen! in PDR Commissioners concur w/staff request for release 
BATES, A. Operations Branch 80/05/26 SHELBURNE, B NRC - No Detailed Affill 
at ion Gwen Ip 45708 034-45708 144 

8006020206 SECY-8B-89 Recommends that C-ommissEon approve issuance ol notice of 
opportunity for hearing that differs from std 10CFR5O notice re AlChemIE 871117 ap- 
plications 

STELLO.V Ofc of the Executive Director for Operations 80/03/23 Iflpp 45708 035 
45708 052. 

0BO6O2O211 SECY-88 96 Discusses status of establishment & operation of 
CNWRA NflC next required to rept te Commissioners on progress of CNWflA [n May 
1988 briefing 

STELLO.V Ofc of the Executive Director for Operations 08/04/05 29pp 45708 053- 
45708 060. 

08CBO 30330 SECY-88-147 Presents Commissioners w/plan to proceed w/mtogratlor* & 
closure of severe accident issues.lnctuding description of main & supporting elements 
of plan which uses safety goals & backfit policy 

STELLO.V Ofc of the Executive Director for Operations, 88/05/25 IDOpp 
45793 053-45793 152 


8806080134 Notification of contract execution, Mod 9,to "Radiation Monitoring Program 
Requirements" Con Ira ctor B u rea u o f R adi a 1 1 o n Co nlrotj opeka, KS 
KNOX.E Contract Administration Branch FIN B 8510 NRC-31-84 502 08 /OS/02 
MEYER.DM Region 4, Ofc of the Director NICHOLAS, J B NRC No Detailed AII& 
ation Given Ip 45757 130 45757 132 

-8806080153 Mod 9, providing FY8B funds for remaining six month3 of CY68, to "Radi 
alion Monitoring Program Requirements ” 

* Kansas, State of HAGANJ F Division of Contracts (070413 800514} FIN B 8510 
NRC-31-84-502 80/06/02 2pp 45757 131 45757 132 

88060&0177 Notification of contract execution, Mod 10,to "Radiation Monitoring Program 
Requirements " Contractor Slate of CO Dept of Health 

KNOX.E Contract Administration Branch FIN B 0501 NRC-3 1*83-668 00/96/02 
MEYER.D M Region 4, Ofc of the Director NICHOLAS, J B NRC No Detailed Alf/i 
ation Given tp 45757 133 45757 135 

-88060801 B7 Mod 10, providing FY8Q funds for remaining 6-monlh perto-d for CYB^to 
"Radiation Monitoring Program Requirements " 

* Colorado, State of HAGAN, T F Division of Contracts (670413-CB0514} FIN B8501 
NRC-31 83 660 08/06/02 2pp 45757 134-45757 135 

880608029 1 Notification of contract execution, Mod tl.to "Radiation Monitoring Program 
Requirements " Contractor State of LA Dfipt of Environ Quality 
KNOX.E. Contract Administration Branch FIN B-0502 NRC-3 1-83 669, 80/06/02 
FOSTER.W H Region 4, Ofc of the Director NICHOLAS, J B NRC • No Detailed Alfla- 
alion Given Ip 45757 016 45757 010 


0006039375 SECY-08-141 Provides description of staff human (actors initiatives & plans 
& disposillon. of recom mandat ions provided in NAS Feb 1988 rept, "Human Factors 
Research & Nuclear Safety " 

STELLO.V Ofc of the Executive Director for Operations, 88/05/23 108pp 

45705 191-45795 298 


STATE PROG STATE PROGRAMS 

8805240341 "Slate ol Wl 1985 Point Beach Environ Radioactivity Survey," 

* Wisconsin, Slate of NRC 30-83 647 85/12/31 38pp 45/19 146 45719 185 

0805240347 '‘Slate of Wl 1905 LaCrosse BVVR Environ Radioactivity Surrey" W/ 
8G0425 Itr 

MCDONNELL, L G. Wisconsin, State of NRC 30 03 647 05/12/31, KEPPLER.J G 
Region 3, Ofc of Ihe (Director 44pp 45718 0 9 9-45718 1 43 

8805260354 ROon 08 051 2, standby power sys generator failed Repealed starting & 
stopping of generator performed w/o difficulty Generator ran for approx 2 h w/o dlffl 
culty & w/ norma I characteristics 

DIMEG LIO.A.F Rhode Island, State of 08/05/12 MCCABE.EC Region 1, Ofc of the 
Director 3pp 45702 074-45702 075 

0806030023 Notification of contract execuliomMod 10, to "Radiation Monitoring Program 
Requirements " Contractor State of LA Dept of Environ Quality 
KNOX.E Contract Ad ml nlstratlon Branch RN B 8502 NRC 31-63 669 06/03/17, 
FQSTER.W.H Region 4. Ofc of tha Director NICHOLAS, J B NRC - No Detailed Affili 
ation Given Ip 45725*224-45725 225 

“8806030046 Mod 10, making admimfstrativa clarification that ono half funds for CY80 
provide d.lo "Radiation Monitoring Program Requirements " 

SMITH, J A. Louisiana, State of WIGGINS.E J Division of Contracts (870413 860514} 
FIN B-0502 NRC 31 B3-669 80/03/17. Ip, 45725 225 45725 225 

0006030048 Requests extension of comment period re proposed rule 10CFR50 con 
earning early notification & clear instruction to populace within EPZ before Issuance of 
low power OL. 

JO NAS, S, A Massachusetts, Commonweallh of 53FR 16435 88/05/20 WOLF.J.R 
Assistant General Counsel for Rulemaking & Fuel Cycle 2pp 45710 193 45716 104 

8006030067 Requests extension for comment period re proposed rule 10CFR50 con 
corning requirements for nuclear power plant tuol loading & low power operation, 
COSTELLO.NJ Massachusetts, Commonweallh of 53FR16435 BB/05/18 

ZECH.LW, Commissioners 2pp 45717 129-45717130 

8B06030230 Notifies of ulil Intent to use herbicides to control aquatic weed growth In 
diffuser pond, yard pond & low vol waste treatment pond at facility to control growth of 
aquatic weeds Pertinent info on herbicides end 

BROOKS.RH Tennessee Valley Authority 06/05/25 STEWART, P.L Tennessee, 
State of, 3pp 45752*203-45752 205 

0806060124 Advises that licensee proposed plan authorfling placement ol tailings from 
Riverton UMTflAP fn Pit A-9 al Gas Hilts U Mill being reevaluated for compliance w/ 
10CFR40,App A requirement 8, per NMSS request re Amend 1 to License SUA 640, 
SMITH, RD Uranium Recovery Reid Ofc, R4 60/03/24 LYONS, PJ UMETCO Miner- 
als Corp (sobs of Union Carbide Co rp.) Ip 45726 004-45726 086, 

“6806060205 Advises that proposed plan authorizing licensee to place tailings from Riv 
erton UMTRAP in Pit A-9 at Gas Hills U Mill being reevaluated for compliance w/ro 

§ uirements of 10CFR40, App A.per NMSS request re Amend 1 to License SUA-64S. 

MITH.RO Uranium Recovery Field Ofc, R4 68/03/24 ASKEW,L. Wyoming, Slate 
of Ip, 45726 085-45726006 

08060601 90 Forwards Performance Appraisal Rept NRC-32 03 601/80 01 conducted by 
Arizona Radiation Regulatory Aaency.W/o end 

WENSLAWSKI.FA Region 5, Ofc of the Director, 60/05/15 TEDFORD.CF Arizona, 
Slate of Ip 45764 060 45764 080 


-8006080294 Mod 11 .providing FY88 funds for remaining 6-month period of CY88,te 
"Radiation Monitoring Program Requirements " 

« Louisiana, State of HAGAN.T F Division ol Contracts (870413 880514) FIN B- 

0502 NRC 31 03 669 88/06/02 2pp 45757 017-45757 018 

8806090097 Notification of contract exocufion.Mod 5, to "CooperaWe 

Agreemenl Environ Surveillance for Measuring Concentrations of Radioaclivity A Radi- 
ation Levels in Environ Commission Licensed , " Contractor, State of NE Dopl ot 
Health 

KNOX.E Contract Administration Branch TIN 0 0503 NRC-31-8G-330 08/06/02. 
MEYER.D M Region 4, Ofc of the Dimeter NICHOLAS, J B NRC - No Detailed Alfifc- 
ation Given Ip 45784 155 457Q4 157 

--850609Q102 Mod 5,providlng FY08 funds for remaining 6 month period of CY89, to 
"Cooperative Agreement Environ Surveillance for Measuring Con centra lions ol FatFo- 
activity & Radiation Levels in Environ of Commission Licensed Activities " 

* Nebraska, State of HAGAN.T F Division of Contracts (070413 880514) FIN 8 

0503 NRC 31-86-330 86/06/02 2pp 45704 156 45784 157 

6B0614001 1 Responds to NRC 600511 Ur ro violations noted in Insp Rept 50-183/88 
01 Corrective action full compliance w/Toch Specs achieved & calculations wilt be 
porformnd at least quarterly 

DIMEGLIO, A F Rhodo Island, State of 80/05/19 BETTENHAUSEN.L Office ol Nu- 
clear Reactor Regulation, Director (Post 070411) Ip, 45021.217-45021 217 

O0O615O47G Advises lhat NRC plans to issue amond to Liconse SNM696, authorizing 
release of GA Co 277 acros of land by 0UO62O,por state review of end NRC rcpl on 
decontamination activities & Oak Ridgo Assoc Unlvs survey ropts W/o ends 
ROUSE.L C Fuel Cyclo Safety Branch 06/06/03 WONG.G California, Slate of tp 
45015 020 45015 020 

6806160079 Expresses thanks for slate participation In 080512 well logging 8 radio 
grapher workshop. Workshop considered successful due tg discussion on "Slate of TX 
Rept of Radiographer Testing" 

KNAPP.M.R Region 4, Ofc of (he Director 88/06/03 WEBER.C Toxas, Stale of Ip 
45817 090 45B1 7 090 

8006160102 Expresses thanks for state participation In 000512 well logging 8 ffidte- 
orapher workshop Workshop considered successful duo to discussion on "Agreement 
State Perspectives on Ftegulatlon of Industrial Users " 

KNAPP.M R Hogton 4, Ofc of the Director 8B/0G/03 BYRON, D Kansas, Slate 01- 
Ip 45017 097-45B1 7 007 

8806160147 Advises that revlow of files rovoals no record of having responded to OC 
Kamrnerer 070527 llr.Rlos do indicate that stato agoncy committed to addressing spe- 
cific comments & recommendations Rept ro radiation control program oncf 
FLETCHER.R G Maryland, State of 00/05/26 MCGRATH, J Region 1, Ofcol the I* 
rector, 3pp 45822 350-45B22 360 

8006170264 Ack receipt of 000524 Itr ro NRC environ assessment of B&W application 
for renewal of license at Apollo facility Info on Beaver Run Dam onclteer request 
ELLAM.JJ Pennsylvania, Commonweallh of 24395, 00/06/03 ROUSiE.LC Fuef 
Cycle Safety Branch 3pp. 45020 357-45020 369 

8606200234 Confirms 000422 talcon following review & evaluation of State or KV ia* 
alion control program Slate program for regulation of agreemenl mails adequate to 
protect public health & safety improvement needed In staffing level 
KAMMERER.C Region 2, Ofc of (he Director 60/06/16 COWHERD, HJ Kentucky, 
Commonwealth of 6pp 45904 342-45904 347 

8806220117 Confirms discussion w/RJ Doda.Cochran & Lacker on 600422 following 
NRC review of Slate of TX racfiallon control program Stato program for regulation of 
agreement malls adequate to protect public health & safety Comments end 
KRAMMERER.C State. Local & Indian Tribe Programs 88/06/13 BERNSTEIN,, R 
Texas, state of, lOpp 458BB 167-45688 176 


8006060049 Forwards Interim Director’s Decision DD-8E3 -97, denying portion ol 071015 
request 1o modify, suspend or revoke License DPR-35,pe/ 10CFR2.206 Mgt & emor- 

B ency preparedness issues will bo addressed in subsequent responso 
lURlEY.T.E Office of Nuclear Reactor Regulation, Director (Post 070411} ff 2&S 
6448, DD 86-07. 89/05/27. SHANNON ,J M Massachusetts, Commonwealth of. Ip 
45739:124-45739 239 

-0806020286 Notice of Issuance of interim director's decision under 10CFR2 206 re 
971015 petitioners requost to modify.suspend or revoke util OL Petition denied w/ox- 
ception of mgt & emergency preparedness issues 

FA1RTILE.M B. Project Directorate 1-3 2 200. 08/05/27 3pp 45757.325 4575B 164 


0806230300 Recommends that NRC consider fisted two alternatives to util 680331 Tech 
Spec Change Request 164 to delete Safely Limit 2 1 E.reaulring at least two recircula 
lion valves to be open except when reactor head laken off 
SCOTT, 0 M New Jersey, stale of 8B/06/15 Document Control Branch (Document 
Control Desk), 3pp 45931.333 45931 335 

8806279007 Comment opposing proposed rule 10CFR50 re emergency planning & pre- 
paredness requirements for nuclear power plant fuel loading & initial low power oper- 
ations 

LASH.TR Illinois, State of, Dept of Nuclear Safely 53FR10435 00702 06/06/13 
Docketing & Services Branch 2pp 45916 084 45916 085 
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6806270212 Forwards executed Mod M0G6 to Cooperative Agreement DE FC04- 
B3AL 19454 between DOE & State ot WY Mods incorporate new Article XXXI .cost* 
sharing language to Article IV & revises cost-sharing language in Article VI 
MEYERS ,V? C Energy, Dept of 08/06/23 KNAPP, M Office of Nuclear Material 
Safety & Safeguard sib ire ctor Ip 46963 027-46963 033 

-8306300339 Executed Mod MQ06 to Cooperative Agreement OE-FCQ4 Q3AL 19454 be- 
tween DOE & State of WY Mod incorporates now Articla XXXI & cost shoring lan- 
guage to Article IV & revises cost-sharing language in Article VI 
LOHAUS.P H Operations Branch * Wyoming, State ol MEYERS, W C Energy, Dept 
of 68/04/21 6pp 45963026 45963 033 

6306270289 Comment opposing proposed rule 10CFR50 re emergency planning & pro- 
ps radnoss requirements for nuclear power plant fuel loading & initial low power 
op-e ral ions Rule change not good public policy 

BROWN ,H H Connecticut, Stale of 53FR 16435 00473 80/06/06 Docketing R Serv- 
ices Branch Ip 45936 126 46036 126 


T0PHEP VENDOR REPORTS AND RELATED CORRESPONDENCE 

6805250196 Forwards non prop riotary WCAP-1 1818 & proprietary WCAP 11817, "Slide 
Presentation Matl.NRC Meeting B80331 .Kewaunee Nuclear Powei Plant Stoam Gon 
erator Tube Sleeve Installation 7 ’ Proprietary rept withheld (rof 10CFR2 790) 

JOHNSON, W J We sting house Electric Corp NS-NRC-08-3329 80/04/27 

CHENG, CY Materials Engineering Drench 2pp 45717 340*45718 027 

**8305250203 Reouosts that proprietary WCAP-11817, "Slido Presentation Matl.NRC 
Meeting BB0331 .Kewaunee Nucloar Povvor Plant Stoam Generator Tube Sloeve Inslat 
lation," be withheld per 10CFR2 790(b)(1) 

WIESEMANN.RA Westinghouse Etoctnc Corp AW-0BO39 OB/04/27 MURLEY.T E 
OHice of Nuclear Reactor Regulation, DiroUor (Post 870411) lOpp 45717 342- 
45717 351 

*-6605256204 WCAP-11810 “Slide Prosontation Matl.NRC Meeting 000331 .Kowaunoe 
Nuclear Povvor Plant Steam Generator Tube Steove Installation " 

‘Westinghouse Ele Uric Corp 00/04/30 37pp 45717 352 45710 027 

S 8-05250366 Forwards proprietary & nonpropnotary Amend 1 to WAPWR RESAR SP/S0 
POR Module 4, "RCS ” 

JOHNSON, WJ Westinghouse Electric Corp NS NRC 08 3337 00/05/13 

RUBENSTEIN.L Standardization & Non Power Reactor Project Directorate 2pp 
45607 286*45607 316 

-6005250376 RESAR-SP/00 A01 Non proprietary Amend 1 to RESAR-SP/90 PDA 
Module 4, ”RCS " 

' Woslmghouse Electric Corp 8B/05/31 1 0pp 45607 290 45607 310 

6805290010 Forwards proprietory & nonpropnotary Amend la to RESAR SP/9Q PDA 
Module 3, "Introduction & Sito " Proprietary amend withhold (rof lCCrR2 790) 
JOHNSON, WJ Wostmghouso Electric Corp NS NRC 80*3336 08/05/13 

RUBENSTEIN.L Standardization & Non Powor Reactor Prolan! Directorate. 2pp 
45892 187 45C92 212 

-661)5260020 Requests that proprietary Amend la to RESAR-SP/90 PDA Modulo 3, 
"Introduction & Site," be withhold from public disclosure (ref 1QCFR2 790) 
WIESEMANN.R A Wostinghouso Electric Corp AW 00 044 00/05/13 

RUBENSTEIN.L Standardization & Non Power Rooctor Project Directorate lOp-p 
45692 169 46692 198 

-880526002$ RESAR SP/90 A01A Nonpropnotary Amend la to RESAR-SP/90 PDA 
Modulo 3, "Jnkoduction & Site " 

* Westinghouse Electric Corp B8/03/31 14pp 45692 199 46692 212 

6806270023 Application for amend to Uconso NPF*1 2, revising Tech Specs supporting 
refueling & operation ot plant w/Vantago 5 improved fuel design Propiiotary WCAP 
11 650, nonproprielary WCAP-11657 & Wostinghouso safety ovoluation end 
NAUMAN.D A South Carolina Electric & Gas Co 00/05/20 Document Control 
Branch (Document Control Desk) 3pp 45692 336 45C94 172 

-3005270027 Application for withholding propnotary WCAP* 11656, "Wo sting ho use Im 
proved Thermal Design Proceduro Instrument Uncertainty Methodology," 1 from public 
disclosure, per 10CFR2 790(b)(4) 

WiESEMANN.RA Wostinghouso Electric Corp CAW 87*125 87/12/03 MURLEY.T 
Office of Nuclear Reactor Regulation, Director (Post 870411) Bpp 45602 339 
45692 347 

-8805270030 WCAP-11657 "Wostinghouso tmprovod Thermal Design Proceduro Instru- 
ment Uncertainty Methodology," 

’ Westinghouse Electric Corp 07/12/31 26pp 4569P-34B-45693 013 

6005270045 Forwards propriotary WCAP-11037, "Extension ot Methodology for Calcu 

S Transition Coro DNBR Penalties" extending methodologies contained in WCAP- 
A & WCAP- 1 04 4 4 *P* A Fee sent under separate cover Enel withheld (rel 
IQCFRB 5(4)) 

JOHN SON ,W J Wostinghouso Electric Corp NS-NRC-08-3332 08/05/02. 
HODGES, MW. Division of Engineering & Systems Technology (Post 070411) 2p p 
45694*165 45694 187 

-880527004® Requests that proprietary WCAP 11837, "Revised Methodology for Calcu 
latng Transition Core ONBR Penalties" be withhold, per 10CFR2 790(a) 

WIESE MANN ,R A Wostinghouso Electric Corp AW-08 040 80/05/02 
RUBENSTEIN.LS Standardization & Non-Power Reactor Project Directorate Ip 
45694 187*45694 187. 

6805270134 Forwards proprietary Rev 3 to ANF-Q4-73(P), “Advanced Nucloar Fuots 
Methodology for PWRs Analysis of Chapter 15 Events " Propnotary rept withhold 
COPELAND, R A Advanced Nuclear Fuels Corp (formerly Exxon Nucloar Co, Inc) 
RAC 026 B8 80/05/10 Document Control Branch (Document Control Desk) 4pp 
45718 028 45718 031 

8805270141 Forwards proprietary Addendum 7 to RESAR-SP/00 PDA Module 2, "Reg* 
ulatoiY Conformance," including responses to outstanding safety Issues Info consti- 
tutes first step in updating Module 2 Proprietary rept withheld 
JCHNSON.WJ Wostinghouso Electric Corp NS NRC SB 3343 08/05/23 

RUBENSTEIN.LS Standardization & Non-Power Reactor Project Directorate 2pp 
45710 253-45710 255 


■0005270144 Requests that proprietary Addendum 7 to RESAR SP/90, PDA Module 2, 
’'Regulatory Conformance," Including responses to outstanding safety lssues.be with 
hold from public disclosure (ref 10CFR2 790) 

WIESEMANN.RA Wostinghouso Electric Corp AW 88 052 88/05/23 

RUBENSTEIN.LS Standardization & Non-Power Reactor Proiocl Directorate Ip 
45710 255 45710 255 


8805270170 Forwards proprietary Rev 1 to WCAP-1 1761, "South Toxas Units 1 & 2 Re 
actor Vessel Tilt 4 Waviness clarification Study" & Westinghouse 800502 application 
for withholding rapt Rept withheld (rot 10CFR2 790(b)(4)) 

MCBURNETT.MA Houston Lighting & Power Co ST-HL-AE 2590 8B/05/23. Docu 
rnent Control Branch (Document Control Desk) 3pp 45694 173-45694 184 

-0805270189 Requests lhat proprietary Rav 1 to WCAP 11761, "South Texas Units 1 & 
8 Reactor Vessel Tilt & Wavmoss Cl anil cation Study,” bo wilhheld.por 
10CFR2 790(b)(4) 

Wl£SEMANN,fl A Westinghouso Flactric Corp CAW 88 034 88/05/02 MURLEYJ 
Office of Nucloar Reactor Regulation, Director (Post 670411) 9pp 45694 176 
45694 104 


5B05270207 Forwards proprietary WCAP-1 1528 & nonproprlelary WCAP-1 1647, "R.CS 
Flow Anomaly Investigation Rept" List of four-loop Plants w/anomaly 
sensitivity, application for withholding & afhdavlt end WCAP-1 i52B withheld (rel 
10CFR2 790) 

JOHN SON, WJ Westinghouse Electric Corp NS NRC 80 3327 88/05/13 
HGDGES.MW Ojvisfon of Engineering & Systems Technology (Post 870411} 3pp 
45734 247-45735 042 

--890527Q213 Requests withholding of WCAP 11528, "RCS Flow Anomaly Investigation 
Rapt," per 10CFR2 790 Affidavit end 

WIESEMANN.RA WustmghouBQ Electric Corp AW 88 037 88/05/13 Office of Nu 
clear Reactor Regulation, Director (Post 670411) 9pp 45734 250 45734 258 

-0605270210 WCAP 11847 "RCS Flow Anomaly Investigation Ropt " 

GARNER.DC Wostinghouso Eloctnc Corp 88/04/30 203pp 45734 259*45735 042 

8005270224 Forwards S 470063 007, "Containment Venting Responses to NRC Staff 
Questions," per RW Starostocfci 670927 request to RF Janecek Response to venting 
should not bo Interpreted as commitment of any membor to spocilic course ot action 
JANECEK.R F BWR Owners Group BWROG-BB20/BWR1 66/05/16 MARTIN,! As 
sociate Oiroctor for Inspection & Technical Assessment (Post 870411) ?pp 

45709 140 45709 273 

-0805270226 S 470069 007 "Containment Venting Responses to NRC Staff Cues 
lions M 

* BWR Owners Group 00/05/31 129pp 15709 151-45700 273 

0806010249 Forwards response to NRC 680226 request for addl info on Cf raptor 17 to 
Rov 4 to Topical Ropt CENPD-21QA, "QA Program," Including revs to C-E 871130 & 
8B041 1 responses 

SCHERER.AE Combustion Engtnoering, tnc ID 00 033 00/05/26 VISSING.G 
Standardization & Non Power Reactor Project Directorate 14pp 45718 340 

45710 353 

0606010252 Forwards nonpropriolary & proprietary Rov 2 to WCAP-10976 & WCAP- 
109 77, respectively, "Technical Qasos (or Eliminating Largo Primary Loop Pipe Rupture 
os Structural Design Basis (or Indian Point Unit 2 " Proprietary rept withheld 
BRAM.SB Consolidated Edison Co of Now York, Inc GL84 04 BB/05/23 Docu 
mont Control Dranch (Document Control Desk) 15pp 45718 23EM571G 327. 

-80060 102S6 RoquostB fhat oncl proprietary Rov 2 to WCAP-10977, "Technical Bases 
lor Eliminating Largo Primary Loop Pipe Rupture as Structural Design tor Indian Point 
Unit 2, 1 ' bo wiihhold.por 10CFR2 790(b)(4) 

WIESEMANN.RA Westing house Electric Corp CAW 00 026 00/03/20 
DENTON.H R Qffico of Nuctoflf Reactor Regulation, Director (B51125 870411). 7pp 
45710 P53-4571B 259 

-8006010260 WCAP-10976 R02 Rev ? to "Technical Basos tor Eliminating Largo Prl 
mary Loop Pipe Rupture as Structural Design Basis for Indian Point Unit 2* 

BISHOP.B A, SWAMY.SA , LEE.YS Wostinghouso Electric Corp 80/12/31 70pp 
457 10 260 45710 327 

8006015202 Forwards proprlotaiy Rov 2,Supn5 1 to WCAP-1 0541, "High Ternp Extrusion 
Qualification Tosimg of Seals fcastorn 7228A O Ring Compound ” Ropt withhold (rot 
10CFR2.790) 

NEWTON, R Wostinghouso Operating Plants Owners Group, OG B8 16 BB/05/12 
HODGES, MW Reactor Systems Branch JACKSON, J E Engtnoering Issues Branch 
(870413 0007 18) 2pp 46719 267 -4571 9 ?89 

-0606010265 Informs that Topical Ropt WCAP t0541,Rev 2,Suppl 1 contains proprie 
tary Info & will be separately submitted w/ application for withholding accompanied by 
affidavit mooting 10CFR2 790(b) requirements 

WIESEMANN.RA Wostinghouso Electric Corp CAW 68 051 80/05/12 

RUBENSTEIN.LS Standardization & Non-Power Reactor Prefect Directorate Ip 
45719 289 45719 289 

8606910209 Forwards propriotary Vol 1 to ANF 913(P), "COTRANSA2 Computer Pro- 
gram for BWR Transient Analyses, Model Description" & Suppl 1 to Vol 1 to ANF- 
913(P) Fee paid Ropts withhold (ret 10CFR2 790(b)) 

COPELAND, R A Advanced Nuclear Fuels Corp (formorly Exxon Nuclear Co, Inc) 
RAC 025 8B 08/05/18 Office ol Nucloar Reactor Regulation, Director (Post 870411). 
4pp 45711*343 4571 1 346 

8006060222 Forwards summary of 000426 meeting re unit torus wall Ihinmng A Tele- 
dyne Engineering Svcs Rev 1 to TR-6001-2, "Mark \ Torus Shell & Vent Sys Thick- 
noss Requirements Nine Mile Point Unit 1 Nuclear Station," par NRC 8B0504 request 
TERRY, CD Niagara Mohawk Power Corp NMPlt 0260 88/05/27, Document Con- 
trol Branch (Document Control Desk) 43pp. 45767 1BO 45760 1 50 

-0006060224 TR 6001 2 R01 "Mark I Torus Shell & Vont Sys Thickness Requirements 
(or Nino Mile Point Unit 1 Nuclear Station " Viewgraphs & agenda oncl 

* Teledyne Engineering Services 80/01/29 230pp 45767 223-45760 150 
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8006070036 Forwards proprietary NED0 315Bt, “Model 2000 Radioactive Mali Trans- 
port Package, SAFI “ Revised application lor Model 2000 contained in rept Fee 
paid Rep l withheld (ref 10CFR2 760) 

CUNNINGHAMS E General Electric Co 24353 00/05/19 MACDONALD.C E Trans- 
portation Branch 2pp 45757 290-45757 291 

08O6O7O299- Application for amend to License NPF 47 .revising License Condition 2C 14 
re Flog Guide 1 97 mods Proposed revs & justifications end Fee paid 
DEDOENS.JC Gull States Utilities Co RBG 27979 88/05/25 Oocumont Control 
Branch (Document Control Desk) 45779 170-45779 244 

-B6C60703B3 NEDO 31656 "Position on NRC Req Guide t 97,flov 3,Reciuirementa tor 
Post Accident Neutron Monitoring Sys " 

' General Electric Co 08/03/31 56pp 45779 187 45779 244 

0806070351 Notification of 871020 mooting w/B&W Owners Group & EPRI in 
Bethesda.MD to discuss technical Issues & data needs to further understanding of 
onco thro ugh -st earn generator behavior under transient & accident conditions 
LEE.R NRC No Detailed Affiliation Given 87/10/16 NRC No Detailed Affiliation 
Given Ip 45744 182 45744 190 

-8006070358 Forwards minutes from B71020 technical advisory group (TAG) 
meeting Comments have bBon Incorporated & minutes now constitute official record 
of TAG Mooting t 

PALJUG.J FI Babcock & Wilcox Co ESC-922 87/11/23 LEE.R NRC • No Detailed 
Affiliation Given DjCTERICH.R A Sacramento Municipal Utility District SURSOCK.J 
Electric Power Research Instiluto 8pp 45744 183 45744 190 

B80G080071 Forwards proprietary Suppl 2 to Rev 2 to WCAP 10541, “Analysis & Tran 
slont Bohavior of Wesfinghouse 8 Inch Design Number 2 Reactor Coolant Pump Seal 
During Loss of All Seat Coormg Event M Rept withheld (ref 10CFR2 790) 

NEWTON, R A Wasting)! ou so Operating Plants Owners Group OG 88 019 88/05/22 
HODGES, MW Reactor Systems Branch 2pp 45770 141-45770 143 

-0806000077 Requests that proprietary Suppl 2 to Rev 2 to WCAP- 10541, “Analysis & 
Transient Behavior oi Westmghouso 0 Inch Doslon Number 2 Reactor Coolant 
Seat ” be withheld from public disclosure (ref 1OCFFI2 790) 

WIESEMANN.RA WestmghouSe Electnc Corp CAW 08 053 80/05/22 

RUBENSTEIN.LS Standardization ,& Non Power Roaster Project Directorate Ip 
45770 143 45770 143 

0806000100 Application for amend to License NPF 63,rGvising Tech Specs 
3 3 3 2 a, 4 2 2 2 b,4 2 2 3 & 3 23b re reducing number of operable incore detector 
thimbles Proprietary Westmghouso Rept WCAP 11008 withheld (ref 10CFR2 790) Fee 
paid 

EURY.LW Carolina Power & Light Co NLS 30 101 88/06/01 Document Control 
Branch (Document Control Desk) /pp 45775012-45775 036 

-0006000138 Requests withholding of proprietary Wostmgbouse Rept WCAP 11808, 
“ Inoore Thimble Reduction study,” por 10CFR2 790 

WIESEMANN.R A We sling bo US o Electric Corp CAW-Qfl-035 88/04/07, MURLEY.T 
Office of Nudoar Reactor Regulation, Director (Post 67041 1) 16pp 45775 028- 
45775 036 

0006000278 Forwards Endorsements 62 & 126 to MAELU Policy MF 85 & NEL/A Policy 
NF-1 1 1 .respectively 

SAMUELS.JL Marsh & McLennan, Inc 08/06/02 DINITZJ Office of Nucloar Reac- 
tor Regulation, Director (Posl 670411) 3pp. 45756 120 45756 122 

0000080292 Advises that B&W proprietary BAW 2001 P, "Low Pre-Prossure Fuel Rod 
Program Burn up Extensfon-LOCA Analysis/'' will be withheld.por 40CFR2 790(b)(5) & 
util 800122 roquest 

PASTIS.HN Project Directorate 11-3 TAC 68065 88/06/02 TUCKER, H0 Duke 
Power Co 3pp 45757 039-45757 041 

0806100004 Forwards WCAP 11 777, "Analysis of Capsule U From North Anna Unit 1 
Reactor Vessel Radiation Surveillance Program,” summarizing post Irradiation malls 
testing & dosimetry calculations obtained from Capsule U 

CRUDE N,D S Virginia Power (Virginia Electric & Power Co ) 88 202 86/06/01 Docu 
m-enl Control Branch (Document Control Desk) 2pp 45017 272-45018 000 

—0006 100005 WCAP 11777 "Analysis of Capsule U from North Anna Unit 1 Reactor 
Vessel Radiation Surveillance Program " 

YAN1CHKO.S E , ALBERTIN.L , UPPINCOTT.E P Westinghouso Electric Corp 88/02/ 
29 97pp 4501 7.275 456 IB 008 

0306100206 Advises that M Levine left BNL & should bo taken off mailing list 
SCHWANER.L Brookhaven National Laboratory 08/06/02 NRC - No Detailed Affili- 
ation Given Ip 45791 028 45791 023 

660813014 1 Advises that B&W Owner Group using recommendation (racking sys (RTS) 
rept to transmit util status & schedule for implementation of safety & performance lm- 
p ro ve/no nt program recommendations 

WfDELL.RC Ffo rid a Power Corp (subs of Flonda Progress Corp.) 3F0&8G-16 00/ 
05/31 Document Control Branch (Document Control Desk) 2pp 45602 174- 
45602 175 

0806130151 Occuments results of 8QD517 tefcon re nonconservfttfvo inconsistency in 
000505 safety evaluation re Amend 15 to NEDE-2401 1-P-A GE will advise licensees 
to apply required corrections in more conservative manner 

CHARNLEY.JS General Electric Co MFN-5O-0B, 80/05/27 HODGES.M W NRC* 
No Del ailed Affiliation Given 2pp 45021 142^45821 143 

0806130270 Notification of 880607 meeting w/Wesllnohouse in Rockville, MD to dis- 
cuss Westmghouse Topical Rept WCAP-10924-P, "Westinghouse Large-Break LOCA 
Best-Estimate Methodology” 

HSII.Y. Reactor Systems branch 06/00/02, HODGES.M W Reactor Systems Branch 
2pp 45796 170 45796 179 

0806140209 Forwards listing of topical repts submitted or under active review or 
planned for submission in FY89 List consistent w/ Mar 1988 presentation by HE Wil- 
liamson & RA Copeland Three documents scheduled for submittal provided since Mar 
19SB 

COFELAND.RA Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) 
RAC 63086 06/05/10 HODGES.M W Reactor Systems Branch 6pp 45833.333- 
45033 330 


8606150452 Forv/ards proprietary BAW-2045P, "Recirculating Steam Generator Kinaiw 
Sleevo Qualifications for 3/4 Inch OD Tubes " Rept describes design, testing & tooling 
for subj sleeve Fee paid Rept withheld (ref 10CFR2 790) 

TAYLOR, JH Babcock & Wlfcox Co JHT 80 107 08/06/09 SHAO.L C Djviskw 
Engineering & Systems Technology (Post 87041 1) 10pp 45031 080-45031 095 

8806100037 Requests withdrawal of XN NF 86-1 1 3(F). "COTRANSA Updaied Rot 
Channel Model," due to mode) no longer used In BWR transient analyses 
COPELAND, R A Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, inc) 
RAC 033 88 88/06/07 MURLEY.T E Office of Nucloar Reactor Regulation Director 
(Post 870411) ip 45830 087-45030 007 

8006160300 Forwards Rev 11 (o FPLTQAR 1-76A, “Topical QA Rept" & martedup 
Rev 10 Revs are organizational changes 

CONWAY, W F Florida Power & Light Co L-88-256 08/06/07 Oocumenl Control 
Branch (Document Conlrol Desk) 5 7pp 45062 315 45063 152 

-6806160303 Rev 1 1 to. "Topical QA Rept " 

* Florida Power & Light Co 88/05/10 195pp 45863 012-45863 152 

0006170047 Forwards Rev 2 of “Recent MSIV Leakage History & Cost Bonofi) Dala 
sent by T Green of GE in Mar i960 Rev 1 provided In B0O229 memo 
GRAVES.CC Reactor & Plant Safety issues Branch 08/05/31 KNIEL.K Reactor & 
Plant Safety Issues Branch 16pp 45027 214-45827 229 

0006170106 Forwards summary of proprietary GEMINI/ODYN BWR/4,5, adjustment 
factors Rept withheld 

CHARNLEY.J S Genera! Electric Co MFN 049 08 00/05/27 HODGES.M W Office 
of Nuclear Reactor Regulation, Director (Post 870411) 5pp 45864O67-46864 071 

6806200064 Forwards Propriotary & Nonpropriotary CEN-375(V) P & NP, “Palo Vercto 
Nuclear Generating Stalion Unit 2 End of Cycle 1 Surveillance Fuel Exam Rept, 1 ” In 
response to EA Llcltrfl 0001 12 request 

VAN BRUNT, E B Arizona Nuclear Power Project (formerly Arizona Public S&rwce 
Co) 161-01 102-EEVB/ 00/06/09 Document Control Branch (Documenl Control 
Desk) 5pp 45865 043 45065 083 

“6806200074 CEN 375(V) NP "Palo Verde Nuclear Generating Station Unit 2 EndOf 
Cycle 1 Surveillance Fuel Exam Rept " 

4 Combustion Engineering, Inc 80/05/31 36pp 45865 040 45B65'O03 

6006200242 Forwards Rev 6 to B&ROE COM4-1NP. "Corporate Operations Manual 
Part IV - Functional Manuals," (or review & acceptance Rov contains organizations! 
changes & minor clarifications resulting from Internal & client audits 
ROE.KK Bums & Roo Co 80/06/13 WEISS.S NRC - No Ootallod Affiliation Given 
7pp 45905 2G0 45905 361 

“8806200300 B&ROE COM4 1-NP R06 Rev 6 to B&ROE COM4 ANP, "QA Manual" 
ROE.KK Bums & ROO Co 09/06/08 75pp 45905 207-45905 361 

8B06200357 Forwards proprietary Vol 1 to Suppl 4 to XN NF 84-105(P)(A> & norpropno 
tary Vol 1 to Suppl 4 to XN NF-105(NP)(A), "XCOBRA-T Computer Code fof QWR 
Transient Thermal-Hydraulic Core “ Proprietary rapt withheld (ref 10CFR2 7M) 
COPELAND, R A Advanced Nuclear Fuels Corp (formerly Exxon Nucloar Co, Inc) 
RAC 029 OB G8/0G/09 Document Control Branch (Document Control Do$fc) Ip 
45904 318 45904 341 

-8806200366 XN NF-84-105NPA S4V1 Suppl 4 to Vol 1, “XCOBRA-T Compiler Code 
for BWR Transient Thermal Hydraulic Coro Analysis Void Fraction Model Comparison 
to Experimental Data " 

FRYER, B C Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co , Inc ), 89/06/ 
30 23pp 45904 319-45904 341 

8806210470 Encourages expeditious technical review of “Position on NRC Reg Guide 
1 97, Rev 3 Requirements for Po9t-Accldont Neutron Monitoring Sys" to moot needs of 
affected BWRs Recommends addl extensions until NRC has completed review, 
GRACE, DN BWR Owners Group BWROG-8033 08/06/13 MARTINJ.T Office cf 
Nuctear Reactor Regulation, Director (Post 87041 1) 2pp 45845,246 45045 246 

8006220120 Forwards fourth semiannual rept of significant Investigfllivo.audil & other 
activities for 6-month period ending 600331 W/o end 

2IGROSSI.N A Tennessee Valley Authority 88/06/10 GRACE.3N Region 2, Ofc of 
the Director Ip 45Q69 245 45069 245 

0806220129 Ack receipt of 000601 Itr requesting application fee (or review of VlPREfw 
BWR applications Decides to withdraw requost of review due to lack of util financial 
support, Topical rept on hot channel methodology will be submitted 
YUNG.Y Y, Uliiity Group for Regulatory Applications YUNG.Y Y Washington Pvb'ic 
Power Supply System G02-00-f30 00/06/10 DIGGS, R M License Fee Management 
Branch Ip 45870 013-45070 013 

8806220136 Forwards proprietary topical rept, "Waste Form Certification Program Rep I 
III Cement Binder Chemistry," committed to In 080527 Itr Fog paid Rept withhold 
RYAN.MT Cham-Nuclear Systoms, Inc RA-0330 8 00/06/10 TOKAR.M, Technical 
Branch Ip. 45925.1 07-45925H 14 

6006220168 Advises that Info requested in NRC 000407 Itr ro main steam lino 
Ice condenser plants can be found in WCAP- 10 90 9, Addendum 1 sent lo NRC on 
080601 

TUCKER.HB Duke Power Co 66/06/13 Computer & Telephone Operations Branch 
Ip 45070.021-45870 021 

8606220307 Forwards Change Notice 27 to "QA Program SCE-1-A” reflecting chances 
in organization & responsibilities Change notice will be Incorporated In next amend to 
topical rapt 

MEDFORD, MO Southern California Edison Co 00/06/17 Document Control e«r>ch 
(Document Control Desk) Ip 45060 104-45666 107. 

-8806230205 SCE-1-A Change Notice 27 to Page 17,2*8 of Amend 10 to QA Program 
SCE-1 -A, Change consists of organizational realignments & additions fn fuel * raatl 
mat dept.engineermg & const dept & nuclear generation slto dept 

* Southern California Edison Co 68/06/17 3pp 45088 185 45668 107 
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S&0S220314 Notification of 860622 mooting w/Westinghouse In Rockville, MD to dis- 
cuss atalus of current reviews in Reactor Sys B ran cn, prioritization of upcoming sub 
initials ■& status of EIS requirements (or high burnup fuel 

COLLI NSJ E Reactor Systems Branch 08/06/13 HODGES.MW Reactor Systems 
Branch 2pp 45895 215 45095 216 

3806230214 Notification of 080623 meeting w/Hydrogon Conlrol Owners Group in 
Rockvillo.MD ta discuss emergency procedure guidelines (or Mark 111 
containments Attendees listed 

KINTNER.L L Project Directorate II 1 08/06/03 AOENSAM.E G Project Directorate 
lit 6pp 45906 351-45906 356 

6805240152 Notification of 880624 meeting w/BWR Owners Group Ad Hoc Committee 
for Core Thermal Hydraulic Stability Issuos In Rockville,Md,lo discuss analyses & ac 
Cons needed lo resolve outstanding stability concerns 

PHILLIPS.LE Division ol Engineering & Systems Technology (Post 870411} 68/06/ 
15 HODGES.MW Division of Engineering & Systems Technology (Post 870411) 
2pp 45918 355-45910 356 

6006240163 Notification of 600621 meeting w/B&W Owners Group In Rockvillo.MD to 
discuss PRA modeling reactor protection sys operation & testing & Tech Specs for 
culminating review ol B&W Topical Ropt f BAW-1016? 

EMCH.RL Technfcaf Specifications Branch 06/06/10 0UTCKER.GJ Technical 
Specifications Branch 2pp 45916 345 45916 346 

8606270164 Notification of 880629 meotmg w/Advancad Nuclear Fuels Corp In 
R&ckvilte.MD to discuss mods to solpoinl methodology for C-E reactors & CO 
TftANSA tf computer code 

KQPP.L Reactor Systems Branch 80/06/09 HODGES.MW Reactor Systems 
Branch 2pp 45929 006 45929 0G9 

8806260045 Forwards summary rept developed to delineate manner In which CLASIX-3 
code results will be used In addressing combustion in containment in hydrogen control 
program & basks upon which coda results deemed acceptable 
LANGLEY, J R Hydrogen Control Owners Group HGN-111-NP 88/06/13 Document 
Control Branch (Document Control Desk) 41pp 45942 225 45042 265 

©306280074 Forwards partial response to NRC request for nddl Info ro reactor protec- 
tion! sys mod & Tech Spec change request Mod description, wiring diagrams & propria 
lary & non proprietary repts end Repls withheld W/16 oversize, drawings 
Kt/EMfN.J L Consumers Power Co TAC 66901 66/06/17 Document Control Branch 
[Document Control Desk) 3Qpp 45967 001 -4596B 109 

-6808260206 XN NF-86-91(Np) Nonpropriotary "Low Flow Trip Solpoinl & Thermal 
Margin Analysis for Threo Primarv Coolant Pump Operation of Palisades Reactor ” 

Q DtLL.L D Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co . Inc ) 0B/ 
06/13 42pp 45967 047-45967 008 

-B8O028Q214 ANF 07-150(NP) V01 Nonproprlolary Vot 1 of “Palisades Modifiod Reac- 
tor Protection Sy $ Repf Disposition of SRP Chapter 15 Events " 

LINGUIST, T R Advanced Nuclear Tuols Corp (formerly Exxon Nuclear Co, tnc ) 80/ 
06/13 167j)p 45967 009-45967 255 

-3806260270 Nonpropriotary Vol 2 of "Palisades Modifiod Reactor Protection Sys 
Ftepl Analysis ol Chapter 15 Events'’ 

LINGUIST, T R Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co. Inc ) 88/ 
06/13 324pp 45967 256-45960 189 

8306299155 Forwards proprietary Addendum 1 to ANF-507(P), "Advance Nuclear Fuel 
Corp Setpoint Methodology for C-E Reactors Three Dimensional Axial Power Distribu- 
tion. Generation ” Foe paid Rept withhold (ref 10CFR2 790) 

COPELAND, R A, Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Inc) 
RAC 036 88 88/06/16 Office of Nuclear neactor Regulation, Director (Post 070411), 
4pp 45044 120-45944 123 

9806300342 Notification of 000623 mooting w/Wostinghousa Owners Group in 
Rockville, MD to discuss plant operation In DHR modes Meeting agenda end 
LYQN.W. Reactor Systems Branch 88/06/21 MURLEY.T , SNIE2EK.J , MIRAGLIA.F 
NRC - No Detailed Affiliation Given 3pp 45975 133-45976 135 


WASTE MOT NUCLEAR WASTE MANAGEMENT 

680 4 150387 Forwards disapproval & approval comments on mein committee ballots on 
NQA-3,for evaluation & formulation of tentative disposition Remaining ballots will be 
forwarded upon receipt W/o ends 

WILLIAMS, C Bette! I o Memorial Institute, Columbus Laboratories 08/04/07 BELL.M 
NRG - No Detailed Afliliatlon Given Ip 45710 233 45710.233 

6B04 18-001 4 Forwards final draft radwasto mgt commlttoe appraisal ol geologic disposal 
concept Document revised lo bo Included as preface to forthcoming rept on In situ 
research & Investigations in OECD countries Enel restricted 

OUVIER.J P. Organization for Economic Cooperation & Oovotopmont (Paris) 8B/04/ 
03. Organization for Economic Cooperation & Development (Paris) Ip 45710.235- 
45710235 

8804160097 Forwards proprietary Edition 1 of United Klngdom.Dept of Environ, "Method 
for Overcoming Limitations of Conventional Scenario Based Risk Assessments by 
Using Monte Carlo Simulation ," for discussion at May meeting End withheld 
FR1ZELLE.CJ. Dames & Moom International. 12677 011 GB/04/06 ALSQN,D DM 
slon of High Level Waste Management (Post 070413) Ip 45710.234-45710 234 

8804290231 Forwards proprietary & nonproprietary versions of BAW-2037, "ECOSAFE 
High Integrity Container-55," per 800330 meeting 

MYERS, P M Babcock & Wilcox Co. WTS-QB 60 88/04/21 WIDMAYER.D A NRC - 
No Detailed Affiliation Given Ip 45675 293*45676 0B5 

-9806010049 Forwards proprietary & nonproprietary versions of BAW-2037, "ECOSAFE 
hlC.55 Topical Rept" & affidavit for withholding proprietary rept per 10CFR2790 
MYERS, PM, Babcock & Wilcox Co WTS 88-53 88/03/29. TOKAR.M NRC No De- 
tailed Affiliation Given 0pp 45675*294-46676 065 

8BQ51&Q300 Forwards ACRS Subcommittee on Waste Mai rept on NRC position paper 
re applicability of "below regulatory concern" & "de minimis'* concepts to Commission 

P olicies M Stein dler 880506 memo to D Moeller end 
RALEY, R F ACRS - Advisory Committee on Reactor Safeguards. 80/05/11, 
STELLO.V Ofc of the Executive Director for Operations 6pp 45668 117-45663125 


-0605199314 Discussei ACRS Subcommittee on Waste Mgt 8Q0504 meeting re deci- 
sion making for "below regulatory concern" Basic principles for evaluating below reg- 
ulatory concern levels listed 

STEINDLER.MJ ACRS * Advisory Committee on Reactor Safeguards 00/05/06. 
MOELl ER,0 W NRC - No Detailed Afliliatlon Given 3pp 45668.123-45663 125 

8805209247 Forwards revised page to Mod 1 of Salt Lake Csty.UT final remedial action 
plan, for review & concurrence 

ARTHUR, WJ Energy, Dept of UMT/NRC/0508 54 80/05/19 LOHAUS.P Division 
of Low Level Waste Management & Decommissioning (Post 370413) 2pp 45717 328 
45717 329, 

8005240203 Forwards response to DOE Itr ro NRC technical concern whether proposed 

S ’ " from main test level of Yucca Mountain exploratory shall lacility would enable 
\ project to gather data of entire repository. 

BALLARD, R L Technical Review Branch BB/05/18 YOU NG BLOOD, B J Operations 
Branch 12pp 45724 345 45724 358 

88052403-02 Forwards notice of upcoming meetings re NRC high level waste mgt pro 
gram for June 198Q Telephone sve has boon established for announcement of up 
coming meetings ro waste mgt 

YOUNGBLOOD, B J Operations Branch 00/05/23, Affiliation Not Asaloned 2pp 
45673 162-45673 1 63 

8805250103 Forwards "Selected NRC Products High Level Waste Program, did May 
1980 

TANA,ET, GporalLorts Branch 83/05/23 Affiliation Not Assigned 2flpp 45673185- 
45673 212 

8B05250135 Forwards Rov 0 to "NNWS1 QA Plan,NNWSI 8B-0," for review & 
approval Document addresses NRC 860925 comments 

STEIN, FI Energy, Dept of, 88/05/19 YOUNGBLOODS J Operations Branch 2pp 
45687 001-4 5607 1 59 

-6805250150 Rev 0 to QA plan tpi NNWSI 
BLAYLOCK, J , GERTZ.CP,, SAGETRP Energy, Dept of 80/05/19 156pp 

45607 003-45867.159 

8B0525D154 Forwards "Radon Barrier Thickness Design Calculations" & UMTRADOE/ 
AL 050505,0000 Addendum, "Water Resources Protection Strategy for Tailings Dis- 
posal at Chaney Reservoir Disposal Site/’ rept for review & comments 
ARTHUR, W J Energy, Dept Of. UMT/NRC/0588-5fl 88/05/23 LOHAUS.P Division 
ol Low Level Waste Management & Decommissioning (Post 0/0413) 3pp 45676 127- 
45677 035 

-8805250159 05 670 01-00 "U Mill Tailings Remedial Action Pro|ect, Radon Barrier 
Thickness Design Calculations '* 

* MorrSaon-Knudserv Engineers, Inc 80/04/06 152pp 45676 130 45676 292 

-0805250103 UMTRA-DQE/AL 050505 “Water Resources Protection Strategy tor Tall 
logs Disposal at Chenay Reservoir Disposal Slto," final addendum 
* Energy, Dept of 80/05/31 1 03 [>p, 45676 203-4567 7. 03 & 

8805250 179 Forwards.for concurrence, Mod M006 to Cooperatlvo Agreement DE FC04- 
83AL19464 between DOE & Stale of WY 

MEYERS, WC Enorgy, Dept ol 80/04/21 KNAPP, M Office ol Nuclear Material 
Safety & Safeguard soiree tor. 7pp 45686 217-45606 223 

6805260246 Forwards details ol DOE special studies ro proposed EPA groundwater 
protection stds.per discussion of 080429 meeting 

ARTHUR.WJ Energy, Dept of 08/05/24 LOHAUS.P- Division ol Low Level Waste 
Management & Decommissioning (Post 670413) 44pp 45GB0 277-45608.321, 

0805260264 Forwards OCRWM approval of NNWSI/ 98 9, Rov 0, "NNWSI QA Plan" 
Signature page signifying approval oncl 

SAGET.R P. Energy, Dopt. of 08/05/20 KENNEDY, J NRC - No Detailed Affiliation 
Given, GERTZ.C Energy, Dopt of, 3pp 45009 001 456 8B 003 

8805260272 Monthly ropt for Tasks I VI undor FIN A-1165 for Apr 1B88 concerning li- 
censing methodology assistance. 

ORTIZ, NR. Sandla National Laboratories F(N A-1165 00/65/15 GAISON.D Oper- 
ations Branch 30pp 45701 166 45701.165, 

880526Q361 Forwards Hr forwarding comments on NBS maintained document review 
data base prepared by C Petorson W/o end 

ALTO MARE, PM, Division ol High Levol Wasto Management (Post 870413). 88/05/ 
23 WHITING, A Affiliation Not Assigned Ip 45687.349-45607349 

8605260369 Forwards.for Info, listed high lave! waste documents, Including SECY-8B- 
039 A re quarterly progress rept on praficonsfng phase of DOE dvr ten hlgn level rad- 
waste mgt program, did 880510 W/o ends 

TANA.ET. Operations Branch 86/05/23 NRC - No Detailed Affiliation Given Ip 
4568 7.355- 4 560 7355 

8805260373 Advises that noed for Hydrology Section lead (or COSCP review oxercls© 
ended, closing TAG L60025 Author will bo general contacl for NNWSI team & assign 
representation on ad hoc basis depending on agenda 

CHERY.DL. Tachnlcal Review Branch TAC L60025. -88/05/24 LINEMAN, J J Oper- 
ations Branch Ip 45687.346-45607 346 

8805260379 Ack receipt of of Monthly Progress Rept #33 for April 1908, "Technical 
Assistance for Design Reviews," Work described satisfactory 
TANfOLfS.N.S Technical Review Branch FIN 01016 NRC-02-8S-002 00/05/23, 
HART.R ITASCA Consulting Group, Inc 2pp 45808,350*45680 359. 

8805268391 Requests extension of Task Order 007 undor Contract NRC 02-84 002 
through 880930 Extension necessary to complete unfinished subtasks 
BUCKLEY, JT Technical Review Branch FIN D-1004 NRC-02-84-OO2 88/05/24, 
MEEHAN.B Contract Administration Branch Ip. 45600:353-45698 353 

8805260395 Advises that Task Order 007 extended to allow completion of work in 
progress Requests that remaining funds from Task Orders 001-805 & 008 be de obli- 
gated. 

BUCKLEY, J.T Technical Review Branch. FIN D-1004 NRC-02-04-992 86/05/24 
DAVIS, E.N Program Management, Policy Development & Analysis Staff (Post 
670413) Ip 45692 223 45092 223 
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8805260398 Forwards “Observation Audit Rept for Joint DOE Headquarters/ DOE Rich 
land Audi! 8801 of BNWL* Metis ChafactercatJon Ctr" Purpose of audit is to Identify 
major concerns w/DOE program before start of major site characterization work 
YOUNGBLOOD.B J Operations Branch 88/05/24 STEIN, H Energy, Dept of Ip 
45702 018 45702 060 


0806010001 Forwards Commission paper re final EIS on Hanford defense wastes, '0-s 
posal of Hanford Defense High Levol,Transuranfc & Tank Wastes M No legal objec 
lions offered 

THOMPSON, HI Office of Nuclear Material Safety & Safeguards, Director 80/05/13 
ST ELLO.V Ofc of tho Executive Director for Operations 2pp 45787 279 45787 260 


**8805260401 Audit on 880222-20 of BNWL Malls Charactenzation Ctr 
V0LTURA.N Opera! ions Branch 88/05/24 23pp 45702 019 45702 060 

8805270002 Forwards details of monitor well & lysirneler const & Installation & "U Mill 
Tailings Remedial Action Project Soil Chemical Analysis, Geochemical Properties of 
Soil Samples from Lignite Processing Site Bowman^D," per 880516 request 
ARTHUR, WJ Energy, Dept of UMT/NRC/0508 60 08/05/25 LOHAUS.P Division 
of High Level Waste Management (Posl 870413) 1 lOpp 45690 206 45691 086 

**8805270004 "UMTRAP Soil Chemical Analysis, Geochemical Properties of of Soil Sam- 
ples from Lignite Processing Site Bowman, ND (0OWO1)," rept on lab analysis 
‘ Geotechnical Engineering Corp 87/10/06 27pp 45691 060 45691 006 

8805270010 Forwards "CNWRA Program Manager Periodic Rept on Activities of 
CNWRA for Fiscal Reporting Period 880416 0513,” PMPR 8B-8 Enel withheld 
LATZ,J E Center for Nuclear Waste Regulatory Analyses NRC 02-86-005 88/05/24 
BUNTING, JO Division of High Lovel Waste Management (Post 670413) Ip 
45692 335 45692 335 

8005270117 Forwards "Embankment Settlement Calculation No 07-730 00 UMTRA 
Project, Spook.WY " 

OLOHAM.JG MK Ferguson Co 60/05/24 JOGANNATH,B NRG - No Detailed Affifi 
ation Given 16pp 45692 319 45692 334 

8805270174 Forwards vicinity properties data mgt sys she summary repl, Apr 1980 Rept 
summarizes progress on milestone activities al all silos & comprised of outstanding 
milestone activities sheets 

MOORE, C Jacobs Engineering Group, Inc JGEB/JEG/O50B 0 68/06/ 16 

SOLLENBERGER.D , HEYER.R NRC No Detailed Affiliation Given GARCPA.J 
Energy, Dept of 72pp 45699 149 45699 220 

8605270232 Addl page entitled, ‘'Policy 1 ' to Ambrosia Lako.NM health physics monitor- 
ing plan 

MEYER.H R , RILEY, R MK-Ferguson Co 00/05/12 3pp 45696 223-45698 225 

0805270234 "Lakavlew.OR Health Physics Monitoring Plan” 

MEYER.HR MK Ferguson Co 08/05/12 3pp 45700 322-45700 324 

0005270238 Addl page entitled, "Policy" to Tuba City.AZ health physics monitoring plan 
MEYER.HR, RILEY, R MK-Ferguson Co 86/05/12 3pp 4569Q 229 4569B 231 

8805270263 “Riverton, WY Health Physics Monitoring Plan" 

MEYER.H R . RILEY.R MK-Ferguson Co 88/05/12 3pp 45700 116 45700 1 18 

8805270292 Forwards record of mooting notes for B7120B mooting re Joint UMTRA/ 
AML plans for cleanup of Spook Mino.WY Notes revlsod to Include NRC comments 
MANN.DE Energy, D apt of 80/05/23 GNUGNOLt.G , BiLHORN.S , GRIMM, J NRC 
- No Detailed Affiliation Given 2pp 45700 099 45700 104 

-8005270296 Summary of 671200 moating re joint UMTRA/AML plans for cleanup of 
Title 1 site at Spook, WY 

BANKS. E , BILHORN.S NRC No Detailed Affiliation Given 07/12/08 NRC - No Da- 
Iflilod Affiliation Givon 4pp 45700 101 45700 104 

0005270293 Waste Mgt Project Ofc interim change nollce to Rov 1 to QMP06 03, 
"Document Review/ Acceptance /Approval " 

4 Science Applications International Corp (formerly Science Applications, Inc) 08/ 
05/05 5pp 45700 256-45700 260 

0805270299 Forwards NNWSI project master list of controlled documonts, identifying 
version currenl as of 860509 Listing of document status should be used to verify that 
documents held for use currant & out of date mall not used for conduct of project 
SPAETH, ME Science Applications International Corp (formerly Science Applications, 
Inc) L00-RMD MDC 032 06/05/17 KENNEDY.J, NRC - No Dolaited Affiliation 
Given ANDRIST.L L , DAWSON, O M Science Apphcolions International Corp (for- 
merly Science Applications, Inc ) 20pp 45700,236-45700 255 


B0O60 10109 Forwards “Climates & Lakes of Death Valley Drainage Sys During Last 
Glacial Max" for info & comments W/o end 

CHERY.DL Technical Review Branch 68/05/24 KORNASIEWIGZ.R Waste Mary 
agoment Branch Ip 45711 347-45711 347 

0806010121 Responds to 880513 memo ro consultant appointments & renewals fa 
19aa,lnforrning that no plans made to renew current consultant appointment or Uute 
new appointments for 880701-090630 

BROWNING, fl C Division of High Lovol Waste Management (Posl 870413) 80/05' 
24 FUNCHES.J L Program Management, Policy Development & Analysis Staff {Poc-t 
870413) Ip 4571 1 351 45711359 

-8806010127 Requests for submission of completed forms specified fo make initial ap~ 
polntmont of consultant or to renew any current consultants 
FUNCHES.J L Program Management, Policy Development & Analysis Staff (Post 
870413) 88/05/13 BURNETT, R F Division of Safeguards & Transportation (Posl 
070413) CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Posl 
870729) BANGART.R L Division of Low Level Waste Management & Do com mss ion- 
ing (Post 670413) Bpp 45711 352 45/11 359 

8806010128 Toiwards Rev B to SANDB8 0201, "Excavation Investigations Stud/ Plan," 
for Study 8 3 115 15 Plan describes testing to bo performed In one shall 
STEIN, R Enorgy, Dept of 88/05/27 BROWN ING.R Division of High Lovel Waste 
Management (Post 070413) 3pp 45712 221-45712 323 

-8000010 130 Rev B to "Excavation Investigations Study Plan," for Sludy 83 1 151 5 
1 Sandia National Laboratories 08/05/27 lOIpp 45712 224-4 5712 323 

0806010133 Forwards Rev 1 to Study Plan 8 3 1 2 2 2, "Study Plan for Water Movement 
Test" for review & comment per agreement during 860507 08 NRC/DOE meeting 
STEIN,R Energy, Dopt of 68/05/27 BROWNING.R Division of High Level Waste 
Management (Post 070413) 3pp 45712 193-45712 220 

-0806010139 "Study Plan for Water Movement Tost," site characterization plan Study 
83122 

1 Los Alamos National Laboratory 80/05/27 25pp 45712 106 45712 220 

0800010136 Trip rept of 880425-20 attendance at INTRAVAL workshop in 
Barcolona.Spain ro cooperation botwoon modolors & oxponmentalists for purposed 
validating flow & transport models usod in assessment of underground roposilwios 
CODELL.R Operations Branch 08/05/27 YOUNGBLOOD, B J Operations Branch 
12pp 4571 2 163 45712 164 

8806010147 Forwards evaluation & rocommondation of Sys Support, Inc 860331 "Pro- 
posal to NRC for Technical Support In Performance Assessment Code Imptemenia 
lion " Proposal found to be fully satisfactory In meeting criteria NRC should not kind 
work 

BROWNING, RE Divisfon ol High Lovel Waste Management (Posl 670413) 89/05-/ 
27 PUNCHES, JL Program Management, Policy Development & Analysis Si-all (Post 
670413) 3pp 45712 150 45712 152 

0006010165 Responds to BB0602 Hr ro Interest In discussing DOE integral fasl roac-Coc 
[IFRj & closely coupled luel cycle Arrangements made for 880609 ro Initial meoing 
for discussion an IFR fuel cycle & waste handling concepts 
BROWNING.R E Division ol High Lovol Waste Managomonl (Posl 070413) 88/65/ 
27 JOHNSON.T R Argonne National Laboratory Ip 45710 072-45716 072 

0006010279 Forwards design drawings & Tech Specs provided 1o participants A observ- 
ers at 50% Title I design roviow for exploratory shaft facility at Yucca Mountain, NV In 
Henderson, NV on 880509-17 W/121 overslzo drawings 

STABLE IN, K Operations Branch 80/05/27 Document Control Branch (Document 
Control Desk) 2pp 45704 157*45704 206 


8605270308 Forwards Documanl Raviow 006 01 59, "Mod of Rock Mass Permeability 
in Zone Surrounding Shaft In Fractured Welded Tufl," per Contract NRC 02 05 002, 
"NRC Technical Assistance for Design Reviews " 

HART.R D ITASCA Consulting Group, Inc FIN D 1016 NRC 02-85-002 68/05/24 
TANIOUS.N NRC • No Detailed Affiliation Given 25pp 45700 124 45700 146 

eB0S3KH)43 Comments on LLL Monthly Mgt Ur 21 for Apr 1908 under FIN A 0297 Draft 
root on Amarillo Wichita uplift a associated structures received & distributed to appro- 
priate staff 

BLACKFORD, ME Technical Review Branch FIN A-Q297 £30/05/26 CHUNG, D H 
Lawrence Livermore National Laboratory 2pp 45700 051-45700,082 

8805310053 Forwards Rev 1 to "High Leva! Waste (HLW> Div Procedure for Conducting 
Observation Audits ol DOE HLW Repository Program OA Audits " 

KENNEDY.J Operations Branch 88/05/25 Operations Branch Ip 45700 065- 
45700 090 


-0806010284 Tech Spec FSSP-0201, "ES-1 & ES 2 Collar Installation, Div 2 
Sitework, Subdivision Site Preparation " 

MCKENZIE, J Fenix & Scisson, Inc B8/04/2G 5pp 45704 159 45704 163 

-0806010286 Tech Spec FS SP 0202, "Shaft Sinking, ES 1 Div 2 • Sitework, Subdivision 
- Site Preparation " 

MCKENZIE, J Fonlx & Scisson, Inc 00/04/26 7pp 45704 164-45704 170 

-0806010287 Tech Spec FS SP 0203, "Shaft Sinkmg.ES 2 Div 2 * Sitework SuMwision 
• Site Preparation " 

STANLEY.B T Fenix & Scisson, Inc 00/04/26 6pp 45704 171 45704 176 

-8606010289 Tech Spoc FS-SP-0204, "Excavation for Sletlons, Drifts & Alcoves Drv ?• 
Sitework Subdivision Site Preparation " 

STANLEY.B T Fenix & Scisson, Inc 00/04/26 7pp 45704,177 45704,183 


-8005310095 Rov 1 to "High Level Waste (HLW) Div Procedure for Conducting Obsc 
vation Audits of DOE HLW Repository Program QA Audils " 

• Division of High Lovel Waste Management (Post 870413), £30/05/25 13p 
45700 086 45700 098 


-8006010291 Tech Spoc FS SP 0205, "Controlled Blasting Div 2 Sitework, Subdivision 
Tunneling 11 

MCKENZIt.J Fenix & Scisson, tnc 88/04/26 16pp 45704,184 45704 199 


8005310066 Forwards rept of ACRS Subcommittee on Waste Mgt re NRC comments on 
DOE consultation draft site characterization plan for Yucca Mountain, Nevada site Rept 
provided during 800505 07 337th meeting 

FRALEY, R F ACRS - Advisory Committeo on Reactor Safeguards 06/05/ 1 1 
STELLO.V Ofc of the Executive Director for Operations 6pp 45660 112 45668 116 


0805310142 Waste Mgt Project Ofc (WMPO) OA program planjncludmg Rev 1 to Qual 
ity Mgt Procedure QMP-01 Ol , "WMPO Organization" & Rov 0 to QMP-05-02, "Prepa 
ration & Control of Branch Technical Procedures " 

‘Energy, Depl of. 80/05/27 74 pp 45732 023-45732 096 


8005310180 NNWSI QA program plan interim change noil cos ,inc Judin q 033 NWMP P 
16 0,' Corrective Action ’’ 

DRQNKERS.J, Lawrence Livermore National Laboratory 68/05/25 4pp, 45742 123- 


-0BO6O1O294 Tech Spoc FS-SP0301, "Forms.Shaft Liner Division 5 - 

Motals.Subdivision - Structural Steel " 

SMITH.B Fenix & Scisson, Inc 88/04/26 5pp 45704 200-45704 204 

**8806010297 Tech Spec FS SP 0303, "Cast In Place Concrete Division 3 - 
Concrole.Subdivislon - Cast in Place Concrete " 

MCKEWON.T , SMITH.B Fenix & Scisson, Inc 80/04/26 6pp 45704 205 45704210 

-0006010298 Tech Spec FS SP 0307, "Shotcroto.Dlv 3 - Concrete, Subdivision - Cast 
in Place Concrete " 

* Fenix & Scisson, Inc 88/04/26 4pp 45704 211 45704 214 

-0806010299 Tech Spec FS SP-0300, "Shaft Liner Concrete ,Div 3 * 

Concrete, Subdivision - Cast In Place Concrete " 

* Fenix & Scisson, Inc 8B/04/26 6pp 45704 215 45704 220 
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-860601030-0 Tech Spec FSSP-0501, "Structural Steel, Div 5 Metals, Subdivision- * 
Stivctural rnetal Framing " 

MCKEWON.T , SMITH ,8 Tenx & Scisson, Inc 68/04/26 5pp 45704,221-45704 225 

“0805810301 Tech Spec FSSP-0901, "Painting, Oiv 9 - Finishes, Subdivision * Paint 
ing" 

MCKEWON.T, SMITH ,B Fenix & Sclsson, Inc 08/04/26 3pp 45704 226 45704 228 

-5806l>t0302 Tech Spec FS-SP 0504, "Welding.Oiv 5 - Metals. Subdivision - Welding ” 
MCKEWON.T , SMItH.B Fenix & Scisson, Inc 08/04/26 5pp 45704 229 45704 239 

--8 80601 0304 Tech Spec FSSP-1105, "Drill Jumbo, Div 11 Equipment, Subdivision - 
Mamt Equipment " 

MCKEN2IE.J Fenix & Scisson, Inc 60/04/26 4pp 45704 234-45704 237 

“6806010305 Tech Spec FSSP-1106, "LHD Vehicles (Lease), Div 14 - Conveying 
Sys.Subdfvlslon - Mail Handling Sys " 

MCKEWON ,T , SMITH.Q Fcnix & Scisson, Inc 68/04/26 5pp 45704 238-45704 242 


“9806010306 Tech Spec FSSP-1107, "Mine Svc Vehicle, Oiv 
Sys.Subdmsion - Mall Handling " 

* Fenlx & Scisson, Inc 06/04/26 4pp 45704 243 45704 246 

14 

Conveying 

“8806010307 Tech Spoc FS SP-1403, "ES 1 Hoadframo.Oiv 
Sy ^Subdivision * Scaffolding " 

* Fenlx & Scisson, Inc 66/04/26 6pp 45704 247 45704 252 

14 - 

Conveying 

“9006010308 Toch Spec FS SP-1404, "ES-2 Headframe Oiv 
Sy ^Subdivision - Scaffolding M 

’ Femx & Scisson, Inc 00/04/26 5pp 45704 253 45704 257 

14 ■ 

■ Conveying 


“3808010309 Tech Spec FS SP-1407, "ES-1 Shaft Sinking Deck, Div 5 - 

Matals.Subdi vision - Structural Steel" 

UCKEWONJ , SMITH, B Fenlx & Scisson, Inc 00/04/26 5pp 45704 258 45704 262 


“8806060011 Discusses preparation for upcoming shaft location mealing. w/ DOE NRC 
has raised three objections re exploratory shaft facility design shaft 
local ions, poriel ration Into Calico Hills formation & lack ot ESF conceptual design 
BALLARD, R Technical Review Branch 88/05/24 BROOKS.D, CHERRY, D , 

CO PLAN ,S NRC - No Detailed Affiliation Given 4pp 45769 299 45769 302 

0BOCQ6OQ27 Forwards "Audit Observation Rept for NNWSI Audit 88 0-3 of USGS '■ Staff 
has concluded that effectiveness & completeness of audit Insufficient to ensure that 
USGS QA program being proparty implemented 

YOUNGBLOOD, B J Operations Branch 88/05/31 STEIN, R Energy, Dept ol 2pp 
45766001-45766 015 

“8006050056 09-03 “Audit Observation Rept for NNWSI Protect Audit 80-03 of USGS " 
IBRAHlM.AB Technical Review Branch DUNCAN.A B , HOLONICH.J Operations 
Branch 88/05/23 13pp 45766 003 45766 015 

860606021 3 Forwards States/Tribes rept for Oct 1907 to May 1980 & final agenda for 
860606 OB meetings Agenda developed to Include many important topics of current 
pertinence to UMTFtA project site 

ARTHUR, WJ Energy, Dopt of 08/05/31 SMITH, B , HAWKINS.E Uranium Recovery 
Field Ofc, H4 FLIEGEL.M NRC - No Dotallod Aflillation Given lOpp 45770 005 
45770 014 

6806060216 Forwards comments on 'Technical Assls lance in Geochemistry," Apr 1900 
monthly progress rept Progress to dafo satisfactory 

BROOKS.D J Technical Review Branch FIN B-0207 NRC-50-19 03 01 88/06/02 
KELMERS.AD Oak Ridge National laboratory 2pp 45779 125-45779 126 

8806060238 Submits addendum to Communication 1B1, listing assumptions Inherent in 
description of groundwater flow sys presented in consultation draft SCPJmportant as- 
sumption ro DOE rept by Szymanskl,not previously Included, ad dressed 
WILLIAMS.RE Williams & Associates FIN D-1020 NRC 02 85 OOB BB/06/02 
POHLE.J Division of Waste Management (Pro 070413) 3pp 45787 £58-45767 260 


“8606010310 Tech Spec FSSP-1408, "ES-l Conveyance, Div 14 - Conveying Sys 
Lilts.Spec A - Sinking Convoy a nee, Spec B - Permanent Conveyance ” 

MCKENZIE, J Femx & Scisson, Inc 86/04/26 5pp 45704 263 45704 267 

-8806010311 Tech Spec FS-SP 1411, "ES-2 Conveyance, Div 14 - Conveying 
Sys, Subdivision - Transportation Sys" 

* Fenlx & Scisson, Inc 88/04/26 4pp 45704 268-45704 271 

-B806010312 Tech Spec FSSP-1409, "ES 2 Muck loading Sys, Div 14 - Conveying 
Sys, Subdivision - Malls Handling Sys " 

‘ Fenlx & Scisson, Inc 88/04/26 5pp 45704 272 45704 276 

“8606010313 Tech Spec TS SP-1501, "Pipe & FittlnQS.Div 15 - Mechanical, Subdivision 
Basic Malls & Methods " 

MCKEWON.T, SMI TH.B Fenlx & Scisson, Inc 00/04/26 5pp 45704*277-45704 201, 

-8806010314 Toch Spec FS-SP-1507, "Valves all Typos, Div 15 Mechanical, Subdivi- 
sion - Basic Mechanical Mails & Mothods " 

BARTO.L Femx & Scisson, Inc 08/04/26. 4pp 45704 282-45704 200 

$606020171 Discusses transportation of Riverton U mill tailings from inactive Susque- 
hanna Western (J mill failings site 

* Energy, Dept of 86/05/27 Ip 45733 318 45733 310 

6806020164 Press release announcing DOE 080601 mooting In Falls City.TX to discuss 
tailings cloanup at U processing site 
' Energy* Dept of QQ/05/25 Ip 45733 336 45733 336 

8B06020193 Extends Invitation to attend 800000 Green Rivor site prooperational review 
1 nAI barque rque Draft agenda indicating subl to be covorod during roviow oncl 
ARTHUR, WJ Enorgy, Dept of 80/05/25 LOHAUS.P Division of Lew Level Waste 
Management & Decommissioning (Post 070413) 2pp 45733 307-45733 300 

0806020291 Ack receipt of rept summarizing activities (or Apr Representative requested 
lor B606O2 mooting In Rockville, MD to discuss future work to bo performed under 
contract 

PESHEL.JJ Technical Review Branch FIN A 1755 80/06/02 QRT12.NR Sandla 
National Laboratories Ip 45733 316 45733 316 

680$0 30070 Forwards notice of 860623 & 0629 30 NRC/ DOE technical/ programmatic 
meetings re NRC high level mgt programmer 840827 FR notice 
YOUNGBLOOD, B J. Operations Branch 8B/06/06 Affiliation Not Assigned 2pp 
45734 045-45734 046 

8606039121 Forwards proprietary "Wa9to Form Certllication Program Rept I PMC 
Binder Chemistry," inadvertently omitted from 0B0S27 submittal Proprietary ropt with- 
held 

RYAN.MT Chem-Nucloar Systems, Inc RA 0320 0 88/06/01 TOKAR.M Technical 
Branch 4pp 45737 147-45737 157 

-B806030127 Outlines plan for revs of topical ropts on solidification waste forms Tables 
end provide update ol how previously submitted data reorganized & schedule of ad- 
denda submittals Foe paid 

RYAN.MT Chem-Nucloar Systems, Inc RA-0315 0 QB/05/27 TOKAR.M Technical 
Branch. 7pp. 45737*151 45737*157 

$606030264 Forwards DOE weekly repts for wk9 ending QB0429 & 0513 re NNWSI 
weekly h/ghlrghts 

PRESTHOLTTp.T NRC - No Detailed Affiliation Given 88/05/31 UNEHAN.J J Oper- 
ations Branch lOpp 45752 273 45752 202 

$6060302*2 Forwards Rev D to UMTRA-DOE/Al 050601. “Vicinity Properties Mgt & 
Implementation Manual ” 

ARTHUR, W J Energy, Dept of 80/05/26 SOLLENBERGER.D NRC - No Detailed 
Aflill alien Given 4pp 45747 044-45746 034 

-00&&O3Q297 Rev D to UMTRA-DOE/AL-050601, "Vicinity Properties Mgt & Implomen 
lalion Manual " 

' Energy, Dept of 08/03/31, 345pp 45747 046 45740 034 

8$066$OQQ7 Discusses reason (or dofernng request for addl Info re shaft flooding 
Issues Author will pursue requests for addl info when concerns w/shaft const & sup 
pod needed for evaluation are better focused 

CHERY.D L. Technical Review Branch 88/05/24 STABLEIN.K Operations Branch 
Ip 45769 298-45769 302 


8006060243 Advises that team from Wasto Mgl Project Ofc will conduct QA Audit 60-4 
of USGS QA program plan & quality relatod activities on 880609-17 
BLAYLOCK.J Energy, Dept Of 00/05/26 HAYES, L R Interior, Dopt of, Geological 
Survoy 3pp 45779110 45779 112 

0608080257 Provides results of evaluation to QA Audit 8001 of selected Pacific North 
west Lab activities 

SAGET.RP Energy, Depl of, 00-QAD 01.2 08/05/27 Bat telle Memo rial I natiluto, Pa 
ciflc Northwest Laboratory 2pp 45769 281 45769 202 

0606070061 Forwards concerns re design of proposed exploratory shall facility ai 
Yucca Mountain 

LOUX.R R. Nevada, State of 88/05/31, GERTZ.C P Energy, Dopt of 5pp 
45764 100-45764 194. 

$006070005 Comments on Apr 1900 monthly rept (or FIN A-1 185 Info on ^sources ox 
ponded & percent completion still needs to bn provided as roquosled In NRC 880504 
ffr 

GALSON.D A Operations Branch FtN A 1 165 80/06/06 ORTIZ, N R Sandia Nation 
al Laboratories 2pp 45764 217-45764 21 B 

0806070071 Comments on Apr 1900 monthly progress ropt under Contract NRC 02-84 
002 Contents fulfilled requirements of contract 

BUCKLEY .JT, Technical Roviow Branch FIN D 1004 NRC-02 84 002 08/06/04 
SINGH.MM Englnoors International, Inc 2pp 45764 219 45764 220 

$806070090 Requests comment on Pago 3 of Sandla Ropt SAND87-2073, "Addl Under- 
ground Tost Data Required for Yucca Mountain " & review ol DO I ropt “Reported 
Effects of Selected Earthquakes in Westoin North American " por Task 2, FIN A- 
0297 

BLACKFORD.ME Technical Reviow Branch FIN A-0297 86/06/06 CHUNG, DH 
Lawrence Livermore National Laboratory 2pp 4 5787 074 45707 075 

9B06070312 Monthly Progress Ltr 49 for Apr 1988 lor Contract NRC 02 04 001 
FANNQN.M M Weston Goophyslcat Corp FIN D-1003 WGC01531 06/05/31 

IBRAHIM, A Technical Review Branch Ip 45779 152 45779 152 

9006070327 Forwards OCR WM consolidated audit schedule for Juno 1000 
SAGET.P Energy, Dept, of 80/06/02 KENNEDY.J NRC - No Detailed Affiliation 
Given 4pp 45776 20Q 45778 201 

8006070386 Forwards document rovlews.lncludlng review of "First Survey Disruption 
Scenarios for High Level Repository ot Yucca Mountain.NV" by B Ross of Sandla for 
DOE 

WILLIAMS, RE Williams & Associates FIN 0 1020. NRC 02-05-008 88/05/31 

POHLE,J. Division of Waste Management (Pro 070413) 32pp 45774 1B9-46774 220 

880607 0390 Forwards DOE rept (or wk ending 800520 Topics discussed include site 
characterization plan .sign II leant accomptishments/lnlo Items 6. upcoming events 
PRESTHOLT.P.T NRC * No Dololled Affiliation Glvon 88/06/01 UNEHAN.J J Oper- 
ations Branch 5pp 45770 024 45770.028 

6806070397 Forwards K Chang comments on periodic ropt on activities of clr for 
0BO41 6 Q513 Emphasis of review directed toward Item 6, "FnglnoorocJ Barrier Sys" & 
Item 9, ‘ Repository Design, Const & Operations " 

PEARRINGJ Technical Review Branch 00/06/07. FORTUNA.S Systems Engineer- 
ing 3. Evaluation Branch. Ip 45776 238 457/6 239 

--0BO6O8OQ15 Comments on periodic rept on activities of ctr for 689416-0513 Offers no 
objection lo use of FORTRAN for input/ output in CONVO if change basod on whefh 
or such change will improve machme/user interact ion 

CHANG.K C NRC - No Detailnd Affiliation Given 08/06/07 PEARRING.JR NRC - 
No Petal lad Affiliation Given Ip. 45776 239 45776 239. 

8806070411 Responds la 671221 Hr ro 10CFR61 waste solidification topical rept Waste 
formulations tested & reported In topical rept loaded w/ borates 
PH1LLIPS.WS Slock Equipment Co. 68/05/31 TOKAR.M Technical Branch 5pp. 
4 5706 339-45787 033 

-8702180230 Requests waiver of fees for roviow of Topical Rept SRS 001. submitted in 
1 979, per N RC 86 1 1 1 0 memo 

WOODRUFF.DD Stock Equipmont Co 07/01/02 HOLLOWAY, CJ License Fee 
Management Branch (861123-870413) Ip, 45786 344 45786344 
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-8B06070417 Forwards B60917 Itr sent to PC Williams slating why tees due for review 
of Topical Rept SRS 001 ft responding specifically to 860002 Itr Invoice 
E0975 .including principal, interest & penalty charges through 861219 end 
HOLLOWAY.CJ License Fee Management Branch (061123 870413) 86/ 12/05 
POLENICK.J A Stock Equipment Co Ip 45786 345 45786 345 

-0702180253 Requests review ol draft reg guide on low Jevo! waste form stability Draft 
would provide stability of low level radwaste forms per 10CFR61 
SHAO.LC Division of Engineering Safety {860720*070413) 86/11/10 

BROWNING, RE Division of Waste Management (Pre 070413) 3pp 45786 346- 
457BB.348 

—8806080072 Discusses binding of boric acid to Ion exchange resins & testing per- 
formed by STOCK Equipment Co Worst case of waste steam identified was mixed bed 
of resins heavily loaded w/ bone acid 

PHILLIPS, WS Stock Equipment Co 07/02/16 PETERSON.CH NRG - No Detailed 
Affiliation- Given 4pp 45786 349 45706 349 

-0806080099 Informs that all waste streams w/oxception of mixed bed resins have 
peon successfully completed Initial tests w/ mixed bad resins passed all tost criteria 
except immersion test 

MILLER.O J Stock Equipment Co 85/07/12 JOHNSON.T. Division of Fuel Cycle & 
Material Safely {Pre 07041 3) Ip 45786 359 45786 359 

-8806080103 Informs that noted responses ft resolutions to Comments 1,2 A 4 
correct Comment 3 which involved use of test data at 50% solids content for qualify' 
Inn same stream at 30% solid content should be clarified 

JOHNSON, TC Engineering Branch (831001*870413) 84/08/17 MILLER, D J Stock 
Equipment Co Ip 4 5786 360-45786 360 

-8806080106 Documents & venfies Info transmitted during B40726 telcon between T 
Johnson of NRC 8 listed individuals ra 10CFR61 waste form verification testing 
program List of questions & comments desenbod by program review group provided 
MILLER, D J Stock Equipment Co 34/07/31 JOHNSOtf.T Division of Fuel Cycle & 
Material Safety (Pre 870413) 3pp 45787 001-45707 016 

-8701210368 Requests payment of fee for 661205 request for review & approval of 
topical ropt Related info end 

WEISS ,0 License Fee Management Branch (861123 870413) 87/01/12 

PH1VAIPS.VJ S Stock Equipment Co 2pp 46787 017-45787 033 

8806080027 Forwards "Sys Approach to Developing ft Implementing High Level Waste 
Licensing Process," by R Adler.W Patrick ft A Whiting taken from abstract of presen- 
tation to A NS 1988 annual meelfng.per R Pierce 880526 Itr re activities 
PATRICK ,W G Centor for Nuclear Waste Regulatory Analyses 88/06/02 
PHILLIPS, F.J Mostey, Wells, Johnson & Rutlum, PC 4pp 45784,105 45784 108 

8806080030 "Lab Evaluation, of DOE Radionuclide Solubility Data & Selected Retards 
lion Parameters, Experimental Strategies, Lab Techniques ft Procedures," monthly 
progress rept tor Apr 1 988 

■ Oak Ridge National Laboratory FIN B 0290 68/05/ 12 NRC - No Delated Affiliation 
Given. 2pp 45774 356-45774 360 

8806080054 Forwards waste mgl project ofc QA Std Deficiency Repts 132* 140 from 
Audit 88 3 of USGS/ Menlo Park.CA support of NNWSI projocUor response back to 
ofc within 20 working days 

0LAYL0CK.J. Energy, Dept of 08/05/26 HAYESJ. R Interior, Dept, of, Geological 
Survey 2pp 45801 001 45801 020 

—8806000001 Package of DOE wasle mat project ofc Sid Deficiency Ropts 132-140 
THOMPSON, L M„ CALDWELL Energy, Dept of 88/05/23 24pp 45801 003* 
45801 020. 

6806080 100 Forwards Vol 4 to NUREG/CR 4735, “Evaluation ft Compilation of DOE 
Waste Package Tost Data," fourth biannual roptW/o oncl 

INTERRANTE.C G Commerce, Dept of, National Bureau of Standards FIN A 4171 
88/06/01 ► PETERSON.C Technical Review Branch tp 45781 196 45781 196 

8806080390 Summarizes author 000517 tnp to Baltimore.MD to attend Spring 1986 
meeting of American Geophysical Union to further knowledge re seismology, 
BLACKFORD, M E Technical Review Branch OD/OS/03 BALLARD, RL. Technical 
Review Branch 6pp 45787:140-45767 153 

8806090016 Summarizes 880518-19 visit to Washlnglon.DC ro LSSAC meoting to 
review revs of 10CFR2,Subpart J & to initiate dlscussFons of remainder ol Subpart J. 
KALMAN, K L Systems Engineering & Evaluation Branch, FfN 0-1 05 S, 08/08/06 
BROWNING, RE Division of High Level Waste Management (Post 070413) 2pp 
45805 050 45805 051 

6806090021 Forwards comments on review of ’“Development of Riprap Design Criteria 
by Riprap Testing in Flumes Phase II," by S Abt Most serious problem w/ropt fs spec 
of parameters used In riprap design methodology In Chapter 7 
COPLAN, S Operations Branch 09/06/06 STARMER,RJ Technical Branch 3pp 
46801 300-45001 310 

8806090119 Forwards comments on draft generic technical poshion, "Guidance for Do- 
termination of Anticipated Processes & Events & Unanticipated Processes ft Events " 
LOUX.RR Nevada, State of B8/06/Q2, BALLARD, R L Technical Revlaw Branch. 
33pp. 45601,091-45601 123 

8806090144 Forwards Info re approach being usad to advance development of program 
architecture ft program architecture support sya, in accordance w/ contractual agree- 
ments & waste ays engineering & integration operations plan 
LATZ,J E Center for Nuclear Waste Regulatory Analyses 88/06/00 8 UNTING, J.O 
Systems Engineering & Evaluation Branch Gpp 45794 092*45794 , 097 

8800090224 Forwards Parts t & II to Proposal P-940, "Technical Assistance for In Situ 
Testing " 

HUCK.PJ. Engineers International. Inc FIN D 1004, NRC 02-84-002 88/06/04. 
BUCKLEY, JT. Office of Nuclear Material Safety & Safeguard s.Dlrector 1o 
45797 001-45797:027. 

-8806090233 Part I Technical Approach. "Technical Assistance for In Situ Testing ” 

• Engineers International, Inc FIN D-1O04 NRC-02-84-002. 08/06/06 13np 
45797.002-45797 014. 1 H 

-0806090234 Part II Cost Estimate, ‘Technical Assistance for In Situ Testing * J 
' Engineers International, Inc FIN D-1004. NRC 02 84 002 60/06/08 13 dd, 
45797 015-45797 027 


8806090260 Forwards supporting documents In response to 800420 Itr & 8S0421 
meeting Enel responses provide info to close issues of radon /in filiation mail 
testing, site groundwater geochemical conditions & geochemical amenda/lmers 
ARTHUR, WJ Energy, Dept of 08/06/08 LOHAUS.P Division of Low Level Waits 
Management & Decommissioning (Post 870413) 19pp 45798 293 45798335 

-8808090271 “Redox State of the Cedar Mountain Formallon Aquifer Green River 
UMTRA Sito.Ulah ” 

* Energy, Dept of 80/06/30 24pp 45790 312-45798'335 

6806090297 Summarizes trip during 800222 26 to view & sample hydrogenlc dosposrti 
in Yucca Mountain, NV Trip afforded investigators first opportunity lo view depo&ts. 
undor investigation 

ABRAMS,C E Technical Review Branch 88/06/00 BALLARD, R L Technical Re new 
Branch 13pp 45794 098 45794 110 

8806090311 Trip rept of 880515*18 visit to Atlanta, G A re inti conference on fluid flcwm 
fractured rocks Detailed list of groundwater publications by Umv of Waterloo staff ft 
students end Publications have potential relevance to NRC 
COLEMAN.NM Technical Review Branch 88/06/08 BALLARD, R Technical Re vww 
Branch 43pp 45001 345 45002 027 

6006090321 Summarizes 880407 08 Conference of Southeastern Section of Geological 
Society of America In Columbia.SC List of abstracts presented end 
MCCONNELL.K I , ABRAMS.C E Technical Review Branch 88/06/06 BALLARD.RL 
Technical Review Branch 1 1pp 45803 265 45803 275 

0006090324 Forwards notice of upcoming meetings re NRC high level waste mgl pro- 
gram per 04OO27 FR notice Sub] notice will flat both tentative ft firmly ostaWsned 
meetings between NRC ft DOE ft will be updated weekly 

YOUNGBLOOD.B J Operations Branch 80/06/13 NRC - No Detailed Affiiiaboo 
Given 2pp 4570B231-4579B'232 

0806100203 “Coupled Thermal Hydrological Mechanical Assessments ft Site Character- 
ization Activities for Geologic Repositories,” monthly rept for May 1900 
ORTIZ.NR Sandia National Laboratories FJNA-1755 88/06/15 PESHEL.J Division 
of High Level Waste Management {Post 870413) 3pp 45814 202*45814 264 

0806190264 Submits second announcement re 601005 07 workshop on artificial clay 
barriers tor high level radwaste repositories In Lund, Sweden, 

CHAMNEY P L Organization for Economic Cooperation ft Developmenl (Paris), 88/067 
03 Organization for Economic Cooperation ft Development (Paris) Opp 45818009 
45018-016 

6606100296 Expresses appreciation for participation In performance assessment codes 
pane) during DOE 10th Annual Conference on 800030 0901 in Do nvor.CO Purpose of 
panel Is to enhance & extend session dialogue re performance assessment codes 
RODGERS, AD Idaho National Engineering Laboratory 88/06/01 KENNEDY, WE 
Battello Memorial Institute, Pacific Northwest Laboratory, 2pp 45017 290 45817 201 

6606100299 Summary ol Steering Committee for Nuclear Enorgy Radwaste Mgl Com 
mlllOQ 10 Session on 880329-31 In Paris, Franco 

* Organization for Economic Cooporatlon & Development (Paris) CB/0S/25, Orgamra- 
tion for Economic Cooperation A Development (Paris) 15pp 45916 177-45916 191 

8606130050 Forwards rovs to QA manual 

NUNES.HP Los Alamos National Laboratory 00/06/06 KENNEDY, J NRC - No De- 
tailed Affiliation Given BLAYLOCK, J. Energy, Dept of FUENTES.R Texas, UnM ol, 
El Paso, TX. 3pp 45775 063-45775 ICO. 

-8606060047 Revs to "QA Documents for NNWSI M 

* Los Alamos National Laboratory 88/06/00 9Bpp 45775 006*45775. 100 

C0O613O277 Forwards DOE weekly ropt for wk ending B80527 
PRESTHOLT.PT NRC - No Detailed Affiliation Given. 08/08/10 LINEHAN.J J Oper- 
ations Branch. 6pp 45002 108 45802‘113 

8006130201 Advisos that PP Brooks designated project manager for FIN A-1 l&B.cffec- 
Wo CQ0701 

BROWNING.RE Division of High Level Waste Management (Post 670413) FIN 
1165 00/06/09. FLINCHES, JL Program Management, Policy Development & Anaty- 
sis Staff (Post 870413) Ip 45799 1 1?-45799‘1 17 

0006130296 Forwards maps showing location, depth, use ft sampling program of series 
of proposed boreholes to be drfllod as part of DOE site characterization program ft 111 
from R Loux describing State of NY proposed drilling program. 

PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. 88/06/10 LINEHAN.J J Oper- 
atlons Branch 36pp 46799 206-45799 241 

0806130303 Requests comments on oncl draft groundwater glossary before transmittal 
to full committee, Comments requested by 800701 Comments not received by due 
date will bo assumed to bo In concurrence w/daclsion to send glossary forward 
DEE,N. Environmental Protection Agency 88/00/06. Interagency Advisory Committee 
onWatorOata 48pp 45790 132*45709:179 

8006130316 NNWSI QA program plan.consistinn of flov 1 to 033-NNWSI-P 11 tO, Nu 
clear Waste Mgt Program NNWSI Project Tosi Plan Prototype Engineered Barntff 
Design Testing Horizontal Emplacement/ 1 

RAMIRE2.A L , GLASSLEY.W E , SHORT, D Lawrence Livermore National Laboratory 
08/03/21. 39pp 45821 070-45621 108 

B0O61 30324 Forwards review comments on NRC generic technical position, '’Guidance 
for Determination of Anticipated Processes ft Events ft Unanticipated Processes ft 
Events " per Work Directive 16 .Task Order 2, under Agreement NRC-02 65 004 
WELDIN,R D Interior, Dept of, Bureau of Mines. FIN D-1018 NRC-02-05 004. WW 
10. A0RAMS.C NRC - No Detailed Affillallon Given 2pp, 45010 335 45810 336 

8806130330 Invites parttcipotion in three project update meetings re commercial Hftn 
ford low level radwaste disposal facility on 800030,0004 ft 0908 in Alexardfia.VA.Safi 
Francisco, CA ft Seattle, WA.respectivoly, to review contractor progress 
POWER, M S, Washington, State of 80/06/06 N USS8 A UM ER,D, A . Assistant Oireclor 
for State Agreements Program 13pp 45818 201-45618,293 

8806130376 “Lab Evaluation of DOE Radionuclide Solubility Data ft Selected Relarda 
lion Parameters," progress rept for May 1988 

MEYER, R E Oak Ridge National Laboratory FIN 0 0290 88/06/07. BRAOBURY.JW 
Office of Nuclear Material Safety & Safeguards, Director, 4pp 45810 296-45618 299 
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8806140009 Forwards "U Mill Tailings Remedial Action Integrated Monthly Vicinity Prop- 
erty Progress Root for Apr 1908 " 

HQLDERNESS J W Jacobs Engineering Group, Inc 80/06/09 ARTHUR, WJ Energy, 
Oepl of 2pp 45826 332.45826 350 

-'80O614OO13 "U Mill Tailings Remedial Action Integrated Monthly Vicinity Property 
Progress Rept for Apr 1908 " 

PINKEL.L Energy, Dept of 80/04/30 35pp 45826 324-45826 35B 

0906140040 Summary notes from Joint Nuclear Waste Board/Nuclear Waste Advisory 
Council 880407 meeting re final EIS of disposal of Hanford defense wastes 
BISHOP ,W Washington, State of 08/04/07 Washington, State of 3pp 45B21 243. 
45821 245 

8806140051 Agenda for Nuclear Waste Board QBO017 regular meeting In Laoey.WA to 
discuss listed subjs 

1 Washington, State of 8B/06/17 Washington, State of Ip 45021 213 45821 213 

8806140062 Press release announcing State Nuclear Waste Board & Nuclear Advisory 
Council 680616 info meeting in Lacey, WA to discuss Hanford defense waste cleanup 
GILLILAND, J Washington, Slate of 80/06/07 Ip 45819 186-45819 166 

8306H0069 Agenda for Joint Nuclear Waste Board & Nuclear Waste Advisory Council 
B60616 meeting re Hanford defense waste cleanup plan 

BISHOP, W A Washington, Stato of Q8/06/1Q Washington, State of, Ip 45B21 249 
45821.249 

0806140093 Agenda for Nuclear Waste Advisory Council meeting on 060617 In 
Lacey, WA to discuss listed sub]s 

* Washington. State of 0B/O6/17 Washington, Stato of. Ip 45821 214-45621 214 

6806140170 Summary notes of Nuclear Waste Advisory Council meeting on 080407 re 
Hanford defense wa9te cleanup funding 

' Washington, State of 80/04/07 Washington, State of. 4pp 45816 143 45019 146, 

8606140257 Waste Mgl Project Ofc (WMPO) QA Procedures .Including Rov 1 to QMP 
01 01, “WMPO Organization," Rov 0 to QMP-OI-oa/’Stop Work," Rev 0 to OMP 02- 
01, Indoctrination & Training,*' & Rev 0 to QMP 03 01, "Peer Review'' 

' Science Applications International Corp (formerly Science Applications, Inc ) 09/ 
05/27 1 tpp 45031 075 45831 085 

8606140469 Discusses work to be performed under “Technical Assistance for Design 
Reviews” Task Order OOt.re verbal approval given to recipient to attend listed 
meetings Actions taken considered to bo within scopo of current contract 
TANIOUS.NS Technical Review Branch FIN D-1010 NRC 02 85-002. 06/06/13 
HART.R ITASCA Consulting Group, Inc 2p p 45031 02Q-45B3 1029 

8806150339 Summary of 880513 mgt meeting w/DOE re high level waste repository 
program 

YOUNG BLOOD.B J Operations Branch 80/06/10 THOMPSONS L Offico of Nucle- 
ar Material Safety & Safeguards, Director 2pp 45847:145 45047 146 

8806150356 Comments on "Guidance for Completion of Yucca Mountain Sito Choree 
tenzation Plan (SCP) " Issue closure methodology should recognize need tor NRC 
consideration In determining when sufficient tostlng completed 
YOUNGBLOOD, B J Operations Branch 00/06/13 STEIN, R Energy, Dept of 2pp 
45S35 1 276-45035 276 

6800160425 Forwards list of current UMTRA State/Tribos contacts, per NRC request 
during recent meeting In Albuquerquo Understands that NRC will sqnd all fulura slto 
specific UMTRA correspondence to affected State/Trlbo contact 
ARTHUR, WJ Energy, Dept of UMT/NRC/OGBB-4 08/06/13, LOHAUS.P. Division of 
low Level Waste Management & Decommissioning (Post 070413), 3pp 45040 158- 
45840,160 

6B0616044B Forwards comments on "Evaluation & Compilation of DOE Waste Package 
Test Data," monthly Ur rept for Apr 1900 Actions resulting from Itr considered to bo 
within scopo of FIN A 4171 No changes In coats or delivery authorized 
PETER SON, C H Technical Review Branch FIN A 4171 80/06/16 

INTERRANTE.CG Commerce, Dept of, National Bureau of Standards. 25pp. 
45840 293 45840 317 

8806160450 Provides clarification of 800420 memo on exploratory shaft 
location Although rogulatary considerations do not specifically require such surveys 
prior to sinking of shafts.survays may provide Info ro potential problems 
IBRAHIM.A K Technical Review Branch 80/06/14 STABLEIN.K Operations Branch, 
Ip 45041 259-46041 259. 

5800160453 Discusses mods to CNWRA FY89 statement of work for performance 
assessment, per 880607 request Ctr will assume program for computer code malnt & 
configuration mgl developed by Sandia 

COPLAN.S M Operations Branch 80/06/15 ALTOMARE.PM Offices of Nuclear Ma 
tonal Safety & Safeguards, Director 2pp 45841 358 45841 359 

B&JJJ21OO80 Forwards trip rept for J Daemon participation In 680606 00 Exploratory 
Shaft Facility Title 1 50% Design Review comment resolution session Ropt withheld 
HART.RO ITASCA Consulting Group, Inc FIN D'1016 NRC 02 65 002 80/00/15 
TANlOUS.N. NRC - No Detailed Affiliation Given 4pp 45913 356 45913 359 

8806210092 Monthly rept for May 1908, Including Task l, "Licensing- Mothodology As- 
slatance," Task II, "Identification & Anlaysls of Uncertainties" & Task 111, "Probability 
Techniques " 

ORTlZ.NR Sandia National Laboratories FINA-1165 8B/06/15 GALSON.D, Oper- 
ations Branch. 18pp. 45908 278 45908 295 

880^2, 1,01 22 Advtees of presentation scheduled for 090630 on current version of SOIL- 
MOIST vadose zone moisture model DOE will givo thorough explanation of model & 
entertain all comments & questions during discussion session after presentation 
ARTHURS. J Energy, Dept of 88/00/16 LOHAUS.P Division of Low Level Waste 
Management & Decommissioning (Post 070413). Ip 45900 304-45908.304 

0BO62 10133 Forwards draft agenda & Invitee list for NAS/NRC OBO0O2-O3 high level 
waste QA colloquium ro underground radwaste repositories 

BARRETT.l H Energy, Dept of B8/O0/15 KAY.C E , STEIN.R , KALE.S Energy, 
Dept of. 10pp. 45913 339-45913 348 

BQ06210139 Forwards draft agenda for Green River site preoperallonal review originally 
scheduled for 860600 & rescheduled for 8G0707 

ARTHURS J Energy, Dept of 89/06/16 LOHAUS.P Division of Low Level Waste 
Management & Decommissioning (Post 070413) 2pp 45913 360 45913 361 


8806210140 Forwards '‘Performance Assessment Methodology Development LLW Dis- 
posal Safety Assessment Subtask 2 t Identification of Potential Exposure Pathways" 
SHIPERS.L R Sandia National Laboratories FIN A-1764 88/00/16 WEBER.M Dm 
slon of Low Level Waste Management A Decommissioning (Post G70413) ip 
45915 041-45915 060 

-B0OS21OO99 "Performance Assessment Methodology Development LLW Disposal 
Salety Assessment, Subtask 2,1 Identification of Potential Exposure Pathways ” 
SHIFERS.L Ft Sandia National Laboratories FIN A 1764. 80/06/16 NRC - No Do- 
tailed Affiliation Given 19pp 45915 042-45615 060 

6896-21 0146 ‘Technical Assistance In Identification & Evaluation of Selsmo-Tectonic 
Issues Ro Repository Site Characterization Plans,” monthly Mgl Ltr Ropt 22 for May 
1908 

CHUNQ.D H , CUM MINGS, G E Lawrence Livermore National Laboratory FIN A 0297 
L-196 BB/06/06 BLACKFORD, M E Technical Review Branch 2pp 45604 314- 

45904 3 1 5 

8806210 1 69 Summary of 8B060B mgl meeting w/DOE to discuss schedules & mile- 
stones for DOE to qualify repository QA program & for NRC to review DOE QA plans/ 
procedures & audit associated w/ qualifying program 

KENNEDY.4.E Operations Branch 80/06/14. YOUNGDLOOD.B J Operations 
Branch 4pp 45314 164-45914 167 

8806210464 Advises that revised definitions submitted by 860614 llr not 
approved Definitions not In accordance w/800610 agreement In that concepls 
changed Concepts to be as stated in NRC definitions telexed to ctr & amplified by ctr 
as necessary, 

ALTOMARE.PM Systems Engineering & Evaluation Branch 86/06/16 WHITING,A 
Center for Nuclear Waste Regulatory Analyses Ip 45914 125 45914 125 

0806210107 Responds to DOE undated hr ro characterization of repository block at 
Yucca Mountain Provides two recommendations for consideration to substantively ad 
dress concern ra slto characterization data 

YOUNGBLOOD, 8 J Operations Branch 88/06/17 STEIN.R Energy, Dept of 6pp 
45902 007-45902 012 

8006210190 Forwards NNWS1 site ropt for May 1906 Author will Inform reclplont of any 
corrections 

WHITE.N NRC - No Detailed Affiliation G;von 80/00/15 LINEHAN.J J Operations 
Branch Ip. 450 f*f 36-450 M. 308 

-8008210194 Submits NNWS1 site rept for month of May 1980 QA audit of USGS 
scheduled to start on 680600 Audit toam will review hydrologic field activities at 
Nevada tost slto W/newstettor & newspaper articles re high level waste mgl 
PRESTHOLT.P.T NRC - No Dolnlled Affiliation Given 80/06/06 LINEHAN.J J Oper- 
ations Branch 37pp, 45914.187 45914 223 

-0906240072 Forwards testimony ro H R,3B36,Nucloar Waste Transportation Act of 
1967 before House Interior Subcommittee on Energy & Environ Bill will give state & 
local govt proper I oval of participation In transportation of nuclear woslo 
B1LBRAY.J H, House of hep 88/05/17 NRC - No Detailed Affiliation Givan 62pp 
45914 224-45914 235 

-080624 0081 Comments cn NNWSI site rept for Apr 19B& Notes Inaccuracy on Pages 
4 & 5 USGS has never requested environ permit (air quality) to deepen north Fran 
Ridge pits w/chemlcal explosives 

JOHNSON.C Nevada, Stato of. 80/05/23 PRESTHOLT.P NRC - No Detailed Afdli 
Bilan Given 24pf> 45914-280-45914.309 

0806210205 Submits schedule for disturbed zone & groundwater travel time technical 
positions 

CHERY.D L. Technical Review Branch. 0B/O0/14 BALLARD.R L Technical Review 
Branch 2pp 45902 002-45002,003 

8806210210 Forwards background info on overflight restrictions at nuclear power 
facilities FAA & NRC have no formal restrictions ro commercial overflights NRC re- 
views flight paths on case-by case basis for each facility 

BUCKLEY J T. Technical Review Branch. 88/06/13. BALLARD.R L Technical Review 
Branch. 2pp 45914 012 45914076. 

-0608210214 Annotated memo re R Stern, DOE desire to discuss NRC posturo on over- 
flight restrictions at nuclear facilities Recipient charged w/collocling background 
Info Special arrangements w/ both military & FAA ra ovorfllghts suggested 
BALLARD.R NRC - No Detailed Affiliation Given 80/06/07. NATARAJA.R NRC - No 
DafaWed AMfafon Given ®pp 45914 Of 4-45914:022 

-0101160171 Discusses use of facility as practice bombing target Requests that Big 
Rock Point bo removed from practice target list Nuclear Installations should not bo 
used as practice targets 

PRICE.H.L, Atomic Energy Commission. 63/11/29 BETTS.A.W Air Force, Dept of. 
2pp. 4591 4 '023-4591 4 024 

-8101160163 Responds to AEC 631129 memo re uso of nuclear reactors as practice 
targets Facility will not bo used for target practice effective 631212 
CROWSON.DL. Air Force, Dept ob 63/12/24 PRICE.H L Atomic Energy Commls 
slon. Ip. 45914*025-45914.025. 

-8101160143 Ack receipt of 631224 memorialing that Air Forca will not continue uso 
of atomic reactors as practice targets 

PRICE, KL Atomic Energy Commission. 63/12/26. CROWSON.DL Air Forco, Dept 
Of. Ip. 45014-026-45914.026 

—80062 10217 Requests that Air Force discontinue using reactor containments as check 
points during flights, On 640424.NRC inspector observed milllaiy aircraft circling con- 
talnment Licenses Informed NRC that flights were common practice 
PRICE, HL Atomic Energy Commission 64/04/24. CROWSON.DL Air Force, Dopt 
of, 2pp 45914 , 027 45914 028 

-8606 21 02 20 Advises that author has signed attached memo for info re overflights at 
sub| plant Author in process of galling copies of correspondence w/MLC Price will bo 
Informed of problem & that further dicu9slon w/MLC necessary 
LOW.D, NRC - No Detailed Affiliation Givon 71/01/16 MORRIS, P.A NRC No Da 
tailed Al filiation Given. 3pp 45914-029 45914 032 
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-•8006210224 Requests mealing to discuss proposed answers to ulil questions ro mill 
tary flights over reactors Util wants to know how long military has been using area 
around sub} plant for making simulated test runs In unarmed B-52s 
BOYO.R S Atomic Energy Commission 71/01727 MORRIS.PA Atomic Energy Com 
mission Ip 45914 033-45914 033 

-6006210229 Submits rept re plant overflights for into Military tracking station provided 
listed data averaged over 6 months Util has sent Itr to Congressman Ford requesting 
assistance In stopping or limiting overflights 

LOW.LD Atomic Energy Commission 71/01/14 MORRIS.PA Atomic Energy Com 
mission 4pp 45914 034 45914 040 

-6606210234 Discusses addl Info re events following B-52 crash near subj plant w/re 
sped to Bayshore Iraming route & possibility of low level military flights near other 
plants Plans to notify licensees of results of further discussions noled 
PRICE, H L Atomic Energy Commission 71/04/26 BAUSER.E J Congress, Joint 
Committee on Atomic Energy 12pp 45914 041 45914 052 

-8806210230 Discusses addl info re events following B 52 crash near subj plant w/re- 
spect to Bayshore training route & possibility of low level military flights near other 
nuclear Installations 

PRICE, H L Atomic Enorgy Commission 71/05/11 BAUSER.E J Congress, Joint 
Committee on Atomic Enorgy Bpp 45914 053 45914 062 

-8606210246 Summarizes 710524 tolcon w/MacVean re military overflights over 
facility.per CO 710513 Itr Nearest outer boundary of low level aircraft route 3 milos 
from facility Mac Ve an checking to sea if aircraft originating from Marine base 
EISENHUT.DG Atomic Energy Commission 71/05/26 BOYD.RS Atomic Energy 
Commission 2pp 45914,063 45914 064 

-8806210250 Advises that C MacVean will look into matter re military overflights & 
check w/Army concerning involvement w/ plant industrial security plan MacVean ex- 
pressed concern re plan to publish safety guide on industrial sabotage 
GRIMES, B K Atomic Energy Commission 71/05/24 MORRIS.PA Atomic Enorgy 
Commission 5pp 45914 065 45914 066 

-8103020332 Forwards draft US Air Force Itr to HL Price re flying on Interim Bayshore 
mule resumption about 710701 & JH Campbell (CPC) 710603 response to Air Force 
710510 risk analysis re accident Involving aircraft & facility 

MACVEAN.Cn Defense, Dept of 71/06/09 BOYD.RS Atomic Energy Ccmmls 
Sion 3pp 65060 229 65080 232 

-8806210264 Responds to 710519 Itr inquiring If recipient would profor to have appli- 
cants onvlron rept prior to submission of draft detailed statement for 
comment Rocomm ends that military liaison commitleo be notified of applications for 
const, 

ROUSSELOT.LM Defense. Dept of 71 /06/1 1 . PRICE, H L Atomic Energy Commis 
slon 2pp 45914 070 45914 07 1. 

-8600210259 Discusses end proposed Air Force press reloads on resumption of tow 
level Strategic Air Command flights near plant Nothing said ro proximity of plant or 
planned eventual rout© relocation Requests comments by 710309 
GRIMES.B Atomic Enorgy Commission 71/00/04 MORRIS.PA Atomic Energy Com- 
mission 4pp 45914 072 45914 075 

B0D621O219 Provides revised Page 5 to 0BO33O submittal of Rev 1 to "Proposed Meth 
odoiogy for Handling Changes to High Integrity Container Topical Ropts ,r or support- 
ing documents such as use manuals or proprietary app 

SUZUKI, O Chichibu Cement Co,, ltd 88/06/10 BANQART.R L Division of Low 
Level Waste Management & Decommissioning (Post 870413). 3pp 45902 004 
45902 006 


8806210372 Mod A017 to DOE Cooperative Agreement DE FC04-01 AL16257 for State 
of CO, increasing cost estimates for FY08 for activities at Grand Junclion.CO site 
MEYERS, WC Energy, Dept of THIELAN.L Colorado, State of 88/06/09 4 dd 
45906001 45906 004 ^ 

8806210390 Rev 13 to "UMTRAP Remedial Action Contractor Health Physics Proce- 
dures 1988 " 

• Momson-Knudsen Co, Inc 80/06/06 24pp 45911 047-45911 072 

0806210395 Forwards papor entitled, "Trees as Monitors of Tritium in Soil Water 11 
VOLPE.J A Kentucky, Commonwealth of 08/06/16 LOKAUS.PH Operations 
Branch Ip 45911 016 45911 046 

-BBOB21Q40Q ''Trees as Monitors of Tritium In Soil Water ” 

KAUSZ.PJ, STRINGER.JW, VOLPE.J A Kentucky, Commonwealth of 00/03/31 
30pp 45911 017-45911 046 

8B062 10426 Agenda for Northeast Interstate Low Level Radwasto Commission 680617 
meeting In Newark, NJ to approve minutes of previous meetings & to discuss proposed 
Commisssion 1909 budget 

* Northeast Interstate Low Level Radioactive Waste Commission 08/06/21, Worth- 
east Interstate Low-Lovol Radioactive Waste Commission 2pp 45900 305 45908306 

8806220040 Forwards review of DOE response to NRC comments on "Process Control 
Plan for Decontaminated Supernatant Cement Solidification ” Lack ot documents Lon 
cited as major problem with rept Results of addl DOE tests requested 
SISKIND.B Brookhavon National Laboratory FIN A-3175 00/06/17 Wl DM AVER D 
Technical Branch 8pp 45937 062-45D37 069 

BB06220076 "HLW Licensing Support Sys Advisory Committee,” Progress Reel 5 for 
Jan May 1908 

MEALEY.TJ Conservation Foundation FIN D-105G-7 08/06/16 KALMAN, K L Office 
of Nuclear Material Safety & Safeguards, Director 7pp 45913 107-45913 103 

8000220084 “Evaluation & Compilation of DOE Waste Package Test Dale,” mcnLhJy 
progress ropt for May 1 900 

1 N TERR ANTE, C G Commorco, Dept of, National Bureau of Standards FIN A 4171 7 
GB/06/15 PETERSON.C Technical Reviow Branch 19pp 45913 194*45913212 

BB06220089 Forwards agenda for DOE/NRC 080707 meeting to dCscuss OA opon items 
& method/schedule (or resolution & for DOE to present plans & schedule for quality 
mg DOE QA program 

YOUNGBLOOD.B J Operations Branch 8B/06/17 STEIN.R Energy, Dept of 2pp 
45913 213 45913 214 

BB00220094 Forwards agenda for DOE/NRC 070707 meeling to discuss A reach agree 
ment on QA open Items & method/schedulo for resolution & for DOE lo present plans 
& schedules for qualifying DOE QA program 

YOUNGBLOOD.B J Operations Branch 88/06/17. LOUX.R R Nevada, State ol 2pp 
45913 250 45913 251 

8006220097 Forwards briefing charts from 000614 mooting w/RES A OGC listing Issues 
from under consideration for rulemaking 

BROWNING, R Division of High Lovol Waste Management (Po9t 870413} B&/06/17 
ARLOITO.G Division of Engineering (Post 070413) 13pp 45910 032-46930 044 

8006220100 Forwards final draft of “Ash Flow Shoots & Calderas Relationship to CJro 
Deposils In Novada.by EH McKoo - Reviow of Papor & Application of Resource Po- 
tential at Proposed High Level Wasto Repository, Yucca Mountain.Nyo County, NV" 
WELDIN.RD Interior, Dept of, Bureau of Mines FIN D 1018 NRC-02-05 004 69/06/ 
14 READ.R Interior, Dopl of, Bureau of Mte, lo 45930 073 45930092 


8806210227 Provides Info re approach being used to advance development of Program 
Architecture & Program Architecture Support Sys per contractual commitments & 
Waste Sys Engineering & Integration Operations Plan per 8Q0603 request 
LATZ.JE Center for Nuclear Waste Regulatory Analyses 68/06/13 BUNTING, JO 
Systems Engineering & Evaluation Branch 7pp 45902 059 45902 065 


-0806220104 "Ash Flow Sheets A Caldoras.Relatlonship to Ore Deposils in Nowda.by 
EH McKoo Review of Paper & Application in Assessment ot Resource Potential at 
Proposed High Level Waste Repository, Yucca Mountain.Nyo County.NV ” 

RANEY, R G Interior, Dept of, Bureau of Minos FIN D 1010 80/06/30 Office el Nu 
clear Material Safety & Safeguards, Director Wpp 46930 074 45930.092, 


8809210236 Submits budget summary for "Analyses of Special Waste Problems," 
monthly mgt rept for May 1989 Enel proprietary details of financial status withheld 
BAR I, R A Brookhavon National Laboratory FINA3175 98/06/16 WIDMAYERD 
Technical Branch 2pp 45925 106-45925 tOS 

8806210262 “Development of Criteria for Malls Used in Engineered Components & 
Waste Forms at Near-Surtace Low Level Waste Facilities," monthly mgl rept for May 
1988 Enel proprietary financial status withheld. 

BARI, R A Qrookhaven National Laboratory. FIN A-3951 BB/06/16. MCDANIEL K 
Technical Branch 2pp 45914 010 45914 011 


6806210273 Comments on DOE suggested budget prioritization for NEA activities.per S 
Rosen 880602 Itr Activity 2 2 4, n Repl on Identification & Selection of Scenarios," 
should be high rather than medium priority 

COPLANDS Operations Branch 99/06/14 FAULKNER.HJ International Proqrams 
Ip 45906,026-45906 026 y 

8806210295 Submits budget summary for tasks under program entitled, "Development 
of Low Levol Waste Criteria Licensee Fees," for May 1986 Enel proprietary details of 
financial status withheld 

BARI, R A Brookhaven National Laboratory FIN A 3174 88/06/16 MCDANIEL K 
Technical Drench 2pp. 45914 008 45914 009 


8806210328 Forwards T Colandrea 8B0427 Itr re resolution of Main Committee nega 
tivos on NQA-3 for info & assistance In making sub{ resolution 
WILLIAMS, C American Society ot Mechanical Engineers 80/06/15 American Sociely 
of Mechamcol Engineers 1 2pp 45902 022-45902 033 


8800210336 Forwards commanls on interpretation of 10CFR61 re closure of tow level 
radwaste disposal facilities Closure stds should bo set at or below 25 mrem per yr for 
residents at site & 4 mrem per yr at nearest public drinking water stds 
HUGHES.D.R Kentucky, Commonwealth ot 80/06/15 LOHAUS.PH Operations 
Branch 3pp 45906 023-45906 025 


BB06220110 Forwards corrected Pago 4 to 033 NNWSI-P 1110, "Nuclear Waste Mat 
Program NNWSI Project Tost Plan Prototype Engineered Barrier Design Testing - Hoiv 
zonlal Emplacement " Pago numbering of table of contents corrected 
WALDEN.r Lawrence Livermore National Laboratory 8B/06/16, Lawrence Livermore 
National Laboratory 2pp 45914 319-45914 320 

8006220114 Forwards fisting of actions required by Subcommittee on Nuclear Waits 
Mot to complete NQA-3, Draft 3, Rev 2, for Info & action QA documents generated by 
DOE.NRC & DOE contractors should have appropriate NQA-3 provisions Included in 
roots, 

WILLIAMS, C American Society of Mechanical Engineers 88/06/16 American Society 
of Mechanical Engineers, 2pp 45914 310 45914*311 

6806220115 Advises that task description, “Mod of Finite Element Program UNSAT2 for 
Use on PC Compatible Computor," completed Format seems to bo geared lewa/d 
NRC products rather than contractor products 

WINTER, G.V Williams & Associates. FIN D-1020 NRC-02-05-000 8 0/06/16 
POHLE.J NRC - No Detailed Affiliation Given 3pp 45914 312 46914 314, 

8B062201 19 Forwards "Burrell, PA Vicinity Properties Surveillance & Mamt Plan" Upon, 
promulgation of EPA groundwater protection stds.documont will be revised to rolled 
applicable requirements addressed In stds 

ARTHUR, JW Energy, Dept of UMT/NRC/060B-67 00/00/20 GILLEN.D Oper- 
ations Branch Ip 45947:21 1-45946 01 7 

-6006220122 UMTRA-DOE/AL-350201 V200/000-R, "Burrell, PA Vicinity Properties Sur- 
veillance & Malnl Plan " W/lwo oversize drawings 
* Energy, Oepl of 80/06/30 167pp 45947 212-45948 017 

B0QB22O123 “Geochemical Sensilivjty Analysis," monthly rept for May 1908 
ORTIZ, NR Sandla National Laboratories FIN A-175B. 88/06/15 MO.T Division of 
High Level Waste Management (Post 870413) lOpp 45926 044 45626 053 


8808210347 Ack receipt of 880324 Itr re NRC rcevalulion of issuance of Amend 1 to 
License SUA 0640, authorizing placement of mill tailings from Riverton, WY in Pit A 9 at 
Gas Hills U mfcli 


AUTHUR.WJ Enorgy, Dept of UMT/NRC/0686 66 88/06/15, SMITH D Uranium 
Recovery Field Ofc.FH Ip 46902 034 45902 034 


8606220124 Forwards scope ot work for NCRP review of rept "Living W/o Landfills A 
peer review of SAR JEC-11-80 ro bollow-ground vault prototype Tioens-e application 
project 

CASE.J T EG&G Idaho, Inc (subs ol EG&G, Inc ) CASE.J T Idaho National Engi- 
neering Laboratory JTC-25 88 88/06/15 GREEVES J Division of Low Love I Waste 
Management & Decommissioning (Post 070413) flpp 45930 093 45930 101 
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8006220127 Forwards "'Health Physics Monitoring Plan.Grand June lion.CO" for Info 
purposes Comments by 8007 10 requested 

ARTHUR.WJ Energy, Dept of UMT/NRC/O680 68 08/06/16 LOHAUS.P Division 
ol Low Level Waste Management & Decommissioning (Post 870413) Ip 45937 070- 
45937 103 

-6606220128 "Health Physics Monitoring Plan.Grand Junction.CO p ' 

* Chem Nuclear Systems, Inc 88703/04 33pp 45937 071 45937 103 

6806220132 Notifies of 8G0614 briefing re assignments (or potential rulemakings within 
HIW mat program 

BROWNING.R E Division of High Level Waste Management (Post 870413) 80/06/ 
10 9ALLARD.R Technical Review Branch 4pp 45929 359 45929 362 

6606220136 Forwards proprietary topical rept, "Waste Form Certification Program Ropt 
111 Cement Binder Ch£3mlstry 1 ,, committed to in 880527 Itr Fee paid Ropt withhold 
RYAN.MT Chem Nuclear Systems, Inc RA 0330 Q 80/06/10 TOKAR.M Technical 
Branch Ip 45925 107 45925 114 

8806220180 Forwards revised draft ropt, "Review of Designs ol ol Polyethylene High 
integrity Containers’ ’ & proprietary aop 

SILLING, S A Brown Umv, Providence, Rl 88/06/10 WtDMAYtR.D A Division of 
Low Level Waste Management & Decommissioning (Post 070413} Ip 45929 230 
45929 266 

*-8806220191 "Review of Structural Designs of Polyethylene High Integrity Containers " 
SILLING, S A Brown Umv, Providence, Rl 88/06/10 Division -of Low Level Waste 
Management & Decommissioning (Post 870413) IGpp 45029 239 45929 256 

£806220199 Provides info to be reviewed lor Grand Junction U mills tailings final reme- 
dial action plan Supporting calculations, w/groundwater compliance 
addendum .demonstrate combination ol design foaturos to meet ERA stds at Chaney 
disposal site 

ARTHUR.WJ Energy, Dept of UMT/NRC/0600-71 08/06/21 LOHAUS.P Division 
of Low Levol Waste Management & Decommissioning (Post 870413) 3pp 45925 144- 
45925 307 

-5806220232 "Conceptual Doslgn Calculations for Proposed Vegetative Cover 11 

* Jacobs Engineering Group, Inc 88/06/30 130pp 45925 147 45925 29(3 

-8306220304 "Guidance Document for Grand Junction Final Design for Review M 
1 Energy, Dopt of BB/06/30 1 1pp 45925 207 45925 307 

6806220225 Forwards health physics monitoring plan for Rifle & Grand Junction.CO 
Sties, per DOE/NRC MOU Comments requested by BQ071QW/O plan for Grand 
Junction, CO 

ARTHUR.WJ Enurgy, Dept of 00/06/16 LOHAUS.P Division of Low Level Waste 
Management & Decommissioning (Post 870413) Ip 45029 312-45929 350 

-8806220230 Rev 0 lo Document MKF UMTRA 31, "Health Physics Monitoring Plan 
Rifle.Co M 

MEYER, H R, Chem-Nucloar Systems, Inc BG/05/10 4Gpp 45929 313 45929 35B 

8009220242 Forwards Itr sent to Bob Baird summarizing 880525 task force 
meeting Next mooting tentatively sot for 880927 

FA1ROE3ENT.L A Nuclear Management & Resources Council (NUMARC) (forrnorly 
Nuclear Utility Manage 80/00/20 Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utility Manage iBpp 45929 276-45929 293 

8 8 06220255 Forwards summary record of meeting In Pans on G0O5O9 11 Dames & 
Moore "'Review of Research into Effects of Long Term Environ Change on Deep Land 
Disposal Sites for Rndwasfo for , ” afso oncf 

THEGERST ROM ,C Organization for Economic Cooperation & Development (Pons) 
88/06/10 Organization for Economic Cooperation & Development (Paris) 7pp 
45915 302 45916 051 

-B&05220278 ''Review ol Research into Effects of Long-Term Environ Chang o on Deop 
Land Disposal Sites lor Radwasle for Commission of European Communities & UK 
Dept of Environ " 

* Dames & Moore 80/02/29 tOQpp 45915 309 45916 081 

8805220296 Advises that Ofc of Policy Regulation & Coordination officially occupied 
new address on 8 80 604 

GARCIA, HF. Centor for Nuclear Wasto Regulatory Analyses 80/06/16 
BUNTING. J Q Division of High Love) Wasto Management (Post 670413) Ip 
45929 275-45920 275 

8606230-021 Forwards listing of future rulemakings & minutes of GB0608 mooting w/ 

YOUNGBLOOD, 6 J Operations Branch 08/06/22 KRAFT, S P Utility Nuclear Waste 
Management Group 2pp 45926 267-45926 272 

68062300 5 B Discusses Importance of performance assessment in assuring compliance 
of DOE site characterization programs w/IOCFRCO & 40CFR191 performance criteria 
BROWN (NG,R E Division of High Level Waste Management (Post 870413) 88/06/ 
21 ' Division of High Levol Waste Management (Post 870413) 2pp 45932 194- 
45932 107 

-9606230127 Forwards examples of how performance assessment redirected site char 
aclenzalfon & other activities at waste isolation pilot plant site 

CRANWELL.R.M Sandia National Laboratories 00/04/04 COPLAN.S Operations 
Branch 2pp 45932 196 45932 197 

6806230071 Provides review of monthly progress rept for Apr 19B3 under Contract 
NRG 92 -8 5* 00 9. Overall progroas made to date under contract satis lac lory 
POHLE.J A Technical Review Branch FIN D-1021 NRC 02 85 009 00/06/21 
LOGSDON, M J Nuclear Waste Consultants, Inc 4pp 45937 325 45937 32B 

£806230080 Advises that listed work should be performed under Contract NRC 02-85- 
002, "Tech Assistance for Design Reviews," including review of excavation mvesliga 
tons 

TANIOUS.N. Technical Review Branch FIN D-1010 NRC-02-05-002 GD/06/21 
HART.R ITASCA Consulting Group, Inc 2pp 45948 113 45946 114 

8606230187 Forwards responses to issues, including tost data for amended soil used in 
Irsfiltratlon/radon barrier & demonstration of achieving hydraulic conductivity assumed 
in design.baaed on 880617 tolcon w/S Wastler & M Ftiogel.W/o data 
ARTHUR.WJ Energy, Dept of UMT/NRC/06BQ-73, 08/06/22 LOHAUS.P Division 
of Low Level Waste Management & Decommissioning (Post 070413) 3pp 45937 130 


8006230213 Advises that DOE documents do not indicate that formal determination has 
been made by DOE re whether Spook ovorburden mails are residual radioactive 
mall Recommends that DOE give careful consideration to consequences 
LOHAUSPH Operations Branch B8/06/0B ARTHUR WJ Energv, Deot of 3po 
4594B 103-45946 105 


8606230224 Commonls on proposed rev lo NRC enforcement policy Absence of specif- 
ic enforcement requirements ter low fevol waste disposal noted Development of sug- 
gested changes lo 10CFR2, App C to includa low level disposal requirements 
planned 

BANGART.R L Division of Low Levol Waste Management & Do com missioning (Post 
870419) 88/0-6/22 FUNCHES.J L Program Management, Policy Development ■& 
Analysis Staff (PostB70413) Ip 45948 106 45940 107 

8806230229 Advises lhal until DOE provides Info completing open Items identified in 
NRC draft Green River technical evaluation rept, NRC will bn unable to provide condi- 
tional concurrence on proposed action W/o stated onci 

LOHAUS.P H Operations Branch 88/05/21 ARTHUR.W J Energy, Dept ol 2pp 
45937,158 45937 109 


8906230235 Forwards list of proposed topics for inclusion In ACNW mooting agendas 
for Jul & Sopt 1908 

BANGART.R L Division ol Low Level Waste Management & Decommissioning (Post 
870413) 80/06/ 1C FUNCHES.J L Program Management, Policy Development & 
Analysis Stall (Post 870413) 3pp 45948 10B4594B 110 

BGD623023-9 Comments on draft Ftedwasta Mat Program Plan for Low Level Waste 
Research Document describes acceptable approach Statement of need identifies reg- 
ulatory issues requiring investigative & confirmatory research 

BANGART.R L Division of Low Level Waste Management & Decommissioning (Post 
670413) SB/06/15 ARLOTTO.G A Division of Engineering (Post 870413^ 3pp. 
45941 102-45941 184 

8806238284 Discusses oncl reviews of remedial action plans & environ assessments (or 
Bolfiold & 8ov;mani sites in State of ND Ponding in low-lying area adjacent to site 
may pose prohlom In assessing stability & groundwater protection 
STAMMER, R J Technical Branch 88/06/17 FLIEGEL.M Operations Branch 17pp 
45931 336 45931 352 

08D624OOO3 Notificaiion of GB063Q meeting in Rockville, MD w/P Hamilton of ASME.AA 
Moghissi of Inst of Regulatory Science & TW Lostor of Louisiana State Umv to dis- 
cuss AS ME position paper on mixed waste 

BELL.MJ Regulatory Branch B8/0G/20 THOMPSON, H L, BEflNERO.RM., 
BANGART.R, Office ol Nuclear Material Safely A Safeguards, Director 2pp 
45962 224 4 5962 225 


B80624Q005 Submits comments on tonlativo schedule for review of agreement state 
programs contained In C Kammorer 800518 memorandum par NMSS Ticket 88002B7 
LOHAUSPH Operations Branch 00/06/ 13 MILLER, VL Medical, Academic & Com 
mercial Use Snloty Branch 2pp 45941 20B 45941,209 

8006240008 Forwards ‘"Review of Structural Design of Polyolhylena HICs," for Info & 
transmittal to appropriate slolo agreement parties Rept will be discussod at NRC Advl 
sory Committee on Nuclear Wasto B80627 28 mooting 

SURMEIER.JJ Technical Branch 00/06/13 NUSSBAUMER.D A Assistant Director 
for State Agroemonls Program Ip 45962 223 45962 223 

0806240010 Forwards comments of engineering seclion on Bottiold & Bowman draft EA 
a remedial action plan Description of excavation operations to remove contaminated 
soils from silo should be expanded to cover spocilic grading plan 
TOKAR.M Technical Branch 80/06/ 17 FLIEGEL.M Operations Branch 6pp 
45382 226 45052 231 

0806240014 Forwards FR notice announcing availability A. request for comments on 
draft "Tech Position on Info Needs to Demons! rate Compliance w/EPA Proposed 
Groundwater Protection Std " Technical position also end 

SURMEIERJ J Technical Branch 60/06/10 MEYER.D L Division of Rules & 
Records (070413 680514) 6pp 45948 166 45940 1 71 

6606240021 Requests comments on "Roviqw of Structural Design of Polyethylene High 
Integrity Containers," for Advisory Committee on Nuclear Waste 860627 & 28 meet- 
ings m Washington, DC 

TOKAR.M Technical Branch fl0/0S/14 CHANOOJ TFC Nuclear Associates, Ino Ip 
45946 1 97-45940 197 


5006240023 Summary of Commission 660615 scheduling mooting 
BANGART.R L Division of Low Level Waste Management & Decommissioning (Post 
870413) 80/06/21 BERNERCLR Office of Nuclear Material Safety A. 

SafOguarda.Diractor 2pp 45948 154-45948 155 

8006240025 Forwards M Weber summary of 000526 moating w/DOE re alternate con- 
cent mlion limils at UMTRAP sites 

LOHAUS.P H Operations Branch 06/06/15 ARTHUR.WJ Enargy. Oopt ol 3pp 
45946 1 06-4594 B 180 

8806240-036 Requests commonls on "Review of Structural Design of Polyethylene High 
Integrity Containers" for -discussion at Advisory Committee on Nuclear Waste B60627 
& 20 meetings Response requested within 30 days 

TOKAR.M Technical Branch 68/06/ f 4 EQENHACK.D Chem-Nuclear Systems, Inc 
Ip 45948 172 4594B 1 72 

BB06 240030 Forwards evaluation & comments on Analytical Biochomisty Lab, Inc dispos 
ah of radioactive materials per 0BO321 request 

TOKAR.M Technical Branch 66/06/10 BOYLE, R Regulatory Branch 6pp 
4594B 191-45940 196 

8 BO 6240044 Provides review of 900523 proposal for centralized mg l tech assistance 
contracts Receptive to idea in principle Lack of another layer of mgt between contrac- 
tor & technical staff is concern 

STARMER.RJ Division of Low levol Waste Management & Decommissioning (Post 
870413) BB/06/10 FUNCHES.J L Program Managamont, Policy Development & 
Analysis Staff (Pcs.1 870413) 2pp 45940 100 45948 1U0 
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8806240077 Forwards revised checklist to be used by NRC empCoyees to distribute doc 
u merits to CNWflA 

BROWNING, R E Division of High Level Waste Management (Post 870413) 80/06/ 
17 BALLARD, R L Technical Review Branch BUNTING, B J Systems Engineering A 
Evaluation Branch YOUNGBLOOD ,B J Operations Branch 3pp 45948 134- 
45948 156 

8006240080 Forwards Informal ropt on CEC MIRAGE meeting on 880324-25 In 
Brussels.Balgium List of attendees will ba included in formal record from meeting or- 
nizers 

KEY.LT Battolle Memorial Institute, Pacific Northwest Laboratory 88/06/17 
BERNERO.R M , BROWN IN G,R € , GALSON.D A NRC - No Detailed Affiliation Given 
13pp 45946 173 4S94& 185 


0806270302 Notification of Q80700 meeting w/DOE & Slate of NV in Rockville, MD to 
discuss open items on NNWSI QA Plan 

BELKE.B Operations 8ranch 88/06/24 KENNEDY, J Operations Branch- 2co 
45972 203*45972 284 

0900270307 Forwards Mod A003 to (nteragency Agreement DE-AI04-84AL27241 
DIXSON.G R Energy, Dept of 08/06/16 LOHAUS.P H Operations Brandi 4pp 
45972 172-45972 175 

8B06270309 Notification of 8B0707 meeting w/DOE in RockvIlle.MD to discuss A reach 
agreement on QA open items Identified & mothod/ schedule for resolution 
DONNELLY, J Operations Branch 08/00/24 KENNEDY ,J Operations Branch Zoo 
45972 190 45972 191 


8006240086 Forwards DOE weekly repts for wfcs ending 8Q0603 S 10 
PRESTHOLT.PT NRC No Detailed Affiliation Given 80/06/20 LINEMAN, J J Oper- 
ations Branch 10pp 45941 239-45941 24B 

6606240102 Trip rept of 880502 visit w/R Schultz to review progress & direction of FIN 
B-095B & provide regulatory insight & ideas on how goals can best be achieved 
YOUNG.M Technical Branch FIN B-895B 08/05/18 STARMER.fi J Technical 
Branch 4pp 45946 198 45948 201 

8006240107 Submits comments on Spook.WY.UMTRAP site draft environ 
assessment, preliminary design A draft remedial action plan Compliance w/proposed 
EPA groundwater protection side not demonstrated 

STARMER.JR Technical Branch B8/05/27 FLIEGEL.M Operations Branch 10pp 
45946 1 56-45948' 165 

0806270201 Forwards DOE rept on NNWSI project weekly highlights for wk ending 
880617 

PRESTHOLT.PT NRG - No Detailed Affill all on Given 88/06/24 LiNEHAN.JJ Oper- 
ations Branch 5pp 45963 034 45963 038 

8806270212 Forwards executed Mod MOOS to Cooperative Agreement DE-FC04 
83AL19454 between DOE & Stata ol WYMods incorporate new Article XXXI.cost* 
sharing language to Article IV & revises cost-sharing language in Article VI 
MEYERS, WC Energy, Depl of 00/06/23, KNAPP.M office of Nuclear Material 
Safety & Safeguards, Director Ip 45963 027-45963 033 

-0806300339 Executed Mod M006 to Cooperative Agreement DE FC04 83AL19454 be 
tween DOE & State of WY Mod Incorporates now Article XXXI & cost sharing Ian 
nuage to Article IV & revises cost sharing language in Article VI 
LOHAUS.P H Operations Branch * Wyoming, Stata of MEYERS, W.C Energy, Dept 
of SB/04/21. 6pp 45963 028-45963 033 

8806270221 Responds to 080601 Ur to R Scott of EG&G Idaho.lnc re DOE draft annual 
rept to Congress on low level waste mgt progress Puerto Rico did not ship low level 
waste to commercial disposal facilities during Jul 19B6 -Dec 1937 
BAUBLITZ.J E Energy, Depl of 88/06/24 0ETAMCOURT.S R Puerto Rico, Com- 
monwealth of 3pp 45966 276 4 5966 202 

-8806 300224 Requests that CommnonwoaUh of PR be excluded from establishing ra 
dioflctive disposal facility & from joining Interstate compact A be found in compliance 
w/tLRWPAA,42 UCCA 202 1* 

HERNANDEZ COLON Puerto Rico, Commonweallh of 87/12729 CHILK.S J Office of 
the Secretary of the Commission 4pp 45966 279 459S6 282 


8806270312 Rev 4 to “Exploratory Shaft Facility Subsystem Dosfgn Requirement Do: 
ument,” Vols 1 & 2 

• Science Applications International Corp (formerly Science Applies lions, Inc ) 88/ 
06/21 32pp 45971 001-45971 033 

8806270313 Forwards final "Ash Flow Sheets & Calderas Relationship to Ore Deposit* 
In Nevada, by EH McKoo*Revlew of Paper & of Application In Assessmonl 
Work Directive 015,Task Order 002,undor Interagency Agreement NRC 03 05 004 W 

READ.RF Interior, Dept of, Bureau of Mines FIN D 1018 NRC-03-05-004 88/06/ 
20 ABRAMS, C Office of Nuclear Material Safety & Safeguards, Director tp 
45972 285 45972 285 

8806270316 Requests that NMSS be given opportunity to review proposed g-wdeFnes 
for preparation of solid waste process control program 

SURMEIER.J J Technical Branch 88/06/03 CRAtG.JW Plant Systems Branch 2pp 
45972 286-45972 207 

8B06270317 Forwards scopes, milestones & timeframes for potential rulemakings pe* 
880614 request 

BALLARD.RL Technical Review Branch 88/06/24 LINEHAN.JJ Operations 
Branch I4pp 45972 176 45972 109 

8006270329 Requests that listed NRC contractor bo placed on distribution for all reptj 
re Yucca Mountain site issued by NNWSI project & contractors. 

LINEHAN.JJ Operations Branch 08/06/24 GERTZ.C P. Energy, Dept ol Ip 
45966 270 45966 270 

800627033B Offers no commonts on "Draft Environ Assessment of Remedial Action at 
Spook U Mill Tailings Site, Spook, WY." Radon (lux emanating from stabilized lading* 
pile compiles w/EPA aids for U Mill Tailings Remedial Control Act projects 
TOKAR.M Technical Branch. 00/05/25 FLIEGEL.M Operations Branch Ip 
45063 014-45963 014 

0806270341 Forwards summary of NRC comments ro "Living W/o Landfills " 
BANGART.R L Division of Low Lovol Waste Management a Decommissioning (Post 
870413) 80/05/21. NUSSBAUMER.D Assistant Director for State Agreements Pro- 
gram Opp 45963 006 45963 013 

8806270342 Forwards notice of upcoming moollnga between NRC a DOE ro NBC high 
level wasto mat program par 840027 NRC FR Notice 

YOUNGBLOOD.B.J Operations Branch 80/00/27 Operations Branch ?pp 
45963 004-45963 005 


8806270255 Confirms author understanding of revised format for waste package data- 
base structure for making document reviews Requests that recipient review end At- 
tachment 1 re wasto package document review format & guidelines 
PETERSON, CH Technical Review Branch. FIN A-4171 8B/06/22 

INTERRANTE.CG Commerce, Dept of, National Bureau of Standards Opp 

45982 257-45902,264 

8806270259 '’Definition of Solute Transportation Mechanisms at Low Level Wasto Dis- 
posal Sites in Support of Transport Modeling " monthly progress rept for May 1988 
KRUPKA.K M Ballalte Memorial Institute, Pacific North wosl Laboratory. FIN 0-24B3 6 
88/06/23. YOUNG, MH Office of Nuclear Materia! Safety & Safoguards.Director 4pp 
45972 252 45972:255 

6806270264 Forwards revised program architecture process dlagram.por 860610 15 fac- 
simile transmissions 

WHITING, A R Center for Nucloar Wasto Regulatory Analyses 00/06/16 

ALTOMORE.P.M Center for Nuclear Waste Regulatory Analyses 4pp 45972 275 
45972 27G 

6806270267 Forwards scopes of work for upcoming field work for Spook.WY & 
Gunnison.CO sites Spook.WY field program will involve installation or six to ten addl 
monitor wells to further characterize existing plume 

BANKSJE.W Jacobs Engineering Group, Inc, 88/06/15 LOHAUS.P. Division of Low 
Level Waste Management & Decommissioning (Post 870413) 58cp 45972 194- 
45972 251 

6006270269 Forwards final revised program architecture diagram, per 080621-22 discus- 
sion w/J Bunting 

WHITING, A R Center for Nuclear Waste Regulatory Analyses 88/06/23 

ALTO MARE, P M Center for Nuclear Waste Regulatory Analyses 4pp 45972 279 
45972 282 

8806270280 Thirty second monthly progress rept for May 1968, as required under Con- 
tract NRC-02-8 5-000 Efforts on required list ol subtasks outlined in statement of work 
for Tasks 1 & 5 continuing 

WILLIAMS, RE Williams & Associates FIND-1020 1 86 80/06/13 POHLE.J NRC* 
No Detailed Affiliation Given 5pp 45S66 271-45966 275, 

8806270293 Rov 1 to MKF-UMTRA-26, "Health Physics Monitonng Plan" 
MEYER.N.R, OLDHAN.J,. ARTHUR.W J MK Ferguson Co. 0B/O5/O3. Bpp 
45963 019-45963 026 HK 


B806270343 Forwards comments on Task 6 rept, "Development of Riprap Design Onto 
rla by Riprap Testing In Flume S’ Phase II/' by T Johnson & R Codolltnforms thal work 
completed to dato per Apr 1908 monthly progress ropt (or FIN B 0279 satisfactory 
YOUNG ,M Technical Branch FIN B-0279 08/06/10 MCLEAN, R B Oak Ridge Na 
lional Laboratory 4pp 45982 253 45902 256 

8806280003 Forwards "Procedural Agreement Botwoen EPA A NRC Establishing Inter- 
face Council," for signature Subj document necessary to ensure continued coortfna 
tlon & centralized consideration of Interrelated NRC/EPA Issues by EPA & NRC 
THOMPSONS. L Office of Nuclear Material Safety & Safeguards, Director. 98/06/0-3 
STELLO.V Ofc of the Executive Director for Operations 6pp 45963 357 45963 382 

8806280044 Comments on "Analysis of Special Wasto Problems," monthly Hr slates 
rept for Apr 1980. No changes to co9l or delivery schedules authorized 
WIDMATtR.D A Technical Branch FIN A-3176 80/06/00, BARI, R A Brookhavwi 
National Laboratory Ip 45963 333-45063 342 

8806200046 Summary of 800421 meeting w/DOE in Rockville, MD re Green River pre- 
liminary final design & remedial action plan 

WASTLER.S L Operations Branch 00/05/23. FLIEGEL.M Operations Branch 2pp. 
45963 331-45963 332 

8806280060 Comments on Slate of PA legislation, "Low Level Redwaslo Disposal Act" 
& "Licensing Requirements for Low Level Radwasto Mgt & Disposal " 

LOHAUS.P H. Operations Branch 00/05/25. NUSSBAUMER.D.A Assistant Director 
(or State Agreements Program 30pp 46983-297-45963 327 

8806280067 Requests Info & data to complete groundwater hydrology review ol draft 
remedial action plan & draft EA for sites 

LOHAUS.P H Division of Low Level Wasto Management & Decommissioning (Pcsl 
870413). 88/05/26 ARTHUR, WJ Energy, Dept of 2pp 45963-202-45963 203 

8806280092 Advises that progress to date on Apr monthly progres rept dtd BB0513 far 
FIN B-2485 satisfactory. No changes to costs or delivery of products aulhorized 
DEERING.L Technical Branch FIN B 2485 00/06/24, BERGERON, M Baltolfo Me- 
morial Institute, Pacific Northwest Laboratory Ip. 45964 249-45964*249 

8806280096 Forwards commonts on preliminary design for remedial action plan for Inac- 
tive U mill tailings at Spook, WY.per request, 

TOKAR.M Technical Branch. 60/05/27, FLIEGEL.M, Operations Branch. Bpp 
45966 290-45966-297, 


8606270295 Responds to NRC 680414 comments on preliminary final remedial action 
plan & final design for review for Mexican Hal.UT.U mill tailings site DOE justification 
lor del erring resolution ol each ol three areas end. 

ARTHUR.W J Energy, Dept of UMT/NRC/0688-72 86706/22 HAWKINS, E F Uranl 
um Recovery Field Ofc, R4 4pp 45963 015 45963 018 


8806280164 Requests comments on rept, "Review of Structural Design of Polyothytene 
High Integrity Containers " Comments requested within 30 days Root will bo discussed 
at next meeting of Advisory Committee on Nucloar Waste on 080627 & £8 
TOKAR.M Technical Branch 00/06/14. ROY, BA. Hlltman Nuclear & Development 
Corp (subs, of Hlttman Corp) Ip 45943*157-45943 167. 
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0&6Q280227 Comments on Apr 1980 monthly re pi Progress to date under FIN A-1764 
satisfactory Repl did not respond to author comments on monthly rept tor Mar 
1 980 Expresses concern on long tag times between trips by investigators 8 reporting 
of cost 

WEBER ,Mf Technical Branch FIN A 1764 80/05/27 ORTIZ, N Sandia National 
Laboratories 2pp 45942 359-45942 360 

MG628-0261 Forwards comments on draft environ assessment & preliminary design for 
Spook ,WY UMTRAP In area of groundwater hydrology & geotechnical 
engineering DOE has not demonstrated compliance w/proposed EPA groundwater 
protection std s 

LOHAUS.PH Operations Branch 88/06/02 ARTHUR.W J Energy, Dopt ol tOpp 
45945139 45945 149 

8-BO62902&2 Responds to BB0602 & 13 Itrs re technical direction 8 proposed program 
architecture acceloration.Loglc diagram tor program architecture terminology & ossocl 
ated definitions and 

BUNTING.JO Systems Engineering & Evaluation Branch 00/06/16 LATZ.JE 
Cenier for Nuclear Waste Regulatory Analyses 8pp 45973 322-45973 329 


BQ0531 00 43 Comments on LLL Monthly Mgt Ltr 21 for Apr 1908 under FIN A 0297 Draft 
rept on Amanilo-Wichila uplift & associated structures received & distributed to appro- 
priate staff 

BLACKFORD. M E Technical Review Branch FIN A-0297 BB/05/26 CHUNG, O H 
Lawrence Livermoro National Laboratory 2pp 45700 0B1 45700 002 


8805310186 Forwards "Technical Basis for Performance Goals.Dosiyn Requirements 8 
Mall Recommendations for NNWSI Repository Sealing Program ” 

HART.R D ITASCA Consulting Group, Inc FIN D 1016 NRC 02 B5 002 BB/05/26 
TANIOUS.N NRC - No Detailed Affiliation Given Ip 45710 174-45716 201 


-8805310303 Documonl review of "Technical Basis for Performance Goals Mall Rec- 
ommendations for the NNWSI Repository Sealing Program " 

DAEMEN.J . WAHLK, LORlG.L ITASCA Consulting Group, Inc FIN D 1016 68/05/ 
25 NRC - No Detailed Affiliation Given 2?pp 45718 175 45718 201 

0806020091 "High Level Waste Repository Performance Asscssmonl Dovolopmenr 
eves rendered for 880502-20 _ ^ 

MOLER.R B Systems Support, Inc FIN A-4165 88/05/26 CHANG.KC NRC - No 
Detailed Affiliation Glvon 7pp 45759 328-45750 334. 


8406280302 Advises that proposed 400 ft extension of tailings embankment 
acceptable, based on review of Mod 1 to remedial action plan for Salt lake City 
SJte.lransmitted hy 08 04 05 & 0519 Itrs 

LOHAUS.PH Operations Branch 8B/06/02 ARTHUR.W J Energy, Dopt of ip 
45942 288-45942 296 


S806020291 Ack receipt of rept summarizing activities for Apr Rep rose ntahve renuoatad 
lor BB0602 moating in Rockvitle.MD to discuss future work to be performed under 
contract 

PESHEL.JJ Technical Review Branch FIN A-1755 06/06/02 ORTIZ.N R Sandia 
National Laooralories Ip 45733 316 46733 316 


8806260320 Forwards suppl to 1905 technical evaluation memo.por request for review 
ol proposed Mod 1 to remedial actions at Salt Lake City/Clivo site Proposed design 
will continue to meet long term stability requirements of 4GCFR192 
TOKAR.M. Technical Branch 88/06/02 FUEGEL.M Operations Branch 5pp 
45945 250 45945 154 

86O6-26O3B0 Forwards summary of 080526 mooting w/OOE in Rockville, MD re ro alter* 
n ate concentration ffmiis a< UMTRAP sites 

WE SER.M.F- Technical 8ranch 08/06/01 STARMER.RJ Technical Branch Ip 
45944 246 46944 248 


8606060218 Forwards comments on "Technical Assistance in Geochemistry," Apr 1986 

monthly progress ropl Progress to date satisfactory . „ 

QROOK5,Dd Technical Review Branch FIN 8 0207 NRC 50-19 03 01 08/06/02 
KELMERS.A D Oak Ridgo National Laboratory 2pp 45779 125-45779 126 

0806060238 Submils addendum to Communication 101, listing assumptions inherent in 
description of groundwater flow sys presented in consultation draft SCP Important as 
sumption ro DOE rept by Szymanskl.not proviou-sly included, addrosssd 
WILLIAMS, R E Williams & Associates FIN D 1020 NRC-02-05-008 86/06/02 
POHLE.J Dwision of Waste Management (Pro 670413} 3pp 45707 258 45707 260. 


—88032303-90 Summary of 880526 meeting w/DOE in Rockvillo.MD re alternate con 
oenVation limits at UMTRAP sites 

* NRC - No Detailed Affiliation Given 88/05/27 NRC • No Detailed AfUliatlon Given 
2pp 46944*247-45944 248 

8809290007 Notice of availability & request for public comment on droit technical posl 
tfCHi on alternate concentration limits for U mills 

STARMER.RJ Technical Branch 88/06/14 4pp 45054 350 45954 3&1 

88 09290032 Advises that revised Task 1 work plan for FIN A 1764 acceptable w/llslod 
changesjn response to L Shlpers B80520 ltr Resubmission of revised plan to NRC tin 
necessary „ , , 

WE BER, M F. Technical Branch FIN A-17B4 88/08/03 ORTIZ, N R Sandla National 
LaboretorloB Ip 45955 001-45055 001 

86 09290260 Notification ol 880609 mooting w/DOE in Rockvillo.MD to obtain further 
Info on DOE proposed processing of high level waste as described In DOE FES on 
disposal of Hanford defense waste 

BOYLE, R, Regulatory Branch 00/06/06 BELL.MJ Regulatory Branch Ip 
45940 357 4594B357 

6696290290 Forwards radiological & engineering assessments for listed tocations.for 
review & approval Addl supplemental stds applications for remaining threa blocks of 
Main Street will be submitted In Juno 1088 

VIRGONA.JE Energy, Dept of 00/05/10 HEYER.fl NRC * No Dotallod Affiliation 
Given 2pp 4S957’056 45957 057, 


0600070086 Comments on Apr 1088 monthly ropt for TIN A 1 1C5 Info on resources ex- 
panded & percent completion still needs lo be providod as requested in NRC 800504 

GALSON.DA Operations Branch FIN A 1165 BC/06/D6 ORTIZ, N R Sandia Nation- 
al Laboratories 2pp 45784 217 45761210 


0806070071 Comments an Apr 1998 monthly progrot»s ropl under Contract NRC 02 B4- 
002 Contents fulfilled requirements of contract 

BUCKLEY.JT Technical Review Branch TIN D-1004 NRC-02-B4 002 8B/06/04 
SINGH, MM Engineers International, Inc 2pp 457G4 219 45764 220 


0806070090 Requests comment on Pago 3 of Sandia Ropl SAND87-2073, "Addl Under- 

B * Tost Data Required for Yucca Mountain " & review ol DOI ropt "Reported 
of Selected Earthquakes In Western North Am on can per Task 2.FIN A 

0297 

0LACKFORD.ME Technical Review Branch FIN A 0297 66/06/08 CHUNG, OH 
Lawrence Livermoro National Laboratory 2pp 45787 074-45707 075 


080307 031 2 Monthly Progress Ltr 40 tor Apr 1980 for Contract NRC-02-84 001 
TANNON.M M, Weston Geophysical Corp FIN D 1003 WGC-Q1531 60/05/31 

IBRAHIM.A Technical Review Branch Ip 45779.152 45779 152 

BB060703B6 Forwards document rovlews.incl riding review of "First Survey Disruption 
Scenarios tor High Level Repository at Yucca Mountain, NV" by B Ross of Sandia for 
DOE 

WILLIAMS.R E Williams & Associates FIN D-1020 NRC 02 65 008 88/05/31 

POHLE.J Division of Waste Management (Pro 670413) 32pp 45774 189-45774 220 


8806300344 Forwards ion exchange removal of matls ropt Copy will bo given to repra 
tentative s of NRC during site visit 

OLDHAM, JQ, MK-Forguson Co 08/03/30 ARTHUR.W J Energy. Dept of 2pp 
45909.180 45969 181 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

6805260272 Monthly rept for Tasks t VI undor FIN A 1165 for Apr 1986 concerning li- 
censing methodology assistance 

ORTIZ.N ft. Sandia National Laboratories FIN A 1165 80/05/15 GALSON.D Oper- 
ations Branch 30pp. 45701.166-45701 195 

Q60526Q379 Ack. receipt of of Monthly Progress Rept //33 for April 1988, "Technical 
Assistance for Design Reviews " Work described satisfactory 
TANIOUS.N S Technical Review Branch FIN D1016 NRC-02B5 002 80/05/23 
HART.R ITASCA Consulting Group, Inc 2pp 45608 358-456BQ 359. 

0805260391 Requests extension of Task Order 007 under Contract NRC-02-Q4-Q02 
through 880930.Exlonslon necessary to complete unfinished subtasks 
BUCKLEY, J.T Technical Review Branch. FIN D 1004 NRC-02-84-002 0B/05/24 
MEEHAN ,B Contract Administration Branch ip 45688'353-45608 353 


8606000030 "Lab Evaluation Of DOE Radionuclide Solubility Data & Selected Rotarda 
lion Para me tars, Experimental Strategies, Lab Techniques & Procedures," monthly 
pronress rept for Apr I960 

* Oak Ridge National Laboratory, FIN B 0290 00/05/12 NRC - No Daiallod Affiliation 
Glvon 2pp 45774 359 45774 360 


8806000100 Forwards Vol 4 to NUREG/CB-4735, "Evaluation A Compilation of DOE 
Waste Package Test Data," fourth biannual ropt W/o oncl A A4 *. 

INTERRANTE.C G Commorco, Dept of, National Bureau of Standards TIN A-4171 
0B/O6/O1. PETERSON.C Technical Review Branch Ip 45701*196-45701 196 


0806090016 Summarizes 800518-19 visit to- Washington, DC re LSSAC mooting to 
review revs of 10CFR2, Subpart J A to iniliato discussions of remainder of Subpart J 
KALMAN.K L Systems Engineering & Evaluation Branch FIN D 1056 08/06/06 
BROWNING, RE Division of High Levol Waste Management (Post 870413) 2pp 
45805 050 45605 051. 


0BO6O9O224 Forwards Parts I & 11 to Proposal P-940, "Technical Assistance lor In Situ 

n3ckS»J Engineers International, Inc FIN D-1004 NRC 62 04 002 88/06/04 
BUCKLEY.JT Office of Nuclear Material Safety & Safeguards Director Ip 
45797 001-45797 027 


8405260395 Advises that Task Order 007 extended to allow completion of work in 
progress Requests that remaining funds from Task Orders 001-005 A 000 bo de obli 
gated 

BUCKLEY, J.T Technical Review Branch FIN D-1004 NRC-02 04-992 CB/05/ 24 
DAVIS, E N Program Management, Policy Development & Analysis Staff (Post 
670413) tp. 45692.223 45692 223 

0805270308 Forwards Document Review 006 01-69, "Mod ol Rock Mass Permeability 
In Zona Surrounding Shaft In Fractured Welded Tuff/ 1 per Contract NRC-02-85-002, 
"NRC Technical Assistance for Design Review a," 

HART.R D ITASCA Consulting Group, Inc FIN D-1016. NRC 02-85 €02 88/05/24 
TANIOUS.N. NRC - No Detailed Affiliation Given 25pp 45700:124-45700 148 


-8006090233 Part I Technical Approach, ‘Technical Assistance for In Situ Testing” 

* Engineers International, Inc FIN D-1004 NRC 02 84-082 B0/C6/O6 13pp 

45797 00 2-45797 OH 

-8006090234 Part It Cost Estimate, "Technical Assistance (or In-Situ Tasting " 

' Engineers International, Inc FIN D-1004, NRC-02 04-002. 8B/OS/O0 13pp 

45797 01 5 45797.027 


8806100203 "Coupted Thermal Hydrological Mochanlcal Assessments A Site Character- 
ization Activities for Geologic Repositories," monthly repl for May 1908 
ORTIZ, N R. Sandia National Laboratories. FIN A-1755 (30/06/15 PESHEL.J Division 
of High Level Waste Management (Post 870413), 3pp 45814*262 45314 264 


1805270316 Trip rapt of 880411-14 DOE /NRC Technical Meeting on "Alternative Con- 
ceptual Models of Goundwater Sys at Yucca Mountain.Las Vegas, NV " 

LOGSDON, M J. Nuctear Waste Consultants, Inc SNIFF,! L Water, Waste & Land, 
Inc FIN D'1021 RS-NMS-85 009 08/05/18 POHLE.J Technical Ravlew Branch 
2 14pp. 45720 032-45720 242 


8006130273 Forwards review of "Development of Methodology for Performance As- 
sessment In Alternative Geologic Media " Supports modeling efforts on Apache Leap 
tuff site.Proposed development of technology transfer plan in Sgbtask 2 16 
BALLARD, R. Technical Review Branch FIN A 1266 88/06/10 COSTANZI.FA 
Waste Management Branch 9pp 45802 114 45602 122 
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B806240077 Forwards revised checklist 10 bo used by NRC employees to distribute doc- 
uments to CNWRA 

BROWNING, R E Division of High Level Waste Management (Post 870413) 88/06/ 
17 BALLARD, R L Technical Review Branch BUNTING, BJ Systems Engineering & 
Evaluation Branch YOUNGBLOOD, B J Operations 8ranch 3pp 45948 134- 
4504B 136 

800624008-0 Forwards informal ropt on CEC MIRAGE moating on 080324-25 In 
Brussels, Belgium Li si of attendees will be included in formal record from meeting or- 
ganize/s 

LAKEY.LT. Battelle Memorial Institute, Pacific Northwest Laboratory 88/06/17 
BERNERO.R M , BROWN IN G.R E . GALSON.D A NRC * No Detailed Affiliation Given 
13pp 45948 173 45948 IBS 

0806240098 Forwards DOE weekly repts for wks ending 980603 & 10 
PRESTKOLT.PT NRC - No Detailed Affiliation Given 80/06/20 LINEMAN, JJ Oper- 
ations Branch ICpp 45941 239-45941,248, 

8806240102 Trip rept of G805O2 visit w/R Schultz to review progress & direction of FIN 
B-8956 & provide regulatory insight & ideas on how goals can Best be achieved 
YOUNG, M Technical Branch FIN B-895B 88/05/18 STARMER.R J Technical 
Branch 4pp 45948 198-45948 201 

8006240107 Submits comments on Spook.WY.UMTRAP site draft environ 
a ssessmont, preliminary design & draft remedial action plan Compliance w/proposed 
EPA groundwater protection slds rot demonstrated 

STARMER.J R Technical Branch 88/05/27 FLIEGEL.M Operations Branch tOpp 
45946 156-45946 165 

8006270201 Forwards OOE rept on NNWSI project weekly highlights for wk ending 
080617 

PRESTHOLT.PT NRC - No Detailed Affiliation Given 86/06/24 LINEMAN, J J Oper 
aliens Branch 5pp 45963 034-45963 03Q 

8006270212 Forwards executed Mod M006 to Cooperative Agreement DE FC04- 
B3AL 19454 between DOE & Stale of WY Mods incorporate new Article XXXI, cost- 
sharing language to Article IV a revises cost-sharing language In Article VI 
MEYERS, WC Energy. Dept of 88/06/23 KNAPP.M Office of Nuclear Material 
Safety & Safegu a rds.DErector Ip 45963 027-45963 033 

-6006300339 Executed Mod M006 to Cooperative Agreement DE-FC04 83AL194S4 be 
tween DOE & State of WYMod incorporates now Article XXXI & cost-sharing Ian 
guano to Article IV & revises cost-sharing language in Article VI 
LOHAUS.P H Operations Branch * Wyoming, State of MEYERS.W C Energy, Dept 
Of 88/04/21. 6pp 45963 028-45963 033 

8006270221 Responds to 880601 llr to R Scolt of EG&G tdaho.lnc re DOE draft annual 
rept to Congress on low level waste nrgt progress Puerto Rico did not ship low level 
waste to commercial disposal facilities during Jul 1986 Dec 1987 
BAUBLITZJ E Energy, Dept of B0/O6/24 BETANCOURT.S R Puerto Rico, Com 
monweallh of 3pp 45966 276 45966 282 

-6606300224 Requests that Commnon wealth of PR be excluded from establishing ra 
dloactive disposal facility & from joining interstate compact & be found In compliance 
W/LLRWPAA.42 UCCA 202 1j 

HERN AND EZ-COLON Puerto Rico, Commonwealth of 87/12/29 CHILK.SJ Office of 
the Secretary ol the Commission 4pp 45966 279 45966 282 

8800270255 Confirms author understanding of revised format for wasto package data 
base structure lor making document reviews Requests that recipient review end Al 
tachment 1 re waste oackage document review formal & guidelines 
PETERSON, CH Technical Review Branch FIN A-4171 88/06/22 

INTERRANTE.C G Commerce, Depl of, National Bureau of Standards Qpp 
45902 257-45962 204 

9806270258 “Definition of Solute Transportation Mechanisms at Low Level Waste Dis- 
posal Sites In Support of Transport Modeling," monthly progress rept for May 1988 
KRUPKA.K M Battelle Memorial Institute, Pacific Northwest Laboratory FIN B 2483 6 
08/06/23 YOUNG, M H Office of Nudear Material Safety 4 Safeguards, Director 4pp 
45972 252-45972 255, 

8806270264 Forwards revised program architecture process diagram.per B80610-15 fac- 
simile transmissions 

WHITING, A R Center for Nuclear Waste Regulatory Analyses, 08/06/16 

ALTOMORE.PM Center for Nuclear Waste Regulatory Analyses 4pp 45972*275- 
45972 278 

8806270267 Forwards scopes of work for upcoming field work for Spook, WY & 
Gunnison, CO sites S poo k.WY field program will involve Installation of six to ten addl 
monitor wells to further characterize existing plums 

BANKS.E.W Jacobs Engineering Group, Inc 8B/06/15 LOHAUS.P Division of Low 
Leva! Waste Management & Decommissioning (Post 870413) 58 pp 45972*194- 
45972 251 

6806270260 Forwards final revised program architecture diagram, per 860621-22 discus 
slon w/J Bunting 

WHITING, A R Center for Nuclear Waste Regulatory Analyses. 8B/06/23, 

ALTOMARE.PM. Center for Nuclear Waste Regulatory Analyses 4pp 45972 279- 
45972*282 

8806270260 Thirty second monthly progress rept for May 1988, as required under Con- 
tract NRC-02-85-GQB Efforts on required list of subtasks outlined in statement of work 
for Tasks 1 & 5 continuing 

WILLIAMS, RE Wi Ella ms & Associates FIN D 1020 186. 88/06/13. POHLE.J NRC- 
No DeiaiJed Affiliation Given 5pp 45966 27 1 45965 275 

8606270293 Rev 1 to MKF-UMTRA-26, "Health Physics Monitonng Plan" 

MEYER.N R , OLOHAN.J , ARTHUR, W J MK-Ferguson Co 88/05/03 8pp 
45963019 45983626 w 

8808270295 Responds to NRC 8804 14 comments on preliminary final remodfa! action 
plan & final design for review for Mexican Hat.UT.U mill tailings site, OOE justification 
for deferring resolution of each of three areas end 

ARTHUR ,W.J. Energy, Dept of UMT/NRC/0600-72 68/06/22 H AWK I N S,E F, Urani- 
um Recovery Field Ofc, R4 4pp 45963 015 45963 016 


8806270302 Notification of 080708 meeting w/DOE & State of NV in Rockville, MD to 
discuss open items on NNWSI QA Plan 

BELKE.B, Operations Branch B8/06/24 KENNEDY.J Operations Branch 2po 
45972 283-45972 204 

8BO027O3O7 Forwards Mod A003 to Interagency Agreement DE AI04-B4AL27241 
DJXSON.G R Energy, Dept of 80/06/16 LOHAUS,P,H Operations Branch 4 m 
45972 172-45972 175 

8806270309 Notification of 880707 meeting w/DOE in Rockville.MD to discuss 4 reach 
agreement on QA open items identified & method /schedule for resolution 
DONNELLY.J Operations Branch 80/06/24 KENNEDY.J Operations Branch ?na 
45972 190 45972 191 

8806270312 Rev 4 to "Exploratory Shaft Facility Subsystem Design Require mania Doc- 
ument, “ Vols 1 & 2 

* Science Applications International Corp (formerly Science Applications, Inc ! 66/ 
06/21 32pp 45971 001-45971 033 

8806270313 Forwards final "A9h*Flow Sheets & Calderas Relationship to Ore Deposes 
In Nevada, by EH McKee Review of Paper & of Application in Assossmenl ," per 
Work Directive 015, Task Order 002,undor Interagency Agreement NRG-03 85W4W/ 

READ.R F Interior, Dept of, Bureau of Mines FIN D 1018 NRC- 03-86- 004 68/00/ 
20 ABRAMS, C Office of Nuclear Material Safety & Safeguards, Director Ip 
45972,285-45972 205 

0806270316 Requests that NMSS be given opportunity to review proposed girxlelines 
for preparation of solid waste process control program 

SURMEIER.J J Technical Branch 08/06/03 CRAtG.JW Plant Systems Branch 2pp 
45972 2B6 45972 2Q7 

80OG27O317 Forwards scopes, milestones & timeframes for potential ru lama tong s.per 
000614 request 

BALLARD.R L Technical Review Branch 8B/06/24 L1NEHAN.J J, Operators 
Branch 14pp 45972 176 45972 189 

8806270329 Requests that listed NRC contractor bo placed on distribution for ail repli 
re Yucca Mountain site Issued by NNWSI project & contractors 
LtNEHAN.JJ Operations Branch 0B/06/24 GERTZ.CP Energy, Dept ol Ip 
45966 270 45966 270 

0806270338 Offers no comments on "Draft Environ Assessment of Remedial Action at 
Spook U Mill Tailings Site, Spook, WY " Radon flux emanating *rom stabbed ladings 
pile complies w/EPA std9 for U Mill Tailings Remedial Control Act projecls 
TOKAR.M Tochmcal Branch 80/05/25 FLIEGEL.M Operations Branch Ip 
45963 014 45963 014 

6806270341 Forwards summary of NRC comments re "Living W/o Landfills " 
BANGART.R L Division of Low Levol Waste Management & Decommissioning (Post 
070413) 80/05/21 NUSSBAUMER.D Assistant Dlroctor tor Slalo Agreements Pro- 
gram 0pp 45963 006 45963 013 

0806270342 Forwards notice of upcoming mootings between NRC & DOE re NRC high 
level wasto met program per 040827 NRC FR Notice 

YOUNGBLOOD, B J Operations Branch B8/0B/27 Operations Dranch 2pp 
45963 004 45963 005 

8800270343 Forwards commonts on Task 6 ropt, “Development of Riprap Design CrJte 
ria by Riprap Testing in Flumes Phase II," by T Johnson & R Codoll Informs that work 
completed to date per Apr 19QB monthly progress rept for FIN B 0278 satisfactory 
YOUNG.M Technical Branch FIN B 0279 06/06/10 MCLEAN, R B Oak firigo Ha 
tl on a I Laboratory 4pp 45002 253-45082 260 

8806280003 Forwards "Procedural Agreement Between EPA £ NRC Establishing Inter* 
lace Council," for signature Subj document necessary to ensure continued ocordina 
lion & centralized consideration of Interrelated NRC/EPA issuos by EPA & NRC 
THOMPSON.H L Office of Nuclear Material Safely & Safeguards, Director 88/06/03 
STELLO,V Ofc of the Executive Director for Operations 6pp 45963 357-45963 362 

8G06280044 Comments on "Analysis of Special Wasto Problems.” monthly Itr status 
rept for Apr 19QB No changes to cost or delivery schedules authorized 
WIDMATER.D A Technical Branch FIN A-3175 0B/0B/08, BARI,R A Brookhaven 
National Laboratory Ip 45063 , 333-45063 342 

8806280046 Summary of 880421 meeting w/DOE In RockvIllo.MD re Green River pre- 
liminary final design & remedial action plan 

WASTLER.S L Oporallons Branch 80/05/23, FLIEGEL.M Operations Branch 2pp 
45963,331-45963.332 

8806280060 Comments on State of PA legislation, "Low Level Radwasl-o Disposal Act” 
& "Licensing Requirements for Low Level Radwaste Mat & Disposal " 

LOHAUS.P H. Operations Branch. 80/05/26, NUSSBAUMER.D. A, Asslslent Director 
for State Agreements Program 30pp 46963-207-45903 327 

8806280087 Requests Info & data to complete groundwater hydrology review cl drift 
remedial action plan & draft EA for sites 

LOHAUS.PH Division of Low Levol Waslo Management & Decommissioning (Post 
070413) 88/05/26 ARTHUR.WJ Energy, Dept of 2pp 45963*202-45963 203 

8806280092 Advises that progress to date on Apr monthly progres rept did 880513 for 
FIN B-2485 satisfactory No changes to costs or delivery of products authorized 
DEERING.L Technical Branch FIN B-2405 88/05/24. BERGERON, M Qattolfo Me 
morial Instituto, Pacific Northwest Laboratory, Ip 45964 249-45964*249 

0806280096 Forwards comments on preliminary design for remedial action plan for inac- 
tive U mill fallings al Spook.WY.per request. 

TOKAR.M Technical Branch 88/05/27. FLIEGEL.M Operations Branch 8pp 
45966*290 45966 297 

8606280184 Requests comments on rept, "Review of Structural Design of Pofyelhylene 
High Integrity Containers “ Comments requested within 30 days Rept will bo discussed 
al next meeting of Advisory Committee on Nuclear Waste on 800627 A 26 
TOKAR.M Technical Branch 80/06/14, ROY,B A. HIttman Nuclear & Development 
Corp (subs of Hittman Corp.) Ip 45943 157-45943 157. 
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£&>52i£)227 Comments on Apr 1980 monthly rept Progress to date under FIN A 1764 
satisfactory Rapt did not respond to author comments on monthly rept tor Mar 
1E&9 Expresses concern on tong lag times between trips by investigators & reporting 
of cost 

WEBER, MF Technical Branch RN A-1764 88/05/27. ORTIZ.N Sandia National 
Laboratories 2pp 45942 359 45942 360 

6606260261 Forwards comments on draft environ assessment & preliminary design for 
Spook ,WY UMTRAP in area ol groundwater hydrology & geotechnical 
eAgina-Bong DOE has not demonstrated compliance w/ proposed EPA groundwater 
protection stds 

459^t3'9-45945T^ i0n3 88/06/02 ARTHUR, Wj Energy, Dept of lOpp 

8SO62&02B2 Responds to BBQ602 & 13 Itrs re technical direction 6. proposed program 
architecture acceleration Logic diagram {or program architecture terminology & associ 
a\ed dolimtions end 

BUNTINGjQ Systems Engineering & Evaluation Branch 8G/06/16 UVTZ.JE 
Center for Nuclear Waste Rogulatoiy Analyses Bpp 45973 322 45973 329 

6-606 280302 Advises that proposed 400 ft extension of taHings embankment 
acc6piabla,based on review ol Mod i to remedial action plan for Salt lake City 
Brte,tmn$rnitted by 880405 & 0519 Itrs 

LOHAUS.PK Operations Branch 88/06/02 ARTHUR, WJ Energy, Dept of Ip 
45942 296.45942 290. 

6606260326 Forwards suppl to 1905 technical evaluation memo, per request for review 
of proposed Mod i to remedial actions at Salt Lake Clty/Clive site Proposed desLgn 
will continue to meet Cong term stability requirements of 40CFR192 
TQKAR.M, Technical Branch 88/06/02 FL|EGEL,M Operations Branch 5pp 
45945150-45945154 

66O6J803B9 Forwards summary of 080526 mooting w/DOE In Rockville, MD re ro alter- 
nate concentration limits at UMTRAP sites 

WEBER.MF Technical Branch 88/06/01 STARMER.R J Technical Branch Ip, 
45944 249.45944 24a 

— 38062003^0 Summary of 880526 meeting w/DOE In Rockvilto.MD re alternate con 
c<mi/atron frrnlfs at UMTR AP sites 

* NRC - No Detailed Affiliation Given 08/05/27 NRC - No Detailed Affiliation Given 
2pp 46944 J 247-45944 248 

S806296Q07 Notice of availability 6 request for public comment on droit technical posl 
bon on alternate concentration limits for U mills 
STARMER.R J Technical Branch 88/06/14 4pp 45954 368 45954 361 

6606290032 Advises that revtsod Task 1 work plan for FIN A 1764 acceptable w/!isted 
chang es. in response to L Shipors 0BO52O Itr Resub mission of revised plan to NRC un 
nacassary 

WEBER.Mf. Technical Branch, FIN A-1784 88/06/03 ORTIZ.N R Sandia National 
UtXJralOdaB Ip 45955 001-45955 001 

6600290260 Notification of B006Q9 moating w/DOE in RockvlIlo.MD to obtain further 
fnfo on QOE proposed processing of high level waste as described In DOE FES on 
disposal of Hanford defense wasto 

BOYLE.Ft Regulatory Branch 08/06/06 0ELL,M J Regulatory Branch Ip 
4*948 3S7-4594B 357 

6606290290 Forwards radiological & engineering assessment for listed locations, for 
ravtaw & approval Add! supplemental side applications for remaining three blocks of 
Main Slroat will bo submitted In June 1988 

VIRGONA.JE Energy, Dept of 88/05/18. MEYER, R NRC - No Detailed Affiliation 
Given 2pp 45957 056 45957 057 

6806300344 Forwards ion exchange removal of malls rept Copy will bo given to ropre 
santa live s of NRG during site visit 

OlDHAM,J.G. MK-Ferguson Co 88/03/30 ARTHUR,W J Energy Dept of 2pp 
46969,100 45909 1Q1 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 

6005260272 Monthly rept for Tasks l-V| under FIN A-1165 for Apr 19QB concerning li 
c6oslnq methodology assistance 

ORTIZ.N R. Sandia National Laboratories. FIN A-1165 qg/ 05/15 GAt-SON.D Oper- 
ations Branch 30 pp 45701*160-45701,195 

6605260379 Ack receipt of of Monthly Progross Rept #33 for April 1088, "Technical 
Assistance for Design Reviews " Work described satisfactory 

TANIOUS.NS Technical Review Branch FIN D1016 NRG-O2B5 0O2 8B/05/23 
HART.R ITASCA Consulting Group, Inc 2pp 456B0 350-45086 359 

6605260361 Requests extension of Task Order 007 undor Contract NRC -02* 04 -002 
through e&09 30. Extension necessary to complete unfinished subta^ks 

Technical Review Branch FIN D-1004 NRC-02s84 002. 06/05/24 
MEEHAN, B Contract Administration Branch. Ip 45688 353-466BB 353 

6005260395 Advises that Task Order 007 extended to allow completion of work In 
progress Roques to that remaining funds from Task Orders 001-005 & 008 be de oblJ 
gated 

BUCKLEY ,J.T Technical Review Branch FIN D-1004 NRC-02-04-9S2 Bfc/05/24 
Program Management, Policy Development & Analysis Staff (Post 
870413) ip. 45692 223 45692 223 

6805270300 Forwards Document Review 008 01-59, "Mod of Rock Mass Permeability 
h Zone Surrounding Shaft In Fractured Welded Tuff," per Contract NRC-02-85-002, 
NRC Technical Assistance for Design Reviews" 

HAFVyiD ITASCA Consulting Group, Inc FIND-1016 NFIC-02B5 002 B&/05/24, 
TANIOljS.N- NRC - No Detailed Affiliation Given. 25PP 45700:124-45700 148 

6605270316 Trip rept of 880411-14 DOE/NRC Technical Meeting on * 'Alternative Con- 
Models of Goundwater Sys at Yucca Mountain, Las Vegas.NV " 

LOGSDON, MJ. Nuclear Waste Consultants, Inc SNIFF.T L Water, Waste & Land, 
Inc FIN D'l 021 RS N MS-8 5-00 9. 08/05/18. POHLE.J Technical Review Branch 
214pp 45720 032-45720-242 


8005310043 Comments on LLL Monthly Mgt Ltr 21 for Apr 1980 under FIN A 0297 Draft 
rapt on Amarillo-Wichita uplitt & associated structures received & distributed to appro- 
priate stall 

BLACKFORD, ME Technical Review Branch FIN A-0297 00/05/26 CHUNG, DH 
Lawrence Livermore National Laboratory ?pp 45700 081-45700 002 

880531 01 BS Forwarcjg “Technical Basis for Performance Goals, Design Requirements & 
Matl Recommendations (or NNWSI Reuosltoiy Sealing Program " 

HART.R D ITASCA Consulting Group, Inc FIN D 1016 flRC 02 B5 002 60/05/26 
TANIOU$,N NRC No Detailed Affiliation Gwen Ip 45710 174 45718.201 

-3805310303 Document review of "Technical Basis for Performance Goals Mail Roc 
ornmendations for t ho NNWSI Repository Sealing Program 11 

DAEMEN.J , WAHl.K , LORIG.L ITASCA Consulting Group, Inc FIN D 10 16 88/05/ 
25 NRC - No Deified Affiliation Given 2?pp 45710 175 45718 201 

8896020091 "High Level Waste Repository Performance Assessment Development" 
sves rendered for 080502-20 

MOLER.R B Systems Support, Inc, FIN A 4165 80/05/20 CHANG. K C NRC - No 
Detailed Affiliation Given 7pp 45759 320-45750 334 

880602029 1 Ack receipt of rept summarizing activities for Apr R e prosen tat ivo requested 
for 800602 meeting in Rockville, MD to discuss future work to be performed under 
contract 

PESHEL.J J Technical Review Branch FIN A-1755 00/06/02 ORTIZ.N R Sandia 
National Laooratones Ip 45733 316 45733 31f> 

8800066218 Forwards commons on * Technical Assistance in Geochemistry " Apr 19Q8 
monthly progress root Progress to date satisfactory 

BROOKS.DJ Technical Review Branch FIN &0267 NRC 50 19 03 01 BB/06/02 
KELMERS.A O Oak Ridge Nahonsl Laboratory 2pp 46779 126 45779 126 

8006058230 Submits addendum fo Communication 18 Misting assumptions inherGnt in 
description ol groundwater (low sys presented in consultation draft SCP Important as- 
sumption re DOE rapt by Szymanski.not previously Included, addressed 
WILUAMS.RE Williams A Associates FIN 0 1020 NRC-02-B5 000 60/06/02 
POHLE.J Division of Waste Management fPr& 070413) 3pp 45707 259 45707 260 

BB06070065 Comments on Apr 1980 monthly rept for FIN A-1165 Info on resources ox 
pended & percent completion still needs to be provided as requestor! in NRC 800504 
fir 

GALSON.DA Operations Branch FIN A 1165 80/06/06 ORTIZ.N R S a rid i a Nation- 
al Laboratories 2pp 45764 217 45764 210 

8806070071 Comments on Apr 19QQ monthly progress rept under Contract NRC 02-04- 
002 Contents fulfilled requirements of contract 

BUCKLEY ,JT. Tochrilcal Roview Branch FIN D 1001 NRC 02 81 002 B8/06/IM. 
StNGH.M M Engineers International, Inc 2pp 45704 219 45704 220 

8806070090 Requests comment on Pago 3 of Sandia Rapt SAND87-2Q73, "Addl Under- 
ground Test Data Required for Yucca Mountain ” & review of DQI fcpt "Repo: ted 
El feels of Solected Earthquakes in Wostern North American ," per Tack 2, FIN A- 
0297 

BLACKFORD, ME Tachnlcal Review Branch FIN A-0207 00/06/06 CHUNG, DH. 
Lawrence Livermore Notional Laboratory 2pp 45787 074 45707 075 

0000070312 Monthly Progress Ur 40 for Apr 1900 for Contract NRC 02 04 001 
FANNON,MM Weston Geophysical Corp FIN D 1003 WGC 01531 gb/ 05/31 
IBRAHIM, A Technical -Review Branch Ip 45779 152 45779 1&2 

8006070386 forwards document revlowsj.lncluding review of "First Survey Distuplioni 
Scenarios for High Level Repository at Yucca Mountain, NV" hy B Rosa of Sandia for 
DOE, 

WlLLIAMS.RE Williams 4 Associates FIN D-1020 NRC 02 05 008 CQ/05/31 
POHLE.J Division of Waste Managomont (Pro 070413} 32pp 45774 189 45774 22Q. 

660(1080030 ‘Tab Evaluation of DOE Radionuctido Solubility Data & Selected Retarda- 
tion Parameters, Experimental Strategies, Lab Techniques & Procedures,” monthly 
progress rept for Apr 1980 

* Oak Ridgp National Laboratory FIN B 0290 80/05/ 12 NRC - No Detailed Affiliation 
Given 2pp 45774 35& 45774 360 

8006080100 Forwards Vol 4 to NVJREG/CR-4735, ''Evaluation & Compilation Of DOE 
Waste Package Teat Data," fourth biannual rapt W/o oncl 

INTERRANTE.Cg Commerce, Dept of. National Bureau of Standards TIN A 4171 
03/06/01 PETERSON, C Technical Review Branch Ip 45781 196*45701-196. 

0806090016 Summarizes 080518-19 visit to Washing ton, DC re LSSAC meeting to 
revlow revs of 10CFR2,Sutiparf J & to fnitrato discussions of remainder of Subpart J 
KALMAN.K L Systems Engineering & Evaluation Branch. FIN D-1056 00/06/00 
BRQWNING.R E Division of High Level Waste Management (Post 870413) 2pp 
4 5005 '050-1 500^ 051 

88€f>0 90224 Forwards Parts I & If to Proposal P-940, "T&chnlcal Assistance (or In Situ 
Testing " 

HUCK.PJ Engineers International, Inc FIN D-1004. NRC-02B4 002 68/06/04 
BUCKLEY, J T Office of Nuclear Material Safety & Safeguards Director Ip 
45797 001-45797 027 

-a&06090233 Part j Technical Approach, “Technical Assistance (or In-Si tu Tostlng " 

* Englnoais International, Inc, FIN D 1004 NRC02 04-002 08/06/06 13pp 

45797 002 45797 014 

-*8006090234 Part II Cost Estimate, "Technical Assistance for in Situ Testing " 

4 Engineers International, Inc FIN D-1004 NRC 02 84 002 C0/O6/O6 I3pp 

45797 015-45797 027 

8608100203 "Coupled Thermal Hydrological Mechanical Assessments & Site Character- 
ization Activities (or Geologic Repositories" monthly rept f of May 1006 
ORTIZ.N R Sandia National Laboratories FIN A- f 755 88/06/15 PESHEL.J. Dkvislon 
of High Level Waste Management (Peat 670413), 3pp 45014,262 45014 264 

8808130273 Forwards review of "Development of Methodology for Performance As- 
sessment Iru Alternative Geologic Media " Supports modeling efforts on Apacho Leap 
tuff site Proposed development of technology transfer pion in Subtask 2.16 
BALLARD, R Technical Reviow Branch FIN A'1266 06/06/10 COSTANZLF A 
Waste Manageniont Branch 9pp, 45802 114 45802 122 
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0806130261 Advises that PP Brooks designated project manager for FIN A Il65,effec- 
live 880701 

BROWNING.R E Division of High Level Waste Management <Post 870413) FIN A- 
1165. 66/06/09 FUNCHES.J L Program Management, Policy Development & Analy- 
sis Stall lPo$\ 870410) Ip 45789 117-45799 1 17 

6806130324 Forwards review comments on IN RC generic technical position, "Guidance 
for Ootermi nation of Anticipated Processes & Events & Unanticipated Processes & 
Events," per VYo'V Oveclive l6,Task Order 2 .under Agreement NRC 02-85 004, 
WELDIN.R D Interior, Dept of, Bureau of Mines FIN D-101Q NRC-02 85 004 06/06/ 
10. ABRAMS.C NR C * No Detailed Affiliation Given 2pp 458 19 335 45819 336 

8806130370 Forwards "Therm al-Mechamcal Benchmark Testing of Fast Lagrangian 
Analysis of Continua," final rept 

HART,R D. ITASCA Consulting Group. Inc FIN D 1016 NRC-02-85 002 80/06/09 
TANIOUS.N NRC - No Detailed Affiliation Given Ip 45826 164-45826 197 

-8606130373 “Thermal Mechanical Benchmark Testing of Fast Lagrangian Analysis of 
Cantmua " 

MACK.M , HART.R ITASCA Consulting Group, Inc FIN D-1016 NRC-02 85 002 88/ 
06/30 NRC - No Detailed Affiliation Given 34pp 45826 165 45S26 197 

8806130378 "Lab Evaluation of DOE Radionuclide Solubility Data & Selected Retards 
lion Parameters," progress rept for May 1986 

MEYER, R E Oak Ridge National Laboratory FINES 0290 08/06/07 BRADBURY, JW 
Office of Nuclear Material Safety & ■Safeguards.Director 4pp 45B18 296 45B18 299 

8906140298 "Environ Monitoring for Alternative Methods of Oisposal of Low Level 
Waste," monthly rept for May 1980 Enel proprietary Info withheld 
DENHAM, DH Batlolle Memorial Institute, Pacific Northvrest Laboratory FIN B-2484 
6 88/06/03 JAGANNATH.B Office of Nuclear Material Safety & Safeguards, Director 
2pp 45833 301 45B33 302 

8905140318 Services rendered on HLW repository performance assessment develop 
mont for period 880531-0610 

MOLER.R 6 Aerospace Corp 88 RMB 49. 88/06/10 CHANG, K C NRC - No Detailed 
Affiliation Given 0pp 45931 005-45831.012 

6806t40489 Discusses work to be performed! under "Technical Assistance for Design 
Reviews," Task Order 091, re verbal approval given to recipient to attend listed 
mootings Actions taken considered to be within scope ot current contract 
TANtOUS.NS Technical Review Branch FIN D 1016 NRC 02 85-002 88/06/13 
HART, Ft ITASCA Cor.sulLng Group, Inc 2pp 45831 026-46631 029 

6806210080 forwards trip rept for J Daemon participation In BB0606-08 Exploratory 
Shaft Facility Title I 50% Design Review comment resolution session Rept withhold 
HART.RD ITASCA Consulting Group, Inc FIN D 1016 NRC 02-85 002 B8/06/15 
TANIOUS.N NRC- No Detailed Affiliation Given 4pp 45913 356-45913 359 

8896210092 Monthly rept for May ISBa.includEng Task I, "Licensing- Melhodology As 
slslance," Task II, "Identification & Antaysis of Uncertainties'* & Task III, "Probability 
Techniques" 

ORTIZ.NFt Sandla National Laboratories FIN A 1165 8B/06/15 GALSON,D Oper- 
ations Branch IBpp 45908 276 45908 295 

8806210140 Forwards "Performance Assessment Methodology Development LLW Dis 
posal Safety Assessment Subtask 2 1 Identification of Potential Exposure Pathways " 
SNIPERS, LR Sandia National Laboratories FIN A-1764 88/06/16 WEBER.M Divi 
slon of Low Level Waste Management & Decommissioning (Post 870413) Ip 
45915 041-45915 060 

-B 806210099 "Performance Assessment Methodology Development LLW Disposal 
SalGfy Assessment .Subtask 2,1 Identification of Potential Exposure Pathways" 
SHIPERS.L.R Sandia National Laboratories FIN A-1764 86/06/16 NRC - No De- 
tailed Affiliation Given 19pp 4591 5042-45915 060 

8806210149 "Technical Assistance In Identification A Evaluation of Seis mo Tectonic 
Issues Re Repository Site Characterization Plans," monthly Mgl Ltr Rept 22 for May 

CHUNG.D H , CUMMINGS.G E Lawrence Lrvermore National Laboratory FIN A-0297 
L-106 SB/00/06 BLACKFORD.M £ Technical Review Branch 2pp 45904 314 
45904 31 5 

8806210236 Submits budget summary for "Analyses of Special Wasto Problems," 
monthly mgt rapt for May 198&,Enc1 proprietary details of financial status withhold 
BARf.R A 8 rook haven National Laboratory FINA3175 88/06/16 WIDMAYER.D 
Technical Branch 2pp 45925 105 45925,106. 

8608210262 "Development of Criteria for Malls Used in Engineered Components & 
Waste Forms al Near-Surface Low Level Wasto Facilities," monthly mgl rept tor May 
1908. Enel proprietary financial status withheld 

BARI.RA Brookhaven National Laboratory FIN A-3951 8B/06/16 MCDANIEL.K 
Technical Branch 2pp. 45914 010 45914 011. 

8806210295 Submits budget summary for tasks under program entitled, "Development 
of Low Level Waste Criteria- Licensee Fees," for May 1900 Enel proprietary details of 

fmanclal&tatuswithhald 

BARI.RA Brookhavon National Laboratory FIN A-3174 8B/08/16 MCDANIEL, K 
Technical Branch 2pp 45914.000 45914 009 

0806220040 Forwards review of DOE response to NRC comments on "Process Control 
Plan for Decontaminated Supernatant Cement Solidification” Lack of documentation 
cited as major problem with repl Results oi addl DOE tests requested 
SISKIND, B Brookhaven National Laboratory FIN A 3175 88/06/17 WIDMAYER D 
Technical Branch 8pp 45937 062 45937 069 

88062 20076 "HLW Licensing Support Sys Advisory Committee," Progress Rept 5 for 
Jan-Mav iflflQ 

MEALEr.TJ Conservation Foundation FIND-1056 7 00/06/16 KALMAN.KL Office 
of Nuclear Material Safely S Safeguards, Director 7pp 45913 107-45913 193 

80O822OOB4 "Evaluation A Compilation of DOE Waste Package Test Data," monthly 
progress rept for May 198B 

INTERRANTE.C G. Commerce, Dept of, NaUonal Bureau of Standards FIN A-4171-7 
88/06/15 PETERSON, C Technical Review Branch 19pp 45913.194 45913 212 


8806220115 Advises that task description, "Mod of Finite Element Program UNSAT2for 
Use on PC Compatible Computer," completed Formal seems to be geared toward 
NRC products rather than contractor products 

WINTER, GV Williams & Associates FIN D-1020 NRC-02-B5 008 08/06/16 
POHLE,J NRC - No Potaiiod Affiliation Given 3pp 45914 312-45914*314 

8806220123 "Geochemical Sensitivity Analysis," monthly rept for May 198B 
ORTIZ, NR Sandia National Laboratories FIN A-1756 88/06/15 MO,T Dm s -on of 
High Level Waste Management (Post 870413) I0pp 45926 044-45926 053 

8806230071 Provides review of monthty progress rept for Apr 1980 under Contract 
NRC 02 85 009 Overall progress made to date under contract satisfactory 
POMLE.J A Technical Review Branch FIN D-1021 NRC-G2-05 009 88/86/21 

LOGSDON.MJ Nuclear Wasto Consultants, Inc 4pp 45937 325 45937 32a 

8806230080 Advises that fisted work should bo performed under Conlracl NRC 02-65 
002, "Tech Assistance for Design Reviews," Including review of excavation inmtlja 
lions 

TANIOUS.N Technical Review Branch FIN D-1016 NRC-02-85 00? 80/06/21 

HART.R ITASCA Consulting Group, Inc 2pp 45940 11 3-45940 114. 

8806270255 Confirms author understanding of revised format for wasto package data 
base structure for making document reviews Requests that recipient review cncl Al 
tachment 1 re waste package document review format & guidelines 
PETERSON, CH technical Review Branch FIN A 4171 88/06/22 

INTERRANTE.CG Commerce, Dept of, National Bureau of Standards Bra 

459B2 257-45982 264 

880627025B "Definition of Solute Transportation Mechanisms at Low Level Waste Dis- 
posal Silos in Support of Transport Modeling," monthly progress rept for May 1968 
KRUPKA.K M Baltello Memorial Institute, Pacific Northwost Laboratory FIN B 2-163 S 
B8/06/23 YOUNG, M H Office of Nuclear Material Safety & Safeguards.Dircetor 4pa 

45972 252 45972 255 

0806270280 Thirty second monthly progross rept for May 1908, as required under Con- 
tract NRC 02-85 008 Efforts on required list of sublasks outlined In statement ol work 
(or Tasks 1 & 5 continuing 

WILUAMS.RE Williams & Associates FIN D-1020. 106 88/06/13 POHLE.J NFSC- 
No Detailed Affiliation Given 5pp 45966 271 45966 275 

8806270291 Forwards draft "Rovlow of Environ Conditions & Performance al Ccmmer 
clal Low level Radwasto Disposal Facility Near Sheffield, IL." for uso & comment 
BERGERON, M P Battollo Memorial Institute, Pacilic Northwest Laboratory FIN B 
2485. 08/06/23 DEEDING, L Offico of Nuclear Material Safely & Saf ague rds.Direc tor 
2pp 45973 001 45973 166 

-8806270296 Draft "Review of Environ Conditions & Performance of Commeicial Low 
Level Radwaste Disposal Facility Near Shoffiold.IL " 

MURPHY, E M , BEHGERON.M P, Bailello Memorial Institute, Pacific Northwest Labo- 
ratory 88/05/31 Offico ot Nuclear Material Safely & Safeguard 3, Director, 164pp 

45973 003-45973 166 

0606270313 Forwards final "Ash Flow Shoots & Calderas Relationship Lo Ore Deposits 
in Nevada, by EH McKee Review of Paper & of Application In Assessment , per 
Work Directive 01 5, Task Ordor 002, under Interagency Agreement NRC 03 85 004 V// 
o end 

READ.R F Interior, Dept of, Bureau of Minos. FIN D-1010 NR C-03 05 004, 68/00/ 
20 ABRAMS.C Office of Nuclear Material Safety & Safeguards, Director. Ip 
45972 205-45972-205, 

6606270343 Forwards comments on Task 6 rept, "Development of Riprap Design CnCe 
ria by Riprap Testing In Flumes Phase II," by T Johnson & R CodelUnforma that work 
completed to date per Apr 1900 monthly progress rept for FIN B 0270 satisfactory 
YOUNG, M Technical Branch FIN B 0279 80/06/10. MCLEAN.R B Oak Rldgn Na- 
tional Laboratory 4pp 45082 253-45902 256 

8806200044 Comments on "Analysis of Special Wasto Problems," monthly Ilf status 
rept for Apr 1908 No changes to cost or delivery schedules authorized, 

WIDMATER.D A Technical Branch FfN A 3175 88/06/00 BARI.RA Brootfuven 
National Laboratory ip 45963 333 45963 342 

-6606200105 "Analyses of Special Waste Problems," monthly rept for Apr 1980 
BARI.RA Brookhaven National laboratory FIN A-3175 00/05/18 WtDMAYERJD 
Technical Branch 9pp 45963 334 46963 342 

BB06280092 Advises (hat progress to date on Apr monthly progres repl did 880513 for 
FfN B-2485 satisfactory No changes to costs or delivery of products authorized 
PEERING, L Technical Branch FIN B-2405 88/05/24 BERGERON.M Battollo Me- 
morial Institute, Pacific Northwest Laboratory Ip 45904.249 45964 249 

8806280227 Comments on Apr 1900 monthly repl Progress to data under FIN A*17W 
satisfactory Rept did not respond to author comments on monthly repl for Mar 
19O0 Expresses concern on long lag times between trips by Investigators A reporting 
of cosf 

WEBER.M F Technical Branch, FIN A-1764 88/05/27 ORTIZ.N Sandia National 
Laboratories 2pp 45942 359 45942 360 

8606260269 Ack receipt of Apr 1980 monthly ltr status reptlssuo of addl funding to 
complete contracted work resolved Understands that BNWL will complete Tflik 6 
rept under contract for addl funding from NRC 

JAGANNATH.B Technical Branch FIN B 2404 08/00/02 OENHAM.D Battollo Me- 
morial Institute, Pacific Northwest Laboratory. Ip 45945'149 45945 149 

B606290032 Advises that revised Task 1 work plan for FfN A-1764 acceptable w/Lsted 
changesjn response to L Shlpers 080520 ltr Resubmlsslon of revised plan lo NRC un- 
necessary 

WEBER.M F Technical Branch FIN A-1764 00/06/03 ORTIZ.N R. $ardia National 
Laboratories Ip 45955 001-45955 001 

8806290505 "Numerical Modeling of Groundwater Flow Sys In Vicinity ot Ref Ropoalwy 
Locatlon.Hanford Sile.WA " 

DAVIS, P , BEYELER.W . LOGSDON.M Technical Review Branch 06/06/29 300pp 
45955 002-45955 296 
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XPORTUC EXPORT AND IMPORT LICENSES 


4505310228 Amend 1 to License XU 8661 .reflecting change in name of ultimate con 
stance from Zircatec- Precision Industries, Inc to Stern Labsjnc 
PETERSON.M R Assistant Director for International Security WSH049 80 86/05/20 
ip 45691 212-45681 213 

S80601003& License for Nuclear Transport & Storage, Inc to import 1 5 million kg ol U in 
form ol UFS.from South Africa 

PETERSON.M R Assistant Director for International Security 68/05/27 2pp 
45695 259 45695 260 

WCKO 10076 Application for license to export ennchod U in form of fahncated TRIGA 
fuel pins, to Romania 

FISK, Ft H Edlow International Co RMT-5 86/05/23 Ip 45695 266 45605 267 

-8804010099 Forwards application for llcenso to export TRIGA fuel elements, to Roma' 
nia 

RSK.R H Edlow International Co 08/05/23 WRIGHT.B NRC No Detailed Affiliation 
Given Ip 45695 267 45695 267 

8806810079 Forwards request lor withdrawal of Westmghouse export licenso application 
for License XUO B6$4 

PETERSON.M R Assistant Director for International Security 80/05/27 ROONEY.J 
Energy, Oept of \p 45686 00 M568G 002 

“8806910084 Advises of withdrawal of application for licenso to export U-2 powder to 
Japan for purpose of sintering & compacting tests.por tetcon 

HUDEC.WS We stmghouso Electric Corp WSH-006 86 88/05/16 WRIGHT, B Office 
of Governmental & Public Affairs (Post 870413) Ip 45686 002-4 5606 002 

8806010154 Forwards licensee 800505 Itr requesting v^lthdrawal of oxport application 
XSNM 1350 

PETERSON.M R Assistant Director for International Security 0B/05/27. 

THGRNE.C E Slate, Dept of, Bureau of Oceans & Inti Environ & Scientific Affairs 
Ip 45685 250-45685 252 

8806010173 Forwards GA Atomics 6Q0510 application for license to export lisslon 
chamber to Bogota.Colombia for use in IAN R1 research reactor, for review 
PETERSON.M R Assistant Director tor International Security GG/05/23 

THORNE.CE State, Dept of, Bureau of Ocoans & Inti Environ & Scientific Affairs 
tp 4 5693 341-45683 350 

B8060TQ191 Amend 1 to license lor Westlnghouso, changing name of ultimate consignee 
from Zlrcatoc-Pr eel sion Industrios.lnc to Stern Labs.lnc 

PETERSON.M R Assistant Director for International Security WSH 050 08 88/05/20 
Ip 45696 099-45696 100 

B806010211 License lor Braunkohle Transport USAJnc.to import 5,000 kg, enriched to 
4% U 235 from South Africa 

PETERSON.M R International Programs 86/05/27 Ip 45683 322 45683 323 

6806010242 Application to amend llconso to oxport increased quantities, consisting of 
147 64 kg U-235 contained In 326 85 kg U,to Japan & deleting Nukom/Hnrtau as in 
tar mediate consignee 

FLINGOU.C European Communities, Commission of 88/05/25 ROONEY,JM 
Energy, Dept of. Ip 45695 245-45695 245 

660601.0281 Forwards Edlow Inti Co application for oxport of 16 478 kg of high enriched 
U to Romanfa for use os fuel in TRIGA 111 reactor, for rovlow 

PETERSON.M R Assistant Director for International Security 86/05/27 

THORNE, C E Stale, Dept of, Buroau of Oceans & Inti Environ. & Scientific A1 fairs 
Ip 45683 303 45083 305 

8806060105 Requests Executive Branch position ro Safety Light Corp applications to 
export sealed light sources, containing tritium to listed countries 
PETERSON.M R Assistant Director for International Security 88/05/16 

THORNE, C E Stale, Dept of. Bureau of Oceans & Inti, Environ & Scientific Affairs 
Ip 45726 268 45720 290. 

5806009206 License for Mitsui & Co, USA, Inc to oxport 184 kg U 235, contained In 
6,101 kg U,1o Japan 

MOORE.R, N Assistant Director for International Security MBK-T2 R10 80/06/02 
2pp 45756 356-45756 359 

8806000230 License for Mitsubishi Inti Corp to export 633 kg U-235, containing 15,606 
kg U.lo Japan 

MOORE'.RN’ Assistant Director for International Security. HSA 54BB-03 86/06/02 
2pp, 45756 165-45756 166 

BSO60BD251 License for Mitsubishi Inti Corp to export 450 kg U 235, contained in 
13.018 kg U.to Japan 

MOORE.h N Assistant Director for International Security HSA-5488 01 6B/06/02 
2pp 45756:145-45756146 

8006030360 Licenso for Edlow Inti to oxport 462 1 kg U-235,conteinod in 11,617 kg U.to 
Japan 

MOORE, R N Assistant Director for International Security KLK-42 88/06/02 2pp 
45754 359 45754:360 

t0OSO9l>16'3 Forwards application for amend to licenso, decreasing quantity ol moll re 
quested for export to 10 772 kg u, containing 10 050 kg U-235 
PETERSON.M R Assistant Director (or International Security 80/05/27 
THORN E.CE Slate, Dept of, Bureau of Oceans & Inti Environ & Scientific Affairs 
Ip 45763 107-45763 109 

“3606090187 Application for amend to I Icon se.de creasing quantity of mail to 10,772 kg 
U.con tamed In 10,050 kg U-235, 

GUAIN,PB Trans nuclear, Inc 86/05/23 WRIGHT, B NRC - No Detailed AMilialion 
Given 2pp 45763.108 45763 109 

6806093170 Requests assistance In obtaining necessary assurance Itr re application for 
export license for low enriched U for Irradiation & post-irradiation exam at Joint Re 
search Ctr, Petten Establishment in the Netherlands 

PETERSON.M R Assistant Director lor International Security 88/05/27 ROONEY ,J. 
Energy, Dept of Ip 45766 284-45766 284 


--B8O0O9O18& Forwards application for license to export two fabricated fuel demerits to 
the Netherlands 

FISK t R H Edlow International Co 88/05/24 WRIGHT, B NRC - No Detailed Affiliation 
Given ip 45766 286 45766 286 

--G0O6O9O176 Application for license to export 5,554 g U as fabricated fuel elements to 
the Netherlands 

FISK.RH Edtow International Co B&W5 86/05/23 Ip 45766 285-45766 285 

0806090266 Forwards FR notice of application lor license to Import/ export nuclear fa- 
cilities or mails for filing & publication 

PETERSON.M R Assistant Director for International Security 80/05/31 MEYER, D 
Rules & Procedures Branch Ip 45766 055 45766-057 

-8806090270 Notice of Transnuclear 880523 applicalion for license to oxport nuclear 
facilitios cr mail 

PETERSON.M R Assistant Director for International Security 88/05/31 2pp 
45766 056 45766 057 

8808090291 Conlirma that govt of Japan appointed Shikoku Electric Power Co.lnc as 
authorized person undor agreement for cooperation botwoen US & Japan re civil uses 
of 435 kg U-235 contained in 13,194 kg U as fuel for Ikata 1 of Shikoku 
TOSHIKAGE.M Japan, Govl of 06/05/24 ROONEY.J M Energy, Dept of ip 
45764 316-45764 316 

8806100026 License for Mitsubishi Inti Corp to export 456 kg U-235, contained In 
13,194 kg U,to Japan 

MOORE.R N Assistant Director for International Security HSA 5488 02 86/06/02 
2pp 45772 273 45772 274 

8606100081 License for Honeywell Inc DSG to export 226,799 kg depleted U as deplat 
od U motel, to Canada 

PETERSON.M R Assistant Director for International Security SUB-971 EXPORT 08/ 
06/02 3pp 45772 240 45772 251. 

0806100145 License for Mitsubishi Inti Corp to expert 418 kg U-235. contained In 
12,107 kg U,to Japan 

MOORE.R N Assistant Director for International Security HSA 5488 05 00/06/02 
2pp 45772.1 70-45772,171 

8806100146 Confirms that govt of Japan appointed Kansal Electric Power Co, Inc as au- 
thorized porson under Article VI ol agreomont for cooperation between US & Japan ro 
civil uses of 633 kg U 235 contained in 15,608 kg U as fuol for Mihama 3 
TOSHIKAGE.M Japan, Govt of 08/05/24 ROONEY, J M Energy. Dept of Ip 
45772 0B9 45772 009 

8606100154 Confirms that govt of Japan appointed Hokkaido Electric Power Co, Inc as 
authorized person under Article VI of agreement of cooperation botwaon US A Japan 
ro civil uses of 416 kg U-235 contained in 12,107 kg U as fuel for Toman 1 
TOSHIKAGE.M Japan, Govt ol 00/05/24 ROONEY.J M Energy, Oopl of ip 

45772 090-4 5772 0§0 

0806130059 Confirms that govt of Japan appointed Kyushu Eloctnc Co, Inc as author- 
ized person under Article VI agreomont of cooperation between US & Japan ro civil 
usds of 450 kg U 235 contained in 13,010 kg U os fuel for Gonkai 2 
TOSHIKAGE.M Japan, Govt of 8D/05/24 ROONEY.J M Energy, Dopt of Ip 

45701 143-45791 143 

0806130071 Confirms that govt ol Japan appointed Japan Atomic Power Co, Inc as au 
Ihorlzod person under Article VI of an moment of cooperation between US A Japan re 
civil uses of 184 kg 1/ 235 contained in 6,101 kg U as fuol for Tokal 2 
TOSHIKAGE.M Japan, Govt of 80/05/24 ROONEY.J M Enorgy, Dopt of Ip 

45791 155-45791 155 

0806130078 Confirms that govl of Japan appointed Kansal Electric Power Co, Inc as au 
thorized parson undor Article VI of agreomont of cooperation between US & Japan re 
civil uses of 462 1 kg U 235 contained in 1 1 ,617 kg U as fuel for Mihama 3 
TOSHIKAGE.M Japan, Govt of QB/05/24 ROONEY.J M Energy, Dopt of Ip 

45701 162-45791 162 

0806140470 Requests Executive Branch position re NUEXCO Transport & Svcs Co 
880527 application for liconso to export 9,200 kg U ns UFG to South Koroa 
PETERSON.M R Assistant Djrector (or International Security 88/06/08 ROONEY.J 
Energy, Dept of Ip 45B04 141-45B04 143 

“6805140489 Forwards application for license to export 
BOVEY.R L NUEXCO 86/95/27 WRIGHT.B L NRC - No Detailed Affiliation Givon 
ip 45004 142-45004 143 

“0600140470 Application for license to oxport 9,200 kg U ennchod as UF6 to South 
Korea 

BOVEY.R L NUEXCO 0Q/O5/27 Ip 45B04. 143 45804-143 

8806140514 Notice of receipt of Edlow tnll Co applicalion for I icons 0 to oxport nuclear 
mall to Romania for use as fuel lor TRIGA III at Petosti 

PETERSON.M R Assistant Director for International Security 00/05/31 2pp 
4GBO0 168 45800 170 

8606150250 Forwards application (or amend to oxport license to add Cagoma as inter- 
mediate consignee for storage & handling purposes Views as to whether proposal 
moots applicable criteria in atomic enorgy act, as amended.requestod 
PETERSuN.M R Assistant Director for Inlomationa! Security 00/06/08 THORNE, C 
Slate, Dept of Ip 45B11 356-45811 358 

—8606150265 Application for amend of license ta add Cogeina as intermediate consign 
ee in Franco for storage & handling purposes & to change address of 
Transnucloarjnc 

QUAIN.P.B, Transnuclear, Inc 86/05/26 WRIGHT, B NRC - No Detailed Affiliation 
Given Ip 4581 1 357 4561 1 356 

6606150401 FoAvards application for license to export 129,025 kg depleted U to 
England Requirements estimated for next 5 yrs. 

MONTFORD.CW Aerojet Ordnance Co 150 88 0361 08/05/25 WRIGHT, B NRC - 
No Detailed Affiliation Given tp 45815 345 45014 346 

-6006150410 Application for license to oxport 129,025 depleted U to England 
MONTFORD.CW Aerojet Ordnance Co 88/05/25 Ip 45815 34S 4S014 346 
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8000150491 Requests Executive Branch position re issuance ol broad license for Self 
Powered lighting to export tritium to United Kingdom instead of extending expiration 
date of existing license 

PETERSON, W n Assistant Director for International Security 80/06/00 THORNE.C 
State. Oopt ot, Buroau of Oceans S Inti Environ & Scientific Affairs Ip 450 1 4 046 
45814 048 

-88D61504&5 Application for renewal of license to export tritium to United Kingdom W/ 
NRC note re suggestion to issue new license changing conditions to allow up to 

50,000 Ci per Individual shipment 

HENRIQUEZ.J Self Powered Lighting, Ltd 88/05/21 WRIGHT.8 International Pro 
grams Ip 45814 047*45814 048 

8806160052 Application for emend to liconse to export U & Popper BB0603 telcon 
LARUE, MJ General Electric Co BO/06/Q3 MOORE.N NRC - No Detailed Affiliation 
Gwen Ip 45026 133 45826 133 

8B061B0175 Amend 1 to export license for Transnudear, Inc.revislng Condition 9 re pro 
lection of fuel for NRX & NflU reactors In Canada while in translt.hy licensee security 
plan or DOE safe secure transport sys 

MOORE.R N Assistant Director for International Security 08/06/06 Zpp 45823 144 
45623 1 17 

8806170243 Informs that transfer of mall identified on license application will be subj to 
ail terms & conditions of Agreement of Cooperation entered into force on 84041 1 ro 
civil use of atomic energy 

SANDBERG.H N Swedon, Govt of 88/05/31 ROONEY ,J M Energy, Dept of 2pp 
45937 026 45937 027 

6806210072 License for Westmghouse to export 6,000 kg of U.containing 240 kg of U- 
2 3 5 ,to Vaster as , Swedon 

PETERSON.M R Assistant Director for International Secunty WSH 065 88 8C/06/13 
2pp 45045 238-45845 239 

0608210091 Application to amend fi c e ns o.in creasing amount of U exported from Auslra 
lla & Canada from 12,000 to 55,000 kg & 07,000 to 120,000 kg.respeclivoty.to South 
Korea 

HUDEC.W S Westlnghouse Electric Corp WSH 093 80 80/06/07 PETERSON.MR 
NRC - No Detailed Affiliation Given Ip 45849 296 45B49 296 

8806210136 License for Mitsubishi Inti Corp to export 790 kg U*235 contained in 23,109 
kg U,to Japan 

PETERSON.MR Assistant Director for International Security HSA-54B8 04 88/06/ 
16 2pp 45049 317 45049 318 

8606210145 License for Mitsui & Co (USA)Jnc to oxport 170 kg contained In 5.524 kg U 
to Japan 

PETERSON.MR International Programs MBKF2-R11 09/06/16 2pp 45849 319 
45849 320 

8806210172 Ltr of assurance ra export of 178 kg II 235,contafnod In 5,524 kg U.to 
Japan 

TOSHIKAGE.M Japan, Govt ol 06/06/06 ROONEY, JM Energy, Dopl of Ip 
45849 279 45049 279 

8806210193 License for Energy Fuels Nuclear, Inc, to export 100,000 kg natural U In 
form of vcllowcake to Canada 

PETERSON.M R Assistant Director tor International Secunty 88/06/16 2pp 
45845 289 45B45 290 

0000210190 Executive Branch position re Transnuclear.lnc application to export addl 

2,800,000 kgs natural U to Franco Ur from delegation ot Commission of European 
communities end Amend should be granted 

MCGOLDRICK.F M State, Dept of, Bureau of Oceans & fntl Environ & Scientific Af- 
fairs 88/06/15 SHEA, JR NRC - No Detailed Affiliation Given 3pp 45849 267- 
45649 289 

0006210315 Forwards Westinghouso 8B8B07 application for amend to 
license .Increasing nuantity of mail authorized to export from Australia & Canada (or 
required approvals Amend 4 1o export license also end 

PETERSON.MR Assistant Director for International Security 88/06/16 HART.T.A 
Energy, Dept of Ip 45850 346-45850 340 

8806210404 Confirms that transfer of matt will bo subj to all torms & conditions of 
Agreement for Cooperation re civil uses of atomic energy between govls 
BENJAMIN, RM Canada Atomic Energy Control Board 88/06/14, ROONEY.JA, 
Energy, Dept of Ip 45045 262-45045 262 

9806220109 Application to amend license.delelJng Reaktor Brennelmento Union as In 
termediato consignee fn foreign country, per end telex from ABB-ATOM 
CUMIN, PB Transnudear, Inc 88/06/10 WRIGHT.B NRC - No Detailed Affiliation 
Given 2pp. 45851 359 45851 360 

0806220143 Informs that transfer of mail, as Identified on license application, will be subj 
to all terms & conditions of Agreement of Cooperation which entered Into force on 
840411 

SANDBERG.H N E Sweden, Govt of 86/05/31 ROONEY, J M Energy, Dopt of 2pp 
45870 01 1 45670 012 

8006220220 Confirms appointment of Kan sal Electric Power Co, Inc as authorized 
person for oxport of 708 kg U-235 contained in 23,109 U Transfer of mall will take 
place under all terms & conditions of agreement for cooperation between govls 
TOSHIKAGE.M Japan, Govt of. 88/06/06 ROONEY, JM Energy, Dept of Ip, 
45870 000-45870 008 K 

8906230177 Advises that addl quantity of U requested in Amend 4 Incorrect Licensee 
assumed Nuken senl now ond use statement, Instead of changed statement Requests 
that 43. 1 1 5 kg be added to license 

QUAIN.Pfi Transnudear, Inc, 86/06/06, WRIGHT.B. NRC - No Detailed Affiliation 
Given 2pp. 45909 061-45909 062 


0806230194 Forwards licensee 080606 ttr, requesting withdrawal of Amend 4 & Increase 
in quantity of U for oxport from 42 900 kg U , containing U 235 to 43 115 ko 
U, containing 40 226 kg U 235 Ltr should be included w/ 861 030 & 680505 requests 
PETERSON.MR Assistant Director for International Security 66/06/14 
THORNE, CE Energy, Dept of Ip 45909 069-45909 071 

880Q260339 Application for license to export 85 tons UF6 to Japan 
* Mitsubishi International Corp (sub9 of Mitsubishi Corp) HS A 6479-00 BB/06/14 
2pp 45945 075-45945 070 

-8806200346 Forwards application for license to oxport natural UF6 to Japan 
RAY,T Mitsubishi International Corp (subs of Mitsubishi Corp) 68/06/15 
WRIGHT.B International Programs 2pp 45945 077-45945 070 

86062003B7 Application for amend to Liconse XSNM 2161, authorizing oxport of Canadi 
an origin U to Lmgen.West Germany In amounts & U-235 enrichmonls listed 
MALODY.C W Advanced Nuclear Fuels Corp (formerly Exxon Nuclear Co, Pnc) 
CWM 0B 075 08/06/16 PETERSON.M R Assistant Director lor International Secunty 
Ip 45940 311-45948 311 

8806290004 Executive Branch position re Edlow Inti Co application for amend to LI 
cense XU QG59, changing ultimate consignee for oxport of 1,500,000 kg natural U to 
Franco from EURODlr to Cogoma Amend to license should bo granted 
MCGOLDRICK.F State, Dept of, Bureau of Oceans & Inti Environ & Scientific At 
(airs 8B/06/15 SHEA.J R NRC • No Detailed Affiliation Given 3pp 45950089 
45950 091 

8806290014 Application for license to export 12 6 kg U, containing 11 737 kg U 235, to 
West Germany 

CIUAIN.PB Transnudear, Inc NUK-404 88/06/20 Ip 45950 120*45950134 

-8806290021 Forwards application for license & corresponding end use statement w/ 
checklist to export 12 G kg U containing 11 737 kg U-235, to West Germany 
QUAIN.P B Transnudear, Inc NUK-404 08/06/20 WRIGHT.B NRC No Delated 
Affiliation Given 14pp 45950 121-45950 134 

8006290039 Forwards application (or export license for low enriched U for use as reload 
fuol for Tokal Unit 2 nuclear power reactor In Japan Ltr of assurance required 
PETERSON.M R Assistant Director for International Security 88/06/22 ROONEY.J 
Energy, Dept of Ip 45950 144 45950 146 

-8806290041 Application for licenso to export 1,165 kg U 235, contained in 38,819 tg 
U.to Japan 

FLOWERS, F D General Electric Co FOF 00-91 00/00/17, Ip 45950 145 45950 145 

-8806290047 Forwards application for license to export enriched - U02 as powdor.fo 
Japan 

FLOWERS.F D General Electric Co FDF80 91 80/06/17 WRIGHT.B L NflC - No 
Detailed Affiliation Given Ip 45B50 146 45950 146 

880629004B Requests expodHou9 review of application & Issuance of license to export 
nuclear mail to Singapore Control of Import & Export Certificate IDVC/4020/&6 issued 
by Republic of Singapore end 

DODSON.D H Poco GraphHo, Inc (subs of Union Oil Co of Calilomta) PGI &&1- 
125 SS 88/06/20 PETERSON.MR International Programs ?pp 45950 147- 
45950 148 

8806290057 Amend 7 to license for Transnudear, Inc to export 6.000,000 kg U In tho 
form of U ore concentrates or U hexafluoride, Including Ihorium A doplotod U for us-e 
In LWRs in EURATOM community & US 

PETERSON.M R Assistant Director for International Security MISC 427 88/06/23 
2pp 45949 291-45949 292 

8806290076 Amend 5 to Ifcenso for Transnudear, Inc to export 840,265 373 kg U con- 
taining 30,004 292 kg U-235, to Sweden 

PETERSON.M R Assistant Director for International Security TNH 453 80/06/20 
2pp. 45949 293-45949 294 

88062900B6 Amend 4 to ficenso for Nissho Iwal American Corp.oxtending oxptraUhn 
date to 900531 .deleting Nukem GmbH as intermediate consignee & Increasing quanti- 
ty to 109 140 kg U 235 contained In 241 290 kg U 

PETERSON.M R Assislant Director for International Security ISD 07B4 B8/M/17. 
Ip 45962 209 45962 209, 

8806290092 Amend 1 to liconse (or Edlow Inti Co for Taiwan Power Co to export 

1,500,000 kg natural U as UF6,to Franco & changing ultimate consignee from EURO- 
DIF to Cogama Elabllssmenl 

PETERSON.M R Assistant Director lor International Security TPOB 1 88/QB/23 Ip. 
45949 347-45940 347 

8806290103 Requests Executive Branch position on whether end Mitsubishi Unit Corp 
application (or license to export 05,000 kg UF6 to Japan meets applicable criteria In 
Atomic Energy Act of 1954 

PETERSON.M R Assistant Director for International Security 80/06/22 
THORNE, C E State, Dept of, Bureau of Oceans & Inti Environ & Scientific Affairs. 
Ip 45949 340 45949 352 

8806290111 Application to amend license to add Transnuclealro.SA in France as Inter- 
mediate consignee 

QUAIN.P B Transnudear, Jnc 08/06/17 WRIGHT.B NRC - No Detailed Affixation 
Given Ip 45962 210 45902-210 

8806290117 Amend 5 to license (or Nissho twai American Corp to oxport 109 140 kg U- 
235,contamed In 241 290 kg U & 147 84 kg U-235 contained in 326 650 kg U.to 
Japan 

PETERSON.M R Assislant Director for International Security FDN-07 036 88/06/17 
Ip 45950 001*45950 001, 
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BANGART.R L 

8806240029 

WASTE MGT 

BAX.R L 

BANG ART ,R L 

8806270341 

WASTE MGT 

BAX.R, L 

BANGART.R L 

8806280243 

PROJ 


BAX.R L 

BANGART.R L 

B8D6290415 

PROJ 


BAXTER, T A 

BANKS, E.W 

8806270267 

WASTE MGT 

BAXTER.T A 

BANKS, E 

8805270296' 

WASTE MGT 

BAXTER J A 

BARANOWSKY.PW 

8B061001 52 

NUREG 


BAXTER.T A 

BARANOWSKV.PW 

8806100152 

NUREG 


BEALE, KE 

BARATELLI.P 

0806300393 

50-443 

H 

BEARD.RM 

BARI.R A. 

0605200105* 

WASTE RES 

BEARD.R M 

BARI.R A, 

8B06210236 

WASTE RES 

BEASLEY, JB 

BARI.R A 

8806210202 

WASTE RES 

BEATTY.GP 

BARI.R A 

8806210295 

WASTE RES 

BEATTY.GP 

BARNARD, E 

8005310061 

ACRS 


BEAULIEU, C A 

BARNES.G P 

8006070328 

50-324 

V 

BEAUREGARD, L 

BARNES.L 

8005250324* 

50-482 

Q 

BECHHOEFER.C, 

BARNES.L 

68052701 4 B* 

50-382 

Q 

BECHHOEFER.C 

BARNESJ. 

8006160073' 

50-498 

Q 

BECHHOEFER.C 

BARNES.W-R- 

8806150177 

50-443 

H 

BECK.J.W. 

BARNETT.J E 

6805250093 

50-334 

J 

BECK.JW 

BARNETT.J E 

8006140560 

50-412 

J 

BECK.JW 

BARNETT.J E 

8806160057 

50-412 

J 

BECK.J.W 

BARNETT.J E 

8806210491 

50-412 

J 

BECK.JW 

BARNEY.J E 

8806160313 

50-443 

H 

BECK.JW 

BARR.K.P. 

8806030360 

50-259 

Q 

BECK.J W. 

BARR.K.P 

8806030381* 

50-259 

G 

BECK.JW 

BARR.K P 

8B06060021 

50-390 

Q 

BECK.JW 

BARR.K.P. 

8606060025 

50-390 

G 

BECK.JW. 

BARR.K P 

8806060044 

50-430 

Q 

BECKJORD.ES 

BARR.K P 

8606060049 

50-327 

Q 

BEOESEM.P 

8ARR.K.P 

0606060064 

50-390 

Q 

BEOESEM.P 

BARR.K P 

8000060073 

50 327 

Q 

BEEDE.J G 

BARR.K P 

8806060093 

50 259 

Q 

BEGHIAN.L E 

BARR.K P 

88060601 49 

50 327 

Q 

BEHNKE.C 

BARR.K P. 

8806060151* 

50-327 

a 

BEHNKE.C 

BARR.K P 

8B06070209 

50 327 

Q 

BELANGER, A J 

BARR.K P 

8B06070210* 

50 327 

O 

BELANGER, JL 

BARR.K P 

0806070330 

50 259 

a 

BELANGER, JL 

BARR.K P 

0BO6O9OOO1 

50 327 

Q 

BELDOCK.R. 

BARR.K P 

8806060005 

50 390 

0 

BELISLE.G A 

BARR.K P 

0806200141 

50 259 

Q 

BELISLE.G A 

BARR.K P 

8B06200216 

50 327 

Q 

BELISLE.G A 

BARR.K P. 

6806200405 

50 259 

Q 

BELKE.B, 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

0806200418* 

50 259 

G 

BELL.D L 

0906030257 

50 603 

A 

0806010066’ 

50 344 

Q 

BELL.DL 

0606030356 

50 603 

A 

880G210133 

WASTE MGT 

BELL.MJ 

0906240003 

WASTE WGT 

8806140149 

PR 


8ELL.S 

9906020164 

CONTRACT 


8006140408 

50-443 

H 

8ELL.S 

6606030002 

CONTRACT 


0806230046’ 

50 402 

Q 

8ELL.S 

0906290200 

CONTRACT 


6806010314’ 

WASTE MGT 

BELL.S 

GB06290465 

CONTRACT 


0806170057 

50-219 

F 

BELLAMYS R 

0905240206 

70 68? 


6805270047 

50-391 

P 

BELLAMY, R R 

8805250216 

50 307 

O 

B805270049* 

50-361 

P 

BELLAMY, R R 

8B05250222 

50 219 

G 

CB05270095 

50-206 

O 

BELLAMY, R R 

8805270101 

50 334 

Q 

8B06020057 

50-206 

P 

BELLAMY, R R 

8805270131 

50 309 

P 

8806020059* 

50-206 

P 

BELLAMY, R R 

0005270176 

70 371 


8806070139 

50-361 

P 

BELLAMY.R R 

0806010033 

50 220 

D 

8B06070140* 

50-361 

P 

BELLAMY, R R 

8800010180 

50 293 

a 

8606170060 

50-361 

P 

BELLAMY.R R 

8806010184 

50 286 

a 

8808170071* 

50-361 

P 

BELLAMY, fl R 

8806010202 

50 247 

0 

8806230321* 

50-206 

P 

BELLAMY.R R 

8806010217 

50 286 

Q 

0006290084* 

50-295 

P 

BELLAMY.R R 

0806010220 

50 277 

0 

6006140101 

PR 


BELLAMY.R R 

8906010268 

50 352 

G 

6806270156 

50-443 

H 

BELLAMY.R R 

8806010275 

50 27? 

G 

0806010032 

SECY 


BELLAMY.R R 

8806010200 

50-247 

Q 

8806020201 

SECY 


BELLAMY.R R 

0806060209 

50-146 

Q 

0806140100 

50-443 

H 

BELLAMY.R R 

9806070092 

50-293 

F 

0806270221 

WASTE MGT 

BELLAMY.R R 

9806070287 

£0-286 

G 

0806230238 

71-5957 


BELLAMY.R R 

00080801 04 

60-245 

a 

8800150012 

50-443 

H 

BELLAMY.R R 

00OB15O399 

50-354 

G 

0806230171 

NUREG 


BELLAMY.R R 

0006150403 

50-333 

G 

0806150039 

50 443 

H 

BELLAMY.R R 

8006150422 

50-245 

G 

0806140039 

50-335 

G 

BELLAMY.R R 

9906150440 

50-289 

G 

8806140039 

50-335 

G 

BELLAMY.R R 

0806150451 

50-29 

Q 

8606140243 

50-335 

G 

BELLAMY.R R 

0006160412 

50-334 

G 

8B06140243 

50-335 

G 

BELLAMY.R R 

0009210264 

50 320 

O 

8B06140255 

50 335 

G 

BELLAMY.R R 

00 062200 6 B 

50-289 

G 

8606140255 

50-335 

G 

BELLAMY.R R 

0006220139 

50 293 

F 

0806140276 

50-335 

G 

BELLAMY.R R 

0606220144 

50 220 

a 

8806140276 

50-335 

G 

BELLAMY.R R 

0806230237 

50 28 

s 

8806140283* 

50 335 

G 

BELLAMY.R R 

BBO62BO110* 

50 244 

0 

0009140283* 

50-335 

G 

BELLAMY.R R 

8006200284* 

50 219 

Q 

6806170044 

50-335 

G 

BELLAMY.R R. 

88062603 09* 

50 289 

G 

B8061 70044 

50 335 

G 

BELLAMY.R R 

8806260311* 

50 209 

0 

8806170050’ 

50-335 

G 

BELLAMY.R R 

8B06260317* 

50 289 

a 

8800170050* 

60-335 

G 

0ELOCK-PHIPPEN 

8806270175 

PR 


8806300093 

50 335 

G 

BENEDICT, R A 

080G020 1 23 

50 220 

p 

B80G030332 

60-254 

S 

BENEDICT, R A 

88060B0022 

50 220 

p 

B806100117 

50-265 

s 

BENEDIC f.R.A 

8006230 1 00 

50 220 

p 

B80B100236 

60-265 

s 

BENJAMIN, RM 

0B062 1 04 04 

XPORTLIC 


0806220227 

50-265 

s 

BENNETT.B 

8806020129 

PR 


8809060092 

50-320 

G 

BENNETT, DC 

0006020039 

NUREG 


0806000092 

50-320 

G 

BENNETT.G G 

8006150317 

PR 


88Q0OBO15O 

50-320 

G 

BENNION.J.S. 

8800220125 

50-72 

H 

8806000150 

60-320 

G 

BENSON.D L 

8805240402 

60-260 

n 

8806160155 

50-395 

F 

BENSON.OL 

8806010092 

50-261 

s 

8809220102* 

50-321 

R 

BENSON.D L 

0806130056 

60-261 

5 

8806270272* 

50-321 

R 

BENSON.OL 

08062001 IQ 

60-260 

S 

8806300439 

50-443 

H 

BENSON.D, L 

0006210207 

60-261 

s 

8806030302 

50-261 

Q 

BENSON.OL 

0000210501 

50-261 

s 

880B280087 

50-261 

a 

BENSON.D L 

0008220154 

50-260 

R 

6806270079 

50-443 

H 

BENSON.D L 

00062000 1 7 

50 260 

s 

0806240170 

50-443 

H 

BENSON.D L 

0006290147 

60 261 

s 

8806000031 

50-271 

G 

BENSON.D L 

0006200148 

60-261 

s 

8B060B0035 

60*271 

G 

BENSON.D L 

0806290224 

50 280 

s 

6806000080 

50-271 

G 

BERATTA.J.P 

8805270318 

50-220 

F 

8B05240255 

50-445 

A 

BERGER.J D 

8806240176 

40 8948 


8605260079 

60 445 

a 

BERGER.J D 

8806240185* 

40 0948 


0805260179 

50 445 

s 

BERGERON.B A 

8806270132 

50 443 

H 

8B06010247 

50 445 

K 

BERGERON.MP 

880627029-1 

WASTE flES 

8606020022 

50-445 

Q 

BERGERON.M P. 

0806270296* 

WASTE flES 

8806020029 

50-445 

A 

BERGERON, R 

8806300075* 

50 44 J 

G 

9B06130152 

50-445 

Q 

BERGSTROM, P.D 

8806200416 

40-8902 


0BO628O14O 

50-445 

G 

BERKOW.H D 

8806290209’ 

so 335 

P 

B8062B0140 

50-445 

Q 

BERKOW.H N 

8806030265* 

50-338 

P 

08062B0336 

50-445 

Q 

BERKOW.H N 

8806030320* 

50-338 

P 

9B06070164 

GEN TEC 1 

S 

BERKOW.H N 

0806070153' 

50-336 

P 

8B06270275* 

50-275 

R 

BERKOW.H. N. 

0806200321* 

60-280 

P 

9B06270299* 

50-275 

R 

BERKOW.H, N, 

0006210272* 

50-335 

P 

9B06150191 

60-443 

H 

BERKOW.H N 

0006220336’ 

60-369 

P 

9B05260295 

60-223 

Q 

BERKOW.H N 

0006230342 

60-302 

P 

8606170079* 

60-317 

R 

BERKOW.H N, 

0009240162* 

50-335 

P 

9B06170080* 

50*317 

R 

BERKOW.H N 

0006290349* 

50-280 

P 

8006150173 

PR 


BERKOW.H N 

0006300133* 

50-338 

P 

8806220111* 

50-202 

Q 

BERLINER, W 

0006020144 

PR 


8906240011* 

50-403 

G 

BERLINGER.C H 

0805190166 

PT21 


8806140563 

PR 


BERLINGER.C H 

8805190168 

PT21 


8806060018* 

60-395 

O 

BERLINGER.C H 

8805190254 

PT21 


8906060091* 

60 425 

Q 

BERLINGER.C H 

8805190322 

PT21 


6809200440* 

50 280 

Q 

BERLINGER.C H 

8805260347 

l&E. 


B80627O302 

WASTE MGT 

BERLINGER.C H 

8806100221 

ORG 




PERSONAL AUTHOR INDEX 357 


AUTHOR 

ACCESSION 
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NUMBER 

CATEGORY 

BEflLINGER.C H 

0806130326 

ORG 


BERLINGER.C H 

0006290363 

ORG 


BERUUDEZ.H 

0006070242* 

50 280 

O 

BERNARDS A 

0806020030 

50-20 

S 

BERNSTEIN.L 

8806270085 

50-443 

H 

BEFLRY.GA 

0806080070 

50 443 

G 

BERRY, G A 

0606140023 

50 443 

G 

8EFUTY.G A 

0006140048 

50-443 

G 

8ERRY.GA 

8806300086 

50-443 

G 

BERRYGA 

8806300091 

50 443 

G 

BERRY.KW 

8005260145 

50-265 

S 

BERRY.KW 

0805310032 

50-255 

Q 

BERRY.KW 

8006010295 

50 255 

S 

BERRY.KW 

8806020335 

50 255 

P 

BERRY.K W 

8806060314 

50 255 

P 

BERRY.K W. 

0006100104 

50-155 

Q 

0ERRY.K W 

8806160019 

50-255 

P 

8ERRY.R L 

8806130328 

50 29 

R 

BESS.JE 

0805250344* 

50 498 

Q 

BESS.JE 

0806020005* 

50 490 

Q 

BESWICK.P R 

8806150426 

50 443 

H 

BETOW.R 

8006230221 

71-9159 


BETTSNHAUSEN.L 

8805270115 

50 245 

Q 

BETTENHAUSEN.L 

0006010246 

50-219 

Q 

BETTE N HAUSEN. L 

0BO6O1O25Q 

50-289 

Q 

BETTENHAUSEN.L 

8806070269 

50 244 

G 

BETTENH AUSE N.L 

8806000001 

50 336 

Q 

BETTENHAUSEN.L 

0806080209 

50-213 

0 

BETTENHAUSEN.L 

0006100048 

50*423 

G 

BETTENHAUSEN.L 

8806220059 

50-320 

Q 

BETTENHAUSEN.L 

8806230052 

50 219 

Q 

BETTENHAUSEN.L 

8806280294* 

SO 289 

Q 

BEYELER/W 

8006290505 

WASTE RES 

BlBB.HE 

8006070037* 

50-335 

Q 

B2GEHOUSE.H 

8806150404* 

50-333 

Q 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

BLACKFORD, ME 

0806070090 

WASTE RES 

BLACKFORD .ME 

00 06080396 

WASTE MGT 

BLAKE.A C, 

0806150165 

50-443 

H 

BLAKE.J J, 

8005250158* 

50-3 4B 

O 

BLAKE.J J 

8806060174* 

50 280 

Q 

BLAKE.J J 

8806070279“ 

50 424 

Q 

BLAKE.J J 

6906070407“ 

50-335 

Q 

BLAKE.J J 

8806070414* 

50*200 

O 

BLAKE.J J 

8806200145* 

50 259 

Q 

BLAKE.J J 

6806200372* 

50 340 

Q 

BLAKE.J J 

8806220300“ 

50-369 

Q 

BLAYLOCK, J 

8005250150“ 

WASTE MGT 

BLAYLOCK, J 

9006060243 

WASTE MGT 

BLAYLOCK.J 

0806080054 

WASTE MGT 

BLESSIE.W J 

8806170095 

50-205 

R 

BLISS, C 

0806270239 

50-443 

H 

BLISS, H E 

8005240137 

50-457 

Q 

BLISS, H E 

8006010081 

50-10 

F 

BLISS, H e 

8806070185 

50-373 

F 

BLISS, H E 

8006150195 

50-295 

Q 

BLISS.H E. 

0806200169* 

50-454 

Q 

BLISS.H E 

6806200169 

50-456 

Q 

BUSS.H E 

6006200464* 

50-456 

Q 

BLISS.H 6 

8006280230 

60-373 

Q 

BLISS.H E 

8806290054* 

50-457 

Q 

BLOCK.L R 

8005260342 

50-206 

S 

BLOND, R M 

8006230152 

NUREG 


0LOOM.T J 

B0O622OO35 

60 526 

R 

BLOSSER 

GB0601 0031 

50 483 

F 

BLOSSER.J D 

0006 100014 

50 403 

S 

BLOSSER .J D 

8806100167 

£0 483 

s 

BLOSSER.J D, 

0806140319 

50 483 

n 

BLOSSER, J.D 

0806140367 

50 483 

s 

BLOUGH.A R 

8806030200 

50-293 

R. 

BLOUGH.A R 

8806100111* 

50-387 

Q 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

BOUFFORD.D 

QB06140341 

PR 


80UKNIGHT.J A 

BBOSO 10047 

50 34B 

M 

BOUKNIGHT.J A 

0006010047 

50 348 

M 

BOUKNIGHT.J A 

6806010052* 

50 348 

M 

BOUKNIGHT.J A 

8006010052* 

50 348 

M 

BOUKNIGHT.J A 

8B06280222 

50-348 

M 

BOUKNIGHT.J A 

8606200222 

50-348 

M 

BOULETTE.E T 

6806090062 

50-309 

F 

BOUTIN, G C 

8806270112 

50-443 

H 

BOVERA.E 

8B06220P10* 

50-445 

A 

BOVEY.R L 

88061 4047G* 

XPORTLIC 


BOVEY.R L 

88061 *0489* 

XPORTLIC 


BOWER.FU 

8806230113* 

50-275 

Q 

BOWMAN, G E 

8806240083 

PR 


BOYD.C C 

aeosi 30340 

70-27 


BOYD.CC 

8006130363 

70-27 


BOYD.CC 

8800230230 

71-B8 


BOYD.C C 

6806290348 

70-27 


BOYD.R 

8B06140152 

50-443 

H 

BOYD.R 

0806160012* 

FOIA 


BOYD.R S 

0806210224* 

50 155 

P 

BOYER, W J 

BEJ 06210052* 

60 277 

Q 

BOYLE, ML 

8006130341 

50 245 

P 

BOYLE .ML 

8B06210456 

50 245 

P 

BOYIE.R 

8006290260 

WASTE MGT 

BRACH.EW 

B8O01 50371 

QA999 


BRACH.EW, 

8006160452 

50 269 

F 

BRACH.EW 

0BO62 10231 

QA989 


BRACH.EW 

8606300330 

REVIEW GHP 

BRACKETT.J 

B806270 065 

50 443 

H 

BRADBURNE.JC 

8006070107 

COMMISSION 

BRADBURNE.J C 

0806280365 

50 322 

P 

BRADBURY, LJ 

8806160117 

PR 


BRADFOHD.W H 

0808070235* 

60 348 

Q 

BRADFUTE.J O 

B006070140 

50 206 

P 


EICKEL.J H 
filDINGER.G H 
BIDINGERGM. 

El DINGER, GH 
EtDtNGER.G H 

0806230152 
8806160314 
8806200037* 
8806290282 
8006300072 1 

NUREG 

70-27 

70-1151 

70-1257 

70 27 


BLOUGH.A R 
BLOUGH.A P 
BLOUGH.A R 
BLOUGH.R 
BLOUIN.LC, 

8806100256* 

6800150472* 

880G220049 

8006010007 

8606140571 

60 293 

50 322 

50 293 

50-29 

50-443 

Q 

Q 

R 

S 

H 

BRADLEY.C F 
BRADLEY, E J 
BRADLEY ,E J 
BRADLEY ,E J 
BRADLEY ,EJ 

8B061 50200 
0006010015 
8806010018 
88060700B2 
8006970006 

50 443 
50-352 
50-277 

50 171 

50 352 

BIELECKI.G A 
BIHLMAN.L 

BIHLMAN.L E 
BILBRAY.J H 
BILHORN.S 

BB06230234 

0006100251 

8806170159 

8806240072* 

8005270296* 

PR 

50-249 S 

50-249 S 

WASTE MGT 
WASTE MGT 

BLUMDERG.N J 
BLUMBERG.NJ 
BOARD, SJ 
BOARDMAN.J R, 
BOARDMAN.RO 

6800280204* 

0006280259* 

8B06230152 

8603250141* 

0800270089 

59 220 

50 423 
NUREG 
50-382 
50-443 

Q 

O 

Q 

H 

BRADLEY, E W 
BRADLEY.P, 

BRADY, P,E 

BRAINERD.T. 

BRALEY.K 

B60 6 150241 
0806150097 
6000270119 
88061 50279 
8808000303 

50 443 
50-443 
50-443 

PR 

50-402 

BILUNGS .A N. 

aiNKOWSKI.JA 

BIRD.RG 

BIRD.RG 

BIRD.RG 

6806140102 

8808140576 

8806010199 

8B06020298 

6806020300 

50-443 

50*302 

50 293 

50 293 

50 293 

H 

R 

Q 

S 

P 

BOBER ,JC 

80CANEGRA.R 

BOCKINT,J 

BOEDDIN GHASJ S,L 
BOGER.B A 

8606140096 
8006150161* 
8806160009 
8806 140408 
0QO6O3OO84 

PR 

50-403 

50-443 

PR 

50-311 

O 

H 

P 

BRAM.S 

BRAM.SB 

BRAM.S. 0 

BRAM.S 8, 

BRAM.SB 

680G280325* 

080525039G 

8005260380 

8005310017 

8006010195* 

50-3 

50-247 

50-247 

60-247 

59-247 

BJRD.R G 

8IRD.RG 

BIRD.RG. 

BIRD.RG 

BLRD.fi G 

0806020331 

8806030340 

8806070074 

BB06GG0384 

0806090104 

50-293 

50 293 

50 293 
60-293 
50-293 

P 

S 

F 

S 

Q 

BOGEH.B A 

BOGER.G A 

BOHN.T S 

BOHN.T.S 

BOISVERT, R 

8806030009* 

8806160250 

0804120250* 

0004120250* 

8806270249 

60-31 1 
50-247 
60-397 
50-397 
60-443 

P 

Q 

P 

P 

H 

BRAM.SB 

BRAM.SB. 

BRAM.S B 

8RAM.S B 

BRAM.S B 

8006010252 

8006020013 

0&OS13O321 

8000140241 

0806140543 

50-247 

50-247 

60-247 

50-247 

50 247 

BIRD, FI G 

BlflD.R G. 

9IRD.RG 

BIRD.fl G 

BIRD,R G 

8806160143 

8806170217 

8806170319* 

8806220161 

8006230119 

50-203 

50-293 

60-293 

50*203 

50-203 

Q 

R 

F 

S 

Q 

BOLEY.K 

BOLEY.K 

BOLEY.K 

BOLON.A.E, 

BONGIOVANNI.A 

0BO62OO 1 50 
8806200161 
08OB27O144 
8805250214 
8006150131* 

FOIA 

FOIA 

FOIA 

50-123 

50-461 

R 

G 

BRAM.S B. 

BRAM.SB 

BRAM.SB 

BRAND, DA 

BRAND, DA 

8806200177 

8606260320 

8800260254 

8605250371 

8805250373* 

50-3 

50 3 
50-247 

50 276 

50 275 

BlflD.R G 

BIRELY.WC, 

BLRELY.WC. 

BfeRELY.WC 

BIRELY,W,C. 

8806280290 
8B0 60201 22 
8806090174 
8Q0610025B 
0806200113 

50-293 

50 277 
50-278 
50-277 
50-277 

Q 

S 

s 

s 

s 

BONGIOVANNI.A 
BONSAI NT. YC 
BOOKER, J E 
BOOKER, J.E, 
BOOKER, J-E 

8006150249* 
8806240212 
8006200008 
6005 2601 59 
8005260241 

50 331 

50 443 

50 458 
50-450 
50-456 

Q 

H 

1 

Q 

R 

BRAY.A P 

BREUS.M. 

B RESELL, R 
BRESLAU, B. 
BREWER, DR 

8806160157* 
88002801 50 
0806150201 
0806000162* 
0806070294* 

FOIA 

50-334 

PR 

50-348 

50-260 

BIRELY.W.C 

BISHOP, BA 

BISHOP, DA 

BISHOP, R W 

BISHOP, W 

8806210103 

8806010260* 

0808270230 

8806300403 

0006140040 

50 278 S 

50 247 P 

60 443 H 

50-443 H 

WASTE MGT 

BOOKER, J.E 

BOOKER ,J E 
BOOKER, J E. 
BOOKER ,J E 
BOOKER, J.E 

8606020033 

8806030102 

8806070143 

6806090152 

0806100057 

50 460 

50 458 

50 458 
50-458 

50 450 

Q 

P 

S 

F 

S 

BREY.H L 

BREY.H L 
8RIDEN.0W 
BRIGHT.G O 
BRIGHT, GO. 

8006010241 
8606210000 
8005250194 
08 060800 40 
0006080090 

50 267 

50 267 
60-346 
50-224 

50 335 

BISHOP.WA 
BkSSETTE.P A 
BIXBY.W W 
BIXBV.W.W, 

B IXBY.W.W. 

8806140069 

0806270204 

8005270165 

0006060092 

8806240169 

WASTE MGT 

PR 

PROJ 

PROJ 

PROJ 

BOOKER.J E. 
BOOKER, J E. 
BOOKER.J E 
BOOKER.J E 
BOOKER.J E 

8606130032 
8600140363 
8606150503 
880 6220200 
6800220313 

50*458 

50 450 

50 450 

50 458 
50-458 

R 

S 

s 

s 

R 

BRIGHT.G O 

BRILEY ,S 
BRINDLE.D 
BRINKMAN.DS 
BRINKMAN, D S. 

0806300036 

0806100247 

6806160131 

8006210413 

0BO621O417 

60-335 

50-237 

50-455 

50-443 

50-443 

BIXBY.W W. 
BJEDUND.AA 
BvFORBMAN.R.K 
BJORGEN.J 

SLACK, S 

8806290447 

8606270027 

6B06140217 

8806210162* 

8806030028 

PROJ 

60 443 

50 443 
50-440 
50-260 

H 

H 

V 

Q 

BOOKER.J E, 
BOOKER.J E. 
BORDENICK.B M 
BOROENICK.B.M 
BORDENICK.B M 

6606230032 

8606240004 

8606140142 

8806300014 

8806300016 

50-458 

50-458 

50 603 

50 603 

50 603 

F 

S 

G 

G 

G 

BRINSON, RT 
8RITTON.SE 
BROCRER.E.L 
BROCK ,B L 

BROCK, MT 

8896150163 

0809140099 

8BO027OO44 

CB0527OO77* 

8806300057 

60-443 

PR 

50-443 

70-1257 

60-443 

BLACK, S. 

BLACK, S 

BLACKS. 

SLACKS 

BLACK, S 

8006130372 

8006210289 

Q00621029B* 

8806210349 

8806280012* 

50 327 
50-327 
50-327 
50-327 
50-327 

Q 

P 

P 

P 

P 

BORDINE.T.C, 
BORST.G T. 
BOSCHWITZ.R 
BOSNAK.R J 
BOSTIN.A 

8006090305 

8006290377 

8806290000* 

8806090322 

0806140105 

50-155 
70-1308 
50-322 
GEN TEC 
PR 

P 

H 

1 S 

BROCK.MT 
0RONS.J C 
BRONS.J C 
BRONS.J C 
BRONS.J C 

680 030 0057 
8805260029 
8005260030* 
8805260030 
6005260040* 

50-443 
50-286 
60 206 
60*333 
60 333 

BLACK, S 

BLACK, S 

BLACKFOHD.M E 

6606290342 
8806300013 
8B053 10043 

50 327 P 

50 327 P 

WASTE RES 

BOSTON, G 
BOSTULS.R 
BOUDREAUX, D E, 

8006140205 

&B06240221 

6806270030 

50-443 

50-443 

50-443 

H 

H 

H 

BRONS.J C. 
BRONS.J C 
BRONS.J C 

8005260170 

6805260172* 

6005310155 

60 333 
50-333 
60 286 


F 

J 

J 

H 

H 

H 

H 


P 

Q 


Q 

P 

Q 

P 

S 

G 


P 

Q 

Q 

P 

P 

F 

G 

G 

G 

S 

S 

Q 

G 

H 

H 

G 

G 

P 

P 

P 

P 

P 

P 
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SUBJECT 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

BRONS.J C 

3806070141 

50-333 

P 

BURK HART, B 

8806240209 

PR 


CALLAN.L J 

8006090057 

50-498 

0 

8 RONS, J C 

3806070145* 

50-333 

P 

BURKHART, BJ 

8806150062 

50-443 

H 

CALLAN.LJ 

8006090064 

50-290 

Q 

BRONS.J C 

3806070194 

50-333 

P 

BURKSON.RF 

8806240219 

50 443 

H 

CALLAN.L J 

8806090056 

50-290 

Q 

BRONS.J C 

8606070196* 

50 333 

P 

BURNETT.E T 

08062901 29 4 

50 297 

Q 

CALLAN.LJ 

8006090069 

50-382 

Q 

BRONS.J C 

8806090082 

50-333 

P 

BURNETT, R F 

0805240028 

50 3 

Q 

CALLAN.L J 

8806090005 

50-267 

F 

BRONS.J C 

8806090086’ 

50 333 

P 

BURNETT, RF 

0806080211 

50 3 

Q 

CALLAN.LJ 

0806090091 

€0-382 

Q 

BRONS.J C 

88061 30082 

50-266 

P 

BURNETT, RF 

8806160318 

71-102 


CALLAN.LJ 

8806090096 

50 498 

Q 

BRONS.J C 

8806130089 

50 266 

Q 

BURNETT.R F 

0806210420 

70 27 


CALLAN.LJ 

0006090100 

50-296 

Q 

BRONS.J C 

8806140390 

50 266 

P 

BURSKI.RF 

8805250209 

50 3B2 

P 

CALLAN.L J 

0006090127 

50-100 

Q 

BRONS.J C 

8806140446 

50 333 

P 

BURSKI.RF 

8805250274 

50 302 

Q 

CALLAN.LJ 

8806100000 

50-313 

Q 

BRONS.J C 

8806140447* 

50 333 

P 

BURSKI.RF 

6806060020 

50 302 

P 

CALLAN.LJ 

8806100093 

50 468 

Q 

BRONS.J C. 

8806150367 

50 333 

P 

BURSKI.RF 

680G070323 

50 302 

P 

CALLAN.LJ 

8806100209 

50-498 

Q 

BRONS.J C 

8806200001 

50 333 

P 

BURSKI.RF 

B806070367 

50 362 

P 

CALLAN.L J 

8806130042 

50-267 

a 

BRONS.J C 

8806200032 

50 333 

P 

BURSKI.RF 

8806090036 

50 302 

F 

CALLAN.LJ 

8806130050 

£0-313 

0 

BRONS.J C 

8806220 108 

50 333 

P 

BURSKI.R F 

B8060901 95 

50 302 

F 

CALLAN.L J 

8006130061 

50-205 

0 

BRONS.J 0 

8806280314 

50 333 

P 

BURSKI.RF 

6806130160 

50 302 

P 

CALLAN.L J 

8806130009 

50-402 

Q 

BHOOKS.D J 

8806060218 

WASTE RES 

BURSKI.R F 

B006140140 

50 302 

P 

CALLAN.L J 

8806130 093 

50-302 

Q 

BROOKS.R H 

8806030280 

50 327 

P 

BURSKI.RF 

8806170067 

50-382 

R 

CALLAN.L J 

8806140 027 

50 499 

Q 

BROOKS.R H 

6806160008 

50 390 

S 

BURSKI.RF 

8806210474 

50 382 

P 

CALLAN.L J 

8806140151 

50-205 

Q 

B ROOKS. R H 

8806200099 

50 327 

P 

BURSKI.RF 

6806200210 

50-382 

F 

CALLAN.L J 

8806140101 

50 498 

G 

BROOKS.R H 

6006230079 

50 259 

S 

BURT.J H 

6806270251 

PR 


CALLAN.L J 

0806140191 

50-267 

Q 

8R0WN.G 

6808140086 

PR 


BURTON, DP 

8806270072 

50 443 

H 

CALLAN.LJ 

CB081 40215 

50-458 

Q 

BROWN. G A 

6B060 10237* 

50 344 

F 

BURTON, 1 

8006170232* 

CONTRACT 


CALLAN.L J 

0B061 40242 

50-267 

0 

BROWN, H H 

6806140036 

50 322 

G 

BURTON.I 

8806210213* 

CONTRACT 


CALLAN.L J 

CB061 40414 

50-285 

F 

BROWN, HH 

BB06140036 

50 322 

G 

BURTON, 1 

8006230027* 

CONTRACT 


CALLAN.L J 

0006140423 

50-298 

0 

BROWN ,HM. 

BB0B14Q036 

50 322 

G 

BURTON.R H 

8B06240 194 

50-443 

H 

CALLAN.L J 

8006140436 

50 498 

0 

BROWN. HH 

6806270288 

50 443 

H 

BURTON, RT, 

8B06270174 

50 443 

H 

CALLAN.L J 

6B061 40492 

50 402 

0 

BROWN. HV 

6006210375* 

50 142 

F 

BUSACKER.H 

8806140137 

PR 


CALLAN.L J 

8006140527 

50-192 

0 

BROWN. HV 

00OB2 10309* 

50 142 

F 

BUTCHER.EJ 

8006160312* 

50-416 

P 

CALLAN.LJ 

8B061 40539 

50 402 

0 

BROWN .HV 

8606210442* 

50 142 

F 

BUTCHER, EJ 

8B06160317* 

50-416 

P 

CALLAN.LJ. 

8BQ6140544 

50-286 

G 

BROWN .HV 

0606210481* 

50 142 

F 

BUTCHER.EJ 

8006160342* 

50-416 

P 

CALLAN.L J 

0606140559 

50-313 

0 

BROWN, HV 

8B06240087* 

50 142 

F 

BUTCHER.EJ 

8000160351* 

50-416 

P 

CALLAN.LJ, 

0BO615O213 

50 207 

Q 

BROWN, RS 

8606270253 

50 443 

H 

BUTCHER.EJ 

8006160405* 

50-416 

P 

CALLAN.LJ 

0006160223 

50-200 

a 

BROWN ,S 

8606020177 

50 322 

P 

BUTCHER.EJ 

8006210406 

REVIEW GR P 

CALLAN.L J 

0006160003 

50-208 

0 

BROWN, S A 

8BOB24D 199 

50 443 

H 

BUTCHER.EJ 

8006220237 

REVIEW GR P 

CALLAN.LJ, 

0808160058 

50-490 

0 

BROWN, S S. 

8606060287 

50 322 

J 

BUTCHER.EJ 

8006230330 

ORG 


CALLAN.LJ 

0006160149 

50-313 

G 

BROWN, SW 

8606130320 

50 322 

G 

BUTCHER.EJ 

8006270171 

ORG 


CALLAN.LJ. 

0006160252 

50-285 

G 

BROWN ING.R 

8606220097 

WASTE MGT 

BUTCHER.EJ 

8006270320 

REVIEW GR P 

CALLAN.LJ 

0600210063 

50-296 

F 

BROWNING, R E 

8B06010121 

WASTE MGT 

BUTCHER.EJ 

0006300303 

REVIEW GR P 

CALLAN.LJ 

OB062 10097 

50-298 

a 

BROWNING, RE 

8606010147 

WASTE MGT 

BUTLER, WR 

8606020313* 

50 380 

P 

CALLAN.LJ 

0806210155 

50-313 

F 

BROWNING.R E 

8B06010155 

WASTE MGT 

BUTLER.W R. 

0606030184 

50 30B 

P 

CALLAN.LJ 

0006210163 

50-274 

V 

BROWNING, R E. 

8806130281 

WASTE RES 

BUTLER.WR 

0006030193* 

50-300 

P 

CALLAN.LJ. 

0800210241 

50 382 

P 

BROWNING.R E 

8606220132 

WASTE MGT 

BUTLER, WR 

0806130295 

50 307 

P 

CALLAN.LJ 

0000220135 

50 208 

G 

BROWN ING.R.E 

8606230058 

WASTE MGT 

BUTLER.WR. 

8806160117* 

50 416 

P 

CALLAN.LJ 

0006220157 

50 498 

G 

BROWNING.R E 

8606240077 

WASTE MGT 

BUTLER.WR 

0806160269* 

50 418 

0 

CALLAN.LJ 

0000220104 

50-126 

0 

BROWN LEE, VL 

8606060116 

50 321 

P 

BUTLER.W R. 

0806170166* 

50 277 

P 

CALLAN.LJ 

0006220168 

50 498 

G 

BROWN LEE, V L 

8B060601 13 

50 424 

G 

BUTLER.WR 

6806210495 

50 353 

M 

CALLAN.LJ 

000622021 1 

50 285 

P 

BROWN LEE, V.L 

8606060121' 

50 424 

Q 

BUTT, LA 

6806150102 

50 443 

H 

CALLAN.LJ. 

0006220235 

50 382 

G 

BROWNLEE.VL 

8606060189 

50 425 

Q 

SYRAM.R G 

0806020096 

50 308 

S 

CALLAN.LJ 

0006230018 

50-267 

G 

BROWN LEE, V.L 

8806070040 

50 321 

G 

BYRAM, RG 

0806030134 

50 307 

s 

CALLAN.LJ 

0006230022 

50 458 

F 

BROWN LEE, V L 

8606070042* 

50-321 

Q 

BYRAM. R G 

0806200293 

50 307 

s 

CALLAN.LJ 

0606230026 

SO 482 

G 

BROWN LEE, V L 

8806200191 

50 425 

Q 

BYRNE.E 

6806200309 

50 443 

H 

CALLAN.LJ 

0606230042 

50-402 

G 

BROWN LEE, VL 

8806200200 

50*269 

Q 

BYRNE, FB 

0806150266 

50 443 

H 

CALLAN.LJ. 

GB062301 33 

50-192 

V 

BROWN LEE.V.L 

8806200484 

50-369 

Q 

BYRNE.MH 

8000150200 

50 443 

H 

CALLAN.LJ 

0006230130 

50 482 

V 

BROWN LEE, V L 

8806200403* 

50-369 

Q 

BYSRELD.G A 

80OS22O313 

50 458 

R 

CALLAN.LJ 

0006240108 

50-208 

G 

BROWN LEE, V L 

8806200485* 

50-369 

Q 

CADEK.F F 

B0O527O216* 

50 413 

P 

CALLAN.LJ 

0BO027 0327 

50-205 

G 

BROWN LEE, V L 

8806240023 

50-321 

Q 

CADWALUDER.J 

0806230032 

50 458 

F 

CALLAN.LJ 

0606270340 

50-313 

G 

BROWN LEE.V L 

8806240031* 

50-321 

Q 

CAESAR, P, 

0806270254 

SO 443 

H 

CALLAN.LJ 

0606260095 

50-302 

G 

BROWN LEE, V L 

88062 B0O73 

50-269 

Q 

CAIN.J M 

8006270045* 

SO 382 

Q 

CALLAN.LJ 

0606280147 

BO 498 

0 

BRUNET, J R. 

8806010125 

50-255 

F 

CALDWELL 

8806080001* 

WASTE MGT 

CALLAN.LJ 

0000260239 

50-498 

G 

BHUNNER.E J. 

86062001 47* 

50-219 

P 

CALDWELL.CW 

8005270011* 

50 206 

Q 

CALLAN.LJ. 

0006290132 

60-302 

G 

BRUNNER.EJ 

8806200151* 

50-219 

P 

CALDWELL.R A 

8006100086* 

50-313 

Q 

CALLAN.LJ 

00062901 BB 

50-392 

O 

BRUNNER.J E 

8606100213 

50-329 

A 

CALKIN, LL 

0000160112 

SO 443 

H 

CALVO.J A 

0006020040* 

50-498 

P 

BRYANT, A 

8806140163 

50 443 

H 

CALLAHAN, K 

8000140007 

50 443 

H 

CALVO.J A 

08060201 99* 

BO-302 

P 

BUBIER.C W 

8806160475 

50-443 

H 

CALLAN.LJ 

8805240276 

50 498 

Q 

CALVO.J A 

0806020300* 

50-302 

P 

BUCHANAN.C R 

8806270116* 

FOIA 


CALLAN.L J, 

8005240321 

50-285 

Q 

CALVO.J A 

0006020340* 

50-302 

P 

BUCKLEY, B.C 

8202080034* 

50-276 

P 

CALLAN.LJ, 

0005240416 

50-285 

Q 

CALVO.J A 

0006030073 

50-302 

P 

BUCKLEY.BC 

8806020322 

50-400 

P 

CALLAN.L J 

8005250249 

50 458 

Q 

CALVO.J A 

0006030190* 

50-205 

P 

BUCKLEY.B C 

8806290330 

50-400 

P 

CALLAN.L J 

8005260251 

50-313 

Q 

CALVO.J A 

06062 102B7 

50-490 

P 

BUCKLEY.B.C, 

8806200397 

50-324 

P 

CALLAN.L J 

0005260303 

50-313 

V 

CALVO.J A 

0806210446* 

50-458 

P 

BUCKLEY.J T. 

8805260391 

WASTE RES 

CALLAN.L J 

8805250320 

50 482 

Q 

CALVO.J A. 

0006210449* 

50-207 

P 

BUCKLEY ,JT 

0BO526O395 

WASTE RES 

CALLAN.L J 

8006260331 

50-267 

Q 

CALVO.J A 

0006230166 

50-302 

P 

BUCKLEY ,J.T 

0606070074 

WASTE RES 

CALLAN.L J, 

0B0525O342 

50-498 

Q 

CALVO.J A 

0606240054* 

50-298 

P 

BUCKLEY, J T, 

8606210210 

50-165 

P 

CALLAN.L J 

0005270090 

50-313 

Q 

CALVO.J A 

0B06240151* 

50-313 

F 

BUMPERS.D 

8B060B01 93* 

COMMISSION 

CALLAN.L J. 

8005270145 

50-382 

Q 

CALVO.J A 

0006290336* 

50-402 

P 

BUNDY.H F 

8806140552* 

60 462 

Q 

CALLAN.L J 

880531 01 GO 

50-313 

Q 

CALVO.J A 

0806300102* 

60-298 

P 

BUNDY.H.F, 

8606290201* 

50-382 

Q 

CALLAN.L J, 

0605310199 

50-267 

Q 

CAMPANALE.E 

00062701 20 

50-443 

H 

BUNTING.J 0, 

8B062602B2 

WASTE MGT 

CALLAN.L J 

0806020004 

50-498 

Q 

CAMPBELL, G T 

0006030164 

50-368 

P 

BURDOIN.J F 

8606100139* 

50-275 

Q 

CALLAN.L J. 

8806020070 

50*267 

F 

CAMPBELL, M.G. 

00061 60059 

50-443 

H 

BURGER, A R, 

0806130044 

50-334 

P 

CALLAN.L J 

0806020002 

50-482 

Q 

CAMPBELL, R M 

0606140313 

PR 


BURGER.C.W, 

0606060135* 

50-424 

Q 

CALLAN.L J. 

8806020102 

50-298 

Q 

CAMPBELL, T G. 

660603 0144 

50-313 

P 

BURGER.C W 

0BO6O6O191 * 

50 425 

Q 

CALLAN.LJ 

0806020107 

50-267 

Q 

CAMPBELL, TG 

0006070 058 

50-313 

P 

BURGESS.fi 

0606160283* 

50 282 

Q 

CALLAN.L J. 

0806030115 

50-458 

Q 

CAMPBELL.TG 

0006220 045 

60-368 

P 

BURGESS, B L, 

6806080277* 

50-255 

Q 

CALLAN.L J 

6806030277 

50-498 

F 

CAMPBELL,! G. 

0006220064 

50-313 

P 

BURG ESS, M 

0806270114 

50-443 

H 

CALLAN.L J 

0806030373 

50-267 

Q 

CANNOVA.M 

0806300429 

50-443 

H 

BURGESS, M 

B8O62803Q7 

50 443 

H 

CALLAN.L J 

8806070030 

50-458 

Q 

CANTER.H L 

88062701 88* 

50-312 

Q 

BURG IN ,D. 

8806220203 

50-272 

F 

CALLAN.L J 

8006080274 

50-298 

Q 

CANTRELL.F 

0806020121 

50-201 

S 

BURKE.JJ 

8806270222 

50 443 

H 

CALLAN.L J 

8006090003 

50-382 

Q 

CANTRELL, F 

6806200207 

50-201 

S 
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AUTHOR 


CAMTAELL.F 
CANTRELL,? S 
CANTRELL.F S 
CANTWELL, DP 
CAPHTON.D L 

CAPHTON,D L 
CAPQNLGO.A 
CAPRA.R A 
CAPRA.R A 
CAPRA, 0 A 

CAPRA,R A 
CAPRA, R A 
CAFRA t R A 
CAPRA, RA 
CAPRA, R A 

CARDAN1.CP 
CAFEY.D B 
CAFGILL.E M 
CAJRNS.N S 
CARNS.N S 

CARNS.N S 
CARNS.N S 
CAR NS, N S 
CAROTHERS.J N 
CARPENTER, D R 

CARPENTER, D H 
CARPENTER, JH 
CARTERS J 
CART ERR J, 


CAfiUSO.SN 
CARZASTY.S M 
CASE.OY 
CASE.D T 
CASE.JT 


ACCESSION 

NUMBER 


0006200501* 
8006020109 
8006070199* 
BB061 50488 
0BO62BO124* 

8806200291* 

6806140364 

6606020106 

8806020106* 

8806140060 

0006160183 
8006160187* 
8806160348* 
68062301 04* 
8D06240076 

8006140497 

6006270259 

6B06130035* 

0005250213 

8806060020 

0806210156 
8606280169 
8806200361 
0806 1404 16 
6005250344* 

8806020005* 

8B06080040 

0806010135 

8006160235 

8806030295 

88061501 IB 
0006300435 
8806230108 
6806230100 
0006220124 


SUBJECT 


CATEGORY 

50 280 

P 

50 281 

S 

50-280 

Q 

PR 

50 213 

Q 

50-307 

Q 

PR 

50 220 

P 

50 220 

P 

50 410 

P 

50-220 

P 

50 220 

P 

50-268 

F 

50-220 

P 

60 269 

P 

50-443 

H 

50-443 

H 

50 450 

R 

50-382 

S 

50-3B2 

S 

50 382 

s 

50-302 

p 

50-382 

s 

50-322 

H 

50 490 

0 

50-498 

Q 

50-224 

G 

60 250 

J 

50-483 

J 

50-104 

P 

50 443 

H 

50-443 

H 

50-322 

G 

50-322 

G 

WASTE MGT 


AUTHOR 


CHAR N LEY, J.S 
CHAU DH ARY ,S K 
CHAUV1N.R J 
CHEA.K 
CHENARD.J J 

CHENG.C F 
CHERRY.J G 
CHERY.D L 
CHERY.D L 
CHERY.O L 

CHERY.D L 
CHICK, M 
CHILOS.W V 
CH1LK.S J 
CHILK.S J 

CHILK.S J 
CHILK.S J, 

CHILK.S J 
CHILK.S J 
CHILK.S J 

CHILK.S J 
CHILK.S J 
CHILK.S J 
CHILK.S J 
CHIOU.C Y 

CHIOU.C Y 

CHMIELINSKI.R 

CHO.J 

CHOKSHI.NC, 

CHOULES.NC 

CHRISTMAN, DP 
CHRISTMAN.DP 
CHRISTMAN.J N 
CHRISTMAN, J N 
CHRISTOFFER.G 


CASE.JT 
CASEY.DF 
CASEY, J 
CASEY, RT 
CASHELL.LD 


8806220124 

8806150147 

8006270127 

0006270279 

0006010160 


WASTE MGT 
PR 

50 443 H 

50-443 H 

ORG 


CHRISTOFFER.G 
CHU.TL 
CHUNG, D H 
CHUNG, Y 
CHUNG, Y 


CASS AT A, T 
CASSIDY ,J P, 
CASTOR, J, 
CATACOSINOS.W 
CAT ACOS1N OS.W. 


0006140519 50 443 

8800240032 PR 
8806100207 50 267 

8806130067 50 322 

0006130072* 50-322 


H CIARAVINO.V O 
CICOTTE.C 
S CICOTTE,G R 

P CILLIS.M 

P CILUS.M 


CATTON.I 

80062 10207* 

60-142 

F 

CATTON.I 

8806210302* 

FOIA 


CATION, 1 

8000210313* 

FOIA 


CATTON.1 

8806210334* 

50-142 

F 

CATTON.I 

8806210307* 

50 142 

F 

CATTON.I 

0806210302* 

50-142 

F 

CATTON.I, 

8806210397* 

50-142 

F 

CATTON.I 

8006210410* 

60-142 

F 

CATTONJ 

6000210457* 

50-142 

F 

CATTON.I 

8806210409* 

50-142 

P 

CATTON.I 

8006210515* 

50-142 

F 

CATTON.I 

QB06220105* 

60-142 

F 

CATTON.I, 

8006240099* 

50-142 

F 

CAVANAUGH, R B 

8006140200 

60-443 

H 

CAVANAUGH, W. 

8806270054* 

50 382 

Q 

CAYWOOD.L 

8806150461 

71*498 


OESARE.J G 

8805270007 

50-416 

S 

CESARE.J G 

0806160178 

60 416 

Q 

CHAFFEE. A 

0806270177* 

60-312 

Q 

CHAFFEE.A E 

8806270246* 

50-397 

Q 

CHAMBERLAIN, D 

8805260345 

60*302 

S 

CHAMBERLAIN, D 

0805270094* 

50-313 

Q 

CHAMBER LAIN, D 

0006090004* 

50-302 

Q 

CHAMBERLA1N.D 

8806130101* 

60-382 

Q 

CHAMBERLAIN.D 

8800230046* 

50 482 

Q 

CHAMBERS.HR 

8806100234 

50-329 

A 

CHAMNEY.L 

8806100264 

WASTE MGT 

CHANGE 1, 

8806080152 

50 443 

G 

CKAN.E 1 

8806140026 

50-443 

G 

CHAN.E 1. 

6806140199 

50-443 

G 

CHAN.TL 

8801070377* 

50 344 

Q 

CHAN.T L 

0006030259 

50-344 

P 

CHAN.TL. 

8806210242 

80-344 

F 

CHANJ L 

8006210326 

50 344 

P 

CHANEY.K D 

8805240280* 

50-498 

Q 

CHANEY.H D. 

8806090071 * 

50-382 

Q 

CHANEY, H D. 

8806090186 

50 382 

S 

CHANEY.H D 

8806220167* 

50-128 

Q 

CHANQ,K,C. 

0006080015* 

WASTE MGT 

CHAPMAN A 

8806270070 

50-443 

H 

CHAPMAN.R.N 

8806140495 

50 443 

H 

CHARMANSKI.A 

6806240191 

50*443 

H 

CHARNLEY.J S 

8806130151 

TOPREP 



CILLIS.M 
CIPRIANI, J 
CIPRIANI.J 
CLAFFEY.S F. 
CLAIBORNE, E 


CLARK, A T, 
CLARK.A T 
CLARK.A T 
CLARK.A T 
CLARK.A T. 

CLARK.C 
CLARK.C A. 
CLARK, D.T 
CLARK, L. 
CLARK, L 


CLARK.L B. 
CLARK, 1. B 
CLARK.L B 
CLARK, M,C 
CLARK.P R. 


CLARK, R 
CLARK.R.A 
CLARKE, E,T 
CLARKE.ET 
CLAUSEN, P 


CLEMENTS.F 
CLEVELAND^ 
CUNE.W.E 
CLINE, W E 
CLINE, W E 


E. 


CLINE.W E 
CLINE.W E 
CLINE, W E. 
CLINE.W.E 
CLINE.W E, 


CLINE, W E. 
CUNE.W.E 
CLINE.W E. 
CUNE.W.E 
CLINE.W E 


CLINE.W E. 
CL'NE.W.E 
CLINE.W.E 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8806170106 

8006080245* 

8806230312 

8006090238 

0806140466 

0BO63 00309 
B806200020* 
6805260373 
QB0601Q109 
8B0 6060007 

6806210205 

6606140412 

8006210173 

6806020070 

6806030088 


TOPREP 
50-354 Q 

PR 

50-270 P 

PR 

REVIEW GR P 
50 413 Q 

WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
50 443 H 

50 333 S 

10CFR 
PR 


8606060003 50 457 
8806060101 40CFR 
8006080400* 70 1151 
6806130293 10CFR 
0806130333 


6806140019 

8006210344 

8606220109 

8806240033 

0806220236* 


10CFR 

40-2061 

10CFR 

foia 

PR 

60-445 


AUTHOR 


CLINE.W E 
CLOYD.J S 
CLOYEL.E D 
COBURN, R 
COCKFIELD.DW 

COCKFIELD.D Wl 
COCKFIELD.DW 
COCKFIELD.DW 
COCKFIELD.DW. 
COCKFIELD.DW 

COCKFIELD.D W 
COCKFIELD.O W. 
COCKFIELD.D W 
COCKFIELD.D W 
COCKFIELD.D W 

COCKFIELD.DW 
CODELL.R 
CODY.WJ 
COE.DH 
COEN.E D 

COEN, ED 
COES.S H 
COFIE.NG 
COHEN, RD 
COLBURN, T G 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8006280245 

0806140516 

8806150048 

8806270064 

8005240199 

0805250228 
B80531001 fl 
8006010120 
8806010226 
6806080280 

8BO013O354 

0006140029 

6806150350 

8806210141 

0006230035 

0006280310 
88C6010136 
8B06080290 
8B061 30339* 
6606200144 

0606280144 
6606240204 
6808140067* 
8B06270176 
0B 060302 15 


70 1151 
50 443 
50 443 
60 443 
50 344 

60 344 
50 341 
60 344 
50 344 
50 344 

50 344 
50 344 
50 344 
50344 
50 344 


H 

H 

H 

Q 


F 

P 

F 

Q 

P 


50 344 Q 

WASTE MGT 
50 604 G 

50 220 V 

50 305 P 


50 305 
50-443 
50-254 
50-443 
50 440 


0800220261 * 
0006160414 
0006080125 
0806060019 
6006100295* 

50-445 

PR 

50-352 

NUREG 

50-237 

A 

G 

Q 

COLBURN, TG 
COLBURN, T.G 

COLE, A W 

COLE.E F 

COLE.R E 

8806030231* 

0806290315 

8006220238* 

8800150319 

8 B052 602 41 

50-440 

50-440 

50 334 

PR 

50 456 

P 

P 

1 

H 

8006230135* 

8806230135* 

8806300257’ 

0806300257’ 

0606080147* 

50-322 

50 322 

50 322 

60 322 
50-440 

G 

G 

G 

G 

Q 

COLE.R F 

COLE.R F 

COLEMAN.C 

COLEMAN.C 

COLEMAN.NM 

0806080090 
B806300036 
8806130346 
9B0G27O274 
000609031 1 

50 335 G 

60 335 G 

27-48 

27 46 

WASTE MGT 

0806220111* 

8806070054 

QG0621O149 

8006010274* 

8806020039 

50 282 □ 

NUREG 

WASTE RES 

50 499 P 

NUREG 

COLETTI.J 

COLEV, J L 

COLEY.JL 

COLLINGS.SP 

COLLINS.DM 

0806150132 

8005250158* 

B806200145* 

0006230296 

0006020116 

50 443 

50 348. 

50 259 

40 8843 

50 03 

H 

G 

Q 

Q 

6806240120 

8005260349 

8006290024* 

6005260166* 

08O526O334* 

PR 

50 397 
50-397 
50*275 
50-312 

S 

Q 

Q 

Q 

COl LIN-S, O M 
COLLINS.DM. 
COLLINS.DM 
COLLINS.DM 
COLLINS.DM 

0606030015 
0DO6O3O341 
86060303B6 
C80 6030369* 
880 6060 03 6 

70-1113 

70-1151 

50-340 

50-348 

50-360 

G 

Q 

O 

8806290024* 

0805260312 

Q806220327 

8005310015 

8006230166 

50-397 

50-346 

50-346 

50-213 

NUREG 

Q 

R 

R 

P 

COLLINS.DM, 

COLLINS.DM 

COLLINS.DM 

COLLINS.DM 

COLLINS.DM 

OQQ6G601G9 

8806060180 

88 060602 41 
8806000272 
0806070018 

50 369 
50-321 
50-124 
50-261 

50 302 

F 

Q 

Q 

O 

Q 

80ODO7O394 

8606000210 

8806100179 

8806140331 

80O629O32O 

70-1113 

70-1151 

NUREG 

50-603 

50-603 

A 

A 

COLLINS.DM 
COLLSNS.D M. 
COLLINS, D M 
COLLINS 4 D m. 
COLLINS.DM 

8806070226 

0806070231 

QB0bO7O23O 

0806070243 

8006070322 

60 348 

60 335 

60 280 

50 321 

50 400 

F 

F 

Q 

Q 

F 

D0060B026G* 
0806220083* 
0600210400* 
8000020030 
0806 14 01 34 

50-344 Q 

50-307 Q 

WASTE MGT 

50 20 S 

60 443 G 

COLLINS.D M 
COLLINS, D M 
COLLINS, D,M 
COLLINS.D M 
COLLINS.S J 

D60G090010 

8006220340 

0006230001 

0006290037 

0806100253 

50 360 

50 369 

60 416 

50 395 

50 ?03 

Q 

F 

F 

F 

Q 

8606000079 

8606000152 

8806300200 

8806300421 

6BO620O117* 

50 443 

50 443 

60 322 

50 443 

60 219 

G 

G 

G 

H 

P 

COLLINS, S J 
COLLINS, T,E 

collins.tr 

COLLINS, WE 

COM AN, C, 

0BO617O31O* 
0006220314 
6806070019* 
B806 140083 
8806300426 

50 293 

TOPREP 

50-302 

50-443 

50-443 

F 

Q 

H 

H 

8800240243 

6806210353* 

6600230273 

8600240112 

8806020206 

50*352 

50-142 

pn 

PR 

PR 

P 

F 

COMBS.F. 
COMFORT.G 
COMTOIS.MH. 
CONGEL.F J. 

CONG EL, F J 

6008200124* 
68061 3026ft* 
86061401 10 
8411000370* 
6501070423* 

FOIA 

70-754 

50-443 

50-219 

50-219 

H 

P 

P 

8606300430 
6806230276 
8606010148 
8806010233 
88060 10240 

PR 

40-8905 

50-369 

50-260 

50-330 

Q 

Q 

Q 

CONGEL.F J, 
CONGEL.F J 
CONGEL.F J 
CONGEL.F J 
CONLON.T. 

8805310042 

6806030202’ 

8806130259 

8606220131 

8806080129* 

50 322 

60 322 
ORG 

60 443 

60 269 

F 

F 

F 

Q 

8806020032 

0806020307 

9806080306 

8806080399 

8806150498 

5C-250 

70-27 

50-413 

50-369 

70-143 

Q 

F 

F 

CONLON.T E. 
CONLON.T E 
CONLON.T E. 
CONLON.T, E 

CON LON JE, 

9005250175* 

8806060014* 

8906000036* 

8B06060133* 

9806060139* 

60 348 

50 348 

50 400 

50 425 

50 302 

Q 

Q 

Q 

Q 

Q 

9006160024 

8806160192 

8906210004 

0006210085 

8B06210118 

70-143 

70-27 

70-27 

50-250 

50-302 

F 

F 

CONLON.T E 
CONNAUGHTONYT 
CONNEl.LG 
CONNELL, M E. 
CONNER.T.B. 

600621 0023* 
8606150166 
0806230255 
0BO6 140430 
8806200204 1 

1 60 424 

50 443 
PR 

50-443 
* PR 

Q 

H 

H 

08062 20240 
0906220254 
8606230073 

50 335 
50-302 
70-143 

Q 

Q 

CONNOR, L 
CONNOR, L 
CONSTABLE, G L 

BB06160004 

8606200036 

8805260344 

FOIA 

FOIA 

* 50-49B 

Q 


Ti-a-o*0"0 
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AUTHOR ACCESSION SUBJECT 

HUMBER CATEGORY 


CONSTABLES L 

8806020114 

50*496 

S 

•CONSTABLE.G L 

8806140038* 

50*499 

Q 

CONTE. A ft 

8B061 40076 

PR 


CONTE.SO 

8806060032- 

COMMISSION 

CONVERSED J 

8806030314 

50 333 

Q 

CONVERSED J 

8806000226 

50-333 

Q 

converse.fi j 

8806100210 

50 333 

R 

CONVERSED J 

8B06210173 

50 333 

S 

CONWAY.WF 

6805250268 

50*250 

Q 

CONWAY ,WF 

8805310024 

50 369 

P 

CONWAY.W F 

8806010002 

50-250 

S 

CONWAY.WF 

8806010116 

50 250 

P 

CONWAY.WF 

8806010285 

50 250 

G 

CONWAY.W F 

8806020092 

50 251 

S 

CONWAY.W F 

B8 06030059 

50*335 

V 

CONWAY.W F 

8606030083 

50-250 

R 

CONWAY.W F 

8806060111 

50-250 

R 

CONWAY.W F 

8806070224 

50-250 

R 

CONWAY.W F 

6806080322 

50-250 

F 

CONWAY.W F 

8806090296 

50-250 

P 

CONWAY, W.F 

8806100130 

50-335 

P 

CONWAY.W F 

880610021 5 

50*250 

P 

CONWAY.W F 

8806100228 

50-250 

R 

CONWAY.W F 

8806100259 

50*250 

F 

CONWAY.W F 

8806130051 

50-250 

S 

CONWAY.W F 

6806130365 

50-335 

F 

CONWAY.W F 

8806140044 

50-250 

P 

CONWAY.W F 

6806140251 

50-250 

S 

CONWAY.W F 

BB06150397 

50 335 

P 

CONWAY.W F 

8B0616G023 

50 250 

R 

CONWAY.W F. 

8006 160029 

50 335 

P 

CONWAY.W F 

8806160300 

50 250 

P 

CONWAY.W F 

0006 170177 

50*250 

S 

CONWAY.W F 

8006170181 

50 3B9 

P 

CONWAY.W F 

BB06 170203 

50 250 

F 

CONWAY.W F 

8806220050 

50 250 

R 

CONWAY.W F. 

8806220248 

50 250 

R 

CONWAY.W F 

8806220351 

50 250 

P 

CONWAY.W F 

8806270276 

50 335 

Q 

CONWAY.W F 

B8Q62801 1 1 

50 335 

F 

CONWAY.W F 

8806280134 

50 335 

F 

CONWAY.W F 

8806280271 

50 250 

F 

CONWAY.WF 

8B062Q0276 

50 260 

R 

COOK.G 

8806150209 

50312 

S 

COOK.J 

8806100210 

50 333 

R 

COOK.JL 

88061 5040B 

PR 


COOK.W 

8605310271 

50410 

S 

COOLEY.R 

BB06270252’ 

50*267 

Q 

COOLEY.R 

860 6200009* 

50 302 

Q 

COOLEY.R 

8806200010* 

50 402 

Q 

COOLEY, R A 

6806270257* 

50 458 

Q 

COOLEY.R A 

8806270268* 

50 458 

Q 

COOLEY.R A 

B8 062703 10* 

50 298 

Q 

COOLEY.R A 

6806280002* 

50 2&5 

Q 

COOLEY.R A 

BB06200004* 

50*498 

Q 

COOLEY.R A 

8806280007* 

50 313 

Q 

COOLEY.R A 

8606200011* 

50 298 

Q 

COOLEY.R, A 

8806280013* 

50-29B 

Q 

COOLEY.R A 

8806260016* 

50 265 

Q 

COOLEY.R A 

8806280042* 

50 313 

Q 

COOLEY.H A 

88062B0049* 

50 332 

O 

COOLEY.R A 

880Q2B0052* 

50 432 

Q 

COOLEY.R A 

0806280055* 

50 458 

Q 

COOLEY, R A 

8806280059* 

50 267 

Q 

COOPER, R 

BB06030281 

50 440 

S 

COOPER. R 

8806070015* 

50*440 

G 

COOPER, R 

8606000112 

50-341 

S 

COOPER, R 

8 BOB 100250' 

50-341 

Q 

COOPER, R 

8606290204 

50-440 

S 

COOPER. R W 

0806140360' 

50-461 

Q 

COPELAND.R A 

8805270134 

TOPREP 


COPELAND. R A 

SS06010269 

TOPREP 


COPELAND.R A 

0606140209 

TOPREP 


COPELAND.R A. 

0606160037 

TOPREP 


COPELAND.R A. 

6006200357 

TOPREP 


COPELAND.R A 

6806200155 

TOPREP 


COPLAN, $ 

6806090021 

WASTE MGT 

COPLAN, S 

8306210273 

WASTE MGT 

COPLAN, S M 

6806160453 

WASTE MGT 

COPPIN.R J 

6806290324 

40*8452 


CORBETT.M 

6306270011 

50*443 

H 

CORMIER.PL 

6B061 50279 

50-443 

H 

CORN ELL. A 

6306230139 

NUREG 


CORTLAND.P. 

6306290253* 

50*327 

Q 

CORWIN, W.R 

8006020040 

NUREG 


COSS.H 0. 

3806130003 

50-317 

O 

COSS.KO. 

8008230160 

50*317 

F 

COSTELLO.CC 

880624023 1 

60-443 

H 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


COSTELLO.J B 
COSTELLO.N J 

8B06200094 

BB06030067 

50 280 

PR 

F 

COSTELLO.N J 

8806240222 

50 443 

H 

COSTIGAN.R J 
COTE,P F 

8806150324 

8806140066 

50 443 

PR 

H 

COTTER. B P 

8606000090 

50 335 

G 

COTTER.B P 

8B06300036 

50 335 

G 

COTTER, BP 
COTTER, RM 

8806300274 

0806140315 

50 335 

PR 

G 

COTTON.G D 

0006070140* 

50-361 

P 

COUNSIL.W G 

BB05240181 

50 445 

A 

COUNSIL.W G 

8805240255 

50 445 

A 

COUNSIL.W G 

8805250070 

50 445 

Q 

COUNSIL.W G 

8805310102 

50 445 

A 

COUNSIL.W G 

0005310194 

50 445 

Q 

COUNSIL.W G 

BBQ6030026 

50 445 

A 

COUNSIL.W G 

8B060303B3 

50 445 

S 

COUNSIL.W G 

8806060089 

50 445 

A 

COUNSIL.W G 

8806060094 

50 445 

Q 

COUNSIL.W G 

8806060097 

50 445 

A 

COUNSILWG 

8806060107 

50 445 

A 

COUNSIL.W G 

800606021 9 

50 445 

A 

COUNSIL.W G 

8006070107 

50 446 

Q 

COUNSIL.W G 

0006100018 

50 445 

Q 

COUNSIL.W G 

6606100252 

50 445 

J 

COUNSILWG 

8606130145 

50 445 

Q 

COUNSILWG 

8606430152 

50 445 

Q 

COUNSIL.W G 

8806130236 

50 445 

S 

COUNSIL.W G 

8806130285 

50 446 

A 

COUNSIL.W G 

8806140052 

50 445 

Q 

COUNSIL.W G 

8806140161 

50 445 

S 

COUNSIL.W G 

8006140166 

50 445 

S 

COUNSILWG 

8906140177 

50 445 

S 

COUNSIL.W G 
COUNSIL.W G 

8006140384 

8006140540 

50 445 

PR 

A 

COUNSIL.W G 

8006150037 

50 445 

S 

COUNSILWG 

8B061S0045 

50 445 

S 

COUNSILWG 

8B061601 24 

50 445 

A 

COUNSILWG 

8B06160169 

50 445 

S 

COUNSILWG 

8B06170039 

50 445 

A 

COUNSILWG 

0BO617O1B9 

50 445 

A 

COUNSILWG 

OBO017O1 90* 

50 445 

A 

COUNSIL.WG 

BB0621 0042 

50 445 

A 

COUNSILWG 

0006210300 

50 445 

K 

COUNSIL.WG 

0006220003 

50 445 

S 

COUNSIL.WG 

8006220004 

50 445 

s 

COUNSIL.WG 

8006220005 

50 445 

s 

COUNSIL.W G 

0006220007 

50 445 

s 

COUNSILWG 

8006220009 

50 445 

s 

COUNSIL.WG 

8806220193 

50 445 

A 

COUNSIL.WG 

8006220196 

50 445 

A 

COUNSILWG 

8006230217 

50 445 

S 

COUNSIL.W G 

8006240006 

50 445 

A 

COUNSIL.WG 

0806280024 

60 445 

A 

COUNSILWG 

8006260033 

50 445 

S 

COUNSIL.W, G 
COUTURE, R L 

80O62BO336 

6006150200 

50 445 

PR 

Q 

COVE.M 

8006270234 

50 443 

H 

COWGILL.C 

6B05310263 

50 320 

S 

COWGILL.C 

000601 0248* 

50 219 

Q 

COWGILL.C 

8806010264* 

50 289 

Q 

COWGILL.C 

0806220061* 

50 320 

Q 

COWGILL.C 

8806230057* 

50 219 

Q 

COWGILL.C 

8806230190 

50 244 

S 

COWGILL.C J 

8006070277* 

50 244 

Q 

CRANSTON.A 

8006300204* 

50 312 

H 

CRANWELL.R M 

0006230127* 

WASTE MGT 

CRAWFORD.J D 

BB06200064 

50-259 

R 

CRAWFORD.S J 

8B06030063 

50 483 

F 

CREED.JR 

8B05310298* 

50-255 

Q 

CREED. J R 

8606080147* 

50 440 

Q 

CREED, J R 

8B0Q1 60309* 

50*295 

Q 

CREEO.J R 

0BO623O1O9* 

50*263 

Q 

CRESCENZO.F 

8B06010235 

60-322 

S 

CRESCENZO.F J 

QB06230005* 

50*220 

Q 

CRLENJAK.R V 

8606070037* 

50*335 

Q 

CRLENJAK.R V 

8606070294' 

50*250 

Q 

CRLENJAK.R V 

8806100035' 

50-250 

P 

CROCKER.L P 

8806160294 

50 366 

P 

CROCKER, L P 

8806160305' 

60-366 

P 

CROCKER.L P 

8806160355 

50 321 

P 

CROLEY.BG 

8006140115 

50-312 

F 

CROTEAU.R 
CROWDER.F G 

8006200486' 

0806140494 

50 369 

PR 

G 

CROWLEY.B R 

8BQ6070407* 

50 335 

G 

CROWLEY, M J 

8006140085 

50-443 

H 

CROWLEY, SV 

8806300436 

50 443 

H 

CROWNE.S R 

8806200005 

50 317 

P 
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CROWSON.D L 

8101160163* 

50-155 

P 

CRUDEN.D S 

88050501 93 

50-33-8 

Q 

CRUDEN.D S 

8B0524O1 57 

50-281 

Q 

CRUDEN.D S 

8805240402 

50-280 

a 

CRUDEN.D S 

80052601 1 1 

50-33-8 

0 

CRUDEN.D S 

8605270249 

50-280 

p 

CRUDEN.D S 

6805270261 

50-280 

0 

CRUDEN.D S 

8805310 029 

50-338 

p 

CRUDEN.D S 

8B060101 40 

50 280 

F 

CRUDEN.D S 

8806010151 

50-280 

P 

CRUDEN.D S 

8806070113 

50 338 

P 

CRUDEN.D S 

8806070234 

50 280 

P 

CRUDEN.D S 

8006070280 

50 280 

P 

CRUDEN.D S 

8806100004 

50 336 

P 

CRUDEN.D S 

8806100191 

50 338 

0 

CRUDEN.D S 

8806130174 

60 338 

0 

CRUDEN.D S 

8B061 40271 

60-338 

0 

CRUDEN.D S 

8806140277 

50 280 

p 

CRUDEN.D S 

8B06140282 

50 338 

p 

CRUDEN.D S 

BB0Q 170022 

50 280 

p 

CRUDEN.D S 

8808200094 

50 280 

F 

CRUDEN.D S 

08062001 28 

50 338 

F 

CRUDEN.D S 

B806220024 

50 338 

FI 

CRUDEN.D S 

0B 002201 54 

50 280 

Ft 

CRUDEN.D S 

880626001 4 

60 336 

P 

CRUDEN.D S 

8806260181 

50 280 

P 

CRUICKSHANK.J 

8806240180 

PR 


CRUNK. S L 

8006020131 

50 312 

J 

CRUNK.S L 

0000210464 

50 312 

Ft 

CRUNK, S.L 

0806210466* 

50 312 

Ft 

CRUNK.S L 

8006210469* 

50 312 

R 

CRUNK, S L 

8806210472* 

50 312 

R 

CRUTCHFIELD, D 

8806020264* 

50 266 

P 

CRUTCHFIELD, D 

8806070182 

50 302 

Q 

CRUTCHFIELD, D 

8806080379 

ORG 


CRUTCHFIELD, D 

0806170102 

50 344 

P 

CRUTCHFIELD, D 

8806170208 

50 457 

P 

CRUTCHFIELD, D 

8806200014 

50 346 

Q 

CRUTCHFIELD, D 

8806200022* 

50 205 

F 

CRUTCHFIELD, D 

8B062 10471 

50 456 

P 

CSIDA.A.J, 

8006160077 

PR 


CUDLIN.R.L 

8806160030* 

FOIA 


CUDUN.R L 

8806160129* 

FOIA 


CUDLIN.R.L 

8806160136* 

FOIA 


CUDLIN.R L 

8806160307* 

FOIA 


CUDLIN.R L 

0006160315* 

FOIA 


CUDLIN.R L 

8806160323* 

FOIA 


CUE.F F 

0806150136 

PR 


GUMMING, W.R 

8806170025* 

50 443 

T 

CUMMINGS, GE 

8806210149 

WASTE RES 

CUNNINGHAM, G.E 

0806070030 

71-9228 


CUNNINGHAM, LJ 

CB04140170* 

50 237 

Q 

CUNNINGHAM, R E 

8006020149 

70 135 


CUNNINGHAM, R.E 

8806130262* 

ORG 


CURRAN, D 

8B061 40004 

50 443 

G 

CURRAN, D. 

8806140004 

60 443 

G 

CURRAN, D 

0806140004 

50 443 

G 

CURRAN.D 

8806140004 

50 443 

G 

CURRAN, D 

8806140004 

60 443 

G 

CURRAN.D 

8806140017* 

50 443 

G 

CURRAN.D. 

8806140017* 

50-443 

G 

CURRAN.D 

8006140017* 

60 443 

G 

CURRAN.D 

8806140017* 

60443 

G 

CURRAN.D 

8806140017* 

60 443 

G 

CURRAN.D 

0806140169 

60 443 

G 

CURRAN.D. 

8B06140159 

60 443 

G 

CURRAN.D 

8806170008 

50 443 

G 

CURRAN.D 

8806170000 

60443 

G 

CURRAN.D 

8806300024 

50*443 

G 

CURRAN.D 

0806300024 

50 443 

G 

CUSHIN.R, 

8806240193 

60 443 

H 

CUTHBERT.LG 

8806270052 

FOIA 


CUTTER, A B 

6806020024 

60*261 

P 

CYR.R.E. 

8806160127 

50 443 

H 

CYR.S 

8806300437 

50443 

H 

CYR.W A. 

8B0630O437 

50443 

H 

D'ANGELO, A 

8B061 50209 

60-312 

S 

D'ANGELO, A J 

6805260311* 

60-312 

O 

D'ANGELO, A J 

8806100189* 

50-312 

G 

DAEMEN.J 

8B053 10303* 

WASTE RES 

DALY.D G. 

8B06090161 

50-237 

S 

DALY.D G 

8B06240069 

50 237 

S 

DALY.EJ. 

8806140522 

50443 

H 

DAMON.A D 

0806160425 

60443 

H 

DAMON, O J 

8806170225* 

50 160 

V 

DANCE, H 

6606200211 

50-395 

S 

DANCE, HC 

8806060100* 

8806070235* 

50 395 

Q 

DANCE.H.C. 

50-348 

G 
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DANIELS, HE 

8006090207* 

50-353 

A 

DEWEASE.JG 

0805310073 

50 3B2 

P 

DRAWBRIDGE.B L 

6806020016 

50 29 

P 

danielsomjdh 

8806010208* 

50-295 

O 

DEWEASE.JG 

8806070007 

50 3B2 

P 

DRAWBRIDGE.B L 

6806020026 

50 29 

P 

DAN1ELSON.D H 

8806080406* 

50-305 

Q 

DEWEASE.J G 

8806070102 

50-302 

P 

DRAWBRIDGE.B L 

6806020027 

50 29 

Q 

DAN1ELSON.D H 

8806080411* 

50-266 

Q 

DEWEASE.JG 

0806080218 

50-362 

P 

DHEIKORN.D.P 

B8Q6080060* 

50 322 

T 

DANIELSON.D H 

8806080415* 

50-266 

Q 

DEWEASE.J G 

QD061 50375 

50-362 

P 

DREW,C A 

B0 062700 13 

50 443 

H 

DANIELSON, OH 

8806090080* 

50-461 

Q 

DEWY.K A 

8006290433 

PR 


DREWS, G A 

B006070100 

50 520 

1 

DANIELSON.DH 

8806100242* 

50-316 

Q 

Dl PIETRO, A L 

0BO6 140171 

50 443 

H 

DRISKILL.D D 

8006240164* 

50 382 

Q 

DANIELSON.DH 

8806200522* 

50-373 

O 

DIBENEDETTO.M 

0806150331 

50 443 

H 

DRISKILL.D D 

8006240239* 

FOIA 


DAN NEKER.R F 

8806140179 

PR 


DICK.G F 

0806020217 

50 490 

P 

ORISKILL.DD 

8B06270015* 

50 445 

Q 

DA.RMITZEL.R W 

8806070138 

70-754 


DICK.G F 

0808020249 

50 490 

P 

DRISKILL.D D 

8006270025* 

50 382 

Q 

DAVIDSON.B S 

8B06 150443* 

50-209 

Q 

DICK.G F 

0806290490 

50 490 

P 

DRISTIM.LR 

8806 16 0300 

PR 


DAVIDSON B S 

8806210282* 

50 320 

Q 

DICK.G F 

D806290502* 

50 400 

P 

DROMERICK.AW 

8006130322 

50 219 

P 

DAVIDSONB S 

8806220069* 

50 289 

Q 

DIEDERICH.G J 

B806010027 

50 373 

S 

DROMERICK.AW 

8B06130329* 

50 219 

P 

DAVIS A 

0806150120 

50 443 

H 

DIEDERICH.GJ 

6806010035 

50 373 

s 

DROMERICK.AW 

8006170035 

50 219 

P 

DAVISA 8 

8805240296 

50 457 

P 

DIEDERICH.G J 

8806090243 

50 373 

s 

DROMERICK.A W 

8606200404 

50 219 

P 

DAVIS, A B 

6805250230 

50 315 

O 

DIEDERICH.GJ 

8606140403 

50-374 

s 

DROMERICK.AW 

0BO629O326 

50 219 

Q 

DAVISA B 

8606070004 

50 237 

S 

DIEDERICH.GJ 

8606240037 

50-373 

s 

DROMERICK.AW 

8B06300335 

50 219 

P 

DAVISA B 

0606090020 

50 461 

Q 

DIETZ, C R 

8606010030 

50-325 

s 

DRONKERS.J 

8605310108 

WASTE MGT 

DAVISA B 

0606090031* 

50 461 

Q 

DIETZ, C R 

8806020020 

50 324 

p 

DRONKERSJJ 

6606130316 

WASTE MGT 

DAVISA B 

0006100233 

50 237 

P 

DIETZ.C R 

0806030112 

50 324 

F 

DROUIN.9 

0005310298* 

50 255 

Q 

DAVISA B 

8806140256 

50-373 

Q 

DIETZ, C R 

88060301 IB 

50 324 

S 

DROUIN.B 

0606160309* 

50 295 

Q 

DAVISA B 

0806200185 

50*341 

P 

DIETZ.C R 

8806030126 

50 325 

s 

DROZDA.P M 

0806230150 

NUREG 


DAWS, A 8. 

8806200294* 

PR 


DIETZ.C R 

8806060117 

50 324 

Q 

DRUGA.R J 

8806030205 

50 334 

R 

DAWS.AB 

8806210001 

50-341 

Q 

DIETZ.C R 

8806070332 

50 324 

F 

ORUMM.KJ 

0806140112 

PR 


davjsab 

880621 0082* 

50-341 

Q 

DIETZ.C R 

8806100067 

50 324 

n 

OUDA.J, 

0806150021 

50 443 

H 

DAVISA B 

0806230072 

50-456 

Q 

DIETZ.C R 

8806100077 

50 324 

s 

OUDLEY.D B 

0806270101 

50 443 

H 

OAVJS.E 

8806240208 

50-443 

H 

DIETZ.C R 

8606100131 

50 324 

Q 

OUERDEN.P 

88 0623 01 26 

NUREG 


DAVIS.ED 

8806160448 

50-443 

H 

DIETZ.C R 

8806100134 

50 324 

s 

DUGGAN, SR 

0806220160 

FOIA 


OAVIS.J f 

8007010084* 

CONTRACT 


DIETZ.C R 

8806150263 

50 324 

R 

DUGGAN, SR 

0806240127 

FOIA 


DAVIS.M 

8806020268 

50-443 

H 

DIETZ.C R 

8806280115 

50 324 

Q 

DUGSTAD.O 

8806100054 

50 262 

R 

DAVIS.MJ 

8B06290280 

50 528 

P 

DIETZ.C fl 

8806200278 

50 324 

R 

DUMONT.FW 

8806240213 

50 443 

H 

DAVI-S.M J 

B806300326 

50-520 

P 

DIFRANCESCO.M 

C806270214 

50 443 

H 

DUNBAR, E 

8606140304 

PR 


DAVI-S.P 

6606290505 

WASTE RES 

DIGGS.R M 

0806030152 

50 206 

P 

DUNCAN, A 8 

8BO6O6OO50* 

WASTE MGT 

DAV6S.SE 

G60C020096 

50 308 

S 

DIGGS.R M. 

0806030157 

50 389 

P 

DUNDAS.W J 

8606150351 

50-266 

J 

DAV6S.S E 

6606030134 

50 387 

s 

DIGGS.R M 

8806070347 

REVIEW GR P 

DUNLAP, WC 

0606140093 

50 443 

H 

DAVISON, WS 

0606090115 

50 397 

s 

DIGGS.R M 

8805160360 

50 459 

V 

DUNN.G A 

0806020232* 

50-440 

S 

DAWMNSJC 

6006270220 

60 443 

H 

DIGGS.R M 

8806170109 

50-293 

P 

DUNN.G A 

0606020243* 

50-440 

s 

DAY-LEWIS ,F E 

8006140362 

50 443 

H 

DIGGS.R M 

6806170107 

50213 

P 

DUNN.G A 

0806020262* 

50-440 

s 

DE AGAZIO.A W 

0606020230 

60 346 

P 

DIGNAM+M A 

8806270023 

50-443 

H 

DUNN.G A 

0806020271* 

50-440 

s 

OE AGAZIO.A W 

0006030171 

50 346 

P 

DIGNANJG 

6806030293 

50 443 

G 

DUNN.G A 

0806140399* 

50-440 

s 

OE AGAZIO.A W 

8006030176* 

50 346 

P 

DIGNANJG. 

8006030203 

60 443 

G 

DUNN.G A 

6806140404* 

50-440 

s 

OE AGAZIOA W 

8806170267 

50-346 

P 

DIGNANJG 

8806140060 

50 443 

G 

DUNN,G A 

6006140409* 

50-440 

s 

OE AGAZIOA W 

8806170270 

50-346 

P 

DIGNANJG 

00061 4006B 

50 443 

G 

DUNN.G A 

8B06140417* 

50-440 

s 

DE AGAZIOA W 

8806240125 

50-346 

P 

DIGNANJG 

0806140267 

50 443 

G 

DUNN.G A 

6806170146 

50-440 

s 

DE LOLUS.LV 

8806150116 

PR 


DIGNANJG 

8006140287 

50 443 

G 

DUNN.G A 

8D06220156 

50-440 

R 

DEALMEIDAJ 

8806130294* 

CONTRACT 


DIGNAN.T.G, 

0806170024 

50 443 

G 

DUNN.JR 

8006070171 

50-317 

s 

DEAN.GB 

8806140032 

50-443 

G 

DIGNANJG 

0 006 V 70024 

50 443 

G 

DUNN.N 

8606080393 

50-402 

H 

DEAN.GB 

8806140049* 

50-443 

G 

DIGNANJG 

0806230023 

50 443 

G 

DUPRAY.J 

8606150202 

60 443 

H 

DEAN,GB 

8008230065 

50-271 

G 

DIGNANJG 

8806230023 

50 443 

G 

DUPRAY.M 

8606240232 

50-443 

H 

OEARBORN.SL 

0006 140521 

50-443 

H 

DIIANNI.D C 

8806030099 

50 232 

P 

DURR.JP 

8605260213 

60-322 

G 

DECKERJ R. 

8806230004 

60 200 

P 

DIIANNI.DC 

0806130165 

50 232 

P 

DURR.JP 

8606010013 

50-277 

Q 

DEDDENS J C 

0805270227 

50 458 

P 

DIIANNI.DC 

8006130181* 

50 202 

P 

DURR.JP 

8600010144 

60-293 

Q 

DEDDENSJ 0 

8805270220 

50 458 

P 

DILWORTH.Sa 

0005260332 

50 424 

R 

DURR.JP 

0600010153 

50-353 

a 

DEDDENS.J C 

0605270237 

60 450 

P 

DILWORTH.S C 

6806220017 

50 424 

R 

DURR.JP 

8606010213 

50-352 

Q 

DEDDENS.J C 

0605310001 

50 458 

P 

DIMEGLtO.A F 

6005260354 

50-193 

S 

DURR.JP 

8606070301 

50-317 

0 

DEDDENS.JC 

8006070070 

50 458 

F 

DIMEGLtO.A F 

8806140011 

50-193 

Q 

DURR.J.P 

6606160162 

50-354 

Q 

DEDDENS.JC 

8006070299 

50 458 

P 

OIRCKS.WJ 

6512120189 

SECY 


DURR.JP 

8800160251 

50-247 

Q 

DEDDENS.JC 

8806090274 

50 458 

P 

DIROrF.DS 

8006210450 

50 341 

P 

DURR.JP 

8806160383 

50-220 

Q 

DEDDENS.JC 

8006140190 

50 450 

Q 

DIXON, G N 

8806200340 

71-9010 


DURR.J.P 

8806160395 

50-2 1 3 

Q 

OEE k N 

8806130303 

WASTE MGT 

DIXON.G N 

88062903B6 

71-9010 


DURR.JP 

6806160433 

50-213 

Q 

DEELSNVOER.L 

8006220023 

50-264 

R 

DIXSON.GR 

8806270307 

WASTE MGT 

DURR.J.P 

6806210060 

50-353 

Q 

DEEFIING.L 

8806280002 

WASTE RES 

DODA.R J 

8806000172 

l&E 


DURR.JP 

6806230043 

50-3B8 

Q 

DEFAYETTE.R 

8805260277* 

50-266 

Q 

DODA.R J 

8806290042 

IAE 


DURR.J.P. 

B80B23009S 

50-334 

Q 

DEFAYETTE.R 

8805310175* 

50-305 

Q 

DODD.C.J 

8B060Q026S* 

50 246 

H 

EAPEN.P K 

B80 601 0216* 

50-352 

Q 

DEFAY ETTE.R 

8806200325* 

50-346 

Q 

DODSON.D 

8006140461 

60 311 

S 

EAPEN.P K 

0806070306* 

60-317 

a 

DEFAYETTE.R W 

8806140360* 

50-483 

Q 

DODSON.DH 

8006290045 

XPORTLIC 


EAPEN.P K 

BB061 60164* 

60-354 

Q 

OEGRENIERA H, 

8806240178 

50-443 

H 

DOERFLEIN.L 

8006010235 

50 322 

S 

EAPEN.P K 

6006160254* 

60-247 

Q 

DEL PEFUCO.J G 

8806290254 

50*247 

S 

DOHERTY.FR 

8606150103 

60 443 

H 

EAPEN.P.K 

8006210062* 

50-363 

Q 

DELANO ,W.F, 

8800270094 

PR 


DOLAN.R J 

8006210109* 

50 272 

R 

EAPEN.P K. 

8006220149* 

50-244 

Q 

DELGEORGE.L O 

8806280090 

50-456 

Q 

DOLECI IECK.D 

8 B06 100236 

60 265 
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FRALEY.R F. 

8805310066 

WASTE MGT 

GALLO.R M 

0906280281 * 

50-220 

Q 

GOLDBERG.J R 

8806210046* 

PR 


FRALEY.R F. 

8806030174* 

50-171 

O 

GALSON.D A 

8006070065 

WASTE RES 

GOLIAN.C 

63062301 26 

NUREG 


FRALEY.R F 

8806230341 

ACRS 


GANDHI.H 

0006220275* 

50-445 

A 

GOLLA.J A 

6806160254* 

50 247 

0 

F RANGE, G M 

8806210165* 

70-925 


GANT.R E 

0606160231* 

50-461 

1 

GOLLER.KR, 

6306210161* 

50 142 

F 

FRANCIS.L 

8806140547 

PR 


GARCIA, B R 

0600 160906 

PR 


GONZALEZ.S 

3806000393 

50 4B2 

H 

FRAN CO, F F 

8B0Q1 40555* 

50-205 

F 

GARCIA, B R 

6800230313 

PR 


GOOD.GM 

6906000271* 

50 397 

Q 

FRASIER, L 

8605250236 

60-341 

F 

GARCIA, H F. 

6806220296 

WASTE MGT 

GOODUNG.B 

8906060208’ 

50 320 

H 

FRASIER, L 

0606010129 

50-341 

F 

GARCIA, J 

8806010225* 

50*261 

P 

G GODWIN, E 

0005250199 

50 328 

S 

FRATT.M D 

8606240050 

PR 


GARCIA.P J 

8806060114 

40-8904 


GOODWIN.E 

09060801 09 

50 328 

$ 

FREOMAN.fl 

0606140536 

50-443 

H 

GARDNER.R N 

0806070006* 

50-456 

Q 

GOODWIN, S 

8906270096 

50 443 

H 

FREDRICKSON, M 

8806140078 

50-443 

H 

GARDNER, RN 

8006070250* 

50 155 

a 

GORALSKI.G 

0306160324 

60 255 

R 

FREDRICKSON, P 

8806060144* 

60 324 

Q 

GARDNER, R N 

8006000421* 

50 461 

Q 

GORDON, CS 

0806030106 

50 346 

S 

FREDRICKSON, P 

8806070267* 

50 261 

Q 

GARDNER, RN 

8006090118* 

50 461 

Q 

GORDON.CS 

0306150379 

60 346 

s 

FREDRICKSON, P 

8806150005 

PR 


GARDNER, R N. 

8006200103* 

50 440 

Q 

GORDON.CS 

8306170140 

50 346 

s 

FREEDMAN, R W 

8806240214 

60 443 

H 

GARLEY.S 

8006270006 

50 443 

H 

GORDON.D 

0306230271 

50 346 

F 

FREEMAN, MO 

8806290175 

40 0768 


GARNER, B 

BB06220024 

50-338 

R 

GORDON.M 

8306300252 

50 244 

G 

FREEMAN, M 0 

0806290507 

40 8964 


GARNER, DC 

8005270216* 

50 413 

P 

GRACE, ON 

8306210470 

TOPREP 


FRELSCHMER.E 

6806140193 

50 443 

H 

GARNER, D J 

08062701 B8* 

50-312 

Q 

GRAGE.J.N 

8905250086 

50 413 

Q 

FRENCH.J M 

BB061 60074 

PR 


GARNER, LW 

6006070267* 

60-261 

Q 

GRACE, J N 

3905250181 

50 250 

P 

FRENIERE.H F 

0606140053 

50-443 

H 

GARNJOQSTJ.L 

0006240110 

PR 


GRACE.J N 

8805250207 

60 250 

Q 

FRESCO.A 

0606070250* 

50-155 

Q 

GARRICK.BJ 

0806210067* 

50-289 

P 

GRACE, J N 

8006020073 

50 260 

R 

FRESCO.A 

0606240154* 

50*397 

G 

GARRICK, BJ, 

0806210071* 

50 289 

P 

GRACE.J N 

8006060041 

50 324 

Q 

FREY.R 

6606160098 

PR 


GARRICK.BJ. 

6006210073* 

60 209 

P 

GRACE.J.N 

0606060043 

50 324 

Q 

FRIEDRICHS 

8006150142 

50*443 

H 

GARRICK.BJ. 

0006210074* 

60 269 

P 

GRACE.JN 

0806060060 

50 324 

a 

FRISCH.R R 

8806010040 

50-155 

P 

GARRICK.BJ, 

8006210076* 

60 289 

P 

GRACE.J N 

0806060130 

50 324 

a 

FRISCH.R R 

8806150436 

50-155 

Q 

GARRICK.BJ 

00082 10078* 

50 289 

P 

GRACE.J N 

B806060160 

50 34 B 

Q 

FRISCH.R, R 

8806220320 

50 155 

S 

GARRICK.BJ 

8006210079* 

50 200 

P 

GRACE.J N 

0BO6O6O1 61 * 

50 34B 

Q 

FRISCH.R R 

8806230090 

50 155 

G 

GARRISON, A 

0006150215 

PR 


GRACE.J N 

QBQB0601 06 

50 425 

Q 

FRISCO, D C 

8806240192 

50 443 

H 

GARRISON, D L 

0006 140030* 

60 409 

Q 

GRACE.J N 

8006060193 

70 27 


FR1ZELLE.CJ 

8804180097 

WASTE MGT 

GARVEY, R. 

8006270240 

50 443 

H 

GRACE.JN 

8006070036 

50335 

Q 

FRIZZLE, CD 

8806020060 

50 309 

P 

GATELY.J M 

8006150450 

PR 


GRACE.J N 

0006070256* 

50 260 

Q 

FROEHLICH.CH 

8806140067* 

50*254 

Q 

GATES, W G 

0606170005 

50-205 

fl 

GRACE.J N 

0006070317 

50-201 

P 

FROUNFELKER.R 

6606070159 

50-155 

J 

GAUPP.J L 

0806240205 

50 443 

H 

GRACE.J N 

0006070300 

50 395 

a 

FROUNFELKER.R 

BB06070163 

50-255 

J 

GAUTAM.A S 

0806070006* 

50-456 

O 

GRACE.J N f 

080608 01 26 

50 269 

o 

FRUTH.K 

06061601 10 

PR 


GAUTAM.A S 

0806000421* 

50*461 

O 

GRACE.J N 

G80G1C0027 

50 250 

p 

FRYER.BC 

0806200366* 

TOPREP 


GAVULA.J A 

8006010200* 

60-295 

Q 

GRACE.JN 

0006170949 

50 321 

Q 

FULLER, C H 

8605310097 

50-267 

F 

GAVULA.J A 

0806080406* 

50 305 

Q 

GRACE.J N 

6006200249 

50338 

Q 

FULLER.C H 

8606010091 

50 267 

Q 

GAVULA.J A 

0806080415* 

50 266 

Q 

GRACE.J N 

0OOB2OO26G* 

50 338 

Q 

FULLER, C H. 

B8061 00207 

50 267 

S 

GAYLEY.R B 

0BO628GO27 

50 219 

S 

GRACE.J N 

0006200315 

50348 

Q 

FULLER, C H 

8806170169 

50 267 

S 

GEARS, G E. 

0806 130068 

50 259 

P 

GRACE.J N 

8B06200491 

50 302 

Q 

FULLER/: H 

8806280086 

50 267 

s 

GEARS, G.E 

0806160398 

50 260 

P 

GRACE, J N 

8006200499 

50 2 B0 

P 

FULLER, C H 

8806290356 

50-267 

F 

GEARS.G E, 

8006210411 

50 260 

Q 

GRACE, J N 

0006210120 

50 302 

Q 

FLINCHES, J L 

8806010127* 

WASTE MGT 

GEDNEY.M 

0806020155* 

CONTRACT 

GRACE, J N 

0006230227 

60 261 

Q 

FUNCHES.JL 

8806290435 

REVIEW GR P 

GEJDENSON.S 

8806070103* 

COMMISSION 

GRACE.J N 

0006230244* 

50 261 

Q 

FUNK.DE 

8806220111* 

50*202 

Q 

GEJDENSON.S, 

CC06270348* 

FOIA 


GRACE.J N, 

8006240015 

50 340 

Q 

funk.de 

8800230109* 

50-263 

G 

GEORGE, DL 

8C06140097 

PR 


GRACE.J N 

0006240040 

50 413 

Q 

GABRIELSKU 

8606270100 

50*443 

H 

GERSENHANER.G, 

0005150036 

PR 


GRACE.J N, 

0806240042* 

50 413 

Q 

GAD.R K 

8606140128 

60-271 

G 

GERTZ.C P 

0805250150’ 

WASTE MGT 

GRACE.J N 

0806240049 

60 260 

Q 

QAD,R K 

8606300077 

50-271 

G 

GERTZ.C P 

0806300317 

ORG 


GRACE.J H 

6806240051 * 

50 200 

Q 

G ADR K 

8606300077 

50-271 

G 

GIAMBUSSO.A 

08061 6002C* 

FOIA 


GRACE.J N, 

0806240050 

50 280 

Q 

GADRK 

8606300082* 

50-271 

G 

GIANNUZZI.A J 

0006100153* 

50 265 

O 

GRACE.J N 

B806240075* 

50 280 

O 

QAD.R K 

8806300082* 

50*271 

G 

GIBBONS, D. 

8806030309 

l&E 


GRACE.J, N 

B80 62 80275 

50-160 

P 

GAD.R K 

8606300085 

50-271 

G 

GIBBS.Kl 

8806270160 

50 443 

H 

GRACE.J N 

8806280310 

50-324 

a 

GAD.R K 

8806300085 

50*271 

G 

GIBBS.VR 

8806140310 

PR 


GRACE, N E 

8006070253 

50-250 

Q 

GAD.R K 

8606300131 

50*271 

G 

gibsonaf. 

8806070237 

50 413 

Q 

GRACE.S 

8B06010019 

40 8904 


GAD.R K 

8006300131 

50 271 

G 

GIBSON, L 

8806090303 

50 315 

F 

GRACE, SR 

8B060102B3 

40-8029 


GAD.R K 

8806300279 

50-271 

G 

GUTTER, J.G. 

8006030019 

50 305 

P 

GRACE.S R 

BB06020052 

40-0829 


GAD.R K 

8806300279 

50-271 

G 

GUTTER, JG 

8006290318 

50 305 

P 

GRACE.S R. 

0606 130240 

40 6943 


GAGE.M E 

8808270016 

50*443 

H 

GILBERTS 

8606150070 

50 443 

H 

GRADA.K D 

BB06 130044 

50*334 

p 

GAG LIAR DO, J £ 

8806220170* 

50-496 

Q 

GILBERT, L D 

8B0527O14B* 

50 302 

Q 

GRANT, G, 

0BO623O2OO 

50*271 

s 

GAGLIARDO.J- E 

0806200141* 

50-302 

Q 

GILBERT, L D 

8806160073* 

50 493 

Q 

GRANT.G 

0606270344 

50-271 

s 

GAKWILLER.W R 

6B091 30024* 

60-526 

Q 

GILBERTS L 

8006150198 

50 443 

H 

GRANT.J B 

BCQ 6 150354 

50-322 

H 

6ALAHTI.0 M 

8806220111* 

50*202 

Q 

GILLESPIE.M J. 

8806240174 

50 443 

H 

grant.nw 

BOO 6220050 

50*250 

R 

GALANT10M 

6606230109* 

60*263 

Q 

GILLESPIE, M J. 

8806270002 

50 443 

H 

GRANT.WB 

6606070375* 

50-237 

Q 

GALLAGHER, J W. 

8605250100 

50-277 

Q 

GILLILAND.J 

8006140002 

WASTE MGT 

GRASSO.M 

0606 27001 9 

60-443 

H 

GAILAGHER.J.W. 

6606060148 

50-277 

Q 

GILLILAND, J T. 

8606220264* 

FOIA 


GRAVES.CC 

8606170047 

TOPREP 


GALLAGHER, J W. 

6606100021 

60-277 

V 

GIRARD.E H 

8806220300* 

50*369 

Q 

GRAY, A 

86 06070047 

FOIA 


GALtAGHER.J.W. 

0806100161 

50*277 

F 

GLASMAN.M. 

0806070207* 

50 425 

Q 

GRAY.E H 

8006010152* 

50-293 

a 

GALUGHER.JW. 

8006140096 

60-277 

P 

GLASSLEY.W.E 

0806130316 

WASTE MGT 

GRAY.M. 

0BO63OO41 7 

60-443 

H 

GALLAGHER, J W, 

8806160069 

50-352 

Q 

G LEA SON, J P 

0806170055 

50 322 

G 

GREEN.D 

8606140185 

PR 


GALLAGHER^.W- 

0006200016 

50*277 

P 

GLEASON, J P 

0806300103 

60 322 

G 

GREEN, S R. 

C80623O2&2 

PR 


GALUGHER.J.YY 

8806200118 

50-277 

Q 

GLEASON.JP 

8009300112 

50 322 

G 

GREENE.L C 

6800150424 

50-443 

H 

GALLAGHER, J.W 

8806280295 

50*352 

F 

G LEA SON, J P 

8006300283* 

50 322 

G 

GREENMAN.EG 

6805250193 

60-373 

Q 

GALLANT, D B. 

88061 4041 Q 

50-443 

H 

G LEASON,J P. 

8006300286* 

50 322 

G 

GREENMAN.EG, 

6305250197* 

60 373 

Q 



364 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

GREENMAN.E G 

8805250203 

50 341 

Q 

GRIDLEY.R 

GREENMAN.E G 

6005310195 

50 315 

O 

GRIDLEY.R 

GREENMAN.E^G 

8806030254 

50 255 

G 

GRIDLEY.R 

GREENMAN.E G 

0806070003 

50 254 

Q 

GRIDLEY.R L 

GREENMAN.E G 

8806070008 

50 263 

Q 

GRIDLEY.R l 

GREENMAN.E G 

8006070255 

50-341 

P 

GRIDLEY.R L 

GREENMAN.E G 

8B06100019 

50 373 

Q 

GRIDLEY.R L 

GREENMAN.E G 

0606 t 00029 

50 461 

F 

GRIER.B H 

GREENMAN.E G 

B8Q61 00240 

50 341 

Q 

GRIER, BH 

GREENMAN.E G 

8BQ61Q0249* 

50 341 

Q 

GRIFFIN.HB 

GREENMAN.E G 

B8061 40435 

50 341 

G 

GRIFFIN, H H 

GREENMAN.E G 

68 061 40465 

50 263 

O 

GRIMES.B 

GREENMAN.E G 

80OS14O5O1 

50 254 

G 

GRIMES.BK 

GREENMAN.E G 

3606140506 

50 331 

Q 

GRIMES.B K 

GREENMAN.E G 

8006160130 

50-346 

P 

GRIMES.BK 

GREENMAN.E G 

8806210098* 

50-440 

S 

GRIMES.B K 

GREENMAN.E G 

80-06210135 

50-254 

Q 

GRIMES.BK 

GREENMAN.E G 

8806210137* 

50-255 

P 

GRIMES, Cl 

GREENMAN.E G 

6806210146 

50-346 

P 

GRIMES, Cl 

GREENMAN.E G 

8006210412 

50-255 

P 

GRIMES, Cl 

GREENMAN.E G. 

0006220167 

50-255 

P 

GRIMES.C 1 

GREENMAN.E G 

0806280072 

50-282 

Q 

GRIMES, Cl 

GREENMAN.E G 

0806280300 

50-266 

Q 

GRIMES.C 1 

GREENMAN.E G 

0806290055 

50-341 

P 

GRIMES.C 1 

GREENWAY, D V 

0806270005 

50-443 

H 

GRIMES, Cl 

GREGER.L R 

8805250380* 

50-182 

Q 

GRIMSLEY.D 

GREGER.L R 

0806070375* 

50-237 

Q 

GRIMSLEY.D H 

GREGER.L R 

BB06100012* 

50-305 

G 

GRIMSLEY.D H 

GREGER.L R 

0806150149* 

50-409 

G 

GRIMSLEY.D H 

GREGER.L R 

B006150225* 

50-295 

G 

GR1MSLEY.0 H 

GREGER.L R 

8806150256* 

50 266 

Q 

GRIMSLEY.D H 

GREGER.L R 

8006210095* 

50 254 

Q 

GRIMSLEY.D H 

GREGG, H 

8Q06070306* 

50 317 

O 

GRIMSLEY.D H 

GREGG.H 1 

0DO6O1O216* 

50 352 

Q 

GRIMSLEY.D H 

GREGORY.W S 

8800100179 

NUREG 


GRIMSLEY.D H 

GRESICK.J 

08O6OBO19O* 

50 245 

G 

GRIMSLEY.D H 

GREW.T 

GRIDLEY.R 

B8D6150176 

PR 


GRIMSLEY.D H 

6005250407 

50 259 

G 

GRIMSLEY.D H 

GRIDLEY.R 

8805260031 

50-259 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

6005260-043 

50 390 

S 

GRIMSLEY.D H 

GRIDLEY.R 

GB05260053 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

8805260008 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

0805260097 

50 327 

P 

GRIMSLEY.D H 

GRIDLEY.R 

0805200121 

50 327 

P 

GRIMSLEY.D H 

GRIDLEY.R 

080528-0225 

50 259 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

0805260287 

60 259 

G 

GRIMSLEY.D H 

GRIDLEY.R 

8805260293 

50 259 

R 

GRIMSLEY.D H 

GRIDLEY.R 

B805260359 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

8805260364 

50 259 

V 

GRIMSLEY.D H 

GRIDLEY.R 

BOO 5 260371 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

BB0526O377 

50 327 

G 

GRIMSLEY.D H 

GRIDLEY.R 

600601 0018 

50 259 

P 

GRIMSLEY.D H 

GRIDLEY.R 

8806010058 

50 259 

F 

GRIMSLEY.D H 

GRIDLEY.R 

8806010149 

50 327 

F 

GRIMSLEY.D H 

GRIDLEY.R 

8606010192 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

8606010203 

50 327 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

8B06010218 

50 259 

Q 

GRIMSLEY.D H 

GRIDLEY.R 

0BO6O2OO15 

50 259 

P 

GRIMSLEY.D H 

GRIDLEY.R 

8606020041 

50-320 

P 

GRIMSLEY.D H 

GRIDLEY.R 

8606000060 

50 390 

S 

GRIMSLEY.D H 

GRIDLEY.R 

6606060152 

50 259 

P 

GRIMSLEY.D H 

GRIDLEY.R. 

6806060175 

50-327 

P 

GRIMSLEY.OH 

GRIDLEY.R 

6806070012 

50 390 

s 

GRIMSLEY.D H 

GRIDLEY.R 

8806070119 

50 259 

P 

GRIMSLEY.OH 

GRIDLEY.R 

6806090129 

50 300 

K 

GRIMSLEY.D H. 

GRIDLEY.R 

6806090159 

50 327 

P 

GRISAK.G E 

GRIDLEY.R 

68060902C9 

50 259 

O 

GRISAK.G E 

GRIDLEY.R 

6806130132 

50 327 

P 

GROPP.RW 

GRIDLEY.R 

8606130230 

50 327 

0 

GRUNSEICH.R W 

GRIDLEY.R 

6606140153 

50 390 

s 

GRUNSEICH.RW 

GRIDLEY.R 

6606140365 

50 327 

p 

GRUNSEICH.R W 

GRIDLEY.R 

B8061 60275 

50 327 

p 

GRUNSEICH.RW 

GRIDLEY.R 

BB061 70001 

50-259 

p 

GUARRO.S 

GRIDLEY.R 

86061 70003 

50 327 

p 

GUCWA.LT 

GRIDLEY.R 

6806170006 

50 327 

p 

GUERTIN.PM 

GRIDLEY.R 

8806170009 

50-327 

p 

GULDEM0ND.WG 

GRiDLEY.R 

6806170012 

50-259 

p 

GULDEMOND.WG 

GRJOLEY.R 

6806170016 

50-327 

p 

GULDEMOND.WG 

GRIDLEY.R 

8806170058 

50-390 

F 

GUSTIN.H L 

GH*DLEY,R 

68061 70QB6 

50-259 

F 

GUTSHALL.J P 

GRIDLEY.R 

6806170213 

50-327 

Q 

GUY.KK 

GRIDLEY.R 

6806200004 

50-327 

Q 

GWINN.FI a 

GRIDLEY.R 

8806200010 

50 327 

F 

HAAG.RC 

GRIDLEY.R 

6806200067 

50-327 

P 

HACKNEY.C A 

GRIDLEY.R 

B806200174 

50 390 

S 

HADJIAN.A H 

GRIDLEY.R 

8806230157 

50-327 

O 

HADLOCK.DJ 

GRIDLEY.R. 

8806230323 

50-390 

Q 

HAGAN.T F 

GRIDLEY.R 

8806230333 

50 259 

P 

HAGAN, T F. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8B06270292 

50-327 

O 

HAGAN.T F 

8806030263* 

CONTRACT 


8806200084 

50-259 

P 

HAGAN.T F 

8B060B0153* 

CONTRACT 


8B06290290 

50-259 

F 

HAGAN.T F 

8806080187* 

CONTRACT 


8806010054 

50-259 

F 

HAGAN.T F 

88060 B0294* 

CONTRACT 


8806090148 

50-259 

H 

HAGAN.T F 

8006090102* 

CONTRACT 


BB06140391 

50-259 

Q 

HAGAN J F 

8806130211* 

CONTRACT 


BB06200017 

50 327 

F 

HAGAN J F 

8806130325* 

50-29 

P 

BB06200147* 

50 219 

P 

HAGAN.T F 

8806140124* 

CONTRACT 


8B06200151* 

50-219 

P 

HAGAN.T F 

0806140154* 

CONTRACT 


8806270015* 

50 445 

Q 

HAGAN.T F 

8806290424* 

CONTRACT 


8806270035 

50-443 

H 

HAGAN.T F 

8806290475* 

CONTRACT 


8806210259* 

50-155 

P 

HAGAN.T F 

0806300008* 

CONTRACT 


8504030103* 

FOIA 


HAGEY.H 

0806160345 

CONTRACT 


0505020509* 

FOIA 


HAINE.B 

8806270142 

50 443 

H 

8806150061 

OA999 


HAIRSTON, WG 

0806100135 

50-340 

O 

8806160226 

QA999 


HAIRSTON, W G 

0806 14 0388 

50-340 

O 

8806210250* 

50-261 

P 

HAIRSTON, W G 

8806160083 

50-340 

O 

6B05190334 

50-445 

A 

HAIRSTON, W G 

8806220158 

50-340 

ft 

6806020161 

50-445 

Q 

HAIRSTON. W G 

8006220163 

50-364 

ft 

08060303/4 

50-445 

A 

HAIRSTON, W G 

8006230111 

50 340 

0 

0606070259 

50-445 

Q 

HAIRSTON, WG 

0806230202 

50 340 

0 

8006070302 

50-445 

A 

HAIRSTON, W G 

8806270323 

50-321 

s 

8806100231 

50-445 

Q 

HAIRSTON, W G 

8006280113 

50 366 

0 

8006160381 

50-445 

O 

HAIRSTON, WG 

8006280166 

50-321 

p 

8806290313 

50-445 

A 

HAIRSTON. W G 

8006280195 

50-321 

p 

8806100272 

FOIA 


HAIRSTON, W G 

8806280277 

50-424 

s 

8806010174 

FOIA 


HAIRSTON, W G 

8006290001 

50-348 

0 

8006020017 

50-498 

P 

HALE.C J 

8806220318* 

50 445 

0 

8806020076 

50 322 

P 

HALE.M 

8006130315 

50-400 

n 

8006030004 

FOIA 


HALL.D 

0006070059 

NUflEG 


0806030197 

50-276 

P 

HALL.D P 

0805260144 

50-461 

p 

0806060106 

FOIA 


HALL.D P 

8005260394 

50-461 

p 

BB06070050 

FOIA 


HALL.D, P 

0006020011 

50-461 

Q 

8B06070072 

FOIA 


HALL.D P 

8006240217 

PR 


BB0607Q36Q 

FOIA 


HALL.J R 

8006030172 

50 331 

P 

0B0609D254 

FOIA 


HALL.J R. 

8006300289 

50-331 

P 

8006100302 

toia 


HALL.M 

8806150026 

50-443 

11 

0006100307 

FOIA 


HALL.W.L 

8006270017 

50-443 

H 

QB06140037 

toia 


HALLER.N, 

8806200097* 

60-320 

P 

8606140189 

50 275 

P 

HALLER.W A 

0006150049 

60-369 

S 

0806150260 

FOIA 


HALLSTROM.G A 

0006200372* 

50-340 

o 

8806160005 

50 416 

P 

HALTIWANGER.J 

0006130300 

50-395 

n 

8806170307 

50-293 

P 

HAMILTON. K 

8606270209 

50-443 

H 

0006170325 

FOIA 


HAMILTON, P. 

0806170217 

50-293 

n 

8806170332 

TOIA 


HAMILTON.R 

8806270037 

50-443 

H 

8806200060 

50-275 

P 

HAMILTON, W. 

0006150297 

50-443 

II 

8806200168 

FOIA 


HAMMOND, H R 

8006270099 

50-443 

H 

8006200274 

50-142 

F 

HANAUER.S 

0606230139 

NUflCG 


8806210087 

50 440 

P 

HANF.K 

8006140113 

PR 


8806220161 

FOJA 


HANNEN.R L 

8606220008 

60-331 

R 

0805220166 

FOIA 


HANNON, J.N. 

8006130092 

ORG 


0806220171 

FOIA 


HANNON, J N 

8806130317* 

60-29 

P 

BQ0622017G 

FOIA 


HANNON, J N. 

8806230264 

50-201 

V 

BD06220183 

50 490 

P 

HANSEN.D.B 

0806130377* 

50-520 

G 

8B06220205 

FOIA 


HARBOUR, J 

6006000131 

50 443 

G 

8B06220346 

50-275 

Q 

HARBUCK.C.C 

8006060052 

60-313 

P 

8B06230209 

50-498 

P 

HARBUCK.C C 

8606230153 

50-313 

P 

8B06240079 

50-142 

F 

HARBUCK.CC 

0806240148 

50-313 

F 

8B06240132 

FOIA 


HARBUCK.C C 

6006270324 

50-313 

P 

8B06240150 

50-219 

P 

HARBUCK.CC 

0806200316 

50 360 

P 

8806270078 

FOIA 


HARE.S M 

0806210124* 

50-156 

V 

8606270149 

50-206 

Q 

HARPER.G A 

060602 01 DB 

pn 


8806270346 

FOIA 


HARPER.G G 

0006010073 

60-331 

F 

8806280153 

FOIA 


HARPER.MR 

6006130264 

60 295 

S 

8806280164 

FOIA 


HARPER.S 

8806140346 

50 443 

H 

8806290285 

40 8904 


HARRELL.P H 

0606130065* 

50-205 

Q 

8806290407 

40-8904 


HARRELL.P.H 

8600140164* 

50 285 

G 

8806220002 

50-352 

R 

HARRIGAM.D J 

0806090249* 

CONTRACT 


8806030086 

50-322 

S 

HARRINGTON, H J 

8006 150437 

50 443 

H 

8806060103 

50-322 

s 

HARRIS.J.R 

6606060139* 

50-382 

G 

8806200138 

60-322 

s 

HARRIS.R H. 

0606160387* 

60-220 

O 

8806280146 

50*322 

s 

HARRIS.RH 

860626 0106* 

50-254 

O 

8806230152 

NUREG 


HARRISON, DF 

00060601 BB 

50 360 

R 

8803140331 

50-321 

F 

HARRISON, D.F 

0806220 031 

50 368 

R 

6806140094 

50*443 

H 

HARRISON, F 

8805260 322* 

50-324 

R 

8806080207 

50 255 

Q 

HARRISON, F. 

8006100067 

50 324 

n 

8806160285 

60-282 

Q 

HARRISON, F 

8006160292* 

50-324 

R 

8B06160286* 

50 282 

Q 

HARRISON.JJ 

8806010201 

50 205 

O 

8BQ6100153* 

50 265 

Q 

HARRISON, J J 

8B060 10205* 

50 295 

Q 

0806210348* 

50*388 

P 

HARRISON.JJ 

0006070005 

50 456 

Q 

8806140103 

50 443 

H 

HARRISON.JJ 

0006070247 

50 155 

G 

8806300407 

60 443 

H 

HARRISON.JJ 

8806000404 

50 305 

G 

8805270094* 

50 313 

Q 

HARRISON, J J. 

8006080409 

50 266 

G 

8806130054* 

50 267 

Q 

HARRISON.JJ 

0806080414 

60 266 

G 

8800090294* 

CONTRACT 


HARRISON.J J. 

8006090070 

60 461 

O 

8806150164 

PR 


HARRISON.J J 

8806000116 

60 461 

G 

8806020166* 

CONTRACT 


HARRISON.JJ. 

8806100056 

60 341 

G 

B806030007* 

CONTRACT 


HARRISON.J J 

8806100240 

50 316 

G 
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HARRISON.J J 

0806100241 * 

50 316 

Q 

MEITNER, K 

6806270180 

50*267 

P 

HILL, J 

6806170169 

50 267 

s 

HAHRISON.J J 

8806100293 

50*237 

O 

HEITNER.KL 

8805250337* 

50*267 

Q 

HILL.WD 

8806230291 

PR 


HARRISON, J J 

8806200457 

50-456 

Q 

MEITNER, K L 

8Q0B030362 

50-267 

P 

HILL-WHILTON.R 

0806270076 

50 443 

H 

HARR1SON.J J 

8606200519 

50*373 

G 

HEITNER,K L 

8006210436 

50 267 

P 

HILL-WHlLTON,R 

8B0630D169 

50-443 

G 

HARRlSGN.J J 

8606280097 

50 254 

O 

MEITNER, K L 

0806290160 

50 267 

P 

HILL-WHILTON.R 

6806300169 

50 443 

G 

KARRISON.J J 

8806260175 

50-440 

O 

HEITNER.K L 

8806200334 

50*267 

P 

HILL-WHILTON.R. 

8806900171* 

50 443 

G 

HARR ISON ,S 

6606070059 

NUREG 


MEITNER, K.L 

8B0630021 1 

50*267 

Q 

HILL-WHILTON.R 

8606300171* 

50*443 

G 

HART.R 

8806130373* 

WASTE RES 

HEITNER.K.L 

8606300366 

50*267 

P 

HILL WH1LTON.R 

B806300178* 

50*443 

G 

HART.R D 

8805270308 

WASTE RES 

HEMMINGWAY.RH 

0806270205 

50*443 

H 

HILL-WHILTON.R. 

88063001 78* 

50-443 

G 

HART.R 0 

6B053101B6 

WASTE RES 

HEMPHILL, G M 

8006100174 

NUREG 


HILLIER.J A 

8B06270231 

50-443 

H 

HART.R D 

8806130370 

WASTE RES 

HENRIQUEZ.J 

0806150495* 

X PORT LlC 


HILLS.D 

880 621 01 62* 

50*440 

V 

HART.R 0 

8806210086 

WASTE 

RES 

HENRY.R B 

0006150340 

PR 


HILLYER.D W 

8806150311 

50-461 

s 

HARTGEN.DT 

8808060006* 

50*322 

T 

HENSON, LL 

8006130010* 

50-530 

P 

HINDS, J 

8005310109 

50-457 

S 

HARTWELL.D Q 

6806020230 

50 443 

H 

HENZLER.PW 

0606100300 

FOIA 


HINDS, J M 

6806080286* 

50-454 

a 

HARVEY, Q A 

8806140337 

PR 


HERDT.A H 

0805250090 

50-348 

Q 

HINDS. J M 

BDO 62001 72* 

50-456 

0 

HASSE.R A 

8Q0G1 50240* 

50 331 

Q 

HERDT.A R 

8805250166 

50 346 

Q 

HINDS, R A 

8806150406 

50-443 

H 

HATHORN.R L 

6806240063 

PR 


HEROT.A R 

6G0525Q172* 

50 348 

Q 

HINSON.L 

8806030076 

50-344 

s 

HAUGHEY.M F 

8 80 6020 223 

50 410 

P 

HERDT.A R 

8605250210 

60 413 

Q 

HINSON, L 

8806030370 

50-344 

s 

HAUGHEY.M F 

8806060053 

50 410 

F 

HERDT.A R 

6606050010 

50 34& 

Q 

HINSON.L 

8806090162 

50 344 

s 

HAUGHEY.M F 

8Q06170267 

50*410 

P 

HERDT.A R 

8606060029 

50 324 

Q 

HINSON.L 

6806230223 

50 344 

s 

HAUGHNEY.CJ 

8806210247* 

50 247 

O 

HERDT.A R 

8606060032 

50 400 

Q 

HINSON.L 

8806240019 

50-344 

s 

HAVEKAMP.O R 

8806010196* 

50-293 

Q 

HERDT.A R 

B80S06Q034 

50 416 

Q 

HINSON.W J 

8805310129 

OAS99 


haverkamp.d 

8806060158 

50-293 

S 

HERDT,A R 

0006060042 

50 425 

Q 

HINT4D C 

9806010097 

50 305 

s 

HAVERKAMP.D 

6606230200 

50 271 

s 

HERDT.A R 

8006060132 

50 425 

Q 

HINTZ.D C 

8006020060 

50 305 

R 

H AV ERK AM P , D 

8806270344 

50 271 

s 

HERDT.A R 

8806060137 

50-302 

O 

HINTZ.D C 

8B060B0182 

50 305 

s 

HAVERKAMP.D R 

8606100269* 

50-271 

Q 

HERDT.A R 

8806050142 

50 330 

Q 

HINTZ.D C 

0806100064 

50 305 

p 

HAVERKAMP.D R 

0606280274* 

50 443 

O 

HERDT.A R 

BE3Q6060172 

50 280 

Q 

HINTZ,DC 

8800100158 

50 305 

a 

HAWKINS, E F 

8806010074 

40 299 


HEROT.A R 

0006070060 

50 324 

Q 

HINTZ.D C 

GB06140195 

50 305 

p 

HAWKINS, E F 

8806010063 

40 8902 


HERDT.A R 

8606070073’ 

50-324 

Q 

HINTZ.D C 

8G06 150363 

50 305 

R 

HAWKINS.E F 

6806010112 

40-1341 


HERDT.A R 

8806070200 

50*250 

Q 

HINTZ.D C 

6806160103 

50 305 

p 

HAWKINS.E F 

0006010143 

40 8964 


HERDT.A R 

6 80 6070 20 6 

50-425 

Q 

HINT2,D C 

8B06 170211 

50 305 

Q 

KAWKlNS.E F 

8806020052 

40 8829 


\ IERDT.A R 

8806070273 

50 424 

O 

HINTZ.D C 

8806210147 

50*305 

p 

HAWKINS.E F 

8806020079 

40-1162 


HERDl.A R 

8806070276* 

50-424 

a 

HIRT.J A 

8806220113 

50 307 

R 

HAWKINS.E F 

6606020158 

40 1341 


HERDT.A R 

8806070404 

50*335 

Q 

HIRT.J A 

8806200293 

50 387 

s 

HAWKINS, E F 

8806030300 

40 4492 


HERDT.A R 

0806070409 

50-200 

0 

HOBBS, a 

8B061 50036 

50 143 

H 

HAWK INS, E F 

6B06060104 

40-0502 


HERDT.A R 

8B06200359 

50-340 

Q 

HODBS.S H. 

CD 06220020 

50*416 

R 

HAWK INS , E F 

BQ060GQ109* 

40 6502 


HERDT.A R 

0606200467 

50-340 

Q 

HOBE.M A 

0806090142 

50-155 

F 

HAW KINS, E F 

6006060122 

40 8911 


HERDT.A R 

8006200424 

50*413 

Q 

HOBE.MA 

8606200057 

50-155 

F 

HAWKINS.E F 

0006060165 

40 8502 


HERDT.A R 

B806200462 

50-269 

Q 

HODGDON.A P 

0806000039 

50-271 

G 

HAWKINS.E F 

6606060197 

40 8502 


HERDT.A R 

0006210022 

50 424 

Q 

HODGDON.A P. 

68 0608004 8 

50-271 

G 

HAWKINS, E F 

8806060212 

40 6452 


HEROT.A R 

8006210176 

50 348 

Q 

HODGDON.A P 

8806140128 

50-271 

G 

HAWKINS.E F 

0806070030 

40 8502 


HEROT.AR 

8606210429 

50 324 

Q 

HODGDON.A P 

8806300092 

50-271 

G 

HAWKINS.E r 

800G1 30240 

40-6943 


HERDT.A R 

0806220293 

50 369 

Q 

HODQES.M.W 

GBQ624OO70 

50-260 

P 

HAWKINS.E F 

6606220106 

40 1341 


HERDT.A R 

8806220297* 

50 369 

Q 

HODGES, N J. 

8BQ6300411 

50-443 

H 

HAWKINS, E F, 

8006220192* 

40 1341 


HERDT.A R 

6806240016 

50*395 

Q 

HOFF MAN, CL 

8806130024* 

50-520 

a 

HAWKINS.E R 

8606220202 

40-0026 


HERDT.A R 

8006240002 

50 413 

Q 

HOFFMAN, J 

8806090295 

60-219 

j 

HAWKINS.E R 

0806220214* 

40 0026 


HERDT.A R 

B80&29010D 

50 297 

Q 

HOFFMAN.J 

8006160223 

50 219 

j 

HAWKINS.E F 

0006240101 

40 0029 


HERDT.A R 

6606290120* 

50-297 

O 

MQFMANN.P 

0806230152 

NUREG 


HAWKINS.E R 

0806240 106* 

40 8629 


HEREDA.CS 

8606140505 

PR 


HOGAN ,J R, 

0806140071 

50-443 

H 

HAWKINS.E F, 

8606200234 

40*8911 


HERNAN.RW 

8806170205 

50 289 

P 

HOGGE.AJ 

88062801 8B* 

60 270 

O 

HAWKINS.E F 

0806280252* 

40 8911 


HERNAN.R W 

6&G6200190 

50-209 

P 

HOLBROW 

8606140300 

50 443 

H 

HAWKINS.E F 

0006280384 

40 0/14 


HERNAN.RW 

8606210036 

50 289 

P 

H0LDER9AUM.0 F 

8005250136* 

60 400 

P 

HAWKINS.E F 

6Q062803D6* 

40 0714 


HERNAN.R W 

0606290307 

50 280 

P 

HOLDER NESS J.W 

6006140009 

WASTE 

MGT 

HAWKINS, F 

6006230162 

NUREG 


HERNAN.RW 

8806300233 

50*289 

P 

HOLLAND, L. 

8006240229 

50 443 

H 

KAWKINS.F C 

8806070108* 

50-382 

Q 

HERNAN.R.W 

6006300244* 

50-2B9 

P 

HOLLAND.W.E 

00060701 99* 

50-200 

Q 

HAYDEN. R.T. 

8606150295 

50*443 

H 

HERNAN.RW 

8806300405 

50-280 

P 

HOLLANDER.W D 

0006240104 

PR 


HAYES.D 8 

8706090040* 

PR 


HERNANDEZ-COLON 

8806300224* 

WASTE MGT 

HOLLER, E J, 

8006070031 * 

50*456 

Q 

HAYES, B B, 

6006200345* 

PR 


HERR.R K 

6806240234* 

50-302 

a 

HOLLER.E J 

8806200173 

50 298 

S 

HAYES, B B 

8806240156* 

FOIA 


HERR.R K 

8006270025* 

50-302 

Q 

HOLLIS, S 

6008270008 

50 443 

H 

HAYES.Q 0 

8606240224* 

50 302 

Q 

HETTINGER. F 

8B0622019B* 

50*445 

A 

HOLLOWAY ,CJ. 

8B06070417* 

WASTE MGT 

HAYESBS 

8006240245* 

FOIA 


HETTINGER^ 

8806220210* 

50-445 

A 

HOLMES.WZ 

0006140040 

50-443 

H 

HAYES, B B 

8806240250* 

50*362 

Q 

HETTINGER^. 

8006220251* 

50*445 

A 

HOLMES RAY.P 

0806070044* 

50-321 

Q 

HAYES.B B 

0006240264* 

50*302 

G 

HETTINGER.F, 

8806220267* 

50-445 

A 

HOLMES RAY.P. 

0806240034* 

50-321 

Q 

HAYES.8.B 

8606270025* 

60 302 

Q 

HETTINGER.F, 

8G06220275* 

50*445 

A 

HOLONICH.J 

0606060058* 

WASTE MGT 

HAYES, J J, 

0806020093 

50 395 

P 

HEYER.RS 

80060 100&5* 

40-6659 


HOLT2MAN.R B 

8006160373* 

50*331 

Q 

HAYES.JJ 

0006020124 

60*395 

P 

HEYER.RS 

6606060084 

40 1162 


HON, A L 

6805260328* 

50-206 

Q 

HAYES.J J 

8806030180 

50 395 

P 

HEYER.R S 

8806060128 

40 209 


HOOD.D 

8806060062 

60-369 

P 

HAYES, J J 

0806030304 

50-395 

P 

HEYER.R S 

8006069265 

40*1162 


HOOD.D 

8806070236 

50-369 

P 

KATES.J J. 

8806170296 

50-395 

P 

HEYER.R S 

8806210010* 

40 058-1 


HOOD.D 

8806070257 

50-369 

P 

HAYES.J J 

0606210422 

50*395 

P 

HEYER.RS 

8B062 10032* 

40 1162 


HOOD.D 

8806060253 

50 369 

P 

HAYES. JJ 

0806210425 

50 395 

P 

HEYER.R S 

0606 260069* 

40 4492 


HOOD.D 

8806130302 

50-369 

P 

HAYES, J J 

8806210511 

50-395 

P 

HEYER.R S 

0806289139* 

40-299 


HOOD.D 

8806170240 

50 369 

F 

HAYNES, J G 

0605250365 

50-529 

S 

HIATT, SL 

8806299131 

PR 


HOOD.D, 

8806290176 

50 369 

P 

HAYNES.J G 

0606070170 

50 530 

S 

HICKEY, M 

8806270236 

60 443 

H 

ROOQ.DS 

8606030310 

50-369 

P 

HAYNES.J G 

0806070186 

50 528 

s 

HICKEY, $ 

8806270289 

50 443 

H 

HOOD.D S 

0806080363* 

50*369 

P 

HAYNES, J G, 

8006080362 

50-620 

s 

HICKMAN, D E 

8806300357 

50-209 

P 

HOOD.D S. 

8006130311* 

60 369 

P 

HAYNBS.J G, 

8006090228 

50*529 

s 

HICKS, T.E 

08 0521 0059* 

50 142 

F 

HOOD.D S 

8006130314* 

50-369 

P 

HAYNES, J G. 

8806140442 

60 528 

s 

HICKSJ E 

8006210070* 

50-142 

F 

HOOD.D S 

6806170216 

50 369 

P 

HAVNES.J G, 

8006140529 

50 528 

s 

HICKS.T E. 

BB06210l6r 

50-224 

F 

HOOD.D S 

6B06210373 

50*369 

P 

HAYNES.J G, 

OBOG 160230 

50 529 

s 

HIGGtNS.W R 

B6O314O200 

50*395 

S 

HOOKER, C 

8606010003 

50*520 

S 

HAYNES.J G 

0606210265 

50-528 

s 

HIGGINS, WR 

8006010141 

50*395 

S 

HOOKER, C A, 

0805260334* 

50-312 

Q 

HAYNES.J g 

0806220035 

50 528 

R 

HIGGINS.W R 

8806160310 

50-395 

s 

HOPCRAFT.C P. 

8608070176 

71-210 


HAYNES.J G 

8806230096 

50-530 

s 

HI LDE BRAND, E P 

06060D0072* 

50-498 

Q 

HOPKINS.BL 

8808140345 

PR 


HAYNESWORTH.V 

8006170004 

50-261 

R 

HILDEBRAND, E P 

8 806260262* 

50*498 

G 

HOPKINS.J B 

0006210323 

BO-424 

P 

HEAVREN.D.A 

8806140503 

50*443 

H 

HILDEBRAND, G M 

8606020030 

NUREG 


HOPKINS, J B 

8608210345* 

80-424 

P 

HEIDT.J 0. 

6806010114 

50-366 

S 

HILDEN8RAND.P 

8806300147 

40-6857 


HOPKINS, J.B 

0806210357 

BO-424 

P 

HEIDT.J 0 

8006030130 

50*366 

s 

HILDT.B 

8Q0616001 1 

50-443 

H 

HOPKINS.J B 

BB0621036B* 

50-424 

P 

HEIDT.J D 

8B061G0179 

50-321 

s 

HILL.H 

0806170151 

50-457 

S 

HOPKINS.J B. 

8806290382 

60-395 

P 
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HOPKINS.J B 

HUMBER 

0806290441 

CATEGORY 

50-425 A 

HUNSADER.S C 

HOPKINS.P.C 

0006060100* 

50-395 

Q 

HUNSADER.SC 

HORAN.W V. 

0006140460 

PR 


HUNSADER.SC 

HORN.G R 

8806030141 

50-298 

S 

HUNSADER.SC 

HORN.G R 

8006080203 

50-29B 

S 

HUNSADER.SC 

HORN.G, R, 

0808140114 

50-29B 

F 

HUNSADER.SC 

HORN.G R 

8806140322 

50-298 

R 

HUNSADER.SC 

HORN.G R , 

B6061 60260 

50-298 

S 

HUNSTAD.A A 

HORON.J D. 

8906100108* 

50-155 

Q 

HUNT.M D 

HORST.CL 

8806230210 

NUREG 


HUNTER.J G 

HOSEY.C M 

8606060245’ 

50 124 

Q 

HUNTER, JG 

HOSEY.C M. 

0806070019* 

50*302 

O 

HURT.RD 

HOSEY.C M. 

6906070246* 

50-321 

Q 

HUSSEY, T 

HOSEY.C M 

8806200131 

50-280 

S 

HUSTON, J E 

HOSEY.C M 

8806200255 

50-280 

S 

HUTCHINSON.DH 

HOSLER.C L 

8B060 60253 

50-5 

F 

HUTCHINSON.J W 

NOTCH KISS.YW 

8806020151 

50-443 

H 

HUTCHINSON.JW 

HOU.S 

8802290128’ 

50 498 

P 

HUTCHISON, JW 

HOUGHTON, P 

8806270117 

50 443 

H 

HUTCHISON.LB 

HOUSTON. N 

6806020083 

50 250 

H 

HUVER.CW 

HOUSTON, R W 

8806210160* 

50 142 

F 

HYSONG.R J 

HOUSTON. R W 

8806210197* 

60-142 

F 

IBRAHIM, A B 

HOWARD.D R 

8805260171 

50 313 

Q 

IBRAHIM, A K 

HOWARD.D R 

8806010045 

50 313 

F 

IDEN.DC 

HOWARD.D R 

8806010244 

50 360 

P 

IDEN.DC 

HOWARD.D R 

8806060187 

50 313 

R 

IDEN.DC 

HOWARD.D R 

8B0606Q1 80 

50 360 

R 

IDEN.DC 

HOWARD.D R 

8B0607Q399 

50 313 

P 

IDEN.DC 

HOWARD.D R 

8B0610001B 

50-313 

P 

IDEN.OC 

HOWARD.D R 

8B06 140092 

50 313 

P 

IDEN.DC 

HOWARD.D R 

8 B0 61 50203 

50-360 

Q 

IGNATONIS.A J 

HOWARD.D R 

8606220031 

60 360 

R 

IGNATONIS.A J 

HOWARD.D R 

8B0 6220033 

50 313 

R 

ILSLEZ.C 

HOWARD.G E. 

8B062 10043* 

60 445 

A 

IMBRO.E V 

HOWARD.R S 

8006 1 50404 

50 443 

H 

INGAMELLS.JR 

HOWE, A 

8806140077* 

50 277 

O 

INGELS, T E 

HOWE.A J 

8B06 140464 

50 400 

S 

INGRAM, F 

HOWE.D. 

8806270187* 

FOIA 


INTERRANTE.C 

HOWLAND, M E 

8806210497* 

CONTRACT 

INTERRANTE.C G 

HOYLE, A 

8806210494 

CONTRACT 


INTERRANTE.C G 

HOYLE, A 

8806210497* 

CONTRACT 


IPPOUTE.A 

HOYT.P, 

8806150103 

50 443 

H 

IRELAND.RE 

HSII.Y 

6806130278 

TOPREP 


IRELAND, R.E 

HUB BARD, DM 

880609029B 

50 270 

P 

IRELAND.R E 

HUB0ARD.F.R 

8806210067* 

50 289 

P 

IRELAND.R E 

HUBBARD.FR 

8806210071* 

50-289 

P 

IRELAND R E 

hubbard.fr 

8806210073* 

50-289 

P 

IRELAND.R E 

HUBBARD, F R 

8806210074* 

50-289 

P 

IRIS.P 

HUBBARO.FR 

8806210078* 

50 289 

P 

IRVING, S A 

HUBBARD, F ft 

8806210078* 

50-289 

P 

IRVING.SA 

HUBBARD.FR 

8B062 10079* 

50-289 

P 

IRVING.S A 

HUBER, M.P 

88060 &OOBO* 

50-461 

Q 

IRWIN, D P 

HUCK.PJ, 

8B060&0224 

WASTE RES 

IRWIN.DP 

HUDEC.W S 

8B060100B4* 

XPORTLIC 


IRWIN, D P 

HUDEC.W,S 

8B062 10091 

XPORTLIC 


IRWIN, D,P 

HUDSPETH, J B. 

6B06020296 

50-346 

F 

IRWIN.DP 

HUDSPETH, J,B. 

8806280308 

50-346 

F 

IRWIN.DP 

HUEBNER.LG 

8B050 50043* 

50-155 

R 

IRWIN, D P 

HUENTES.G.J. 

8B06C30168 

50-315 

F 

IRWIN, D P. 

HUEY.F.R 

8805260328* 

50*206 

Q 

IRWIN, OP 

HUG.M 

B806010183 

50-276 

S 

IRWIN, D P 

HUG.M 

B8 062 10460 

50-275 

S 

IRWIN, D P 

HUG,M T 

8806080362 

50-275 

s 

IRWIN.DP 

IRWIN.DP 

HUGHES, A. 

880608001 7 

CONTRACT 


HUGHES.D R. 

8806210338 

WASTE MGT 

IRWIN.DP 

HUGHES.H. 

8806140120 

Pft 


ISAACS, T.H 
IV0RY.B J 

HUKILL.H.D 

8805240160 

50 289 

p 

HUKILL.H D 

8805310054 

50 289 

V 

JABBOUR.K N 
JABBOUR.K N 
JABBOUR.K N 

HUKILL.H D 

8806060127 

50 280 

p 

HUKILL.H O 

8806090077 

50 280 

F 

HUKILL.H D 

B806130074 

50-289 

s 

JABBOUR.K N 

HUKILL.H D 

8806130245 

50-280 

p 

JABBOUR.K N 
JABBOUR.K N 
JA8LONSKI F J 

HUKILL.H D 

8809130368 

50-289 

P 

HUKILL.H D 

8806140294 

50-289 

Q 

HUKILL.H D 

8BO021OO45* 

50-289 

P 

JA8LONSKI.F J 

HUKILL.H D. 

0BO822O3OB 

50-289 

R 

JABLONSKI.F J 
JACKS, J D 

HULME.N D 

0006030135 

50-423 

S 

HUM P HR EY.G J 

8006060034 

50-443 

G 

JACKSON, E 

HUMPHREY, G J 

8006130105’ 

COMMISSION 

JACKSON, G, 

HUNEKE.J.H, 

8006010002* 

50-348 

M 

JACKSON, G 

HUNEKE.J.H. 

8806010062* 

50-348 

M 

JACOBSON.J M 
JACOBUS.MJ 
JACOBY.D L 
JAECH.J.L 
JAGANNATH.B, 

HUNNICUTT.D 

8806230128 

50-498 

S 

HUNNJCUTT.D.M. 

8B05250344* 

50-498 

Q 

HUNNICUTT.D M. 

9005310259 

50-49B 

S 

HUNNICUTT.O.M 

8806020005* 

50-49B 

Q 

HUNNICUTT.D M. 

0806140030* 

50-499 

Q 

JANECEK.R F 
JANG.J C 

HUNNICUTT.D M 

0006220177 

50-498 

S 

HUNSADEft.S.C. 

8005260247 

50-456 

P 

JANUSKA.A 


ACCESSION SUBJECT 


NUMBER 


8B06090281 

0806130021 

0806150255 

0806150402 

0806160283 

0806210053 

0806200079 

0606030155 

0806060133’ 

8806200083* 

9B06260263* 

8006300096 

8006240173 

0006200352 

B0Q627O1O4 

0806020265 

8806130170 

8806230141 

8606160370 

8606300280* 

0006240105* 

8006060050* 

0006160450 

0806210067* 

0806210071* 

0806210073’ 

8806210074* 

8006210076’ 

0606210070’ 

0BO621OO7D* 

0006030302’ 

B806200425* 

8806150206 

0806150024* 

8806020245* 

8806290377 

8006220270* 

0806070059 

0806080100 

GB06220084 

0006140047 

0006090072* 

6806090099* 

8806140204* 

8806270345* 

0806280174* 

0806280262’ 

8806240226 

8806030291 

8606030305* 

0606100151 

0806030299 

6806030299 

B806000061 

6806080061 

8806230098 

0806230090 

0806230101* 

0806230101’ 

0806230132 

8806230132 

0808300250 

8806300250 

8806300263 

8006300263 

0606300278* 
8606170232* 
0806060112 
8806070296 
B 006070 321 * 

8806160332 

0806170265 

8806170274* 

0806100065* 

B806100295* 

8606200231’ 

8B06290229 

8806160302 

8606010100’ 

8606270125* 

8B06100242* 

8606230150 

8B06060212 

8806230207 

8806280269 

8005270224 

6006150395* 

8006150161* 


CATEGORY 


50 456 P 

50 456 P 

50 454 P 

50 457 P 

50 456 P 

50 456 P 

50-456 P 

50-282 S 

50 425 Q 

50 244 Q 

50 220 O 

PROJ 

50 443 H 

QA999 

50 443 H 

70-135 
70 135 
70 135 

50 397 R 

50 320 G 

40 8946 
WASTE MGT 
WASTE MGT 
50-280 P 

50-289 P 

60 209 P 

50 289 P 

50 289 P 

50 289 P 

50 289 P 

50 259 Q 

50 259 Q 

50 443 || 

50 327 O 

50 272 Q 

70 1300 
50 293 H 

NUREG 
WASTE RES 
WASTE RES 

PR 

50 498 Q 

50 496 Q 

50-267 Q 

50 313 Q 

50 490 Q 

50 498 Q 

50 443 H 

50 603 G 

50 603 G 

50 603 G 

50 322 G 

50 322 G 

50 322 G 

50 322 G 

50 322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50-322 G 

50 322 G 

50 322 G 

50 322 G 

50 322 G 

50-335 G 

CONTRACT 
50 413 P 

50 413 P 

50 413 P 

50 413 P 

50 413 P 

50 413 P 

50 341 Q 

50-237 Q 

50-254 Q 

50-368 S 

50-262 Q 

70 8 
POIA 

50 316 Q 

NUREG 
40-8452 
NUREG 
WASTE RES 

TOPREP 
50 354 Q 

50 483 Q 


AUTHOR 

ACCESSION SUBJECT 


NUMBER 

CATEGORY 

JAPE.F 

8006060030* 

50 324 

G 

JAPE.F 

8006060153’ 

50 327 

G 

JAPE.F 

8806070203* 

50 250 

G 

JAPE,F 

8806070207* 

50 425 

Q 

JAPE,F 

0806200410* 

50 348 

G 

JAPE.F 

8B06200427* 

50 413 

Q 

JAPE.F 

8806290129’ 

50 297 

Q 

JARRETT.R D 

8806170228 

71 0182 


JELLISON.M E 

8806140500 

50 443 

H 

JENISON.K M 

0806070212* 

50 327 

O 

JENKINS, RE 

8806090027 

50 410 

s 

JENNINGS.FD 

8606100244 

50 69 

P 

JENNINGS, FD 

8806140366 

50 69 

P 

JENSEN, H 

8806220038* 

50 364 

R 

JENSEN, H 

8806200327* 

50 364 

n 

JENSEN.J 

0006010105 

l&E 


JEPPESEN.G R 

8606270028 

50 413 

ii 

JOHANSEN.J 

0005240265 

l&E 


JOHANSEN, J 

8806090229 

IS E 


JOHANSEN.J 

8806100017 

l&E 


JOHANSEN.J 

8806150250 

l&E 


JOHNSON, A G 

0005260237 

50-243 

s 

JOHNSON, A R 

0006090072’ 

50 493 

0 

JOHNSON.A R 

06062B0174* 

50 498 

Q 

JOHNSON, B D 

0806010303 

50 155 

F 

JOHNSON, B D 

0006030300 

50 255 

S 

JOHNSON.BD 

8806070049 

60 255 

S 

JOHNSON, B D 

0806090275 

60 155 

s 

JOHNSON, B D 

0806160110 

50-255 

ft 

JOHNSON.C 

0006240031* 

WASTE MGT 

JOHNSON, C ft 

8006300307 

70-143 


JOHNSON, E 

8B06240220 

60 443 

H 

JOHNSON.G A 

BB0627010G 

60 443 

H 

JOHNSON, 1 M 

8805310084 

60 251 

P 

JOHNSON,! M 

8800100007 

50 237 

O 

JOHNSON,! M 

0006100140 

60-265 

0 

JOHNSON,! M 

8B061 40057 

50-254 

0 

JOHNSON,! M 

8Q06200002 

50-237 

P 

JOHNSON,! M 

8606200024 

50-237 

0 

JOHNSON, IM 

8806220010 

50-265 

0 

JOHNSON, IM 

0000220025 

SO 265 

F 

JOHNSON. 1 M 

0006200023 

50 254 

P 

JOHNSON.J 

QB05310271 

50 410 

s 

JOHNSON.J 

8008230162 

NUREG 


JOHNSON.J l 

8006140462 

50-443 

H 

JOHNSON.J R 

0805260209* 

60-333 

Q 

JOHNSON.J R 

0006010189 

50 400 

S 

JOHNSON.J R 

0006000240’ 

50 220 

Q 

JOHNSON.J R 

0806140515 

50 100 

S 

JOHNSON.J R 

0006150022 

50 443 

11 

JOHNSON.J R 

0806150466* 

50 220 

O 

JOHNSON, PH 

8712070118* 

50-397 

G 

JOHNSON, P H 

0712070229' 

50-397 

O 

JOHNSON, P.H 

0005260328* 

50*200 

O 

JOHNSON, P H 

8605270011* 

50-206 

Q 

JOHNSON, PH 

8006270202* 

50 344 

O 

JOHNSON, R H 

8006270075 

50 443 

H 

JOHNSON, R L 

B0061 40550 

50 275 

S 

JOHNSON.R R 

08061 60270 

50 261 

F 

JOHNSON, T 

0006150152 

50-443 

H 

JOHNSON,! C 

8006060103* 

WASTE MGT 

JOHNSON, WD 

8005270094* 

50-313 

O 

JOHNSON, WJ 

0805230076 

60 601 

X 

JOHNSON. WJ 

0805250196 

50-305 

P 

JOHNSON, WJ 

0005250366 

50 601 

A 

JOHNSON, W J 

0005260010 

50 601 

A 

JOHNSON, WJ 

8005270045 

TOPREP 


JOHNSON, WJ 

0805270141 

60 601 

A 

JOHNSON, WJ 

0805270207 

50 413 

P 

JOHNSON.W J 

0005310076 

58 601 

A 

JOHNSON, W J 

0606140129 

50 G01 

A 

JOHNSON.W J 

8006200215 

50 601 

A 

JOHNSTON.GW 

8006010046* 

50 312 

V 

JOHNSTON, J R 

8006100063 

50 155 

R 

JOHNSTON, K E 

0805270057* 

50 275 

0 

JOHNSTON, W V 

00052401 74 

50 247 

Q 

JOHNSTON.W V 

0005260224 

60 293 

0 

JOHNSTON.W V 

8006010126 

50 353 

G 

JOHNSTON.W V 

0006010196 

50 283 

Q 

JOHNSTON, W.V 

8006080242 

50 354 

G 

JOHNSTON.W V 

0806140382 

60 286 

O 

JOHNSTON.W V 

0006140383 

50 307 

O 

JOHNSTON.W V 

8806160447 

SO 309 

O 

JOHNSTON.W V 

8806170059 

60 443 

P 

JOHNSTON.W V 

8806170130 

50 247 

O 

JOHNSTON.W V. 

0806210204 

60 244 

O 

JOHNSTON.W V 

88062201 4B 

50-244 

O 

JOHNSTON.W V 

8006230008 

50-220 

C 
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AUTHOR 


JOHNSTON, W V 
JOHNSTON.W V 
JOHNSTON WV 
JONAS, S A 
JONAS, S A 

JONAS.S A 
JONES.J A 
JONES, RM 
JONES, W 8 
J0RDAN.8 

JORDAN.E L 
JORDAN.E L 
JORDAN.E L 
JORDAN, E L 
JORDAN ,E L 

JORDAN.E L 
JORDAN.M J 
JORDAN.M J 
JORDAN ,V 
JORDON, E W 

JORGENSEN ,B L 
JORGENSON, L 
JOSE PH, M A 
JOSEPHS A 
JOSEPHS A 

JOSEGER.W A 
JOSIGERW A 
JOSIGER.WA 
JOYNER ,J 
JULIAN.C A 

JULIAN, C A 
JULIAN.C A 
JULIAN.C A 
JULtAN.C A 
JULIAN.C A 

JULIAN.C A 
JULIAN.C A 
JULIAN.C A 
JULIAN ,C A 
JULIAN.C A 

JULIAN.C A 
JULIAN^ l 
JULIANA L 
KACHUCK.D A 
KACZALA.M 

KAHLE.J 
KAHLE.J 0 
KAHLEJ B 
KAHLE.J B 
KAHLE.J B 

KAHLE J B 
KALISZ.P J. 
KALLOCH.J 
KALMAN, G 


KALS1.M S 
KAMMERER.C, 
KAMMERER.C 
KAM MERER, C. 
KAMMERER.C 

KAMMERER.C 
KAMMERER l C 
KAMMERER.C 
KAMMERER.C 
RAMMER ER.C. 

KAMMERER.C 
KAMMERER.C 
RAMMER ER.C. 
KAMMERER.C 
KAMMERER.C 

KAMMERER.C. 
KAMMERER.C, 
KANE.G E 
KANE.GE 
KANE.G, E 

KANE.JL 
KANE.M E 
KANE.SE 
KANE.W.F. 
XANE.W F 

KANE.WF 
KANE.W F 
KANEW F. 

KAPLAN, A 
KAPLAN, A, 

KAPLAN.A 

KAPLAN.A 

KAPLAN.A 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


0006230206 60 247 O 

8006280201 50 220 Q 

8806220106 50-219 P 

8806030048 50-443 H 

0006230011 50 443 G 

8806230015 50 443 G 

8006270133* FOIA 

0006210052* 50 277 Q 

0806070031* 50 456 G 

8806220104 FOIA 

0006070034 REVIEW GRP 

8806170060 50 374 S 

8806230286 50-373 S 

BB06240094 50-374 P 

0006290402 REVIEW GR P 

8806300340 REVIEW GR P 

0806170225* 50-150 V 

0806210124* 50 156 V 

8006240189 50 443 H 

8806150099 50-443 H 


0806070188* 

8806270173 

8806100207 

8006170169 

0806280086 

88061 50330 
8006150355 
0006220020 
8805310265 
8B06060017 

0006060075 
BOO 6060086 
8006060006 
8006200152 
0006200154* 

8806200414 

0006200434 

0006200435* 

8806210107 

0806210130* 

0006230006 

0806000041 

8806170031 

8806020173 

0606270254 

8006070242* 
8606030021 * 
0006030343* 
8806030391* 
8806060182* 

0806060274* 

8800210400* 

8006150171 

8008160406 

G806090016 

8606230210 

0806200155* 

0806200084* 

8806200098* 

8006200101* 

0806200112* 
88062001 46* 
8006200159* 
0806200165* 
6806200184* 

8806200193* 

8606200215* 

0806200234 

8806200302* 

8006200333* 

6806200413* 

8806210182* 

8606010161 

8006140507 

8806240022 

8806150025 

0806270020 

8806020315 

0806100100 

8806140378 

B80Q1 50465 
8006210211 
8806230074 
0805250383 
8805250391 

8006010023 

8800010050 

8806010221 


50 382 Q 

50 443 H 

50-267 S 

50-267 S 

50 267 S 

50-266 S 

50 286 S 

50 286 R 

1&E 

50-395 Q 

50 269 V 

50 424 G 

60-425 Q 

50-321 O 

50 321 Q 

50*321 Q 

50 200 Q 

50-280 Q 

50-261 G 

50-302 Q 

50 424 V 

50-250 G 

50-352 G 

PR 

50 443 H 


KAPLAN, A 
KAPLAN.A 
KAPLAN.A 
KAPLAN.A 
KAPLAN.A 

KAPLAN.A 

KAPLAN.A 

KAPLAN.A 

KAPLAN.A 

KAPLAN.A 

KAPLAN.A 
KAPLAN.A 
KAPLAN.A 
KAPLAN.F 
KAPLAN.H J 

KARAM.R A 
KASNICKI.D A 
KASTENBERG.WE 
KASTENBERG.WE 
KASTENBERG.WE 

KASTE NBERG.W.E, 
KASTENBERG.WE 
KATZ.H L 
KAUCHER.J 
KAUFFMAN, J 

KAUFFMAN, J 
KAUFMAN.N 
KEEL.B C 
KEIMIG.R 
KEIMIG.RR 

KEIMIG.R R 
KEIMIG.R R 
KEIMIG.R R 
KEIMIG.R R 
KEIMIG.RR 

KEIMIG.R R 
KEIMIG.R R 
KEIMIG.RR 
KEISER.HW 
KEISER.HW 

KEISER.H.W 
KEISER.H W. 
KEISER.HW 
KEISER.HW 
KEISER.HW 

KEISER.H W 
KEISER.HW 
KEISER.H W 
KEISER.H W 
KEISER.H W 


50-261 

Q 

KELCH.DE 

WASTE MGT 

KELLEHER.W 

50 443 

H 

KELLER.B 

50 312 

P 

KELLER, J H 

WASTE RES 

KELLER.R 

NUREG 


KELLES.M 

50 482 

P 

KELLEY.DL 

50-289 

P 

KELLEY.O L 

50-275 

P 

KELLEY.O L 

60 276 

P 

KELLEY.G G 

50-289 

P 

KELLEY.WJ 

60-320 

P 

KELLY, E J. 

50 327 

P 

KELLY, J.A 

FOIA 


KELLY, J L 

FOIA 


KELLY.J L 

50-390 

A 

KELLY, J L 

FOIA 


KELLY.J L. 

STATE PRO G 

KELLY.J L 

50-327 

P 

KELLY.J L 

FOIA 


KELLY.J L 

FOIA 


KELLY.J L 

50-300 

A 

KELLY, L 

50 338 

S 

KELLY, W D 

50-330 

S 

KELLY, W D 

50-339 

S 

KEMPER, JS 


50 443 H 

50-443 H 

50-245 S 

50-277 P 

50-277 F 

50-220 Q 

60-277 P 

50 277 Q 

50-440 P 

50-440 P 

60 440 F 

50-440 F 

50-440 F 


KEMPER ,JS 
KENNEDY.EE. 
KENNEDY.J. 
KENNEDY, J.E 
KENNEDY, J M 

KERCH.H.W 
KERCH, H W. 
KERESTES.RT 
KERR.K 
KERR.K. 

KERR.R K. 

KERR.W- 

KERR.W. 


8806010243 50 440 P 

8806020220 50 440 S 

6806030049 50 440 F 

8806060256 50 440 Q 

0606140393 50 440 S 

B0061 40463 PR 

0806150006 50 440 Q 

8B0615001B 50-440 V 

8806160393 50-440 P 

8806170146 50 440 S 

8006210115* 50 440 S 

8806220156 50-440 R 

B806280304 50-440 Q 

BB063Q0420 50-443 H 

GB06010152* 50-293 Q 

B806020077 50-160 P 

0BO62 10005* 70-27 

8B062101 66* 50-142 F 

8806210168* 50-142 F 

B806210203* 50-142 F 

8606210208* 50 142 F 

8806230152 NUREG 

6806020218 50 443 H 

8B06010007 60 29 S 

8806170076* 50 374 S 

B806170194 60 374 S 

6006300400 PR 

8B06 140012* ORG 

8806230237 50 29 S 

8805240210* 70 687 


8005270104' 

0806010102* 

8006010105* 

6008010206* 

0606010219* 

0606010270* 

0806150423* 

0806160417* 

0805250368 

0806080176 

BB0609Q214 
QB061 40455 
0806140456* 
0806140541 
08OG16OO53* 

8006170018 

0006210-034 

6006210044 

8B06210329 

8806220113 

B0061 40237 
8B0607D1 05* 
8006260286* 
8006170025* 
6806200202* 

8606270165 
8805250254* 
B8 060701 80* 
8800130060* 
8B06140321 

6806160217* 
8806100174 
0606100006* 
8806020141 
B8061 00069 

8806130202 

8806200094 

8806210438 

0806210458 

8806290178 

8806290434 

8806220020 

8806230084* 

QB06230003* 

8006090002 

0006090205 

0BO83OOO71 

0005310053 

8806210169 

8806030146* 

8006160307* 

8006260106* 

6806070160 

8806230031 

0806230154 

8806270090* 

8806030207* 

8606220201 


70 371 

50 293 G 

60 286 O 

50-247 Q 

50 286 G 

50 352 Q 

50-245 G 

50-334 Q 

50 387 F 

50 387 Q 

50-307 P 

50-387 P 

50 387 P 

50 387 Q 

50-367 P 

50 387 F 

50 3B7 Q 

50*307 Q 

50 380 P 

50 387 R 

PR 

FOIA 

50 272 Q 

60 443 T 

50-247 Q 

50 443 H 

50-313 Q 

50 302 G 

50 313 Q 

PR 


50 259 R 

50 280 F 

50-327 R 

50 259 P 

50 259 P 

50-259 P 

50-286 R 

50 275 Q 

50-275 Q 

50*353 A 

50 353 A 

40 0903 
WASTE MGT 
WASTE MGT 
50 3 H 

50-220 Q 

50-254 G 

50 461 S 

50-271 G 

50-409 G 


KERR.W 

KERR.W 

KERR.W 

KERR.W 

KEYESM 

KEYS.P R 
KHAN.T A 
KILGORE.BE 
KILGORE.BE 
KILLQNA.L A 

KIMSEY.D J 
KING.D 
KING.F K 
KING.M E 
KINGSLEY .0 D 

KINGSLEY.O D 
KINGSLEY, 0 D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 

KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 

KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 

KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O D 
KINGSLEY.O L 

KINGSTON.PB 
KINNEMAN.J 
K1NTNER.IL 
KINTNER.LL 
KINTNER.L L 

KINTNER.LL 
KIRKWOOD.A 
KIRKWOOD, A S 
KIRSCH.O 
KiRSCH.D 

KIRSCH.D 
KIRSCH.O 
KIRSCH.D F 
KIRSCH.D F 
KIRSCH.D F 

KIRSCH.D F 
KIRSCH.D F. 
KIRSCH.D F 
KIRSCH.D F. 
KIRSCH.D F 

KIRSCHD.F 
KIRSCH.D F 
KIRSCH.D F 
KIRTLEY.JL 
KLEINSORGE.W P 

KNAPP, M R 
KNAPP.M R 
KNAPP.M fl 
KNAPP, M R 
KNAPP, R 

KNIGHT.M R 

knighton.g.w 

KNIGHTON, G W. 
KNIGHTON,GW 
KNIGHTON, GW 

KNIGHTON. G W 
KNIGHTON, G W. 
KNIGHTON.G.W 
KNIGHTON.G W 
KNIGHTON.G.W 

KNIGHTON.G.W 
KNIGHTON.G W 
KNIGHTON.G.W 
KNIGHTON.G.W 
KNOP.R, 

KNOP.R 
KNOP.R 
KNOP.R C 
KNOP.R C 
KNOP.R C 

KNOP.R C. 
KNOP.fl C 
KNOP.R C 


8B06230174 
BOO 6230231 
8806240165 
8806270161 
8606270042 

6806030253* 
8B062301 71 
8006010271 
B806230225 
8806170067 

0006270104 

8800140475 

8806230152 

8B06270D81 

0BO525O127 

8805250132 
8006010055 
8B060 1 0088 
8806020008 
8806930116 

8B0 6080 124 
B806080259 
8806080300 
8006100100 
8806100245 

8806130169 

8806140133 

8806150236 

8806160101 

8806170241 

8806220828 
8806240001 
8B06290013 
8806290120 
880527 020B 

8BQ61 50167 
8806010105 
8806020252 
8B06090164 
8806170100 

0UO623O214 

0BOS27O1O5* 

8806220147* 

6611180010* 

8B06270166* 

B8 06270194* 
8806270198* 
871 2070086* 
8712070199* 
B7 12070251* 

8805250405 

8805270054 

0806010063 

0806010145 

0800160307 

6006270150* 

8006270170* 

8B062701Q3* 

B806140202 

0806070279* 

0806070097* 
0006070127* 
8B06 160079 
0806160102 
8806020039 

8806130074 

8805040025* 

6806020209* 

8806030058* 

8000030216* 

0606030232* 

8806080349* 

B806210379* 

8606220176* 

8006220212 

BB0623DO94* 

8906280320* 

8806300142* 

8000300371* 

9006030281 

B00609Q112 
8006290204 
8005230206 
B BO 5250276* 
8005310173 

BB0 6070010 
880Q070014* 
8806140353 


ACRS 

ACRS 

ACRS 

ACRS 

PR 

CONTRACT 
NUREG 
50 327 S 

60 328 S 

50 382 R 

50 443 H 

59 443 H 

NUREG 

50 322 H 

50 416 Q 

50416 P 

50 416 P 

50416 Q 

60 416 Q 

50 416 P 

50 4 1 6 R 

50 416 F 

50 416 G 

50-416 Q 

50-416 P 

50 416 O 

50-416 P 

50-416 Q 

50-416 F 

50 416 P 

50-416 R 

50-416 I 

50 416 P 

50 416 J 

60 416 F 

PR 

!&£ 

50 416 P 

50416 P 

50 416 P 

50 416 P 

50 334 G 

50 220 Q 

50 344 Q 

50 275 Q 

50-344 Q 

50-344 G 

50-307 Q 

50-397 Q 

50-397 Q 

50-520 G 

50-275 G 

50-344 G 

50-344 P 

50-397 P 

50-275 Q 

60 528 G 

50 206 O 

50-443 H 

50 424 Q 

FOIA 

FOIA 

STATE PRO G 
STATE PRO G 
NUREG 

50 209 S 

50 307 P 

50-52B P 

50-397 P 

50-275 P 

50-206 P 

80-397 P 

50-206 P 

50-397 P 

50-312 P 

50 397 P 

50-397 P 

50 275 P 

50*206 P 

50-440 S 

50-341 S 

50 440 S 

50-266 Q 

50-266 G 

50-305 Q 

50-440 Q 

50-440 Q 

50*403 Q 
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AUTHOR 


KNOP.R C 
KNOP.R C 
KNOP.R C 
KNOP.R C 
KNOP.R C 

KNOX.E 

KNOX.E 

KNOX.E 

KNOX.E 

KNOX.E 

KNOX.E 

KNOX.E 

KNOX.E 

KNOX,E, 

KNOX.E 

KOBER.R W 
KOEPCKE.K 
KONW1NSKI.G R 
KONWINSKI.G R 
KONWINSKI.G R 

KONWINSKI.G R 
KONWINSKI.G R 
KOONTZ.SE 
KOPP.L 
KOPRIVA.R A 

KOnSTAO.D C 
KORSTAD.D C 
KOSAREK.L 
KOSUP.C S 
KOTOWSKI.J 

KOTOWSKI.J 
KOTTAN.J J 
KOUTS.H 
KOWALSKI.S J 
KOWALSKIS J 

KOWALSKI.S J 
KOWALSKI.S J 
KOWALSKI.S J 
KOWINSKI.G R 
K02UP.C S 

KOZUP.C S 
KRALL.K 
KRAMMERER.C 
KRAUSE.C W 
KREGER.W E 

KREGER.WE 
KREISMAN.W S 
KRIEGER.K 
KRIMM.RW 
KRIMM.RW. 

KRON.PC 
KRON.PC 
KRON.PC 
KROPP.W J 
KRUPKA.K M, 

KUEMIN.J L 
KUEMIN.J L 
KUEMIN.J L 
KUEMIN.J L 
KUEMIN.J L 

KUKRAL.F, 
KlILCHAK.R D. 
KULCHAK.R D 
KUNCL.L G 
KUNCL.L G 

KUNCL.R G 
KUNOWSKI.M A 
KUO.T 
KUO.T 
KUO.T 

KUZO.G B 
KUZO.G B 
KWOK.K S 
LA BLANC, P 
LABONTE.W G 

LABONTE.W.T 

LABRUNA.S 

LABRUNA.S 

LABRUNA.S 

LABRUNA.S 

LABRUNA.S 
LABRUNA.S 
LACOURSE v P 
LADD.N H 
LAFALCE.J J 

LAFFELY.S A 
LA I NAS. G C. 
LAtNAS.G C. 


ACCESSION SUBJECT 
HUMBER CATEGORY 


8006140377 

8006140379* 

8006200087 

6006200301 

6006230112 

6806030023 

6806080134 

8606080177 

9806080291 

8806090097 

8006290247 

8006290273 

6806290398 

8806300002 

6806300369 

9806130301 

8806150329 

8606070039 

8006220192* 

6006220214* 

6306240106* 

S806280386* 

0806300419 

0806270164 

8805250195* 

8006150031 

B8QB240064 

0906300287* 

0806210365 

0806000237 

8806100133 

8006220147* 

8006230139 

8006020031 

8006020036 

8806140165 

8806170221 

8806210509 

8806260252* 

8606030300 

8006220101 

B0O614O542 

0006220117 

8806130305 

8107140004* 

8109290028* 

8606270122 

G005260380 

B8060900B3 

8806090109 

8806010056* 
0806010056* 
8806200205* 
0606260231* 
BB062 70258 

8006160016 

0806210365 

0006220062 

0806220101 

8006280074 

8006140553 

6005270170 

6806160209 

0806100070 

0806210047 

9806140114 
9006150225* 
8006220236* 
0000220251 * 
0006220201 * 

880G060245’ 
8806070246* 
8006020030 
600629040 1 
6006090036 

0806060020 

0805250126 

8006030353 

8B06070161 

6008100149 

0800200135 

0806280306 

8006140484 

8006270063 

6008170166* 

6006240197 
6806070116 
68060701 24* 


50 461 O 

50 461 O 

MISC 

50 346 Q 

50-461 Q 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 


50-244 
50-443 
40 8502 
40-1341 
40-8926 

40-0829 

40-9714 

50-443 

TOPREP 

50-373 

50-267 
50-344 
50 320 
50 255 
50 10 

50 10 
50 220 
NUREG 
50 352 
50 277 

50 353 
50 352 
50 353 
40 8911 
50 255 


J 

J 

G 

S 

F 

F 

O 

Q 

G 

S 

G 

S 


50-255 S 

50 443 H 

STATE PROG 
50 260 R 

50219 P 


00210 
PR 

60 247 
50 416 
50 272 

50 340 
50 348 
50 340 
50 254 
WASTE RES 

60 255 
50 255 
50-155 
50 255 
50 255 

50 443 
50 206 
PT21 
50 29B 
50-290 

50-298 
50-295 
50-445 
50-445 
50-445 


P 

S 

S 

S 

P 

H 

S 

Q 

P 

F 

Q 

A 

A 

A 


50-124 

60-321 

50-20 

50-443 

50-302 

50-302 

50-354 

50-354 

50-354 

50-354 


Q 

Q 

S 

H 

F 

S 

S 

S 

s 

s 


50-354 S 

50-354 R 

50 443 H 

PR 

COMMISSION 


50 443 H 

50-413 P 

50 413 P 


AUTHOR 


LAINAS.G C 
LAINAS.G C 
LAINAS.G C 
LAKEY.LT 
LALIBERTE.S 

LAMBE.W M 
UNCASTER, WK 
UNE.A 
UNGE.0 
UNGE.D 

LANGE.D 
LANGE, D 
LANGE.D J 
LANGE.D J 
LANGLEY.J R 

LANIK.G 
LAN IK, G 
UNNING.W 
LANNING.W 
LANPHER.LC 

UNPHER.LC 
LANPHER.LC 
UNPHER.LC 
UNPHER.LC 
UNPHER.L C 

UNPHER.LC 

UNPHER.LC 

UNPHER.LC 

UNPHER.LC 

UNPHER.LC 

UNPHER.LC 
LANPHER.L C 
UNPHER.LC 
UNPHER.L C 
UNPHER.LC 

UNPHER.LC 
UNPHER.LC 
UNPHER.LC 
UNPHER.L C 
LANPHER.LC 

URkVEE.D 
LARRINGTON.R 
URSEN.M A 
URSON.C E 
URSON.C E 

URSON.C L 
URUE.M J. 

USH J R 
UTHAM.S B 
UTHAM.S 3 

UTHAM.S B 
UTHAM.S B 
UTHAM.S B 
UTHAM.S B 
UTHAM.S B 

UTHAM.S B 
UTHAM.S B 
UTTA.R M 
UTZ.J E 
UTZ.J E 

UTZ.J E 
UUDANI.J F 
LAUfltCELLA.R 
UURICELLA.R 
UWLOR.F E 

UWRENCE.NL 
UWYER.L 
UZARUS.W. 
UZARUS.W. 
UZARUS.W J 

UZARUS.W J 

LECOMPTE.A 

LEDDICK.RS 

IEE,J 

LEE.R. 

LEE,T D 
LEE.Y S 
LEE.Y S 
LEGETT.F L 
LEGETTE.F.L 

LEGETTE.F L 
LEGGETTE.FL 
LEHMAN.L.L 
LEITNER.G 
LELANO.W B. 

LEMASTER.N J 
LEMONS.J R 
LEMONS, J.R 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR 


8806070413 

50-413 

P 

8806160136* 

FOIA 


0806160257* 

FOIA 


8606240080 

WASTE MGT 

8B062G0091 

50 443 

H 

8006300243 

50 346 

M 

8006160417* 

50 334 

Q 

8006150133 

50-322 

H 

8805310309* 

50-220 

Q 

8806080173* 

50 410 

G 

8806100116* 

50 293 

Q 

0006140077* 

50 277 

Q 

8BQ6230005 * 

50 220 

Q 

8006230010* 

50 220 

Q 

8B06280045 

TOPREP 


B0O617OO76* 

50-374 

S 

8806170194 

50 374 

S 

0806130183 

ORG 


0806210342 

£0 424 

S 

8806030290 

50 322 

G 

8B06030290 

SO 322 

G 

8006170032 

50 322 

G 

8006170032 

50-322 

G 

8006170043 1 

50-322 

G 

8806170043* 

50 322 

G 

8806300152 

50 322 

G 

8606300152 

50 322 

G 

8606300166 

50 322 

G 

0606300166 

50 322 

G 

8606300100* 

50 322 

G 

0006300180* 

50-322 

G 

0806300185 

50 322 

G 

0806300185 

50 322 

G 

8806300185 

50 322 

G 

8806300219 

50 322 

G 

8606300219 

50 322 

G 

8006300235* 

50 322 

G 

B0O63OO235* 

50-322 

G 

0806300247 

50-322 

G 

8806300247 

50 322 

G 

8BQ62D0070 

50 443 

H 

0006160247 

50 443 

H 

8006150382 

PR 


0005310166 

50 263 

Q 

0006010273 

50 263 

Q 

8806150178 

PR 


8006160052 

XPORTUC 


8806270007 

50 322 

H 

0806170043* 

50 322 

G 

8806170043* 

50 322 

G 

B6062300B3 

50 322 

G 

8000230003 

50 322 

G 

8006230008 

50*322 

G 

8806230108 

50 322 

G 

0806230108 

50 322 

G 

8806300152 

60 322 

G 

8606300152 

50 322 

G 

8006070267* 

50 261 

Q 

0605270010 

WASTE MGT 

0006090144 

WASTE MGT 

0806210227 

WASTE MGT 

8806270033 

50 443 

H 

0806150330 

50 206 

S 

8606150355 

50 286 

S 

8006140056 

PR 


8806240215 

PR 


8006210130* 

50 302 

Q 

8806150455* 

50-29 

Q 

0806230106 

50-322 

S 

8806010281* 

50-247 

Q 

8606070297* 

50 206 

Q 

8B06270153 

50 443 

H 

8006270082* 

50 382 

Q 

8006170124 

50 530 

R 

0006070351 

TOPREP 


6806020314* 

70-27 


8806010260* 

50-247 

P 

8806150409* 

60 457 

P 

8806020139 

50 261 

S 

8806020146 

50 261 

S 

8600160152 

50 261 

s 

8006220342 

50-261 

s 

0006100122 

50-285 

s 

8006270225 

50 443 

H 

8006230182* 

50 443 

P 

8806090310 

50 275 

P 

8005250087 

50 318 

S 

8806030379 

50 317 

S 


LEMONS.J R 

8806070171 

50-317 

LEMONS.J R 

0006100037 

50*317 

LEMONS.J R 

0806100097 

50-317 

LEMONS.J R 

0806100126 

50*317 

LEMONS.J R 

0606170078 

50-317 

LENAHAN.J J 

8806060153* 

50 327 

LENAHAN.J J 

0806200410* 

50 340 

LEONARD.J D 

0805250238* 

50 322 

LEONARD, J D 

0005250247 

50-322 

LEONARD, J D 

0805260215* 

50-322 

LEONARD.J D 

8B05270152 

50-322 

LEONARD.J D 

0005270160 

50-322 

LEONARD.J D 

8006010009 

60-322 

LEONARD.J D 

G 00601 023B 

50 322 

LEONARD.J D 

8006020020 

50 322 

LEONARD.J D 

8006020023* 

50 322 

LEONARD.J D 

8000160180 

50-322 

LEONARD.J D 

0006160182* 

50-322 

LEONARD, R 

80060 B0101 

50-369 

LEONARD.R 

8806200209 

50-369 

LEROY.S E 

8006090076 

50-369 

LEROY, S E 

8006270250 

50-369 

LETSCHE.K J 

8B062300B3 

50-322 

LETSCHE.K J 

0000230003 

50 322 

LEUGERS.MJ 

0006300204 

50-443 

LEUGERS.M J 

B8063 00204 

50-443 

LEUPOLD.R J 

0806150301 

50-443 

LEVESQUE.R R 

8806160274 

50 443 

LEVINE, J M 

8006020003 

50-313 

LEVINE, J M 

8006130017 

50-313 

LEVINE, J M 

8806140564 

50 368 

LEVINE, J M 

0806170289 

50-368 

LEVINE.J M 

B0061 70305 

50-268 

LEVINE, J M 

0806280264 

50-368 

LEVINE.J M 

0806290229 

50-366 

LEVIS.W 

0006000144* 

50 324 

LEWIN.J A 

0006230158 

NUREG 

LEWIS, M 1, 

8006270163 

50 322 

LEWIS, S H 

0006080057 

50 320 

LEWIS, S H 

B008300027 

50 320 

LICITRA.E A 

8806020097 

50 526 

LICITRA.E A 

0806020200 

50 528 

LICITRA.E A 

0006020214 

50 528 

LIEBERMAN.C f 

0000300414 

50 443 

UEBERMAN.E B. 

0000080060* 

50 322 

LIEBERMAN.J 

0005240265 

l&E 

LIEBERMAN.J 

0005270173 

50 2S5 

LIEBERMAN.J 

080602001 2 

50 290 

LIEBERMAN.J 

080602030D 

50461 

LIEBERMAN.J 

0006030333 

l&E 

LIEBERMAN.J 

8B06000250 

50 423 

LIEBERMAN.J 

8006090229 

l&E 

LIEBERMAN.J 

0006090251! 

50 328 

LIEBERMAN.J 

0806100017 

l&E 

LIEBERMAN.J 

6806100182 

50 520 

LIEBERMAN.J 

0006160258 

l&E 

LIEBERMAN.J. 

8006150271 

!&£ 

LIEBERMAN.J 

8806160397 

l&E 

LIEBERMAN.J. 

8806 1604 09 

60 200 

LIEBERMAN.J 

8806160414 

50 200 


LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J, 

LIEBERMAN.J. 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J. 

LIEBERMAN.J 

LIEBERMAN.J. 

LIEBERMAN.J 

LIEBERMAN.J 

LIEBERMAN.J 

BtEBEROfAHM, 

LIEBERMAN.J 
UGGETT.W 
LINANE.W E 
UND.M.M, 
LINDER. L D 

LINDSTROM.A M 
LINEHAN.J J 
LINER. R.T 
UNQUfST.T R 
LINQUIST.TR 

LINT, J D 

LINVILLE.J 

LINVILLE.J.C 


ACCESSION SUBJECT 
NUMBER CATEGORY 


S 

F 

F 

F 

R 

Q 

O 

P 

P 

Q 

S 

S 

F 

O 

P 

P 

P 

P 

F 

F 

S 

S 

Q 

Q 

G 

G 

H 

>1 

Q 

O 

S 

s 

s 

s 

s 


0000160432 

8006160436 

8806200081 

8806200144 

8806200270* 

0006200201* 

8806210025* 

8806210111 

8806210117 

8006210119 

0006220027 

0806220334 

0000230081 

8006290227 


8806290256* 

0000070056 

0006150243 

8006150306 

8006140114 

6806290062 
B806270326 
6806230162 
08062802 14 4 
0006280270* 

8806030187 

0800230009* 

0805260219 


50-528 

NUREG 

50-443 

50-443 

50-293 


50-280 O 

70-371 

l&E 

60-209 O 

PR 

PR 

PR 

l&E 

60-261 G 

50-341 G 

60-261 0 

50-285 G 

50-456 G 

50-528 P 

50-526 P 


60 443 H 

WASTE MGT 
NUREG 
60 255 P 

50 255 P 

71*654 

50 352 Q 

50 277 R 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


UNVILLE.JC 

QB0614043B 

50-277 

R 

LINVlllE.J C 

8006230077* 

50-277 

Q 

LIMViUE.JC 

BB06230087* 

50 353 

Q 

UJfZERM 

0806070059 

NUREG 


UPK.IND.L A 

0806270244 

50-443 

H 

UPPINCOTT.E P 

GB06100005* 

50-338 

P 

UPPOLD.W J 

8006170150 

50 317 

P 

UTTLE.P A 

BB06240233 

50 443 

H 

liTTON.D 

BB06150103 

50-443 

H 

UJX 

8006060140* 

50-331 

1 

UVERMORE.H H 

8006210440* 

50-445 

Q 

UYERMORE.H H 

8806220310* 

50 445 

Q 

LIVERMORE, H H 

8006290455* 

50 445 

Q 

LIVERMORE, H H 

BB06300293* 

50-445 

Q 

UZALEK.J F 

8006160066 

50 237 

S 

LO.RH 

BB06200071 

50-261 

P 

LO.RH 

8806300345 

50 261 

P 

LOCKE, R F 

B805310184 

50-276 

P 

LOCKE, R F 

8B05310256 

50-133 

P 

LOCKER F 

8806090310 

50 275 

P 

LOOEWYL.A 

BQ06200076* 

50-334 

0 

LOESCH.R. 

8806010036* 

50 220 

0 

LOFGREN.J A 

0006150151 

50-443 

H 

LOF LSN, L 1 

BB05250134 

50-400 

P 

LOFLIM.LI 

8806010222 

50 261 

P 

LOFLIN.L 1 

GB061 40260 

50 400 

P 

LOFLIN.L 1 

8006230285 

PR 


LOGSDON, M 

B006290505 

WASTE RES 

LOGSOON.MJ 

0BO527O318 

WASTE RES 

LOGUE.R H 

8805240293 

60 352 

S 

LOGUE.fl H 

0005250097 

50 352 

S 

LOGUE.RH 

8806020122 

50-277 

s 

LOGUE.RM 

8806030306 

50-277 

s 

LOGUE.RH 

0006090174 

50 276 

s 

LOGUE.RH 

8806100250 

50-277 

s 

LOGUE.RH 

0006140459 

50 352 

s 

LOGUE.R H 

8806160120 

50-352 

s 

LQGUE.R H 

8B062001 13 

50-277 

s 

LOGUE.RH 

Q00620018Q 

50 352 

s 

LOGUE.R H 

8806200307 

50-352 

S 

LOGUE,R H 

8006210103 

50 270 

s 

LOGUE.RH 

0000220016 

50-277 

S 

LOGUE.R H 

0006290155 

50 352 

s 

LOGUE.R H 

8806300404 

50-277 

H 

LOGUERH 

0805240206 

50-352 

s 

L0HAUS.P Ht 

8806070091* 

FOIA 


LOHAUS.P H 

8BOG070112* 

FOIA 


LOHAUS.PH 

8006230213 

WASTE MGT 

LOHAUS.P H 

8806230229 

WASTE MGT 

LOHAUS.P H 

0006240005 

WASTE MGT 

LOHAUS.P H 

8806240025 

WASTE MG r 

LOHAUS.PH 

8606280060 

WASTE MGT 

LOHAUS.P H 

8006200067 

WASTE MGT 

LOHAUS.P H 

8806200261 

WASTE MGT 

LOHAUS.PH, 

8006280302 

WASTE MGT 

LOHAUS.PH. 

8806200305 

27-30 


LOHAUS.P H 

0006300339* 

WASTE MGT 

LQHMAN.DC 

8806090182 

50-305 

s 

LOH MILLER ,8 

8806150007 

50-443 

H 

LONG.FJ 

8806230030* 

50 275 

Q 

LONG.J L 

88060200 B4 

50*327 

S 

LONG.J L 

0006020109 

50 327 

S 

LONG.J L 

B006030006 

50*327 

s 

LONG.SM 

8806240153 

50-397 

Q 

LONGWO- 

8006240046 

50 298 

P 

LONG.W O 

8806300159 

60-290 

P 

LONGWORTH.A J 

B0061 50057 

60 443 

H 

L-ORD.W S. 

0006270057 

50 443 

H 

LORIG.L. 

8805310303* 

WASTE RES 

LOURIE.N A 

00061 6036B 

50 443 

H 

tOUniT.GJ 

8Q06130213 

40-7455 


LOUTT1T.GJ 

0606290306 

40*7455 


LOUX.H R. 

8806070061 

WASTE MGT 

LOUX.R.R 

8006090119 

WASTE MGT 

LOVEll.S 

8806150140 

PR 


LOW.O 

8806210220* 

50*155 

P 

LOW.LD 

0606210229* 

50-155 

P 

LOYSEN.P 

0806030312 

70-135 


LOYSENP 

8806100179 

NUREG 


LUCAS.T 

8806140226 

50 443 

H 

LUCKJ E 

8006140059 

50-443 

H 

LUESKE.E A 

0006000131 

50 443 

G 

LUEHMAN.J. 

8806090251 

50-328 

Q 

LUEHMAN.J 

8806210119 

50-341 

O 

LUEHMAN.J. 

0000220027 

50-261 

Q 

LuerreRS.R.H 

8806290157* 

CONTRACT 


UJHAM.M 

8806010131 

50 290 

F 

LUMB.T. 

0805310309* 

50-220 

Q 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

LUMB.T 

680-6080173* 

60 410 

Q 

LUNDQUIST 

8B061000S7 

50 317 

F 

LYASH.J 

0806060158 

50 293 

S 

LYASH.J 

8906170316* 

50 293 

Q 

LYNCH.J 

0806030309 

t&E 


LYNCH, J 

0806150056 

PR 


LYNCH.M D 

8006030179* 

50 483 

P 

LYON.W 

B8Q6300342 

TOPREP 


LYONS.J E 

0806160388* 

50-445 

Q 

LYONS.J F 

0006240184 

50-443 

H 

LYONS, P J 

8806300330 

40-299 


MAAOT.D 

800624 01B7 

50-443 

H 

MAAS.D 

8006150291 

60-443 

H 

MAC VEAN.C R 

6103020332* 

50-155 

P 

MAC ADAM, W K 

88061 40474 

PR 


MACCARY.FI R 

080G 160363* 

50 416 

P 

MACCARY.R R, 

8006160401* 

FOIA 


MACCARY.R R. 

8806160413* 

50 416 

P 

MACCARY.R R 

8006160424* 

60 416 

P 

MACDONALD.C E 

860&2QO0B2 

71 9056 


MACDONALD.C E 

6906200089* 

71-9056 


MACDONALD.C E 

8606200542 

71 5814 


MACDONALD.C E 

8806200550 

71*5750 


MACDONALD.C E 

B80621O243 

71-9022 


MACDONALD.C E 

6006210253 

71-9033 


MACDONALD.C E 

8006210266 

71-9226 


MACDONALD.C E 

6806210203 

71 9086 


MACDONALD.C E 

8006210286 

71-9216 


MACDONALD.C E 

8806210288 

71-500 


MACDONALD.C E 

0806210291* 

71-500 


MACDONALD.C C 

880621031 G 

71-9074 


MACDONALD.C E 

6906210331 

71-6078 


MACDONALD.C E 

8606210340 

71-9217 


MACDONALD.C E 

8606210380 

71-5760 


MACDONALD.C F 

D8062 10301 

71-9222 


MACDONALD.C E 

8006210386 

71 5805 


MACDONALDS E 

6806210414 

71-9000 


MACDONALD.C E 

6806210433 

71-5580 


MACDONALD.C E 

8006210437’ 

71-55B0 


MACDONALD.C E 

8006210439 

71-9032 


MACDONALD.C E 

8BO6210453 

71 9159 


MACDONALD.C E 

880621 0463* 

71-9159 


MACDONALD, CP 

8006210519 

71 654 


MACDONALD.C E 

8606210520* 

71-654 


MACDONALD.C E 

6006230253* 

71 5957 


MACDONALD.C E 

0806240012 

70 2479 


MACDONALD.C E 

Q00630D297 

71-9200 


MACDONALD.WG 

QQ062D0231 

ORG 


MACDONNELL.J 

8006270206 

50-443 

H 

MAC IS A AC, J A 

0806150070 

50-443 

H 

MACK.M 

0 0061 30373* 

WASTE RES 

MACLACHLAN.C 

6806270152 

50-443 

H 

MAC LAC H LAN, G 

8606300432 

50-443 

H 

MACLACHLONJ. 

60062701 4B 

50-443 

H 

MACLEAN.R A 

8806290279* 

CONTRACT 


MACHAE.J.B. 

8606200226* 

PR 


MACY.P R 

6806150321 

50 443 

H 

MADDEN, T 

B806010182* 

50 293 

Q 

MAODEN.T P. 

8805270184* 

70-371 


MADEDA.T J 

CB06230109* 

50-263 

Q 

MADROS.L A 

8806160041 

50 443 

H 

MADSEN.G L 

8806070031* 

50 453 

Q 

MAGUIRE.-MS 

88 061 40576 

50 443 

H 

MAIDER.J 

8806150114 

PR 


MAINES.J H 

8006140517 

50 443 

H 

MAISON.B P, 

8006240043 

50-346 

F 

MAISON.B P- 

8006240089 

50-346 

F 

MALLETT.O 

0305310192 

l&E 


MALLETT.B 

BB06030230 

l&E 


MALLETT.B 

8006030280 

l&E 


MALLETT.B 

6806080136 

!&E 


MALLETT.B 

8006200140 

l&E 


MALLETT.B 

8606210123 

l&E 


MALLETT.B 

0006280391 

l&E 


MALLETT.B S 

BB05310295 

50*256 

Q 

MALLETT.B, S 

8806010029 

50 263 

F 

MALLETT.B S 

0806030103 

50 106 

F 

MALLETT.B,S 

QB060B0145 

50 440 

a 

MALLETT.B S 

8806140570 

60-263 

F 

MALLETT.B S, 

8806180296 

50 262 

F 

MALLETT.B S 

8606100380 

50-295 

Q 

MALLETT.B S 

88 06220107 

50 282 

Q 

MALLETT.B S 

8006220111* 

50-282 

O 

MALLETT.B S 

8000230109* 

50-253 

O 

MALLETT.B S 

8806240009 

50 483 

Q 

M ALLEY, J F. 

0006140325 

50-443 

H 

MALODY.C.W 

8806200387 

XPORTLIC 


MALONE.D D 

8006140469 

50-275 

S 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

MALONE.D D 

8806210360 

50-2/5 

S 

MALONE.D D 

8805270275’ 

50-275 

R 

MALONE.D D 

6006270277* 

50 275 

R 

MALONE.D D 

8006270262* 

50 275 

R 

MALONE.D D 

0006270294* 

50 275 

R 

MALONE.D D, 

8006270299* 

SO 275 

R 

MALONE.D D. 

0806270305 

50 275 

S 

MANGAN.C V 

6B05250220 

50 410 

O 

MANGANIC V 

8006150008 

50 220 

Q 

MANGAN.C V 

BG06270273 

50410 

Q 

MANLEY, R A. 

00060 10274* 

50 498 

P 

MANN.D E 

0805270292 

WASTE MGT 

MANZ.R L 

SB06270216 

50 443 

H 

MARCEAU.K 

8B06 150254 

50 443 

H 

MARGUUES.M B 

BB06230025 

50 603 

G 

MARIEB.C 

0606020240 

PR 


MAR1NOS.EA 

6806290253* 

50-327 

Q 

MARK.R 

8B0G140545 

50 443 

M 

MARKARIA.G 

880614013 2 

50 443 

H 

MARKEY.E J 

8006290431* 

50-490 

U 

MARKS.R 1 

0806290303* 

CONTRACT 


MARMARO.G 

8006240098 

PR 


MARRON.TL 

8806150107 

50-443 

H 

MARSHALL.B M 

0806210360 

50 280 

S 

MARSH ALL, F M 

0806020170 

50 423 

S 

MARSH ALL.J S 

0006160124 

50 445 

A 

MARSH ALL, J S 

8806160169 

50 445 

S 

MARSHALL.J S 

8006170109 

50 445 

A 

MARSHALL, J S 

00062201 06 

50 445 

A 

MARSHALL, V, 

0006240182 

50443 

H 

MARSTON.RR 

0006060274* 

50 261 

Q 

MART ELLIN LA 

0806270061 

50443 

H 

MARTINA F 

8006150145 

PR 


MARTIN.CW 

6605170065 

50 213 

S 

MARTIN, J 

B80629G29B 

50 259 

F 

MARTIN ,J B 

680 &2 3006 7 

50-206 

Q 

MARTIN, J B 

80OG23OOCO* 

50-206 

Q 

MARTIN, JB 

8006200191 

50-529 

P 

MARTIN.LQ 

B80S270210 

50-443 

H 

MARTIN, RD 

8806140532 

50-313 

P 

MARTIN.R D 

88061601 38 

50-285 

P 

MARTIN.R D 

0806230218* 

50-490 

P 

MAHTIN.RO 

0006230220* 

50 49U 

P 

MARTIN.R D 

0806230222* 

50 498 

P 

MARTIN.R D 

8 B 0623 0295 

50 208 

a 

MARTIN.R D 

8006270073* 

50 382 

Q 

MARTIN.R E 

8006170160 

50 27/ 

p 

MARTIN.R, E 

0BO621O25O 

50 277 

p 

MARTIN.R P 

0806150276 

50 443 

H 

MARTIN,! T. 

0006030175 

50 271 

F 

MART1N.TT 

8806140107 

70 1100 


MARTINJ.T 

80061 403B7 

50 322 

F 

MARTIN ,TT 

6608140510 

50-443 

F 

MARTiN.TT 

680G160018 

50-293 

F 

MARTIN,!! 

8B06160160 

50-29 

F 

MARTIN, TT 

0806200147* 

50-219 

P 

MARTIN.! T 

80DQ2OO1 51 ' 

50-219 

P 

MARTIN J T 

8808300308 

REVIEW GR P 

MARTIN, W G 

8806010185* 

50 286 

O 

MARTIN.WG 

880001 0206* 

50 247 

Q 

MARTIN.W G 

0806010219* 

50 286 

Q 

martin.w g 

8800150423* 

59 245 

Q 

MARTI NANGELO.R 

OB061501 44 

50 443 

H 

MAHUDAS.O M 

0806290391 

71-0029 


MARX.J 

80OB2OO16O 

FOIA 


MARY 

6006150431 

50 443 

H 

MASNIK.M T 

8006130210 

50-320 

P 

MASNIK.M T 

0806140264 

50 320 

P 

MASNIK.M T 

88 06 200 129 

50 320 

P 

MASNYK.O 

8006020035* 

50-250 

Q 

MASNYK.O M 

BD0G220245* 

50-335 

a 

MATAKAS.RA 

6606240160' 

50-209 

Q 

MATCHETT.S.D 

68063002G4 

50-322 

G 

MATCHETT.S D 

8806300264 

50-322 

G 

MATCHETT.S D 

8006300271* 

50-322 

G 

MATCHETT.S D. 

8&QS30027P 

50 322 

G 

MATHIEU.A S 

0806140526 

50 443 

H 

MATTEWS.D B 

68060704-16* 

50 269 

P 

MATTHEWS, D B 

8B06060071 * 

60 369 

P 

MATTHEWS.DB 

0000070300* 

50413 

P 

MATTHEWS, D B 

0606070338 

50 269 

P 

MATTHEWS.D.B 

0806070357* 

59 299 

P 

MATTHEWS, D B 

8806080258' 

50-369 

P 

MATTHEWS.D B 

8006130307* 

50 369 

P 

MATTHEWS ,D 0 

B8061602S8' 

50-366 

P 

MATTHEWS.D B 

8806160343* 

50-413 

P 

MATTHEWS.DB 

8806170208' 

50 413 

P 

MATTHEWS.D B. 

8806170308* 

50-269 

P 
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AUTHOR 


MATTHEWS, 0 B 
MATTHEWS, D B 
MATT HEWS, D B 
MATTHEWS, D B 
MATTHEWS, D B 

MATTHEWS, D 8 

MAUCK.CJ 

MAUCK.CJ 

MAUCK.CJ 

MAUCK.CJ 

MAUCK.C J 
MAUPINAH 
MAUPINAH 
MAURA, F 
MAVROULES.N 

MAXWELL.B. 
MAXWELL, DC. 
MAXWELL, D C 
MAY.D F. 

MAY,0 F, 

MAY.R 

MAZARERRO.P A 
MAZZAFERRO.P A 
MAZZAFERRO.P A 
MCALISTER, W H 

MCAIPINE.EJ, 

MCAIPINE.EJ 

MCALPINE.EJ 

MCALPINE.EJ. 

MCAULIFE.il. 

MCB HEARTY, R A 
MCB HEARTY, R A 
MCBREARTY.R A 
MCBURNETT.M A. 
MCBURNETT.M A. 

MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M A 
MCBURNETT.M. A 

MCCABE, E C 
MCCABE. E C 
MCCABE.E C 
MCCABE.E C 
MCCABE, EC 

MCCABE.L 
MCCANN, Q M 
MCCOMISKEY.W 
MCCONNELL.K I. 
MCCORKLE.GW 

MCCOY, FF. 
MCCOY, F F. 
MCCOY.F.R 
MCCOY.FR 
MCCOY, F R 

MCCHEA.S 
MCCRORY.SX 
MCDANIEL, DT. 
MCDONALO.D.G 
MCDONAtO.O G, 

MCDONALD, O G 
MCDONALO.OG 
MCDONALD.D G 
MCDONALO.D.G 
MCDONALD, H P 

MCDONALD, R P. 
MCDONALD.R P. 
MCDONALD.R P. 
MCDONALD.R P. 
MCDONALD.R P. 

MCDONALO.R P 
MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P. 
MCDONALD.R P. 

MCDONALD.R P. 
MCDONALD.R.P 
MCDONALD.R P. 
MCDONALD, R.P 
MCDONALD.R P. 

MCDONALD.R P. 
MCDONALD.R ,R 
MCDONALD.R P. 
MCDONALD.R.P 
MCDONALD.R P 

MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8806210321 * 

8806210330* 

8606230251 

8606230331 

8B00230339 

8606290189 
88061 00 HI 
8806260221 
8806290328 
8800290329 

0806300251 
B8060701 17* 
0806070135* 
B806 160269* 
8806020127* 

8806170328 

8806130290* 

0806280093* 

8806200042* 

8806200047" 

8806220190* 

8806020323 

8806160141 

8806200126 

8606160061 

8B0602031 4* 
8806210005" 
8006230076* 
8806280250* 
8806240207 

8806010132* 

0806160387* 

8806230044* 

8805270179 

8806130254 

8806170089 

8806210208 

8806220010 

8606220315 

8606280102 

8805270119* 
8606080006* 
8B0608021 2* 
8806080368* 
8006100085* 

8806160168 

8800270178* 

8806270172 

8B06090321 

8606210363 

9B06270321 * 
8006270323* 
8806070212* 
8806240085 
8806270308 

8806140222 

8806230142* 

8806220207 

8806020257 

8806020329 

0806140014 

8806290296 

8806300090 

8806300321 

8805260086 

8805260119 

8805260169 

8605260231 

8805260332 

8805270219 

8805270270 

8805310011 

8805310014 

8605310022 

8605310253 

8805310201 

8805310313 

8805010076 

8806010108 

8606010114 

0806010119 

B80601Q162 

5806010165 

8006010176 

8806010239 

8806030077 

0806030130 

0BO6O6O247 


50 269 
50-424 
50 370 
50 369 
50-369 

50 269 

71*9132 

71*6553 

71*6553 

71*9208 

71 6400 

FOIA 

FOIA 

50*454 

60*443 

50-346 

50-237 

50-237 

50-29 

60-29 

CONTRACT 

50-220 

60-220 

50-220 

PR 

70-27 
70-27 
70-143 
70-1151 
50 443 

60-353 
50 220 
60 386 
50-498 
60 498 

60 498 
60 49B 
50 498 
50 498 
60 498 

50 245 
50 336 
50 213 
5 0 245 
£0*423 


50*443 I 

FOIA 

50*443 I 

WASTE MGT 
70*1113 


50-438 

50-43B 

50-327 

50-259 

50-438 

50-443 

50*482 

50-423 

50-293 

50-293 

50-293 

50-293 

50-293 

50-293 

50-424 

50-340 

50-340 

50-424 

50-424 

60-424 

50-424 
60-424 
50-348 
50 424 
50 424 

50 424 
50 321 
50 348 
50-348 
50-366 

50-364 
50 424 
50 321 
50 348 
50 364 


Q 

O 

0 

Q 

Q 

H 

V 
S 
Q 
Q 

P 

P 

P 

P 

P 

P 

Q 

S 

R 

P 

P 

R 

P 

F 

P 

V 
Q 
Q 
P 
S 

s 

Q 

P 

P 

3 


50 348 P 

50-366 $ 

50 321 F 


AUTHOR 


MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P 

MCDONALD.R.P, 
MCDONALD.R.P. 
MCDONALD.R.P 
MCDONALD.R P 
MCDONALD.R.P 

MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P. 
MCDONALD.R P. 
MCDONALD.R P 

MCDONALD.R P 
MCDONALD.R P 
MCDONALD.R P, 
MCDONALD.R P. 
MCDONALD.R P 

MCDONALD.R P 
MCDONALD.R P 
MCDONALD, R.P 
MCDONALD.R P 
MCDONALO.WG 

MCDONALD.WG, 
MCDONALD, W G 
MCDONNELL, L.G, 
MCDUFFIE.M A 
MCDUFFIE.M A 

MCEACHERN.P 
MCEACHERN.P 
MCELHINNEY.T F 
MCGAUGHYJ.P 
MCGAUGHY.R W 

MCGHEE.B 
MCGOLDRICK.F 
MCGOLDRICK.FM 
MCGOVERN.J.J 
MCGOVERN, M L 

MCGRATH.J 
MCGRATH.J.R 
MCGUIRE.D 
MCGUIRE, DR 
MCGUIRE.D R 

MCGUIRE.D.R 
MCGUIRE.D R 
MCGUIRE.D.R 
MCGUIRE, D R 
MCKAY.R B 

MCKENNA, E 
MCKENZIE, E.D 
MCKENZIE, J 
MCKENZIE, J. 
MCKENZIE.J 

MCKENZIE.J 
MCKENZIE.J 
MCKERNON.T 0 
MCKERNONJ.O. 
MCKEWON.T. 

MCKEWON.T. 

MCKEWON.T 

MCKEWON.T. 

MCKEWON.T 

MCKEWON.T. 

MCKEWON.T. 
MCKINLEY, J,0, 
MCLAUGHUN.J 
MCLAUGHLIN, JE 
MCLAUGHLIN, J E. 

MCLAUGHLIN, J E. 
MCNALLY.J.H. 
MCNAMARA, A E. 
MCNAMARA, J P 
MCNAMARA.J.P. 

MCNEIL, S A 
MCNEIL.S A 
MCNEIL, S A 
MCNEIL.S A. 
MCNEILL, C A 

MCNEILL.CA 
MCNEILL,' W.M 
MCPEEK.EW. 
MEACHAM.J, 
MEACHAM.J 

MEACHAM.J. 
MEADE, K E, 
MEADE, K E 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8806070076 

50 424 

F 

8806070229 

50 348 

P 

8806080296 

50 424 

H 

8806080418 

50 321 

H 

0806090171 

50-348 

P 

8606130066 

50-424 

P 

0606130077 

50 321 

O 

0606130119 

50 321 

P 

8806140176 

50 424 

P 

8806140358 

50-424 

S 

B8061 60032 

50-321 

F 

8006160077 

50 321 

P 

8806160172 

50 424 

P 

8806160179 

50 321 

S 

8806170239 

50 424 

P 

880620001 1 

50-424 

Q 

8806210376 

50-321 

P 

8806210420 

50 424 

P 

8806220017 

50 424 

R 

8B06220182 

50 424 

S 

0B06220323 

50 424 

F 

8806240073 

50-424 

P 

8806270271 

50-321 

R 

8806270336 

50-321 

F 

8806060076 

ORG 


8806220265 

ORG 


0806290481 

ORG 


8805240347 

50 409 

R 

8005250167 

50-261 

P 

8806280125 

50-261 

V 

8806300057 

50 443 

G 

8806300057 

50 443 

G 

8806070294* 

50 250 

a 

8006160336* 

50 410 

p 

6806010106 

50 331 

p 

8806270151 

50-443 

H 

8806290004 

XPORTLIC 


8B06210196 

XPORTLIC 


8806140090 

70 687 


8806150248 

60 443 

H 


8806010238 

8806070101* 

8806020105 

8806010156* 

8806020035* 

8006150500* 

8806160194* 

8806220245* 

6806220263* 

8800270247 

8806170237 

8806160030 

8606010284* 

8806010286* 

8006010291* 

6806010304* 

8806010310* 

8809140552* 

8806290201* 

8006010297* 

0806010300* 

8806010301* 

8B06010302* 

8806010305* 

8806010309’ 

8806010313* 

8806160437* 

8806240241 

0806140272 

8806280020 

8806280078 

8806270131 

8806220098 

8806140050 

8806160419 

6806020163 

8808030261 

8806060035 

8806060059 

8806090112 

8806140266 

0805250324* 

8808210361* 

0806010131 

0806080370 

8806090056 

8806010227 

8806030012 


50 244 S 

FOIA 

70-27 

60-369 Q 

50 250 Q 

70 143 
70-27 

50-335 Q 

50-302 Q 

50 443 H 

ORG 

60 443 H 

WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
60 482 Q 

50-382 Q 

WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
50 416 Q 


50 443 
50-142 
50 142 

50-142 

50-443 

50-244 

PR 

50 443 

60 317 
50-317 
50-317 
50-317 
50-277 

50 277 
50 402 
50-142 
50-298 
50-298 


Q 

P 

P 

P 

R 

P 

Q 

F 

F 

F 


50 298 F 

50 328 S 

50-328 S 


AUTHOR 


MEADE, K E 
MEADE, K E 
MEADE, K E 
MEADE, K E 
MEADE, K E 

MEALEY.T J, 
MEDFORD, M O. 
MEDFORD, M O. 
MEOFORD.M O 
MEDFORD.M O 

MEDFORD, M O 
MEDFORD.M O 
MEDFORD.M O 
MEDFORD.M O 
MEDFORD.M O 

MEDFORD.M O 
MEDFORD.M O 
MEOFORD.M O 
MEDFORD.M O 
MEDFORD.M O 

MEDFORD.M O. 
MEDFORD.M O 
MEDFORD.M O 
MEDLOCK.FI L 
MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 

MEEHAN.B 
MEEHAN.B 
MEEHAN.B 
MEINKE.W 
MELFI.J F 

MELFI.J F 
MELLEN.L 
MELLEN.L S 
MELLOR.R A 
MELLOR.R A 

MELLOR.R A 
MELLOR.R A 
MELVIN.H E 
MENDENHALL, KG. 
MENDEZ, R. 

MENDOCA.M 
MENDOCA.M M 
MENDONCA.M M 
MENDONCA.M M. 
MENDONCA.M M 

MENGE.R C 
MENGERS.C A 
MENGERS.C A 
MENGERS.C A 
MENGERS.C A 

MENGERS.C A 
MENGERS.C A 
MENGERS.C A 
MENGERS.C A 
MENNING.J E, 

MENNJNG.J E 
MERIAM.H A 
MERRILL.C 
MERRILL.C, 
MERRILL, M 

MERRIWEATHER.N 
MERRI WEATHER, N, 
MERRIWEATHER.N 
METCALF.M K 
MEYER, H R 

MEYER.H R 
MEYER.H R. 
MEYER.H R 
MEYER, H.R 
MEYER.N R 

MEYER.R E 
MEYERS.H, 
MEYERS, W C 
MEYERS.W.C 
MEYERS, WC 

MEYERS.W C. 
MICHAELS.T S 
MICHAELS.T S 
MICHAELS, T.S 
MICHAELSON 

MICHAELSON 
MICHAELSON 
MICHAUD, PW, 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8806090250 

50 327 

$ 

8806150043 

50 327 

S 

8806150075 

50 327 

S 

8006210476 

50 326 

s 

00062301 79 

50 327 

s 

8006220076 

WASTE RES 

8805310165 

50 206 

0 

0806010171 

50 206 

p 

80060302 89 

50 361 

p 

8806030305 

50 206 

p 

6806080237 

50 351 

p 

0806090272 

50 206 

p 

6606090315 

50-206 

p 

8806100001 

50-361 

p 

8806150411 

60-206 

p 

8806150502 

50-200 

p 

8806160094 

50-206 

p 

8006220206 

50 206 

p 

8806220307 

50 206 

p 

8806230243 

50-361 

p 

0800230247 

50-206 

p 

0806230266 

50-361 

p 

8006230310 

50-206 

p 

8006290332 

40 0452 


8806020153 

CONTRACT 

0806020276 

CONTRACT 

0606140117 

CONTRACT 

8006210391 

CONTRACT 

8006210392 

CONTRACT 

8806210522 

CONTRACT 

8800220289 

CONTRACT 

8806300081 

CONTRACT 

8006300359 

CONTRACT 

8006230178 

50 443 

p 

8805310260* 

50-528 

Q 

8806260220* 

50 397 

Q 

0006200440* 

50-280 

Q 

8606060010* 

50 395 

Q 

88060203 IQ 

50 29 

S 

6806200042* 

50-20 

0 

8806200047* 

50 29 

0 

8000220201 

50 26 

s 

8006270167 

50 443 

H 

880623031 1 

PR 


8806160131* 

60 461 

Q 

0806270154* 

60 276 

Q 

8006100103* 

50 344 

0 

8805270057* 

60 276 

0 

8806010063* 

60 344 

O 

8800100139* 

50 275 

0 

8806280211 

50-316 

S 

8805240280 

50 352 

$ 

8805240293 

50 352 

s 

8805250097 

50-352 

s 

0806140469 

60 352 

s 

8806160128 

60-352 

s 

8806200180 

50-352 

s 

8806200307 

50-352 

s 

8806290165 

50-352 

s 

8806070044* 

60-321 

0 

8006240034* 

50-321 

0 

8806150234 

PR 


8806080370 

50-298 

F 

8806090056 

50-290 

F 

0806140131 

60-443 

H 

8806060014* 

60-348 

Q 

8806060036* 

50-400 

Q 

8006210023* 

50-424 

0 

0806270134 

50-443 

H 


8005270232 WASTE MGT 


0805270234 

0805270238 

8805270263 

8006220230* 

8000270293 

B8061 30370 
0806210160* 
8805250179 
8006210372 
8006270212 

0806300339* 

6806210366 

8006230149 

8806230159 

8805260313 

8806220079 
8 806 220061 
8005260337* 


WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE RES 
50-390 A 

WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
60-164 P 

50-116 P 

50-120 P 

50 316 R 

50-315 R 

60-316 R 

50 267 Q 



PERSONAL AUTHOR INDEX 371 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORY 


WICHAUD.PW 
MIDDLETON ,L L 
MIDDLETON.LL 

m:ele,k l 

MJKULSKI.BA 

8806140204* 

8806100305* 

8606220159 

0806270161 

8806290212* 

MIKULSKI.B A 
MILANO.PO 

MILANO.P D 
WitANO.PD 

MILANO.P 0 

8006290412* 

0806020225 

8806020233* 

8806020333 

8806030182 

MILLAR, F 

MILLER.OB 

MILLER.DB 

MILLER.DB 

Ml HERD B 

0800200105* 

8806030016 

8806090256 

8806130086 

0806140573 

bFLLER.O B 

MILLER.DE 

MILLER, D E 

WILLER.DJ 

MILLER.D J 

0806170065 

8006070375* 

8606150149* 

8806080099* 

8806080106* 

MlLLER.F L 

MALER.H J 

MILLEfl.H J 

MILLER.HJ 

MILLER, H J 

0806290371 

0800000419 

8806140440 

8806150124 

8806150233 

MILLER.HJ 

MLLIERL 

M1LLER.L 

M1LLEH.L 

MILLER, L F 

8806280223 

8806000266* 

8806220008 

BB0G270162* 

0605260311* 

MILLERLF 

M'LLER.M N 

M'LLER.M S 
MiLLER.MS 

MJLIER.R D 

8806100189* 

BB06060133* 

0806230068 

8B06230080 

8806020039 

MILLER .W H 

MILLRB 

MIUSSJ 

M LTENBERGER.S, 
MiLTENBERGER.S 

8806070235* 

0606240223 

8806160284 

8805250153 

8805310035 

MILTENBERGER.S 

MILTENBEHGER.S 

MILTENBERGER.S 

MILTENBERGER.S 

MjLTENB e rgeh.s 

8606010113 

0006010245 

8806020227 

8806060060 

0806090221 

MILTENBERGER.S 

MILTENBERGER.S 

MILTENBERGER.S 

M'RAGUA.FJ 

MIRAGL1A.FJ 

8806130073 

8006130080* 

6006160156 

8006020304 

0806060200* 

MISHIMAJ 
MOBERG.AJ 
MOOENOS.L P 
MOFFATT.LW. 
MOFFATT.L W 

8806100170 

8806240024 

8006060100* 

8806020133 

6006200037 

MOHR.T 

UtOHR.T. 

MOHRX 

MOHRX 

MOLEH.R B 

8006090210 

8006090216 

8806000237 

8606100133 

8606020001 

MQLER.R 6 
MONAHAN, C J. 
MOMTAMBAULT.L 
MONTFORD.C W 
MONTFORD.C.W 

8806140318 

8806300427 

0806150064 

8806150401 

8806150410* 

MONTCOMERYJ L 
MONTGOMERY J.L 
MONTGOMERY, J L 
M.ONTTV1LLE.B A. 
M0NTVILLE.8.A 

8805270073 

8006150073 

8806220306 

8806020183 

6806240170 

MOODY.DE 

MOORE.C 

MOORE.J E 

MOORE, J.E 

MOORE.J E 

8806230182* 

8805270174 

8806140157 

0806140170 

0606140100 

MOORE.M G. 

MOORE, P 

MOORE.R N 
MOORE.R N. 
MOORE.R N 

0806140247 
8806240190 
G 0060 8 020 6 
0806000230 
8806080251 

MOORE.R N 

MOORE, R.N. 
MOORE.R N 

MOORE, R N. 
MOORE.V A 

8806080380 

0806100026 

8806100145 

8806160175 

8806160185* 

MOORE.V.A 

MOOSEJM 

MOOTZ.E. 

0006160204’ 

8806140319 

8806150400 


50 267 Q MOFAN.DH 

50-277 R MORAN.D H 

50-277 R MOREAU,W N 

50 443 H MORETTIX 

50 490 U MOREY, D N 

50*317 H MOREY.DN 

50 285 P MORGAN.AC 

50 285 P MORGAN.CW, 

50*205 Q MORGAN.H E 

50-205 P MORGANS E 

50 219 P MORGAN.H E 

50-213 S MORGAN.H E 

50-213 S MORGAN.H E 

50-213 S MORGAN.H E. 

50 213 R MORGAN.H E 

50-213 S MORGAN.H E 

50*237 Q MORGAN.H E. 

50 409 Q MORGAN.H £ 

WASTE MGT MORGAN.H E 

WASTE MGT MORGAN, H.E 

40 7455 MORGAN, RE 

50 461 Q MORGAN, R.E 

50*346 P MORGAN, R E 

50-461 Q MORGAN, R E 

50-440 Q MORGAN, RE 


50 264 

Q 

MORGAN, R E 

60-312 

Q 

MORGAN, R E 

50*331 

R 

MORGAN, R S 

50-312 

Q 

MORGAN. W E 

50 312 

Q 

MORGAN.WE 

50-312 

Q 

MORGAN, W E 

50-425 

Q 

MORGAN, W E 

50 322 

G 

MORGAN.W E 

50 322 

G 

MORGENSTERN. 

NUREG 


MORGENSTERN. 

50 346 

Q 

MORRIS.B M 

50 443 

H 

MORR1SSEY.N 

50 443 

H 

MORRON.M.C 

50-272 

Q 

MORROW. A 

50-272 

R 

MORROW. D 

50*354 

Q 

MORSE,P A. 

50-354 

Q 

MORTON.C F. 

50-272 

Q 

MORZENTI.SP 

50 272 

P 

MOYER, J W 

50-272 

P 

MROCZKA.E J 

50-272 

P 

MROCZKA.E J 

50 272 

Q 

MROCZKA.EJ 

50-272 

P 

MROCZKA.E J 

50*267 

P 

MROCZKA.E J 

50*155 

P 

MROCZKA.EJ. 

NUREG 


MROCZKA.E J 

PR 


MROCZKA.E J. 

50-395 

Q 

MROCZKA.EJ 

60 302 

S 

MROCZKA.EJ 

50 302 

S 

MROCZKA.EJ 

50*10 

F 

MROCZKA.E J 

50-10 

F 

MROCZKA.EJ 

50-10 

F 

MROCZKA.EJ 

50-10 

F 

MROCZKA.EJ 

WASTE RES 

MROCZKA.E J. 

WASTE RES 

MROCZKA.EJ 

50 443 

H 

MROCZKA.E J. 

50-443 

H 

MROCZKA.E J 

XPORTLIC 


MROCZKA.EJ 

XPORTLIC 


MROCZKA.EJ. 


70-1267 MROCZKA.EJ 

70-754 MROCZKA.E J 

60-528 F MROCZKA.E J 

50 443 H MROCZKA.E J 

50-443 H MROCZKA.EJ 

60-443 P MROCZKA.E J. 

WASTE MGT MROCZKA.EJ 

50*445 G MROCZKA.EJ 

50*445 G MROCZKA.E J. 

50-445 G MROCZKA.EJ 

50*293 H MROCZKA.EJ 

60 443 H MROCZKA.E J 

XPORTL1C MROCZKA.E J 

XPORTUC MROCZKA.E J. 

XPORTLIC MROCZKA.EJ 

XPORTUC MROCZKA.EJ, 

XPORTLIC MROCZKA.E J 

XPORTLIC MROCZKA.EJ 

XPORTLIC MROCZKA.EJ 

50-416 P MROCZKA.E J. 

60-416 P MROCZKA.EJ. 

50-483 R MROCZKA.EJ. 

60-443 H MROCZKA.EJ 


8006020270 

50-259 

8006290159 

50-260 

8606170227 

50-317 

86061 400B1 

50*443 

6806220158 

50-346 

8B06220163 

50-364 

8BD61 60101 

50 416 

D806240211 

50 443 

8806030129 

50 361 

8806100069 

50 362 

8800100102 

50 362 

8806140186 

£0 362 

8805160085 

60 361 

8005160260 

50 362 

8005200354 

50 362 

0806210290 

50 351 

8006210445 

50-205 

8006210455 

50 205 

0006220093 

50 354 

0506200203 

50 203 

8806020139 

50-261 

8806020148 

50-261 

8806140476 

50-261 

8806160152 

50*261 

8808160270 

50-261 

8006170084 

50-261 

8006220342 

50-261 

0805310118 

50-413 

6606070339 

50-295 

8006100137 

50-237 

8006170186 

50-295 

0006200123 

50-264 

0006210271 

50 237 

0006230325 

40 7102 

8806140307 

PR 

6806070149* 

FOIA 

6B063Q0420 

60 443 

8B061 60270 

50 261 

8606130377* 

50-520 

6806270242 

50 443 

0806150224 

PR 

8800150221 

50 443 

6806290269 

40 6057 

8006030053 

60 324 

8005250062 

50 24 5 

0805260092 

50-245 

8805260074 

50 423 

0005260074 

50 423 

6605260135 

50 336 

6805260135 

50-336 


8005260141 50-423 
8005260141 50-423 
8805270041 50-213 
8805270041 50*213 
80O527O225 50-213 

8605270225 50-213 
0005310015 60-213 
6805310055 60-213 
8805310065 50*213 
0005310065 50-213 

6806010200 60-423 
6006010200 60 423 
0806030008 50 246 
8 B06 030008 60 245 
8606030009 60*213 

8806030009 60 213 
8806030009 60 213 
8806030173 50-213 
8606030173 50-213 
8806030204 50-213 

8806030204 50 213 
8806030204 50 213 
8006060072 50-245 
8006060072 60-245 
8006060077 60 245 

8806060077 50 245 
8006100025 50*213 
8009100025 50-213 
8006 100032 60-213 
8606100032 60-213 

6806100142 50-423 
8806100142 60-423 
8006130106 50-213 
8806130106 50-213 
8809130208 50-213 

8806130280 50*213 
8806130208 50-213 
8006130253 50*336 


P MROCZKA.EJ 

P MROCZKA.EJ 

J MROCZKA.EJ 

H MROCZKA.EJ 

R MROCZKA.EJ 

R MROCZKA.EJ 

F MROCZKA.EJ 

H MROCZKA.EJ 

S MROCZKA.E J 

S MROCZKA.E J 

S MROCZKA.EJ 

Q MROCZKA.E J 

S MROCZKA.E J 

S MROCZKA.EJ 

F MROCZKA.EJ 

S MROCZKA.E J 

S MROCZKA.E J 

R MROCZKA.EJ 

R MROCZKA.EJ 

P MROCZKA.EJ 

5 MROCZKA.EJ, 

S MROCZKA.EJ 

S MROCZKA.EJ 

S MROCZKA.E J 

F MROCZKA.E J 

R MROCZKA.EJ, 

S MROCZKA.EJ 

F MROCZKA.EJ 

P MROCZKA.EJ 

Q MROCZKA.EJ 

P MROCZKA.EJ 

Q MROCZKA.E J 

Q MROCZKA.EJ 

MROCZKA.EJ 
MROCZKA.EJ 

MROCZKA.E J 
H MROCZKA.E J 

F MROCZKA.EJ 

Q MROCZKA.E J 

H MROCZKA.E J. 

MROCZKA.EJ, 

H MROCZKA.EJ 

MROCZKA.EJ 
V MUFFETT.JW 

F MULLER, 0,R 

F MULLER.DR. 

p MULLER.D.R 

p MULLER.DR 

p MULLERAR 

p MULLER.D.R 

O MULLER.D.R 

Q MULLER.DR 

P MULLER.DR 

p MULLER.D R 

Q MULIETT.D J 

Q MULLETT.D J 

P MULLETT.D J 

p MULLIKINAP 

P MULLINKIN.R P. 

P MURLEY.T.E 

Q MURLEY.TE 

Q MURLEY.T.E, 

F MURLEY.TE 

F MURLEY.TE. 

P murleyxe 

P MURLEY.TE. 

p MURLEY.T E 

p MURLEY.T.E 

P MURLEY.TE 

p MURLEYXE 

P murleyxe 

p MURLEY.TE 

Q MURLEY.T.E 

Q MURLEYXE 

P MURLEY.TE. 

P MURLEY.TE 

P MURLEY.TE. 

P MURLEY.T.E 

p MURLEY.T E 

p MURLEYT.E. 

Q MURPHY, EM. 

Q MURPHY.FS, 

P MURPHY.L 

P MURPHY.M.E, 

p MURPHY, M E 

P MURPHY, P, 

P MURPHY.WP. 

K MURPHY.WP. 


ACCESSION 

NUMBER 


8B06 130253 
8806140041 
8606140041 
686&1 40233 
68 961 40233 

8606140233 
880S140261 
60051 40261 
8606140278 
8B0S1 40270 

8806140348 

8806140340 

8806140350 

8806140350 

8800140533 

3006140533 
8906150015 
D80616001 5 
8806150469 
8D06150469 

8806160122 

6806160-122 

0006170145 

8806170145 

8806210041 

8B062 10041 
8806210101 
8606210101 
0805210167 
6B062101B7 

8606210308 
6809210308 
680022001 1 
8006220011 
8006220011 

B 8062 202 69 
0806220269 
8808230269 
&806230269 
0806270300 

8006270300 

0806280304 

8806200364 

3B060B0252* 

8806030055 

D8060301 14* 
8B06080073* 
90061301 71 4 
CB0614021Q 
8806160392 

88061 70231 
8B062000BB 
8806220030* 
880C220358* 
8806 HOI 28 

BB0623006S 

8809300272 

8805250337* 

8806140164* 

8707240034* 

6806010260 
8 0060600 00 
80 06060095 
8006060210 
0006070033 

8800000040 

8806080059* 

8806140003 

8806140000 

8806140058 

8606140-072" 

8806200102 

8900200104* 

9006230293 

6006280340" 

0006290351 4 
8806300015 
8806300023* 
6606300026* 
6806290230 

8606270206* 

8606270237 

8806150123 

8806270345* 

8606280262* 

8900270229 

8005260133 

8805260343 


SUBJECT 

CATEGORY 

50-336 K 

50*213 R 

50-213 R 

50-213 P 

50-213 P 

60-213 P 

50-336 P 

50-336 P 

50-245 O 

50 245 G 

50 336 P 

50 336 P 

50 213 P 

50 213 P 

50 213 F 

£0213 F 

50 213 F 

50 213 F 

50 213 F 

50213 F 

50 245 F 

50 245 F 

50 245 P 

50 245 P 

50336 P 

50 336 P 

50 245 F 

50 245 F 

50 213 F 

50-213 F 

50-336 P 

50-336 P 

50 213 O 

50-213 Q 

50*213 Q 

60-213 F 

50-213 F 

60-423 P 

60-423 P 

50-336 P 

50 336 P 

50 213 P 

60 213 P 

50 445 G 

60 341 P 

50 282 P 

50 341 P 

50 292 P 

50 341 G 

50315 P 

ORG 

50 155 P 

60 315 P 

60 316 P 

50 271 G 

50-271 G 

50-271 G 

50-267 Q 

50-205 Q 

PR 

ORG 

ORG 

ORG 

ORG 

ORG 

60 203 G 

50-203 G 

60 482 P 

ORG 

BO-44 0 P 

50 440 P 

60-219 P 

50 155 P 

ORG 

50 402 P 

50 492 P 

50 490 G 

60 498 G 

60-40B G 

OHG 

WASTE RES 
50-443 H 

PR 

60-313 Q 

50-498 Q 

50*443 H 

50 271 P 

50*271 Q 



372 PERSONAL AUTHOR INDEX 


AUTHOR 


MURPHY.W.P 
MURPHY.W.P 
MURPHY.W.P 
MURPHY.W P 
MURPHY.W.P. 

MURPHY.W P 
MURPHY.W P. 
MURRAY.B 
MURRAY.B 
MURRAY, 8 

MURRAY.J= 
MUSOLF.D 
MU-SOL F.D 
MUSOLF.D 
MUSOLF.D 

MUSOIF.D 

MUSOLF.D 

MUSOLF.D 

MUSOLF.D 

MUSOLF.D 

MUSOLF.D 
MUSOLF.D 
MUSUMERI.J 
MYERS, CJ 
MYERS.C J 

MYERS, H 
MYERS, P.M 
MYERS, P M 
MYERS.T J 
MYRABO.A L 

NADEAU ,L 
NA1K.J A 
NA1K.J A 
NA1K.J A 
NALEPKA.0 S 

NALEZNY.C L 
NAPOLI TANO, A O 
NARBUT.P.P 
NARBUT.P P 
NARDl.A J 

NARDONE.P. 
iNARGI.R D 
NAUMAN.OA 
NAUMAN.D A 
NAUMAN.OA 

NAUMAN.OA 
NAUMAN.OA 
NAUMAN.OA 
NAUMAN.OA 
NAUMAN.D A 

NAUMAN.OA 

NAUMAN.OA 

NAUMAN.OA 

NAUMAN.OA 

NAUMAN.OA 

NAUMAN.D A 
NAUMAN.OA 
NAUMAN.OA 
NAUMAN.OA 
NAUMAN.OA 

NAUMAN.O A 
NAUMAN.D A, 
NAUMAN.OA. 
NEIGHBORS^ D 
NEIGHBORS. J D, 

NEIGHBORS^ D. 
NEISLERJ H 
NEJFELT.G. 
NELKENS.S 
NELSON, D 


ACCESSION SUBJECT 
NUMBER CATEGORY 


5-0 271 
50-271 
50 271 


88053 10001 
8806060-228 
8806130039 
8806140443 50-271 

8806150374 50-271 

8806150435 50-271 

8806150497 50-271 

8806020159 50-252 

8806030189 50-131 

8806140224* 50 450 

9806200182* PR 
8805240212 50 263 

8005250215 50-202 

8005250258 50 282 

8006010177 50 282 


0806030155 

S0O61OOO54 

0006160006 

0006160099 

B0O621OO20 

6006220014 
6808270311 
60063004 3B 
600526031 T 
6006100189* 

6806210185* 

6804290231 

6806010049* 

6805250301* 

6806220014 

6806240230 

6806170174 

6806230029 

8806230195 

8006010097 

0005170326* 

8B06270283 

8605270057* 

8606270211* 

8606070393 

8606150227 

B806290203* 

0803140288 

6805250211 

0805250227 

8805250299 

8805250312 

8805250377 

8005270023 

8006010141 

6806030119 

6006030313 

8806070079 

8606130300 

8608150004 

8806160062 
B8061 60155 
8B061 60310 
8806170142 
8806200027 

9 B06 230266 
0806280208 
6806200375 
8806030166 
8806160339 

8806300327 

0606280103* 

0806210162* 

0806020253 

8806200486* 


50 262 
50 282 
50 263 
50 263 
50 282 

50-263 

50-263 

50-443 

50-312 

50-312 


50-390 A 

WASTE MGT 
WASTE MGT 
50-346 P 

60-263 R 


50-443 

50-327 

50-327 

50-327 

50-305 

50-423 

50-443 

60-275 

60-344 

70-1151 


50-443 R 

CONTRACT 
50-395 S 

50-395 P 

50-395 P 


50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50-395 

50 395 
50 395 
50 395 
50 395 
50 395 

50-395 
50 395 
50-395 
50 206 
50 286 

60-208 
50 440 
50-440 
PR 

50-369 


V 
P 
P 
P 

s 

P 

s 

s 

R 

P 

R 

F 

S 

fl 

Q 

P 

F 

P 

P 

F 

P 

Q 

V 


AUTHOR 


NEWSOME, R W 
NEWSOME, R V/ 
NEWTON, R 
NEWTON, R A 
NEWT0N.R A 

NEWTON, T H 
NICHOLAS, J B 
NICHOLAS, J B 
NICHOLS, AO 
NICHOLS.BD 

NICHOLS.D R 
NICHOLS.V 
NICHOLS, VC 
NICHOLS, W F 
NICHOLS VM 

NICHOLSON.A 
NICHOLSON.L E 
NIEVES, D 
NIGHTINGALE.T 
NILAND.RZ 

NJMITZ.R L 
NIMITZ.R L 
NINH.S 
NINOMIYE.RB 
NOLAN, R A 

NOONAN.TP, 
NOONAN.T P 
NOONAN.TP 
NOONAN.TP 
NOONAN.TP 

NOONAN.TP 
NOONAN.TP 
NOROERHAUG.L 
NORDERHAUG.L R 
NOROERHAUG.L R 

NORELIUS.C 
NORELIUS.CE 
NORELIUS.C E. 
NORELIUS.CE 
NORELIUS.CE 

NORELIUS.CE 

NORELIUS.CE 

NORK.EW 

NORRHOLM.L 

NORRHOLM.L 

NORRHOLM.L J 
NORRHOLM.L J 
NORRIS, J A 
NORRIS.J A 
NORTH, HS 

NORTH, PJ 
NORTH, P J 
NORTH, P J 
NORTH, P J 
NORTON, E 

NORTON, J 
NUNES, HP 
NUTJLE.J 0 
NYREN.C E 
O’CONNOR.D J. 

O'CONNOR, PW 
O'CONNOR, P.W. 
O'CONNOR, PW 
O'CONNOR, P,W 
O'CONNOR, P W, 

O'CONNOR.PW 
O'DELL, LD 
O' LEARY, PM 
OB ENCHAIN, OF 
ODAR.E 


ACCESSION SUBJECT 


NELSON, R 

8806270210 

50 443 

H 

ODAR.E 
OFT.RR 
OLDHAM, J G 
OLDHAM, J G 
OLDHAN.J 

NELSON, R A. 

8806080313 

50 344 

T 

NELSON, R A 

8806090095 

50 344 

T 

NELSON ,R C. 

8806260253 

REGGD 


NELSON ,WC 

8808270040* 

50 3B2 

O 

NEMETHY.E 

NERON.G 

8806140405 

800615-0433* 

50-322 

50-336 

H 

R 

OLIVADOTJ.J R. 
OLIVIER, J P 
OLMSTEAO.C A 
OLMSTEAD.C A 
OLMSTEAD.C A. 

NERON.G 

8006290370* 

50 336 

R 

NERSES..G 

8806220198* 

50 445 

A 

NERSES.V 

8806170122 

50 4 43 

P 

NESRSTA.JJ 

8806220010 

50-498 

R 

OLMSTEAD.C A 
OLMSTEAD.C A 
OLMSTEAD.C A 
OLMSTEAO.C A 
OLSEN, A F 

NETZER.B E 
NEUHALFEN.A P 
NEWBUflGH.G, 

0006150105 

8006140528 

0006140400 

PR 

PR 

50 245 

R 

NEWMAN.J R 

0806160202 

50 498 

P 

NEWMAN.J R 

6606160202 

50-498 

P 

OLSENJ.T 
OLSEN.T T 
OLSEN.T T. 

NEWMAN.J R 

6BO016O2O2 

50-498 

P 

NEWMAN.J R 

8606160202 

50-49B 

P 


NUMBER 

CATEGORY 

0805250158* 

50 348 

Q 

8606070414* 

50 280 

Q 

8806010262 

TOPREP 


8006080071 

TOPREP 


8006290163 

50 3 

P 

8806140349 

50 443 

H 

8805310203* 

50 287 

Q 

8806090110* 

50-298 

O 

8806150358 

PR 


8606100179 

NUREG 


8006280251 

50 327 

P 

8006270009 

50 443 

H 

8806270003 

50 443 

H 

8808270213 

50 443 

H 

8806270135 

50 443 

H 

8006100276 

50 275 

S 

9606070199* 

50 280 

Q 

6806220169 

FOIA 


8006230126 

NUREG 


8006140182 

50 443 

H 

8805270140* 

50-309 

P 

8806010036* 

50 220 

Q 

8806020095 

50 321 

S 

8606150226 

PR 


8B06150129 

PR 


8006060217* 

50 412 

Q 

6806090327 

50 412 

S 

8806100060 

50-334 

S 

0806100176 

50 334 

s 

0806130006 

50 412 

s 

8806130044 

50 334 

p 

8606280212 

50 334 

S 

8006010011 

50-529 

s 

60061 002QB 

50-528 

s 

8006290242* 

50-142 

0 

8806210123 

l&E 


0805250297 

50 440 

Q 

8806100237 

50 341 

F 

8606200166 

50-454 

Q 

8Q06210423 

50-254 

P 

8006220162 

50 454 

P 

8006230106 

50 263 

Q 

0806140295 

PR 


0800170203* 

50-454 

P 

8806230314* 

50-254 

P 

8606170062* 

50 373 

P 

8806210304* 

50 456 

P 

8006200018 

50 295 

F 

8806210409 

50 295 

F 

0806160096 

50-73 

S 

8806020125 

50-270 

S 

060609008B 

50-287 

S 

B806220042 

50 287 

s 

8806270349 

50 269 

s 

0806270041 

50-443 

H 

8806150019 

50-443 

H 

8B06130050 

WASTE MGT 

8806270116 

50 443 

H 

0606150386 

50 443 

H 

8606100243 

60 3 

J 


8806020272 

8806020319 

8806130387 

8806130388* 

8606170163 

8B06290325 

8B062B0206* 

8806280200* 

0806160082* 

8806220236* 

0806220261* 

8805250136* 

8005270117 

8806300344 

8806270293 

0606140135 

0604190014 

8006020037 

8006030076 

8806030370 

8806090162 

8806140572 

8606230223 

8606240019 

8606300095 

8006010112 

8806020158 

8806220192* 


50-482 
50 482 
50 482 
50 482 
50 482 

50-402 
50-255 
50-321 
FOIA 
50 445 


50 445 A 

50 400 P 

WASTE MGT 
WASTE MGT 
WASTE MGT 

PT21 

WASTE MGT 
50-344 S 

50-344 S 

50-344 S 


50 344 
50 344 
50 344 
60-344 
70-824 

40-1341 
40-1341 
40 1341 


AUTHOR 


OLSEN.T T 
OLSHAN.L 
OLSHAN.L N 
OLSON.OW 
ORDERS, W 

ORENSTEIN.H K 
ORIO.C D 
ORSER.WS 
ORSER.W S 
ORSER.W S 

ORSER.WS 
ORSER.WS 
ORSER.WS 
ORSER.W S 
ORSER.W S 

ORSER.WS 
ORSER.WS 
ORSER.W.S 
ORSER.WS 
ORTIZ.N R 

ORTIZ, N R 
ORTIZ.N R 
ORTIZ.N R 
OSBORN.TG 
OSBORN.T.G 

OSTER.J 

OSTER.J 

OSTER.J 

OSTER.J 

OSTRACH.S 

OSWALD.BA 
OUELLETTE, A 
OVERLOOK, P. 
OWCZARSKI.P C 
OWEN, AW 

OWEN.B 
OWEN.R 
OWEN.W H 
OWSLEY.G 
OWSLEY, G 

OWSLEY.G 

OWSLEY.G 

OWSLEY.G 

OWSLEY.G 

OWSLEY.G 

OWSLEY.G F 
OWSLEY, G.F 
OWSLEY.G F 
OWSLEY.G F 
OZMUN.T. 

PACKARD, G C 
PAGE.M 
PAUUG.J R 
PALOMINO.F G 
PALOMINO.FG 

PALUSAMY.S S 

PANGBURN.GC 

PAPANIC.G. 

PAPANIC.G 

PAPANIC.G 

PAPANIC.G 
PAPERIELLO.C 
PARAS, N 
PARKINSON.K 
PARLER.WC 

PARRY, W 
PASCIAK.W 
PASCIAK.W J, 
PASCIAK.W, J 
PASCIAK.W.J. 

PASCIAK.W.J 
PASCIAK.W J. 
PASCIAK.W J 
PASSER.H.C 
PASTJS.H N 

PASTIS.H N 
PASTIS.H.N 
PASTIS.H N 
PASTIS.H N 
PASTIS.H N 

PASTORE.J 
PASTVA.M J 
PASTVA.M J 
PASTVA.M J. 
PATE.RJ. 

PATE.R.J, 

PATE.RJ. 

PATE.R J 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8806240106* 

' 40 8029 


8805160216 

SO 454 

P 

8BO0 170253 

50 454 

P 

8806240007 

PR 


8 806200 4 B6* 

60 369 

Q 

8806270004 

50-443 

H 

8806150029 

PR 


8805310237 

50-341 

s 

0806010004 

50-341 

5 

0806010208 

50-341 

S 

8606030042* 

50 341 

R 

8B0G030349 

50-341 

S 

8806100074 

50-341 

S 

8806130025 

50-341 

S 

8806130063 

50-311 

S 

8B06140477 

50 341 

S 

8808160022 

50 341 

S 

8806160199 

50 341 

S 

0806220321 

50-341 

n 

8005260272 

WASTE RES 

8806100203 

WASTE RES 

8806210092 

WASTE RES 

8806P20123 

WASTE RES 

8806290503 

40 8904 


8806300412 

40 8004 


8B0Q010057 

50 10 

j 

8806010293 

50 456 

j 

8806020306 

50 454 

j 

8806090166 

50 454 

j 

8806230152 

NUREG 


8006240188 

50 443 

H 

8806270195 

PR 


8806270143 

PR 


6806100179 

NUREG 


0006150058 

50 443 

H 

8006270235 

50 443 

H 

0806270124 

50 443 

H 

0805270075 

50 209 

P 

8806160007* 

FOIA 


8606160033* 

50 416 

P 

8806160145* 

50 416 

P 

8806160140* 

60 416 

P 

0806160190* 

50 416 

P 

8OO016O2BO* 

50 41G 

P 

8806160309* 

50 416 

P 

8806160095* 

50 416 

P 

8806160125* 

50-410 

? 

0808100309* 

50-410 

P 

0006170251* 

50-416 

P 

88 0624 001 7 

PR 


0806160324 

50-255 

rt 

0808140146 

CONTRACT 

8006070350* 

TOPREP 


8006230003 

50-322 

G 

0006230080 

60-322 

G 

G008160400* 

50 457 

P 

0005270006 

27-47 


8006020046 

60-29 

Q 

8006030033 

50-29 

P 

8006060252 

50-29 

F 

0006200036 

60-29 

Q 

0006200140 

l&E 


8006270053 

50 443 

11 

B80 60 70250* 

50 165 

a 

0805130269 

SECY 


0006150016 

PR 


0006150404* 

50 333 

G 

8805270105* 

50 334 

a 

8806150395* 

50 354 

□ 

8800150443* 

50 289 

Q 

8006210262* 

50 320 

Q 

8806220069* 

60 209 

O 

0806220147* 

50 220 

Q 

8806140235 

50 443 

H 

8006070352 

50 269 

P 

8806070402 

60 269 

P 

0806080292 

50 269 

P 

8806170302 

50 269 

P 

0000210306 

50 260 

P 

8806210322 

SO 269 

P 

00061 4055Q 

50 443 

H 

8806010038 

50-325 

S 

8006030126 

50 325 

s 

8006100077 

50 324 

s 

0005260007 

50 528 

0 

8805270033 

50 275 

Q 

8005310265 

50*528 

O 

8806310257* 

50-528 

Q 



PERSONAL AUTHOR INDEX 373 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

PATE, Ft J 

6B06010042 

50-312 

V 

PETERSON, M R. 

8006109081 

XPORTLIC 


POOLE ,G R 

66061 30375* 

CONTRACT 


PATE.fl J 

8006000268 

50 344 

G 

PETERSON, M R 

8806140470 

XPORTLIC 


POPPEJW 

8B€ 01 50296 

50-443 

H 

PATEjTJ 

B80G100147 

50-344 

Q 

PETERSONS R 

B8061 40514 

XPORTLIC 


POSTLEW A IT ,T K 

6606060106 

50-316 

S 

PATE.R J 

8B06100150* 

50-344 

Q 

PETERSON, M R 

8B06 150250 

XPORTLIC 


POTAPOVS.U 

0806230030* 

50-275 

Q 

FATE.R J 

B8061 30337 

50-228 

V 

PETERSON, M R 

8606150401 

XPORTLIC 


POTRY.B 

8806270047 

50-443 

H 

PATE.FU 

8806140370 

50 344 

Q 

PETERSON, M R. 

8006210072 

XPORTLIC 


POTTER, J 

8806020100 

WE 


PATE, Ft J- 

BB062200Q2 

50-39/ 

O 

PETERSON.M F 

0805210136 

XPORTLIC 


POUDRIER.KA 

B8061 50378 

PR 


PATER J 

8006280101 

50 397 

V 

PETERSON, MR 

8806210145 

XPORTLIC 


POUDRIER.M 

0306270092 

PR 


PATE.R J 

8806280216 

50-397 

0 

PETERSON, MR 

6805210193 

XPORTLIC 


POULES.M A 

0006270140 

50 443 

H 

PA TEL, C P 

GB06030199 

50-260 

Q 

PETERSON, MR 

8806210315 

XPORTLIC 


POULK.R M. 

8806030118 

50 324 

S 

PATEL.C P, 

6606200308 

50-280 

P 

PETERSON, MR 

6800230194 

XPORTLIC 


POULK.RM 

0806100134 

50 324 

s 

PATEL, C P. 

8806210500 

50 280 

P 

PETERSON, MR 

6000200039 

XPORTLIC 


POWELL,! B 

8006060006* 

50 300 

o 

PATEL.C P 

CD06270227 

50-280 

P 

PETERSON.M R 

G 80629 GO 57 

XPORTLIC 


POWELLWJ 

8006140210 

50 443 

H 

PAT EL, CP 

88Q6290339 

50 280 

P 

PETERSON, MR 

8806290076 

XPORTLIC 


POWER, MS 

0806130330 

WASTE MGT 

PATRICKWC 

8806080027 

WASTE MGT 

PETERSON.M R 

8806290080 

XPORTLIC 


POWERS ,C M 

8B06080289 

50 39-7 

S 

PATTER SON.C A 

8806060135* 

50-424 

Q 

PETERSON.M R 

8006290092 

XPORTLIC 


POWERS, C M 

08060901 15 

50 397 

S 

PATTER&ON.J 

B606230260* 

60 483 

Q 

PETERSON.M R 

0006290103 

XPORTLIC 


POWERPC M 

8808160090 

50-397 

S 

PATTERSONJ P 

8806070002* 

50 4G1 

Q 

PETERSON.M R. 

88062 901 t? 

XPORTLIC 


POWERS ,C M 

6606160370 

50-397 

R 

PATTER SON. J P 

0B061 50267* 

50 331 

Q 

PETROSINO.J J, 

8606150091* 

QA999 


POWERS.C M 

8 DC 621 0218 

50-307 

S 

PATTON ,J 0 

0806290289 

40 0102 


PETSCHAUER,KL 

68Q6O9025Q 

50 213 

S 

POWERS.C M 

6B0622O24& 

50-39/ 

s 

PATTONJ D 

8806290295* 

40 0102 


PETTENGILL.HJ 

D80C010D93 

40 6659 


POWERS, CM 

8806220301 

50-397 

s 

PATTON, R. A 

0806150212 

50-443 

H 

PETTENGILL t HJ 

8806010095* 

40 66&9 


POWERS.C M 

8&06280354 

50-397 

s 

PAUL.RA 

BB06100012* 

50 305 

Q 

PETTENGILL.HJ 

6006010172 

40 0661 


POWERS, O A 

8806000023 

ISE 


PAUL,* A 

8006150256* 

50-266 

Q 

PETTENGILL.HJ 

0806020054 

40 8&03 


PRELL.JA 

0805240237* 

50 244 

Q 

PAULITZ.FP 

8B0G290253* 

60 327 

Q 

PETTENGILL.HJ 

8006030347 

40 8693 


PRENDERGAST.K 

8805260023* 

60 275 

Q 

PAULK, C 

8806060014* 

50-340 

Q 

PLTTENGILL.HJ 

8806060081 

40 8584 


PRESTHOLT.PT 

0006030264 

WASTE MGT 

PAULK.G L 

8806030302* 

60 259 

Q 

PETTENGILL.HJ 

80D6O6OO94 

40-1162 


prestholt.pt 

8006070390 

WASTE MGT 

PAULK.GL 

8806200425* 

50-250 

Q 

PETTENGILL,H J 

0806060114 

40-3904 


P REST HOLT ,P T 

00061 30277 

WASTE MGT 

PAUL SEN ,J A 

BB06270217 

PR 


PETTENGILL.H J 

8006060128 

40-299 


PRESTHOLT.PT 

8006130296 

WASTE MGT 

PAULSON ,W A 

8806020343 

50-450 

P 

PETTENGILL.H J 

8806070013 

40-3453 


PRESTHOLT.P.T 

0006210194* 

WASTE MGT 

PAULSON, W A 

0806060080 

50-458 

P 

PETT6NG1LL.H J 

8806210016 

40 8584 


PRESTHOLT.P T 

0806240008 

WASTE MGT 

PAULSON, W A 

8Q06060003* 

50-4 5 B 

P 

PETTENGILL,H J 

0006210019* 

40-8SB<i 


PRESTHDLT.PT 

68Q 62 70201 

WASTE MGT 

PAULSON.WA 

0806210435 

50 458 

P 

PETTENGILL.HJ 

0006210029 

40-1162 


PREVATTE.RL 

0006060100* 

50-395 

Q 

PAWLAK.P j 

8806100104 

50-295 

S 

PETTENGILL.H J 

8006210032* 

40 1162 


PRICE, HL 

6101160143* 

50-155 

P 

PAYNEJ. 

8806230 12G 

NUREG 


PETTENGILL.HJ 

BB06280Q62 

40 4492 


PRICE, H L 

8101160171* 

50-155 

P 

PFARCE.P 

8006200408 

50 443 

H 

PETTENGILL.H J 

6806200066* 

40 4492 


PRICE.H L 

8000210217* 

WASTE MGT 

PEARIGEN.M D 

8006300110 

50 604 

G 

PETTENGILL.HJ 

8806280069* 

40 4492 


PRICE.HL, 

0806210234* 

50-155 

S 

PEARIGEN.M D 

8B06300113 

50 603 

G 

PETTENGILL.H J. 

8609280130 

40 299 


PRICE.H L 

5000210239* 

50-155 

S 

PEARRING, J 

0806070397 

WASTE MGT 

PETTENGILL.HJ 

' 6806280139* 

40-299 


PRIOR .S 

8006150032 

60-443 

H 

FEEBLEST A 

880G200208* 

50-269 

Q 

PHENIT.A 

8006020248 

50 443 

H 

PRIVIDY.LJ 

0006220140* 

50 244 

O 

PEGBLESjA 

8806200486* 

50-369 

Q 

PHILCRANTZ.C 

0606300379 

50 443 

H 

PR1VIDY.LJ 

0806200000* 

50 317 

Q 

PE LLET.JL 

8005250306* 

50 313 

V 

PHILLIPS M P, 

8006150260* 

50 -154 

Q 

PRIVIQY.L J 

8806260001 * 

50-317 

a 

pelletjl 

8806230142* 

50 482 

V 

PHILLIPS, A A. 

8806270169 

60 443 

H 

PROCTOR, S 

QB06160106 

50 443 

H 

PELLETJL 

8006260063* 

50-408 

Q 

PHILLIPS, H S. 

8006300 2 S3* 

50-445 

Q 

PROKUSKLB. 

0806270248 

50 443 

H 

PELLETIER . J P 

0805250390 

50-271 

S 

PHILLIPS, LE 

0805250195* 

50-373 

Q 

PROVENCHER.R B 

0806270303* 

40 8027 


PELLET IER,J P 

6606020289 

50 271 

s 

PHILLIPS.L E 

8806240152 

TOP REP 


PROVENCHER.R B 

8806200275* 

40 8027 


PE N DERG AST, J 

8806010004 

50-341 

s 

PHILLIPS.MP 

6806150131* 

50*461 

Q 

PROVENCHER.RQ. 

8806300401 * 

40 8027 


PENDERGAST.J 

QB06100074 

50 341 

s 

PHILLIPS, M P. 

6806180189* 

50-346 

Q 

PROWLES.E D 

6806240166 

60-443 

H 

PEUOERGAST.J 

8806140477 

50-341 

s 

PHIL UPS, M.P 

0806160249* 

50 331 

Q 

PUGLISI.S, 

8BO&240210 

50-443 

H 

PENDERGAST.J 

8B06160199 

50 341 

s 

PHILLIPS, M P 

8B061 50346* 

50 255 

Q 

PUPLIS.A.S 

6005260310 

50-316 

R 

PENDOLEV.OM 

8006270069 

50 443 

H 

PHILLIPS.WC 

8BG6O3036O 

50 285 

S 

PURUS, AS 

0805260335 

50-316 

R 

PENNINGTON.WS 

8606290134* 

40 3392 


PHILLIPS, WC 

C0OG1 30157 

50-285 

S 

PUPLIS.AS, 

8006220001 

50-316 

R 

PENNINGTON ,W S 

8806290458 

40-7102 


PHILLIPS,WS 

880607041 1 

WASTE MGT 

PUTNAM.C H 

0806230162 

NUREG 


pereiradb 

6806100163* 

50-344 

Q 

PH1LLIPS.W S. 

8606080072* 

WASTE MGT 

PUTUANC.R F 

8806140460 

60 443 

H 

PER KINS, J 

8806270109 

50-443 

H 

PICKARD, N T. 

6806300198* 

50 443 

G 

QUAIN.P 0 

8806090167* 

XPORTLIC 


PERKINS.K E 

0006030075* 

50-483 

P 

PltBERG,S 

&B06230264 

50-261 

V 

QUAIN.P B 

0806150265* 

XPORTLIC 


PERKINSES 

0006030220* 

50 440 

P 

PINKEL.L 

8806140013* 

WASTE MGT 

QUAIN.P B 

0006220109 

XPORTLIC 


PERKINS.K E 

8006170276* 

50 346 

P 

PIRTLE.GL 

8806240011* 

50-483 

Q 

QUAIN.P B 

6806230177 

XPORTLIC 


PERKINS.K E 

8806240131* 

50-346 

P 

PITTS.Y M 

8806210402* 

CONTRACT 


QUAIN.P B 

8806290014 

XPORTLIC 


PERKINS.K E 

0806290183 

50 483 

P 

PITTS.Y M. 

0806220295* 

CONTRACT 


QUAIN.P.B. 

0806290021* 

XPORTLIC 


PERKINS.K, £ 

8B06290322* 

50 305 

P 

PIZ2UTI.RP 

0806150231 

50-443 

H 

QUAIN.P, B 

6806290111 

XPORTLIC 


PERKINS.K E 

8006290375* 

50-266 

P 

PLENIEWICZ.R 

0806090299 

50-455 

S 

QUALLS, PM 

8B0 526031 1 ' 

50-312 

Q 

PE RKINS.K E 

8807010007* 

50 331 

P 

PLENIEWiC2 f R 

8806160132 

50 454 

R 

QUALLS.P M 

8600100189* 

50-312 

Q 

PERKINS, T J 

0006020323 

50-220 

S 

PLENIEWICZ.R, 

8806230261 

50 455 

S 

QUAY,! R 

6806030339 

50-341 

O 

PERKINS.T J 

8806160088 

50-410 

P 

PLENIEWICZ.R 

8BO6280058 

50-454 

S 

OUAY.TR 

8809080069 

60-341 

P 

PERKINS JJ 

0806200126 

50-220 

s 

PLENIEWICZ.R. 

6806290369 

60 454 

R 

QUERIO.R E. 

8&06010150 

50-466 

R 

PERKINS.T J 

8806200133 

60 410 

R 

PLETT.F R 

0006150417 

50-443 

H 

QUERIO.R E 

8806030315 

50-456 

S 

PERKLNS-GREW.S 

0006150202 

PR 


PLIML.G J. 

8806020104 

50 295 

S 

QUERIO.R E 

8806170151 

50 457 

S 

PERRY, WF 

8806270021 

50 443 

H 

PLIML.G J 

8806020210 

50-296 

S 

RAMIREZ, A, L, 

8806130316 

WASTE MGT 

PERSINKO.D, 

8006080221 

50-346 

P 

PLIML.G J. 

8606100184 

60 295 

s 

RAMSETT.L A 

8805250194 

5Q 346 

F 

PESHEUJ, 

0806020291 

WASTE RES 

PLIML,G J 

8&06160115 

50-295 

n 

RAMSETT.L A. 

8806160081 

50 346 

F 

PETERSON.C H. 

8806160440 

WASTE MGT 

PLOSKI.T 

8006230250* 

50 433 

Q 

RAMSEY, C 

0805270030* 

50-275 

Q 

PETERSON.C H. 

0806270255 

WASTE RES 

PLOURDEJ) A. 

B805270088 

50 443 

H 

RAMSEY, C. 

8806100155* 

50 344 

Q 

PETER SON.G C. 

8806080096* 

50-322 

F 

PLOURDE.P. 

8806300304 

50-443 

hi 

RANALU.fl M. 

8006270039 

50 443 

H 

PETERSON ,aC 

8806090047 

50 450 

F 

PLUMLEE.G L 

8005310040 

ORG 


RANDALL ,W.M. 

8806270056 

50-443 

H 

PETERSON, MR 

8805310228 

XPORTLIC 


POHLE.J A 

8B06230071 

WASTE RES 

RANDAZZAJ B 

8806280032 

50-309 

P 

PETERSON.M R 

8606010039 

XPORTLIC 


POUCH J 

8005260011* 

50-528 

Q 

RANEY, R G 

6806220104* 

WAS! E MGT 

PETERSON, M R 

8806010079 

XPORTLIC 


POUCH, T 

8605260181 

50-528 

S 

RANGE.D.M 

8006290250 

40-8102 


PETERSON, MR 

8806010154 

XPORTLIC 


POLIVKA.R.M, 

8006200009* 

50-298 

P 

RAPHAELS. 

6809140262 

60 443 

H 

PETERSON ,M R 

6806010173 

XPORTLIC 


POLLACK.M J 

6806010024 

50-272 

S 

RASMUSSEN.N 

8606230139 

NUREG 


PETERSON, MR 

6606010191 

XPORTLIC 


POLLACK, M J 

0006010064 

50-311 

S 

RAWSON.aS 

8 SO 629 0063 

50 443 

H 

PETERSON, M R 

8806010211 

XPORTLIC 


POLLACK M J 

8806020181 

50 311 

S 

RAY.MJ 

8806233290 

50 327 

P 

PETERSON, M R 

8600010261 

XPORTLIC 


POLLACK ,M J. 

8806090040 

50-311 

S 

RAY.M J 

880623-0327 

60 327 

P 

PETFRSON.M R 

0806060105 

XPORTLIC 


POLLACK.M J 

8006090130 

60-311 

s 

RAY.T 

08062Q034G* 

XPORTLIC 


PETERSON, M R 

8806090163 

XPORTLIC 


POLLACK, M J, 

8806220347 

60311 

s 

RAYNES.R 

8806100235 

50 528 

H 

PETERSON, M R 

8806090170 

XPORTLIC 


POLLACK.M J 

8006230045 

50 272 

s 

RAYNOR, T 

6806150391 

PR 


PETERSON, M R 

8606090266 

XPORTLIC 


POLLARD.RD 

8806140169* 

50 443 

G 

READ M F. 

8806270313 

WASTE RES 

PETERSON, M R, 

8806090270* 

XPORTLIC 


POMANTE.D J, 

8606270012 

50 443 

H 

REAGAN, P,L 

8D061 50432 

PR 
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REAVIS, J A 

8805260319 

50 269 

fl 

REAVIS.J A 

8805260323 

50 413 

H 

REAVIS.J A 

8805260329 

50 369 

R 

REAVIS.J A 

8806220058 

50-269 

R 

REAVIS.J A 

8 BO 6220067 

50 413 

R 

REAVIS.J A 

8B06220073 

50 369 

R 

REDMOND.R F 

8606060154 

50 150 

P 

REED.E D 

8606150014 

PR 


REED.JW 

8606230152 

NUREG 


REEVES.D L 

8606030141 

50 29 B 

S 

REEVES.D L 

8606080233 

50 298 

S 

REEVES.D L 

8006160268 

50 298 

s 

REEVES.E A 

8806080219 

50 34B 

p 

REEVES.E A 

8606080231* 

50 34B 

p 

REEVES.E A 

8606130189 

50 34 B 

p 

REHM.T A 

8601 190320* 

50 49B 

p 

REHM.TA 

8606020205 

COMMISSION 

REHM.T A 

8606070249 

COMMISSION 

REHM.TA 

8806160338 

COMMISSION 

REHM.TA 

8606220215* 

50 498 

p 

REHM ,T A 

8606290127 

COMMISSION 

REHM.TA 

8806300300 

COMMISSION 

REIFF.J J 

8806140144 

PR 


RE ILLY, M E 

8806 300396 

50 443 

H 

REINMUTH.GW 

8 80 6230003* 

50-275 

Q 

REINMUTH.G W 

8806230030* 

FOIA 


REIS.T 

8 B0 6 130065* 

50 205 

Q 

REISJ 

8B08149164* 

50 2B5 

Q 

REMICK.SG 

8806150100 

50 443 

H 

REMILLARD.H 

88061 5Q3 14 

PR 


RENZ.W F 

6806150251 

PR 


RESCHESKE.P R 

8806150131* 

50 461 

Q 

RESNIKOFF.M 

QB06070057 

FOIA 


RESNIKOFF.M 

8806070062* 

FOIA 


flESSLER,WC 

88060 90285 

50 289 

R 

REYES.L A 

8806080225 

50-330 

Q 

REYES.L A 

8806200446 

50 269 

S 

REYNOLDS, J J 

8006140198 

50 443 

H 

RICCI. A 

0806140231 

50 443 

H 

RICE.PD 

8805310242 

60 425 

0 

RICE.RM 

8806010125 

50 255 

F 

RICHARDS.E H 

88062301 58 

NUREG 


RICHARDS.S 

880526001 1 * 

50-528 

Q 

RICHARDS.S 

8B052601 81 

50-528 

S 

RICHARDS.S 

8805270038* 

50-275 

Q 

richards.s 

0806000104 

50-528 

S 

RICHARDS.S 

8BD6080269’ 

50-344 

Q 

RICHARDS.S 

8B06100155* 

50-344 

0 

RICHARDS.S A 

8505310260* 

50-528 

Q 

RICHARDS.S A 

8806220083* 

50-397 

Q 

RICHARDS.S A 

8806280228’ 

50-397 

Q 

RlCHARDSONjD £ 

8806150154 

50-443 

H 

RICHARDSON.P 

0806240181 

50-443 

H 

RfCHARDSON.S 

0806160154 

50-320 

S 

RICHARDSON, S 

68Q6300354 

50-320 

S 

RICHARDSON, S D 

8806020160 

50-327 

P 

RICHARDSON.S D 

8B060303B3 

60-327 

Q 

RICHARDSON. S D 

8606080223 

50-327 

Q 

RICHARDSON.S D 

8806170320 

60-327 

0 

RICHARDSON.S D 

8806170324* 

50-327 

Q 

RICHARDSON.S D 

8606290250 

50 327 

Q 

RICHERY.J E. 

6B0 62401 95 

50 443 

H 

RICHEY, R.B 

8806130357 

50 261 

P 

RICHEY, Ft B 

80061 70235 

50-201 

Y 

RICHEY ,R,B 

8806280156 

60 261 

Q 

RICHMOND, L 

8806270241 

50 443 

H 

RICKER. R 

8806070059 

NUREG 


R IDGWAY, K R 

8805250360* 

50-182 

Q 

RIEDLINGER.BA 

8B06 160105 

ISC 


RIEDUNGER.B A 

0806290135 

ISE 


RfGNEY.P E 

8806280323 

50-133 

S 

RILEY, B 

8006270278 

50 443 

H 

RILEY. J A. 

G8061 60350* 

CONTRACT 


RILEY.R 

6805270232 

WASTE MGT 

RILEY, R. 

8805270238 

WASTE MGT 

RILEY, R 

0805270263 

WASTE MGT 

RILEY.R E. 

8806160394 

PR 


RING.M 

8806000019 

50-237 

S 

RING, M A 

8805250195* 

50-373 

0 

RING, M A 

8806100041 * 

60-373 

Q 

RING.M A 

8808100050* 

50-237 

Q 

RING.M A 

0806140372* 

50-254 

Q 

RIORDAN.B 

8606230166 

NUREG 


RIORDAN.BJ 

8806020321’ 

CONTRACT 


RITTERBERG.R B 

8806220209 

27-40 


RITZMAN.R L 

8806230152 

NUREG 


RIVARD, DA 

8806220022 

50-309 

R 

RIVENBARK.G W. 

8806030140 

50-354 

P 
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RIZZOLO.V N 

8006240093* 

50*142 

Q 

RI2ZOLO.V N 

8606240096* 

50-142 

Q 

ROBERTS, J P 

8006080235 

PROJ 


ROBERTS, J P 

8806170236 

PROJ 


ROBERTS, J P 

8806290177 

50-269 

Y 

RO BERT SHAW, R T 

8806270024 

50 443 

H 

ROBEY.R A 

0806280233 

50 254 

R 

ROBEY, R A 

6806220023 

50 254 

R 

ROBINSON, KW 

0806210402* 

CONTRACT 

ROBINSON, KW 

8006220295* 

CONTRACT 

ROBINSON, L 

8B06200163 

FOIA 


ROBENSON.T 

8B06230166 

NUREG 


ROCK.R B 

8806210052* 

50-277 

Q 

RODE.J A 

8808300361 

70-36 


RODEHAU.TJ 

0006210526* 

CONTRACT 

RODGERSA D 

8806100296 

WASTE MGT 

ROE.JW 

8803010359* 

50-261 

V 

ROE.KK 

8806200242 

TOPflEP 


ROE.K K 

8806200300* 

TOPREP 


ROESSLE.R 

0006150460 

71-9056 


ROFSSLE.R 

8806200351 

71-9056 


ROGAN.R E 

8805260176 

50-320 

R 

ROGER, T 

8806030012 

50 320 

S 

ROGERS.J 

0806270126 

50 443 

H 

ROGERS.JT 

08O622O23B’ 

50-334 

1 

ROGERS.J T 

8806220241* 

50-334 

1 

ROGERS.P 

8806170305 

50 360 

S 

ROGERS, T 

0006170174 

50-327 

s 

ROGERS, WG 

0BO525O286’ 

50-341 

Q 

ROGGE, JF 

8806060135’ 

50 424 

Q 

ROHDE.KG 

0806090298 

50-270 

P 

ROLLER, AN 

OBO6O0O293* 

50-344 

P 

ROMAN.D 

8806230126 

NUREG 


ROMAN.T 

8806170090 

50 220 

R 

ROMAN.T 

0806170200 

50 220 

R 

ROMAN,? 

8006200236* 

50-220 

R 

ROMANO.F R 

8806080107* 

50-352 

G 

ROMANO.F R 

8806300025 

50 352 

G 

FOMNEY.N D 

8B06080245* 

50 354 

Q 

RONAFALVY t J 

8006220041 

50 272 

R 

ROOD.H 

880G030200 

50-275 

P 

ROOD.H 

0006030206* 

50 276 

P 

ROOD.H 

8B06030213 

60 275 

P 

ROOD.H 

8B06300137 

50-275 

P 

ROSANO.R 

0806200144 

50-206 

Q 

RQSANO.R 

80062300B1 

50 456 

Q 

ROSE, HD 

0806010095* 

40 6659 


ROSENTHAL, A S 

BB06080067 

50-250 

G 

ROSENTHAL, A S 

880G230054 

50 352 

G 

ROSENTHAL.C H 

8806140175 

50 443 

H 

ROSOW.D F 

8006020245’ 

50-272 

Q 

ROSS.EF 

0606150104 

50 443 

H 

ROSS.JW 

8006100281 

50 317 

P 

ROSS.T 

8806230307 

50 254 

P 

ROSS.W J 

8006060182* 

50-321 

Q 

ROSS.WJ 

0006240034’ 

50-321 

Q 

ROSSBACH.L 

8606010212* 

50 247 

a 

ROSSBACH.L 

8806290167 

50-247 

s 

ROSSI.C E 

8805240090 

50-3 

Q 

ROSSI.C E 

8805240215 

50 3 

Q 

ROSSI.C E 

8B05270308 

50 3 

Q 

ROSSI.C E 

8806020047 

50-3 

Q 

ROSSI.C E 

8806060025 

50-3 

Q 

ROSSP.C E 

0806090194 

50 3 

Q 

ROSSI.C E 

8 B0 60 90301 

50 3 

Q 

ROSSI.C E 

8806150013 

50 3 

Q 

ROSSI.C E 

8006160186 

50 3 

Q 

ROSSI.C E 

0806200051 

50 3 

Q 

ROSSI.C E 

BB08200306 

60 3 

Q 

ROSSI.C E 

8806210128* 

50-324 

P 

ROTELLA.T 

0006020080 

50 328 

s 

ROTH.J 

0606210215 

70 371 


ROTHERT.W.C 

0804060493* 

50-331 

Q 

ROTHERT.W C 

8806060143 

50-331 

\ 

ROTHERT.WC 

8806100095 

50 331 

Q 

ROTHERT.W.C 

8806220219 

50-331 

Q 

ROTHERT.WC. 

880623021 1 

50-331 

P 

ROTHERT.W.C 

8806280242 

50-331 

Q 

ROUGHAN.C M 

8006070376 

71-9180 


ROUGHAN.C M 

0606070380 

71-9180 


ROUGHAN.C.M 

8806160320 

71-9220 


ROUGHAN.C M. 

0806300174 

71 9163 


ROUSE.LC. 

8806130266 

70 764 


ROUSE.L C 

8806130271* 

70 754 


ROUSE.LC 

8006140042 

70-135 


ROUSE.LC 

8006140240 

70 304 


ROUSE.LC 

6B06150476 

70-734 


ROUSE.L.C. 

8806170281 

70-135 
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ROUSE.LC 

0000200031 

701151 


ROUSE.LC 

8006200035* 

70 1151 


ROUSE.L C 

8006270265 

40 8027 


ROUSE.LC 

8006270297* 

40 6027 


ROUSE.LC 

0806290121 

40 3392 


ROUSE.L C 

8806290130* 

40 3392 


ROUSE.L C 

8806290139 

70-36 


ROUSE.LC, 

0808290145* 

70 36 


ROUSE.L C 

8006260153* 

70 36 


ROUSE.L C 

8806290267 

40 8027 


ROUSE.L.C 

0806290272* 

40 8027 


ROUSE.LC 

8006300061 

70 27 


ROUSE.L C 

8006300066* 

70-27 


ROUSE.LC 

8806300079* 

70-27 


ROUSE.LC 

8806300175 

70-734 


ROUSE.L C 

8806300176* 

70*734 


ROUSE.L C 

6806300161* 

70-734 


ROUSE.LC 

8806300372 

40*8027 


ROUSE.LC 

8B063 00392 * 

40 8027 


ROUSSELOT.L M 

8806210254* 

WASTE MGT 

ROWE.W H 

6B06270224 

50-443 

H 

ROWLANDS W, 

0006130013* 

50-530 

P 

ROY.B A 

8806200114 

71-9222 


ROYSTON.A.B 

8006150040 

50 443 

H 

RUBENSTEIN.L S 

8806020255* 

5D49B 

P 

RU0ENSTEIN.L S 

8B06070418 

50 601 

R 

RUBENSTEIN.L S 

8806170101* 

60 409 

P 

RUBENSTEIN.L S 

8806170128 

50 460 

A 

RUBENSTEIN.L S 

6009210396* 

50 184 

P 

RUBENSTEIN.L S 

8006210496* 

50 382 

P 

RUBENSTEIN.L S 

6806230336 

PROJ 


RUBENSTEIN.L S 

8006290449 

PROJ 


RUBIN, A M 

8006100170 

NUREG 


RU0IN.A M 

0806100170 

NUREG 


RUDJS.M A 

8806150207 

QA0DQ 


RUFF.A, 

8006080129*’ 

60 269 

O 

RUITER.G H 

8806020062* 

69 305 

R 

RUITER.G H 

8806150363 

60 305 

R 

RULAND.W H 

6600060144* 

60-324 

Q 

RUNOLETT.JC 

8806140290 

PR 


RUNKLE.J 

0806140079 

PR 


RUNYAN, M F 

80062B0455* 

50 445 

O 

RUSPI.J 

8BD0O7OO59 

NUREG 


RUSSELL, J L. 

0806270136 

50-443 

H 

RUSSELL, W T 

8805260230 

SO-387 

O 

RUSSELL, W.T. 

8006010178 

50-247 

Q 

RUSSELL, W T 

8606030225 

70-1100 


RUSSELL.WT 

8806000386 

60-293 

Q 

RUSSELL, W T 

8806090053 

50-277 

P 

RUSSELL.WT 

8006130075 

50 272 

Q 

RUSSELL, W T. 

8806200316* 

PR 


RUSSELL, W T 

8806290235 

70-371 


RUSSELL.WT 

8006290248* 

70-371 


RUT0ERG.J 

8806140203 

50 m 

G 

RUTBERG.J, 

0806140213 

50 224 

G 

RUTER.R A 

8806150210* 

QA999 


RUTER.R A 

0806150214* 

QA&&9 


RUTTER, S W 

8806020168 

50-312 

S 

RYAN.MT. 

0006030121 

WASTE MGT 

RYAN.M T 

8006030127* 

WASTE MGT 

RYAN.M.T 

8B06220136 

WASTE MGT 

RYAN.R F 

8806090076* 

50 320 

P 

SAGET.P 

8806070327 

WASTE MGT 

SAGET.R P 

8805260264 

WASTE MGT 

SAGET.R P 

8606060267 

WASTE MGT 

SAGET R P 

8805250150* 

WASTE MGT 

SALAMON.G 

8006010002 

50-250 

S 

SALAMON.G 

8806020092 

50-251 

S 

SALAMON.G 

8006130051 

60 260 

S 

SALAMON.G 

8806170177 

50 250 

s 

SAIUNGER.E.E 

8800270049 

60-443 

H 

SALUNGER.L 

8806270067 

50*443 

H 

SAMUELS, J.L 

0606020194 

50-450 

J 

SAMUELS, J L. 

8006080278 

TOPREP 


SAMUELS, J L 

8806080930 

50-331 

J 

SAMWORTH.R 

8606290101 

60-397 

P 

SAMWORTH.R B. 

8806020221 

60-397 

P 

SAMWORTH.R B 

8806030051 

50-397 

P 

SAMWORTH.R B 

8006210371 

50-397 

P 

SAMWORTH.R B 

8806220013 

50-397 

P 

SAMWORTH.R, B. 

0806230086 

50 397 

P 

SAMWORTH.R B 

8006230102* 

59 397 

P 

SAMWORTH.R. B 

8006280321 

50 397 

P 

SANDBERG.H N, 

0808170243 

XPORTUC 


SANDBERG, H N E. 

0606220143 

XPORTLIC 


SANDS, S P 

0806170317* 

50 457 

P 

SANDS, S P 

8606210294 

60 456 

P 

SANNA.L J, 

8806020283 

59*259 

J 
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SANNA.LJ 

8806030177 

50-259 

J 

SCOTT-WAS1LK.J 

0306160081 

50 346 

F 

SHELTON, DC 

0606070046 

50 346 

P 

SANS1R0M.L 

8806150413 

50-443 

H 

SCOTT-WASILK.J 

8006230271 

50 346 

F 

SHELTON.D C 

8806090093 

50 346 

P 

SARAXA.L 

0806070000* 

FOIA 


SCOVILL.V R 

0806010172 

40-86B1 


SHELTON.D.C 

0906140546 

60*346 

P 

SARBANES, P S 

8806270265* 

50-498 

U 

SCOVILL.V R 

B0O6O3O347 

40-0698 


SHELTON.D.C 

8806150299 

50-346 

Q 

SAUNOERS.F C 

8806 150086 

50-443 

H 

SCOVILL.V R 

8806510019* 

40-0504 


SHELTON, DC 

6806150305 

50-346 

F 

SAXTON, C H 

8805260319 

50-387 

P 

SCOVILL.V R 

0606210032* 

40-1162 


SHELTON.OC 

8606150462 

50-346 

P 

SATA M 

0006140123 

PR 


SEEFELD.R H 

QB06140212 

50-443 

H 

SH ELTON, OG 

6806170144 

50-346 

Q 

SAYRE, D 

8806140476 

50*261 

S 

SEIDL.N 

8806270093 

50-443 

H 

SHELTON.D.C 

88081 701 4S 

50-346 

P 

SCACE.SE 

8805260360 

50-423 

S 

SEIDLE.W C, 

8805250254* 

50-313 

Q 

SHELTON.D C 

8806170153 

50-346 

P 

scace.se 

8805260350 

60 423 

s 

SEIDLE.W C 

8806130060* 

50 313 

Q 

SHEMANSKI.P 

6805250165* 

50-373 

Q 

scace.se 

8806020170 

50-423 

s 

SEIDLE.W C 

8806140552* 

60-402 

O 

SHEMANS KI.P 

0600170054 

50-373 

P 

scace.s e 

8808020170 

50 423 

s 

SEIDLE.W C 

8606230030* 

50 275 

Q 

SHEPARD.M 

6808150023 

50 443 

H 

SCACE.S E 

8606020315 

50-245 

s 

SEIDLE.W C 

6806290201* 

50 362 

G 

SHEPARD.WD 

8806150093 

GO 203 

H 

SCACE.SE 

8806020315 

50-245 

s 

SELLECK.K A 

8B96Q30283 

50 443 

G 

SHERBINI.S 

8805250224* 

60-219 

Q 

scace.se 

8806030135 

50 423 

s 

SELLECK.K A 

0806030283 

50 443 

G 

SHIELDS.J 

8806010035 

50 373 

$ 

scace.se 

8806030135 

60 423 

s 

SELLECK.K A 

8008000044 

50 443 

G 

SHIFFER.J D 

8805240 1 61 

50-275 

P 

scace.se 

00061 40400 

50-245 

R 

SELLECK.K A 

8806000044 

50 443 

G 

SHIFFER.J D 

8805310184 

50 275 

P 

scace.se 

8806140400 

50-245 

R 

SENDLEIN.J 

B8Q6140357 

PR 


SHIFFER.J D 

8BO531O250 

60 133 

P 

scace.se. 

BB061 40531 

50 423 

R 

SERRANO, W 

8804120250* 

50-397 

P 

SHIFFER.J D 

8B06010070 

50-275 

F 

scace.se. 

8806140531 

50-423 

R 

SERRANO, W. 

0805170255* 

50-155 

P 

SHIFFER.J D 

B806010163 

50-275 

S 

SCACE.S E 

8806220207 

50 423 

S 

SERRANO, W 

08051 70 2 55* 

60-155 

P 

SHIFFER.J D 

86060 10254 

50-133 

F 

SCACE.S E 

0806290270 

50-336 

R 

SEWELL.J, 

8806160453 

50-443 

H 

SHIFFER.J D 

6806010282 

50 275 

Q 

SCACE.S E 

8800290270 

50-336 

n 

SEYMOUR, DA 

8806230076* 

70-143 


SH1FFER.J D, 

0006030147 

50 275 

S 

SCAN LON, FJ 

8006080290 

50 604 

G 

SHA0AN5KY.M M 

8006060-214* 

50-146 

Q 

SHIFFER.J D 

8800080382 

50 275 

S 

SCANLON.F J 

0806300124 

50-604 

G 

SHAFER, W 

8005310192 

l&E 


SHIFFER.J D 

6806090310 

50-275 

P 

SCAN LON, FJ 

8806300220 

50-603 

G 

SHAPE R,W O 

8005250295 

B0 440 

F 

SHIFFER.J D 

8806100266 

50-323 

S 

SCANTON.M 

8006270001 

50-443 

H 

SHAFER.W D 

8605250358 

50 102 

Q 

SHIFFER.J D. 

6806100276 

50-275 

S 

SCARANO.R A 

8805260161 

60-276 

Q 

SHAFER.WD 

6806070001 

50 461 

Q 

SHIFFER.J.D 

8690130291 

50-275 

G 

SCARANO.R A 

6B052G0164* 

50-275 

Q 

SHAFER.W D 

8806070371 

50 237 

O 

SHIFFER.JD 

0806130282 

50-275 

Q 

SCARANO.R A 

8806240013 

50 133 

F 

SHAFER.WD 

80061 00009 

60 305 

Q 

SHIFFER.J D 

0808140330 

50-133 

P 

SCARAMQ.R A 

6 B0 629 000 9 

50-397 

Q 

SHAFER.WD 

8BOS15012Q 

50 341 

Q 

SHIFFER.J D 

6808140409 

50-275 

S 

SCHAEFER, D 

8806100279 

50-361 

S 

SHAFER.WD 

0603150138 

50 409 

Q 

SH1FFER,J.D 

8806140550 

50 276 

S 

SCHAEFER, D 

8806150079 

60-276 

S 

SHAFER.W, D 

6806150146* 

50 409 

O 

SHIPPER, JD 

8006210004 

50 275 

R 

SCHAEFER.W D, 

0BQ617O152* 

60-277 

P 

SHAFER.W D. 

0006150155 

50 483 

O 

SHIFFER.J D 

0008210300 

60-275 

S 

SC HAIL ER R F. 

0806030165 

50 461 

s 

SHAFERW.D 

0806150222 

50 295 

G 

SHIPPER, J.D 

8B06210460 

00 275 

s 

SCHANNONJ J 

0806150384 

PR 


SHAFER.W D 

0806150262 

50 266 

Q 

SHIFFER.J.D 

B80627O287 

50-323 

s 

SCRAP KER.J F 

8806080411* 

50-266 

Q 

SHAFER, W-D 

8096150253* 

50 266 

Q 

SHIFFER.J D 

8606270305 

50 275 

s 

SCHEPENS.RL 

8006060191* 

50-425 

Q 

SHAFER.W D 

88QB1 50262 

50-331 

Q 

SHIFFER.J D. 

6006200323 

50 133 

s 

SCHERER, A E 

0006010034 

50-470 

A 

SHAFER.W D 

8806160360 

50-331 

Q 

SHILUTO.S.C 

0806270010 

60 443 

H 

SCHERER ,A E 

8806010249 

50 470 

A 

SHAFER.W.D 

8806210086 

50-254 

G 

SHIPERS.L R. 

0600210099* 

WASTE RES 

SCHERER.A E 

8806070111 

71-6078 


SHAFER.W D 

8006210090* 

50-254 

Q 

SHIPERS.LR 

6806210140 

WASTE RES 

SCHERER, A E 

8806070270 

71-6078 


SHAFER, W.D 

80062 10142 

70-925 


SHOEMAKER, CJ. 

8606030377 

50-250 

G 

SCHERER.A E 

8806160430 

50-470 

A 

SHAFER.W D 

D0062 10223 

50-155 

F 

SHOEMAKER.C J, 

6806080055 

50-335 

G 

SCHERER, A E 

0006160126 

50 470 

A 

SHAFER.W D, 

8006220330 

50-266 

F 

SHOEMAKER, CJ 

8806080050 

50-443 

G 

SCHERER.A E 

8006290214 

50-470 

A 

SHAFER.W.D 

0806230245 

CO-403 

G 

SHOEMAKER.C J 

8606060062 

50-322 

G 

SCHEU E R M AN , J.T 

8006140322 

50 290 

R 

SHAFER.W D 

8BD62&0I19 

50 461 

Q 

SHOEMAKER, CJ 

0606000064 

50-335 

G 

SCHIEGOLEIT.A 

8806140513 

50-443 

H 

SHAFER.W.D 

8006280196 

E0 155 

Q 

SHOEMAKER.C J. 

66060001 05 

60-260 

G 

SCHIFFMAN.B 

B00G1 40065 

50 443 

H 

SHAFERWO 

8806200237 

50 305 

F 

SHOEMAKERS J 

88061 4006G 

50 443 

G 

SCHLANQER.A L 

8806150447 

50 443 

H 

SHAFER.W D, 

8B06280312 

50 440 

F 

SHOEMAKER.C J 

8806170017 

50 443 

G 

SCH LEGE E.N B 

0806270064 

50-443 

H 

SHAFFER.HC 

BOO 61 500Q5 

PR 


SHOEMAKER.C J 

BQQ61 70036 

60 335 

G 

SCHLOSS.S M 

8806130024* 

50-528 

Q 

SHANBAKY.M 

0806010238 

EO 244 

S 

SHOEMAKER.C J 

0806230013 

50 352 

G 

SCHMICK.l G 

8806170267* 

50-322 

hi 

SHANBAKY.M 

6806010277* 

50 277 

G 

SHOEMAKER.C J 

8806230017 

50 352 

G 

SCHMUT2.TA 

8806080234 

50 445 

G 

SHANBAKY.M 

8806000190* 

50 245 

G 

shopenn.nm. 

8000020054 

40 6903 


SCHM.UT2.T A. 

8006060234 

50-445 

G 

SHANBAKY.M M, 

0805250224* 

50-219 

Q 

SHORT,D. 

0BO613O316 

WASTE MGT 

SCHNE8U.G A 

8006070294* 

50-260 

Q 

SHANBAKY.M M 

8805270140’ 

50-309 

P 

SHRIVER.T.D. 

0BOBO7O170 

60-530 

S 

SCHNEIDER.KN. 

8806070095* 

FOIA 


SHANBAKY.M M. 

0808010036* 

50-220 

G 

SHRIVE R.TD. 

0BO6O7O106 

50 628 

S 

SCKNELL.QF, 

0605240244 

50 463 

P 

SHANE, RJ. 

8800000203* 

COMMISSION 

SHRIVER.TD 

B806080382 

50 52 B 

s 

SCHNELL.DF 

8806010030 

50 483 

F 

SHANNONJ M 

8006140032 

50-443 

G 

SHRIVER.TD 

880609022C 

50-529 

s 

SCHNELL.D F. 

6600060110 

50*483 

P 

SHANNON, J,M 

0008170027 

50-271 

G 

SH RIVER J.D 

8606140442 

50-62B 

s 

SCHNELL.D ,F 

66061 00263 

50 403 

P 

SHANNONS M 

08O03OQ146* 

60-443 

G 

SHRIVER.TD 

88061 40529 

50 528 

s 

SCHNELL.D F- 

8606200045 

50-403 

P 

SHAO.L C 

0702180253* 

WASTE MGT 

SHRIVER.T.O 

8806160230 

50-529 

s 

SCHHELL.D F 

8806210076 

50 483 

R 

SHAUKAT.S K 

8806089019 

NUREG 


SHRIVER.TD 

0806210265 

50-528 

s 

SCHNELL.D F. 

8806210459 

50-483 

P 

SHAW,D.L 

8805250087 

50-310 

S 

SHUBERT.B.W. 

8609160207 

60-285 

s 

SCHNELL.D. F 

8606230172 

50-403 

K 

SHEA.D P. 

8806300431 

50-444 

H 

SHULL.R. 

6606070059 

NUREG 


SCHNELL.D F 

6806270331 

50 483 

F 

SHEA.J FL 

B6061 30205- 

ORG 


SHULMAN.M N 

0006200009* 

50-298 

p 

SCHRICK,B. 

6606240226 

60-443 

H 

SHEA.J V 

8B062402G1 

50-443 

H 

SHUM.EY. 

6806300102* 

70-734 


SCHRULL.E D 

8806140445 

50-320 

S 

SHEARER, PM. 

8806090075* 

50 320 

P 

SHYMLOCK.M 

8806060162* 

50-346 

Q 

SCHUMACHER, M. 

8806160161’ 

60-483 

O 

SHEEDY.J 

08061 600G7 

50-443 

H 

SIACOR.E R, 

8806210455 

60-206 

R 

SCHUMACHER, M C 

6806160373* 

50 331 

Q 

SHEEHAhU.H 

0006150377 

PR 


SIACOR.E.R 

8806220093 

50 361 

R 

SCHUMACHER, M.C 

8806210165* 

70-925 


SHEFFEY.R A, 

8006000043 

50 322 

T 

SlCARD.P A, 

0806140453 

PR 


SCHUMANN.D 

0806080417 

50-312 

S 

SHEFFEY.R A 

6806080043 

50-322 

T 

SIDES, HI 

6005270051 

GA999 


SCHUSTER.M, 

8806100279 

50-361 

s 

SHEFFEY.R A. 

8806000053* 

50 322 

T 

SIEBER.J D. 

8 605 2 60240 

50 334 

Q 

SCHUSTER.M. 

Q6061 50079 

50-275 

s 

SHEFFEY.R.A 

8&060B0053* 

60 322 

T 

SIEBER.J O. 

8806030234 

50-334 

Q 

SCHUSTER.M.D 

8806010011 

50-529 

s 

SHEFFEY.R A 

8806140075* 

50-322 

G 

SIEBER.J, D, 

8006030267 

60-4 1 2 

P 

SCHUSTER.M 0. 

8806100288 

60-528 

s 

SHEFFEY.R A, 

8806140075* 

50-322 

G 

SIEBER.J D, 

8806060216 

50-412 

O 

SCHUSTER, T. 

8806230261 

50-455 

s 

SHEFFEY.R A, 

8806300270 

50*322 

G 

SIEBER.J D. 

8806070389 

50-334 

Q 

Schwab en b a u er 

6606280308 

50-400 

s 

SHEFFEY.R A 

8806300270 

60-322 

G 

S1EBER.J.D. 

8606100055 

50-334 

P 

SCHWANER.L 

6806100206 

TOPREP 


SHEFFEY.R.A 

8606300276 

50-322 

G 

SIEBER.J.D 

6006160041 

50-334 

P 

SCHWARTZ, 1 

6806230155 

NUREG 


SHEFFEY.R A 

0806300276 

60-322 

G 

SIBBER, J 0. 

8606170208 

60-412 

S 

SCI ACC A, F. 

6006230166 

NUREG 


SHEFFIELD, J-R, 

8B061 40067* 

60-254 

Q 

SIEBER.J. D 

B80620D055 

50 334 

P 

SCINTO.J F. 

8806090172 

50-322 

F 

SHELTON.D C 

8806170136 

50-346 

F 

SIEBER.J D. 

0806200059* 

50 334 

P 

SCOBIE.J'.R 

8806140433 

50-443 

H 

SHELTON ,DC 

9006250293 

60-346 

P 

SIEBER.J ,D 

0606210350 

71-275 


scon, DM 

8806230300 

50-219 

P 

SHELTON.D C 

8606250301* 

50 346 

P 

SIEBER.J O. 

8606220071 

50-334 

0 

SCOTT, EJ, 

8806150110 

50-443 

H 

SHELTON.D C 

8805200324 

60-346 

Q 

SIEBER.J D. 

6806220223 

60-334 

1 

SCOTT, EY 

6806290256 

40 0452 


SHELTON.D.C 

8B06020001 

50-346 

P 

SIEBER.J.D 

0806220319 

50-412 

p 

SCOTT, W E 

8806070188* 

60-382 

Q 

SHELTON.D.C, 

8806030298 

60-346 

O 

SIEGEL.B.L 

8806230334 

50-237 

p 

SCOTT, WE 

08061 60344 

60-155 

P 

SHELTON.D C 

8805030300 

60-346 

P 

SIKOWSKI.WA 

8B06080217* 

50 412 

Q 

scon.w.a 

8806230340 

50-155 

P 

SHELTON, DC 

86O&0Q0H5 

50 346 

P 

SILADY.J A. 

8806010181 

60-237 

P 
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SILADY.J A 

8006070377 

50 237 

P 

SMITH, R 

8006140148 

50 322 

H 

SORENSEN.G C 

8806100003 

50 397 

Q 

SILADY.J A 

0806150002 

50 237 

P 

SMITHRD 

88060 10053 

40 8907 


SORENSEN.G C 

6606130353 

50-397 

F 

SILADY.J A 

8006150003 

50 10 

0 

SMITH, R D 

8006010137* 

40 0657 


SORENSEN.G C 

0806140210 

50-460 

A 

SILADY.J A 

GG06220019 

50 237 

P 

SMITH, R D 

8606020081 

40 0714 


SORENSEN.G C 

8806140496 

Pfl 


SI LADY, J A 

8806200031 

50 249 

P 

SMITH, R D 

8006020090 

40 1341 


SORENSEN.G C 

0006270077 

PR 


SILADY.J A 

8806200043 

50 237 

P 

SMITHRD 

88060201 3G* 

40 1341 


SOUTHERS.R L 

8806240120 

PR 


SILADY.J A 

880628 0046 

50 249 

0 

SMITH, R D 

68060C0023 

40 8913 


SPAETH, M E 

8605270299 

WASTE MGT 

SILADY.J A 

8806280152 

50-237 

P 

SMITHRD 

8806060026 

40 6690 


SPANGENBERG.F 

8806010085 

50-461 

O 

SILLING. S A 

0806220180 

WASTE MGT 

SMITHRD 

8BQ6060039* 

40 8698 


SPANGENBERG.F 

0806030165 

50-461 

s 

SILLING, S A 

88062201 91' 

WASTE MGT 

SMITH. R D 

8606060050 

40 8907 


SPANGENBERG.F 

0806060051 

50-161 

p 

SILVER. H 

8006230346 

50 302 

P 

SMITHRD 

6806060055* 

40 6907 


SPANGENBERG.F 

0806060226 

50 461 

p 

SIMION.G 

8806230166 

NUREG 


SMITH, R D 

8806060076 

40 1162 


SPANGENBERG.F 

0006070150 

50 461 

s 

SIMPSON.D P 

8806210158 

50 413 

F 

SMITHRD 

0006060079* 

40 1182 


SPANGENBERG.F 

0806080303 

50-461 

p 

SINGH, A 

8806090099* 

50 498 

Q 

SMITH, R D 

8006060124 

40 290 


SPANGENBERG.F 

0606090227 

50-461 

p 

SINGH, A 

8806140204* 

50 267 

Q 

S Mil HR D 

0806060125 

40-1162 


SPANGENBERG.F 

0606130113 

50-161 

p 

SINISGALU.A A 

0006210473* 

50-142 

F 

SMITH, RD 

8806060129* 

40-1162 


SPANGENBERG.F 

8806130135 

50 461 

p 

SfNKULE.M V 

8806060135* 

50-424 

Q 

SMITH.R D 

8806060192 

40 299 


SPANGENBERG.F 

0006130258 

50 461 

p 

SINKULE.M V 

0806060191* 

50-425 

Q 

SMITH, R D 

8B06060194* 

40 299 


SPANGENBERG.F 

0006140535 

PR 


SINKULE.M V 

8806070044* 

50-321 

Q 

SMITH.R 0 

8806060205* 

40 299 


SPANGENBERG.F 

8606150230 

50 461 

R 

SINKULE.M V 

6606240034* 

50-321 

0 

SMITH.R D 

8806060215* 

40 299 


SPANGENBERG.F 

8806150311 

50 461 

s 

SIRES.M J 

880S2904S3 

71-9010 


SMITHS J 

8D060 10207 

50 320 

S 

SPANGENBERG.F 

0006160214 

50 461 

1 

SISCO, C 

8805310309* 

50-220 

0 

SMITH, SJ 

60060 10227 

50-328 

S 

SPANGENBERG.F 

8006200107 

50 461 

s 

SlSK.D P 

8606030147 

50-275 

S 

SMITHS J 

8806010271 

50-327 

s 

SPARKS, S E 

8806200427* 

50 413 

0 

SISK.DP 

8606100266 

50-323 

S 

SMITHS J 

8006020004 

50 327 

s 

SPAULDUG.R 

8006270043 

50 443 

H 

SISK, DP 

8806270287 

50-323 

s 

SMITH, SJ 

0006020189 

50 327 

s 

SPENCER.D 

0006140403 

50 374 

s 

SISK.K D 

8806140055 

50-322 

G 

SMITHS J 

8006030006 

50-327 

s 

SPESSARD.R L 

8506270546* 

FOIA 


SISK.K D 

0606140055 

50-322 

G 

SMITHS J 

0806030012 

50 320 

s 

SPIEGELMAN.R D 

8006230056 

50 277 

G 

SISK.K D 

8806230144* 

50 322 

G 

SMITHS J 

0006030071 

50 327 

s 

SPIEGELMAN.R D 

0806300275 

50 277 

G 

SISK.K D 

8806230144* 

50 322 

G 

SMITHS J 

8606090250 

50 327 

s 

SPILLANE.PJ 

0806160072 

60 443 

M 

SfSK.K D 

8806300193 

50 322 

G 

SMITHS J 

0006150043 

50 327 

s 

SPINNEY, C 

8006270032 

60 443 

H 

SISK.K D 

0006300193 

50 322 

G 

SMITHS J 

8806150052 

50 327 

s 

SPITZER.DJ 

0805260326* 

50 454 

R 

SISKA.D 

0806020189 

50 327 

S 

SMITHS J 

8806150075 

50 327 

s 

SPITZER.D J 

0806150501* 

50-454 

R 

SISKA.D 

8806030071 

50 327 

s 

SMITHS J 

8006170174 

50 327 

s 

SPITZER.DJ 

0006160135* 

50-454 

R 

SISKA.D 

8006150043 

50 327 

s 

SMITH, S J 

8006210476 

50 328 

s 

SPITZER.DJ 

8Q062903B1* 

50-454 

R 

SISKA.D 

8006230179 

50 327 

S 

SMITHS J 

8806220085 

50 327 

R 

SPOORS, T 

8806230263 

PR 


SISKA.D 

0806230225 

50 320 

s 

SMITHS J 

8806230020 

50 327 

s 

SPRAGUE.R K 

6806290414 

60 443 

H 

SISKA.D P 

8806010271 

50 327 

s 

SMITHS J 

0806230047 

50 320 

s 

SRENIAWSKI.D 

0006000136 

l&E 


SISKIND, 0 

6806220040 

WASTE RES 

SMITHS J 

8806230170 

50 327 

s 

SRENIAWSKI.D 

8806200391 

l&E 


SITTNECK.J M 

8B06270147 

50 443 

H 

SMITHS J 

0806230195 

50-327 

s 

ST LAURENT.N N 

DOO0O2O3 IS 

50-29 

S 

SJOBLOM.G 

BB061 50460 

50 309 

0 

SMITHS J 

8806230225 

50 320 

s 

ST LAURENT.N N 

0806220201 

50-29 

s 

sjoblom.g l 

8606160287 

70 1100 


SMITHS J 

8006290030 

50 320 

s 

STABLEIN.K 

8006010279 

WASTE MGT 

SKAGGS, M 

0806070109* 

60-446 

Q 

SMITH, T 

0006210156 

50 413 

F 

STADLEHS 

8806060162* 

50-340 

0 

SKINNER, PH 

8806200208* 

50-269 

0 

SMITH.TR 

0806240117 

PR 


STAFFORD, G T 

8006140326 

PR 


5K0LNICK.F, 

5806140025 

50-320 

P 

SMITH, V 

0G 06090036 

50 362 

F 

STAHLE.C 

0806020281 

50 244 

p 

skow.m e 

0806230046* 

50-402 

0 

SMITH, W 

0806090303 

50 315 

F 

STAHLE.C 

0006090203 

50 244 

p 

SLAWINSKI.W J 

0506150225* 

50-295 

G 

SMITH, W 

0006280210 

50 302 

F 

STAHLE.C 

8006130122 

50 244 

p 

5LAWINSKI.W J 

BB062100S5* 

50-264 

Q 

SMITKW A 

0006140121 

60 443 

H 

STAHLE.C S 

0806300101 

50 344 

p 

SMALL, P 

8006010160 

FOIA 


smith; w f 

8806090004* 

50 382 

Q 

STAKER.T R 

8006090004* 

50 362 

Q 

SMEOLEY.R W 

8805310134 

50-255 

P 

SMITH.W F 

8806130101* 

50 3B2 

Q 

STAKER.TR 

0606130101* 

50 382 

Q 

SMEETS.R F 

0806010027 

60-373 

S 

SMITH, WG 

0005260318 

50 316 

R 

STALEY.G B 

6B0512035O* 

60 369 

P 

SMEETS.RF 

B0 0024 003 7 

50-373 

S 

SMITH.W G 

8805260335 

50-315 

R 

STAMPLEY.N L 

0006160109* 

50 416 

P 

SMELSER.J.H 

8806290190 

50-603 

A 

SMITH.W G 

0805260335 

50 315 

R 

STAMPLEY.N L 

8006160153* 

60 416 

P 

SMITH R D 

8806010123 

40-8857 


SMITH.W G 

8806020014 

50 315 

S 

STAMPLEY.N L 

8806160208* 

50 416 

P 

SMITH, A R 

8806270083 

PR 


SMITH.W G 

0806020014 

50 315 

S 

STANDERFER.F R 

8806020042 

50 320 

Q 

SMITH, 0 

0806010294* 

WASTE MGT 

SMITH.W G 

0006060100 

50 316 

s 

STANDERFER.F R 

8006030354 

50 320 

S 

SMITH, 8 

8806010297* 

WASTE MGT 

SMITH.W G 

8806220257 

50 316 

s 

STANDERFER.F R 

8606070016 

50 320 

n 

SMITH, B, 

8006010300* 

WASTE MGT 

SMYTH.CW 

8806220300 

50 289 

R 

STANDERFER.FR 

0806090070 

50 320 

p 

SMITH. B 

GB06010301* 

WASTE MGT 

SNEIDER.CS 

80062300/0 

50 443 

G 

STANDERFER.F R 

8806140200 

50 320 

p 

SMITH ,0 

0806010302* 

WASTE MGT 

SNELGRQVE.J A 

0006140063 

PR 


STANDERFER.FR 

8806140291 

60 320 

Q 

SMITH.B 

88060-10305* 

WASTE MGT 

SNELL.W, 

6006070002* 

50 461 

Q 

STANDERFER.F R 

8B06140445 

50 320 

S 

SMITH.B 

0006010309* 

WASTE MGT 

SNELL.W 

8806150130* 

50 341 

Q 

STANDERFER.F R 

0006170134 

50 320 

S 

smith.b 

B0060 10313* 

WASTE MGT 

SNELL.W 

8806150267* 

50 331 

Q 

STANFORD, J 

8005310015 

50 213 

P 

SMITH.B 

8006270034 

50 443 

H 

SNELL.W. 

9606230260* 

50 403 

Q 

STANG.J F 

0006100105 

50 315 

p 

SMITH.B H 

8006220194 

FOIA 


SNELL.W. 

0806260123* 

50 461 

Q 

STANG.J F 

8806220036 

50 315 

p 

SMITH, D M 

G0O6O3 0334 

50 277 

S 

SNIEZEK.JH 

8306170314* 

50 457 

P 

STANG.J F 

8006220340 

50 315 

p 

SMITH, D M 

8006030344 

50-277 

s 

SN1EZEK.JH 

8806290420 

NUREG 


STANG.J F 

8806240126 

50-315 

p 

SMITH, D M 

0806030350 

50 27 7 

s 

SNIFF, T L 

9805270316 

WASTE RES 

STANG.J F 

0806270260 

60-315 

p 

SMITH, D M 

8006030352 

50 277 

s 

SNOW.B A 

9005250146 

50-244 

Q 

STANLEY, B T, 

8806010287* 

WASTE MGT 

SMITH, D M 

8806160411 

50 277 

F 

SNOW.B A 

9805270066 

50 244 

P 

STANLEY, B T 

8606010289* 

WASTE MGT 

SMITH ,G 

8806010182' 

50-293 

a 

SNOW.B A 

9805310048 

50 244 

P 

STARMER.J R 

0006240107 

WASTE MGT 

SMITH.G C 

8005270184* 

70 371 


SNOW.B A 

8806090200 

60 244 

P 

STARMER.R J 

0806230284 

WASTE MGT 

SMITH, G C 

5806160417* 

50 334 

Q 

SNOW.B A 

8606150181 

50-244 

R 

STARMER.R J 

8006240044 

WASTE MGT 

SMITH ,G H 

8806200147* 

50-219 

p 

SNOW.B A 

8006220096 

60-244 

R 

STARMER.R J 

8806290007* 

WASTE MG1 

SMITH.G H 

8809200151* 

50-219 

p 

SNOW.C L 

08O627O155 

50 443 

H 

STASEK.S 

8806070100* 

60-382 

0 

SMITH.I W 

6606000093 

50-275 

G 

SNOW.M 

8806090299 

50 455 

S 

STAUTER.JC 

8003030011 

70-1193 


SMITH, LW. 

8006140155 

50-443 

G 

SODEHB 

0806020104 

50-295 

s 

STAUTER.J C 

6B06300080 

40 0027 


SMYTH.J 

8806090019 

50-324 

F 

SODEN.B 

8806020210 

60-295 

s 

STEENLAND.D S 

8806300059 

50 443 

G 

SMITH.J 

8806090196 

50-324 

F 

SOKOLOV.M L 

8806300424 

50 443 

H 

STEENLAND.D S 

0806300059 

50 443 

G 

SMITH ,J A 

0806030046* 

CONTRACT 


SONNTAG.JC 

8006150322 

PR 


STEEPLES.DW 

8006020039 

NUREG 


SMITH.J A 

©8 061 5003G 

50-443 

H 

SOONG.S. 

0606160319 

70 143 


STEFA NO ,J 

8806020309 

50 461 

O 

SMITH, J.F 

0606030080* 

50-461 

Q 

SORENSEN, G C 

6805230191 

50 460 

Q 

STEFANO.J 

8806160432 

50 260 

G 

SMITH, L C 

8806230204 

50-498 

P 

SORENSEN, G C 

8805250119 

50 397 

F 

STEFANO.J 

8006210117 

50 261 

G 

SMITH, M 

8806150130* 

50-341 

Q 

SORENSEN, G C 

8805250133 

50 460 

A 

STEFFES.D R 

0806290457* 

PR OJ 


SMITH, M J 

8606070002* 

50 461 

Q 

SORENSEN.G C 

8005250141 

50 397 

Q 

STEIGER, WE 

0806030006 

50 322 

S 

SMITH, P A 

0606130159* 

CONTRACT 


SORENSEN, G C 

8005250140 

50-397 

P 

STEIGER, WE 

0806060103 

50-322 

s 

SMITH, PA 

8806170230 

CONTRACT 


SORENSEN.G C 

6805260122 

50 397 

Q 

STEIGER, W E 

8806280138 

60 322 

s 

SMITH.P.A 

8006210202 

CONTRACT 


SORENSEN.G C 

8806010020 

50 397 

P 

STEIGER, WE, 

88062G0H6 

ED 322 

s 

SMITH.P A, 

8806230019 

CONTRACT 


SORENSEN.G C 

8806080264 

50-460 

G 

STEIN, R 

8B05250135 

WASTE MGT 
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STEIN, Ft 

QB0601Q128 

WASTE MGT 

STEiN.H 

8806010133 

WASTE MGT 

STEINBERG.W 

0006150137 

PR 


STEINDLER.MJ 

Q0O51GO314* 

WASTE MGT 

STEIN HARDT.C R 

0806200144 

50-305 

P 

STEU-OV 

6600130414 

SECY 


STEILO.V 

6706030080 

SECY 


STELLOV 

6804150120 

ORG 


STELLOV 

6B05130142 

50-206 

V 

STELLOV 

8805190342 

SECY 


STEILO.V 

8006020206 

SECY 


STEILO.V 

0606020211 

SECY 


STELLO.V 

8006030130 

50 3 

H 

STEILO.V 

88060301 56 

50-171 

O 

STELLO.V 

8806030330 

SECY 


STEILO.V 

8806030375 

SECY 


STELLO.V 

0606030394 

50-320 

H 

STELLO.V 

0006000091* 

50 322 

F 

STELLO.V 

8806080132 

50 322 

F 

STELLOV 

8806000360 

50-245 

H 

STELLO.V 

8806090261 

50 245 

H 

STELLOV 

8806200178* 

PR 


STELLOV 

0006220026 

50 206 

P 

STELLOV 

8806220252 

50 293 

H 

STEILO.V 

8006240065 

50 443 

U 

STELLOV 

8806240235 

50 605 

A 

STELLO.V 

8806270256 

50 498 

U 

STELLOV 

B0062G0091 

50-322 

H 

STELLOV 

0806290206 

50 498 

H 

STELLOV 

0006290234 

50 498 

U 

STELLOV 

0806290365 

40 8027 


STELLOV 

8806200405 

50 317 

H 

STELLO.V^ 

0806300200 

50-312 

H 

STEPHEN SO N.J 0 

8806150230 

50 302 

F 

STEPHEN SON. J D. 

0806150335 

50 302 

F 

STEW Aft T„C G 

0806160445 

50 443 

H 

STEWART, D 

0806240227 

50 443 

H 

STEWART .DC 

B8Q627011B 

50-443 

If 

STEWART J P 

0006070100* 

50 382 

O 

STEWART, R.C 

8005270148* 

50 302 

Q 

STITT.D H 

0006290268* 

71-0553 


ST ODD ART. P G 

8006030021 * 

70 1113 


STODDART.PG 

0606070242* 

50-200 

Q 

SlOFFEt.J W 

0606170141 * 

50-466 

A 

STOFFELJW. 

8806170141* 

50 460 

A 

STOHR.J P 

8006060070 

50-321 

Q 

STOHR.J P 

0006280267 

l&E 


STOHR.P 

8006220204 

l&E 


STCLZJ F 

6606Q20236' 

50-423 

P 

STOLZ J F 

0006030240* 

50 334 

P 

STOLZJ F 

6606070066 

50-320 

P 

STOLZ.J F 

0006070349 

50 245 

P 

STOLZJ F 

0006070361* 

50 245 

P 

STOLZ.J F 

0806130137 

50-320 

P 

STOLZ.J F 

0006130142* 

60-320 

P 

STOLZJ F 

0B06130380 

50-289 

P 

STOLZJ F 

6606170037* 

50-219 

P 

STOLZ.J F 

0806170126* 

50 213 

P 

STOLZJ F 

0806170299* 

60-289 

P 

STOLZJ F 

8606170331* 

50-213 

P 

STOLZJ F 

0806200196* 

50-209 

P 

STOLZJ F. 

0806210461* 

50-412 

P 

STOLZJ F 

6806210476 

50-320 

P 

STOLZJ F 

8806210484* 

50 320 

P 

STOLZJ F 

6800240052 

60-320 

P 

STOLZ.L A 

8006240043 

50 346 

F 

STOLZ.L A 

8 8062 400 09 

50-346 

F 

STONE, W 

6806070261 

50-295 

S 

STORCH.FJ 

8806150418 

50 443 

H 

STORZ.L F 

8005260312 

60-346 

R 

STOFIZ.L F, 

8806020038 

50 346 

S 

STORZ.L F 

8006030106 

50-346 

S 

SrORZ.L F 

6606160379 

50-346 

S 

STORZ.L F. 

B8061 60081 

50-346 

F 

&TORZ.L f 

8006170140 

50-346 

S 

STORZ.L F 

0600220327 

50-346 

fl 

ST R ACC I A, F P 

8806270046 

PR 


STRACK.R A 

8806200230 

71-5957 


STRAKA.M, 

8805250214 

50-123 

n 

STRAKA.M 

6805310280 

50 123 

V 

STRAMBACK.G B 

0806140034 

PT21 


STRAW J 8 

0006300418 

50 443 

H 

STRAW, M 0, 

8806300416 

50 443 

H 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

STREET ERJ F 

0006170190* 

50 445 

A 

STRINGER, JW 

B80G210400* 

WASTE MGT 

STROSNIDER.J 

8806010152* 

50-293 

Q 

STROSN1DERJ 

8306200205' 

50 245 

Q 

STROSNIDER.J R 

8806010132* 

50 353 

Q 

STROSNIDER.J R 

8806080245* 

50-354 

0 

STROSNIDERJ R 

8006230044* 

50-308 

G 

STROSNIDER.J R 

0006280106* 

50-254 

O 

STUART.C 

8806280347 

50-443 

H 

STUART. RC 

8006270058 

50*443 

H 

STUDDS.G E 

Q80S00003IT 

50-293 

U 

SLPH.G Y 

08060 10068* 

50-344 

Q 

SULLIVAN, F P 

0006140491 

50-443 

H 

SULLIVAN.R L 

0806150076 

PR 


SUMMERS.L H 

6006240198 

50 443 

H 

SURMEIEH.J J 

8006240000 

WASTE MGT 

SURMEIERJ J 

8806240014 

WASTE MGT 

SURMEIER.J J 

0806270316 

WASTE MGT 

SURMEIERJ J 

8B0G290002 

PR 


SUTPH1N.R N 

B006150131 * 

50 461 

Q 

SUTPHIN.R N 

8 0 061 50346* 

50 255 

Q 

SUWALA.MC 

0806230236* 

71 88 


SUZUKI, O 

8806210219 

WASTE MGT 

SVENS ON, C 

6806150163 

50 443 

H 

SWAILES.M P 

0006160350* 

CONTRACT 


SWA1LES.M P 

0306210213* 

CONTRACT 


SWAILES.M P 

0006230027* 

CONTRACT 


SWAILS.S L 

0806150001 

60-331 

O 

SWAMY.S A 

880601 02 BO* 

50-247 

P 

SWA MY ,S A 

8006150409* 

50-457 

P 

SWANSON, E R 

8B06080277* 

50-255 

G 

SWARTZ B AU G K. M 

0000150497 

50-443 

H 

SWARTZW ELDER J 

0806220182 

50-424 

S 

SWEENEY, E A 

0B06270095 

50-443 

H 

SWETLAND.P 

8006010212* 

50 247 

Q 

SWETLAND.P. 

6806 2 901 67 

50-247 

S 

SWETLAND.PD 

8806010170* 

50 272 

Q 

SWETLAND.PD 

880801 0179* 

50 354 

Q 

SWIFT J J 

8806000012 

70-143 


SWIFT.JJ 

8806200037* 

79 1151 


SWIFT ,J J 

6806270303* 

40 8027 


SWIFT, J J 

0806290134* 

40 3392 


SWIFTJ J 

8B062DG275’ 

40-8027 


SWIFTJ J 

8806300072* 

70 27 


SWIFT.JJ 

8806300182* 

70 734 


SWIFTJ J 

8006300401* 

40 8027 


SYLVESTER, E □ 

8806090242 

50 324 

P 

SYLVIA.QR 

6005250218 

50-341 

Q 

SYLVIA.BR 

8B05260014 

50-341 

P 

SYLVIA.B ft 

8805310026 

50-341 

Q 

SYLVIA.BR. 

00053 10038 

50-341 

Q 

SYLVIA.B ft 

8006020021 

50-341 

P 

SYLVIA.B R 

6806140366 

50-341 

P 

SYLVIA.B R 

6006160091 

50-341 

J 

SYLVIA, B R 

8006160107 

60-341 

P 

SYLVIA.B R 

0800170171 

50-341 

Q 

sylvia.br 

8B06 170238 

60 341 

Q 

SYLVIA.B FL 

0806280178 

50 341 

P 

SZABO.T L 

6806270031 

60 443 

H 

SZCZEPANIEC.A 

8806070203* 

50 250 

Q 

SZCZEPANIEC.A 

6806070207* 

50 426 

Q 

TADDONIO.B 

0806270165 

50 443 

H 

TAFE.A E 

0805240237 

50 443 

H 

TAGATZ.G 

8608100117 

50 265 

S 

TALWANt.P 

8806160076* 

50*395 

R 

TAM.P S. 

0606020325 

50 334 

P 

TAM, PS 

8606030228 

50 334 

P 

TAM.P S 

6806030330 

50 412 

P 

TAM.P S 

8906070205 

50 334 

P 

TAM.P S 

0806130260 

50 255 

O 

TAM.P S 

8806130361 

BO-334 

P 

TAM.P S 

8006210454 

50-412 

P 

TAM.RS 

8B06290493 

50-412 

P 

TANA.E T 

8805250109 

WASTE MGT 

TANA.E T, 

0805260369 

WASTE MGT 

TANDY, J R 

8006280200* 

50-321 

P 

TANG.SS 

0806100153* 

50-265 

Q 

TANIOUS.N 

B8062300BO 

WASTE RES 

TANIOUS.N S 

8605260379 

WASTE RES 

TANIOUS.N S 

6606140469 

WASTE RES 

TANNER.K 

0806270123 

60-443 

H 

TAPJA.J 1 

6605250254* 

50 313 

Q 

TAR BELL ,C A 

6806270137 

50 443 

H 

TATUM J E 

80 05260328* 

50 206 

Q 

TAYLOR J 

8006240154* 

50-397 

Q 

TAYLOR ,J H 

8806150452 

TQPREP 


TAYLOR.J L 

8606000096 

50 322 

T 

TAYLOR.J L 

8806080098 

50-322 

T 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


TAYLOR ,J M 

6806010078 

50-295 

Q 

TAYLOR J M 

0006010082* 

SO -29 5 

Q 

TAYLORJ M 

8606160230 

50-295 

O 

TAYLOR J M 

8006170170 

50-348 

Q 

TAYLOR.J W 

0005240146 

50 409 

a 

TAYLORJ W 

8005260302 

59 409 

F 

TAYLORJ W 

8006060056 

50 409 

O 

TAYLORJ W 

0006160065 

50 409 

G 

TAYLOR.L A 

0806140564 

50 368 

S 

TAYLOR, LA 

Q0O617O2G9 

50 368 

S 

TAYLOR, LA 

B80 620 0264 

50 366 

s 

TAYLOR,ME 

BB061 OOQ14 

50 483 

s 

TAYLOR ,M E 

8806100167 

50 463 

s 

TAYLOR ,P A 

8006200427* 

50 413 

Q 

TAYLOR.R G 

0806160073* 

50 498 

Q 

TEDESCO.R 

8806160127* 

FOIA 


TEDESCO.R L 

08061 60020* 

50 416 

P 

TEDESCO.R L 

80061 QO064* 

50-416 

P 

TEDESCO.R L 

6 B 061 60071* 

50-416 

P 

TEDESCO.R L 

8805160104* 

50 416 

P 

TEDESCO.R l 

8896160140* 

50-416 

P 

TEDESCO.R L 

0896160161* 

50-416 

P 

TEDESCO.R L 

B8061B0196* 

50 416 

P 

TEDESCO.R L 

0006160249* 

50-447 

A 

TEDESCO.R.L 

8006160261" 

50-416 

P 

TEDESCO.R L 

8B06160274* 

toia 


TEDESCO.R L 

0006160421* 

50 416 

P 

TEDESCO.R L 

8606100429* 

50 416 

P 

TENBROOK.WK 

8805310275* 

50 397 

Q 

TENBROOK.WK 

8006220103* 

50 206 

Q 

TERAO.D 

0006169300* 

50 445 

a 

TERAO.D 

8006160403 

50445 

A 

TERC.N M 

6606140566* 

50 313 

Q 

TEflRY.C D 

880601 01 8B 

50 410 

P 

TERRY.C D 

8006020002 

50 410 

Q 

TERRY, CD 

08C602QG06 

50-220 

Q 

TERRY.CD 

8606060222 

50 220 

P 

TERRY.C D 

88060 6000 4 

50 410 

O 

TERRY ,C D 

8806000149 

50 220 

P 

TERRY.CD 

8806090147* 

50-220 

P 

TERRY.CD 

8600090157 

50-410 

P 

TERRY.CD 

8096100089 

50-220 

P 

TERRY, C D 

0806100113 

50-220 

P 

TERRY.C D 

8806140314 

50-220 

F 

TERRY.CD 

8806150362 

50-220 

P 

TERRY.CD 

8806150365 

50-410 

P 

TERRY.C D 

8806210114 

50 220 

P 

TERRY.CD. 

8006210130 

50 220 

O 

TERRY.CD 

8B062301 17 

50 410 

P 

TERRY.CD 

88062391 IB* 

60 410 

P 

TERRY.CD 

8006270290 

60 220 

P 

TERRY CD 

8006 150369* 

50-410 

P 

THEGERSTROM »C , 

6806220255 

WASTE MGT 

THEOFANOUS.T G 

8006230152 

NUREG 


THIELAN.L 

8006210372 

WASTE MGT 

THtELMEIER.S 

8B0 6240059 

PR 


THOMANN.R F 

8006220227 

60-265 

s 

THOMAS, B 

0806130267’ 

ORG 


THOMAS, C O 

8806060201 

ORG 


THOMAS, C O 

8806170327* 

60-457 

F 

THOMAS.C O 

6B03210352 

ORG 


THOMAS.E A 

8006170014 

50-443 

C 

THOMAS, G S 

0805200152 

50-443 

F 

THOMAS.G S 

Bfl 0531 0236 

50 443 

F 

THOMAS ,G S 

8606030284 

50 443 

F 

THOMAS.G S 

6806080232 

60 443 

F 

THOMAS.G S 

6806009135 

50 443 

| 

THOMAS.G S. 

8606130297 

50-443 

< 

THQMAS.G.S 

0806140303 

50 443 

F 

THOMAS.G S 

6006140560 

50 443 

1 

THOMAS.G S 

0806150227 

50 443 

1 

THOMAS.G S. 

8806220112 

60 443 


THOMAS.G S 

8B062301B2* 

50 443 


THOMAS.G S 

8806280075 

50 443 


THOMAS.R D 

0806270077* 

70-1257 


THOMAS, R D 

8006160105 

l&E 


THOMAS, SW 

B8061 50172 

50-443 


THOM AS, W. 

8606000198* 

50-245 


THOMPSONS O 

8806150010 

PR 


THOMPSON, D 

8806270022 

50-443 


THOMPSON, OH 

8806160194* 

70 87 


THOMPSON, G 

8306230242 

PR 


THOMPSON, H L 

0606010001 

WASTE MGT 

THOMPSONS L 

8806210039* 

PR 


THOMPSONS l 

6806280003 

WASTE MG1 

THOMPSON, H L. 

8806300100 

40 8724 


THOMPSON, H L 

6606300130* 

40 8724 


THOMPSONS M 

8806080081* 

WASTE MG 



378 PERSONAL AUTHOR INDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


THOMPSON.N G 

8006210343* 

CONTRACT 

THOMPSONS 

8006170232* 

CONTRACT 

THOMPSON, R O 

8006030246* 

CONTRACT 

THOMPSON ,fl D 

8006090249* 

CONTRACT 

THOMPSONS D 

8006090294* 

CONTRACT 

THOMPSON, R D 

S8062 10213* 

CONTRACT 

THOMPSON, R D 

8806230027* 

CONTRACT 

THOMPSON, T C 

8806220244 

71-9010 


THORPE, W S 

860614041 1 

PR 


TIOMORE.J L 

0806290424* 

CONTRACT 

TIDMOREJ L 

8006300377* 

CONTRACT 

TIEGER.V 

8806 150044 

50 443 

H 

TIERNANJ A 

8006010028 

50 317 

P 

TIERNANJ A 

6006090282 

50 317 

P 

TIERNAN.J A 

6006 130128 

50 317 

P 

TIER NAN ,J A 

8806 1 70233 

50 317 

P 

TIERNANJ A 

6506230105 

50-317 

P 

TIERNANJ A 

0006230249 

50 317 

Q 

HERMAN J A 

8006230278 

50-317 

P 

TIERNANJ A 

6006230315 

50-317 

P 

TIERNEY, J 

8006240242 

50-443 

H 

TILMAN.A 

8006220263* 

50 302 

Q 

TINDLE J T 

8006140300 

50-443 

H 

TINDLE.R 

BBO6140127 

50 443 

H 

TINGEN.S 

6806070207* 

50 425 

Q 

TINGIE.A 

DB06070Q54 

NUREG 


TIPPS.S B 

BD06270323 

50 321 

S 

TOBI N J 

B806140130 

50 443 

H 

TOBIN.W H 

6B06 150287 

£0 443 

H 

TOBIN.W J 

BB06 150500* 

70-143 


TOENSING.V 

0006070133 

COMMISSIO N 

TOKAR.M 

BB06240010 

WASTE MGT 

TOKAR.M 

8006240021 

WASTE MGT 

TOkAfl.M 

8006240038 

WASTE MGT 

TOKAR.M 

8006240030 

WASTE MGT 

TOKAR.M 

0806270330 

WASTE MGT 

TOKAR.M 

0806200096 

WASTE MGT 

TOKAR.M 

08062001 B4 

WASTE MGT 

TOKAR.M 

8806280326 

WASTE MGT 

TOKUHATA.G K 

8806060203* 

50 329 

H 

TOMLINS ON ,E 

8006160377 

50 410 

R 

TOMLINSON.E 

8008200133 

50 410 

n 

TONDREAULT.V 

8806300433 

50 443 

K 

TORRE ,JG 

8806070150 

50 414 

s 

TORRE J G 

0806100193 

50 414 

s 

TORRE JG 

0806280127 

50 413 

s 

TORRE.J.G 

6806260156 

50 413 

s 

TORRE S.J L 

0000170334 

71-9010 


TORRES ,J L 

6006300203 

71-5767 


TOSCANO.C E 

8006140106 

PR 


TOSHIKAGE.M 

8806090291 

XPORTLIC 


TOSHIKAGE.M 

88061001 46 

XPORTLIC 


TOSHIKAGE.M 

8806100154 

XPORTLIC 


TOSHIKAGE.M 

0806130059 

XPOJRTLIC 


TOSHIKAGE.M 

B 8061 300 71 

XPORTLIC 


TOSHIKAGE.M 

600613007& 

XPORTLIC 


TOSHIKAGE.M 

5806210172 

XPORTLIC 


TOSHIKAGE.M 

8806220220 

XPORTLIC 


TOURIGNY.E G 

8506020132 

50-335 

p 

TOURIGNY.E G 

8506020175 

50-250 

p 

TOURIGNY.E G 

8896030081 

50-335 

p 

TOURIGNY.E G 

8806030270 

50-389 

p 

TOURIGNY.E G 

8C060302B5* 

50-309 

p 

TOURIGNY.E.G, 

8006210260 

50-335 

p 

TOURIGNY.E.G 

6806220332 

50-389 

p 

TOURIGNY.E G 

8806230326 

50-389 

p 

TOURIGNY.E G 

88062401 57 

50 335 

p 

TOURIGNY.E G 

8806290207 

50 335 

p 

TOWNS ENO.J D 

8805310174 

50 275 

R 

TOWNSEND. J D. 

8806270261 

50 275 

R 

TOY.H L 

8806010098 

70 8 


TRACY, J 

0806290059 

50 443 

H 

TRAFICONTEJ. 

8806300030 

50 443 

G 

TRAFfCONTE.J 

8B063001 15 

50 443 

G 

TRAFICONTEJ 

8006300126* 

60 443 

G 

TRAFICONTEJ 

0806300136* 

50 443 

G 

TRAFICONTEJ 

0BO63OO146* 

50443 

G 

TRAM MEL L.C M 

8702040344 

50445 

T 

TRAMMELi.C M 

8806020120 

50 206 

p 

TRAMMELL.C M 

8006030227 

50-206 

P 

TRAMMELL. C M 

8806039350 

SO 206 

p 

TRAMMELL.C,M 

0006200134 

50 206 

p 

TRAMMELI.C M 

0006200341 

50 206 

p 

TRAMMELL.C M 

8006210369 

50-206 

p 

TRAMMELL, C M 

0006210403 

50-206 

P 

TRAMMELL.C M 

0806220137 

50 206 

p 

TRAMMELL.C M 

8006290470 

50-206 

p 

TRAMMELL.J W 

5006290232 

40-299 



AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


TRASCIATTI.M A 
TRASK, FW 

TREJO, J 

TREJOJ 

TREJO.R J 

8806020203 

8806270036 

8806210106 

8806210109' 

0000130006 

TRENT.R K 
TREPALC 
TRETLERJ A 
TREVOR.G A 
TREVORS.G A 

8606230236* 

8806020303 

0806270220 

8806210159 

0805250265 

TREVORS.G A 
TREVORS.G A 
TREVORS.G A 
TREVORS.G A 
TREVORS.G A 

0605310319 

0006010017 

8806010131 

8806060370 

8B06090056 

TREVORS.G A 
TREVORS.G A 
TREVORS.G A 
TREVORS.G A 
TREZ.S 

8806100036 

8806100286 

6006140556 

0606200007 

8606140457 

TRIPP, LE 

TRIPP, LE 

TRIPP, LE 

TRIPP.L E 

TRIPP.LE 

8805270161* 
8006010230* 
0006100132* 
8B0617031 1 * 
8806210050* 

TROJANOWSKI.R 
TROJANOWSKI.R 
TROJANOWSKI.R 
TROJANOWSKI.R 
TROLLER.K A 

8806020100 

0006200222 

0806220204 

8B06280267 

8806060217* 

TROUP, G L 

TROUT.J P 

TROUT, J P 
TROUTJP 

TROUT.J P 

8006200250* 

8006300107 

0806300107 

0BO63OO163 

0B06300103 

TROZZf.F C 
TRZYNA.G E 
TRZYNA.G E 
TRZYNA.G E 
TUCCINARDI.T E 

8806140525 

8805240200 

0806070301 

BBQ6290060 

8B06150455* 

TUCKER. E 
TUCKER.H B 
TUCKER.H 8 
TUCKER.H B 
TUCKER.H B 

0806270097 

8005250076 

8805250164 

0605260150 

8B05260157 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H 8 
TUCKER.H B 

8805260300 
0805260310 
0805260323 
0605260329 
BB053101 19 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

8805310159 
8805310179 
8006010010 
8006010040 
BB060 10077 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

8806010006 

8806020125 

8806030361 

8006070152 

0606070158 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

8B060703B7 

8806080011 

8806080238 

8806090078 

8B060900B8 

TUCKER.H 8 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

8806090092 

8806090124 

8006090225 

0006090319 

0606100011 

TUCKER.H B 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B. 
TUCKER, H.B 

8008100083 

8806100088 

8806100193 

8606100232 

BB061300B7 

TUCKER, H,B 
TUCKER.H B, 
TUCKER.H B 
TUCKER.H B 
TUCKER.H B 

8806130310 

8806130323 

8806170155 

8006200019 

0606210014 

TUCKER, H B 
TUCKER.H 8 
TUCKER.H 8 
TUCKER.H B 
TUCKER.H B. 

880621001B 

8806210024 

8806210158 

8006210235 

8606210258 

TUCKER.H B 
TUCKER.HS 
TUCKER.H 8 

8808210301 

6806210416 

6806210504 


PR 


TUCKER.H B 

50 443 

H 

TUCKER.H B 

50 272 

R 

TUCKER.H B 

50 272 

R 

TUCKER.H 0 

50-213 

S 

TUCKER.H B 

71-80 


TUCKER.H B 

PR 


TUCKER.H B 

50-443 

H 

TUCKER.H B 

50 298 

P 

TUCKER.H B 

50 298 

Q 

TUCKER.H B 

50 298 

Q 

TUCKER.H B 

50-298 

Q 

TUCKER.H B. 

50 290 

F 

TUCKER.H B 

50 298 

F 

TUCKER.H B 

50 298 

F 

TUCKER.H B 

50-298 

P 

TUCKER.H B 

50-298 

J 

TUCKER.H 8 

50 290 

Q 

TUCKER.H 0 

50 290 

P 

TUCKER.H 0 

50 443 

H 

TUCKER.H B 

50-334 

Q 

TUCKER.H 0 

50-334 

Q 

TUCKER.H 0 

50 317 

Q 

TURBAK.M S 

50 293 

P 

TURNER.G 

50 309 

Q 

TURNER, O M 

l&E 


TVERBERGJC 

l&E 


UUE.J.M 

l&E 


ULMER.F J 

l&E 


UMBEL.D 

50-412 

Q 

VALLEY, G E 

70-1151 


VAN BRUNT.E C 

50 443 

G 

VAN BRUNT.E E 

50 443 

G 

VAN BRUNT.EE 

50 443 

G 

VAN BRUNT.E E 

50 443 

G 

VAN BRUNT.E E 

PR 


VAN BRUNT.E E 

50 295 

Q 

VAN BRUNT.E E 

50 295 

P 

VAN BRUNT.EE 

50 295 

P 

VAN BRUNT.E E 

50-29 

Q 

VAN BRUNT.E E 

50 443 

H 

VAN BRUNT.E E 

50 369 

P 

VAN BRUNT.EE 

50 413 

Q 

VAN BRUNT.EE 

50 269 

Q 

VAN BRUNT.EE 

50 413 

O 

VAN BRUNT.E E 

50 369 

P 

VAN BRUNT.E E 

50 269 

R 

VAN BRUNT.EE 

50-413 

R 

VAN BRUNT.E.E 

50-369 

Ft 

VAN BRUNT.E E 

50 413 

F 

VAN BRUNT.E E 

50 413 

S 

VAN BRUNT.E E. 

50-413 

S 

VAN BRUNT.EE 

50-209 

F 

VAN KESSEL.H F 

50-269 

P 

VAN KESSEL.H F, 

50-269 

P 

VAN NAHL.T 

50 414 

Q 

VAN NIEL.C R 

50 270 

S 

VAN NIEL.C, R 

50 413 

S 

VAN PELT.D 

50 413 

P 

VANCE, L.S 

50 414 

S 

VANDALE.M.T 

50-413 

Q 

VANDENBURGH.C. 

50-413 

R 

VANDEWITE.M 

50-269 

P 

VARGA, S A 

50 369 

S 

VARGA.S A 

50 287 

s 

VARGA, S.A 

50-414 

p 

VARGA.S A 

50 413 

P 

VARGA, SA 

50 269 

p 

VARGA.S A 

50 269 

Q 

VARGA.S A 

50-413 

P 

VARGA.S A. 

50-369 

P 

VARGA.S A 

50 369 

Q 

VARGA.S, A. 

50 414 

S 

VARGA.S A. 

50-413 

Q 

VARGA, S.A 

50-369 

P 

VARGA, S A. 

50 413 

G 

VAUGHN, G E 

50 413 

Q 

VAUGHN, G.E 

50 269 

P 

VAUGHN, G E 

50*413 

Q 

VAUGHN, G.E. 

50-370 

Q 

VAUGHN, G E 

50-370 

S 

VAUGHN, G.E 

50 269 

Q 

VAUGHN.G E. 

50-413 

F 

VAUGHN, G.E. 

50-369 

P 

VAUGHN.G.E 

50-413 

P 

VAUGHN.G E. 

50 369 

Q 

VAUGHN.G E. 

50 269 

P 

VAUGHN.G E. 

50 413 

Q 

VAUGHN.G.E 


ACCESSION 

NUMBER 


8006220042 

8806220058 

8806220067 

8806220073 

8606220186 

6806220294 

8806230066 

8606230317 

8806240176 

8806270250 

8006270262 

8B08270349 

8808290054 

8806260056 

0806280065 

0806280127 
0805280185 
8006200226 
880628023B 
B80 6290 036 

0606290156 

8606290222 

0805250202* 

8806270051 

0806140108 

0806010204 

8806070250* 

0806140572 

8B06090245 

0006150334 

0805270010 

8805270060 

8806010234 

0806010278 

8006030014 

0806030323 

8806060250 

8806070100 

0806090111 

0806090141 

0006130011 

8806130374 

8806160160 

8006180237 

8606200012 

8806200064 
0806210377 
88 06220034 
80 062 2009 6 
8006220134 

8000290010 

6006200109 

6806100164' 

0806210002' 

8006270055 

0800210200* 

0800210209* 

8806270059 

8006140234 

0806060200 

0006070108* 

8006020185 

8705060148* 

0006020312 

0806030239 

8006030266* 

0806000273* 

0806080379 

0BO6O8O27A 

8000100126 

0006130274* 

0006140035 

6806160109 

0806170269 

0806210237 

6005250124 

0805270035 

0805310101 

8B05310113 

8005310140 

0806020018 

8006090188 

8006100082 

8806100165 

0806100277 

8806130046 
B8O616O10B 
08062101 86 


SUBJECT 
CATEGORY 

50-287 S 

50-269 R 

50-413 0 

50-369 fl 

50-399 P 

50-269 p 

50-413 Q 

PR 
PR 

50-369 S 

50-369 S 

50-269 S 

50-369 P 

50 413 P 

50 413 Q 

50 413 S 

50 270 Q 

50 269 P 

50 369 Q 

50 413 P 

50413 S 

50 269 P 

50 373 Q 

50 443 H 

50 443 II 

QA9D9 

50 155 O 

50*344 FI 

CONTRACT 
PR 

60 528 Q 

SO 528 0 

50 520 p 

50 520 P 

50 520 P 

50 520 H 

50-528 Q 

50-520 | 

60-528 P 

50-520 P 

50-530 P 

50-529 Q 

50-528 P 

50 528 O 

50-528 O 

50-529 O 

60-528 J 

50-530 P 

50 529 S 

50 620 S 

50 528 Q 

50-528 F 

50-954 Q 

50 353 Q 

60 443 H 

50 142 F 

60-142 F 

60 443 M 

60 443 H 

71-0210 

50-302 Q 

PR 

50 32 2 P 

50 302 P 

50-302 P 

50-29 P 

50-322 J 

ORG 

50-200 P 

60-29 P 

50-320 P 

60-317 P 

60-443 F 

50-322 H 

50-247 O 

50 498 P 

50 498 P 

60 490 P 

50 409 P 

50-490 Q 

60 498 F 

50 400 S 

50 490 S 

50-490 S 

50-490 S 

50 498 P 

50-408 $ 

50-498 S 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

number 

SUBJECT 

CATEGORY 

AUTHOR 

VAUGHN.G E 

8B062 10206 

50-408 

S 

WALTON, G 

6806270333* 

50-438 

Q 

WENSLAWSKl.F A 

VAUGHN# E 

8806210225 

50 490 

S 

WALTON ,G A 

8BQ6090006* 

50-390 

Q 

WENSLAWSKI.FA 

yaughn.ge 

8B06210441 

50-493 

S 

WALTON, W B 

BD062 10043’ 

50-445 

A 

WENSLAWSKl.F A 

VAUGHN# E 

0806220012 

50 498 

S 

WAMBACH.T V 

8806020162 

50-255 

P 

WENSLAWSKI.FA 

VAUGHN.G E 

8806220290 

50*490 

S 

WAMBACHJV 

0006030074 

50-255 

P 

WENSTRAND.J P 

VAUGHN# E 

8806230129 

50 490 

s 

WAMBACH.T V 

8606130260 

50-255 

Q 

WENZIGER.EC 

YEIE7.P 

BB06020320 

CONTRACT 


WANG, A B 

8006020305 

60-213 

P 

WENZINGER.EC 

VELEZ, P 

0006030249 

CONTRACT 


WANG, A B 

8806020320 

50 213 

P 

WENZINGER.EC 

VELEZ# 

8806130283 

CONTRACT 


WANG, A B 

8806170123 

50 213 

P 

WEN2INGER.EC. 

VELEZ, P 

6606130359 

CONTRACT 


WANG, A B 

GB 061 70330 

50-213 

P 

WENZINGER.EC 

VERMETSON.W G 

8605130010 

50 83 

0 

WANG,AB 

8B0529Q237 

50 213 

P 

WEN ZINGER## 

YERNETSON.W G 

0606290012 

50 63 

s 

wang.ab 

6006300028 

50 213 

P 

WENZiNGEft.EC 

VEflRELLl.D M 

8806060004 

50 400 

Q 

WANG,J K 

6806230210 

NUREG 


WERNER# F 

VtftRElLl.D M 

6606060096 

50 395 

Q 

WANGLER.M E 

8806170246 

71*3002 


WERT# D 

YERRELLI# M 

8GOG06Q09B* 

50 395 

Q 

WABASHA, J 

QB062B0372 

50 443 

H 

WESSMAN# H 

VERF*ELL1,DM 

0BO6O7O233 

50 348 

Q 

WARASKE.V D 

80061401 GO 

PR 


WESSMAN# H 

VEflRELLl.D M 

8806070260 

50 261 

O 

WARD# A 

000615029-1 

50-443 

H 

WESSMAN# H 

Y6RHELII.DM 

B606070263* 

50-261 

Q 

WARD# A 

8006270020 

ACRS 


WESSMAN# H 

verrellkdm 

0006200472 

50 416 

Q 

WARD.K D 

0006200522* 

50-373 

G 

WESSMAN# H 

VEZIMA# E 

8806150169 

50 443 

H 

WAftEMBOURG.D W 

DD03070253 

50-267 

F 

WESSMAN.RH 

YrCKREY# Q 

8808220170* 

50 490 

Q 

WARNICK# F 

QQ062 10427 

50-445 

Q 

WESSMAN# H, 

V1CTOR.K J 

6005250136* 

50-400 

P 

WARNICK# F 

BQ062 10505 

50-445 

Q 

WESTBEftG.R A 

VlEBROCK.J M 

0006170290 

71 9010 


WARNICK.ft F 

8806220253 

50-445 

Q 

WESTERMAN.TF. 

VIETEN,MJ 

8806020103 

50-293 

J 

WARNICK# F 

8906220291 

50 445 

Q 

WEST ERMA NTT 

V.ETEN,MJ 

6606150020 

50 293 

J 

WARNICK.ft F 

0006-230024 

50 445 

Q 

WESTERMAN.TF 

VILLARANM 

6B06240154* 

50-397 

Q 

WARNICK.ft F 

8B06230140 

5<M45 

Q 

WESTERMANJ.F 

YlNCl.DW 

0606210156 

50 382 

S 

WARNICK.ft F 

8606230196 

50 445 

Q 

WHALEY# M 

ViRGQNAJ E 

8006290290 

WASTE MGT 

WARWICK, R F 

8806280051 

50 445 

Q 

WHEBLE,J A 

ViROSTEK.C 

6606020150* 

70 135 


WARN1CK.R F 

8006250437 

50445 

Q 

WHIPPLE, S 

V1SKANTA.R 

0606230152 

NUREG 


WARWICK, R F 

G806290445* 

50 445 

Q 

WHITE, A 

YiSSING.GS 

6606070400 

50 470 

A 

WARWICK# F 

8006300290 

50 445 

O 

WHITE.A M 

ViSSlNGGS 

8006130263 

PROJ 


WARREW,L A 

0805240402 

50 200 

ft 

WHITE.AP 

YlSSING# S 

8806160224 

50 508 

A 

WARREN, L A 

8306220154 

50 200 

R 

WHITE, AW 

VOCI.N J 

0606270113 

PR 


WAnY.P 

0006020186 

50 307 

F 

WHITE AW. 

VOGEL.SJ 

8006020302 

50-2 

F 

WASHINGTON, S L 

0806080289 

50-397 

S 

WHITE## 

VOGLEH B N 

8GQ60B0070 

50 335 

G 

WASHINGTON# L 

0BO61bOO90 

50-397 

S 

WHITE.J 

VOGLER.B M 

8806140119 

50-335 

G 

WASHINGTON, 5 L 

0606220301 

5Q-397 

s 

WHITE, J A 

VOGLER.B H 

6806300105 

50 335 

G 

WASHINGTON# L, 

0006280354 

50-397 

s 

WHITE#, 

YOiLMER# H 

8110190100* 

50-275 

P 

WASILKJ S 

QBO624OO09 

50 346 

F 

WHITE# 

VOLLMER.RH 

8112100572* 

50 275 

P 

WASILK.S 

B006240043 

50-346 

F 

WHITE# 

V01LMER#H 

8112160061* 

50-275 

P 

WASTLER.S L 

0006200046 

WASTE MGT 

WHITE# A 

VOLLMER# H 

6310100070* 

50 275 

P 

WATUNGTON.B 

0605230166 

NUREG 


WHITE# M. 

VOLLMER.RH 

8310100082* 

50-275 

P 

WATSON# A 

880525015? 

50 400 

R 

WHITE# A 

VOLPEJA 

8806210305 

WASTE MGT 

WATSON.R A 

8605310107 

50 400 

V 

WHITEN ER# L 

VOLPE.J A 

0606210400* 

WASTE MGT 

WATSON# A 

6606010100 

50 400 

S 

WHITING.A R 

VOLTURA.N 

B 60 52604 01 * 

WASTE MGT 

WATSON# A 

0006030090 

50 400 

P 

WHITING Afl 

VON BRECHT# E 

8606140511 

bO-443 

H 

WATSON# A 

6006030324 

50 400 

s 

WHITT.MS 

YONSCHACK.W/W. 

8606220247* 

50 334 

1 

WATSON# A 

8806130315 

50 400 

R 

WHITT, MS. 

WACHENDORF.&C 

8006240244 

50*443 

H 

WATSON# A 

0006140464 

50 400 

S 

WH ITT E MORE, J E 

WAGNER.DH 

8006020247 

50 266 

P 

WATSON# A 

Q806140515 

50 400 

S 

WHITTEMORE.W P 

Y7AGNER.DH 

0006130175 

50-266 

O 

WATSON# A 

0006160014 

50-400 

Q 

WHITTIER# D. 

WAGNER.DH 

0806210440 

50 266 

G 

WATSON# A 

8806280368 

50-400 

S 

WHITTIER## 

WAGNER, D H 
WAGNER, M E 

0806290360 

8006200146 

50-266 

PR 

P 

WATTS, A ft 

WATTS, W F 

0006070140* 

6806140091 

50-361 

PR 

P 

WHITTIER# D. 
WHITTIER## 

WAGNER# C 

8806210440* 

50 445 

Q 

WATTSON.G B 

8006140508 

50-443 

H 

WHITTIEfl.GD 

WAGNER. PC 

8806220318* 

50 445 

Q 

WATZ.J P 

6806230219 

50-425 

S 

WHITTIER# G 

WAHl.K 

8605310303* 

WASTE RES 

WEADOCK.A 

QBOOO&0214* 

50-146 

Q 

WHITTLETONJ R 

YrfAlN RIGHT# B 

8800150194 

PR 


WEADOCK,A 

0606000190* 

60 245 

Q 

WICHERS.D.L 

WA1T7.E R 

8006150060 

50 443 

H 

WEBER, M 

6806070004* 

FOIA 


WICHERS# L 

WALDEN, P 

0806220110 

WASTE MGT 

WEBER.M F 

8606-200227 

WASTE RES 

WICHERS.D L 

WAUSH## 

8606150192 

PR 


WEBER, M F 

6806200389 

WASTE MGT 

WICHERS# L 

WAIKER.H A 

0806100065* 

50-341 

Q 

WEBER.M F 

8606290032 

WASTE RES 

WICHERS.D, L 

WALKER, H A 

8006280231* 

50 254 

Q 

WEBER.WE 

6600270160 

60 443 

H 

WiOELL## 

WALKER. J G 

0000160160 

50-259 

S 

WEBSTER# H 

6806200449 

71-9200 


WIDELL# C 

WALKER, J G 

8006160220 

50-260 

S 

WEGENER# 

80O62DO418 

50 443 

H 

WIDELL## 

WALKER, JG 

0806200064 

50-259 

R 

WEICKER.L 

00OGOBO373* 

60 245 

H 

WIDELL# C. 

WALKER.R D 

8606030303 

50 445 

S 

WEILER.BL 

0006140228 

50 443 

H 

WIDELL## 

WALKER# D 

0006060219 

50 445 

A 

WEISS# 

0701210360* 

WASTE MGT 

WIDELL# C, 

WALKER ,R D 

8806130145 

60-445 

O 

WEISS# B 

0006170027 

50 271 

G 

WIDELL##, 

WALKER# D 

6606140161 

50 445 

S 

WEISS# R 

3806170027 

60-271 

G 

WIDELL# C, 

WALKER, R D. 

8006140166 

50 445 

S 

WEISS## 

BGO6O7O180* 

50-382 

Q 

WIDELL## 

WALKER.R D 

6006140540 

PR 

WEISSMAN.A 

0006160156 

60-443 

H 

WIDELL# C 

WALKERS D 

0806200192 

50-445 

S 

WEISS MAN# 

8006030169 

50-275 

P 

WIDELL##. 

WALKER ,R D. 

0806210037 

50 445 

s 

WELCH ,J 

8806230 1&3 

50-237 

S 

WIDELL# C. 

WALKER.R D 

8808210042 

50 445 

A 

WELDIN# D 

GB06130324 

WASTE RES 

WIDMATER.DA. 

WALKER.R D. 

8806280033 

60 445 

S 

WELDIN# D 

8606220100 

WASTE MGT 

WIEDEMAN.D. 

WALKUP.J K. 

8006000290 

50 604 

G 

WELESJ.G 

6806270200 

50-443 

H 

WIEDEMAN.D. 

WALL.KC 

8806140573 

50 213 

R 

WELLS. A H 

8006050119 

71-9010 


WIENS.L A 

WALLACE, A M 

6006270103 

50 443 

H 

WELLS, A H 

8806O702Q4 

71-9183 


WIESEL.RC 

WALLACE, PR. 

0006010149 

50 327 

F 

WELLS# D 

8006030354 

50*320 

S 

WIESEMANN# A. 

YMLL1N.GA 

80061 504B7 

50-271 

R 

WELLS# D. 

B8061 70134 

60-320 

S 

WIESEMANN#, A 

YMLSH.J M 

WALSH, PA 

0806230305 

8806070169 

PB 

71-9151 


WELLS# E. 

WENDT, K. 

8800160272 

8806230303 

50 443 

PR 

H 

WIESEMANN# A 
WIESEMANN# A 

WALSH k P.G 

8806150033 

50 443 

H 

WENSLAWSKl.F 

6806010003 

60-62 & 

S 

WIESEMANN# A, 

WALTERS 

8806150245 

50 443 

H 

WENSLAWSKl.F A 

0005260010 

50-275 

Q 

WIESEMANN.R.A 

WALTER, YV. 

0806280058 

50-454 

S 

WENSLAWSKl.F A 

8005260330 

50-312 

O 

WIESEMANN# A. 

WALTERS, S 

8806030332 

50 254 

S 

WENSLAWSKI.FA 

0005260333* 

50 312 

O 

WIESEMANN# A 

WALTON, E H 

0006150034 

50 443 

H 

WENSLAWSKl.F A 

8805310270 

50 397 

Q 

WIESEMANN# A. 


ACCESSION 

NUMBER 

8806060100 

8806000270 

0806220074 

8806220099 

8806060145* 

8606230007 

8805260189 

8806010167 

6806010175 

6806010200 

6806080236 

8600280082 

6806150240 

B8062D020B* 

BB060902BB* 

0808130131* 

8806210249* 

8806210274 

8B0622Q217* 

8006290300* 

8806290354* 

0806090118* 

8B05250337* 

0806130055* 

6806140-164* 

8806140204* 

8B06230049 

6806 140043 
6806130328 
86061 001 B9 

8B06290423 

6606140064 

8806270223 

8806240169* 

6806140320 

8B05310265 

0806260200* 

8B06210100 

B806220041 

B0O823O1O4 

6806010274 * 

8006020143* 

8006010231 

8606050030* 

6006270264 

BB0627O269 

6Q0Q0601B7 

8006220033 

■0005250306* 

0806140479 

8805250162 

8806130004 

80OG16O121 

B8O015O4B2* 

BB06220022 

GQ06 150042 
8BQ6290255* 
B806230203 
8BQ62901 14 
6606300337 

8606300381 

6606300406 

6605310306 

8BQ6020133 

6008080121 

6606100075 
6809130141 
8B06140402 
8806140570 
8BO01 60054 

8B061 70204 
B806220055 
8806260037 
8606280104 
6806280044 

8606030230 

6606030268 

8606230264 

8808220226* 

6805230077* 

0605250203* 

6805250389* 

8805260020* 

8805270027* 

B805270046* 

8005270144* 

8B06270189* 

8805270213* 


SUBJECT 

CATEGORY 

STATE PRO G 


50-397 

a 

60-275 

O 

60-206 

0 

60-331 

1 

60-352 

Q 

60 333 

a 

50 272 

G 

60*364 

0 

60 247 

Q 

50-220 

Q 

50 353 

Q 

50 443 

H 

50-209 

Q 

50-244 

P 

60-244 

P 

50-29 

P 

50-29 

P 

60-29 

P 

50-293 

P 

50 29 

P 

50-461 

O 

50 267 

G 

60 266 

O 

60-285 

Q 

50 267 

Q 


70 1088 


50 483 

50-443 H 

50-443 H 

50-443 H 

50-209 O 

PR 

l&E 

50-321 P 

waste mgt 

60 272 R 

50-31 1 R 

50 408 P 

CONTRACT 
50 390 A 

50-324 Q 

WASTE MGT 

WASTE MGT 
60-313 R 

60-313 R 

50-313 V 

60-443 H 

50-300 R 

60 309 O 

60 309 P 

60-300 Q 

60 309 R 

pn 

CONTRACT 
40 8502 
40 06G4 
40 8084 

40-8502 
40-0502 
50-302 P 

60-302 S 

50-302 Q 

60-302 P 

50-302 P 

60 302 P 

60-302 ft 

50-302 P 

50-302 P 

50 302 O 

50 302 S 

50-302 F 

WASTE RES 


60-201 V 

60-445 A 

60 601 K 

50 305 P 

60*601 A 

60 601 A 

60-395 P 

TOPREP 

50 001 A 

50-490 P 

50-413 P 


oil. 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WIESEMANN.R A 
WIESEMANN.R A 
WIESEMANN.R A 
WIESEMANN.R A 
WIESEMANN.R A 

8005310079* 

8806010266* 

8806010265* 

8806060178* 

88060B0077* 

50 601 A 

50-247 P 

TOP REP 

50 327 P 

TOPflEP 

WILSON, B A 
WILSON, J H 
WILSON.K R 
WILSON, R F 
WILSON, R F 

8Q0B07D362 

8806060022 

8806030163 

8005260162 

8805260221 

50 250 

50 445 
50-302 
50-219 

50 219 

Q 

A 

P 

P 

P 

WU.KT 

WYRtGKJ 
YACHIMIAK.E 
YANJCHKO.S E 
YASENCHAK.J 

8806220267* 
88 06 220249 
8005240237* 
B8G61 00005* 
0806280374 

50 445 A 

50 397 S 

50 244 Q 

50 338 P 

50 443 H 

WIESEMANN.R A 
WIESEMANN.R A 
WIESEMANN.R A 
WIESEMANN.R A 
WIGGINS, E 

0006000136* 

6006140136* 

6906230161* 

8006280220* 

8006300325* 

50 400 P 

50 601 A 

50 327 Q 

50 601 A 

CONTRACT 

WILSON.R F 
WILSON. R F 

WILSON ,S 
WINSLOWJP 
WINTER.G V 

8806090100 

8606210240 

0606150051 

8006300135 

0005220115 

50 219 P 

50 219 P 

50 443 H 

70-1113 

WASTE RES 

YBARRONDO.L J 
YONCO.S 

YOON.W H 

YORK.D 

YORK.JW 

0006300325- 

8006150092 

8806070054 

0806300415 

8806270333* 

CONTRACT 

PR 

NUREG 

50 443 H 

50 436 Q 

WIGGINS, E J 
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Q 

8606160237 

50-528 

Q 

8606200012 

50-528 

Q 

8&0620Q064 

50-529 

Q 

8606210265 

50*528 

S 

8606210377 

50 528 

J 

6606210377 

50 528 

J 

B606210377 

50 528 

J 

6606220034 

50 530 

P 

6806220035 

50 528 

R 

6806220035 

50-520 

R 

8606220035 

50-528 

R 

8606220037" 

50-530 

P 

8D08220096 

50-529 

S 

8B06220121 

50-528 

H 

8606220121 

50-528 

H 

8806220121 

50-528 

H 

68 06220134 

50-528 

S 

8806220134 

50-528 

S 

6806220134 

50-528 

S 

8806230096 

50-530 

S 

8806230164* 

50-52B 

S 

8606230164* 

50-528 

s 

8606230164* 

50-528 

s 

8006290010 

50-528 

Q 

8B06290010 

50-528 

Q 

8B0629D010 

50-528 

Q 

6806290109 

50-528 

F 

6806290109 

50-528 

F 

6806290109 

50-528 

F 

8805260171 

60-313 

Q 

B80 601 0045 

50-313 

F 

8806010045 

50-313 

F 

8806010244 

60-368 

P 

8B060102S7" 

50-368 

P 

8B0BQ10259* 

50-313 

V 

8B06020003 

50-313 

Q 

8806020003 

50 313 

Q 

0806030144 

50-313 

P 

8806030140* 

60 313 

P 

6806030154 

50 368 

P 

8806030161* 

50 368 

P 

8806060107 

50 313 

R 

0006060100 

60 368 

R 

8B06Q70058 

50 313 

P 

8006070050 

50 313 

P 

8806070060* 

50 313 

P 

8006070060* 

60 313 

P 

B8D6070399 

50 313 

P 

8806070309 

60 313 

P 

0806100016 

50-313 

P 

8006100016 

50-313 

P 

8B06100138 

60-313 

F 

8806130017 

60-313 

Q 

8B061400&2 

50-313 

P 

3006140564 

50 368 

S 

8806160203 

60 36S 

O 

8006160211* 

50 368 

Q 

0006170209 

50 368 

S 

0806170305 

50 368 

s 

8606210156 

60-302 

s 

8806220031 

50-368 

R 

8BQ6220O33 

60-313 

R 

8806220046 

60-368 

P 

8006220046’ 

50 368 

P 

8006220064 

60 313 

P 

8806220066* 

50-313 

P 

8806260264 

50-368 

S 

8806290220 

50-368 

s 

8806290416 

40 6902 


8806230126 

NUREG 


8805270224 

TOPREP 


8805270226* 

TOPREP 


8006210470 

TOPREP 


8004290231 

WASTE MGT 


8805250315* 

50-346 

p 

6806010040* 

WASTE MGT 


B806060196* 

70-27 


8806070358* 

TOPREP 


8806130340 

70 27 


8806130383 

70-27 


8806160452 

TOPREP 


8806230230 

71-68 


8806230236* 

71-B8 



AUTHOR AFFILIATION 


Backus, Meyer & Solomon 
Baker & Bolts 

Baltimore Gas & Electric Co 


Battalia Memorial Institute, Columbus 
Laboratories 

Baltolle Memorial Institute, Pacific 
Northwest Laboratory 


Bayou Testers, Inc 
Boar Creek Uranium Co 
Bechtel National, Inc, 

Beltway Transportation Service 


Barkalov, CA 
Boston Edison Co, 


Brigham Young Univ„ Provo, UT 
Brook havon National Laboratory 


ACCESSION SUBJECT 

NUMBER CATEGORY 


6806290348 

70-27 


0806300095 

70-824 


8606170070 

50-443 

G 

8006300232 

50-443 

G 

8006230204 

50-498 

P 

8005250087 

50-31 B 

$ 

8806010028 

50-317 

P 

8806030379 

50-317 

3 

8806070171 

50-31.7 

3 

8806090282 

50-317 

P 

B806100037 

50 317 

F 

0006100037 

50 317 

F 

0006100097 

50 317 

F 

8B061 00097 

50 317 

F 

8006100126 

50-317 

F 

8806100126 

50-317 

F 

8806100281 

50-317 

P 

8806100281 

50-317 

P 

8806130003 

50-317 

Q 

0806130120 

50-317 

P 

0006170070 

50-317 

n 

0006170079* 

50 317 

n 

0006170079* 

50 317 

n 

8B06170080* 

50 317 

R 

8006170158 

50-317 

P 

8006170158 

50-317 

P 

8808170227 

50-317 

J 

0806170227 

50-317 

J 

0806170233 

60-317 

P 

6806170233 

50-317 

P 

8806200005 

50317 

P 

8006230105 

50 317 

P 

0006230105 

50 317 

P 

0BD6230110* 

50 317 

P 

8BD6230110* 

50 317 

P 

8806230168 

50-317 

F 

8806230249 

60-317 

Q 

6006230270 

50317 

P 

8806230270 

50-317 

P 

B806230281 * 

50 317 

P 

0806230281 * 

50317 

P 

B806230315 

50317 

P 

0806230315 

50317 

P 

0BO623O319* 

50 317 

P 

0806230319* 

60317 

P 

0B041 50387 

WASTE MGT 


0806010098 

70-0 


0806100179 

NUREG. 


0006140290 

WASTE RES 


0006230207 

NUREG 


8006240000 

WASTE MGT 


0006270268 

WASTE RES 


8006270291 

WASTE RES 


8806270296* 

WASTE RES 


0806300228 

71-9036 


0806290256 

40-0452 


8006010274* 

50-400 

P 

0806300397* 

CONTRACT 


0007010004* 

CONTRACT 


0000300252 

60-244 

G 

8005250169 

50-203 

F 

8806010199 

60-293 

O 

8008020298 

50-293 

S 

B806020308 

50-293 

P 

0806020331 

60-293 

P 

8806030340 

60-293 

s 

8806070074 

50-293 

F 

0006080384 

60-293 

S 

8806090104 

50-293 

0 

8806090165 

50-293 

F 

0800140537 

50-293 

F 

8806160143 

50-293 

Q 

0806170217 

50-293 

n 

8006170319* 

50-293 

F 

0006220151 

60-293 

S 

0006230119 

60-293 

Q 

8006280290 

50-293 

Q 

8006160302 

60-262 

Q 

8805200105* 

WASTE RES 


BOO 60 7 00 54 

NUREG 


B8061 00206 

TOPREP 


0806210236 

WASTE RES 


B806210262 

WASTE RES 


0006210295 

WASTE RES 


0006220040 

WASTE RES 


8806230139 

NUREG 


8806230171 

NUREG 




CORPORATE SOURCE INDEX 385 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


0006240154* 

50-397 

Q 


8303100067 

50-324 

5ro*n & Root, he (subs of Halliburton 

0806220216* 

50-445 

A 


0806100077 

50-324 






8BQ6100131 

SO 324 

Jrowr Univ , Providence. Rl 

8006220100 

WASTE MGT 



0806100131 

50 324 


8806220191* 

WASTE MGT 



8806100134 

50 324 

J-jms & Roe Co 

0006200242 

TORRES 



8303 100201 

50 324 


0806200300* 

TOPREP 



8606130315 

50 400 

business Communications Contractors, Inc 

0806030246* 

CONTRACT 



0006130367 

50-261 


8806130159* 

CONTRACT 



0006140269 

50 400 

yr GMA Energy Servlc e s 

0006200009* 

50 293 

P 


0806140464 

50 400 

Eleclnc Power Cooperative, Inc 
laVorma, State of 

0006290059 

50-3 4B 

p 


8606140476 

50 261 

0806030169 

50 275 

p 


0606140515 

50 400 

Z-aUfoenia, Unrv of, Berkeley, CA 

G006300252 

50 244 

G 


6006150263 

50 324 

3aSfo*ma, Urw of, Los Angeles, CA 

8806140272 

50 142 

P 


B0O615O292* 

50 324 

8806140275* 

50-1 42 

P 


060616001 4 

*50 400 


8806200310* 

FOIA 



0806160152 

50261 


0006210059* 

50-142 

F 


8806160163 

50 325 


0806210070* 

50-142 

F 


0006160165" 

50 325 


8806210151* 

50-224 

F 


0806160270 

SO 261 


8806210154* 

50-224 

F 


0806170084 

50 261 


0BD621O166* 

50-142 

F 


8806170235 

50 261 


0006210108* 

50-142 

F 


8806170235 

50 261 


6806210203* 

50-142 

F 


8806200197 

50 324 


8806210208* 

50-142 

F 


8006200197 

50 324 


8806210287* 

50-142 

F 


8806200201* 

50 324 


8806210302* 

FOIA 



8006200201* 

50 324 


0006210313* 

FOIA 



0806200449 

71 9200 


0806210334* 

50-142 

F 


8806210132 

50-324 


8806210367* 

50-142 

F 


BB06210132 

50-324 


8806210375* 

50-142 

F 


8606220342 

60-261 


8606210382* 

50 142 

F 


8806230285 

PR 


0006210309* 

50 142 

F 


0806280067 

50-261 


0B06210397* 

50 142 

F 


0BQ&28O115 

50-324 


8806210410* 

50-142 

F 


BB08280125 

50-201 


0006210442* 

50-142 

F 


8606200156 

50-261 


0606210457* 

50 142 

F 


8806280270 

50-324 


0006210401* 

60 142 

F 


880S28038B 

50 400 


8806210409* 

60 142 

P 

Conlorlor Nuclear Waste Regulatory 

0005270010 

WASTE MGT 


8806210515* 

50-142 

F 

Analyses 


WASTE MGT 


8606220105* 

60-142 

F 

8806000027 


0B06240007* 

50 142 

F 


8306090144 

WASTE MGT 


0806240099* 

60 142 

F 


880B210227 

WASTE MGT 


8806280020 

50 142 

IP 


0006220296 

WASTE MGT 

California, Unlv ol, Santa Barbara, CA 

0B0620007B 

50-142 

P 


8GO627O204 

WASTE MGT 

8B06170199* 

CONTRACT 



8806270289 

WASTE MGT 

Cai^ada Atomic Energy Control Board 

Carolina Power & Light Co, 

BB06210404 

XPORTLIC 


Contral Iowa Power Cooperative 

0BQ6O6O145* 

60 331 

0805250134 

50 400 

P 

Central Power & Light Co 

0000160202 

50 400 


8005250157 

50 400 

R 

Chem Nuclear Systems. <nc 

0006030121 

WASTE MGT 


8805250167 

60-281 

P 

0000030127* 

WASTE MGT 


8005260322* 

50-324 

R 


8G0G220123* 

WASTE MGT 


0B0527G297 

50 251 

P 


0QOB22O13B 

WASTE MGT 


8805270300* 

50 261 

P 


0006220230* 

WASTE MGT 


8805310107 

50 400 

V 

Chlchibu Cement Co , Lid 

8006210219 

WASTE MGT 


8B06010038 

50 325 

s 

Cintlchom, Inc 

0006 14 0090 

70 687 


8006010189 

60 400 

s 

Cintlchem, Inc (subs of MerJI Physics, 

6800209230 

71-5957 


0806010222 

50-261 

p 

Inc) 


71-5957 


8806010225* 

50-261 

p 

0806200254* 


8800010226* 

50-261 

p 

embank, N A 

8806280205* 

50-346 


8806010253 

50-925 

p 

Citicorp 

0006010056* 

50-340 


8006010266* 

50-325 

p 

Cleveland Electric Illuminating Co. 

0005250383 

50-440 


0806020024 

50-261 

p 


0805250305* 

50-440 


8806020028 

50-324 

p 


0805260391 

50-440 


800B020044 

50-324 

Q 


8605250303* 

50-440 


8006020044 

50-324 

Q 


0606010023 

50-440 


0006020139 

50-261 

S 


600601 0050 

50-440 


6806020148 

50-261 

s 


800601.0221 

60*440 


8806020348 

50-261 

F 


8806010243 

60-440 


8806030053 

50-324 

V 


8806020220 

50-440 


0B06030053 

50-324 

V 


BB06020232* 

50-440 


8006030090 

50-400 

P 


B806020243* 

50-440 


B806030112 

50 324 

F 


0808020262 * 

50 440 


8806030118 

50 324 

S 


8006020271* 

50 440 


8806030126 

50 325 

s 


flB 06030049 

60-440 


8006030302 

50 261 

Q 


6006060256 

60 440 


8006030324 

50 400 

S 


6806140393 

50 440 


0806060117 

50-324 

Q 


8006140399* 

60 440 


8806060117 

50 324 

Q 


8006140404* 

50 440 


8806060141 

60 261 

P 


0806140400* 

50 440 


8B06060141 

50 261 

P 


8606140417* 

50 440 


8006070328 

60 324 

V 


8806150006 

50 440 


0806070328 

50-324 

V 


8806150010 

50 440 


8806070332 

50 324 

F 


0006160393 

50 440 


80Q6OBOO36 

50-324 

K 


0806160394* 

50-440 


8B060B0036 

50 324 

K 


8806170146 

50 440 


0006080108 

50 400 

P 


8806210105* 

60 440 


B806Q80111* 

50 400 

P 


B0O621O115* 

50-440 


8806090019 

50-324 

F 


8D062tO1 15* 

50-440 


880609019B 

50 324 

F 


6606210121* 

50-440 


8806100067 

50-324 

R 


0806210121* 

50-440 
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386 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBEF1 CATEGORY 


6806220156 50 440 R 

8806200304 50 440 Q 

Coalition (or Alternates to Stiearon 8806150302 50 443 H 

Harris 

Coalition for Nuclear Rower Plant 6806240192 50-443 H 

Postponement 

Coalition lor Reliable Energy 0806140101 PR 

8006240201 50-443 H 

Colorado, State of 0BO6O8O187* CONTRACT 

8806210372 WASTE MGT 

Combustion Engineering. Inc. 8806010034 50-470 A 

8806010249 50 470 A 

8006070111 71-6078 

0806070172 70 36 

8806070270 71 6078 

8806130024* 50 528 Q 

8606130028* 50 528 Q 

0806140107 70-1100 

8806150430 50 470 A 

8006160126 50-470 A 

0BG62OOO74* 50 520 Q 

0806290214 50 470 A 

0806300361 70-36 

Commerce, Dept of. National Bureau of 0806030295 50-104 P 

Standards 


0806070059 NUREG 

B806080100 WASTE RES 

8806220084 WASTE RES 


Commonwealth Edison Co 8805240137 50 457 Q 

0005240209 50-295 Q 

0605250202* 50-373 Q 
8805260247 50 456 P 
8805260326* 50 454 R 
8805310084 50 254 P 
B805310084 50 254 P 

8805310085* 50 254 P 
8805310085* 50 254 P 
8805310154 50 373 P 
8805310168 50-374 P 
8805310284 50 254 F 

8805310297 50-254 F 
8B05310344 50 454 F 
8B06010027 50 373 S 
8806010035 50 373 S 
8806010057 50-10 J 

8806010057 50-10 J 
8806010081 50-10 F 
0806010081 50 10 F 
8806010081 50 10 F 
8806010150 50 456 R 

8006010181 50 237 P 
8BQ6010255 50 237 S 
8B06010293 50 456 J 
8806010293 50 456 J 
8806020104 50-295 S 

0806020156 50-237 S 
0806020210 50-295 S 
8806020256 50 456 F 
8806020306 50 454 J 
8806030315 50 456 S 

8006030332 50 254 S 
B806060047 50*454 P 
8806060231 50 373 P 
8 BO 60 60231 50-373 P 
8BO606O235 60-454 P 

8806060239* 50-454 P 
8Q06060236* 50 454 P 
8806070185 50 373 F 
8806070185 50 373 F 
8806070189 50 373 P 

B808070190* 50-373 P 
0806070261 50-295 S 
8006070339 50*295 P 
8B06070339 50-295 P 
8BO6070339 50-295 P 

8806070373 50-373 P 
8606070377 50-237 P 
8808070377 50-237 P 
8806070381 50 295 P 
8806070384 50 373 P 

8806070384 50 373 P 
8806080243 50 237 F 
8806080243 50 237 F 
8806080255 50-10 F 
8806080255 50-10 F 

0806080255 50-10 F 
8806080423 50-237 F 
8806080423 50-237 F 
8806090098 50-454 P 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8806090098 50 454 P 
8806090098 50 454 P 
8806090098 50 454 p 
8806090098 50 454 P 
8806090101* 50-454 P 

8806090101* 50-454 P 
8806090101* 50 454 P 
8806090101* 50 454 P 
8006090101* 50-454 P 
0806090151 50-237 S 

8806090153 50- 10- F 
8806090163 50 1C F 
8806090153 50-10 F 
8806090156 50-373 F 
8806090166 50-454 J 

8806090200 50 10 F 
0006090200 60-10 F 
8006090200 50 10 F 
0006090210 50 10 F 
0806090210 60-10 F 

8806090210 50-10 F 
BB06090216 60 10 F 
8B06090216 50-10 F 
8806090216 60-10 F 
8806090237 50 10 F 

0806090237 60 10 F 
8B06090237 50 10 F 
0806090243 60 373 S 
0006090262 50 10 F 
0006090262 50 10 F 

0606090262 50 10 F 
0006090273 50-10 F 
0006090273 50 10 F 
00OGO9O273 50 10 F 
0806090281 50 456 P 

0006090284* 50 456 P 
0806090299 50 455 S 
8806090316 50 10 F 
8806090316 50 10 F 
8806090316 60 10 F 


8806100007 50 237 

8806100044 50 450 

8806100044 50 460 

8806100071 50 10 

8800100071 50 10 

8806100071 50 10 

8800100096 50 237 

8806100096 50 237 

8800100117 50 2 65 

8806100133 50 10 

8806100133 50 10 

8806100133 50 10 

8806100137 50 237 

8806100137 50 2 37 

8806100137 60 237 

8806100137 50 237 

8806100148 50 205 

0806100177 50 237 

8806100177 50 237 

8806100183 50 237 

8806100103 50 237 

0806100104 50 205 

8006100100 60-10 

8806100190 50-10 

0006100100 50-10 

8800100200 50-10 

8806100200 50-10 

0006100200 60*10 

8806100236 50 265 

8806100247 50 237 

8806100261 50-249 

8006100280 60-10 

8806100280 60*10 

8806100280 50-10 

8806130021 60-456 

8806130023 50-10 

0806130023 50-10 

8806130023 60-10 

8806130290* 50-237 

8806130200* 50-237 

8006140057 60-254 

8806140483 50-374 

80061 4049B 50-373 

8006150002 50-237 

8806150003 50-10 

8806160195 50-295 

8806150195 50-295 

0806150255 50-454 

8806150255 50-454 
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CORPORATE SOURCE INDEX 387 


AUTHOR AFFILIATION 


tier Engineering Associates, Inc. 
ecbojt Yankeo Atomic Power Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

8006150255 

50 454 

P 


8806030016 

50-213 

8006150402 

60 457 

P 


8806030173 

50-213 

8006150501* 

50 454 

R 


8806030204 

50-213 

8806150501* 

50 454 

R 


8806030204 

50-213 

8005 160066 

50-237 

S 


8806030204 

50-213 

0806160115 

50-295 

R 


0005030204 

50-213 

8806160115 

50-295 

R 


8806030204 

50-213 

0806160191 

50-455 

S 


0006030211* 

50-213 

8B061 60 1 32 

50-454 

R 


BB0603021 1 * 

50-213 

8006160135* 

50-454 

R 


08 0603021 1 * 

50-213 

8000160150 

50-249 

S 


800603021 1 * 

50-213 

8006160262 

50-295 

F 


880603021 1 * 

60-213 

8806160293 

50-456 

P 


8006000258 

50 213 

8006160203* 

50-450 

P 


8806100025 

50 213 

0806170151 

50-457 

S 


8000100032 

60-213 

0806170159 

50-249 

S 


88061 300B 6 

60 213 

0806170186 

50-295 

P 


8806130106 

60 213 

8806170106 

50-295 

P 


0006130208 

60 213 

8806170186 

50-295 

P 


0006140041 

50 213 

8006170106 

50-295 

P 


0006140233 

50 213 

0006170217 

50-293 

R 


6006140233 

50 213 

0006200002 

50-237 

P 


0806140350 

50 213 

0800200006 

50-374 

P 


0806140533 

50-213 

0806200024 

50-237 

Q 


8806140573 

50-213 

8808200024 

50-237 

Q 


08061 500 t 5 

60-213 

0806200024 

50-237 

Q 


0806150469 

50 213 

6806200024 

50-237 

Q 


0006170065 

50 213 

8806200123 

60-254 

Q 


0806210167 

60213 

8806200169* 

50-454 

Q 


0BO62 20011 

50213 

8006200171* 

60-454 

Q 


BBC6220269 

50213 

0006200109 

50-456 

Q 


0006220274* 

50-213 

0000200464* 

60-456 

Q 


8600200364 

50 213 

0BO621OO53 

60-456 

P 

Connecticut, Slate of 

8006270208 

60 443 

0006210056* 

50-456 

P 

Conner & Wetteihalin 

0606200204* 

PR 

0006210129 

50-254 

F 

Connex Pipe Systems, Inc 

80062401 17 

PR 

0006210129 

50-254 

F 

Conover & Associates, Inc 

880 5250093 

50 334 

0800210271 

60-237 

Q 

BD06M0560 

50412 

0806210271 

50 237 

Q 


6806160057 

50412 

0000210271 

50 237 

Q 


6006210491 

50 412 

8006220018 

50 265 

Q 

Conservation Council of North Carolina 

6006140079 

PR 

8006220010 

50 237 

P 

Conservation Foundation 

8006220076 

WASTE RES 

0006220023 

60 264 

Ft 

Consolidated Edison Co of Now York, lac 

8005250390 

50 247 

0006220023 

50 264 

R 

8805260300 

50 247 

0806220025 

60-265 

F 


8805310017 

50 247 

6006220029 

50-10 

F 


8BO0O1O1B5* 

50 247 

8006220029 

50-10 

F 


8006010252 

60 247 

B8Q8220029 

60 10 

F 


8606020013 

50-247 

8006220227 

50 265 

S 


0006130321 

50-247 

8000220355 

60 237 

S 


6806140241 

60 247 

0006230193 

60 237 

s 


6806140543 

60 247 

0006230261 

60 465 

s 


8806200177 

50 3 

0006240037 

60-373 

s 


8006280320 

50 3 

0806240069 

50-237 

s 


8009280320 

50 3 

0806200023 

50-264 

p 


0803280325* 

60 3 

0806200031 

60*240 

p 


0003280325* 

50-3 

B8Q6280043 

60 237 

p 


8006280332* 

60-3 

8806280043 

50 237 

p 


6603290254 

50-247 

8806280040 

50 249 

Q 

Consumers Power Go 

6605050024 

50-165 

8006280058 

60 454 

S 


6605050020* 

50-155 

8006280079 

50 4 5G 

P 


6605200145 

50-255 

8006200000 

60 237 

R 


8805310032 

50-255 

0006280090 

50 45Q 

Q 


8805310134 

50-255 

8009280093* 

60-237 

R 


8800010006 

50-255 

8806200136 

60-373 

Q 


8000010048 

50-155 

8806200152 

50-237 

P 


8006010066* 

60*155 

8806200213* 

60 395 

F 


0006010104 

60*255 

6806200230 

60-373 

Q 


0006010125 

50-265 

8800280233 

60-254 

R 


0006010295 

50-255 

8806280233 

50 254 

R 


0006010303 

50-155 

8B08290054* 

60 457 

O 


0806020335 

50-255 

8006290060 

60-295 

P 


8806030308 

60-255 

8006290000 

60-295 

P 


8806070049 

60-255 

8006290064* 

50-295 

P 


8806070051* 

60-265 

8806290064* 

60-295 

P 


0806070052* 

50*265 

0806290084* 

60-295 

P 


8806070159 

50-155 

B806290369 

50-454 

R 


8006070163 

50-255 

8806290381* 

8806030253* 

50 454 
CONTRACT 

R 


0006090142 

0806090276 

50-155 

60 155 

8805270226 

50-213 

Q 


0006090305 

60 155 

8005270239* 

50-213 

Q 


0006090314 

60 255 

8905310015 

60 213 

P 


0806100066 

50-155 

8005310065 

50 213 

P 


6S06100104 

50-155 

0005310065 

60 213 

P 


6006100106* 

50*165 

8805310065 

50 213 

P 


8806100213 

60 329 

0005310065 

50 213 

P 


8806100234 

60 329 

8806030009 

50 213 

P 


8806150438 

50-155 

6806030009 

50-213 

P 


8806160016 

60*255 

6806030009 

50-213 

P 


8006160019 

60-255 

8806030009 

50-213 

P 


8006160118 

60 255 
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388 CORPORATE SOURCE INDEX 


AUTHOR Af FILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


8806160144 

50-255 

F 


6806070152 

50 413 


0BO616O324 

50-255 

R 


6806070152 

50 413 


B806210365 

50-255 

S 


0606070154* 

50 413 


6806220062 

50-155 

S 


0BO6O7O154* 

50 413 


8806220101 

50-255 

S 


8606070158 

50 414 


6806220320 

50 155 

s 


0006070387 

50 413 


B806230Q7B 

50 155 

F 


0806070387 

50 413 


8B06230090 

50-155 

Q 


0006000011 

60 413 


0806280057 

50-155 

F 


8806080101 

50-369 


08 00280074 

50 255 

P 


8806000230 

50-260 

Controls for Environmental Pollution, 

8606070183 

70 620 



8806060230 

50-260 

Inc 





8806000230 

50-260 

CorTeat Columbus, Inc 

8806210343' 

CONTRACT 



8006090070 

50-369 

Corn Belt Power Cooperative 

8906060147* 

50 331 

| 


8806090000 

50-207 

Cosmos Broadcasting Corp 

8006170328 

50 346 

P 


0006090092 

50 414 

Crucible Materials Corp 

0806010204 

QA999 



0806090124 

50 413 

Cuyahoga County Concerned Citizens 
Dairyland Power Cooperative 

8906020303 

PR 



8006090124 

50 413 

8B05240146 

50 409 

Q 


0006090131* 

50 413 

8805260302 

50 409 

F 


8006090131* 

50 413 


8805260307' 

50-409 

F 


8006090225 

50 269 


8606060056 

50-409 

Q 


8B06090225 

50 269 


0806160065 

50-409 

Q 


8B06090225 

50 269 


8806230191 

50-409 

1 


0006090231* 

50 269 

Dames & Moore 

B80622Q278* 

WASTE MOT 



8B06090231* 

50 269 

Dames A Moore International 

0004 1-0-0097 

WASTE MGT 



8806000231* 

50 269 

Defense, Dopt of 

8103020332' 

50-155 

P 


8006090298 

50 270 

08 0621 0254* 

WASTE MGT 



8006090319 

50 269 

Detroit Edison Co 

800 52502 IB 

50-341 

Q 


DB06090319 

50 269 


BBO 5250236 

50-341 

F 


0606100011 

60 413 


6 BO 52 600 14 

50-341 

P 


0806100011 

50 413 


8B05260019* 

50-341 

P 


0806100013* 

60-413 


8605810026 

50-341 

Q 


0006100013* 

50 413 


0805810030 

50-341 

Q 


0006100083 

50-360 


8005810237 

50-341 

S 


0006100083 

60-369 


B8 0601 0004 

50-341 

S 


0906100000 

50 360 


BB06D1O129 

50-341 

F 


0806100080 

50 369 


06O6O1O2BB 

50-341 

S 


0006100193 

50 414 


0606020021 

50-341 

P 


8806100232 

60-413 


8606030038 

50-341 

R 


8806130087 

50-309 


8806030042* 

50-341 

R 


8800130007 

50-360 


8806030043' 

50-341 

R 


8006130094* 

50-360 


8006030349 

50-341 

S 


8006130094* 

50-360 


8806100074 

50-341 

S 


8006130310 

50 413 


8B061 30025 

50-341 

S 


0B06 130323 

50 413 


8806130063 

50-341 

S 


8806130323 

50 413 


80O614O366 

50 341 

P 


8806150049 

50 360 


8806140^77 

50 341 

S 


08061 50049 

50 360 


8806160022 

50 341 

S 


8806170155 

50 260 


8906160091 

50 341 

J 


8B06200019 

60 413 


6906160107 

50 341 

P 


8006200019 

50 413 


0006160199 

50-341 

5 


8B06200020* 

50 413 


8006170171 

50-341 

Q 


6000210014 

50 370 


8006170238 

50 341 

Q 


8006210010 

50 370 


8BG6210450 

50 341 

P 


8806210024 

50 260 


8806220321 

50 341 

R 


8806210024 

50 260 


&8062Q0178 

50 341 

P 


0B06 2 10024 

50 260 

Doc Search Associates 

0906160004 

FOIA 



8806210158 

50 413 


0806200030 

FOIA 



8806210158 

60 413 

Dresser Industries, Inc 

6806230219 

50 425 

S 


0806210235 

50 369 

Duke Power Co 

0805250078 

50-369 

P 


8006210235 

50 369 


0605250184 

50-413 

Q 


6806210258 

50 413 


9B05260150 

50 269 

Q 


8B06210258 

50 413 


0605260157 

50 413 

G 


0006210301 

50 369 


8805260300 

50 369 

P 


8806210301 

60 369 


8805260300 

50 369 

P 


0006210416 

50*269 


8805260308* 

50-369 

P 


6006210416 

50-269 


8805260308* 

50-369 

P 


8006210416 

50-269 


8005260310 

50-269 

R 


0806210424* 

50-269 


8B0 5260319 

50-269 

R 


0806210424* 

50-269 


8005260323 

50-413 

R 


0806210424* 

60-269 


0605260329 

50 369 

R 


8806210504 

50 413 


QB05270075 

50-269 

P 


0806220042 

50*207 


8005270075 

50 269 

P 


0806220058 

50-269 


8805270075 

50 269 

P 


0606220058 

50-269 


8005270079* 

50 269 

P 


8006220058 

50*269 


0805270079* 

50-269 

P 


0006220067 

60 413 


6005270079* 

50 269 

P 


0806220067 

50-413 


0BO527DO83* 

50-269 

P 


0806220073 

50*360 


0605310119 

60 413 

F 


0806220073 

60 360 


0605310169 

50-413 

S 


0806220188 

50 369 


0805310170 

50-413 

S 


8006220180 

60 369 


8806010010 

50 269 

F 


0006220180 

60-369 


8806010010 
8806010010 
80 060 1 0040 

50-260 

50-269 

50-269 

F 

F 

P 


6006220180 

6006220180 

0606220204 

60 369 

60 369 

60 269 


8806010077 
0BO6O 10086 
8806020125 
88060 3 0361 

50-269 

50 414 

50 270 

50 413 

P 

Q 

S 

S 


0606230066 

0606230066 

0806230317 

0006240176 

50 413 

60 413 

PR 

PR 
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author affiliation 


IXrca/i, Wcmberg A Miller 
S-xpjeww Light Co 


E3&G Honda, Inc (subs of EG&G, Inc ) 
t j- 5G Idaho, Inc (subs of EG&G, Inc ) 


Ebasoo Services, (no (subs, of Ensorch 
Ctf?> 


Ecology/ Alert 
iidteman, W, 

E*?# inter national Co 


£*■»» Impact Associates 
Energy, Dept of 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8806270250 

50-369 

S 

8806270262 

50-369 

s 

8806270349 

50-269 

s 

8806280054 

50 369 

p 

8806280054 

50 369 

p 

8806280054 

60 369 

p 

0806280054 

50-369 

p 

8000280056 

60 413 

p 

8006200056 

60-413 

p 

8806280065 

50*413 

a 

8806280065 

50-413 

Q 

8806280127 

50-413 

s 

8806280185 

50-270 

Q 

8806280186' 

50 270 

Q 

8806200209 

50 369 

F 

8806280209 

50-369 

F 

8806280226 

50-269 

P 

8006280230 

50 369 

Q 

880620023B 

50-369 

a 

8006280036 

50 413 

p 

0800290150 

50 413 

s 

0806290222 

50-269 

p 

0806290 222 

50-269 

p 

8806290222 

50-269 

p 

0806290222 

50-269 

p 

8806290222 

60 269 

p 

8006290222 

50 269 

p 

8806200059 

50 348 

p 

8005260240 

50-334 

Q 

8B06030205 

50 334 

R 

8006030234 

60-334 

Q 

8006030273' 

50-334 

Q 

8006030287 

50-412 

P 

8806060216 

60-412 

Q 

8606060217' 

50-412 

Q 

8806070309 

50-334 

Q 

8806090327 

50 412 

S 

0006100055 

50 334 

P 

8006100060 

50 334 

S 

8806100176 

50 334 

s 

8006130006 

50 412 

s 

8006130044 

50-334 

p 

0006160041 

50-334 

p 

0006160041 

50-334 

p 

0006170208 

50 412 

s 

0806200055 

50-334 

p 

6806200055 

50-334 

p 

6806200059' 

50 334 

p 

8806200059’ 

50 334 

p 

0006200003* 

50 334 

p 

8006200083* 

50-334 

p 

8B06210350 

71-276 


8006220071 

50-334 

Q 

0006220223 

50-334 

1 

0006220247’ 

60-334 

1 

0806220319 

60-412 

P 

8806280212 

50-334 

s 

0806070160 

71-96 


8804120250* 

50-397 

p 

8805170255* 

50-155 

p 

8805170326* 

50 423 

p 

8806170141* 

60 460 

A 

8006220124 

WASTE MGT 


8006220190* 

50 445 

A 

8006220210* 

60 445 

A 

0806220236* 

50 445 

A 

0006220251 ‘ 

60 445 

A 

8806220261’ 

50-445 

A 

0806220267' 

50*445 

A 

8806220275* 

50-445 

A 

8806140405 

60-322 

H 

8806020147 

50-322 

H 

8806010076 

XPORTLIC 


8806010099* 

XPORTLIC 


8806090176* 

XPORTLIC 


8006090109* 

XPORTLIC 


8006130224* 

40-7455 


0006290310* 

40 7465 


8005200247 

WASTE MGT 


8805250135 

WASTE MGT 


0805250150* 

WASTE MGT 


8805250154 

WASTE MGT 


8805250163* 

WASTE MGT 


8805260179 

WASTE MGT 


8805260246 

WASTE MGT 


8805260264 

WASTE MGT 


8805270002 

WASTE MGT 


8805270165 

PROJ 



AUTHOR AFFILIATION 


Engineers & Fabricators Co (subs of 
MarCoy Co) 

Engineers International, Inc 


Environmental Policy Inslitulo 
Environmental Prolection Agency 
Eplmg & Hackney 

European Communities, Commission of 
Everest Minerals Corp 

Exxel, Inc 
Exxon Corp 


FOI Services 

Fcdeial Emergency Management Agency 


Federal Energy Regulatory Commission 


Form & Scisson, Inc 


ACCESSION! 

SUBJECT 

NUMBER 

CATEGORY 

0005270292 

WASTE MGT 

8005310142 

WASTE MGT 

6003010120 

WASTE MGT 

8008010133 

WASTE MGT 

8806020171 

WASTE MGT 

8806020104 

WASTE MGT 

8806020193 

WASTE MGT 

8306030202 

WASTE MGT 

8006G3Q297* 

WASTE MGT 

9806060092 

PROJ 

0006060213 

WASTE MGT 

8005060243 

WASTE MGT 

8006060257 

WASTE MGT 

6006070327 

WASTE MGT 

8806000054 

WASTE MGT 

88060000 Bl* 

WASTE MGT 

8806000200 

WASTE MGT 

8806090271* 

WASTE MGT 

8006100141 

71-9132 

8600100170* 

71-9132 

8800130267* 

ORG 

0006140013* 

WASTE MGT 

0006160425 

WASTE MGT 

0006170334 

71-9010 

88D6210122 

WASTE MGT 

0006210133 

WASTE MGT 

8006210130 

WASTE MGT 

8006210347 

WASTE MGT 

8006210372 

WASTE MGT 

8006220119 

WASTE MGT 

B0O622O122* 

WASTE MGT 

B0O622O1 27 

WASTE MGT 

0606220199 

WASTE MGT 

6006220225 

WASTE MGT 

B806220304* 

WASTE MGT 

88062301 B7 

WASTE MGT 

8806240169 

PROJ 

8006270212 

WASTE MGT 

8006270221 

WASTE MGT 

BG06270295 

WASTE MGT 

6006270307 

WASTE MGT 

0006290221 

71-6553 

0006290 2 30 

WASTE MGT 

0806290328 

71 6553 

8006290329 

71 9208 

8006290447 

PROJ 

0006290453 

71 9010 

0006360203 

71 5707 

0806380251 

71-6400 

0806300276* 

50 335 

08 063003 17 

ORG 

680-6300339* 

WASTE MGT 

0605270051 

GA999 

8606090224 

WASTE RES 

8806090233* 

WASTE RES 

8006090234* 

WASTE RES 

O0O62OOtO5* 

50 219 

8006 130303 

WASTE MGT 

Bfi06 150302 

60 443 

800901 0242 

XPORTLIC 

6009290259 

40 8B57 

0009300147 

40 0657 

0066150432 

PR 

0066290259 

40B102 

6806200289 

40 8102 

8006200295* 

40 0102 

8806010160 

FOIA 

8806080096* 

50-322 

88060801 19* 

50-322 

8006090047 

50-45B 

B 006090060* 

50-458 

0806090003 

50-416 

0806090003 

50-416 

0806090089* 

50-416 

8806090000* 

50-416 

8006090100 

50-272 

8806090114* 

50-272 

9600170014 

50-449 

8B061 70021 

50-443 

0005170021 

50 443 

0BOS17OO25* 

50-443 

8006170025' 

50*443 

8606010168 

ORG 

6006030146* 

50-3 

8806010284* 

WASTE MGT 

8806010286' 

WASTE MGT 

8G060102&7' 

WASTE MGT 

0606010269’ 

WASTE MGT 


HOrnin Ti-n-n-n*n 
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AUTHOR AFFILIATION 


Parcel Exploration Company of Nebraska, 
Inc 

Florida Power & light Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 

B0O60 10291* WASTE MGT 

8806010294* WASTE MGT 

8B060 10297’ WASTE MGT 

8806010298* WASTE MGT 

BB06010299* WASTE MGT 

8806010300* WASTE MGT 

800601030 1 * WASTE MGT 

8806010302* WASTE MGT 

88060 103D4’ WASTE MGT 

8606010305* WASTE MGT 

8806010306’ WASTE MGT 

8806010307* WASTE MGT 

B0O6O1O3O8* WASTE MGT 

8606010309* WASTE MGT 

8806010310* WASTE MGT 


8006010311* 

WASTE MGT 


8806010312* 

WASTE MGT 


6006010313* 

WASTE MGT 


0006010314* 

WASTE MGT 


8806230298 

40 8943 


8806230306* 

40 B943 


8B05250260 

50-250 

Q 

0805310024 

50 389 

P 

8806010002 

50 250 

S 

0006010116 

50-250 

P 

0806010285 

50-250 

Q 

8606020092 

50 251 

S 

6806030059 

SO 335 

V 

6806030083 

50-250 

R 

8606060111 

50-250 

R 

8606070224 

50 250 

R 

8806080322 

50 250 

F 

0006090296 

50-250 

P 

8806090296 

60-250 

P 

8806400130 

50 335 

P 

0006100130 

50 335 

P 

8806100215 

50 250 

P 

8606100215 

50 250 

P 

8806100226 

50 250 

R 

8006100228 

50-250 

R 

8006100259 

50-250 

F 

8B0B100259 

50 250 

F 

8606130051 

50 250 

S 

B806130365 

50 335 

F 

8806140039 

50-335 

G 

8006140044 

50 250 

P 

8B06 140243 

50 335 

G 

8806140251 

50 250 

S 

B8Q61 40251 

50-250 

S 


AUTHOR AFFILIATION 


Florida, Slate of 

Florida, Univ of, Gainesville, FL 


Food & Drug Administration 

Frost & Sullivan, Inc 

GTE Telecommunications, Inc 

Gearhart Industries, Inc 

General Accounting Office 

General Atomics (formerly GA Technology 

s, Inc /General Atomic Co ) 


General Electric Co 


Genera! Public Utilities Corp. • GPU 
Service Corp 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0006080121 

50-302 

Q 

0806100075 

50-302 

P 

0806130141 

50*302 

P 

8806140081 

50-302 

Q 

8806140402 

50-302 

P 

8006140473 

50-302 

F 

0006140576 

50-302 

n 

B8061 50335 

50-302 

F 

B806 160054 

50-302 

P 

8806160230 

50-302 

F 

8006170204 

50-302 

P 

8006220055 

50-302 

Q 

0006240063 

PR 


8006280037 

50-302 

S 

0006200104 

50-302 

F 

8006020003 

50 250 

H 

8805130010 

50 03 

O 

8806230049 

70 1 068 


8B0B290D12 

50 03 

s 

0 B0 62904 24 * 

CONTRACT 


0006220169 

FOIA 


0806290303* 

CONTRACT 


8806150461 

71-498 


0806160455* 

50 445 

A 

OB06230257* 

71-5957 


0006230272* 

71 5957 


0006230277* 

71 6957 


0806070036 

71-9220 


8806070130 

70*754 


8B06070303* 

SO 450 

P 

8006130151 

TOPREP 


0006140034 

PT21 


B806160052 

XPORTLIC 


8806160157* 

FOJA 


8806160391 

50-322 

P 

8B06170106 

TOPREP 


8B06290041* 

XPORTLIC 


0606290047* 

XPORTLIC 


0006290377 

70 1300 


0006300135 

70-1 1 13 


0006300346* 

70-1 300 


0805240160 

50-209 

P 

0005260117 

50-21 9 

O 

0005260162 

50-219 

P 

0005260176 

50-320 

n 

6005260200* 

50-219 

p 

0005260221 

50-219 

p 

8005310054 

50-269 

V 


Florida Power Corp (subs of Florida 
Progress Corp ) 


8B06 140255 

50 335 

G 

8806140276 

50 335 

G 

8806140293* 

50 335 

G 

8806150238 

50 302 

F 

6806150397 

50-335 

P 

8B0 51 60023 

50 250 

R 

8806160023 

50 250 

R 

B80S1 60029 

50 335 

P 

88D61 60300 

50-250 

P 

8006160300 

50 250 

P 

8 BO 01 60303* 

50 250 

P 

8806170044 

50 336 

G 

6806170050* 

50-335 

G 

0909170177 

50 250 

S 

8006170161 

50 389 

P 

8806170203 

50 250 

F 

6806220050 

50-250 

R 

6806220050 

50*250 

R 

8906220050 

50-250 

R 

8906220050 

50 250 

R 

8606220050 

50 250 

R 

08O622O24B 

50-250 

R 

9806220246 

50-250 

R 

88D6220351 

50 250 

P 

8606220351 

50 250 

P 

8800270276 

50 335 

Q 

8806290111 

50-335 

F 

B8O62801 11 

50-335 

F 

0006260134 

50 335 

F 

BB062B0134 

50 335 

F 

0606280271 

50*250 

F 

8806290276 

50-250 

R 

8806280276 

50 250 

R 

6805250265 

50 302 

Q 

8905310306 

50 302 

P 

8806010193 

50-302 

F 

8606020133 

50-302 

S 

8606030163 

50-302 

P 


0B053 10060* 50-200 V 
8006020042 60-320 0 
8006030354 60-320 S 
0006030307 50-219 R 
8806060127 50-280 P 

8806070016 50-320 R 
8006070093* 60-320 P 
0 B0 6070122 50-219 K. 
8806070130 50-219 P 
0606070134* 60-219 P 

8806070137* 50-219 P 
8806080092 50-320 G 
8806000150 50-320 G 
8006090070 60-320 P 
8006090075* 50-320 P 

0B06090077 60 209 F 
0006090100 60 219 P 
0006090285 50 280 R 
0806090205 50 289 R 
0806100006 50*210 P 

0006130074 50-209 S 
0806130245 50-209 P 
0006130366 50 209 P 
0006140260 50 210 Q 
0000140200 50 320 P 

0806140291 50-320 O 
8806140294 60-200 O 
8806140445 50-320 S 
8806150066 60 210 Q 
8806150392 50-209 F 

0006160151 50 219 Q 
0006160198 50 219 P 
8806170057 50 219 F 
8806170134 50 320 S 
8806170195 50-219 O 

0806200117* 50-219 P 
8006210045* 50 289 P 
0006210240 50 219 P 
0006220308 50 289 " 
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AUTHOR AFFILIATION 


gpa Institute of Technology, Atlanta 


Ssofj* Power Co 


Engineering Corp, 

Sot* X flay Services, Inc. 

W*6fg, Fierdman & Latham, P.C. 
SnyiCa 

Srzerte Fd Community College, Qroenlleld 

3m* Vih'e & Regulator Co. 

$jt WUdear. Inc 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8606230012 

50 219 

Q 

8806280027 

50-219 

S 

0806280272 

50-320 

F 

8806020077 

50-160 

P 

8806020154* 

50-160 

P 

0806020155* 

CONTRACT 


0003140331 

50-321 

P 

6005260066 

60 424 

P 

8805260006* 

60 424 

P 

0805260231 

50 424 

S 

0805260332 

60-424 

R 

0BO527O219 

50-424 

P 

8005270219 

50 424 

P 

8005270270 

60 424 

P 

0005270283* 

50-424 

P 

8005310011 

50-424 

R 

8005310012* 

50 424 

R 

0005310022 

60 424 

F 

0805310242 

50 425 

Q 

8005310253 

50-424 

P 

0005310250* 

60-424 

P 

0005310291 

60-424 

V 

0005310291 

60-424 

V 

0805310313 

50-321 

Q 

8006010114 

60-366 

S 

6806010162 

50-424 

Q 

0806010165 

60-321 

P 

0806030130 

50-366 

S 

6006060247 

50-321 

F 

8806060247 

60-321 

F 

0006070076 

60-424 

F 

6806070076 

60-424 

F 

6806000246 

50-424 

P 

8006000246 

50 424 

P 

0006080206 

50 424 

H 

0806080206 

50 424 

H 

0006000418 

60 321 

H 

8006100100 

60-425 

E 

8606130066 

60-424 

P 

0800130070* 

50 424 

P 

0006130077 

60 321 

Q 

8006130119 

60 321 

P 

0BD61301 1 9 

50-321 

P 

08OQ13O123* 

60-321 

P 

0006130123* 

60 321 

P 

0006140176 

50*424 

P 

0006140178 

50-424 

P 

0000140350 

50-424 

S 

0000160032 

60-321 

F 

0006160077 

60 321 

P 

8006160077 

50 321 

P 

0806160172 

50-424 

P 

6806160173* 

60-424 

P 

8806160179 

60-321 

S 

0006170239 

60-424 

P 

8006200011 

50-424 

Q 

0806210376 

60-321 

P 

0006210420 

50-424 

P 

0006220017 

60-424 

R 

8006220102* 

50-321 

R 

8806220102* 

50-321 

R 

0000220102 

50-424 

S 

880 62 2Q 3 23 

60-424 

r 

8006220323 

60-424 

F 

0806240073 

50-424 

P 

0000240070* 

50-424 

P 

0800270271 

50-321 

R 

8006270272* 

50 321 

R 

8006270306 

50 424 

P 

8806270323 

60-321 

S 

8806270336 

60-321 

F 

0B06280113 

50*366 

Q 

8006260117* 

50 306 

0 

8006200166 

50 321 

P 

0806280166 

50-321 

P 

0000280167* 

50-321 

P 

8006280167* 

50 321 

P 

8806200195 

50 321 

P 

8006280197* 

50-321 

P 

0806280277 

60*424 

S 

8805270004* 

WASTE MGT 


8006240017 

PR 

M 

88061 60365 

50-440 

8806070047 

FOJA 


8006210407* 

CONTRACT 


8806230312 

PR 


0806070175 

71-210 



AUTHOR AFFILIATION 


Gull States Utilities Co 


Hampton. NH 


Harmon & Woiss 


Harrison Stool Castings Co 
Haverhill, MA 

Health & Human Services. Dopl of 

Horitage Ro^orllng Corp 

Hillman Nuclear A Dovolopmont Corp 

(suba of Hillman Corp.) 

Homostake Mining Co 
House of Rop. 


House of Rep , Interior & Insular Affair 
Houston Lighting 8 Powor Co 


ACCESSION 

NUMBER 

8805260169 

8805260241 

8805270227 

8805270220 

•8805270237 

8005310001 

8806020033 

6800030102 

6006070070 

68060701-43 

0806070299 

8806090152 

0806090274 

6806090277* 

6600100057 

8606130032 
80061 3 0035* 
60061 401 90 
0606140363 
6606150503 

8606200006 

8806220296 

8006220313 

0806230032 

0006240004 

0006140004 

8006140004 

8006140017' 

8806140017* 

BG06060046 

0006140004 

0000140017* 

8806140022 

8806140100 

0806140126 

8006140126 
0806140141* 
0806140141 * 
8800140169 
8806170008 

0806170027 
6006300024 
6000240104 
8808230063 
88003 00377* 

08093(50313 

0BO02OO114 

6606300071 

6606020127* 

G606DG0200* 

6006080032* 

0006080038* 

0806170198' 

0006210188* 

8C002KM05* 
0006240072* 
0006270348* 
0006260431 * 
0806070103' 

8605250124 
0605270035 
0005270037* 
8005270170 
000 52 70 179 

0805310101 
0005310113 
00053 10 140 
0006010026 
0006020018 

88060G0033* 

8806000256 

8006060266 

0006000260 

0006090188 

8805100082 

8800100004* 

8808100165 

B8031DD277 

0008130041 

8805130041 

8805130046 

0803130040 

8800130254 

6806160048 

0000160040 

0806160100 

8805160202 

8800160202 


SUBJECT 

CATEGORY 

50*450 

50-450 

50-459 

50-458 

50-458 

50-458 
50-458 
50 458 
50 4&8 
50 458 

50 459 
50 458 
50 456 
50 456 
50 459 

50 466 
50-456 
50 456 
60 458 
50 458 

50 450 
50 458 
50 458 
50 458 
60 458 

50 443 
50 443 
50 443 
50 443 
50-443 

50-443 

50-443 

50-271 

50-443 

60-443 

50-443 
50-443 
50-443 
50-443 
50 443 

50-271 

50-443 

PR 

50-443 

CONTRACT 

60 320 
71 9222 

40 8003 
50 449 

50 320 
COMM I SSI O 
50-293 
COMMISSIO 
50 300 

50 390 

WASTE MGT 
FOIA 
50 400 
COMMISSIO 

50 400 
60 496 
GO 496 
50 400 
50 496 

50 49B 
50 490 
50 498 
50-490 
50 490 

50-498 

50-490 

50-490 

50-490 

50-49R 

50-490 

50-400 

50-498 

50-498 

50-400 

60-498 

50-490 

60-490 

50-400 

50-490 

50-490 

50-490 

50-490 

50-490 


Q 

R 

P 

P 

P 

P 

0 

P 

F 

S 

P 

F 

P 

P 

S 

R 

R 

O 

S 

S 


S 

R 

F 

S 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 

G 


T 


U 
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Hunton & Williams 


Hydrogen Control Owners Group 

IMO Del-aval, Inc, 

INTERA Techno logias, Inc 

ITASCA Consulting Group, Inc 


Idaho National Engineering Laboratory 

Illinois Power Co 


Illinois, State of. Dept of Nuclear 


8806230102 

50 498 

P 

8006290249 

50-498 

S 

8B062&O249 

50-49B 

S 

8B0603Q299 

50 322 

G 

0806080043 

50 322 

T 

8006080053* 

50 322 

T 

8806080061 

50-322 

G 

8806140055 

50-322 

G 

8806140075* 

50-322 

G 

8806170008 

50 443 

G 

8B06230098 

50 322 

G 

8806230101* 

50 322 

G 

8806230132 

50 322 

G 

0806230135* 

50 322 

G 

8806230144* 

50-322 

G 

8806300193 

50 322 

G 

8806300204 

50 443 

G 

8606300250 

50-322 

G 

0806300257* 

50 322 

G 

8806300263 

50-322 

G 

0806300264 

50 322 

G 

0BO63OO27O 

50 322 

G 

0806300271* 

50 322 

G 

8806300276 

60 322 

G 

8006280045 

TOPREP 


8B05260342 

50 206 

S 

8806260205 

40 8904 


8806290407 

40 0904 


6006290503 

40-0904 


8BO03OO412 

40 8904 


8805270-300 

WASTE RES 


8805310186 

WASTE RES 


8805310303* 

WASTE RES 


8806130370 

WASTE RES 


8006130373* 

WASTE RES 


8806210088 

WASTE RES 


B8041 20250* 

50-397 

P 

8805170255* 

50-155 

P 

B0O61 00296 

WASTE MGT 


8806170141* 

50-460 

A 

0806220124 

WASTE MGT 


8605260144 

50 461 

P 

8805260394 

50 461 

P 

6005260397’ 

50 461 

P 

88060100B5 

50 461 

Q 

8806020011 

50-461 

Q 

0806030165 

50-461 

S 

8806060051 

50 461 

P 

8806060226 

50 461 

P 

8806070150 

50-461 

s 

8B060B0303 

50-461 

p 

8B06090227 

50-461 

p 

8806130113 

50*461 

p 

8806130135 

50 461 

p 

8806130258 

50-461 

p 

8806130276* 

50-461 

p 

8B06140535 

PR 


8B061 50230 

60 461 

R 

8606150311 

50 461 

S 

8806160214 

50 461 

1 

8806160217* 

50-461 

1 

8006240217 

PR 


8006280107 

50-401 

s 

6806270007 

50-322 

H 


AUTHOR AFFILIATION 


Safety 

Indiana Michigan Power Co 
Indiana Michigan Power Co (formerly 
Indiana & Michigan Electric Co ) 


Inside N R C (McGraw Hill Publication) 

Institute of Nuclear Power Operations 
Interior, Dept of, Bureau of Mines 


Interior, Dept of, National Park Servic 
International Technology Corp 

Iowa Electric Light & Power Co 


Irving Burton Associates, Inc, 


Jacobs Engineering Group, Inc 


Japan, Govt of 


Jefts G Beede 

John A Blume & Associates, Engineers 
(subs of URS Corp ) 

John Deere Corp, 

Johnson & Higgins Insurance 

Justice, Depl, of, Attorney General, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8B05260335 60-315 ft 
8605260318 50-316 ft 

6605260335 60 315 R 

8805310321 50 315 F 
8805310321 50 316 F 
8005310327 50 315 F 
6B053 10327 50-315 F 
8605310331 60 315 F 

8605310331 50 315 F 
8806010110 50 318 P 
8806020014 50 315 S 
8806020014 50 316 S 
8806030161 50-315 F 

6B06030151 60-315 F 
8B06030168 50 315 F 
0006030158 50 315 F 
8806060100 50 316 S 
8806060134 50 315 P 

8806090303 50-315 F 
8806090303 50-315 F 
6606100121 50-315 F 
0006100121 50-315 F 
8806140551 50-315 P 


8806140551 50-315 

8806150187 60-315 

8806150187 50-315 

8B061 50246 50-316 

0606160080 60-316 

8006160291 50-316 

8806200352 50-315 

8806200352 50-316 

8806220070 50-315 

8806220081 60-310 

0006220257 60-316 

0806240090 50-315 

8800240000 50-315 

8806240095* 60-315 

8806240095* 50-316 

880B280040 60-316 

0806280047 50-310 

0006280050 50-31 6 

8806280060 60-31 5 

8806280211 50 315 

8808220174 FOIA 

8806220184 FOIA 

0008280260* ORG 

0806130324 WASTE RES 

0806220100 WASTE MGT 

8806220104* WASTE MGT 

0806270313 WASTE RES 

8800290265* CONTRACT 

8806140012* ORG 

8806060233* 50 373 

8804060493* 50-331 

8006010073 60-331 

8806010186 50-331 

8806010187* 60-331 

8806060143 60-331 

8806060148* 50 331 

00061 00095 50 331 

8006150001 60 331 

0006220008 50-331 

0008220219 60*331 

8806230211 60-331 P 

8806280242 50 331 Q 

8806170232* CONTRACT 

8806210213* CONTRACT 

8808230027* CONTRACT 

8805270174 WASTE MGT 

0806140009 WASTE MGT 

0606220232* WASTE MGT 

8806270267 WASTE MGT 

8806090291 XPORTLIC 

8806100146 XPORTLIC 

8806100154 XPORTLIC 

8806130059 XPORTLIC 

8806130071 XPORTLIC 

0806130070 XPORTLIC 

8806210172 XPORTLIC 

8806220220 XPORTLIC 


8800150191 60-443 H 

6806200015* 50-528 Q 


8006230291 PR 

0006160031 50-267 J 

8806240064 50-344 J 


0006070133 COMMISSIO N 
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AUTHOR AFFILIATION 


jScs cl 

O Associates, Inc 

■j.s Er®r>e^ng, Inc 

■ansas State Umv, Manhattan, KS 

'a*s3S, SLata of 

'a^sis, Urw of, Lawrence. KS 
<iTjti A Associates, Inc 
<rLcky. Common wealth of 


S»e-sl Casing 
•uV-tVicfc A Lockhart 


ts*i YiTay Coalition to Save Our 
7±ictx 

-Charton Greens Manufacturing 
_n T eJwo logics Corp (formerly loncfon 


tcfe-ar S.cs, fr»c) 

jpJs, Clark. Hill'Wihillon & McGuire 


-nJr.art Recfarnailon 

^ t^rvierirvj TflShn g Co 

jre-oa Livermore Nallonol Laboratory 


J?J lighting Co 


i larti* National Laboratory 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8Q060Q0060* 

50 322 

T 

0806230210 

NUREG 


0805260339 

50* 188 

Q 

8806080153* 

CONTRACT 


8806020039 

NUREG 


0006210402* 

CONTRACT 


800621 0336 

WASTE MGT 


8806210395 

WASTE MGT 


B806210400* 

WASTE MGT 


0006240068 

PR 


8806030290 

50-3 22 

G 

8806080098 

50-322 

T 

8806140036 

50 322 

G 

0006170032 

50 322 

G 

0806170043* 

50-32 2 

G 

B806230083 

50-322 

G 

0006230080 

50 322 

G 

8006230108 

50 322 

G 

8606300152 

50-322 

G 

8806300166 

50 322 

G 

0006300100* 

SO 322 

G 

8806300105 

50 322 

G 

0006300219 

50-322 

G 

0806300235* 

50-322 

G 

0006300247 

50 322 

G 

8006020150* 

70-135 


8006150424 

50 443 

H 

8006230221 

71 9159 


8806300169 

50-443 

G 

0006300171* 

50 443 

G 

0006300171* 

50 443 

G 

8006300170* 

60 443 

G 

0006300178* 

50 443 

G 

0806200244 

40 0681 


0006020143* 

CONTRACT 


0005310180 

WASTE MGT 


0606130316 

WASTE MGT 


0006210140 

WASTE RES 


0006220110 

WASTE MGT 


8006230140 

NUREG 


0806230162 

NUnEG 


0005250238* 

50-322 

P 

0005200240* 

60 322 

P 

0005260247 

50 322 

#> 

0005260215* 

50 3 22 

0 

0005270152 

50 322 

s 

0005270160 

50 322 

s 

0800010009 

50 322 

F : 

0006010236 

50 322 

0 

0006020020 

50-322 

p 

8006020023* 

50 322 

p 

0006020026* 

60 322 

p 

GB06030QG6 

50 322 

s 

0806030209 

50 322 

G 

0QQ60GQ1Q3 

60 322 

S 

0006000043 

50 322 

T 

0806000053* 

50 322 

T 

0006000060* 

50-322 

T 

0006000061 

50 322 

G 

0806130067 

50 322 

P 

0006130072* 

60 322 

P 

0006140055 

50*322 

G 

0806140076* 

60 322 

G 

80051 601 00 

50 322 

P 

8006160102* 

50-322 

P 

8006160104* 

60-322 

P 

0806230090 

50 322 

G 

0006230101* 

60-322 

G 

8006230132 

50-322 

G 

8006230135* 

50 322 

G 

8806230144* 

60 322 

G 

8006280138 

50-322 

S 

8000200146 

60 322 

S 

8806300193 

60 322 

G 

0806300204 

60 443 

G 

8806300250 

50-322 

G 

8806300267* 

50-322 

G 

0806300263 

60 322 

G 

0806300264 

50-322 

G 

8006300270 

50-322 

G 

8806300271* 

60 322 

G 

0806300276 

60 322 

G 

8006010139* 

WASTE MGT 


8006000047* 

WASTE MGT 


6806400174 

NUREG 


8806100179 

NUREG 



AUTHOR AFFILIATION 

Louisiana Power & Light Co 


Louisiana, State of 
Lowell, Unlv. of, Lowell, MA 
MK Ferguson Co 


iMOVATS, Inc 

MQ& Inspection, Inc (formerly Magneflux 
Corp) 

Madison Gas & Electric Co 
Maine Yankee Atomic Powar Co 


Mafapai Resources Co 

Management Analysis Co 
Marsh & McLennan. Inc, 


Maryland Sound Industries, Inc 
Maryland, State of 

Mason & Hanger * Silas Mason Co , Inc 

Massachusetts Institute of Technology, 
Cambridge, MA 

Massachusetts, Commonwealth of 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6006130050 

WASTE MGT 


0805250209 

50 382 

P 

0005250213 

50-382 

S 

8805250274 

50 362 

Q 

8605310073 

50 302 

P 

Bfl 053 10075* 

50 382 

P 

0008060020 

50 362 

S 

8B06060028 

50 362 

P 

8806060136* 

50 382 

P 

6806070007 

50 382 

P 

8 B060 701 02 

50 382 

P 

0806070 106* 

50 382 

P 

8806070323 

50 382 

P 

B806C70367 

50 382 

P 

0606080218 

50-362 

P 

8006060220* 

50-302 

P 

8806090036 

50-302 

F 

8806090105 

60-382 

F 

0606130160 

50-3B2 

P 

0606140140 

50-3 B 2 

P 

0806150375 

50-382 

P 

B8061 50301* 

60-3B2 

P 

8B0B1 70067 

50-392 

n 

G0Q021O474 

50-302 

p 

880621 04B3* 

50-382 

p 

BOO027OO4O* 

50 302 

Q 

BB06270045* 

50 302 

Q 

QD06270082* 

50 302 

Q 

OQO620O169 

50*382 

P 

8006200171* 

50 362 

P 

0806280210 

50 362 

F 

0B06200361 

50 382 

S 

8906030046* 

CONTRACT 


0806000294* 

CONTRACT 


8305260295 

60 223 

Q 

0005270117 

WASTE MGT 


fl 005270232 

WASTE MGT 


0095270234 

WASTE MGT 


0005270230 

WASTE MGT 


0805 270293 

WASTE MGT 


0G 06220230* 

WASTE MGT 


0006270293 

WASTE MGT 


0006290391 

71-9020 


0006300344 

WASTE MGT 


0804 060 4 00* 

50-331 

Q 

0606230202 

PR 


0806240007 

PR 


D806280144 

60-305 

P 

6005260162 

60-309 

R 

0000010164 

60-309 

F 

0806020088 

60-309 

P 

0806090062 

50-309 

F 

B0061 30004 

50-300 

O 

0006160121 

50-309 

P 

0008150135* 

60-309 

P 

0806160482* 

50*309 

Q 

0000220022 

50-309 

n 

0006280032 

50-309 

p 

0QOB23O2O3 

40-0502 


G80029D114 

40 6684 


6806300337 

4046684 


0806300391 

40-5502 


8806300406 

40-8502 


8806200137* 

FOIA 


0006010135 

50-250 

j 

0006020103 

50-293 

j 

0006020194 

50*450 

j 

8006020203 

60 269 

j 

0806030177 

60 250 

j 

6606030177 

50 259 

j 

0606000270 

TOPREP 


0006080330 

50*331 

j 

6006090295 

50 216 

j 

8800100243 

60 3 

j 

8006100243 

60 3 

j 

8006160020 

50-293 

j 

6006160228 

50-210 

j 

8006160235 

50 463 

j 

0806220072 

50*302 

j 

8006140154* 

CONTRACT 


8806160147 

STATE PRO 

G 

8806170152* 

50-277 

P 

8806240032 

PR 


BB062401 10 

PR 


8806020030 

60-20 

S 

0806090249* 

CONTRACT 

H 

8806030048 

50 443 



394 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Mathtech, Inc 


Metallurg, Inc (formerly Shield Alloy 
Corp) 

Michigan, Umv ol, Ann Arbor, Ml 
Mississippi Power& Light Co 


Missouri, Umv* of. Rolls, MO 


Mitsubishi Inter national Corp, (subs of 
Mitsubishi Corp) 

Mobile Inspection Sorvice, Inc 

Morgan Stanley & Co , Inc 
Morn son -Knud sen Co, Inc 

Mornson-Knudsen Engineers, Inc 


NUEXCO 

NUSCorp 

NUTECH Engineers, Inc, 

National Aeronautics & Space Admin 

National Council on Radiation Protection 
& Measurements 

Navy, Dept ol 

Nebraska Public Power district 


Nebraska, Stale of 
Nevada, State of 


New England Belt Telephone Co 
New England Coalition on Nuclear 
Pollution 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


6806030067 

PR 


8006080052 

50-443 

G 

8B06140032 

50 443 

G 

6806140032 

50 443 

G 

6806140049* 

50*443 

G 

8806140049* 

50 443 

G 

0806170027 

50 271 

G 

8B06230011 

50-443 

G 

0806230011 

50 443 

G 

8806230015 

50 443 

G 

8806230015 

50-443 

G 

6806230065 

50-271 

G 

8606230070 

50-443 

G 

8806300030 

50-443 

G 

8806300115 

50-443 

G 

8806300115 

50-443 

G 

6806300126* 

50-443 

G 

8608300126’ 

50-443 

G 

8606300136* 

50-443 

G 

8806300136* 

50 443 

G 

8B0 6300146* 

50 443 

G 

8606300198* 

50*443 

G 

8806300198* 

50-443 

G 

6606020321* 

CONTRACT 


8B06230166 

NUREG 


8805230325 

40 7102 


8BQ6020302 

50 2 

F 

8B06160109* 

50 416 

P 

8806160153* 

50*416 

P 

8BQG160200* 

50 416 

P 

0806160336* 

50 416 

P 

8006270054* 

60 382 

Q 

8805250214 

50*123 

R 

QB05310280 

50-123 

V 

8005310337* 

50 123 

V 

8006280339 

XPORTLIC 


8B062B0346* 

XPORTLIC 


8606240050 

PR 


8806010062* 

50-340 

M 

B806 160209 

PT21 


800621 0390 

WASTE MGT 


8605250159' 

WASTE MGT 


8805270170 

50-206 

S 

8800140478* 

XPORTLIC 


0BOB14O4B9* 

XPORTLIC 


8006020279* 

CONTRACT 


8806140067' 

60-264 

Q 

8806240098 

PR 


6006220190* 

CONTRACT 


8806300005' 

CONTRACT 


880623031 1 

PR 


6805250265 

SO 298 

Q 

6805310319 

50 298 

Q 

8BOB010017 

50-298 

Q 

8806010131 

5O-20B 

F 

0806030141 

50 29B 

S 

0806080283 

50 298 

S 

9BQ60B0370 

50 293 

F 

8B06090056 

50*293 

F 

88061 00036 

50-29B 

P 

8806100070 

S0 29B 

Q 

BQ061 00286 

50 299 

J 

8BQ614Q114 

50-293 

F 

8806140322 

50*293 

R 

0806140558 

50-29B 

Q 

BB0Q 160266 

50-29B 

S 

8806200007 

50 298 

P 

8B06210047 

50*298 

P 

8806210048* 

50-290 

P 

8806210159 

50-29 B 

P 

6806090102* 

CONTRACT 


B806070061 

WASTE MGT 


8606090119 

WASTE MGT 


8806240081* 

WASTE MGT 


8806130325* 

50-29 

P 

B806080Q46 

50*443 

G 

8606140004 

50 443 

G 

8806140004 

50 443 

G 

8806140017* 

50*443 

G 

8806140017* 

50-443 

G 

B8061 40022 

50*271 

G 

8B0B140109 

50 443 

G 

8606140126 

50 443 

G 

0606140126 

50-443 

G 

8806140141* 

50-443 

G 


AUTHOR AFFILIATION 


New Jersey, State of 
New Mexico, Univ of, Albuquerque, NM 
New York Power Authority (formerly Power 
Authority of the State ol New York) 


Now York, Stale of 


Newbury, MA 


Newman & Holtzinger 


Newport News Shipbuilding & Dry Dock Co 
Niagara Mohawk Power Corp, 


ACCESSION 

NUMBER 


8806140141* 
8806140159 
88061 70008 
80061 70027 
6006300024 

8806230300 

8805270096 

0805260029 

8B05260030* 

0805260032* 

8805260038 

6805260040* 

8805200077* 

8805260170 

0805260172* 

8805260174* 

0805310155 

8806030314 

0606070141 

6806070145* 

8806070151* 

8806070194 

8806070196* 

8006070196* 

6606080226 

0606090062 

0806090086* 

8806090090* 

8806100210 

8806130082 

8806130009 

8806140300 

6006140446 

8806140447* 

8806140449* 
8806150330 
8806160355 
8B061 50367 
8006170224* 

6606200001 

0806200032 

8806210173 

8806220020 

8806220108 

8Q06280314 
6 60 G030 003 
0606070105* 
0606080051 
0006080084 

8806080088* 
8806080199 
8809140036 
8606140183 
0B061 40244 

8006140253* 

0006170043* 

6006230075 

8806230083 

8806230080 

8000230106 

8806300152 

8006300100* 

0806300105 

0806300235* 

8006300247 

8806300169 

8806300171* 

8806300171* 

8806300178* 

8606300170* 

0806010047 

0006010052* 

6606000234 

8806140039 

8806140147 
8806140243 
8006140255 
8B061 40276 
8B06140283* 

0006160202 
8806170010 
8806170020 
8006170044 
8B061 70050* 

0 80 6280222 
6606300063 
6006240024 
8605250220 


SUBJECT 

CATEGORY 

50-443 

50-443 

50-443 

50-271 

50*443 

50-219 

50-252 

50-2G6 

50 2B6 

50-286 

50-333 

50-333 

50-333 

50-333 

50-333 
50-333 
60-266 
50-333 
50 333 

50 333 
50 333 
50 333 
50 333 
50*333 

60 333 
60 333 
50 333 
60 333 
50 333 

50-286 
50-286 
60-2 BB 
50 333 
50-333 

SO 333 
60 286 
50 286 
50 333 
50-2 B6 

60*333 
50 333 
50 333 
50 206 
50 333 

50*333 


50-322 

50*322 

50 322 
50 322 
50 322 
50 322 
50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

50-322 

60-322 

50-322 

50-322 

50-322 

50-443 

50-443 

50-443 

50*443 

60-443 

50-346 

60-346 

50-445 

50-335 

50-445 

50-335 

50-335 

50-335 

50-335 

50 408 
50 445 
50 446 
50 335 
50 335 

50 348 
50-335 
PR 

50 410 


•G 

G 

G 

G 

G 

P 

0 

P 

P 

P 

P 

P 

P 

P 

P 

P 

I 

Q 

P 

P 

P 

P 

P 

P 

Q 

P 

P 

P 

ft 


O 
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CORPORATE SOURCE INDEX 395 


AUTHOR AFFILIATION 


Vr*t Testing Co 

"crti Carcfina CiUians Research Group 
Interstate low Level Radloactl 
* a ire Commission 
Vcr^tAit N-jctear Energy Co. (subs of 
Utslibea) 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8005270318 

50-220 

F 

8006010186 

50-410 

P 

8806020002 

50-410 

O 

8006020006 

50-220 

Q 

6006020323 

50-220 

S 

8006060222 

50-220 

P 

8006000094 

50-410 

Q 

6006090027 

50-410 

S 

0006090140 

50-220 

P 

6806090147* 

50-220 

P 

8006090157 

50-410 

P 

8006090206* 

50-220 

P 

8006100089 

50-220 

P 

60001001 13 

50-220 

P 

8006140314 

50-220 

F 

B8061 40320* 

50-220 

F 

0806160008 

50-220 

Q 

B8061 50008 

50-220 

Q 

BBO01 50362 

50-220 

P 

B8061 50365 

50-410 

P 

B8061 50369* 

50-410 

P 

88 06 160370* 

50-410 

P 

8806160088 

50 410 

P 

8806160097* 

50-410 

P 

BGD6160141 

50-220 

S 

0806160377 

50-410 

H 

8806170090 

50-220 

n 

8806170200 

50-220 

H 

8806200126 

50*220 

S 

8808200133 

50-410 

fl 

880B20D229 

50-220 

« 

8806200236* 

50-220 

R 

8806210114 

60-220 

P 

8806210138 

60*220 

Q 

88OB230117 

50-410 

P 

8800230110* 

50-410 

P 

8808230121* 

50-410 

P 

8806270273 

60 410 

Q 

0806270290 

50-220 

P 

8806240059 

PR 


0806020147 

50-322 

H 

08OB2 10426 

WASTE MGT 


8805250092 

50 245 

F 

0805260074 

60 423 

P 

8805260001* 

60 423 

P 

8805260135 

50 336 

P 

8805260141 

60 423 

Q 

0805260350 

60 423 

S 

0805310005 

60-213 

P 

8805310065 

50-213 

P 

8805310065 

60-213 

P 

8806010200 

60 423 

Q 

8806020170 

50 423 

S 

8806020315 

50-245 

S 

0806030008 

60-245 

F 

8806030008 

60-245 

F 

0806030000 

60-245 

F 

8806030009 

60-213 

P 

8806030009 

50-213 

P 

8806030135 

60 423 

S 

8806030204 

60-213 

P 

8806060072 

60 245 

Q 

8808060072 

60-245 

O 

8806060077 

50 245 

P 

8806060082* 

50-245 

P 

8806100142 

60 423 

Q 

08061 3020B 

60 213 

P 

8806130253 

50 336 

K 

0806140233 

50 213 

P 

8806140233 

50 213 

P 

8006140233 

60 213 

P 

8BO6140261 

50 338 

P 

0806140270 

50 245 

Q 

8806140348 

60 33Q 

P 

8806140400 

50 245 

R 

0BO614O531 

60*423 

R 

8006150433* 

50-3 3Q 

R 

8006160122 

50 245 

F 

8006170145 

50-245 

P 

8006170147* 

50-245 

P 

8806210041 

50-339 

P 

8806210049* 

50-336 

P 

8006210101 

50-245 

F 

6806210101 

60-245 

F 

B806210167 

50-213 

F 

6006210308 

50-330 

P 

0806220011 

50-213 

O 


AUTHOR AFFILIATION 


Northeast Utilities 


Northeast Utilities Service Co. (subs o 
Northeast Utilities) 


Northern States Power Co, 


Northwest Testing Laboratories 
Nuclear Assurance Corp, 


ACCESSION SUBJECT 
NUMBER CATEGORY 


£306220207 50-423 

8506230260 60-423 

8806230275 * 50-423 

8806270300 50-336 

0806200270 60-336 

8806260370* 50-336 

8805250092 50-245 

8805260074 50-423 

8805260135 50-336 

8805260141 50-423 

8805260350 50-423 

8805270041 50-213 

8805270225 50-213 

8805310065 50-213 

880531006 5 50-213 

880531006 5 50-213 

8806010200 50-423 

8806020170 50-423 

8806020315 50-245 

8806030008 50-245 

8806030008 50-245 

8806030008 50-245 

8006030009 50-213 

8806030009 50-213 

8806030135 50-423 

8806030173 50-213 

8806030204 50-213 

8806060072 50-245 

8806060072 50-245 

8806060077 50-245 

8806100025 50-213 

8806100032 50-213 

8806100142 50-423 

8800130106 50-213 

8806130209 50-213 

8806130253 50-336 

8806140041 50-213 

8800140233 50-213 

0806140233 60-213 

0806140233 50-213 

0600140261 60-330 

0606140270 50-245 

0606140340 60-330 

0800140350 50-213 

0006140400 50-245 

0600140531 50-423 

0606140533 50-213 

0BO616OO15 50-213 

0606 1 60469 50-213 

0600166122 50-245 

0000170145 50-245 

BBO021OO41 50-330 

0006210101 50-246 

6006210101 50-245 

00062 10308 50-336 

0006220011 60-213 

0006220269 50-213 

0006230269 50-423 

0006270300 50-336 

0606280364 50-213 

0006200270 50-336 

0005270041 50-213 

0605270041 50-213 

0005270041 60-213 

0805270041 60-213 

0805270041 60-213 

0805270943* 50-213 

0805270043* 60-213 

0805270043* 50-213 

6805270043* 50 213 

6005270043* 50 213 

0005240212 50 263 

8005250215 50 262 

0805250260 50 262 

080531 01 66 60 263 

0006010177 50 282 

0806010273 50 263 

0006030060 60 282 

8806030155 50 282 

0006100054 60-282 

8806 160066 60 263 

8&06160000 60 263 

8606210028 60 282 

8006220014 60 263 

8006270311 60 263 P 

0006240003 PR 

8006060119 71-0010 

0006070204 71-9163 
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396 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Nuclear Fuel Services, Inc (subs of 
Getty Oil Go ) 

Nuclear Licensing Reports 


Nuclear Management & Resources Council 
(NUMARC) (formerly Nuclear Utility Mana 

Nuclear Packaging, Inc 
Nuclear Waste Consultants, Inc 

Nutherm Internationa}, tnc 
Oak Ridge Associated Uni vs 

Oak Rrdgo National Laboratory 


Office of Management & Budget 


Ohio Citizens for Responsible Energy 
Ohio Edison Co 

Ohio State Umv , Columbus, OH 
Omaha Public Power District 


Oregon Stats Univ , Corvallis, OR 

Organization for Economic Cooperation & 
Development (Pans) 


Pacific Gas A Electric Co, 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


S8061 70290 

71 9010 


8806220244 

71-9010 


0806290340 

71-9010 


0806290386 

71-9010 


8806290487 

PROJ 


0806300307 

70 143 


8006060102 

FOIA 


8Q06090244 

FOJA 


8B06150229 

FOIA 


8B06220242 

WASTE MGT 


8B06300403 

50 443 

H 

6806140135 

PT21 


8805270316 

WASTE RES 


8805310129 

QA999 


8806240176 

40 8948 


8806240185* 

40 8940 


8B051 20060* 

50-369 

P 

8806020043 

NUREG 


8806020048 

NUREG 


BB060B0030 

WASTE RES 


6806130376 

WASTE RES 


8806200226* 

PR 


8806200250* 

PR 


8B06290131 

PR 


8B06160313 

50-440 

M 

8806220241* 

50-334 

1 

8806060154 

50-150 

P 

8805310074 

60 285 

P 

8805310163* 

50-285 

F 

8B06020D56 

50-265 

Q 

6806020067 

50 285 

P 

8806020069* 

60 285 

P 

8806030360 

50-285 

S 

8B06070DQ9 

50-285 

P 

8006070391 

50 285 

P 

6806080202 

60-285 

P 

6806090293 

50-285 

Q 

8606100122 

50-285 

S 

880613003 B 

50-285 

F 

6806130157 

50-285 

S 

8806130223 

50-285 

Q 

8606140249 

50 285 

F 

8006140302 

50-285 

Q 

8806140356 

50-285 

P 

8806140555* 

50 285 

F 

6000150080 

50-205 

P 

0006160094 

50-285 

P 

0806150100* 

50-285 

P 

8806160207 

50 285 

S 

SBO017OO95 

60-285 

R 

8806210406 

50-285 

Q 

6806280383 

50 285 

S 

8805260237 

50 243 

s 

8804180014 

WASTE MGT 


8806100264 

WASTE MGT 


8806100299 

WASTE MGT 


8806220255 

WASTE MGT 


8805240161 

50 276 

p 

B805250371 

50-275 

p 

8805250371 

50-275 

p 

8805250373* 

50 276 

p 

8805250373* 

50 275 

p 

8805250378* 

50-275 

p 

8805250378* 

50-275 

p 

8805310174 

60 275 

R 

8B05310174 

50 275 

R 

8805310184 

50-275 

P 

8805310184 

50 275 

P 

8005310256 

50 133 

P 

8805310264* 

50-133 

P 

8806010070 

50-275 

F 

8006010070 

60 275 

F 

8006010163 

50-275 

S 

8806010254 

50-133 

F 

8606010282 

50-275 

Q 

8B06O3O147 

50 275 

S 

8806080293* 

50-344 

P 

8806080362 

50-275 

S 

8B06090310 

50-275 

P 

8806100266 

50-323 

s 

8806100276 

50-275 

s 

8606130291 

50-275 

Q 

6Q061 30292 

60 275 

Q 

6806140336 

50-133 

P 

8806140499 

50-275 

S 

8806140550 

50 275 

s 


AUTHOR AFFILIATION 


Parameter, Inc 

Pau!*Munroe ENERTECH 
Pennsylvania Power & Light Co 


Pennsylvania Power Co. 
Pennsylvania Slate Univ , University 
Park, PA 

Pennsylvania, Commonwealth of 

Philadelphia Electric Co 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

6806210064 

50-275 

8806210065* 

50-275 

8B06210388 

50 275 

8808210460 

50 275 

B806270261 

50-275 

8006270275* 

50 275 

8806270277* 

50-275 

8806270282* 

50-275 

0006270287 

60 323 

8806270294* 

60 275 

8806270299* 

50-275 

8D06270299* 

50 275 

8806270305 

60 275 

8806200323 

50-133 

0006140124* 

CONTRACT 

8800210401* 

CONTRACT 

8806300088* 

CONTRACT 

8006020019 

50 490 

8805250319 

50-307 

B805250388 

50-387 

8BO0O2OO96 

50 388 

8806020186 

50-397 

6806020196 

60 397 

8806030134 

50 387 

8806080176 

60 387 

8806080176 

50 387 

0006090214 

60 387 

8806090219* 

50-387 

8806140455 

50*387 

8806140455 

50 387 

8800140456* 

50-387 

8806140466* 

60 387 

8006140458* 

50 387 

8806140450* 

60-367 

8806140541 

50 3B7 

0006140541 

50-307 

8806160053’ 

60-387 

0806170018 

50 387 

8806210034 

50-307 

8006210034 

60 387 

0000210044 

50-387 

8806210044 

50-387 

8006210329 

50 388 

0006210348* 

50-390 

8806220113 

50-397 

0806220113 

50 387 

8806280293 

50-397 

0000220238* 

50-334 

8806060253 

50 5 

8806290203* 

CONTRACT 

0806080082 

60-277 

0006170264 

70-135 

8006230056 

50 277 

8006230056 

50-277 

8806300275 

60 277 

8806300275 

60-277 

8805240206 

60-352 

0805240293 

50 352 

8805250097 

60 352 

8805250100 

50*2 77 

0006010015 

50-352 

8806010016 

60 352 

0806010018 

50-277 

0006010018 

50-27 7 

8806010134 

50-277 

0806020031 

60 352 

8806020036 

60-277 

6806020036 

60-277 

6806020122 

50-277 

8606030306 

50-277 

8806030306 

60-277 

0806030334 

50 277 

8806030334 

50-277 

0806030344 

50-277 

8008030344 

50 277 

8806030360 

50-277 

8806030350 

50-277 

6006030362 

50 277 

8806030352 

50-277 

0006060146 

50 277 

8806060146 

50-277 

8806070082 

60-171 

8006070082 

50-171 

8806070082 

50 171 

8806070096 

60-352 

8806090002 

50 353 

8806090112 

60-277 

8806090174 

50-278 
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CORPORATE SOURCE INDEX 397 


AUTHOR AFFILIATION 


hoenbi Associate^ tec 
Cltard, Lowe & Garrick , Inc 


ts-burgh Press, Pittsburgh, PA 
IstHJr^h, Un-rv. of, Pill a burgh, PA 
co GrflphltOt tec (subs of Union OH 
i of California} 

rUand Gonoral Electric Co. 


er Inspection, tnc, 

kc CiUzon's Critical Moss Energy 

Kd 


h 3 Sorvfco Co of Colorado 


ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

NUMBER 

CATEGORY 



8806090205 

50-353 

A 


8806100021 

50-277 

V 


0806100021 

50 277 

V 


8806100161 

50 277 

F 


8806100161 

50-277 

F 


88061 00256 

50 277 

S 


8806100304 

50 277 

R 


6006100304 

50-277 

R 


0006100305' 

50 277 

R 


8806140098 

50 27 7 

P 


6806140098 

50 277 

P 


8606140165 

50 353 

S 


8806140266 

60 277 

P 

Public Service Co of New Hampshire 

6806140266 

60-277 

P 


0806140469 

50-352 

s 


8806180069 

50-352 

Q 


6006100128 

50-352 

S 


8B061 60411 

50-277 

F 


8806100411 

60-277 

F 


8806170221 

50-352 

Q 


8806200016 

60-277 

P 


8006200113 

50-277 

S 


66062001 1 9 

50-277 

O 


6606200189 

50 352 

s 


8806200307 

50 352 

s 


0806210051 

50-277 

Q 


0806210051 

50 277 

Q 


8806210052* 

60 277 

Q 


8806210052* 

50-277 

Q 


0006210103 

50-270 

S 


8806210509 

50-353 

S 


8806220002 

50-352 

R 


0806220016 

60*277 

S 


6806220159 

60-277 

R 


8806220169 

60-277 

R 


6606270286 

60 277 

P 


0806280219 

50*277 

a 


8806280205 

50-362 

F 


8800280205 

60-352 

F 


0806280290 

60-352 

P 


88Q629Q155 

50352 

S 


8806300404 

60-277 

H 


0BO63OO4O4 

60-352 

H 


8006080020* 

CONTRACT 



8800210067* 

60-289 

P 


0806210071* 

50-289 

P 


8806210073* 

60-209 

P 


0800210074* 

50 289 

P 


0006210076* 

60 209 

P 

Public Servlca Elaclric & Gas Co of fx 

8806210076* 

50 209 

P 

Jersey 

8806210079* 

50 289 

P 


0006200150 

50 334 

P 


8806060203* 

50-320 

H 


8806290046 

XPORTLIC 



8805240100 

60-344 

Q 


8005250226 

60-344 

P 


0005310010 

60 344 

P 


8006010120 

50 344 

P 


80060 IQ 226 

60-344 

P 


8006020037 

50-344 

S 


8006030076 

50-344 

s 


8806030370 

60-344 

s 


8006080288 

60-344 

p 


8006090162 

GQ-344 

s 


8806130364 

60-344 

F 


0006140029 

60-344 

P 


8806140030* 

50-344 

P 


8806140572 

60-344 

R 


88061 5Q35Q 

60 344 

F 


8806210141 

50-344 

Q 


8808230035 

60*344 

P 


8006230223 

50 344 

S 


8006240010 

50*344 

s 


8806280310 

50 344 

Q 


80060301 B7 

71-654 



8806200150 

FOIA 



8006200161 

FOIA 



8006270144 

FOIA 



8803070253 

50 267 

F 


0085310097 

SO 267 

F 


8806010087 

50-267 

P 


8806010090* 

60-267 

P 


8808010091 

50-267 

O 


8006010094* 

50-267 

P 


8806010241 

60-267 

P 


8006030222 

50-267 

Q 


8806100207 

50-267 

S 



ACCESSION 


SUBJECT 


NUMBER 

CAT 

8D06130084 

50*267 

8S06140569 

50 267 

6006160039 

50-267 

8800170169 

50 267 

8006210009 

50 267 

0806210012* 

50 267 

8B06230233 

50 267 

8806230308 

50-267 

6806280086 

SO 267 

8806280165 

50 207 

6806290023 

50 267 

6806290358 

50 267 

8605260152 

50-443 

0805260152 

50-443 

0805260155* 

50-443 

8005310236 

50-443 

0805310236 

50-443 

B0O6O3O283 

50-443 

8006030204 

50-443 

0006030204 

50-443 

6006030293 

50 443 

8B06030293 

60 443 

83060B0044 

50 443 

B806080044 

50 443 

8806080232 

50 443 

0006000232 

60 443 

0806090135 

60 443 

8 8061 302 97 

50 443 

8806140068 

50-443 

8806140267 

50 443 

8806140303 

50 443 

O0O614O568 

50-443 

0000140568 

50-443 

0808160227 

50-443 

0006170 024 

50-443 

8806170024 

50-443 

6800220112 

50-443 

8 CO 6230023 

50-443 

8B06230023 

50-443 

0006230102* 

60-443 

8806260075 

50 443 

8606300059 

50 443 

0006300059 

GO 443 

6606300075* 

50-443 

0008300107 

50 443 

0006300107 

50 443 

6006300103 

50-443 

0006300103 

50 443 

0605260126 

50 354 

0805250153 

60-272 

0005310035 

50 272 

0806010024 

50-272 

8808040064 

50-311 

0606010113 

50 354 

8006010190 

60-272 

6806010246 

60-354 

6806020181 

50-31 1 

0006020227 

50-272 

8008030353 

50-354 

6006060066 

50-272 

0806060066 

50-272 

0006070161 

50-354 

6006090040 

60-311 

8606090040 

50-311 

8806090130 

50-311 

8806090221 

60 272 

8806090221 

50 272 

8B061 00149 

50-354 

8806130073 

50-272 

0606 130073 

50 272 

0606130000* 

60-272 

8806130080* 

60-272 

6006130080* 

60-272 

8B061 40461 

BO 311 

8000160156 

50-272 

8000210100 

60 272 

8806210108 

60 272 

0006210109* 

60 272 

0006210109* 

50-272 

0000210110' 

50-272 

0800210110* 

50-272 

0006210127 

50-354 

9006210305 

50-354 

6800220038* 

60-354 

0006220041 

60-272 

8806220142 

50-272 

6806220142 

50-272 

0806220142 

60-272 
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398 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


G8Q622Q142 

50 272 

F 


8806290046 

50 312 


8806220203 

50-272 

F 

San Antonio, TX 

0806160202 

50-498 


B80622Q2O3 

60 272 

F 

San Diego Gas & Electric Co 

8806070140* 

50 361 


0806220203 

50*272 

F 

Sandia National Laboratories 

0805260272 

WASTE RES 


6806220209 

50 272 

F 


8B06010130* 

WASTE MGT 


8806220265 

50*272 

F 


8BO0 100203 

WASTE RES 


6806220285 

50-272 

F 


8806210092 

WASTE RES 


8806220347 

50-311 

S 


8008210099’ 

WASTE RES 


6806230020 

50-272 

F 


8006210140 

WASTE RES 


8806230020 

50-272 

F 


0006220123 

WASTE RES 


8806230045 

50-272 

S 


0006230127* 

WASTE MGT 


6806230104 

50 311 

R 


8006230158 

NUREG 


8806240045 

50 272 

F 

Science & Engineering Associates, Inc 

0800230166 

NUREG 


6806240045 

50*272 

F 

Science Applications International Corp 

8805270293 

WASTE MGT 


8806240045 

50 272 

F 

(formerly Science Applications, Inc ) 




8806280135 

50 354 

S 


08O627O2B9 

WASTE MGT 


9806200306 

60-354 

fl 


8806030263* 

CONTRACT 


8806280315* 

50 354 

R 


0806140257 

WASTE MGT 


8606280327’ 

50-354 

R 


8006210526* 

CONTRACT 

Puerto Rico, Common wea II h of 

8806300224’ 

WASTE MGT 



0806230162 

NUREG 

Quivira Mining Co 

8806230276 

40-8905 



D806270312 

WASTE MGT 

R adia tie n M a na gerrien t Corp (RMC} 

8806090292* 

50-289 

R 

Scientech, Inc 

0006300326* 

CONTRACT 

Radioactive Waste Campaign 

8806070057 

FOIA 


Seacoasl Anti Pollution League 

8806140004 

50-443 


8806070062* 

FOIA 



0006140004 

50 443 

Redwood Alliance 

8B06150122 

50-322 

H 


8806140017* 

50-443 

Republicans Against Seabrook Station 

8B06020183 

50-443 

H 


8806140017* 

50 443 

Resource Technical Services, Inc 

6806100300 

FOfA 



0806170070 

60-443 

Rhode Island, State of 

8005260354 

50-193 

S 


8806300232 

50-443 


6806140011 

50-193 

Q 

Self Powered Lighting, Ltd 

0806150495* 

XPORTLIC 

Richardson X-Ray, Inc 

8B06240128 

PR 


Senate 

8006000034 

50 443 

Rochester Gas A Electric Corp 

8805250146 

50 24 4 

G 


8006000373* 

60 245 


6805270066 

60-244 

P 


8800090265* 

50-245 


8605310046 

50 244 

P 


0000130196* 

COMMtSSlO 


8806090280 

50-244 

P 


8806270265* 

50-498 


8806130301 

50 244 

Q 


0006270265* 

60 490 


6806150181 

50-244 

R 


0008290080* 

60 322 


8B0622009G 

50-244 

R 


0806290212* 

50-498 

Rockwell Engineering Co , Inc 

8806150207 

QA999 



0006290212* 

60 490 


8806150210* 

QA909 



8806290412* 

50-317 


6806150214* 

QA999 



0606300284* 

50 312 

Ropes & Gray 

6806030263 

50 443 

G 

Senate, Small Business 

8800000193* 

COMMJSSIO 


0806030293 

50-443 

G 

Sequoyah Fuels Corp (subs of Kerr McGe 

8003030011 

70-1193 


0806030293 

50 443 

G 

Nuclear Corp.) 




6806080044 

50-443 

G 


0000290175 

40-8768 


0BO6O6OO44 

50 443 

G 


8800290507 

40 0964 


8BO614OO60 

50 443 

G 


8806300080 

40 0027 


0006140267 

50-443 

G 

Shalnes & McEachern 

0006300057 

50 443 


8B06 170024 

50 443 

G 

Shaw, Pittman, Potts & Trowbridge 

8806080092 

50 320 


8806230023 

50 443 

G 


0006080150 

60 320 


8806230023 

50 443 

G 


8806160313 

50 440 


8806300059 

50-443 

G 

Sierra Club 

8806020260 

50 443 


8806300059 

50 443 

G 

Small Business Administration 

0006000203* 

COMMISSIO 


8806300077 

50-271 

G 


0006160350* 

CONTRACT 


B0O63OOO82* 

50 271 

G 


0806170232* 

CONTRACT 


8806300085 

50 271 

G 


0806210213* 

CONTRACT 


0806300107 

50 443 

G 


0606210402* 

CONTRACT 


8006300107 

50 443 

G 


0806220295* 

CONTRACT 


8806300131 

50 271 

G 


0000230027* 

CONTRACT 


8006300183 

50*443 

G 


8006300325* 

CONTRACT 


8806300163 

50 443 

G 

Sonalysts, Inc 

8806020166* 

CONTRACT 


8806300279 

60 271 

G 

Source Production & Equipment Co , Inc 

0006160460 

71-9056 

SUPAC Systems, Inc 

8606280160 

FOIA 



8806200351 

71-9050 

Sacramento Municipal Utility District 

6805240152 

50-312 

P 

South Carolina Electric & Gas Co. 

0003140280 

60-395 


8605250394 

50 312 

P 


8805260211 

50 395 


6005200120 

50 312 

P 


0005250227 

50-395 


6805310347* 

50*312 

O 


0005250235* 

60-395 


80O6O1OOBO 

50-312 

F 


8805250299 

50-395 


8806010292 

50*312 

P 


0005250312 

50-395 


8006020007 

50-312 

P 


8605250314* 

50-395 


8806020061* 

50*312 

P 


8005250377 

50 395 


8806020131 

50-312 

J 


0805270023 

50-395 


8806020168 

60312 

S 


0805270031 * 

60-395 


8806080417 

60-312 

S 


6806010141 

50 395 


■8806090312 

50-312 

P 


0000030119 

50-395 


8806130376 

50-312 

0 


8806030313 

50 395 


6806140115 

60 312 

F 


8806070079 

50 395 


6806140194 

50-312 

S 


0006130300 

50-395 


0606140274 

50-312 

R 


8806100062 

50 305 


8806150116 

50*312 

Q 


0806160165 

50-395 


0806160248 

50 312 

F 


8806170142 

60 305 


8806210007 

50 312 

R 


8606230266 

50 305 


B8062 10030 

50-312 

P 


0006280208 

50 395 


3806210096 

50 312 

P 


8806200375 

50-395 


8806210104* 

50-312 

P 


0006280377* 

50-395 


3806210464 

50 312 

R 

South Carolina, Umv of, Columbia, SC 

8806160076* 

50-395 


8306210466* 

50312 

R 

Southampton, NY 

8006170043* 

50-322 


8006210469* 

60-312 

R 


8806230083 

50-322 


8306210472* 

50 312 

R 


6BO623OO0B 

50-322 


8800220091 

50-312 

P 


8806230100 

50 322 
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CORPORATE SOURCE INDEX 399 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

Southern California Edison Co 

88063001 52 

50-322 

G 


6806080106* 

WASTE MGT 

8805270047 

50-361 

P 

Stool, Rrves, Beley, Jones & Grey 

6806080313 

50 344 


0805270047 

50-361 

P 

6806090095 

50 344 


00Q527OO49* 

50-361 

P 

Stone & Webster Engfn oaring Corp 

6806090207* 

50*363 


8005270049* 

50-361 

P 

6806220226* 

50 445 


8805270050* 

50-361 

P 


6806200352 

QA999 


8805270050* 

50-361 

P 

Structural Inte-grity Associates 

Suffolk County, NY 

8003100153* 

60 265 


8805270095 

60-200 

Q 

8000030290 

60 322 


8805310165 

50-206 

Q 

8006080096 

60 322 


8805310167“ 

50-200 

Q 


8006140036 

50 322 


8806010171 

50-206 

P 


8006170032 

50 322 


0806020057 

50-206 

P 


8006170043* 

50 322 


0006020059* 

50 206 

P 


8806230063 

50 322 


0006020003* 

50 206 

P 


8806230006 

50 322 


0006030129 

50 361 

S 


8806230100 

60-322 


8806030209 

50 361 

F 


8 8083 DO 152 

50 322 


BBO0O3O305 

50 206 

P 


6606300166 

50 322 


0806030365 

50 209 

P 


0806300180* 

50 322 


0806030365 

50 206 

P 


0606300105 

50 322 


0806070139 

50 361 

P 


0606300219 

50 322 


0006070139 

50 3B1 

P 


0606300235* 

50 322 


0006070140* 

50 361 

P 


0606300247 

50 322 


8006070140* 

50 301 

P 

Sun City, AZ 

0606150192 

PR 


8806070144* 

50 361 

P 

Susquehanna Valley Alliance, Lancaster, 

0606140026 

50 320 


8806070144* 

50 361 

P 

PA 




8606070166 

50-200 

J 


0606300265 

50 320 


0806080237 

50-361 

P 


0606300287* 

50 320 


8006080237 

50 361 

P 


0800300208* 

50-320 


8006080244* 

50-301 

P 

Sweden, Govt of 

0803170243 

XPORTLIC 


8806080244* 

50381 

P 


8806220143 

XPORTLIC 


8806090272 

50 286 

P 

System Automation Carp 

8006030007* 

CONTRACT 


8806090315 

50 266 

P 

System Energy Resources, fnc, 

8805250127 

50-416 


8806100001 

50 301 

P 

8005250132 

50-416 


8806100001 

50 361 

P 


8005270087 

60-416 


0806100069 

50-362 

S 


6005270200 

50-416 


8806100192 

60-362 

s 


6006010055 

60-416 


0006140106 

60 362 

Q 


6806010001* 

60-416 


8B061 50004 

60 395 

P 


6806010080 

60-416 


8808160411 

£0 206 

P 


6806020000 

60-416 


8806150502 

60 200 

P 


6806030116 

60-416 


8806160085 

60 361 

S 


6806000124 

50-416 


08061 60004 

60-206 

P 


6806000124 

60-416 


0806160260 

50-362 

s 


6806000259 

60-416 


0006160310 

50-395 

s 


6806000300 

60-416 


0000170060 

50-361 

p 


6806100100 

50-416 


8006170060 

60 361 

p 


6806100245 

50 416 


8B061 70071* 

60 361 

p 


B6O613O109 

60 416 


8806170071* 

60 361 

p 


B80614O133 

50 416 


8806170073* 

60 361 

p 


8609150236 

50-416 


8806170073* 

50 361 

p 


6606160101 

50-416 


8806200027 

50 305 

Q 


6606160170 

50*416 


6806200354 

50 362 

F 


6600170241 

50-416 


B8062101G9 

50-206 

J 


6605220028 

50-416 


0008210290 

50-361 

S 


6600240001 

50-416 


0006210445 

60-206 

s 


6606290013 

50-416 


8806210455 

60-206 

fl 


8B062001 20 

50-416 


8806220093 

50-361 

R 

Systems Support, Inc. 

6606020091 

WASTE HES 


8806220093 

50-361 

R 

TU Electric (formerly Texas UtllitloB 

8805240181 

50-445 


8806220286 

60-206 

P 

Generating Co.) 




8806220307 

50-206 

P 

8605240255 

50-445 


0006220307 

50-206 

P 


86 05240255 

50-445 


0006220307 

60-206 

P 


8605250079 

50-445 


8806230205* 

60-206 

P 


86 05250070 

50-445 


8806230205* 

50-206 

P 


8805260179 

50-445 


8806230205* 

60-206 

P 


8805310102 

60-445 


8806230243 

60-361 

P 


8805310102 

50-445 


8806230243 

50-361 

P 


0805310194 

60-445 


8806230247 

50-206 

P 


8805310194 

60-445 


0000230256 

50-361 

P 


880601024 7 

50-445 


0006230250 

50-361 

P 


8806010247 

60-445 


8806230310 

60-206 

P 


8806020022 

60-445 


8806230310 

50-206 

P 


8806020022 

60-445 


8806230310 

60-200 

P 


8806020029 

50-445 


8806230321* 

50-206 

P 


8806020029 

60-445 


0806230321* 

60-206 

P 


8806030026 

60-445 


0606230321* 

50-200 

P 


8806030026 

50-445 


88082802-03 

60-20B 

P 


8806030272 

50-445 

Sou Ihern California Publla Power 

8806070100 

50-528 

1 


8806030272 

60-445 

Authority 





6806030383 

50-445 

Southwest Research Institute 

8806020245* 

59 272 

Q 


8806030383 

60-445 

Soy land Power Cooperative, Inc. 

0806160223* 

50 491 

( 


6806060089 

60-445 

Sta nlord LTniv,, Stanford, CA 

State. Dept of. Bureau of Oceans & Inti 

8806130163 

50 141 

P 


8806060089 

60-445 

8606210190 

XPORTLIC 



8806060094 

60-445 

Snvfror> A Scientific Affairs 





8806060094 

60-445 

6606290004 

XPORTLIC 



6806060097 

60-445 

Stock Equipment Co 

8702180230* 

WASTE MGT 



8806060097 

60-445 

8B0607041 1 

WASTE MGT 



8806060107 

60-445 


0006080072* 

WASTE MGT 



8806060107 

50-445 


00O6O8OOB&* 

WASTE MGT 



6806060219 

50 445 
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400 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


To oh /Ops, Inc. {formerly Technical 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8806060219 

50*445 

A 

BB06070107 

50 446 

Q 

8806070109' 

50*446 

a 

8806070298' 

50 445 

A 

0806070298* 

50.445 

A 

8806070304* 

50 445 

A 

B806070304* 

50 445 

A 

8806080234 

50-445 

G 

8806080252* 

50*445 

G 

6806000262* 

50 445 

Q 

8806100018 

50-445 

Q 

8808100018 

50 445 

Q 

8806100252 

50 445 

J 

8806130145 

50-445 

Q 

0806130145 

50 445 

Q 

8806130152 

50-445 

Q 

8806130162 

50-445 

Q 

8806130236 

50 445 

S 

8806130236 

50-445 

S 

880G1 30285 

50 446 

A 

8806140052 

50-445 

Q 

8806140052 

60 445 

Q 

6806140147 

50 445 

G 

8806140147 

50-445 

G 

8806140181 

50 445 

S 

8806140166 

60-445 

s 

8806140166 

60 445 

s 

0806140177 

50 445 

s 

8806140177 

50-445 

s 

8806140301 

50 445 

G 

6806140384 

50-445 

A 

8806140540 

PR 


8806150037 

50 445 

S 

0B061 50037 

60 445 

s 

8806150045 

50 446 

s 

0BO616OO45 

60 445 

s 

6806160124 

50 445 

A 

8806100124 

60-445 

A 

8606160169 

50 446 

S 

0808160109 

60-445 

s 

8606170010 

50 445 

G 

8806170010 

60-445 

G 

8806170020 

50 446 

G 

8B061 70020 

50 445 

G 

6806170039 

50-445 

A 

8606170189 

50 445 

A 

8808170189 

50 445 

A 

8806170190* 

50 445 

A 

0806200192 

60*445 

S 

8808210037 

50 445 

S 

8006210037 

50 445 

s 

8806210042 

50 445 

A 

8806210042 

60-445 

A 

B0O621O3OO 

50 445 

K 

8806210300 

60 445 

K 

8806220003 

60 445 

S 

8806220003 

50*445 

S 

8806220004 

50 445 

s 

8808220004 

50-445 

s 

8806220005 

50-445 

s 

8806220005 

50*445 

s 

8806220007 

60 445 

s 

B806220007 

50 445 

s 

88D6220009 

60 445 

s 

8006220009 

50 445 

s 

8806220193 

50 445 

A 

8806220193 

50-445 

A 

8806220166 

50-445 

A 

8806220196 

50-445 

A 

B80B230040 

50-445 

G 

8B06230040 

60-445 

G 

8806230051 

50-445 

G 

8806230051 

50-445 

G 

8800230217 

50-445 

S 

8806230217 

50 445 

S 

8B06240006 

50-445 

A 

8806240008 

50-445 

A 

8806280024 

50-445 

A 

8806280024 

50 445 

A 

88062 8002 5* 

50-445 

A 

8806280025* 

50 445 

A 

8806280033 

50-445 

S 

8806280140 

50 445 

Q 

8806280140 

50-445 

Q 

0806280148 

60 445 

Q 

8806280148 

60-445 

Q 

8806280336 

50-445 

Q 

8800280336 

50-445 

Q 

0806230273 

PR 



AUTHOR AFFILIATION 

Operations, Inc J 

Tele-Com Products, Inc 
Teledyne Engineering Services 
Teledyne Isotopes Midwest Laboratory 

Tennessee Valley Authority 


ACCESSION SUBJECT 

NUMBER CATEGORY 


0806240112 

PR 

8806130294* 

CONTRACT 

8606060224* 

60-220 

8805050043* 

60-155 

8006150239 

60-10 

8806150239 

50 10 

8805250407 

60-259 

6805250407 

50-259 

0805250407 

50-269 

8605260031 

50-259 

8805260031 

50 269 

0805200031 

50-259 

8805260043 

50 390 

8005260053 

50 327 

8805260008 

50 327 

8005260080 

50-327 

8805260097 

60 327 

8005260097 

50-327 

0005260121 

60 327 

8805260121 

50 327 

8805260147* 

50-401 

8605260225 

50-259 

8805260207 

50-259 

0005260293 

60-259 

8005260293 

50-259 

8805260293 

60 269 

0805260369 

50-327 

8805260359 

50 327 

0805260364 

50-269 

8805260371 

60-327 

0005260377 

60 327 

8805260377 

50-327 

0006010016 

60-259 

8806010054 

50-259 

8008010054 

60-259 

0806010054 

50 259 

0006010058 

50-259 

8006010058 

60-259 

0006010058 

60 269 

0806010149 

60 327 

8806010149 

50-327 

6006010192 

60 327 

0006010192 

60-327 

0806010203 

50 327 

8806010203 

50-327 

0006010207 

60 320 

8006010210 

50*259 

0006010218 

60 259 

8800010210 

60-259 

8806010227 

50-328 

0800010231 

50-390 

8006010232* 

60-390 

8806010271 

50 327 

0006020015 

50-259 

0006020041 

50-328 

8806020045* 

60-320 

0006020004 

50 327 

8806020109 

60-327 

0006030006 

60 327 

0006030012 

60 328 

8806030071 

50-327 

0806030200 

60 327 

8806060060 

50-390 

8806060060 

60 390 

8806060162 

60 259 

0006060162 

60-259 

8806060152 

60 269 

8006060175 

60*327 

0806060176 

50-327 

0006060175 

60-327 

8806060175 

50 327 

0806060175 

60-327 

8806060176 

60 327 

0006060195* 

60-259 

0806060195* 

50 259 

8806080195* 

50 269 

8006070012 

50-390 

8806070012 

60-390 

8006070119 

60 259 

8806070119 

50-269 

0006070119 

60-259 

8806070126* 

60-259 

0006070120* 

60-269 

8806070126* 

50-269 

8806090129 

50-390 

8806090129 

50-390 

8806090146 

50-269 

8806090148 

60-259 
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CORPORATE SOURCE INDEX 401 


AUTHOR AFFILIATION ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY NUMBER CATEGORY 


8806090148 

50-259 

H 

8606230298 

60-327 

8006090148 

50 259 

H 

6806230298 

50-327 

8806090 1 59 

50-327 

P 

6606230323 

50*390 

0806090159 

50 327 

P 

8806230323 

50-390 

8806090250 

50-327 

S 

0606230327 

50-327 

880 6090269 

60-259 

Q 

8006230327 

60-327 

0806130132 

50 327 

P 

8806230328* 

50 327 

8806130132 

50 327 

P 

6808230326* 

50-327 

8806130132 

50-327 

P 

8906230333 

50 259 

6806130132 

50-327 

P 

B80623O333 

50-259 

8806130132 

50-327 

P 

8006230333 

50 259 

8806130132 

60-327 

P 

8006230335* 

50 259 

8806130230 

50*327 

Q 

8006230335* 

50-259 

8806140153 

50*390 

S 

8006230335* 

50-269 

8806140 1 53 

50-390 

s 

8806270292 

50-327 

8006140365 

50*327 

p 

8006200004 

50-259 

8806140365 

50 327 

p 

8806280064 

50*259 

8006140365 

50*327 

p 

8806200004 

50 259 

8806140391 

50 259 

Q 

8806200004 

50 259 

8006150043 

60 327 

S 

8006280251 

50 327 

0006150052 

50-327 

s 

9006260251 

50-327 

8806150052 

50 327 

$ 

8806290030 

50 328 

8006150075 

50 327 

s 

6806290180* 

50-250 

8806160008 

50-390 

s 

8906290298 

50-259 

0806160160 

60-259 

0 

6 8062 002 00 

50*259 

8806160220 

50-260 

s 

8806200296 

50*259 

8806160276 

50-327 

P Tennessee, State of 

8806080290 

50*604 

8806160275 

50-327 

P 

8806300110 

50*604 

8000160270* 

60-327 

P 

6806300113 

50*603 

8806100270* 

50 327 

P 

8806300124 

50-004 


8806170001 

50 259 

P 

8006170001 

50 259 

P 

8806170001 

50 259 

P 

8006170002’ 

60 269 

P 

8806170002* 

50 259 

P 

8806170002* 

50 250 

P 

8006170003 

50-327 

P 

0BO6 170003 

60*327 

P 

8806170005* 

60-327 

P 

8BO017OOO5* 

50-327 

P 

0008170006 

50-327 

P 

8806170000 

50*327 

P 

0006170007* 

50 327 

P 

8806170007* 

50 327 

P 

8800170009 

50-327 

P 

8806170009 

50 327 

P 

8806170011* 

50 327 

P 

8806170011* 

50 327 

P 

0606170012 

60 259 

P 

8806170012 

50 269 

P 

0800170012 

50 259 

P 

8806170013* 

50-259 

P 

6806170013* 

50-269 

P 

8000170013* 

50-269 

P 

8806170018 

60-327 

P 

0006170018 

60-327 

P 

8806170019* 

60-327 

P 

0006170019* 

50*327 

P 

8806170058 

50 390 

F 

0006170058 

50*390 

F 

0006170086 

50-259 

F 

8806170086 

50 269 

F 

8006170086 

56-269 

F 

0606170174 

60 327 

S 

8806170213 

50 327 

Q 

8806170213 

60-327 

Q 

8B06200004 

50-327 

Q 

8806200004 

50*327 

Q 

0006200010 

60*327 

F 

8806200010 

50*327 

F 

8806200017 

50 327 

F 

0806200017 

50 327 

F 

8806200067 

50 327 

P 

8806200099 

50 327 

P 

8806200099 

50-327 

P 

8806200174 

50-390 

S 

8806210476 

50 328 

s 

0006220005 

60-327 

R 

8806220120 

TOPfiEP 


0000230020 

50-327 

S 

0006230047 

60*320 

s 

8806230079 

60-269 

s 

0006230157 

50-327 

0 

8806230157 

50-327 

Q 

B806230167’ 

50-327 

O 

8006230167* 

50-327 

Q 

8806230179 

50-327 

s 

8806230195 

50 327 

s 

0006230225 

50*326 

s 


Texas ASM l/nlv,, College Station, TX 


Texas, Slate of 
Texas, Unlv. Of, Aualln, TX 
Tfiree Mile Island Alert 
Toledo Edison Co 


TourtelloHe, Ross A G/sy 
Transnucfaar, Inc. 


Transportation, Dept of 

Treasure Coast EnWronmenlal Coalition 

Twomey, Latham & Shea 


U.S, Ecology, Inc. (formerly Nuclear 
Engineenng, Inc*) 


UMETCO Minerals Corp. (subs* of Union 
Carbide Corp.) 

Ultrasonic Specialists, Inc. 


8006300220 50 '603 

6806100244 50 59 

6806100255* 50 50 

6806140360 60 59 

8609140389* 50 59 

0806200270* CONTRACT 
8000230238 71-6957 

8806300265 60 320 

0805250104 50-346 

0005250203 60-346 

66 05250301- 50-346 

8805260326* 60-346 

06052603 12 60-340 

0805260324 50-348 

080(3020001 50-349 

6006020038 50-345 

0606030108 60 346 

6606030208 50-346 

6806030300 60 346 

08060001 15 60-340 

SBO6O7OO40 60 340 

0806000003 60 346 

8606140546 60 346 

8806160209 60-346 

6806160379 60-346 

6606160365 60-346 

8608160462 60-346 

8808160081 50-346 

8808170136 50-346 

8806170140 60-346 

0006170144 50-348 

8606170149 50 346 

06O617O1S3 60-346 

8606226327 60 346 

6506230271 50-346 

8006240043 50-346 

080624000 9 60-346 

8006220104 FOJA 

6806090167* XPORTLIC 

8806160265* XPORTLIC 

8806220109 XPORTLIC 

8006230177 XPORTLIC 

8800290014 XPORTLIC 

6606290021* XPORTLIC 

8800290111 XPORTLIC 

8806170248 71-3002 

6806300254 50-335 

8606170043* 50 322 

0806230083 50-322 

6806230108 60 322 

8806300152 50 322 G 

8600130348 27-46 

0806220209 27*48 

8606270274 27*48 

0600290232 40*299 

8809300330 40-299 

8806240120 PR 
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402 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Union Carbide Corp 
Union Electric Co 


Union Pacific Corp 

Union Pacific Resources (formerly Rocky 
Mountain Energy) 

Union of Concerned Scientists 
Utah, Univ of, Sail Lake City, UT 
Utility Group for Regulatory Application 

Utility Workers Union of America 


Vermont Yankee Nuclear Power Corp 


Vermont, Slato of 


Virginia Power (Virginia Electnc & Powe 

Co} 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0806290268* 

71 6553 


8805210244 

50 483 

P 

9806010030 

50 483 

F 

6806010031 

50 483 

F 

8806010037 

50 463 

F 

8806030063 

50 403 

F 

8806060110 

50 483 

P 

8808100014 

50 483 

S 

8806100167 

SO 4B3 

S 

8806100169 

50-403 

F 

8806100263 

50 483 

P 

8606140319 

50-483 

R 

6806140367 

50 403 

S 

8806140523 

PR 


8606200045 

50 483 

P 

8806210075 

50-483 

R 

8806210459 

50 403 

P 

8806230172 

50 483 

K 

8806270331 

50-483 

F 

6806290332 

40 0452 


8606290324 

40 8452 


8806140169* 

50 443 

G 

8B06220125 

50-72 

H 

8306220129 

TOPREP 


6800160006 

PR 


8806230309 

PR 


8606230313 

PR 


B805250390 

50 271 

S 

8805260133 

50-271 

P 

8805260137* 

50 271 

P 

8805260343 

50*271 

Q 

0805310001 

50 271 

P 

8805310002* 

50-271 

P 

8806020209 

50 271 

S 

8806060220 

50 271 

Q 

0BO6O6O229* 

50 271 

Q 

8806130039 

50 271 

Q 

8806140128 

50 271 

G 

8806140443 

50-271 

F 

8806150374 

50-271 

Q 

8006150435 

50 271 

P 

8806150407 

50-271 

R 

8B06300077 

50-271 

6 

88063000B2* 

50 271 

G 

8B06300085 

50 271 

G 

8006300131 

50 271 

G 

0806300279 

50 271 

G 

6006140120 

50 271 

G 

0806230065 

60-271 

G 

8006300272 

50 271 

G 

8805050193 

50 338 

Q 

8805240157 

50 281 

Q 

8805240402 

50 280 

R 

8805240402 

50 280 

R 

8605260 1 11 

50-338 

O 

8805270249 

50-280 

P 

8B05270249 

50 280 

P 

8805270261 

50-280 

Q 

8B05270261 

50-280 

Q 

6005310029 

50-338 

P 

8806010092 

50 201 

S 

8806010140 

50-280 

F 

8806010140 

50-200 

F 

8806010140 

50-280 

F 

8806010151 

50 200 

P 

0806010151 

50-280 

P 

0806010151 

50 280 

P 

8606010151 

50-280 

P 

8806010161 

50-33B 

S 

8806070113 

50-330 

P 

0806070113 

50 338 

P 

8B060701 16* 

50-33Q 

P 

0806070116* 

50 338 

P 

8806070234 

50 280 

P 

8806070234 

50 280 

P 

8606070280 

50 280 

P 

6806070200 

50-280 

P 

0806070204* 

50 200 

P 

0806070284* 

50 280 

P 

8806100004 

50 338 

P 

8806100191 

50-33B 

Q 

0806100198* 

50 330 

Q 

B806 130056 

50 201 

S 

8606 130 174 

50 338 

Q 

8006140271 

50-338 

Q 

8606140271 

50 338 

a 

B806 140277 

50 200 

p 


AUTHOR AFFILIATION 


WalbrJdge J Powell 

Washington Public Power Supply System 


Washington, State of 


Water & Energy Systoms Carp 
Water, Waste & Land, fnc, 

Wolrich & Associates 
West Valley Nuclear Services Co , Inc. 
Western Illinois Power Cooperative, fnc. 
Western Nucfear, fnc (subs of Phelps 
Dodge Corp ) 


WestmghousQ Electric Corp 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

0806140282 

50 338 

6806140282 

60-336 

0806140507 

50-338 

0006170022 

50-280 

6806170022 

50-200 

8806170023* 

50-280 

9806170023* 

50-280 

88 06200094 

50 280 

8806200094 

50-200 

8806200116 

50 280 

8806200128 

50-338 

8806210207 

50 201 

8806210360 

50-280 

0908210501 

50 281 

8806220024 

50 330 

8800220154 

50 280 

8806240022 

50-339 

GD06280014 

50 338 

0806280014 

50-330 

8806280017 

50 280 

8806280181 

50-280 

0006280181 

50 280 

8906280181 

50-280 

8806200193’ 

50-280 

8006200193* 

50 280 

6906280193* 

50 280 

8806290147 

50-201 

88062901 4B 

50-281 

8006290224 

50-200 

8B06140219 

50-443 

0805230191 

50-460 

0005230191 

50 460 

88052501 19 

50 397 

0605250133 

50-460 

8805250141 

60 397 

0805260146 

50-397 

0805260122 

50 397 

6006010020 

50-397 

8806020222 

50-397 

8806030141 

50 299 

0806080264 

50 460 

0806000264 

60-460 

8806000289 

60 397 

8806090115 

50 397 

0806100003 

50-397 

8806130353 

50 397 

8806140210 

50 460 

8806140406 

PR 

QG061G0090 

50-397 

8806160370 

50 397 

8006210210 

60 397 

8806220129 

TOPREP 

0006220249 

50*397 

8008220301 

60 397 

8006270077 

PR 

8006200354 

50 397 

8806130330 

WASTE MGT 

0806140040 

WASTE MGT 

0806140051 

WASTE MGT 

0806140002 

WASTE MGT 

0806140069 

WASTE MGT 

08061 4008Q 

WASTE MGT 

8806140178 

WASTE MGT 

00061 50020 

PR 

8805270316 

WASTE RES 

8006230162 

NUREG 

8806290457* 

PROJ 

80061 60231 * 

50 461 

8806290277 

40 1162 

0006290380 

40-1162 

8005230076 

50 601 

8805230077* 

60 601 

8005230079* 

60 601 

8805230083* 

50 601 

0605250136* 

50 400 

8805250196 

60-305 

8G05250203* 

50-305 

8805250204* 

50 305 

0805250366 

50 601 

8805250369* 

50 601 

0005250376* 

50 601 

8805260010 

50 601 

8805260020* 

50 601 

8805260025* 

60 601 

8805260090* 

50 424 

8805260090* 

50-424 

8805270027* 

50*395 

8005270030* 

50 395 
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CORPORATE SOURCE INDEX 403 


AUTHOR AFFILIATION 


testinghouso fcfaho Nu clear Co , Inc. 
. r eslfr*ghouse Operating Plants Owners 
iroup 


Astern Geophysical Corp. 
O-altafcor Corp 


Whams & Associates 


isoonsm Electric Power Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8005270045 

TOPREP 



8805270046* 

TOPREP 



Q005270141 

50 601 

A 


8605270144* 

50 601 

A 


8805270109* 

50-498 

P 


8805270207 

50-413 

P 


8805270207 

50-413 

P 


8805270207 

50-413 

P 


8805270207 

50-413 

P 


8805270207 

50-413 

P 


8805270207 

50-413 

P 


0805270207 

50-413 

P 


0005270207 

50-413 

P 


8805270207 

50-413 

P 


0805270207 

50 413 

P 


8005270207 

50 413 

P 


0805270207 

50 413 

P 


8805270207 

50 413 

P 


8805270207 

50 413 

P 


8805270207 

50 413 

P 


0805270213* 

50-413 

P 


0805270213* 

50413 

P 


8805270213* 

50413 

P 


8B05270213* 

60-413 

P 

Wisconsin Public Service Corp 

8805270213* 

50 413 

P 

8005270213* 

50 413 

P 


0805270213* 

£0 413 

P 


8805270213* 

50 413 

P 


8805270213* 

50 413 

P 


8805270213* 

50-413 

P 


8B05270213* 

50-413 

P 


0805270213* 

50-413 

P 


8805270213* 

50 413 

P 


0005270213* 

60-413 

P 


0BQ527O21 3* 

50-413 

P 


8805270216* 

8005270210* 

50 413 

60-413 

P 

P 

Wisconsin, State oi 

0005270216* 

8B05270216* 

50-413 

50-413 

P 

P 

Well Creek Nuclear Operating Corp 

0805270216* 

50-413 

P 


0805310076 

50 601 

A 


8805310079* 

50 601 

A 


8806010084* 

XPORTUC 



8806010256* 

50-247 

P 


8006010260* 

50 247 

P 


8806010265* 

TOPREP 



8806060178* 

50 327 

P 


8006060104* 

50*327 

P 


0B06070169 

71 9151 



8006070393 

70 1151 



8806070396* 

70-1151 


Worsham, Forsylho, Sampols & Woolrldge 

0006080077* 

TOPREP 


8806080138* 

50 400 

P 

(formerly Worsham, Forsythe & Sampelsi 

8806100005* 

50-336 

P 


8806140129 

50 601 

A 


0BQ6140136* 

8806150409* 

50 601 

50-457 

A 

P 

Wyoming, Stala of 

X-Ray, Inc 

0806210091 

XPORTLfC 


0006230161* 

8806200215 

60-327 

50-601 

Q 

A 

Yankee Atomic Electric Co 

8806280220* 

60-601 

A 


8006300262* 

71-6400 



8006010262 

TOPREP 



8806060071 

TOPREP 



0806290163 

50-3 

P 


8806070312 

WASTE RES 



8806130213 

40 7455 



8806290306 

40 7455 



0806290371 

40-7455 



8806060238 

WASTE RES 



8806070306 

WASTE RES 



8806220115 

WASTE RES 



8806270280 

WASTE RES 



8805240204 

50 266 

P 


0805310059 

50-266 

P 

Zarln, 1 J, 

8805310059 

50 266 

P 



B8053 10304 50 266 Q 

6606020134 PR 

6006070311 £0 266 P 

800607031 1 EO 266 P 

8806070314* 50*266 P 

6B0G070314* 50-266 P 

8 B 060802 IS 50-268 P 

8006080215 50-266 P 

8806130305 50-266 R 

88061 30305 50-266 R 

8806150351 50-266 J 

8806160044 50-266 

8B06170191 50-266 

88D6170191 50-266 

6806170210 50-265 


8806170210 50-260 
8B062 10244 50 266 
0806210244 50 266 
8806210492 50 266 
6806210492 50 206 

B806230082 50 266 
8606230062 50 266 
8006230170 50 20$ 
0806280061 50 260 
8B060 10097 50-305 

8806020060 50 305 
0006020062* 50 305 
8606090182 50 305 
0006100064 60 305 
8006100156 50 305 

0806140106 60 305 
0806150383 50 305 
6806160103 50 305 
0806160108* 50 305 
000017021 1 50 305 

8B06210147 50 305 
0906260144 50 305 
8905240341 50 266 
6805240347 60 409 
6905310093 50 402 

6005310325 50-402 
8B06010044 50-482 
0006010122 60-402 
9906010140 50-402 
0806010157 50-482 

8806130057 50-462 
880SM0216 50-402 
6606140306 50-402 
8609140574 60-402 
8009160070 50-492 

830Q1 80139 50-482 
0806210134 50-482 
8806210261 50-462 
8006030272 50-445 


8809140301 50-445 G 

8806230040 50-445 G 

8806230051 50 445 G 

0806300339* WASTE MGT 

8806230255 PR 

8805270009 50 29 P 

8805270072* 50 29 P 

8006010107 50-29 S 

8B06020016 50*29 P 

8806020025 50-29 P 

8806020027 50 29 G 

6806020048 50 28 Q 

0806020318 50 29 S 

8806030033 60 29 P 

8806060252 60 29 F 

QB060 00200 71-9216 

8606100158 50-29 F 

0806130328 50-29 R 

8806200038 50 29 G 

0006200042* 50 29 Q 

8006200047* 50 29 Q 

0006220201 60 29 S 

0006240216 PR 

6806200122* 50 219 P 


GcnO-n O3Dis*0 »«0(is-c G:03*otj O*0T33i-o Q Tito ID JO aracnOO OO-n-nO Q-o-OWi 




REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

1 SUB- 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 



CATE- 





GORY 



o^a?aot-oo 

6805260169* 

WASTE MGT 



471 0-322 $-83-01 

8806090075* 

60-320 

P 


S£CY 68*105 

8805130142 

60-441 

V 


6*9 03 

8806060050* 

WASTE MGT 



88-1 

8806160076' 

50-395 

n 


93PE- 3SA01 ROG 

8006220037* 

60 530 

P 


A 000107 V01 Ft02 

8806210043* 

60*445 

A 


ANF 87*150(NP) V01 

8806280214* 

60-255 

P 


ANF-B7 95 R03 

8806280200* 

60-321 

P 


e*ROE-COM4^-NP R06 

8806200300' 

TOPREP 



B AW- 2036 

8806250315' 

60-340 

P 

1518 

C€N-375(V)-NP 

8006200074* 

50-629 

Q 


CWE-1S-203 R01 

8006140067* 

60-254 

Q 


D0O-CS-1O R01 

8806220228* 

50-445 

A 


DPC-RD-2011 

8805270003* 

50-269 

P 


E3G NTA 7067 

0BO61 70141' 

60-460 

A 


EGO NTA-7605 HOI 

0806170326' 

50-423 

P 


EGG-PHY*5032 

8004120250' 

50-397 

P 


EGG-PHY8O70 

6006170255' 

50-155 

P 


ER-ME-Ol 

6808200025' 

50-445 

A 


H:86 O119R01 

8806290467' 

PROJ 



KV-665 SOI APP01 R01 

0806290260' 

71-0553 



M R470025 

8006060233’ 

60-373 

P 


MA2-S9 1 

0006290100' 

50-259 

P 


MT-SME-200 

8006150409’ 

60-457 

P 


NEDO-31GGB 

8006070303* 

50-468 

P 


NUPEG-0020V12 N05 

6806230165 

NUREG 



NUHEQ0040 VI 2 N01 

8806230180 

NUREG 



KUREG-0540 VI 0 N03 

8806020034 

NUREG 



NUREG-0760 V27 N03 

8806070066 

NUREG 



NU REG -1032 

8006100152 

NUREG 



fiUREG-HOe 

0006100170 

NUREG 



NUFIEG-1203 DRFTFC 

8006060019 

NUREG 



NUREG-1320 

8006100179 

NUREG 



NUREG/CR-2000 V07 N4 

8806020043 

NUREG 


ORNL/NSIC-200 

NUREG/Cfl-4219 V04 N2 

0806020048 

NUREG 


ORNL7TM-9593 

NUF1EG/CR-4605 

8806230207 

NUREG 


PNL-6855 

NUREG/CR-4726 

8806230158 

NUREG 


SAND69 1938 

NUREGVCR-4735 V03 

8806070069 

NUREG 



flU REG/CR-5000 

8006230139 

NUREG 


BNU'NUR EG-52 119 

NUREG/CR-5016 

8806070054 

NUREG 


BNL*NUREG-5212t 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
Index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 

NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREG/CR-5030 

0&O623O171 

NUREG 

BNL-NUREG-S2073 

NUREG/CR-5040 ERR 

&&0023O12Q 

NUREG 

AAEC/C55 

NUREG/CR-5044 

8800100174 

NUREG 

LA-11179 MS 

NUREG/CR-5045 

0&06O2QO39 

NUREG 

UCRL-159B5 

NUREG/CR 5076 

8600230148 

NUREG 

NUREG/CR 5113 

880623a 152 

NUREG 

UCID-21346 

NUREG/CR 6151 

8600230162 

NUREG 

S AIC-88730 14 

NUREG/CR 5159 

8B 00230210 

NUREG 

KE1 1559 

NUREG/CR 5160 

80OS23O1G8 

NUREG 

SEA 07 253 O0A1 

ORAU 80/D-23 

0000240105* 

40-6940 


RESAR SP/90 A01 

0805250376* 

50-601 

A 

RESAfl-SP/00 A01A 

6005260025* 

50-601 

A 

S 470069 007 

6005270223* 

TOPREP 


SCE-1 A 

6808230205* 

50-206 

P 

SECV-Q5-308 

6512120109 

SECY 


SECY-06-192 

6008130414 

SECY 


SECY-07-1 17 

6706030080 

SECY 


SECY-07-1 1 7 ERR 

8707140149 

SECY 


SECY-80 039A 

08051 &0342 

SECY 


SECY-00 102 

6805130260 

SECY 


SECY-88- 105 

6805130142 

50-209 

V 

SECY-88- HI 

6806030375 

SECY 


SECY-88- 147 

6600030338 

SECY 


SECY-88 00 

6806020206 

SECY 


SECY-89 96 

060602021 1 

SECY 


SIR-88*O10 V0I R01 

60O619O153* 

50-205 

Q 

TR 6801-2 R01 

85O&O60224* 

50-220 

P 

TR 88037 A-3 R01 

6006200009* 

60-298 

P 88037A 

TR*V-MCC-014 

6806130024* 

50 528 

O 

UMTRA-DOE/AL 050505 

6805250163* 

WASTE MGT 


VEP-1-5A 

6806200193* 

50 260 

P 

WCAP-10976RO2 

0806010260* 

60 247 

P 

WCAP-10969 ADD 01 

6806000104* 

60*327 

P 

WCAP'11657 

6805270030* 

50-395 

P 

WCAP-11777 

6006100005* 

50*338 

P 

WCAP-11Q10 

6605250136* 

60 400 

P 

WCAP-11016 

6805250204* 

60 305 

P 

WCAP- 11647 

8605270216* 

50 413 

P 

WIN 236 R01 

8606300262* 

71-9400 

24420 

XN*NF*84-105NPA S4V1 

8606200366* 

TOPREP 


XN*NF'66-91(NP) 

8606260206' 

50 255 

P 


405 




CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Hem listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document.the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
Information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

date 

ISSUED 

8101 160143 
&101 160163 
8101160171 
8103020332 
810714090*1 

8006210210 

8006210210 

8OO021O21O 

0000210210 

0806200102 

88/06/13 

00/00/13 

88/06/13 

00/06/13 

88/06/10 

8TO9160342 

$109230172 

6109200020 

$110190186 

8112100572 

8006030107 

0006200102 

0806200102 

0000030107 

8806030197 

80/05/28 

80/06/10 

80/06/10 

00/05/26 

00/05/26 

$112160001 

8202080020 

6202000020 

8202080034 

$202060434 

8806030197 

0006030197 

0006030197 

0000030197 

0006030197 

00/05/26 

00/05/29 

08/05/28 

00/05/26 

00/05/26 

8202250094 

8204 200261 
$310100078 
$310160062 
801060370 

0806030197 
80000301 07 
8806030197 
8806030197 
8806200102 

88/05/26 

00/05/26 

80/05/26 

08/05/26 

80/06/10 

#010704 26 
£04030103 
I5O5O2O5S0 
1506270466 
1506270540 

0806200102 

0000100307 

8006100307 

0806100307 

0008100307 

08/06/ 1 0 
08/06/00 
80/06/00 
08/06/00 
00/06/00 

$60019 

701210360 

702160230 

702 1 60253 

705060146 

0808270149 

0806070411 

0606070411 

8806070411 

0 60 6Q 20076 

08/06/ 15 
00/05/31 
88/05/31 
00/05/31 
00/05/26 

706090040 
'07240034 
'12070086 
120701 IQ 
12070190 

8006200146 

0806200146 

8006270149 

0006270140 

8006270149 

88/03/04 

08/03/04 

80/06/16 

00/06/15 

80/06/16 

12070229 

12070251 

*107037? 

01 $90320 
32290126 

8806270149 

0006270149 

8606270149 

0806220163 

6806220103 

88/06/15 

00/06/16 

88/06/15 

00/06/13 

88/06/13 

>3010360 

VI 060493 
14060496 
>4120250 
14140170 

8006230264 

0806160001 

8006160001 

Q006O2Q221 

8806070371 

80/06/13 

00/05/25 

80/05/26 

0O/Q5/19 

88/05/10 

4150129 

504 0025 
50SOO2 G 
$050043 

5120060 

8004160120 

8806220013 

8G0SQ50Q24 

6805050024 

0808070236 

88/02/20 

00/05/06 

88/04/29 

80/04/29 

88/05/27 

5120350 

5170256 

>170320 

,100314 

,200105 

0806030310 

QG06230340 

0808300294 

G0Q6 190300 
8806280044 

88/05/26 

0Q/Q6/1O 

88/06/16 

80/06/11 

08/06/08 

,230077 

230070 

230003 

240210 

240237 

8805230076 

9B05230Q76 

6805230076 

8005240206 

5805240235 

88/05/13 

86/05/13 

88/05/13 

88/05/13 

00/05/17 


SUBJECT 

CATEGORY 


enclosure 

PRINCIPAL 

DOCUMENT 

50 155 

P 

8805240200 

B 805240275 

50 155 

P 

0805240423 

8805240416 

50 155 

P 

8005250136 

00 35250 134 

60-156 

P 

0005250150 

0805250135 

50*210 

P 

60052501 5B 

6805250090 

50-276 

P 

8095250159 

80C5250154 

50-21 D 

P 

8805250163 

00052501 5 \ 

50-219 

P 

8005250172 

0805250186 

50-276 

P 

0005250175 

6005250166 

50 275 

P 

0005250195 

0605250103 

50 275 

P 

0805250197 

0605250103 

50 275 

P 

0005250202 

6805250103 

50 275 

P 

0805250203 

8805250190 

60 275 

P 

0005250204 

8005250196 

50 275 

P 

8805250212 

8005250210 

50 275 

P 

8805250223 

8005250222 

50-275 

P 

0005250224 

0005250222 

50-275 

P 

0805250231 

8005250230 

50-275 

P 

0605250235 

600 52502 27 

50-210 

P 

8805250230 

8805250247 

50-219 

P 

Of 05 250240 

8805-250247 

FOIA 


8005250253 

0605250251 

FOIA 


6805250254 

0BO525O251 

FOIA 


8005250276 

0605230206 

FOIA 


0005260277 

0805230206 

50 344 

Q 

GU052602C6 

BQ0525Q203 

WASTE MGT 


8605250301 

0605250203 

WASTE MOT 


8005250308 

0805250303 

WASTE MGT 


8806250314 

8805250312 

50-322 

P 

8005250315 

8805250293 

PR 


0005250323 

0085250320 

PR 


6805250324 

6805250320 

50-397 

0 

0005250325 

880&25O2G3 

60 397 

Q 

B0O525O333 

6005250331 

50 397 

G 

8605260337 

8805250331 

50 307 

0 

0G05250344 

0805350342 

60 397 

Q 

6805250360 

6805250356 

50*344 

Q 

0605250369 

0805250366 

50 490 

P 

8805250373 

B8D5250371 

50 490 

P 

8005250370 

8805250366 

50 261 

V 

8805250378 

8005250371 

60-331 

Q 

B8052503B5 

8005250383 

50-331 

Q 

0805250393 

0805250391 

60-397 

P 

0805260011 

G8O526OO07 

50-237 

Q 

0005260019 

0005260014 

OF1G 


0605260020 

6005260010 

50-397 

P 

6805260023 

6005260018 

50 165 

R 

0BO526OO25 

8805260010 

50 155 

R 

8806260030 

6005260029 

50-369 

P 

8005250032 

8605260029 

50 369 

P 

0005260040 

0605260030 

60 155 

P 

0805260077 

0005260030 

50 423 

P 

0BO526OO81 

8805260074 

WASTE MOT 


0805260090 

8005260066 

WASTE RES 


0805260096 

3005260086 

50-601 

K 

6805200129 

8005260119 

50-801 

K 

0005260137 

880526O133 

5Q-601 

K 

6805200147 

0005260144 

70 687 


8005260155 

880526O152 

50 244 

Q 

6805260164 

0&0526O1&1 


DATE SUBJECT 

ISSUED CATEGORY 


fl 8/05/ 19 50 898 0 

60/05/16 50 265 Q 

ee/05/17 50 400 p 

B0/05/19 WASTE MG r 

00705/12 50-3 4 B Q 


8B/0S/23 

WASTE MGT 


00/05/23 

WASTE MGT 


08/05/13 

50-340 

Q 

08/05/13 

50 343 

O 

8B/05/1G 

50 373 

0 

00/05/16 

50 373 

Q 

00/05/16 

50 373 

Q 

8B/04/27 

50*305 

P 

00/04/27 

50 305 

P 

80/05/12 

50 413 

Q 


08/05/13 50-210 Q 
66/05/13 50-219 Q 
68/05/16 50*315 Q 
00/05/16 50-395 P 
80/05/10 50-322 P 

80/05/10 50 322 P 
00/05/16 50 313 Q 
08/05/16 50*313 Q 
09/05/16 50 266 Q 
00/05/16 60*266 Q 

00/05/13 50-3*11 Q 
08/05/10 60*346 P 
00/05/17 50-313 V 
88/05/16 60-395 P 
88/06/ IB 50*346 P 


08/05/10 50 482 0 

88/05/16 60*402 Q 

88/05/18 50 546 P 

86/05/17 50 267 Q 

88/05/17 60-267 0 


09/05/17 50-408 Q 
08/05/03 50-1 B2 0 
00/05/13 60*601 A 
80/05/20 50-275 P 
&B/05/13 60-001 A 


08/05/20 50-275 P 

80/05/20 50-440 P 

66/05/20 50 44 D P 

86/05/10 50-520 Q 

88/05/24 50 341 P 


00/05/13 60 601 A 

08/05/10 50-275 Q 

00/05/13 50 601 A 

00/05/19 50-28B P 

80/05/19 50-286 P 


00/05/19 50-333 
09/05/19 50-333 
80/05/19 50-423 
09/05/19 50 424 
88/05/19 50 424 


00/05/20 

88/05/23 

60/05/18 

88/05/23 

86/05/00 


50 340 
50*271 
50 461 
50-443 
60*275 


407 
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408 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUM8ER 


ACCESSION NUMBER 


ENCLOSURE 


8605260172 

R?052€0174 

e“C5260233 

P805260209 

85052602 15 
080*5260226 
6605260234 
6‘>0526Q:iO 7 
8605260303 

8605260300 
850526031 1 
6305260322 
0605260326 
8805260328 

6805260333 

8805260334 

0505260397 

0505260401 

6605270004 

8505270011 

EB05270027 

0305270030 

8605270031 

8005270037 

80Q527OO38 

6&05270043 

8805270046 

6005270049 

0805270050 

8B052 70057 
0905270072 
68Q52 7QQ77 
0805270079 
0805270003 

0505270092 

0505270091 

8005270105 

8805270119 

8005270140 

0805270144 

8805270147 

0805270148 

6005270161 

8805270101 

8805270104 

6805270109 

8805270213 

0005270216 

9805270226 

0605270239 

6605270263 

8805270296 

8805270300 

B805310Q02 

8805310012 

&605310060 

8805310075 

0805310079 

$005310085 

$805310095 

8805310163 

6805310167 

0805310175 

0005310202 

8005310203 

8005310257 

0805310258 

8005310260 

8805310264 

8005310275 

880531Q298 

8005310303 

8805310309 

8805310337 

8005310347 
BB060 10036 
8006010046 
0806010049 
8806010052 

8806010056 

8006010031 

B806010062 

8806010066 

8806010060 

0806010082 

8806010084 


PRINCIPAL 

DOCUMENT 

6005260161 

8805260170 

8605260170 

0SO526O162 

8605260189 

8605260213 

8005260224 

8805260230 

0BO526O3O2 

8605260300 

0005260299 
0505260299 
880*1 50263 
8606 160132 
8805260325 

8805260330 

0005260330 

8805260394 

0805260390 

6805270002 

6805270008 

8005270023 

8805270023 

88052/0023 

8805270035 

8805270033 

88D5270041 

880527004S 

0805270047 

8805270047 

8005270054 

8805270068 

8805270073 

8805270075 

8005270075 

8805270090 

0805270090 

0005270101 

8605270115 

8805270131 

8005270141 

6805270145 

0805270145 

6805270154 

8805270176 

0805270176 

8005270179 

$805270207 

6805270207 

8805270224 

880527Q225 

6005270279 

0605270292 

8805270297 

6805310001 

8805310011 

8005310054 

8605310073 

8805310076 

8805310064 

8605310053 

88061^0038 

8805310165 

6005310173 

8805310199 

8005310199 

88053)0255 

8805310253 

8805310255 

8805310250 

8805310270 
8B053 10295 
8805310186 
8805310308 
8805310280 

880531O336 

8306010033 

8806010042 

8804290231 

8806010047 

8806010047 

$806010055 

8806010047 

8806010048 

8806010063 

8806010078 

8806010079 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

68/05/09 

50 275 

Q 

8806010090 

80/05/17 

50-333 

P 

0806010094 

66/05/17 

50 333 

P 

8806019095 

88/05/13 

50-219 

P 

BB06010099 

88/05/19 

50 333 

Q 

8806010100 

88/05/19 

50 322 

Q 

8806010108 

88/05/17 

50-293 

a 

8800010127 

68/05/18 

50 387 

Q 

8806010130 

80/05/16 

50-409 

F 

8B06010132 

66/05/19 

50 369 

P 

$006010137 

88/05/10 

50 312 

Q 

8906010139 

86/05/10 

50 312 

O 

$806010152 

68/04/05 

50 324 

R 

9806010156 

85/04/ 10 

50 454 

R 

$806010166 

88/05/10 

50-206 

Q 

0806010169 

66/05/10 

50-312 

a 

0BO6O1O1 70 

B8/05/10 

50 312 

Q 

8806010179 

69/05/18 

88/05/24 

88/05/25 

50-461 

WASTE MGT 
WASTE MGT 

P 

08060101 02 
8606010185 
8806010187 

88/05/03 

50-206 

Q 

8806010105 

08/05/20 

50 395 

P 

8806010190 

80/05/20 

50 395 

P 

8806010205 

88/05/20 

50*395 

P 

8806010206 

88/05/18 

50 498 

P 

9B060102O8 


PRINCIPAL 

DOCUMENT 

0906010007 

6006010087 

Q8QG010093 

8806010076 

8006010090 

8906010106 

0006010121 

8006010128 

0006010120 

8806010123 

8006010133 

0806010144 

8806010148 

0006010153 

0806010153 

0QOGO1O167 

8806010175 

0006010100 

8806010104 

G0O6O1O1GG 

0006010178 
0006010196 
8006010201 
0006010202 
8836Q 10201 


89/05/03 

85/05/18 

08/05/02 

60/05/19 

88/05/19 


50 275 Q 

50-213 P 

TOPHEP 
50-361 p 

50 361 P 


8006010210 

8806010212 

8006010216 

8006010219 

0006010225 


88/05/03 

68/05/19 

08/05/12 

88/05/16 

98/05/16 


50-275 Q 

50-29 P 

70-125? 

50 269 P 

50-269 p 


0006010220 

0800010230 

8806010232 

0B06010237 

0806010246 


68/05/20 

88/05/20 

0B/O5/17 

80/05/17 

08/05/17 

88/05/23 

08/05/23 

88/05/23 

88/05/1? 

88/05/10 

BB/05/1B 

08/05/23 

88/05/13 

88/05/13 

88/05/16 

86/05/24 

00/05/19 

$8/05/23 

$8/05/25 

$8/05/24 

$8/05/23 

08/05/19 

88/05/20 

08/05/13 

80/05/17 

88/05/25 

88/05/10 

08/05/23 

88/05/23 

08/05/24 

00/05/24 

88/05/12 

08/05/19 

88/05/12 

08/05/23 

68/05/12 

88/05/24 

88/05/2$ 

80/05/20 

80/05/20 

05/05/25 

08/05/20 

88/05/25 

88/04/21 

89/05/24 

88/05/24 
88/05/24 
88/05/24 
88/05/26 
08/05/ J6 

$8/05/26 

88/05/27 


50-313 Q 

50 313 Q 

50-334 -Q 

50 245 Q 

50 309 p 


8806010256 

8806010257 

0006010259 

8806010260 

8606010264 


50 601 
50-302 
50 3B2 
50-334 
70-371 


A 

0 

Q 

O 


0806010265 
BB06010266 
8BDS0W270 
0806010274 
0BO6O 10277 


70 371 

50-499 p 

50 413 p 

50-413 p 

TOPREP 


0006010281 

8906010294 

8806010286 

0906010297 

8806010209 


50 213 
50-424 

WASTE MGT 
50-261 
50 271 


Q 

P 

P 


8806010291 

9006010294 

8806010297 

0806010296 

6806010299 


50 424 
50-209 
50 352 
50 60? 
50 254 


R 

V 

P 

A 

P 


8&0601 0300 
9B06010301 
8806010302 
8806010304 
8806010305 


waste mr 

50*285 
50-206 
50-305 
50 267 


F 

Q 

O 

Q 


8806010306 

8806010307 

8006010306 

8806010309 

9806010310 


50-267 
50 528 
50 424 
50 528 
50-133 


Q 

Q 

P 

Q 

P 


50-397 
50 255 

waste res 

50 220 
50-123 


Q 

Q 

Q 

V 


SO 312 
50 220 
50 312 

waste mgt 

50 340 


Q 

Q 

V 

M 


50 346 m 

50-416 p 

50 348 u 

50-155 p 

50 344 q 


50 295 
XPORTLIC 


Q 


8006010311 

8806010312 

0606010313 

8806010314 

0006020005 


0006020023 

8806020026 

9B06020035 

6806020040 

0606020045 


8806020059 

8806020061 

6B06Q2Q062 

8906020063 

8806020069 


88060201 OB 
8806020112 
8806020127 
6806020138 
8806020143 


0806020150 

8006020154 


8 00 60 10209 
8006010209 
0806010213 
0006010217 
0806010222 

0006010222 
000601 0220 
0000010231 
OB06010224 
0006010246 

0606010262 

0806010244 

0005250303 

8006010262 

0006010250 

0006010262 

0006010263 

8006010268 

0805250124 

00(16010275 

000601 0200 
0006010270 
0006010279 
0006010270 
GGQ6010279 

0006010279 

0006010279 

0800010279 

8806010279 

8806010279 

0006010279 

0006010279 

6806010279 

0006010279 

0006010270 

0806010279 

0006010279 

0006010279 

0006010279 

0Q06010279 

0006010279 
0806010279 
0006010279 
88060 W279 
0906020004 

0006020020 

8806020020 

8006020032 

0006020017 

8800020041 

080Q020057 

0005260128 

0008020060 

0006020057 

0006020067 

0006020106 

8806020106 

0006020117 

8806020090 

0006020136 

0006020149 

88Q6020077 


DATE 

ISSUED 

GO/05/24 

■00/05/24 

30/05/25 

B-B/06/23 

08/03/14 

00/05/26 

BS/05/24 

DG/QG/27 

00/05/26 

00/04/26 

00/05/27 

00/05/26 

00/05/20 

00/05/25 

OO/OG/25 

00/05/23 

00/05/23 

88/05/24 

00/05/25 

88/05/25 

00/05/23 

00/05/25 

08/05/24 

00/05/25 

00/05/24 

08/05/23 

80/06/23 

00/05/24 

00/06/26 

00/05/26 

68/05/26 

00/05/25 

00/05/27 

00/05/10 

00/05/26 

00/06/23 
00/05/27 
00/05/ 17 
60/05/23 
00/06/26 

06/06/12 

00/05/27 

00/05/25 

00/05/13 

00/05/25 

Ofl/ 05/26 
06/06/27 
00/05/27 
00/06/27 
00/05/27 

00/05/27 

80/05/27 

00/05/27 

00/05/27 

00 / 05/27 

00 / 05/27 

00/05/27 

00/05/27 

00/05/27 

00 / 05/27 

00/06/27 

00/05/27 

00 / 05/27 

00/05/27 

00/05/27 

00/05/27 

00/05/27 

00/05/27 

00/05/27 

00/05/24 

00/05/24 

00/05/24 

00/05/23 

00/05/26 

00 / 05/26 

00/05/26 
00/05/ »g 
08/05/24 
00/05/26 
08/05/23 

00/05/23 

68/05/23 

88/Q5/&4 

80/04/12 

00/05/25 

00/05/25 

88/05/13 


SUBJECT 

CATEGORY 

50 267 F 

60-2G7 F 

40 0650 

xpomuc 

70 0 


60 340 P 

waste mgt 

WASTE MGT 
50-353 Q 

40-6057 


WASTE MGT 
50-203 
60 300 
60 363 
60 353 

60 272 
GO 354 
60 203 
GO 200 
50-331 


60-247 
60-203 
60-2Q5 
60-247 
50 205 

60 247 
60-247 
60 352 
60-230 
60 261 

60-261 
50-334 
60 300 
60-344 
60-2 1 0 

60 247 
GO 300 
60 313 
50 247 
60 200 

TOPHEP 
60-02& 

60-362 
60 40D 
60 27/ 

60*47 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MQT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MOT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
50 400 0 


O 

O 

Q 

Q 

Q 

Q 

Q 

O 

P 

Q 

Q 

Q 

G 

G 

a 

O 

Q 

a 

p 

p 

a 

A 

r 

o 

P 

p 

V 

p 

Q 


P 

G 


&0 022 
60 322 
60 260 
60 490 
GO 323 

60-206 
50 312 
60-305 
60 206 
60-205 

60 220 
50 220 
SO 443 
40 1341 
CONTRACT 

70-135 

60-160 


P 

P 

O 

P 

P 

P 

P 

R 

P 

P 

P 

P 

U 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 409 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


6305020155 

*&06020!66 

**05020199 

SS060202Q4 

8*06020209 

83060202 IS 
$606020232 
8306020233 
$806020236 
8306020238 

8606020243 

6806020244 

6506020245 

6306020255 

€606020259 

3006020260 

6306020232 

€606020263 

6306020284 

3006020271 

6006020279 
0306020280 
00 06020286 
0306020300 
€606020301 


8806020153 

0006020164 

8808020102 

6006020102 

8806020200 

8806020200 

0806020220 

8806020225 

0806020228 

8806020228 

8806020220 

8806020230 

8806020227 

0806020249 

8806020249 

0806020252 

8806020220 

8006020262 

8806020247 

8806020220 

8806020276 

8806020247 

0006080049 

8806020294 

8006020294 


3006020313 

6300020314 

SS06020321 

0306020337 

3006020340 

3806020341 

6306020342 

6006020345 

8006030097 

3806030021 

6006030042 

3506030043 

660603004G 

0806030050 

6306030062 


8006030184 

8806020307 

0006020320 

8806020322 

0006020338 

0006020322 

8006020338 

0806020343 

880G030002 

0806030015 

0006030038 

8806030038 

6806030023 

8B06030051 

0806030051 


8006030076 
6006030080 
&8O6O3OC09 
5806030094 
*0060 300 90 


8806030072 

8806030072 

QGO0Q3OQB4 

8806030004 

08O6Q3OQ78 


'0O6O3O1H 

006030120 

*06030127 

606030120 

006030145 


0006030009 

8606030103 

8806030121 

8006030103 

0806020325 


906030149 
8060301 4B 
W603O161 
*06O3Ot74 
£060301 76 


8806030138 

0806030144 

8806030154 

0806030156 

8806030171 


W6033 178 
1O6O301GO 
O603CMO3 
06030104 
060301105 


8806030310 

8808030102 

QQ060301G4 

8806030156 

8806030191 


^6030202 

[>603020© 

>6030207 

J0O3O211 

>6030214 


8806080132 

0606030200 

0006030156 

0800030204 

0806030188 


*#30217 

«030gJ» 

6030320 

603022 1 
1030223 


0806030100 

8806030213 

8806030216 

8806030213 

8806030215 


5030231 

5 030232 

5030233 

5030240 

5030243 


8806030215 
8006030227 
&B06030227 
C 8060302 28 
8806030228 


*>30240 

,030253 

0302&3 

0 30gg5 


8806030241 

8806030249 

8806030258 

8806030260 

8606100125 


tm 

SSSII 

>30005 

$0020 


6806030260 

8806030234 

0806030278 

8808030276 

8800030282 

8806030291 

6806030310 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


88/05/25 

CONTRACT 


88/05/25 

CONTRACT 


88/05/24 

50-382 

P 

00/05/24 

50-302 

P 

88/05/20 

50-520 

P 

88/05/20 

50-520 

P 

88/05/27 

50-440 

S 

80/05/24 

50-285 

P 

08/05/19 

50 423 

P 

80/05/19 

50-423 

P 

08/05/27 

50 440 

S 

00/05/24 

50346 

P 

08/05/27 

50 272 

0 

88/05/24 

50 498 

p 

08/05/24 

50 400 

p 

88/05/25 

50 416 

p 

00/05/27 

50-440 

s 

88/05/25 

50-416 

p 

00/05/12 

50-266 

p 

88/05/27 

50-440 

s 

88/05/24 

CONTRACT 


00/05/12 

50-266 

p 

08/05/27 

50 293 

G 

80/05/25 

50-382 

P 

88/05/25 

50 382 

P 

88/05/24 

5O3C0 

P 

80/06/16 

70 27 


88/05/26 

CONTRACT 


00/05/25 

50-400 

P 

88/05/24 

50-302 

P 

88/05/25 

50-400 

P 

00/05/24 

50-302 

P 

08/05/25 

60-458 

P 

00/05/25 

CONTRACT 


08/05/19 

70-1113 


00/05/26 

50 341 

n 

flfl/05/26 

50341 

R 

80/Q3/17 

CONTRACT 


80/05/23 

50 397 

P 

00/05/23 

50-397 

P 

88/05/24 

60 483 

P 

80/05/24 

50 463 

P 

88/05/20 

50 311 

P 

08/05/20 

50-311 

P 

88/05/12 

50-330 

P 

08/05/23 

50-282 

P 

08/05/16 

60-327 

P 

00/06/01 

WASTE MGT 


08/05/16 

50-327 

P 

00/05/24 

50 334 

P 

00/05/25 

50 3 

H 

88/05/27 

60 313 

P 

00/05/27 

50 360 

P 

80/05/25 

50 171 

0 

08/05/13 

50 346 

P 

00/05/12 

60-4B3 

P 

08/05/19 

50-285 

P 

00/05/24 

50-388 

P 

80/05/26 

50-171 

0 

80/05/19 

50-250 

P 

08/00/01 

50 322 

F 

88/05/28 

60 276 

P 

08/05/25 

50-171 

P 

00/05/25 

60213 

P 

88/05/26 

50-395 

P 

00/05/26 

50-395 

P 

8Q/04/21 

50 275 

P 

08/05/18 

50 440 

P 

88/04/21 

50 275 

P 

00/05/18 

50-440 

P 

88/05/18 

50-440 

P 

80/05/23 

50-206 

P 

88/05/23 

50-206 

P 

88/05/26 

5Q-334 

P 

88/05/26 

50-334 

P 

08/05/10 

CONTRACT 


88/05/20 

CONTRACT 


86/05/25 

CONTRACT 


88/05/23 

50 330 

P 

88/05/26 

50 29 

P 

80/05/23 

60 338 

P 

88/05/23 

50-334 

0 

00/05/24 

50 389 

P 

66/05/26 

50-280 

P 

00/05/26 

WASTE MGT 


86/05/26 

S0-6Q3 

G 

88/05/19 

60-338 

P 


ENCLOSURE 

PRINCIPAL 


DOCUMENT 

&&0603033B 

6006030330 

8006030343 

6006030341 

8806030359 

8806030355 

0006030367 

6806030362 

8806030301 

8806030300 

8006030382 

8806030300 

8806030389 

B0O6O3O308 

8006030391 

8806030360 

8Q0606D01 1 

8806080007 

6006060014 

8806060010 

8806060018 

&806060017 

8006060030 

8808060029 

8806060036 

6806060032 

8006060039 

0BO6O6OO26 

8806060055 

8006060050 

0806060058 

6806060027 

0006060071 

6806060062 

6806060074 

6006060062 

0006061)078 

8806060076 

0006060082 

0006060077 

8806060083 

0606060080 

8006060091 

0806060000 

8006060098 

8800060096 

0806060100 

0006060006 

8006060109 

880(3060104 

8006060121 

88060601 16 

8806060129 

8006030126 

080606013:3 

GO06OGO132 

8906060136 

0006060110 

0806060136 

Q&O 6060023 

8006060139 

8806060137 

0806060144 

8896060138 

8006060145 

8806060149 

B806060147 

6806060143 

00060601 48 

8806060143 

0006060151 

B0Q6O6O149 

8808060153 

8806060149 

8606060161 

BB06060160 

8806060162 

0806060160 

8806060174 

8806060172 

08060601 7C 

80O6Cf6Of 76 

08060601 B2 

0009060180 

6806060104 

8906060175 

0906060101 

&&Q60QO1G3 

G 8060601 04 

0006060192 

0806060195 

0006060152 

000606019 9 

8809060193 

0800060203 

6806030394 

0006060205 

B80 9000 124 

6806060203 

8806200088 

8806060208 

OBO6O0O3&4 

0006060211 

8806080209 

8006060214 

0006060209 

6806060216 

8806060124 

8806060217 

BQ06060216 

0806060224 

8806050222 

8906060229 

0906060228 

8806060233 

8806060231 

0806060236 

&806060235 

8806060245 

8806060241 

00-06030274 

0005060272 

6806070002 

0006070001 

0006070006 

8806070005 

8006070014 

8800070010 

8606070016 

8806070010 

860607001 & 

8B06070010 

8806070031 

8806070030 

8806070037 

8006070036 

8806070042 

08 06070040 

8806070043 

6806070039 

6806070044 

8800070040 

8906070051 

8006070040 

8806070052 

8806070040 

0000070060 

0806070058 

6806070062 

89 0607005 7 

6806070073 

8606070068 

0806070080 

8806070072 

B8060 70084 

6806070072 

0806070091 

8 B 06070072 

0Q0S0 70093 

8S060700&0 

8806070095 

8806070072 

8806070097 

B806070072 

8306070101 

860607 0072 

8806070103 

8806070099 

8806070105 

B8060 70072 

8606070106 

8806070102 

0008070109 

8806070107 


DATE 

SUBJECT 


ISSUED 

CATEGORY 

86/05/24 

50412 

P 

00/05/20 

70 1151 


88/05/13 

COMMJSSIO 

N 

80/05/24 

50 267 

P 

80/05/20 

50 259 

0 

88/05/20 

50-259 

Q 

68/05/20 

50*340 

Q 

89/05/20 

50-340 

G 

88/05/24 

WASTE MGT 


89/05/19 

50-348 

Q 

06/05/19 

50 3&5 

O 

80/05/20 

50 324 

G 

ee/05/20 

50 400 

Q 

88 704/ IB 

40 6698 


68/04/22 

40 8907 


88/05/31 

WASTE MGT 


80/05/10 

50 369 

P 

88/05/19 

50-369 

P 

08/04/16 

40-1162 


88/05/27 

50-245 

P 

88/05/23 

50-458 

P 

88/05/10 

50-425 

Q 

06/05/16 

50 395 

Q 

88/05/16 

50 395 

O 

60/03/30 

40 0502 


88/05/13 

60 424 

Q 

00/04/19 

401162 


88/05/17 

50 425 

G 

86/05/13 

50 424 

Q 

88/05/20 

50-382 

P 

0B/O5/17 

50 302 

O 

80/05/23 

50-324 

Q 

80/00/01 

50-331 

) 

00/09/01 

50-331 

1 

88/09/01 

50-331 

1 

88/05/17 

50-327 

G 

88/05/17 

60-327 

O 

69/05/18 

50 349 

Q 

88/05/10 

50 348 

O 

69/05/18 

50 280 

G 

88/06/01 

50 327 

P 

00/C&/17 

50 321 

Q 

06/06/01 

50 327 

P 

86/05/16 

50 425 

0 

60/04/16 

40-290 


80/05/31 

50-259 

P 

00/06/25 

70-27 


00/05/20 

50-320 

H 

00/03/24 

40-200 


80/00/07 

50-155 

P 

09/05/20 

50-320 

H 

80/05/27 

5D-146 

Q 

09/05/27 

50-146 

D 

09/03/24 

40-299 


80/00/01 

50412 

G 

8B/05/27 

60 220 

P 

80/06/01 

50 271 

Q 

BB/05/24 

60 373 

P 

88/06/01 

£0464 

P 

68/05/24 

50 124 

G 

80/05/24 

50-261 

Q 

68/05/10 

50-461 

Q 

88/05/27 

50-450 

O 

88/05/ 27 

60-440 

t> 

00/05/27 

60-440 

Q 

88/05/ ID 

60-302 

Q 

00/05/26 

60 459 

Q 

89/05/18 

50-335 

Q 

88/05/16 

60 321 

Q 

88/05/04 

40 8502 


88/05/16 

50 321 

Q 

69/05/31 

50 255 

S 

88/05/31 

60 255 

s 

68/06/01 

60 313 

p 

60/02/24 

FO/A 


86/85/23 

50-324 

G 

06/05727 

FOIA. 


88/05/27 

FOIA 


08/05/27 

FO)A 


60/05/27 

50-320 

P 

88/05/27 

FOIA 


08/05/27 

FOIA 


08/05/27 

FOIA 


08/05/20 

COM Ml SSI 0 

N 

80/05/27 

FOJA 


08/05/31 

60 382 

P 

88/09/02 

50 446 

Q 



410 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


ec?0e0701 12 
8506070116 
6^-6070117 
€606070124 
0506070126 

€106070127 

6606070132 

8306070134 

£306070135 

6606070137 

e 5060701 40 
060607014 J 
6806070145 
6606070149 
6006070151 

6506070153 
8 5060 70 154 
0506070157 
8606070165 
66060 70 168 

£606070150 

0306070196 

6606070193 

6406070199 

£906070203 

680607Q2Q7 

6006070210 

8606070212 

€806070215 

£806070235 

8806070242 

8806070246 

8806070250 

9506070255 

8306070262 

8B06070263 

0806070267 

0806070274 

8806070276 

8806070277 

6806070279 
B606070284 
8806070294 
8806070297 
860607 0293 

8806070303 

8806070304 

8806070305 

6806070306 

8806070308 

8806070314 

8806070316 

8806070321 

0806070357 

8806070358 

8806070361 

B806070366 

8806070375 

8806070398 

8806070407 

8806070414 

8306070416 

8806070417 

8806000003 

6806080004 

8806080006 

8806080015 

8806080020 

8806080032 

8806080033 

8806080036 

8806080047 

8806080053 

8606000059 

8806060060 

8606080072 

6806080073 

8806080075 

6806060077 

8806080081 

8806080088 

8806080091 

6806060096 

8806080099 

6806060103 

8806080106 
08060801 1 1 


PRINCIPAL 

DOCUMENT 


6806070072 

6806070113 

8006070072 

8606070118 

6806070119 

8806070072 

8806070118 

6806070130 

6906070072 

8806070130 

8806070139 

6006070139 

8806070141 

8606070072 

6806070141 

8806070125 

8806070152 

€806070125 

8806070164 

6006070182 

8806070189 

6806070194 

8806070194 

8806070195 

8806070200 

6606070206 
8806070209 
8806070209 
880607021 1 
8806070233 

8806070238 

8B06070243 

8806070247 

8806070253 

8806070257 

8806070260 

8806070260 

6806070269 

8806070273 

8806070269 

8006070273 

8806070280 

8806070291 

8806070287 

8806030026 

8806070299 

8806030026 

8806070295 

8806070301 

8806070296 

88060703(1 

8806070290 

8806070296 

8006070352 

8806070351 

8806070349 

8806070349 

8806070371 

6806070393 

8806070404 

8806070409 

8806070402 

8806070411 

B80608000I 

8806080001 

8806000001 

6Q06070397 

8606080017 

8806080029 

8805310113 

8806080026 

6606130050 

8806080043 

8806080049 

8806080043 

8806070411 

6606080069 

8606080069 

8806080071 

8806080054 

6806080084 

6806060132 

8806080132 

8806070411 

8806070411 

8806070411 

8806080108 


DATE 

SUBJECT 


ENCLOSURE 

ISSUED 

CATEGORY 


08/05/27 

FOIA 


8806000119 

88/05/26 

50 338 

P 

8806060129 

80/05/27 

FOIA 


6606000138 

63/06/01 

50 413 

P 

8806080147 

88/06/01 

50 259 

P 

8806080153 

B8/05/27 

FOIA 


8806060173 

88/06/01 

50-413 

P 

0006080187 

88/05/26 

50-219 

P 

8606080191 

68/05/27 

FOIA 


8806000193 

68/05/26 

50 219 

P 

0606080197 

00/05/25 

50 361 

P 

0006080190 

69/05/25 

50 361 

P 

8606080203 

80/05/27 

50 333 

P 

8006080212 

06/05/27 

FOIA 


8BQ6080220 

80/05/2? 

50 333 

P 

8806060231 

88/05/26 

50 338 

P 

8806000239 

80/05/26 

50-413 

P 

8806080240 

80/05/26 

50 338 

P 

0606080244 

88/06/01 

GEN TEC 1 

S 

8006060245 

88/06/02 

50 382 

Q 

8606000252 


PRINCIPAL 

DATE 

SUBJECT 

DOCUMENT 

ISSUEO 

CATEGORY 

0BO6O8O132 

00/06/01 

50-322 

F 

8806000126 

80/05/26 

50-260 

Q 

0606000100 

00/06/01 

50 400 

P 

0806000145 

00/05/25 

60 440 

Q 

0006000134 

80/06/02 

CONTRACT 


0006080157 

00/05/26 

60-410 

O 

8806060177 

08/06/02 

CONTRACT 


0006080184 

00/05/27 

60-245 

o 

8806060179 

08/05/24 

COMMISSIO 

N 

0006080125 

00/05/24 

60-352 

G 

0006000104 

00/05/27 

60-246 

Q 

8806080179 

00/05/24 

COMMISSIO 

N 

8806080209 

00/05/27 

60-213 

a 

8606080218 

80/06/01 

50 302 

p 

8006080210 

00/05/31 

60 340 

p 

8006080236 

00/05/26 

60 220 

0 

0606080236 

00/05/25 

60*220 

Q 

8006080237 

80/06/03 

60 301 

P 

0006060242 

00/05/24 

60 354 

a 

0806000234 

00/05/26 

60 445 

G 


88/05/23 

50-373 

68/05/27 

50 333 

88/05/27 

50-333 

88/05/25 

50-260 

88/05/24 

50 250 


P 8006080258 
P 8006080262 
P 8806080266 
Q 8806080269 
Q 8806080271 


8806080253 

8806000253 

8806080265 

8806080268 

8806080270 


69/05/24 50 425 

80/05/27 50-327 

68/05/27 50 327 

88/05/31 50-250 

88/05/25 50 348 


Q 8806080273 
Q 8B06080275 
Q 8806080277 
P 8806080285 
Q 8806000286 


6806080267 

8006080267 

8806000207 

0606000201 

8006000281 


88/05/26 

08/05/25 

08/05/18 

88/05/25 

88/05/27 


50-280 Q 

50 321 Q 

50-155 Q 

50 250 Q 

60-369 P 


8806080293 

0806080294 

8806080349 

6806080363 

8B06080360 


08/05/25 

88/05/25 

68/05/26 

88/05/26 

08/05/26 


50-261 Q 

50 261 0 

50-244 Q 

50 424 Q 

50-244 Q 


0606080373 

8006080400 

6B06080406 

8806080411 

8908030415 


68/05/26 

08/05/25 

68/05/25 

83/05/26 

86/05/26 

88/05/25 

80/05/26 

88/05/31 

60/05/27 

88/05/27 

88/05/24 
88/05/27 
88/05/27 
88/06/0 1 
87/10/16 

66/05/26 

88/05/26 

B0/O5/18 

88/05/25 

68/05/27 

88/05/27 

88/05/26 

88/05/31 

88/05/27 

88/05/27 

88/05/27 

88/06/07 

88/05/31 

88/05/24 

86/05/23 

88/05/27 

68/06/06 

88/05/31 

88/05/27 

80/05/31 

88/05/31 

88/06/03 

88/06/03 

88/05/22 

88/05/20 

88/05/26 

80/06/01 

88/06/01 

88/05/31 

88/05/31 

88/05/31 

68/06/01 


50-424 Q 

50 280 P 

50 250 Q 

50 266 Q 

50 445 A 


6806080421 

8806090004 

8606090006 

8Q06090031 

0806090060 


50 458 
50 445 
50-334 
50-317 
50 413 


P 

A 

P 

Q 

P 


8806090071 

8806090072 

8606090075 

0006090080 

0806090006 


50 266 P 

50-413 p 

50 413 P 

50-269 P 

TOPREP 


0806090089 

8006090090 

8806090099 

8806090101 

0006090102 


50 245 
50-245 
50-237 
70-1151 
50 335 


P 

P 

Q 

Q 


8806090110 

8006090114 

8806090117 

8806090110 

0606090131 


50-200 
50-269 
WASTE MGT 
50-336 
50-336 


Q 

P 

Q 

Q 


8806090147 

8806090167 

8606090176 

8806090109 

8806090206 


50-336 
WASTE MGT 
CONTRACT 
COMMISSIO 
50 490 


Q 

N 

P 


6806090207 

8806090219 

8806090231 

8806090233 

8806090234 


50 293 
WASTE MGT 
50 322 
50 203 
50-322 


U 

T 

G 

T 


8806090249 

8806090260 

8806090265 

6806090270 

8806090271 


WASTE MGT 
50 341 
50-341 
TOPREP 
WASTE MGT 


P 

P 


8806090277 

8806090204 

8806090286 

8806090290 

8806090292 


50 322 
50 322 
50 322 

WASTE MGT 
WASTE MGT 


T 

F 

F 


8806090294 

8806100005 

8806100012 

8806100013 

8806100023 


WASTE MGT 
50 400 p 


8806100035 

8806100038 


8806000288 

8B06080291 

8806230086 

8806080263 

0006080360 

8806080360 

0806080210 

0006080404 

8806080409 

0606080414 

8806080410 

8806090003 

8606090005 

0006000020 

8606090047 

8006000069 

0806000057 

8806090070 

0806000079 

CB060Q0082 

8806090083 

0006090002 

8806000006 

8606090090 

8806090097 

8806090108 

8808090109 

0006090111 

8806000116 

8006090124 

8006090140 

8806090163 

8006090170 

8006090170 

0006090140 

0BO6O9O2O5 

8806090214 

0806090226 

8806090224 

8B06090224 

8806090245 

0806090254 

8806090261 

8006090268 

8806090260 

8806090274 

0006090201 

8806090283 

8006090283 

8806090205 

8806090206 

0006100004 

8806100009 

0606100011 

8806100019 

8806100027 

8806100034 


00/06/01 60-300 P 
00/06/01 60-360 P 
00/06/10 60*312 Q 
00/05/10 60-344 Q 
00/05/10 60-307 Q 


00/05/31 

00/05/31 

00/06/27 

00/06/01 

08/00/01 


60 322 J 

60 322 J 

60-256 Q 

60-454 Q 

60 464 Q 


00/06/31 

00/00/02 

00/06/10 

00/00/01 

00/06/01 


60 344 [> 

CONTRACT 
60 397 P 

60 300 p 

60 245 H 


00/06/01 

00/00/01 

00/05/31 

00/05/31 

00/05/31 


60 245 M 

70*1151 

60 305 Q 

60 2QO Q 

60 200 O 


00/04/20 

00/05/27 

00/05/27 

00/00/01 

80/05/20 


50-40 1 a 

60-302 O 

60-300 O 

60-461 Q 

60-460 f 


00/00/01 

00/05/27 

00/00/00 

00/06/27 

0B/05/27 


60 302 Q 

50-400 Q 

60 320 p 

60 401 Q 

60*333 p 


00/03/01 

00/05/27 

00/05/31 

00/00/31 

00/06/02 


60418 r 

60 333 p 

60-400 Q 

60 464 P 

CONTRACT 


00/06/01 

00/05/27 

80/05/27 

08/06/31 

00/06/27 


60 2 DO 
60-272 
50-520 
50 461 
60 413 


a 

p 

p 

Q 

P 


00/00/03 

00/06/27 

08/05/27 

80/05/27 

00/05/03 


60 220 
XPORTLIC 
XPORTLIC 
XPORTLIC 
60-220 


P 


P 


00 / 00/01 

80/06/03 

00/05/31 

00/06/04 

00/00/04 


60 363 
60 307 
60*259 

waste nes 

WASTE RES 


A 

P 

P 


00/05/10 

00/00/03 

00/06/01 

00/06/31 

98/00/08 


CONTRACT 
FOIA 
60*245 
XPORTLIC 
WASTE MGT 


H 


08/05/31 

08/06/31 

00/05/31 

80/05/31 

08/06/31 


60 460 p 

60 450 P 

69 244 p 

60 244 p 

60-200 n 


00/05/12 

88/00/01 

09/05/25 

00/05/27 

80/05/24 


CONTRACT 
60 330 P 

60-305 Q 

60*413 P 

50 373 Q 


08/05/27 

00/05/25 


60-260 p 

50-373 Q 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 411 


ACCESSION NUMBER 


ACCESSION MJVSER 


ttfiosunE 


IS *4 1 00041 
£-*■'< 1 DCO&O 
SKS10OOS3 
!K*1 C-0O65 
*59*100005 

l»3lCOOD& 

1 CHCtOO I 
1001G1 
***100100 
Softool 10 

UOti'OOl 11 
KOtilOOtIO 
E-M^SI C0 120 
*5«lOCH29 
*59*100132 

sx* 1001 30 

i:c>siooi r ]0 
*$061001 *>3 
l:C«6lOOI r )5 
*206 ICO 103 

UOftlOOl 70 
E-x6lCKm5 
*506100109 
*9061 001GB 
*500100241 

6*06 100242 
6*06 104)240 

«*oetoo2&o 

£506100254 

S3O51G0255 

6*061 D025G 
6-506I002G9 
6*0-6 100 20 & 
£506100303 
e^:*e 100305 

£606130013 
MM 13 00 24 
e*0G!3002Q 
££06130035 
EJSOC. 130053 

*.3061 30054 
££06130060 
£606130055 
e&oa 130070 
&9G61 30072 

« 500130000 
£606130004 
£8061 30097 
£6061.30101 
6500130123 

£606130131 
6-500130133 
6306130142 
6-806130143 
68001 30153 

8-BOO 1 30 1 7 1 
6606130177 
6600130101 
0606130103 
8606130104 

6606130105 

£806130211 

6606130224 

6606130251 

&Q0Q130262 

6606130265 
6000130207 
8806130250 
63001 30271 
6606130274 

6606130270 

6806130200 

8606130290 

6306130204 

6806130307 

6800130311 

6806130314 

8600130317 

6808130325 

6806130329 

6806130339 

6006130373 

8608130375 

B0O613O377 

j nnnnn 


PRINCIPAL 

DOCUMENT 

0806100034 
8006100046 
0006100046 
QGOGIOQOGO 
BB061 00040 

8008100000 

5300100002 

0008100093 

QB0610G104 

0006100105 

0500100107 

0306100114 

3806100123 

0005100102 

0006100102 

0006100136 

G0D61OQ147 

5006100148 

0006100147 

0GO91OO16O 

0806100141 

0806100101 

G&Q6100101 

0000100101 

0006100240 

0806100240 

8006100240 

0006100248 

0806100253 

8500100244 

0006100253 

0806100260 

0506100203 

5006100302 

6000100304 

3006130011 

0005270000 

0005270060 

5000130032 

0006130042 

5006130042 
0806130050 
0006130061 
0006 130066 
5506130067 

0006130075 

0806130087 

8006130093 

0000130093 

5000130119 

0506130122 

0806130122 

0800130137 

8006130137 

0506130146 

0006130165 
0606130165 
00061301 65 
0603130169 
8806130169 

0006130191 
6006130207 
58061302 1 3 
0806130246 
00061 3025S 

8806130259 

8006130259 

0806130266 

8606130266 

8008130210 

80001302 6 8 
6806130279 
6806280066 
88061302 83 
0806130302 

88061303 0 2 
8806130302 
8606200149 
80061303 1 9 
8806130322 

8006130 337 
&80613O37O 
0806130359 
8806130374 
88061303 67 


DATE 

ISSUED 

80/05/25 

08/05/25 

88/05/25 

08/05/24 

88/06/03 

08/06/01 

88/05/31 

80/06/01 

88/06/02 

88/06/02 

08/06/01 

80/06/01 

00/00/03 

OB/06/03 

86/06/03 

00/05/26 

06/05/23 

08/06/01 

OB/05/23 

08/05/25 

06/05/24 

00/05/23 

00/05/23 

80/06/03 

08/05/25 

88/05/25 

QG/05/27 

88/05/27 

08/05/31 

OB/05/10 

00/05/31 

06/06/02 

88/06/03 

BB/06/07 

88/05/25 

06/05/26 

88/05/20 

06/05/20 

88/06/03 

OB/06/02 

80/06/02 

BB/06/02 

08/06/01 

08/06/01 

OB/06/01 

QB/06/02 

88/06/03 

80/06/03 

8B/06/03 

88/06/07 

88/05/31 

88/05/31 

66/05/26 

88/05/25 

0B/O6/O1 

88/05/31 

88/05/31 

88/05/31 

Q6/05/27 

88/05/27 

88/05/27 

88/05/18 

BB/05/11 

88/05/31 

QB/05/31 

86/05/31 

08/05/31 

88/06/06 

BB/06/06 

88/05/27 

88/06/03 

88/06/13 

68/0B/01 

88/05/28 

6B/06/06 

06/06/06 

08/06/06 

80/06/06 

80/06/01 

88/05/27 

88/05/25 

86/06/09 

88/06/02 

00/06/07 

88/05/25 


SUBJECT 

CATEGORY 

50 373 
50*237 
50 237 
50-341 
50 423 

50 313 
50 498 
50 458 
50 155 
50*315 

50*397 
50 293 
50 328 
50 317 
50 317 


50 275 
50 344 
50 265 
50 344 
50 344 

71-9132 
50 312 
50 312 
50 33B 
50 316 

50 316 
50 341 
50 341 
50 293 
50 59 

50 203 
50 271 
50 237 
F 01 A 
50 277 

50 530 
50 528 
50 528 
50 45B 
50 267 

50*267 
50 313 
50 285 
50 424 
50 322 

50 272 
50 369 
50 382 
50 302 
50-321 


0 

Q 

0 

Q 

0 

0 

S 

0 

Q 

P 

Q 

Q 

Q 

Q 

0 

Q 

0 

Q 

Q 

Q 


0 

Q 

O 

Q 

0 

0 

0 

0 

P 

Q 

Q 

Q 


P 

Q 

0 

R 

Q 

0 

Q 

Q 

P 

P 

0 

P 

0 

0 

P 


50 244 l 

50 244 P 

50 320 l 

50 320 P 

CONTRACT 

50 282 P 

50 202 P 

50 282 P 

50 346 £ 

50*348 H 

COMMISSJO N 

CONTRACT 

40-7455 

REGGD 

ORG 

ORG 

ORG 

70-764 
70 754 

50 320 Y 


50 461 
50 388 
50 237 

CONTRACT 

50 369 

50 369 
50 369 
50 29 
50 29 
50 219 


50 228 v 

WASTE RES 

contract 
50 520 
50 402 

50 341 P 


ENCLOSURE 

PR NC r AL 
DOCUMENT 

8606140013 

6506140017 

6B061 40020 
6806140030 

80051 4003 1 

►*- *- t; - t 

< C «- 5i ’J 

» 1* 

C i ■* 14 

88061 4003 B 
0806140043 
8006149057 
0606140072 
8606140975 

P- <►. U > „ 4 

1 Il^’% - 

P* T <4 
r ; V t : 

0&O614OO77 

0906140124 

6B06140136 

8006140141 

68061 401 £4 

f ‘ K-U * 

f - \ 1 * v 

C* * T ‘ L 

6806140159 

8806140164 

6605140167 

8806140169 

8805140174 

-- - ,4 1 

► - *-'4 

f- -_u 

6806140197 

8806140204 

6606140221 

8006140224 

BBO5140253 

P M - £. 1 t 

0 1 r t ' 1 

, <t 

8806140260 

6806140275 

8806140263 

6806140320 

8806140350 

Pr m’4 - *• 
t 

- 

-r-/4 <’3 

8006140372 

0006140379 

88061403S3 

8806140383 

6806140399 

r < 

V *-14 
f «.rH ’’ 

8806140404 

6006140433 

8006140417 

6806140447 

8806140449 

gh*' 1 * ' 

?' -1 

1- 

6806140155 

86061404S3 

6806140473 

8806140459 

6806140549 

i r'i. ,1 

; 4 

4hf \ 

€-*-16 4 

^vu * 

0806140552 

0806140555 

8806140566 

6006150024 

66061 £0087 

6 J 0’4. ’ 

C A, ir,- 4 , 4 t 
0FV’4 ' ' 

p ‘ii \ 1 ► * 1 

h ti ki 

0006150090 

8806150031 

0906150109 

8906150130 

6806150131 

► r 'll 1 J 
* 41 

p^*l" ' 

6- ‘ ’ '-4 

0606150135 

0006150146 

6806150149 

8006150161 

6606150189 

y 1 

0-r^'*' J 1 1 
H'rni*- #“| 



6606159163 

6806150210 

6606159211 

6806150214 

8606150225 

*4 1 ‘* 

k 4, + 1 ‘ 

t J- 1-1 

»-*•*■ 1 f k 

y ►i'* 1 ' 

8806159243 

8306150253 

6806150256 

6606150*65 

6806150267 

1 1 
f.*. *) ' * 

66061 502o3 

SoeiwsM 

6806150345 

860615030 

f 1 * 1 ' 

H ^ ,i 1 

l * r ’* 4 

aaosjsyi* 

68‘)o1S (, j31 

MoeisgJS 

&8061W404 
68061534 rJ 

1 1 * 
f- * ) 4 

'V' 1 ! * ° ' 

J «** * * J 

6606150419 

86061594* 

68061 

6B9b1 f /455 

f ' W 

^4S l« 1 

Ml*'* * 

f. v* 1 

6 * 415?VJ 

65^15' Sl - 

*■ 4- ’ 


SUBJECT 

CATEGORY 

a'VTE MGT 
M3 
1 .Jl 

r "14 

■ 143 
' 154 
■- 440 
1 ::2 


G 

P 

P 

Q 

0 

G 

0 

P 

G 


277 0 

'.0*4 TRACT 
r*i A 

5: 443 G 

. ‘iTRACT 


Z-5 

'-1-5 

- ■ A 
'-443 

- : a 

267 

- ^7 
. ►453 
‘ ■* 450 

*■ ' 371 
jO 142 
-r, 335 

- 3 220 
50 403 

:0 254 
50 461 
50 461 
W59 
50 440 

50 140 
50 440 
50 440 
50 333 
50 333 


0 

0 

G 

Q 

G 

0 

P 

G 

F 

Q 

Q 

Q 

Q 

P 

S 

S 

S 

S 

P 

P 

P 

P 


50 337 
50 3B7 
ypORTUC 
JPOFVTUC 
50 492 


SO 492 9 

SO 285 F 

50 313 Q 

50-327 0 

QA999 


QA999 
GA999 
50 265 
50 341 
SO -461 


50 309 P 

50 409 9 

50-409 g 

10 463 Q 

50 346 Q 

50 346 Q 

QA999 

50 368 Q 

QA999 

50 295 Q 

50 331 
50 266 
50 266 
XPORTLIC 
50 331 

50-454 
50 382 
50-324 
50 255 
50-410 

50 410 
50 382 
50 354 
50 333 
50 457 

xportlic 
50 245 
50 336 
50 289 
50 29 

50 220 
50 322 


Q 

Q 

Q 


0 

P 

R 

Q 

P 


OO 0030 -dOO-O-o 



412 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8806150462 

8806150480 

88/06/07 

50-309 

6906150495 

8006150491 

88/06/08 

XPORTLtC 

6806160500 

6008150498 

88/00/08 

70 143 

8806150501 

6806290360 

08/06/10 

50 454 

8806160007 

BB061 60005 

88/06/06 

FOIA 

8806160012 

8806160005 

88/06/06 

FOIA 

8806160020 

8806160005 

88/06/06 

50 416 

8B061 60026 

8806160005 

BB/06/06 

FOIA 

8806160033 

8006160005 

80/06/06 

50 416 

08061 6003B 

6606160005 

88/06/06 

FOIA 

8806160053 

6806090214 

88/06/03 

50-307 

8806160064 

0806160005 

88/00/06 

50 416 

8800160071 

6B061 60005 

88/06/06 

50-416 

8806160073 

8806160058 

88/05/26 

50-490 

8806160075 

8806160005 

88/06/06 

50-416 

8606160076 

8806160062 

88/06/08 

50-395 

8806160082 

8806160005 

88/06/06 

FOJA 

8806160085 

8806160005 

88/06/06 

50 416 

8BD6160097 

8806160086 

86/06/09 

50 410 

8806160104 

0806160005 

BB/06/06 

50 416 

8806160108 

8806160103 

88/06/10 

50 305 

8B06160109 

8808160005 

88/06/06 

50 416 

88061601 17 

8806160005 

88/06/08 

50 416 

8806160125 

8806160005 

08/06/06 

50 416 

8806160127 

8806160005 

88/06/06 

FOIA 

8806160120 

8806160005 

88/06/06 

FOIA 

8806160135 

8800160132 

88/04/10 

50-454 

8806160136 

8806160005 

08/06/06 

FOIA 

8806160140 

8806160005 

00/06/06 

50-416 

8806160145 

8806160005 

00/06/06 

50 416 

8006160148 

0BO6 160005 

00/06/06 

50 416 

8806160153 

0BO61 00005 

60/06/06 

50 416 

8806160157 

08001 60005 

BB/06/06 

FOIA 

8808160161 

8806160005 

86/06/06 

50 416 

8806160164 

8806160162 

80/06/08 

50-354 

0606160165 

8806160163 

88/06/09 

50-325 

BS06160173 

8806160172 

88/06/07 

50 424 

6806160182 

8806160180 

88/06/13 

50-322 

8806160184 

8806160180 

88/06/13 

50 322 

0805160105 

8806160005 

88/06/06 

50 416 

8806160187 

0806160183 

00/06/07 

50 220 

8006160100 

0806160005 

00/06/06 

50 416 

6006160104 

8B06160192 

00/06/07 

70 27 

6806160106 

8006160005 

0B/06/06 

50-416 

6006160204 

800616-0005 

88/06/06 

50-416 

8806160200 

8806160005 

88/06/06 

60 416 

8606160217 

8806160214 

88/06/08 

50 461 

8606160223 

8806160214 

80/06/08 

50 461 

0606160231 

8806160214 

88/06/0B 

50 461 

B6061 60232 

0BO616O216 

88/05/09 

50 454 

8800160240 

8B061 60005 

88/06/06 

50 447 

8806100253 

8006160251 

80/06/07 

50 247 

8606160254 

8806160251 

80/06/07 

50 247 

8806160257 

8806160005 

BB/06/06 

FOIA 

8606160261 

8806160005 

68/06/06 

50-416 

0606160264 

0806160005 

88/08/06 

50 416 

6806 160269 

0806160005 

88/06/06 

50 416 

8800160274 

0606160005 

88/06/06 

FOIA 

8806160278 

8806160275 

88/06/09 

50 327 

8806160280 

8806160005 

80/08/06 

50 416 

8606160206 

8806160285 

00/06/07 

50-202 

0606 160200 

8006160285 

6B/0B/07 

60-282 

8006160289 

8806160207 

B8/06/06 

70-1100 

8006160293 

0006160283 

88/06/02 

50 456 

0806160298 

8B081 60294 

88/06/09 

50 366 

8806160299 

8806160294 

88/06/09 

60 366 

8606160303 

8806160300 

80/06/07 

50-260 

8B061 60305 

8806160294 

80/06/09 

50-366 

8B061 60306 

8806160005 

00/06/06 

50-416 

8006160307 

0806160005 

88/06/06 

FOIA 

8806160309 

8806160005 

88/06/06 

50-416 

8806160312 

8806160005 

68/06/06 

50 416 

8806160315 

8806160005 

88/06/06 

FOIA 

8BO016O317 

8806160005 

88/06/00 

50 416 

8806160323 

0806160005 

80/06/06 

FOIA 

8806160336 

8806160005 

80/06/06 

50-416 

0806160342 

8806160005 

88/06/06 

50-416 

8806160343 

8806160332 

88/05/31 

50-413 

6806160348 

8006160339 

88/06/06 

50-286 

8806160350 

0806160345 

88/04/25 

CONTRACT 

6306160351 

8806160005 

80/06/06 

50 416 

0806160354 

8806160344 

00/08/06 

50-155 

8306160362 

8806160339 

88/06/06 

50-286 

6B081 60363 

8806160005 

88/06/06 

50-416 

6806160373 

8006160368 

88/06/06 

50-331 

80O6T6O384 

8006160383 

8B/06/10 

50-220 

8606160387 

6006160383 

88/06/10 

50-220 


ACCESSION NUMBER 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

Q 

8806160388 

8806160381 

88/00/06 

50-445 


8806160389 

8806160380 

88/06/07 

60-295 


8806160394 

8806160393 

08/06/09 

60 440 

R 

8806160396 

0806070108 

00/05/31 

COMMISSIO 


8806160399 

0806070108 

88/05/31 

COM MISS 10 


6Q061 60401 

8606160005 

88/06/06 

FOIA 

P 

8806160405 

8006160005 

88/06/06 

50*416 


8Q061 60407 

80OGO7O1OB 

00/05/31 

COMMISSIO 

P 

8806160413 

8006160005 

00/06/06 

50 416 


8806160416 

8806070108 

08/05/31 

COMMISSIO 

P 

8006160417 

8806160412 

08/06/09 

50-334 

P 

8006160421 

0806160005 

88/06/06 

50-416 

P 

8806160424 

00061 60005 

00/06/06 

50-416 

Q 

8006160426 

8006070108 

08/05/31 

COMMISSIO 

P 

8806160420 

8B061600Q5 

88/06/06 

60 416 

R 

8006160431 

8806070108 

88/05/31 

COMMISSIO 


0806160437 

8806160005 

88/00/06 

50-416 

P 

0BO616O455 

0805190334 

88/05/17 

60-445 

P 

0806170002 

0606170001 

80/00/13 

60-269 

P 

8806170005 

8009170003 

08/06/13 

60 327 

P 

8806170007 

8Q061 70006 

8B/06/13 

50-327 

P 

0806170011 

8806170009 

88/08/13 

50-327 

P 

6B061 70013 

8806170012 

88/08/13 

50-259 

P 

8806170019 

0806170016 

88/06/13 

60-327 


8806170023 

0006170022 

88/06/10 

50-280 


8806170025 

8806170021 

80/06/10 

60 443 

R 

0806170037 

8806170035 

80/05/27 

50-219 


8806170040 

8806170035 

88/05/27 

50-219 

P 

0806170043 

0806170032 

88/OB/ 10 

50-322 

P 

8006170050 

0806170044 

88/06/10 

60-335 

P 

8006170062 

0009170054 

88/05/24 

50 373 

P 

8806170063 

6702040344 

07/01/20 

50 445 


8800170071 

88061 70000 

88/06/14 

60-361 

P 

8806170072 

8806170054 

88/05/24 

50-373 

Q 

8806170073 

8806170068 

88/06/14 

50-301 

P 

B0061 70076 

0006170060 

80/00/08 

60 374 

P 

8006170079 

0009170070 

88/06/11 

60 317 

P 

8806170080 

8006170070 

88/06/11 

60-317 

P 

8806170101 

8006170090 

88/05/31 

50*409 

P 

8806170103 

8806170090 

88/05/31 

60-409 

P 

8BO017O125 

0006170123 

88/00/01 

60 213 

P 

8806170129 

8006170123 

80/06/01 

60 213 


8806170132 

8609170120 

80/06/01 

50 400 

P 

0806170141 

8006170120 

80/08/01 

60-400 

P 

6806170147 

8806170145 

88/06/03 

50-245 

P 

8806170152 

0606210211 

80/00/13 

60 277 

1 

8806170165 

0006170163 

00/06/01 

60-482 

1 

8806170166 

6006170160 

80/05/31 

50-277 

1 

8606170168 

6800170157 

80/06/03 

COMMISSIO 

P 

8606170173 

8006170160 

88/05/31 

50-277 

A 

8806170176 

8806170175 

88/06/09 

50 498 

Q 

8806170100 

0806170176 

80/06/09 

60 498 

O 

8806170183 

0006170175 

80/06/09 

50-490 


8806170185 

8006170175 

88/08/09 

50-490 

P 

8806170190 

0806170189 

88/06/10 

60-445 

P 

8806170199 

0806170192 

80/06/06 

CONTRACT 

0 

8606170215 

8806160392 

00/06/00 

50 315 


0806170224 

8806140390 

80/06/09 

60-286 

P 

0606170225 

0009170218 

88/06/10 

50-160 

P 

8806170232 

0006170230 

88/04/07 

CONTRACT 

Q 

8806170251 

8606160005 

80/06/06 

50 416 

Q 

8806170261 

8806170257 

08/05/31 

50 346 


8806170267 

8806170259 

88/06/08 

60-322 

P 

8806170268 

8806170265 

08/00/06 

50-413 

P 

8806170272 

8006170265 

08/06/08 

60*413 

P 

0806170274 

8006170265 

88/00/06 

60 413 

P 

8806170278 

8806170270 

80/05/25 

50-346 

P 

8806170203 

8806170253 

88/06/07 

50-454 

P 

8806170292 

8806170253 

08/00/07 

50-454 


0806170297 

8806170290 

88/Q6/06 

50*395 

P 

8806170299 

8006170295 

80/00/03 

50 289 

P 

0606170300 

8009170296 

80/06/06 

50-305 


0806170303 

8806170295 

68/06/03 

50-289 

P 

6806170308 

8806170302 

08/06/07 

50-209 


8808170310 

8806170302 

88/06/07 

60-269 

P 

8006170311 

0006170307 

80/06/10 

50-293 

P 

8806170314 

0006170290 

88/05/20 

50-467 

P 

8806170316 

8806170307 

88/06/10 

50-293 

F 

8806170317 

8806170298 

88/05/20 

50-467 


8806170318 

8806170307 

86/06/10 

60-293 

P 

0806170319 

0006170307 

88/06/10 

50 293 

P 

0806170324 

0006170320 

88/05/27 

50-327 

F 

8806170327 

6806170298 

88/05/20 

50*457 

P 

8806170331 

8806170330 

88/05/26 

60*213 

Q 

8006170333 

8806170330 

88/05/26 

60-213 

0 

8806200009 

0806200007 

88/06/12 

50 298 

Q 

0806200015 

0806200012 

88/06/10 

50-520 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 413 


ACCESSION NUMBER ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

6S06200020 

6606200019 

00/06/14 

50- 413 

G 

8806210031 

BB062001 48 

08/ 03/ 04 

PR 

8806200022 

8000200010 

00/06/07 

50-295 

F 

8806210032 

0006210029 

88/06/10 

40-1162 

8606200026 

8006200018 

00/06/07 

50-295 

F 

8806210039 

0606200146 

08/03/04 

PR 

8606200035 

0806200031 

00/06/00 

70-1151 


8806210043 

0806210042 

88/06/17 

50-445 

8606200037 

0006200031 

60/06/08 

70-1151 


8806210045 

8806210036 

88/02/12 

50-289 

8606200042 

8806200038 

00/00/07 

50-29 

Q 

8006210046 

8806200146 

88/03/04 

PR 

8606200047 

8B0820003B 

88/06/07 

50-29 

Q 

6806210048 

8606210047 

88/06/16 

50-298 

6606200059 

0006200055 

88/06/11 

50*334 

P 

8806210049 

8806210044 

88/06/14 

50-336 

8606200063 

0806200055 

88/06/11 

50-334 

P 

8806210052 

8B0621 0054 

80/06/15 

50-277 

8606200074 

0806200064 

88/06/09 

50-529 

O 

6806210056 

8006210053 

88/06/13 

50 456 

8606200078 

8806200071 

88/06/06 

50*261 

P 

8806210050 

BB062 10055 

88/06/10 

50-309 

6606200081 

0806200071 

88/06/06 

50-261 

P 

8806210059 

B80620O274 

86/06/03 

50*142 

8606200084 

0806200000 

88/06/13 

50-239 

P 

8006210002 

B8062 10060 

88/06/14 

50-353 

8606200089 

8806200082 

88/06/00 

71-9056 


89062 10005 

8806210064 

08/06/ 16 

50-275 

8606200097 

8806200060 

80/06/13 

50-320 

P 

0005210097 

88062 1 0036 

68/02/ 12 

50-289 

8606200098 

8806200000 

88/06/13 

50-275 

P 

80062 10070 

86062 00274 

60/06/03 

50-142 

8606200101 

8806200060 

0B/0B/13 

50-275 

P 

8006210071 

8806210036 

88/02/12 

50-209 

8606200104 

8806200088 

00/06/07 

50-155 

P 

8808210073 

BQ06210036 

88/02/12 

50-209 

8606200105 

8006200102 

00/06/10 

50 210 

P 

8806210074 

8606210036 

88/02/1 2 

50-209 

8606200112 

8906200060 

00/00/13 

50-200 

P 

8006210076 

6806210036 

00/02/12 

50-239 

8606200117 

8006200102 

00/06 MO 

50-210 

P 

8806210076 

6800210036 

88/02/12 

50-209 

8606200122 

0006200102 

08/06/10 

50*210 

P 

8806210079 

8806210036 

BB/02/12 

50-209 

8606200124 

0006200060 

08/00/13 

FOIA 


B806210002 

8806210001 

86/06/16 

50-341 

8606200137 

0006200060 

00/06/13 

FOIA 


6800210090 

8806210006 

60/06/15 

50-254 

8806200145 

0806200141 

00/06/06 

50-259 

Q 

8006210095 

8800210006 

60/06/15 

50-254 

8806200147 

0800200102 

08/06/10 

50-219 

P 

8006210098 

6808210007 

68/06/13 

50 440 

8806200146 

8808200060 

88/06/13 

50-320 

P 

8006210099 

6606210440 

68/06/16 

WASTE RES 

8806200151 

8800200102 

88/06/10 

60-210 

P 

8086210104 

6806240095 

68/06/14 

50-312 

8806200164 

0806200162 

08/05/31 

50-321 

Q 

B00621Q105 

88062 1O0&7 

80/06/13 

50-440 

8806200165 

0806200060 

88/06/13 

£0-402 

P 

6806210109 

8&0B2 10105 

88/06/10 

50-272 

8806200169 

0800200060 

60/06/13 

60-327 

P 

8006210110 

8806210108 

80/06/10 

50-272 

8806200165 

8806200060 

80/06/13 

FOIA 


0806210115 

0BO&21OOG7 

0B/O6/13 

50-440 

6806200169 

8806200166 

80/00/10 

60-454 

Q 

0006210121 

0006210037 

86/06/13 

50-440 

6806200170 

8800200187 

00/06/16 

50-456 

Q 

8006210124 

BB06210116 

66/06/13 

50-150 

6806200171 

8800200166 

00/06/10 

50-454 

Q 

800621 01 2B 

80062 10QB7 

66/06/13 

50-324 

6806200172 

8606200167 

00/06/16 

50-456 

Q 

8B06210130 

8006210126 

08/06/08 

50-302 

6806200178 

8806200168 

00/00/13 

FOIA 


8806210137 

8306210007 

88/08/13 

50-255 

6806200178 

0806200140 

00/03/04 

PR 


8806210151 

8306200274 

88/06/03 

60-224 

6806200102 

0806200146 

00/03/04 

PR 


6006210154 

8306200274 

80/06/03 

£0-224 

6806200164 

0606200060 

08/06/13 

FOIA 


0600210160 

8906200274 

68/00/03 

60-142 

6806200193 

6000200060 

88/06/13 

60-390 

A 

8806210161 

6006200274 

88/06/03 

50-142 

6806200196 

0806200100 

88/05/27 

EO-2G9 

P 

0806210162 

0600210150 

88/00/14 

60-440 

6806200201 

0006200197 

88/00/13 

60 324 

P 

8006210165 

0806240142 

86/06/14 

70-925 

6806200204 

B806200146 

88/03/04 

PR 


08062 10 166 

8800200274 

88/00/03 

60-142 

6806200205 

0000200100 

88/06/27 

60 2BO 

P 

8006210160 

8800200060 

88/00/13 

50-390 

8806200206 

0806200200 

60/06/02 

60 260 

Q 

00062101 7G 

8806210170 

80/03/00 

60-348 

88062002 1 8 

8806200060 

80/06/13 

FOIA 


8806210182 

0806200060 

88/09/13 

60*390 

8806200220 

8006200146 

00/03/04 

PR 


8806210185 

8806200060 

03/00/13 

50-390 

8806200230 

8806200229 

00/06/03 

60 220 

R 

6806210186 

8B08200274 

88/00/03 

50-142 

8806200250 

8006200146 

00/03/04 

PR 


8806210194 

6006210190 

80/00/15 

WASTE MGT 

8806200254 

6606200230 

00/05/30 

71 5957 


88062101S7 

6806200274 

89/00/03 

50-142 

8806200268 

6006200249 

08/05/20 

50 330 

G 

0006210200 

&&062QO274 

80/00/03 

50-142 

8806200270 

0000200140 

00/03/04 

PR 


8006210203 

6800200274 

80/00/03 

60-142 

8806200281 

0606200146 

60/03/04 

PR 


8800210205 

&&062G0274 

80/00/03 

50-142 

8806200294 

8808200146 

08/03/04 

PR 


0006210209 

0606200274 

88/00/03 

50-142 

8806200300 

0606200242 

88/00/13 

TOPFIEF 


8806210213 

0306210202 

80/05/27 

CONTRACT 

8806200302 

8606200080 

08/06/13 

50 327 

P 

8006210214 

0806210210 

80/06/13 

WASTE MGT 

8806200310 

8006200274 

88/06/03 

FOIA 


8B06210217 

8B06210210 

00/06/ 13 

WASTE MGT 

8806200316 

0806200140 

88/03/04 

PR 


0808210220 

8006210210 

00/08/13 

50-155 

8806200321 

8806200308 

88/05/24 

50-200 

P 

0006210224 

8006210210 

80/00/13 

60-165 

6806200325 

6806200301 

80/06/14 

50-346 

O 

0006210229 

0306210210 

00/06/13 

50-165 

6806200333 

8600200060 

88/06/13 

FOIA 


0006210234 

0806210210 

08/06/13 

60-155 

6806200334 

8806200300 

8B/05/24 

5-0 200 

P 

0606210239 

0006210210 

88/06/13 

60-155 

6806200342 

8806200316 

00/06/09 

60-34Q 

G 

BB06210246 

0306210210 

30/06/ 13 

60-201 

8806200345 

8006200140 

00/03/04 

PR 


8006210247 

8006210237 

08/08/07 

60-247 

8806200360 

0006200357 

00/06/09 

TOPREP 


6006210249 

8006210238 

80/06/09 

60-29 

8806200372 

6806200350 

00/06/01 

60 346 

Q 

8806210260 

BBO021O21O 

00/06/13 

60 201 

8806200410 

0006200407 

00/06/07 

60 340 

G 

8809210254 

BB06210210 

06/06/13 

WASTE MGT 

8806200413 

0600200060 

00/06/13 

FOIA 


8806210255 

6806 2 10233 

88/06/09 

60 29 

8806200410 

0600200405 

00/06/03 

50 269 

O 

8806210259 

BG062 10210 

88/06/13 

60-165 

8806200422 

8806200404 

00/06/02 

60219 

P 

8006210272 

0606210260 

80/06/06 

50 335 

8806200425 

8806200405 

80/06/03 

50 259 

Q 

8806210275 

6006210264 

08/06/14 

60 320 

8806200427 

8806200424 

88/06/07 

50 413 

G 

8006210278 

6606210260 

8B/06/06 

60 335 

8806200435 

0806200434 

80/06/07 

60-200 

Q 

8806210 2 8 2 

6006210264 

BB/06/14 

60-320 

8806200440 

8806200434 

88/08/07 

50 200 

Q 

0806210207 

6606200274 

88/06/03 

50-142 

8806200404 

6806200457 

80/06/10 

50-466 

Q 

0008210291 

8806210280 

88/06/13 

71-500 

8806200403 

8006200481 

88/06/00 

50-369 

G 

8B0621029B 

8006210289 

88/05/23 

50 327 

8806200485 

8606200481 

88/06/08 

50-369 

Q 

8806210302 

8806200274 

86/06/03 

FOIA 

8806200406 

8606200481 

88/06/06 

50-369 

Q 

8806210304 

8B06210284 

8B/06/10 

50 456 

8006200501 

8806200499 

88/06/00 

50-280 

P 

0806210307 

8006210294 

86/06/10 

50 466 

8806200517 

8806200494 

88/05/28 

50-483 

P 

0806210309 

BB062102&9 

08/05/23 

50-327 

8806200522 

8806200519 

88/08/13 

50-373 

Q 

0806210313 

6806200274 

88/06/03 

FOIA 

8806210005 

0806210004 

88/06/07 

70-27 


8806210321 

8806210300 

86/06/ 1 5 

50 269 

8806210012 

8806210009 

88/00/14 

50-267 

P 

8806210327 

880B210308 

SB/06/1 5 

50 269 

6806210019 

8806210016 

08/06/10 

40-8584 


8806210330 

8 6062103 23 

86/06/10 

50 424 

8806210023 

8606210022 

68/06/08 

50-424 

Q 

8006210333 

6806210322 

08/06/13 

50 260 

8806210025 

8806200146 

88/03/04 

PR 


8006210334 

6&06200274 

68/06/03 

60*142 
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414 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION HUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

0806210337 

8806210323 

88/06/10 

50 424 

P 

8806210343 

8806210320 

08/06/13 

CONTRACT 


8806210345 

8806210323 

88/06/10 

50 424 

P 

8006210346 

8606210329 

08/06/16 

50 388 

P 

8 0062 10353 

8B06200274 

00/06/03 

50 142 

F 

8808210361 

8806200274 

80/06/03 

50 142 

F 

8806210367 

8006200274 

88/06/03 

50 142 

F 

8806210368 

8006210357 

08/06/14 

50-424 

P 

8806210375 

8806200274 

00/06/03 

50*142 

F 

8806210379 

8006210369 

08/06/10 

50 206 

P 

0006240382 

0806200274 

86/06/03 

50 142 

F 

0806210384 

0606210369 

68/06/10 

50 206 

P 

0606210389 

8806200274 

88/06/03 

50 142 

F 

8606210396 

8806210366 

08/06/10 

50-184 

P 

8B06210397 

8806200274 

88/06/03 

50*142 

F 

8806210399 

8006210366 

06/06/10 

50 104 

P 

8806210400 

0806210395 

6B/06/16 

WASTE MGT 


0806210401 

8806210392 

88/06/10 

CONTRACT 


0806210402 

8806210391 

88/06/10 

CONTRACT 


0806210410 

6006200274 

88/06/03 

50*142 

F 

8606210424 

8806210416 

80/06/08 

50*269 

P 

8006210437 

8800210433 

60/06/10 

71-5580 


8806210440 

8806210427 

BB/OB/OB 

50 445 

Q 

8800210442 

8806200274 

68/06/03 

50 142 

F 

8806210446 

0606210435 

88/06/03 

50 450 

P 

0006210449 

0806210436 

88/06/03 

50*267 

P 

0006210452 

8006210435 

00/06/03 

50 45B 

P 

6606210457 

8806200274 

6B/06/03 

50-142 

F 

8806210461 

8806210454 

60/06/ 1 0 

50 412 

P 

8806210461 

8606210453 

68/00/10 

71-9159 


8806210466 

0806210464 

88/06/15 

50*312 

R 

8006210467 

8B06210454 

88/06/10 

50-412 

P 

0006210469 

8006210464 

86/06/15 

50-312 

R 

0806210472 

8806210464 

08/06/15 

50*312 

R 

8806210473 

8806200274 

GB/06/03 

50-142 

F 

8006210481 

8806200274 

88/06/03 

50 142 

P 

8000210403 

8806210474 

80/06/02 

50 382 

P 

0806210404 

BB062 10478 

00/05/27 

50-320 

P 

80G621O40B 

8006210478 

00/05/27 

50*320 

P 

8806210489 

8008200274 

80/06/03 

50*142 

P 

6806210496 

8606210493 

C8/0B/O2 

50 302 

P 

8B062 10497 

0606210494 

88/06/09 

CONTRACT 


8006210499 

BB06210493 

88/06/02 

50 382 

P 

8806210512 

8006210511 

80/06/13 

50 395 

P 

0006210514 

8806210511 

86/06/13 

50 395 

P 

880621 05 IS 

8800200274 

68/06/03 

50-142 

F 

8806210520 

0BGG21O519 

88/06/13 

71*654 


8006210526 

0 6062 10 522 

88/06/09 

CONTRACT 


8806220037 

8B06220034 

88/06/13 

50 530 

P 

88 0622003 B 

8806280306 

80/06/ 15 

50-354 

n 

0BO 6220039 

8006220036 

80/06/15 

50*315 

p 

8806220043 

8006220036 

88/00/1 6 

50*316 

p 

B806220046 

0606220045 

08/06/10 

50-36B 

p 

8806220061 

0606220059 

88/06/10 

50 320 

0 

0806220066 

0606220064 

88/06/10 

50 313 

p 

86062200G9 

8806220060 

80/06/10 

60 289 

G 

08O622OOB3 

0806220082 

88/06/06 

50 397 

Q 

0806220102 

0806270271 

BB/06/16 

60*321 

R 

8806220103 

0606220099 

B8/06/06 

50-206 

Q 

8806220104 

8B06220100 

88/06/14 

WASTE MGT 


8806220105 

0806200274 

8B/06/03 

50 142 

F 

8006220111 

0006220107 

GB/06/15 

50 282 

Q 

8606220122 

8606220119 

08/06/20 

WASTE MGT 


8806220128 

0606220127 

B0/06/ 16 

WASTE MGT 


8006220147 

8606220144 

68/06/10 

50-220 

Q 

8806220149 

8806220140 

80/06/10 

50 244 

Q 

8806220167 

8006220164 

8B/06/13 

50 120 

O 

8805220170 

8806220188 

88/06/14 

50 490 

G 

8006220176 

8606210371 

08/06/09 

50-397 

P 

8806220179 

6006210371 

08/06/09 

50*397 

P 

8806220190 

8006220161 

88/06/08 

CONTRACT 


8806220191 

8806220180 

80/06/10 

WASTE MGT 


8B06220102 

0000220186 

88/00/15 

40-1341 


8006220198 

0606220193 

80/06/16 

50*445 

A 

8806220210 

8806220103 

88/06/16 

50*445 

A 

8606220214 

8006220202 

80/06/15 

40 6026 


8806220215 

8606220183 

88/06/13 

50 496 

P 

6806220216 

0B06220193 

08/06/16 

50 445 

A 

8806220217 

8806220213 

88/06/13 

50-29 

P 

8806220226 

8806220193 

88/06/16 

50*445 

A 

6806220229 

BB06220212 

8B/06/08 

50*312 

P 

8806220230 

0806220225 

88/06/16 

WASTE MGT 


8806220232 

8806220199 

88/06/21 

WASTE MGT 


8806220233 

8806220213 

08/06/13 

60 29 

P 

0606220236 

0606220193 

80/06/16 

60*445 

A 

8806220238 

8806220223 

88/06/07 

50-334 

1 

8806220241 

8806220223 

88/06/07 

50 334 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8006220245 

0000220240 

88/06/10 

50-335 

8606220247 

8006220223 

88/06/07 

50 334 

BB06220251 

8806220193 

88/06/16 

50 445 

8806220261 

0806220193 

60/06/16 

50-445 

BB06220263 

0806220254 

80/06/14 

50 302 

8006220264 

8006220183 

80/06/13 

FOIA 

8006220267 

8806220193 

08/06/16 

50-445 

8006220274 

0006220269 

88/04/12 

50-213 

0BO622O275 

8006220193 

88/08/16 

60 445 

8006220278 

8B06220255 

08/06/10 

WASTE MGT 

0006220279 

8006220252 

80/06/14 

50 293 

0006220295 

8806220289 

00/05/18 

CONTRACT 

8006220297 

0806220293 

88/06/09 

50*369 

0006220300 

0006220293 

88/06/09 

50-369 

0006220304 

0006220199 

08/06/21 

WASTE MGT 

0806220310 

8B06220291 

88/06/13 

50 445 

8006220331 

8806220212 

00/06/0B 

50 312 

G006220336 

8806220332 

08/06/14 

50 369 

8806220337 

0808220332 

80/06/14 

50-309 

8B0622035B 

0006220348 

8B/06/15 

50-315 

8G06220359 

0006220348 

88/06/15 

50-315 

0806230003 

8B06220346 

88/06/15 

60*275 

0006230005 

8806230002 

B8/06/16 

50-220 

0006230009 

8806230007 

00/06/16 

50 352 

0606230010 

0806230008 

00/06/09 

50 220 

0006230027 

0006230019 

80/04/19 

CONTRACT 

0806230030 

8806220346 

80/06/15 

60-275 

0806230044 

8806230043 

88/06/15 

60-380 

0806230046 

8806230042 

88/06/16 

50 482 

B80B230053 

8006230052 

08/00/14 

50 219 

0806230057 

0006230052 

80/06/14 

50-219 

8606230068 

0006230067 

88/06/10 

50-206 

QB06230076 

0006230073 

00/06/16 

70-143 

0006230077 

8806230074 

80/06/13 

50-277 

0006230004 

6B06220346 

88/06/15 

50 275 

8006230005 

8806230082 

8B/06/15 

50*353 

8006230067 

00062300B2 

08/06/15 

50-353 

0006230093 

0006220346 

80/06/16 

50-275 

0806230094 

0006230006 

88/06/10 

50-397 

0B06230099 

8006230006 

88/06/10 

60-397 

0006230100 

8806230095 

88/06/14 

60 334 

8006230101 

8806230000 

00/06/20 

60 322 

8806230102 

88O623OOB0 

00/06/10 

50 397 

8006230109 

080623Q10G 

00/00/13 

50 283 

00002301 10 

0006230105 

00/06/13 

50 317 

0006230113 

0006220346 

80/00/ 15 

50*276 

0006230110 

8006230117 

08/06/14 

60 410 

0006230121 

8806230117 

08/06/14 

50 410 

0806230127 

800623005B 

00/06/21 

WASTE MGT 

8806230135 

0806230132 

0B/06/15 

50 322 

8806230142 

O0OG23O136 

8B/O0/16 

60 402 

8806230144 

0006230098 

88/06/15 

60*322 

Q8O023O1C1 

8806230157 

88/06/17 

60 327 

8606230164 

8806220134 

00/08/09 

50 628 

0B06230167 

8006230157 

00/06/17 

60-327 

0806230182 

0006230178 

80/00/17 

50-443 

0806230104 

8006230180 

88/06/09 

50-220 

8006230105 

0006230180 

88/06/09 

50 220 

0806230205 

8B06220307 

B8/06/17 

50 206 

0806230215 

8806230209 

80/06/16 

50 490 

BB06230210 

8806230209 

80/06/16 

50*490 

8806230220 

0006230209 

08/06/16 

60 490 

0006230222 

0006230209 

00/06/16 

60 498 

0BO62 30236 

8006230230 

08/00/09 

71-80 

0006230244 

8806230227 

88/00/16 

50 261 

8D06230250 

8806230245 

80/06/16 

50*483 

0800230253 

8806230230 

88/05/30 

71-5957 

8006230257 

0806230238 

88/05/30 

71-5957 

8008230272 

8006230238 

08/05/30 

71*5957 

0806230275 

8006230269 

08/00/15 

60 423 

8B06230277 

8800230230 

88/05/30 

71*5957 

0B06230281 

6806230270 

88/06/09 

50-317 

8006230297 

8006230295 

80/06/14 

50*298 

8806230306 

0006230296 

88/05/18 

40 8943 

8800230314 

8006230307 

00/06/09 

50*254 

0606230319 

0806230315 

88/06/16 

60-317 

0606230321 

6806230310 

88/06/17 

50-206 

8006230320 

0806230327 

88/06/20 

50*327 

8006230335 

8806230333 

88/06/17 

50 259 

880623033B 

0006230336 

88/06/10 

PROJ 

0906230343 

8806230342 

08/06/16 

50-302 

8806230344 

8806230342 

80/06/16 

50-302 

8006240011 

6806240009 

88/06/17 

50 483 

8806240031 

0006240028 

88/06/10 

60 321 

8800240034 

8006240028 

88/06/10 

60 321 

0806240042 

8806240040 

80/06/13 

50*413 

8806240051 

8806240049 

80/06/13 

60-280 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 415 


accession number 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

6806240054 

8006240046 

00/06/13 

6806240072 

0006210190 

80/06/15 

6806240075 

8606240050 

00/06/13 

6806240070 

0006240073 

80/06/14 

6806240001 

8006210190 

80/06/15 

6806240004 

0000240079 

00/06/13 

8606240037 

80Q624QO79 

00/06/ 13 

£806240093 

8006240079 

00/06/13 

£806240095 

8006240090 

00/06/16 

£806240096 

8806240079 

GB/06/13 

£806240099 

0006240079 

8B/0G/13 

£606240106 

0806240101 

08/06/15 

8806240129 

0806240126 

08/067 16 

86062401 31 

0806240125 

80/06/10 

8606240149 

0806240046 

08/06/13 

8606240161 

0806240140 

08/06/09 

£646240164 

0006240153 

08/06/14 

£606240 1 56 

0806240160 

08/06/15 

£806240159 

060 6240150 

88/06/15 

£8062401 60 

8006240150 

08/06/15 

£806240162 

8008240157 

80/06/13 

£006240164 

8006240150 

00/06/ 15 

£806240166 

8006240157 

00/06/13 

£006240185 

8006240176 

00/06/00 

6806240210 

8006240150 

80/06/15 

8806240224 

8000240150 

80/06/15 

8806240284 

8006240150 

00/06/15 

8806240239 

0006240150 

00/06/15 

8806240245 

0806240150 

00/06/15 

£806240250 

0006240150 

GB/OG/15 

6806240251 

0806240247 

00/06/15 

£806240254 

0806240150 

00/06/15 

£806240255 

0000240150 

00/06/15 

6806270014 

0806240160 

00/00/15 

6806270015 

0806100231 

00/06/07 

£806270025 

8806240150 

60/06/ 15 

6806270040 

0806240160 

00/06/15 

6606270045 

0006240150 

00/06/15 

£8062700 54 

0006240150 

00/06/15 

6806270073 

0006240160 

00/06/15 

6806270002 

0000240150 

00/06/15 

£806270090 

0006240150 

00/06/15 

6806270090 

0006240150 

00/06/15 

£806270100 

8006270070 

00/06/17 

£806270115 

0006270070 

00/06/17 

£006270125 

8006270070 

08/00/17 

£006270133 

8006270070 

00/06/17 

£806270164 

800627Q14D 

08/06/15 

£806270158 

8006270140 

08/06/15 

£806270166 

0006270149 

08/06/15 

6806270170 

8006270149 

00/06/15 

8806270177 

8006270149 

00/06/15 

0806270170 

8006270076 

00/06/17 

£606270162 

0006270149 

88/06/15 

8806270165 

0006270149 

00/06/15 


6806270107 

8806270108 

8806270190 

8806270192 

8806270193 

0606270104 

0606270138 

8606270202 

8606270207 

0606270211 

8006270246 

8606270252 

8006270257 

6006270263 

8606270265 

8606270268 

8306270272 

8306270275 

0306270277 

0306270202 

8806270294 

0306270206 

0806270207 

0806270209 

0806270303 

0606270318 

8806270321 

8806270328 

8606270333 

8806270345 

8806270347 

0806270348 


8006270076 

0000270140 

8606270149 

8806270109 

8606270149 

6006270149 

8806270149 

0806270149 

6006270149 

0806270149 

8806270149 

6806270149 

0600270149 

6806270260 

8006270256 

8606270149 

8B06270271 

8806270261 

8006270261 

8B06270261 

8806270261 

8806270291 

8806270285 

8806270261 

B806270285 

8806270149 

0806270300 

0806270308 

8806270308 

0806270340 

0806270346 

0806270340 


OO/OS/1 7 
00/06/ 1& 
00/00/15 
00/00/15 
00/06/15 

00/06/15 

00/06/15 

00/06/15 

68/06/15 
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88/06/17 
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00/06/16 
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00/06/15 

00/06/23 

00/06/16 

08/06/15 

00/06/15 

08/06/15 

68/06/13 

08/06/13 

08/06/13 

08/06/17 

08/06/20 

00/06/20 
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ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

50 200 

P 

0006200002 

8806270149 

80/06/15 

WASTE MGT 


8006200004 

G806270149 

80/06/15 

50 260 

Q 

0606200007 

8806270149 

80/06/15 

50 424 

P 

8606200009 

8806270149 

88/06/15 

WASTE MGT 


8006280010 

8806270149 

88/06/15 

50 142 

Q 

0806280011 

8806270149 

&8/06/15 

50 142 

F 

0006280012 

0806290342 

08/06/15 

50*142 

O 

8809280013 

8806270149 

08/06/15 

50 315 

P 

0806280016 

0&06270149 

08/06/15 

50 142 

Q 

0006280025 

0806280024 

B 8/06/1 7 

50*142 

F 

0806280042 

8806270149 

80/06/15 

40 0022 


0806280049 

0806270149 

8 0/0Q/ 15 

50 315 

P 

0806280052 

8806270149 

00/06/15 

50 346 

P 

8800280055 

8806270149 

80/06/15 

50 298 

P 

0606280059 

0806270149 

00/06/15 

60313 

F 

8806280063 

8806270149 

08/06/15 

50 397 

Q 

8806200066 

8806200062 

88/00/21 

FOIA 


0806280069 

8806280062 

08/06/21 

50 209 

Q 

8806280070 

8806270140 

88/06/15 

50 209 

Q 

8800280076 

8800270149 

88/06/15 

50 335 

P 

8809280080 

8806270149 

88/06/15 

50 382 

Q 

8806280001 

8806270149 

88/06/15 

60 335 

P 

8806280003 

0806270149 

08/06/ 1 5 

40 0940 


8806280093 

86062G0OB8 

88/06/01 

FOIA 


8806280 106 

8806200097 

88/06/21 

50 302 

Q 

8806280117 

0906200113 

88/06/21 

50 302 

Q 

8800200110 

8006270149 

88/06/15 

TOIA 


0806280123 

0006200110 

88/06/21 

FOIA 


8006200124 

0006270149 

88/03/15 

50 302 

Q 

8006200139 

0006200130 

68/06/20 

50 272 

P 

0006200161 

8006200147 

00/06/20 

60 302 

Q 

0006200167 

8006200166 

68/06/20 

50 3B2 

Q 

0006200170 

8006200164 

88/06/22 

GO 219 

P 

0006200171 

8006200169 

G 8/00/23 

50 445 

Q 

0006200174 

8000200147 

08/ 00/20 

50 302 

O 

0006200103 

G0062G0176 

00/06/22 

60 302 

Q 

00O62BO106 

8000200 105 

88/06/20 

50 302 

Q 

0006200103 

&8Q62B01B1 

00/06/21 

50 302 

Q 

0006200197 

8806200185 

08/06/20 

80 302 

Q 

8006200198 

8006270149 

B&/O0/15 

50 302 

Q 

0006200199 

8006270149 

00/06/15 

50 302 

Q 

0006200200 

8006200195 

00/06/20 

50 302 

T 

0006200202 

8806270149 

00/ 06/ 15 

FOIA 


0006200204 

8800200201 

00/06/15 

TOIA 


0006200205 

8806270149 

00/06/15 


SUBJECT 
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50 275 R 

WASTE RES 
40 8027 

50275 R 

40 0027 


0006200206 

0006260213 

0006200214 

0006200220 

8006200228 

8806200231 

8006200247 

8006200250 

8806200252 

0806200259 

0006200260 

8806200252 

0806200263 

0806280270 

0806200274 

0006200281 
8806200204 
0806200255 
8006200206 
000620028 1 

8006200294 
8006200299 
8806200309 
88062003 \ 1 
8306200315 

8806200317 

8806200325 

8806200327 

8806200326 

0806200331 

8006200332 

0806200346 

0806200349 

8806200351 

8806200377 

8806200380 

0806200390 

8806290007 

8806290021 

0806290024 

8806290041 

0806290047 


0006200074 

8806200200 

8806200074 

8806200216 

8806200216 

&BOB200223 

8806200239 

8006200245 

8806200234 

8800270149 

8006130002 
8006200239 
8006270 149 
0006260074 
8006200265 

0006270149 

8006270149 

8006200222 

0006270149 

0606270149 

0806270149 

0806270149 

0806270149 

0806270149 

0806200306 

8806270149 

8006280320 

8606200306 

0806200321 

0006280321 

0006200320 

0006200339 

0006140905 

0006140003 

8006200375 

0006200304 

86O028O3BD 

0606290002 

0006200014 

0806200009 

8806290030 

0006200030 
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ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8606290054 

8B0628033Q 

80/00/17 

50 457 

O 

BB0629045 & 

8006290437 

80/06/17 

50 445 

80-08290064 

8806290060 

06/06/09 

50*295 

P 

8006290457 

8806290447 

88/05/27 

PROJ 

8006290004 

8606290060 

86/06/09 

50-295 

P 

0806290475 

B0Q629O465 

00/06/17 

CONTRACT 

OBO62SOOB0 

6806280091 

00/06/10 

50-322 

H 

8006290502 

8806290498 

88/06/15 

60-490 

0806290120 

8606290105 

8B/06/13 

50-297 

O 

8806300005 

8006300002 

08/06/00 

CONTRACT 

8006290129 

8806290105 

68/06/13 

50-297 

Q 

BBQ6300Q23 

8006300015 

88/06/17 

50-498 

8806290130 

8806290121 

00/06/15 

40 3392 


88Q6300026 

8806300015 

00/06/17 

50 498 

8806290134 

8806290121 

6B/06/15 

40 3392 


8806300066 

B8Q6300061 

88/06/22 

70-27 

6006290137 

8806290132 

86/06/17 

50 382 

Q 

0006300072 

8806300061 

08/06/22 

70-2/ 

8806290141 

BB06290132 

88/06/17 

50 382 

Q 

8B06300075 

8B06300059 

0B/06/17 

50 443 

6806290145 

8806290139 

80/06/10 

70 36 


BB063Q0079 

8806300051 

88/06/22 

70 27 

8606290153 

BB06290139 

00/06/16 

70 35 


0806300002 

6Q06300077 

80/06/23 

$0 271 

8606290157 

8806290146 

80/05/20 

CONTRACT 


8806300098 

0806300081 

88/06/17 

CONTRACT 

8006290160 

8606290178 

08/06/09 

50-259 

P 

BB06300126 

860630011$ 

88/06/20 

50-443 

8806290193 

8006290188 

88/06/17 

50-302 

Q 

88Q63O0129 

6006300117 

88/06/21 

CONTRACT 

8806290197 

6B06290183 

08/06/14 

50-4B3 

P 

8BO60OO13O 

8806300100 

00/06713 

40 8724 

BB06290201 

880629018B 

8B/06/17 

50-3B2 

Q 

8806300133 

B80630Q116 

8B/06/20 

50 338 

0806290203 

8606290200 

08/06/00 

CONTRACT 


0806300136 

8806300115 

08/06/20 

50-443 

8606290209 

8&06290207 

8B/06/16 

50-335 

P 

8806300139 

8606300116 

08/08/20 

50-330 

BB0629Q212 

8806290206 

BB/06/16 

50 498 

U 

8805300142 

0806300137 

8B/06/16 

50 275 

88 062902 1 3 

0806290207 

8B/06/1B 

50-335 

P 

8806300146 

B806300U5 

00/06/20 

50*443 

6*06290242 

8806240079 

68/06/13 

50 142 

Q 

8806300162 

8006300159 

80/06/16 

50 298 

8806290245 

0800290227 

80/00/15 

50-520 

P 

6006300164 

8806300159 

88/06/16 

60-298 

600629024B 

8006290235 

08/06/13 

70-371 


8906300171 

8606300169 

80/08/22 

50-443 

8806200253 

BB06290250 

80/06/14 

50-327 

O 

0806300170 

8806300175 

80/06/22 

70 734 

8006290255 

BBO620O247 

08/06/16- 

CONTRACT 


8806300178 

8606300169 

80/06/22 

50 443 

8006290258 

8BO6290227 

9B/0B/15 

50 526 

P 

0BO63OO10Q 

8806300166 

8B/06/20 

50 322 

880$ 29 0266 

8806290221 

68/06/ H 

71 6553 


8006300101 

8806300175 

B8/06/22 

70-734 

0806290272 

6B06290267 

88/06/16 

40*8027 


8806300182 

8606300175 

00/06/22 

70-734 

8808290275 

6806290267 

08/06/16 

40 6027 


0806300190 

0806300115 

8B/06/20 

50-443 

8806290279 

0806290273 

80/05/16 

CONTRACT 


8806300224 

B0Q627O221 

$0/06/24 

WASTE MGT 

60U629O295 

8006290289 

68/05/12 

40 6102 


8006300235 

8806300219 

88/06/21 

50-322 

6800290300 

8006290296 

88/05/17 

50 293 

P 

8806300244 

8806300233 

$8/06/16 

50-289 

8606290302 

8806290296 

60/06/17 

50-293 

P 

8006300257 

8006300250 

00/06/23 

50 322 

6006290303 

BB06290294 

88/05/31 

CONTRACT 


0806300262 

8806300251 

88/06/06 

71-6400 

6BO029O31O 

8006290306 

00/05/31 

40-7455 


BB06300271 

0006300264 

60/06/20 

50 322 

00O62SO322 

0006290318 

9B/06/09 

50-305 

P 

8806300278 

8806300274 

88/06/15 

50-335 

0806290323 

0809290318 

00/06/09 

50 305 

P 

8606300283 

BQ063002/6 

08/06/24 

50-322 

0006290331 

BB0B29Q326 

80/06/16 

50-219 

G 

6806300204 

8806300280 

8B/06720 

5D312 

0806290333 

BB06290330 

6B/06/20 

50 400 

P 

8605300286 

8806300276 

88/06/24 

50-322 

8806290335 

8806290334 

96/06/15 

50 207 

P 

8806300207 

8806300285 

8B/06/2Q 

60-320 

DB06290336 

8006290325 

BB/06/17 

50 402 

P 

0BO63OO28B 

8806300265 

08/06/20 

50-320 

6806290338 

8806290325 

88/06/17 

50 402 

P 

0006300293 

8006300290 

BD/06/17 

$0 445 

8006290349 

8606290330 

80/06/20 

50-280 

P 

8006300325 

8806300319 

88/06/09 

CONTRACT 

6806290354 

0806290351 

88/06/17 

50-29 

P 

0GO63OO339 

8806270212 

88/06/23 

WASTE MGT 

00062903 50 

6006290351 

03/06/17 

60-29 

f> 

0806306346 

8806290377 

86/05/23 

70 1308 

0806290359 

8806290339 

86/06/20 

50-PBO 

P 

0006300355 

8006300345 

08/06/20 

50-261 

0006290370 

0006290270 

80/06/09 

50-336 

R 

8806300368 

8806300345 

80/08/20 

60 261 

0806296375 

6806290368 

88/06/09 

50 266 

P 

8806300371 

8806300357 

88/06/22 

60-20 S 

8606290379 

0806290368 

80/06/09 

50-2$ 6 

P 

B 00630 0376 

8006300357 

00/06/22 

50 209 

0606290381 

8006290369 

06/08/10 

60 454 

R 

8006300377 

8006300369 

08/06/10 

CONTRACT 

S80629Q412 

BB06290405 

00/09/17 

50*317 

H 

6006300392 

8 BO $300372 

00/06/16 

40 0027 

8006290424 

8806290398 

00/06/16 

CONTRACT 


0806300397 

8806300359 

8B/06/10 

contract 

8006290427 

000629041B 

00/05/04 

40-8802 


880630Q401 

8006300372 

08/06/16 

40-6027 

6806290431 

0006200234 

08/06/16 

50-490 

U 

BD070 10007 

8806300209 

80/06/10 

50-331 

8008290445 

8806290437 

68/06/17 

50-445 

Q 

8807010084 

8806300359 

08/06/10 

CONTRACT 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1 Application for construction permit. 

2. General Information submitted with construction permit application. 

3 Amendments and changes to items l and 2. 

4. NRC questions, requests for additional information, and applicant responses, 

5 Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Pei mil, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review intoi million. 

12. Application for opcialing license. 

13. General Infoi illation submitted with operating license application. 

14. Amendments and changes to items I? and 13. 

15. Correspondence regmdtng the l f inal Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may alfcet the subject laeilily; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (c.g., topical reports) submitted in support of the application. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safely Analysis Report). 


2. Amendments and changes to the PSAR. 



3 Transmittal and acknowledgement letters. 

4 Certificates of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below Other environmental documents and 
correspondence are filed in Categories A, D, M, P or R 

1. Environmental Report (ER) submitted by the utility 

2. Amendments and supplements to the ER 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5 NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2 

7. Correspondence relating to the review of ER 

8 Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tins category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1 Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, stale and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7 Backup technical documents submitted in connection with above. 

8 Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10 Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed m categories A, P or W, depending on the phase of the licensing process. 


A-2 



I. Safely Evaluation Report (SIR) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Repur i) 

2 Supplements to SLR 

3 Correspondence relating lo SLR 

4 Federal register notices filing availability oi Hems I and 2. 

5. Information on scheduling of SLR submittals and review. 

6 Requests Tor additional inhumation for use in preparing SER, responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans m this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded 

1 . Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4 Review of Health Physics Program 

5. Correspondence relating to aforementioned plans 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antiirust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are Hied in category T. 

L Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g.^ SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

g. Petitions foi Commission action 

9 . Legal filings and Commission orders and decisions resulting from item 8, 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included 

1. Change of address notifications. 

2. Changes in structure of organization 

3. Changes in service lists, 

4. NRC requests to applicant for additional copies of documents* 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility 

8 Correspondence regarding the Local Public Document Rooms (LPDRs). 

9, Professional qualification statements not pertaining to the hearing process. 

L FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

L Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters 

5. Certificates of service to the FSAR. 


A'4 



L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

L Limited Work Authorizations (LWA) and amendments. 

2. Correspondence pertaining to work performed under LWA s. 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review 1 ' 

2. Correspondence where the primary topic of discussion is antitrust matters. 

3. All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters, 

5. ACRS reports, 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3 Backup technical documents (eg,, topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5 Correspondence regarding the Final Safety Analysis Report (FSAR) 

6 All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license 

7 Correspondence regarding codes (e.g , ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license 

8 Information on the Standard Review Plan (STP). 

9 Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10 Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports. 

12 Quality assurance information 

13 Environmental matters (technical). 

14. Emergency core cooling system documents 

15 Radioactive waste information. 

16 Correspondence regarding expansion of spent fuel storage pool. 

17 Start-up test reports. 

18 Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

IQ Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notilacation of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tins category includes periodic reports of a routine nature 

I. Monthly, semiannual, or annua I operating reports (other than linancml). 

2 Periodic environmental monitoring, effluent testing, or similar reports. 

3 Periodic personnel exposure reports. 

4. Operational Logbooks 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents iclatmg to the above listed items. 


5. REPORTABLE OCCURRENCES, PNCK PNSs AND RELATED CORRESPONDENCE 

This category contains all materials i elating to abnormal, unusual, reportable or nonroutine occur* 
renees or events. This includes 

1. All 24-hour, 10-day, 30-day. interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident icports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3 Personnel exposure reports. 

4 Construction deficiency reports submitted under 10 CFR 50 55e 

5 Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1 7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Tins category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U) 

]. Atomic Safety and Licensing Board (ASLB) and Atonm Salcty and Licensing Appeal Board 
(ASLAB) transcripts. 

2 Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted al Commission meeting or hearings 

6. Transcripts of utility briefs to NRC staff 

7. Advisory Committee on ReaetoT Safeguards (ACRS) meeting transcripts. 

8. Corrections lo above items 



U CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


Tins category contains correspondence on substantive matters Routine responses to constituent 
inquiries are Hied in category H. 

I Statements and testimony before Congress or before bodics/eommittees appointed by the 
Executive or Legislative Branches. 

2. Preparatory and backup documents for item l 

3 Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters, 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 
1 Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application lor termination of the operating license onward. 

1. Application for authority to voluntarily surrender license 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items I and 2, such as: Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning 

4. Documents relating to disposal of radioactive material and decontamination of the site 

5. Other correspondence relating to above items 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified, 

L License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated wtth spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


I0CFR - Commission Meeting Records 

This eategoiy contains documentation pertaining to open and dosed Commission meetings. Ii 

Indudes 

h Sunshine Act FedetaJ Register notices. 

2 . Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements rcgaidmg the public disdosuic of transcripts oi 
Commission meetings, 

5. Veibatnn unoflictal and official tianscnpts oi poitioiis of transcripts of open and dosed 
Commission meetings made publicly available m aceoidanee with piovisions of I0CFR Part 
the Sunshine Act, and Commission policies, 

6. Enclosures to released tianscupts, including applicable viewgraphs, staff papers, and stall 
coriespondence, 

7. Staff requirements memoranda foi open meetings, rnenioianda to recojd. lecortl of votes ot 
Commissioneis on items umlei consideration at meetings 


ACRS - Advisory Committee on Reactor Safeguards 

This eaiegoiy contains documeni.iinm pertaining to (lie lesponsjbilities of the Advisoiy Committee 
on React oi Safeguards ACRS seives jn jii mdeperulcnt advisory committee to the Commission in 
safcty-ielated areas. The commiuee piovidcs advice with icspeci to the hazards of new oi exist- 
ing nuclcai facilities and the adequacy of iclaied safety standards. The documents in tins categoi) 
a j e : 

1, Verbatim transciipls ol ACRS subcommittee and lull committee meetings i elating to facility 
license applications and safety-related matters. 

2, ACRS meeting announcements, description of meeting agendas. 

3, ACRS-generated repoits, memoranda and coirespondence that are publicly available. 

4, ACRS consultant reports, comments and iclaied coirespondence. 

5, ACRS and NRC technical coriespondence pertaining lo safety niaiteis under review by the 
Advisory Committee on Reactor Safeguards. 


ADVCM - NRC Advisory Committees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees, 
other than the Advisory Committee on Reacloi Safeguards. The documents in this category are: 

1 „ Charters of each advisory committee. 

2 Verbatim transcupts ol committee meetings. 
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3, Meeting announcements; description of meeting agendas. 

4, Committee generated reports, memoranda, and correspondence that are publicly available. 

5 , Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business in 
the Oi l ice ol the Commissioners, including 

1. Incoming and outgoing correspondence to and fiorn the Commissioners relating to official 
NRC business, Including reports and other enclosures. 

2. Tiavel vouchers, telephone logs and official appointment calendars of individual Commissioners, 

3. Weekly Information Reports (SECY series number) piepared by the Executive Director for 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For tianseripls ot Commission meetings, see I0CFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This caiegoiy contains documentation peitainmg to AEC and NRC contracts and Interagency 
Agreements, including 

1. Notifications ol issuance ol icquest for proposal (RFP) and Invitations lor bid (IFB). 

2. Solicitations (RFP oi IFB) issued by the NRC. 

3. Notifications of contract execution, specifying con h act numbei, pi eject title, contractor 
name, contiact type, lunding, and period of perfounance. 

4. Contractual documents and contract modifications, if any. 

DISCLOSURE - Financial Disclosure information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency recouls and recoids released in accoi dance with the 
provisions ol the Freedom of Information Act (FOIA), Documents in this category include: 

1 . Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the yeai numerical sequence) Foi NRC records made in accordance 
with the piovisions of the Fieedom ol Infoimation Act 

Correspondence between the NRC and the icquester relevant to the processing, appeal, 
denial oi granting of an FOIA request. 

.s. Recoids or poitions ol records released in response to specific requests made under FOIA. 
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GEN TECH IS - Generic Technical Issues 

This category contains leeords pei turning to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactoi Regulation. 

1. Draft leports ol action plans to accomplish generic tasks in the regulatory program. 

2 Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and piogiammatic and technical aspects of issues. 

3. Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues 


I&E — Inspection and Enforcement 

This category contains bulletins, cnculars and mfoimution notices that are issued by the Office of 
Inspection and hiloicement These issuances desenbe puidcular events that occur at a facility 
that may icquiie some follow-up action on i lie pail of licensees. Also included in this category 
aie preliminary notifications of events (PNOs) 

l&l Cuailais, which dose n be an event at a licensed facility and are informational m natuie. 

I&E Information Notices, which are similar to cnculais blit are preliminary m nature and 
issued shortly at tci an event has occurred. 

l&L Bulletins, which describe an event at a licensed facility and lequcsl a!) recipients to 
peiloim ceiUin actions as a icsiilt ul this event. 

Pielimmaiy Notihcaiions of Events (PNOs). which provide updated information of an event 
of salely oi public inteicsl significance. 

NOTl For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

This category contains documents that do not fall into the scope of the other nondocketed 
cat ego i lcs. 

NUREG - NUREG Reports and Related Correspondence 

These documents ;ue lounal lepoits issued by (he U.S. Nuclear Regulaioiy Commission which 
carry the NURLG senes code and coi lespondcncc peitmmng to those icports. NUREG lepoits 
uk accounts ol woik peilbimed cithei by the NRC stall oi by NRC contractors. 

1 These lepoits are normally (Inal work pioduets and aie ehaiaeteu/ed by the following criteria 

a. They aie piedecisional documents which pic sent m lot malum to be consideied in 
Commission licensing and policy decisions. 

b They picscnt the lesults of Commission licensing and policy decisions. 

c. They piesom die results ol technical losoarch conducted loi the Commission. 

Coi icspondciKc Mom indiistiy, govern mem and imeiested membeis of i he public commenting 
on tcpoits oi lequestmg clanlicalion oi intei pi elation 

3. Internal NRC' memound.i suminai izing meetings oi disLiissions pei taming n> the conicni ol 
the iepoi is. 


3. 

4. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment, and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue, included are: 

1 Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC's Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g , EPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person* The documents in this category are: 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3* Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1» Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4, Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category, 

For Commission review of staff recommendations, see the 10CFR category 


PROJ — Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects (1 ) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for whi 
NRC provides technical expertise and occasional review. Both classes are identified with a “P" 
prefix, followed by a series of numbers. 


1. 4, Pre*docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appln 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for stait 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category 

These documents are grouped together in categories, designated by alphabetic characters These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application 

6. Early site visits. 


B. 


G. 


Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 


3, Transmittal letters. 


4. Letters acknowledging receipt of the PSAR 
Adjudicatory Correspondence 

l Motions, briefs, orders, W oL per.ain.ng to pre 


-hearing conferences. 


if an> 


M. 


Antitrust Correspondence 

2t Submittals and related material pertaining to 


the antitrust review 



Q. Inspection Reports 

1 Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2, Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3, NRC inspection reports of defects cited, 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series, 

Vendors are defined here as companies, both U.S, and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include* 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulator)' Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 



staff for implementing specific parts of the NRC's regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are. 


1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1 . Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses, 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2 Summary minutes of review group meetings representing views expressed, include ’ dissenting 
views. 

3. Research plans and predicted results of major experiments, presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding, 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report senes code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action, 

2. Consent Calendar items and Policy Session items. 

NOTE' For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

Thus category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include 1 (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies, and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas* 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations, i.e decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports 

NOTE, For specific uranium milling and mining projects m which the Agency is providing technical 
assistance to States, see the Projects category 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors 

'2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4 Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria 

NOTE For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the senes designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role m licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are 

1. Meeting agenda and nnnuies of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sues for nuclear waste repositories. 

2 Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in prodding DOE with technical assistance 
in the Waste Isolation Pilot Plan (WfPP) for bnr^J of J^fense wastes. 

4, NRC draft staff guides for developing -ositions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, ai d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

L Periodic projress reports on the status of research, 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be 'esolved. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security, 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Co, unission decision on iscuance of a proposed license. 

10, Licenses, liaise amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see 10CFR category. 
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